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PREFACE 


The Title List of Documents Made Publicly Available is a monthly publication. It contains descriptions of the in- 
formation received and generated by the U.S. Nuclear Regulatory Commission (NRC) This information includes 
(1) docketed material associated with civilian nuclear power plants and other uses of radioactive materials and (2) 
nondocketed material received and generated by NRC pertinent to its role as a regulatory agency As used here, 
docketed does not refer to Court dockets; it refers to the system by which NRC maintains its regulatory records. 
This series of documents is indexed by a Personal Author Index, a Corporate Source Index, and a Report Number 
Index. 

The docketed information contained in the THle List includes the information formerly issued through the Depart- 
ment of Energy publication Power Reactor Docket Information, last published in January 1979. Microfiche of the 
docketed information listed in the Title List is available for sale on a subscription basis from the National Technical 
Information Service (NTIS). See NOTES at the end of the Preface for the complete NTIS address. 

Wc encourage your comments, criticisms* and suggestions. In particular, if there are title descriptions that are not 
meaningful, please let us know so that we can correct the data base. In so far as po.ssible, we would like this docu- 
ment to be a valuable part of your reference material. 

DOCKETED ITEMS 

The listings within Docket 50 are divided into the categories used for filing and searching in the NRC Public Docu- 
ment Room. Those categories are: 

A. Application/construction stage documents and correspondence 

B. Utility Preliminary Safety Analysis Report (PSAR), amendments 

C. Utility Environmental Report (ER), amendments and correspondence 

D. NRC Draft and Final Environmental (Impact) Statements (DES and FES), and correspondence 

E. NRC Safely Evaluation Report (SER), supplements and correspondence 

F. Security, medical, emergency and fire-protection plans 

G. Adjudicatory correspondence 

H. General correspondence 

I. Financial information 

J . Insurance and indemnity information 

K. Utility Final Safety Analysis Report (FSAR) and amendments 
L* Limited work authorization and related correspondence 

M. Antitrust correspondence 

N. Antitrust hearing transcripts 

O. Advisory Committee on Reactor Safeguards (ACRS) reports and correspondence 

P. Operating license stage documents and correspondence 

Q. Inspection reports, IE Bulletins and correspondence 

R. Periodic operating reports and related correspondence 

S. Reportable occurrences. LERs and related correspondence 

T. Hearing transcripts on non-antitrust matters 

U . Congressional/executive correspondence 

V. Licensing operators and related correspondence 
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W. Decommissioning stage documents and correspondence 

X. Onsite low-level wastes storage 

Appendix A sets forth those categories and describes the materials avaiiabie in each. Omission of a category in the 
listing for a docket indicates that no documents in that category were filed in the time period of the report. 


The principal elements of the entries in the list are: 


1 , 

2 , 

3. 

4. 

5. 

6 . 

7. 

8 . 

9. 

10 . 
II. 


12 . 


Q P. Operating license stage documents & correspondence 

, ® © 

§203090028 Responds to 82020J Ur requesting documents re environ qualification of 
electrical equipment. All nonproprietary repls will be provided to Franklin Research 
Ctr by 820408. Proprietary repts will be provided to NRC by 820510. 

0 MILLS, L.M. 0 Tennessee Valley Authorily. 0 82/03/04, ( 7 ) VASSALLO. D.B. 
Operating Reactors Branch 2. Ip. 1216:254. 24XFiche: 50-259,82/03/04, 
8203090028. ^ | ^ j 
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NRC/PDR Document category (see Appendix A). 

NRC Accession Number (year» month» day, and sequence number of item). 

Description of information contained in the document. 

Personal author(s). An asterisk in this position indicates that there is no personal author. 

Corporate, agency or nonindividual source. 

Dale of document described. 

Recipient of document and NRC or corporate affiliation. 

Pages in this document. 

The NRC 48X microfiche designation for this document. This five-digit portion of this entry Is the number of 
the microfiche copy of this document that is available to NRC staff who have access to 48X microfiche files. 
This three-digit portion of this entry is the number of the frame on which this document starts. 

The24X Fiche designation consists of the docket number followed by the date of the document and the acces- 
sion number for the document. This designation provides the information needed by subscribers to the Na- 
tional Technical Information Service docket microfiche to locate the document fiche. 

If this space is blank, the document Is available to the public only in the NRC Public Document Room, 1717 H 
St., N.W., Washington, D.C. 20555. If this space is filled, it gives other sources for copies of the document. 
The entry may be'*Available at NRC” for sale; ''Available at NTIS”; or “Available at GPO.” 


The Docketed Items list is arranged sequentially by Docket Number, category, and then by dale of principal items. 
Entries indented and preceded by a dash arc items that were submitted as enclosures to principal items. In general, 
indented items are not in accession number sequence. If the docketed document has a contract (FIN) number or a 
formal report number, it will appear in the last line of the item following entry 5, 

NONDOCKETED ITEMS 

The nondocketed items arc divided into the categories used for filing and searching in the NRC Public Document 
Room. Tliese categories and their symbols arej 

lOCFR— Commission Meeting Records 

ACRS— Advisory Committee on Reactor Safeguards 

COMMISSION — NRC Commissioners 

CONTRACT — NRC Contracts and Modifications 

DISCLOSURE — Financial Disclosure Information 

FOJA — Freedom of Information Act Requestsand Releases 

GEN TECH IS — Generic Technical issues 
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I&E — Inspection and Enforcement 

MISC — Public Document Room Miscellaneous 

NUREG — NUREG Reports and Related Correspondence 

ORG — Correspondence with Other Organizations 

PR — Proposed Rule 

PRM — Petition for Rulemaking 

PROJ — Projects— Predockei Licensing 

PT21 — Noncompliance Reports and Related Correspondence 

QA999 — Quality Assurance Inspections 

REGGD — Regulatory Guides 

RES — Research and Technical Assistance Reports 

REVIEW GRP *— NRC Research Review Groups 

RM — Rulemakings 

SECY — Position Papers Before the Commission 
STATE PROG State Programs 

TOP REP — Vendor Reports and Related Correspondence 
WASH — Regulatory Publications— Pre-NUREG Series 
WASTE MOT — Nuclear Waste Management 
XPORTLIC — Export and Import Licenses 

Appendix B sets forth these categories and describes the material available in each. Omission of a category in the 
listing for a docket indicates that no documents in that category were filed in the time period of the report. 


The 


1 . 

2 . 


3 * 


4 . 


5, 

6 . 


7 . 


9 . 


10. 

11 . 

12 . 


13 . 


principal elements of the nondocketed items are: 

(j^ NUREG— NUREG Reports and Related Correspondence 

© ® 
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8203090207 NU REG/CR- 1 672 V02 

I RISK ASSESSMENT METHODOLOGY DEVELOPMENT FOR WASTE ISOLATION 
J IN GEOLOGIC MEDIA. Technical Review of Documents 
NUREO/CR-I262, NU REG/CR- 1376. NUREG/CR-1377, NU REG/CR- 1 397 & 
|,NUREG/CR-1608. — 


C)~ STEVENS, C.A., FULLWOOD, R.A., BASIN, S.L, Science Applications, Inc. 
.,FINB-6694. SAI-262-81-PA. 82/02/28. Divisionof Risk Analysis. 
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Nondocketed category 

NRC Accession Number (year^ monlhi day, and sequence number of item) 

NRC Report Number 

Title and description of information contained in the document 

Personal author(s). An asterisk in this position indicates that there is no personal author. 

Corporate, agency or other nonindividual source. 

Contract or financial (FIN) number (if any). If the document has a secondary report number, it will appear 
following this entry, 

Secondary report number assigned by originator. 

Dale of document described. 

NRC organizational recipient. 

Pages in document. 

All NUREG-series documents are available for purchase at NRC. Information on ordering documents is given 
below. All NUREG-series documents are also available at NTIS, Information on ordering from NTIS is also 
given below, 

Price for which NRC sells the document. 
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14. The NRC 48X microfiche designation for this document. This five-digit portion of this entry is the number of 
the microt jche copy of this document that is available to NRC staff who have access lo 48X microfiche files 

15, This three-digit portion of this entry ts the number of the frame on which this document starts. 

The Nondocketed Items list is arranged sequentially by Accession Number within category Indented items pre- 
ceded by a dash are enclosures to unindented items. 


NOTES: 

1. The address for NRC is: 

Director 

Division of Technical Information and Document Control 
U.S. Nuclear Regulatory Commission 
Washington, D,C 20555 

To place orders, send check or money order, payable to the Superintendent of Documents. GPO Deposit Ac- 
count holders may charge their orders by calling (301) 492-9530. 

2. The address for NTIS is: 

National Technical Information Service 
Springfield, Virginia 22161 

To place orders for or to obtain price information about NRC publications at NTIS, either write to NTIS or call 
the Sales Desk at (703) 557-4650. Specify the NRC report number and title when you place your order. Publica- 
tions can be charged to American E;cpress credit cards; supply the chargecard number when placing your order. 

3. The address for the PDR is: 

1717 H Street. N.W. 

Washington, D.C. 20555 

To place orders, cither write to the NRC PDR or call (202) 634-3274. When ordering documents listed in this 
publication, please identify the Document Accession Number for each citation. 

Paper copy and microfiche of the documents listed in this title list may be purchased. Reproduction charges for 
duplication are as follows; (1) paper to paper is $0.05 per page except for oversized documents and engineering 
drawings, which vary from $0.50 to SI.(X) per square foot; (2) microform to paper is $0.05 a page for pages on 
microfiche and is $0.20 a square foot for a full-size print or $0.25 fora reduced-size print (18" x 24") of a draw- 
ing on an aperture card; and (3) microform to microform is $0. 10 per microfiche and $0.20 per aperture card. 
Orders completed for mailing or for a special delivery service will have an additional fee for the actual mailing, 
shipping, or delivery service rale. Unless a user requests special packing materials, there is no additional charge 
by the contractor for handling and wrapping materials. 

Please acknowledge a willingness to assume charges for all orders but do not send payments. Orders will be pro- 
cessed and mailed with a bill from Literature Research Company. An account may be established with the 
Literature Research Company by calling (703)-94l-8018. 
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ARRANGEMENT OF ITEMS BY DOCKET NUMBER 


Docket 

Name 

Page 

Docket 

Name 

Poge 

Low Level Disposal Site$ — Docket 27 


40-8452 

Bear Creek Uranium Co., Casper, WY 

4 

27-039 

Sheffield, IL, U.S. Ecology, Inc. 

1 

40-8502 

Wyoming Mineral Corp., Lakewood, CO 

4 

27-047 

Barnwell, SC, Chem-Nuclear Systems, Inc. 


40-8584 

Minerals Exploration Co., Los Angeles, CA 

5 

27-048 

Richland, WA, U.S. Ecology, Inc. 


40-8585 

Wyoming Mineral Corp., Lakewood, CO 

5 




40-8586 

Kcrr-McGec Nuclear Corp., 


Domestic Licensing of Source Material Docket 40 



Oklahoma City, OK 

5 

40-0086 

W. R, Grace & Co., Pompton Plains, NJ 

1 

40-8610 

Stepan Chemical Co., Maywood, NJ 

5 

40-0299 

Union Carbide Corp,, Grand Junction, CO 

1 

40-8631 

Army, Dept, of, Rock Island, IL 

5 

40-0672 

Nuclear Metals, Inc., Concord, MA 

2 

40-8663 

Nuclear Dynamics, Inc,, Phoenix, AZ 

5 

40-1162 

Western Nuclear, Inc,, Jeffrey City, WY 

2 

40-8674 

Plateau Resources, Ltd,, Grand Junction, CO 

5 

40-1341 

Tennessee Valley Authority, Chattanooga, TN 

2 

40-8681 

Energy Fuels Nuclear, Inc., Denver, CO 

5 

40-2061 

Kcrr-McGee Chemical Corp., 

Oklahoma City, OK 

2 

40-8684 

Western Nuclear, Inc., Lakewood, CO 

6 



40-8697 

Rocky Mountain Energy Co., Denver, CO 

6 

40-2259 

Pathfinder Mines Corp, , Riverton, WY 

2 

40-8698 

Plateau Resources, Ltd., Grand Junction, CO 

6 

40-3392 

Allied Chemical Corp., Morristown, NJ 

3 

40-8714 

Cleveland-Cliffs Iron Co., Cleveland, OH 

6 

40-3453 

Allas Mineral, Inc., Denver, CO 

3 

40-8722 

Brush Wellman, Inc., Cleveland, OH 

6 

40-4492 

Federal- American Partners, Riverton, WY 

3 

40-8728 

Teton Exploration Drilling Co., Inc., 


40-6264 

Michigan Chemical Corp., St. Louis, MI 

3 


Casper, WY 

7 

40-6500 

Energy, Dept, of, Canonsburg, PA 

3 

40-8745 

Ogle Petroleum, Inc., Casper, WY 

7 

40-6622 

Pathfinder Mines Corp., Shirley Basin, WY 

3 

40-8768 

Kerr-McGee Nuclear Corp., 





Oklahoma City, OK 

7 

40-6940 

Kaweeki Berylco Industries, Inc., 






Boyertown, PA 

3 

40-8783 

Uranerz USA, Inc,, Casper, WY 

7 

40-7580 

FanstecI, Inc., North Chicago, IL 

3 

40-8786 

Uranium Resources, Inc., Richardson, TX 

7 

40-7869 

Plateau Resources, Ltd., Grand Junction, CO 

3 

40-8794 

MolyCorp,, Inc,, Los Angeles, CA 

7 

40-8027 

Kerr-McGee Nuclear Corp,, 






Oklahoma City, OK 

3 

Domestic Lkensing of Production and Utilization Facilities -- 




Docket 50 



40-8035 

Cotter Corp,* Roswell, NM 

4 

50-2 

Univ. of Michigan Research Reactor 

7 

40-8064 

Exxon Minerals Co. USA, Houston, TX 

4 

50-3 

Indian Point Station, Unit 1 

7 

40-8084 

Rio Algom Corp., Moab, UT 

4 

50-5 

Pennsylvania State Univ. Research Reactor 

8 

40-8348 

Minerals Exploration Co,, Los Angeles, CA 

4 

5045 

Battelle Memorial Institute Research Reactor 

8 

40-8380 

Rocky Mountain Energy Co,, 






Broomfield, CO 

4 

50-8 

North Carolina Stale Univ. Research Reactor 

8 


ix 



Docket 

Name 

Page 

Docket 

Name 

Page 

50-10 

Dresden Nuclear Power Station, Unit 1 

8 

50-186 

Univ of Missouri Research Reactor 

22 

50-14 

Battelle Memorial Institute Critical Facility 

9 

50-188 

Kansas State Univ. Research Reactor 

22 

50-16 

Enrico Fenru Atomic Power Plant, Unit 1 

9 

50-192 

Umv. of Texas Research Reactor 

22 

50-20 

Massachusetts Institute of Technology 


50-193 

Rliode Island & Providence Plantations AEC 

22 


Research Reactor 

9 







50-199 

Manhattan College Research Reactor 

22 

50-27 

Washington State Univ, Research Reactor 

9 







50-201 

West Valley Reprocessing Plant 

22 

50-29 

Yankee-Rowe Nuclear Power Station 

9 







50-206 

San Onofre Nuclear Station, Unit 1 

23 

50-54 

Union Carbide Research Reactor 

11 







50-208 

Columbia Univ. Research Reactor 

25 

50-57 

State Univ. of New York Research Reactor 

11 







50-213 

Haddam Neck Plant 

26 

50-62 

Univ of Virginia Research Reactor 

11 







50-219 

Oyster Creek Nuclear Power Plant 

28 

50-70 

General Electric Test Reactor 

12 







50-220 

Nine Mile Point Nuclear Station, Unit 1 

30 

50-72 

Univ . of Utah Research Reactor 

12 







50-223 

Univ. of Lowell Research Reactor 

32 

50-77 

Catholic Univ. of America Research Reactor 

12 







50-224 

Univ, of California Research Reactor 

32 

50-89 

General Atomic Co. 

12 







50-225 

RPI Critical Experiment 

32 

50-97 

Cornell Univ. Zero Power Reactor 

12 







50-237 

Dresden Nuclear Power Station, Unit 2 

32 

50-111 

North Carolina State Univ. Research Reactor 

13 







50-243 

Oregon State Univ, Research Reactor 

35 

50-112 

Univ. of Oklahoma Research Reactor 

13 







50-244 

Robert Emmet Ginna Nuclear Plant, Unit 1 

35 

50-116 

Iowa State Univ. Research Reactor 

13 







50-245 

Millstone Nuclear Power Station, Unit 1 

38 

50-128 

Texas A&M Univ, Research Reactor 

13 







50-247 

Indian Point Station, Unit 2 

40 

50-131 

Omaha Veterans Administration Hospital 






Research Reactor 

14 

50-249 

Dresden Nuclear Power Station, Unit 3 

44 

50-133 

Humboldt Bay Power Plant, Unit 3 

14 

50-250 

Turkey Point Plant, Unit 3 

46 

50-134 

Worcester Polytechnic Institute 


50-251 

Turkey Point Plant, Unit 4 

48 


Research Reactor 

14 







50-254 

Quad-Cities Station, Unit 1 

50 

50-141 

Stanford Univ. Research Reactor 

14 







50-255 

Palisades Nuclear Plant 

52 

50-142 

UCLA Training Reactor 

14 







50-259 

Browns Ferry Nuclear Power Station, Unit 1 

54 

50-146 

Saxton Nuclear Experimental Facility 

16 







50-260 

Browns Ferry Nuclear Power Station, Unit 2 

57 

50-148 

Univ. of Kansas Research Reactor 

16 







50-261 

H. B. Robinson Plant, Unit 2 

61 

50-151 

Univ. of Dlinois Research Reactor 

16 







50-263 

Montlccllo Nuclear Generating Plant 

63 

50-155 

Big Rock Point Nuclear Plant 

16 







50-265 

Quad-Cities Station, Unit 2 

64 

50-156 

Univ, of Wisconsin Research Reactor 

20 







50-266 

Point Beach Nuclear Plant, Unit 1 

66 

50-157 

Cornell Univ. Research Reactor 

21 







50-267 

Fort St. Vrain Nuclear Generating Station 

68 

50-163 

General Atomic Co. 

21 







50-269 

Oconee Nuclear Station, Unit I 

71 

50- 166 

Univ. of Maryland Research Reactor 

21 







50-270 

Oconee Nuclear Station, Unit 2 

72 

50-170 

National Naval Medical Center 

21 







50-271 

Vermont Yankee Nuclear Power Station 

74 

50-182 

Purdue Univ. Research Reactor 

22 




50-184 

National Bureau of Standards Reactor 

22 

50-272 

Salem Nuclear Generating Station, Unit 1 

77 





Docket 

Name 

Page 

Docket 

Name 

Page 

50-274 

U S. Geological Survey Research Reactor 

79 

50-326 

Univ. of California at Irvine Research Reactor 

169 

50-275 

Diablo Canyon Nuclear Power Plant, Unit 1 

80 

50-327 

Sequoyah Nuclear Plant, Unit 1 

169 

50-277 

Peach Bottom Atomic Power Station, Unit 2 

85 

50-328 

Sequoyah Nuclear Plant, Unit 2 

171 

50-278 

Peach Bottom Atomic Power Station, Unit 3 

88 

50-329 

Midland Plant, Unit 1 

173 

50-280 

Surry Power Station, Unit 1 

91 

50-330 

Midland Plant, Unit 2 

177 

50-281 

Surry Power Station, Unit 2 

92 

50-331 

Duane Arnold Energy Center 

182 

50-282 

Prairie Island Nuclear Station, Unit 1 

94 

50-333 

James A. Fitzpatrick Nuclear Power Plant 

183 

50-285 

Fort Calhoun Station, Unit 1 

96 

50-334 

Beaver Valley Power Station, Unit 1 

185 

50-286 

Indian Point Station, Unit 3 

98 

50-335 

St. Lucie Plant, Unit 1 

188 

50-287 

Oconee Nuclear Station, Unit 3 

102 

50-336 

Millstone Nuclear Power Station, Unit 2 

190 

50-289 

Three Mile Island Nuclear Station, Unit 1 

104 

50-338 

North Anna Power Station, Unit 1 

193 

50-293 

Pilgrim Nuclear Power Station, Unit 1 

109 

50-339 

Nortli Anna Power Station, Unit 2 

195 

50-294 

Michigan State Unlv, Research Reactor 

112 

50-341 

Enrico Fermi Atomic Power Plant, Unit 2 

197 

50-295 

Zion Nuclear Power Station, Unit 1 

112 

50-344 

Trojan Nuclear Plant 

199 

50-296 

Browns Ferry Nuclear Power Station, Unit 3 

113 

50-346 

Davis-Bessc Nuclear Power Station, Unit 1 

202 

50-298 

Cooper Nuclear Station 

116 

50-348 

Joseph M. Farley Nuclear Plant, Unit 1 

205 

50-301 

Point Beach Nuclear Plant, Umt 2 

118 

50-352 

Limerick Generating Station, Unit 1 

208 

50-302 

Crystal River Nuclear Plant, Unit 3 

120 

50-353 

Limerick Generating Station, Unit 2 

212 

50-304 

Zion Nuclear Power Station, Unit 2 

122 

50-354 

Hope Creek Nuclear Station, Unit 1 

217 

50-305 

Kewaunee Nuclear Power Plant 

124 

50-355 

Hope Creek Nuclear Station, Unit 2 

218 

50-306 

Prairie Island Nuclear Station, Unit 2 

125 

50-356 

Univ. of Illinois LOPRA Research Reactor 

218 

50-309 

Maine Yankee Atomic Power Plant 

127 

50-358 

William H. Zimmer Nuclear Station, Unit 1 

218 

50-311 

Salem Nuclear Generating Station, Unit 2 

130 

50-361 

San Onofre Nuclear Station, Unit 2 

222 

50-312 

Rancho Seco Nuclear Generating Station 

132 

50-362 

San Onofre Nuclear Station, Unit 3 

227 

50-313 

Arkansas Nuclear One, Unit 1 

135 

50-364 

Joseph M. Farley Nuclear Plant, Unit 2 

230 

50-315 

Donald C. Cook Nuclear Power Plant, Unit 1 

138 

50-366 

Edwin L Hatch Nuclear Plant, Unit 2 

232 

50-316 

Donald C, Cook Nuclear Power Plant, Unit 2 

140 

50-367 

Bailly Generating Station 

236 

50-317 

Calvert Cliffs Nuclear Power Plant, Unit 1 

142 

50-368 

Arkansas Nuclear One, Unit 2 

236 

50-318 

Calvert Cliffs Nuclear Power Plant, Unit 2 

145 

50-369 

William B. McGuire Nuclear Station, Unit 1 

239 

50-320 

Three Mile Island Nuclear Station, Unit 2 

147 

50-370 

William B, McGuire Nuclear Station, Unit 2 

241 

50-321 

Edwin L Hatch Nuclear Plant, Unit 1 

150 

50-373 

LaSalle County Station, Unit 1 

244 

50-322 

Shorehom Nuclear Power Station 

153 

50-374 

LaSalle County Station, Unit 2 

247 

50-323 

Diablo Canyon Nuclear Power Plant, Unit 2 

160 

50-382 

Waterford Generating Station, Unit 3 

250 

50-324 

Brunswick Steam Electric Plant, Unit 2 

162 

50-387 

Susquehanna Steam Electric Station, Unit I 

252 

50-325 

Brunswick Steam Electric Plant, Unit 1 

165 

50-388 

Susquehanna Steam Electric Station, Unit 2 

256 
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Docket 

Name 

Pnge 

Docket 

Name 

Page 

50-389 

St. Lucie PlanL Unit 2 

257 

STN-50457 

Braidwood Station, Unit 2 

338 

50-390 

Watts Bar Nuclear Plant, Unit 1 

261 

50458 

River Bend Station, Unit 1 

340 

50-391 

Watts Bar Nuclear Plant, Unit 2 

265 

50459 

River Bend Station, Unit 2 

342 

50-394 

California State Poly tech College 


50460 

WPPSS Nuclear Project, Unit 1 

343 


Research Reactor 

269 







50-461 

Clinton Power Station, Unit 1 

345 

50-395 

Virgil C. Summer Nuclear Station, Unit 1 

269 







50462 

Clinton Power Station, Unit 2 

346 

50-396 

Univ. of Virginia Cavalier Reactor 

271 







STN-50470 

CESSAR System 80 

346 

50-397 

WPPSS Nuclear Project, Unit 2 

271 







STN-50482 

Wolf Creek Generating Station 

346 

50400 

Shcaron Hams Nuclear Power Plant, Unit 1 

273 







STN-50483 

Callaway Plant, Unit 1 

349 

50401 

Shearon Harris Nuclear Power Plant, Unit 2 

278 







50496 

Montague Nuclear Power Station, Unit 1 

351 

50404 

North Anna Power Station, Unit 3 

281 







50497 

Montague Nuclear Power Station, Unit 2 

352 

50407 

Univ. of Utah Research Reactor 

281 







STN-50498 

South Texas Project, Unit 1 

352 

50409 

La Crosse Boiling Water Reactor 

281 







STN-50499 

South Texas Project, Unit 2 

354 

50410 

Nine Mile Point Nuclear Station, Unit 2 

284 







STN-50-508 

WPPSS Nuclear Project, Unit 3 

356 

50412 

Beaver Valley Power Station, Unit 2 

286 







STN-50-509 

WPPSS Nuclear Project, Unit 5 

357 

50413 

Catawba Nuclear Station, Unit 1 

287 







50-513 

WPPSS Nuclear Project, Unit 4 

357 

50414 

Catawba Nuclear Station, Unit 2 

290 







50-514 

Pebble Springs Nuclear Plant, Unit 1 

357 

50416 

Grand Gulf Nuclear Station, Unit 1 

293 







50-515 
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STN-50-547 
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STN-50455 
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Black Fox Station, Unit 1 

373 
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3H0 

70-0687 

Union Carbide Corp., Tuxedo, NY 

376 

70-2984 

Arizona Public Service Co., Phoenix, AZ 
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Model T-3, Energy, Dept, of 
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Model. 855, Technical Operations, Inc. 
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387 
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71-9852 

Model: DT-14, Energy, Dept, of 
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27-047 

1 

Richland, WA, U S Ecology, Inc. 

27-048 

1 
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40-3392 

3 
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5 
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3 
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4 
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40-8722 

6 
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6 
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4 
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5 
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3 
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4 
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3 
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3 
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3 
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2 
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40-8027 

3 
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5 
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7 
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3 
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4 
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3 
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3 
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40-8674 

5 
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6 
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40-8084 

4 
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4 

Rocky Mountain Energy Co., Denver, CO 

40-8697 

6 
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40-8610 

5 
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40-1341 

2 
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7 
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40-0299 

1 
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40-8783 

7 
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40-8786 

7 
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1 
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40-1162 

2 
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50-425 
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Bailly Generating Station 

50-367 

236 
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50-14 

9 
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8 
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50-439 
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50-316 
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50-155 

16 
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8 
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STN-50-556 
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Dresden Nuclear Power Station, Unit 2 

50-237 

32 

Black Fox Station, Unit 2 
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374 

Dresden Nuclear Power Station, Unit 3 

50-249 

44 
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STN-50-456 
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Duane Arnold Energy Center 

50-331 
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STN-50~457 

338 

Edwin I, Hatch Nuclear Plant, Unit 1 

50-321 
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Browns Ferry Nuclear Power Station, Unit 1 

50-259 

54 

Edwin I. Hatch Nuclear Plant, Unit 2 
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Browns Ferry Nuclear Power Station, Umt 2 
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57 
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9 
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Enrico Fermi Atomic Power Plant, Unit 2 

50-341 
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96 
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50-324 
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Fort St. Vrain Nuclear Generating Station 

50-267 

68 
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STN-50454 
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General Atomic Co. 

50-163 

21 
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STN-5{M55 
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General Atomic Co. 

50-89 

12 
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Research Reactor 

50-394 
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General Electric Test Reactor 

50-70 

12 
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349 
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STN-50-447 

328 

Calvert Cliffs Nuclear Power Plant, Unit 1 

50-317 
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Grand Gulf Nuclear Station, Unit 1 

50416 

293 

Calvert Cliffs Nuclear Power Plant, Unit 2 
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145 

Grand Gulf Nuclear Station, Unit 2 

50417 
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Catawba Nuclear Station, Unit I 

50413 
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H. B. Robinson Plant, Unit 2 

50-261 

61 

Catawba Nuclear Station, Unit 2 

50414 
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Haddam Neck Plant 

50-213 

26 
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50-77 

12 
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STN-50-518 

358 
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STN-50470 

346 

Hartsviilc Nuclear Plant, Unit 2 

STN-50-519 

358 

Clinch River Breeder Reactor 

50-537 
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Hartsville Nuclear Plant, Unit 3 

STN-50-520 

358 

Clinton Power Station, Unit 1 
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Hartsville Nuclear Plant, Unit 4 

STN-50-521 
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Clinton Power Station, Unit 2 

50462 

346 
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50-354 
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Columbia Univ Research Reactor 

50-208 

25 

Hope Creek Nuclear Station, Unit 2 

50-355 

218 

Comanche Peak Steam Electric Station, Unit 1 

50445 
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Humboldt Bay Power Plant, Unit 3 

50-133 

14 

Comanche Peak Steam Electric SUtion, Unit 2 

50446 
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Indian Point Station, Unit 1 

50-3 

7 

Cooper Nuclear Station 

50-298 

116 
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50-247 

40 

ComeU Univ, Research Reactor 

50-157 

21 

Indian Point Station, Unit 3 

50-286 

98 

Cornell Univ. Zero Power Reactor 

50-97 

12 

Iowa Slate Univ. Research Reactor 

50-116 

13 

Crystal River Nuclear Plant, Unit 3 

50-302 
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James A, Fitzpatnek Nuclear Power Plant 

50-333 

183 
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STN-50-517 
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80 
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Kansas State Univ, Research Reactor 

50-188 

22 


xvilj 



Name 

l>ocket 

Page 

Name 

Docket 

Page 

Kewaunee Nuclear Power Plant 
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Oyster Creek Nuclear Power Plant 
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28 

La Cross»e Boiling Water Reactor 

50409 
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Palisades Nuclear Plant 

50-255 
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50-373 
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Palo Verde Nuclear Station, Unit 1 

STN-50-528 
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50-374 
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Palo Verde Nuclear Station, Unit 2 

STN-50-529 
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STN-50-530 
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50-277 

85 

Maine Yankee Atomic Power Plant 

50-309 
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Peach Bottom Atomic Power Station, Unit 3 

50-278 

88 
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50-199 

22 
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50-514 
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Marble Hill Nuclear Station, Unit 1 

STN-50-546 
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Pebble Springs Nuclear Plant, Unit 2 

50-5 J 5 
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Marble Hill Nuclear Station, Unit 2 

STN‘‘50-547 

372 

Pennsylvania State Univ, Research Reactor 

50-5 

8 

Massachusetts Institute of Technology 



Perry Nuclear Power Plant, Unit 1 

50440 

309 

Res, Reactor 

50-20 

9 

50441 

312 

Perry Nuclear Power Plant, Unit 2 

Michigan State Univ. Research Reactor 

50-294 
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STN-50-553 

373 

Phipps Bend Nuclear Station, Unit 1 

Midland Plant, Unit 1 

50-329 

173 

STN-50-554 

37,1 

Phipps Bend Nuclear Station, Unit 2 

Midland Plant, Unit 2 

50-330 
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50-293 
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Pilgrim Nuclear Power Station, Unit 1 

Millstone Nuclear Power Station, Unit 1 

50-245 
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Point Beach Nuclear Plant, Unit I 

50-266 

66 

Millstone Nuclear Power Station, Unit 2 

50-336 

190 

Point Beach Nuclear Plant, Unit 2 

50-301 
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Millstone Nucler Power Station, Unit 3 

50423 

299 

50-282 

94 

Prairie Island Nuclear Station, Unit 1 

Montague Nuclear Power Station, Unit 1 

50496 

351 

50-306 
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Prairie Island Nuclear Station, Unit 2 

Montague Nuclear Power Station, Unit 2 

50497 
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Purdue Univ. Research Reactor 

50-182 

22 

Monticello Nuclear Generating Plant 

50-263 

63 

Quad-Cities Station, Unit I 

50-254 

50 

National Bureau of Standards Reactor 

50-184 

22 

Quad-Cities Stadon, Unit 2 

50-265 

64 

National Naval Medical Center 

50-170 

21 

50-312 
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Rancho Scco Nuclear Generating Station 

Nine Mile Point Nuclear Station, Unit 1 

50-220 
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Rhode Island & Providence PlantaUons ABC 

50-193 

22 

Nine Mile Point Nuclear Station, Unit 2 

50410 

284 

River Bend Station, Unit 1 

50458 

340 

North Anna Power Station, Unit 1 

50-338 
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River Bend Stadon, Unit 2 

50459 

342 

North Anna Power Station, Unit 2 

50-339 

195 

Robert Emmet Ginna Nuclear Plant, Unit 1 

50-244 

35 

North Anna Power Station, Unit 3 

50404 

281 






RPI Critical Experiment 

50-225 

32 

North Carolina State Univ. Research Reactor 

50-8 

8 

Salem Nuclear Generating Stadon, Unit 1 

50-272 

77 

North Carolina State Univ. Research Reactor 

50-111 

13 






Salem Nuclear Generating Station, Unit 2 

50-311 

130 

Oconee Nuclear Station, Unit 1 

50-269 

71 

San Onofre Nuclear Stadon, Unit 1 

50-206 

23 

Oconee Nuclear Station, Unit 2 

50-270 

72 

San Onofre Nuclear Stadon, Unit 2 

50-361 

222 

Oconee Nuclear Station, Unit 3 

50-287 

102 

San Onofre Nuclear Station, Unit 3 

50-362 

227 

Omaha Veterans Administration Hospital 






Research Reactor 

50-131 

14 

Saxton Nuclear Experimental Facility 

50-146 

16 

Oregon State Univ. Research Reactor 

50-243 

35 

Seabrook Nuclear Stadon, Unit 1 

50443 

315 
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Seabrook Nuclear Station, Unit 2 

50-444 

318 

Univ of Missouri Research Reactor 

50-186 

22 

Sequoyah Nuclear Plant, Unit 1 

50-327 

169 

Univ of Oklahoma Research Reactor 

50-112 

13 

Sequoyah Nuclear Plant, Unit 2 

50-328 

171 

Umv. of Texas Research Reactor 

50-192 

22 

Shearon Harris Nuclear Pciwer Plant, Unit 1 

50-400 

273 

Umv, of Utah Research Reactor 

50-407 

281 

Shearon Hams Nuclear Power Plant, Unit 2 

50^01 

278 

Univ. of Utah Research Ractor 

50-72 

12 

Shorebam Nuclear Power Station 

50-322 

153 

Univ of Virginia Cavalier Reactor 

50-396 

271 

Skagit Nuclear Power Project, Umt 1 

50-522 

359 

Umv of Virginia Research Reactor 

50-62 

11 

Skagit Nuclear Power Project, Unit 2 

50-523 

359 

Umv. of Wisconsin Research Reactor 

50-156 

20 

South Texas Project, Unit 1 

STN-50-498 

352 

Vemionl Yanlcee Nuclear Power Station 

50-271 

74 

South Texas Project, Umt 2 

STN-50499 

354 

Virgil C Summer Nuclear Station, Unit 1 

50-395 

269 

St. Lucie Plant, Unit 1 

50-335 

188 

Washington State Umv. Research Reactor 

50-27 

9 

St. Lucie Plant, Unit 2 

50-389 

257 

Waterford Generating Station, Unit 3 

50-382 

250 

Stanford Univ. Research Reactor 

50-141 

14 

Watts Bar Nuclear Plant, Unit 1 

50-390 

261 

State Univ. of New York Research Reactor 

50-57 

11 

Watts Bar Nuclear Plant, Unit 2 

50-391 

265 

Surry Power Station, Unit 1 

50-280 

91 

West Valley Reprocessing Plant 

50-201 

22 

Surry Power Station, Unit 2 

50-281 

92 

William D. McGuire Nuclear Station, Unit 1 

50-369 

239 

Susquehanna Steam Electric Station, Umt 1 

50-387 

252 

William B. McGuire Nuclear Station, Unit 2 

50-370 

241 

Susquehanna Steam Electric Stntion, Unit 2 

50-388 

256 

William H. Zimmer Nuclear Station, Unit 1 

50-358 

218 

Texas A&M Univ. Research Reactor 

50-128 

13 

Wolf Creek Generating Station 

STN-50^82 

346 

Three Mile Island Nuclear Station, Unit 1 

50-289 

104 

Worcester Polytechnic Institute 






Research Reactor 

50-134 

14 

Three Mile Island Nuclear Station, Unit 2 

50-320 

147 

WPPSS Nuclear Project, Unit 1 

50460 

343 

Trojan Nuclear Plant 

50-344 

199 

50-397 

271 

WPPSS Nuclear Project, Unit 2 

Turkey Point Plant, Unit 3 

50-250 

46 

STN-50-508 

356 

WPPSS Nuclear Project, Unit 3 

Turkey Point Plant, Unit 4 

50-251 

48 

50-513 

357 

WPPSS Nuclear Project, Unit 4 

U.S, Geological Survey Research Reactor 

50-274 

79 

STN-50-509 

357 

WPPSS Nuclear Project, Unit 5 

UCLA Training Reactor 

50-142 

14 






Yankee-Rowc Nuclear Power Station 

50-29 

9 

Union Carbide Research Reactor 

50-54 

11 

Zion Nuclear Power Station, Unit 1 

50-295 

112 

Univ. of California at Irvine Res, Reactor 

50-326 

169 

50-304 

122 

Zion Nuclear Power Station, Unit 2 

Univ. of California Research Reactor 

50-224 

32 



Univ. of Illinois LOPRA Research Reactor 

50-356 

218 
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Univ. of Illinois Research Reactor 

50-151 

16 

Abington Memorial Hospital, Abington, PA 

70-1402 

379 

Univ. of Kansas Research Reactor 

50-148 

16 

Arizona Public Service Co., Phoenix, AZ 

70-2984 

380 

Univ, of Lowell Research Reactor 

50-223 

32 

Army, Dept, of. Ft. McClellan, AL 

70-2929 

380 

Umv. of Maryland Research Reactor 

50-166 

21 

Auxilio Muto Hospital, Halo Key, PR 

70-2892 

380 

Univ. of Michigan Research Reactor 

50-2 

7 

Babcock & Wilcox Co,, Apollo, PA 

70-0135 

375 


XX 



Name 

Babcock & Wilcox Co , Apollo, PA 

Babcock 8 l Wilcox Co,, Lynchbuig, VA 

Babcock & Wilcox Co., Lynchburg, VA 

Battelle Memorial Inslitute, Columbus, OH 

Cincinnati Gas & Electric Co., Cincinnati, OH 

Cleveland Electric Illuminating Co., 

Cleveland, OH 

Connecticut, Univ. of, Storrs, CT 
Detroit Edison Co. , Detroit, MI 
Dover General Hospital, Dover, NJ 
Duke Power Co,, Charlotte, NC 
Eastern Michigan Univ., Ypsilanti, MI 
Exxon Nuclear Co., Inc., Richland, WA 
GA Technologies, Inc., San Diego, CA 
General Electric Co., Pleasanton, CA 
General Electric Co., San Jose, CA 
General Electric Co., Wilmington, NC 
Illinois Power & Light Co., Decatur, IL 
Illinois, Univ. of, Urbana, IL 
Interior, Dept, of, Denver, CO 
Iowa State Univ., Ames, lA 
Navy, Dept, of, Silver Spring, MD 
New York, State Univ. of, Buffalo, NY 
Nuclear Fuel Services, Inc., Erwm, TN 
Nuclear Fuel Services, Inc., Erwin, TN 
Nuclear Fuel Services, Inc,, Erwin, TN 
Pacific Gas & Electric Co., San Francisco, CA 
Robert Packer Hospital, Sayre, PA 
Rochester, Univ. of, Rochester, NY 
Rockwell International Corp., Canoga Park, CA 
Teledyne Isotopes, Inc., Westwood, NJ 
Teleflex, Inc,, North Wales, PA 
Tennessee Valley Authority, Chattanooga, TN 
Tri-State Motor Transit Co., Joplin, MO 
UNC Naval Products, Inc., Uncasville, CT 
Union Carbide Corp, , Tuxedo, NY 


Docket 

Page 

Name 

Docket 

Page 

70-0364 

376 

Union Electric Co,, SI. Louis, MO 

70-2945 

380 

70-1201 

378 

United Nuclear Corp , Wood River Junction, RI 

70-0820 

377 

70-0824 

377 

Washington Public Power Supply Systemi, 





Richland, WA 

70-2950 

380 

70-0008 

374 

Washington, Univ. of, Seattle, WA 

70-01 15 

375 

70-2838 

379 

Weber State College, Ogden, UT 

70-2850 

380 

70-2968 

380 

Westinghousc Electric Corp , Pittsburgh, PA 

70-0698 

377 

70-2953 

380 

Westinghouse Electric Corp., Pittsburgh, PA 

70-1143 

378 

70-2926 

380 

Westinghousc Electric Corp., Pittsburgh, PA 

70-1151 

378 

70-2548 

379 

Wisconsin, Univ. of, Madison, WI 

70-0134 

375 

70-2985 

381 






Packaging of Radioactive Material for Transport and Trniisportnlloii 

70-0498 

376 

of Radioactive Material Under Certain Conditions 

— Docket 71 


70-1257 

379 

Alpha-Omega Services, Inc. 

71-0086 

381 

70-0734 

377 

Associated Piping & Engineering Corp. 

71-0302 

381 

70-0754 

377 

ATCOR Engineered Systems, Inc. 

71-0002 

381 

70-1308 

379 

Gearhart-Owen Industries 

71-0498 

381 

70-1113 

377 

Gulf Nuclear, Inc. 

71-0210 

381 

70-2947 

380 

Model. 181375, !81361, Advanced Medical 





Systems, Inc. 

71-5796 

383 

70-0258 

376 

Model; 44, Energy, Dept, of 

71-5097 

382 

70-0121 

375 

Model: 500-SU, Automation Industries, Inc. 

71-9006 

385 

70-0084 

375 

Model: 6-OS-l, Energy, Dept, of 

71-6550 

384 

70-1207 

378 





Model: 6244, Clicm-Nuclcar Systems, Inc. 

71-6244 

383 

70-0267 

376 

Model; 6272, U.S. Ecology 

71-6272 

383 

70-0143 

375 





Model; 6400, Westinghousc Electric Corp. 

71-6400 

384 

70-1764 

379 

Model; 650, Technical Operations, Inc. 

71-9032 

385 

70-1549 

379 

Model: 660 & 660E, Technical Operations, Inc. 

71-9033 

385 

70-2375 

379 





Model: 6679, U.S. Ecology 

71-6679 

384 

70-2669 

379 

Model: 6717-B, Gamma Industries 

71-6717 

384 

70-2982 

380 

Model: 676 & 676E, Technical Operations, Inc. 

71-9029 

385 

70-0025 

375 

71-9035 

385 

Model; 680 & 680E, Technical Operations, Inc. 

70-0124 

375 

71-6613 

384 

Model; 702, Technical Operations, Inc. 

70-1224 

378 





Model: 715, Technical Operations, Inc. 

71-9039 

38S 

70-2910 

380 

Model; 850, Technical Operations, Inc. 

71-9147 

387 

70-1739 

379 

71-9165 

387 

Model; 855, Technical Operations, Inc. 

70-0371 

376 





Model; 900, Technical Operations, Inc. 

71-9141 

387 

70-0687 

376 
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Model: 9080» Kittinan Nuclear & Development 



Mode): HN-100, Series 3, Hittman Nuclear & 

71-9151 

387 

Corp, 

71-9080 

386 

Development Corp. 

Model: 920, Technical Operations, Inc. 

71-9143 

387 

Model: HN-IOOS, Hiltman Nuclear & 


386 



Development Corp, 

71-9089 

Model: AL-L 11, Energy, Dept, of 

71-5885 

383 

Model: HN-200, Hittman Nuclear & 



Model: AL-L 8, Energy, Dept, of 

71-5645 

382 

Development Corp. 

71-6574 

384 

Model: ANL-390-SPM, Energy, Dept, of 

71-6104 

383 

Model: HNPF Spent Fuel Shipping Cask, 

71-5469 

382 



Energy, Dept, of 

Model: ANL-102-SPM & 403’-SPM, 




71-9182 

388 

E.L du Pont de Nemours 

71-6345 

383 

Model: Husman Irraditor, Agriculture, Dept, of 

Model: Bettis Waste, Energy, Dept, of 

71-6142 

383 

Model: IR-lOO, Industrial Nuclear Co. 

71-9157 

387 

Model: BMM, Battelle Columbus Laboratory 

71-5957 

383 

Model: IR'50, Industrial Nuclear Co, 

71-9156 

387 

Model: BR 63-0101, Energy, Dept, of 

71-5608 

382 

Model: KKP-204950, Kcrr-McGce Nuclear 


386 



Corp. 

71-9100 

Model: C-10, Gamma Industries 

71-9133 

387 

Model: LAM ORNL Uranium Shielded Cask, 



Model; CBE-M, Energy, Dept, of 

71-6421 

384 

Energy, Dept, of 

71-5595 

382 

Model: Century S & SA, Cen. Univ. S & SA 



Model: Lithium Hydroxide Fire/Impact Shield, 

71-9851 

388 

Gamma Industries 

71-9135 

387 

Energy, Dept, of 

Model: CNS LI3CII, Chem-Nu clear Systems, 

Inc. 

71-9152 

387 

LLD-1, Energy, Dept, of 

714960 

381 




Model: M-130, Energy, Dept, of 

71-6003 

383 

Model: CNS 14-190, Chem-Nuclear Systems, 

Inc. 

71-5026 

381 

Model: Mark VR, VE & Mark 15, 






Energy Dept, of 

71-5467 

382 

Model: CNS 21-300, Chem-NucIear Systems, 

Inc. 

71-9096 

386 

Model: MH-IA, Energy, Dept, of 

71-6639 

384 

Mcxlel: CNS 6-75, Chem-Nuclear Systems, Inc, 

71-9108 

386 

Model: MRC-20WC, Monsanto Research Corp. 

71-9142 

387 

Model; CNS 6-80-2, Chem-Nuclear Systems, Inc. 

71-9111 

386 

Model: MX-IC-lOO, Magnaflux Corp. 

71-9110 

386 

Model: CNS 8-120, Chem-Nuclear Systems, Inc. 

71-6601 

384 

Model: N-55, Energy, Dept, of 

71-9070 

386 

Model: D-38, Oak Ridge National Lab 

71-6088 

383 

Model: NFS-4, Nuclear Fuel Services, Inc, 

71-6698 

384 

Model; DOT Spec 6M, Energy, Dept, of 

71-9508 

388 

Model: NLI-1/2, NL Industries, Inc. 

71-9010 

385 

Model: DT-14, Energy, Dept, of 

71-9852 

388 

Model: NNFD-10, Babcock & Wilcox Co 

71-6357 

384 

Model: ETR, Exxon Nuclear Idolio Co. 

71-9134 

387 

Model: None, Energy, Dept, of 

71-5795 

383 

Model: F-147, Atomic Energy of Canada, Ltd. 

71-9174 

388 

Model: NPI-67-0442, Neutron Products, Inc. 

71-5364 

382 

Model: FSV-1, General Atomic Co. 

71-6346 

384 

Model: NUPAC 14/2 lOL A 14/2 lOH, Nuclear 






Packaging, Inc. 

71-9176 

388 

Model: Qas Cylinder Fire Impact Shield, 



Model: NUPAC 6/lOOL & 6/lOOK, 



Energy, I>cpt. of 

71-5552 

382 





Nuclear Packaging, Inc. 

71-9179 

388 

Model; GE 21PF-1, General Electric Co. 

71-4909 

381 

Model: NUPAC 7/100, Nuclear Packaging, Inc, 

71-9178 

388 

Model: OE-200, General Electric Co. 

71-5971 

383 

Model: NUPAC Series A, Nuclear Packing, Inc, 

71-9159 

387 

Model: GNG-20, Gulf Nuclear, Inc. 

71-9163 

387 

Model: ORNL in Pile Capsule, Energy, Dept, of 

71-5907 

383 

Model: GPHS, Energy^ Dept, of 

71-9510 

388 

Model: ORNL Loop Transport Cask, 



Model: HFIR Spent Fuel Element Shipping Cask, 



Energy, Dept, of 

71-5753 

382 

Energy, Dept, of 

71-5507 

382 

Model: PADUCAH Tiger, Energy, Dept, of 

71-6553 

384 

Model: HN-lOO, Series 1, Hlttraan Nuclear & 






Development Corp. 

71-9086 

386 

Model: RlOlO-0032, Energy, Dept, of 

71-6115 

383 



Name 

Docket 

Page 

Model RCC, -I, -2, -3, -4, 

Westinghouse Electric Corp 

71-5450 

382 

Model: SNAP^23A 1000, Navy. Dept, of 

71-9017 

385 

Model: SPEC 2-T, Source ProducUon & 
Equipment Co. 

71-9056 

385 

Model. Steel Ingot Skid & Box 37, 

Energy, Dept, of 

71-5170 

382 

Model: T-2, Energy, Dept, of 

71-5607 

382 

Model; T-3, Energy, Dept, of 

71-9132 

387 

Model: TN-8. -8L, No Users 

71-9015 

385 


Name 

Docket 

Page 

Model TN-9. No Users 

71-9016 

385 

Model: TREAT, Energy, Dept, of 

71-5828 

383 

Model: Tungsten Shielded Cask, 

Energy, Dept of 

71-5597 

382 

Model: UNC-2500, United Nuclear Corp 

71-5641 

382 

Navy, Dept, of 

71-0367 

381 

Transnuclear, Inc. 

71-0250 

381 
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DOCKETED ITEMS 


LOW LEVEL RADWASTE DISPOSAL SITES 

DDCK6T S7-039 SHEFFIELD, IL, \J S ECOLOGY. INC DOCKET 40-0299 UNION CARD IDE CORP , GRAND JUNCTIDN, CO 


6306840391 Fartirards of Sheffield analgsls 8i li&tilng of eaeiplett 

collected in 1983 aualtlng lab analgflie Updated analyiia 
rept ulll he submitted U/o encl 

HAMEL, h A HHtioIst State of, Dept Nuc Safety (formerly Dept 
Public Health). 63/06/13 BCMAFNER.J NRC - No Detailed 
Affiliation Given Ip 16967.349 


DOCKET 27-047 BAFINWELL, 6C, CHEM-NUCLEAR 8VSTEMB, INC. 


030dj070467 Forwards application to anand LIce-nsa QUA-AAfl, in c reading 
capacity of A-9 pit tailings area Approval req.uast*d by 
620515. 

LYONS. P J. Union Carbide Corp. 83/03/20 PETTEMOILL, H Uraniun 
Recovery Licensing Drench ip, 10781: 134. 


--830&070470 Application for emend to Uicinee 8UA-64Q* Increeslns 
capacity of A-9 pit tailings area 

« Union Carbide Carp 83/03/31, 2D0pp 18701135. 


6306210437 Trip rept of 630411''13 visit to Darnuiill.SC St Columbia. 6C t-o 
familiarize DA Widmayer u/facility personnel, components, 
layout It operations to assume NRC project manager role 
PANODURN, 0 C , NIDHAYER, D A. Lou Level Haste Licensing Branch 
63/06/06 HANKINS. E F Low Level Haste Licensing Branch 3pp 
18936, 267. 


6306240394 Ac k receipt of 630302 Itr re impact of 10CFR61 on rate 
changes Price increases only partially attributed to iOCFR61 
implementation 

EDENHACK, D G Chem-Nuclear Systems, Inc, 63/06/10 BROWNING, R E 
Division of Waste Managamint Ip 18987 34B 


DOCKET 27“048 RICHLAND, WA, U 8. ECOLOGY. INC 


8306020225 Ac k receipt of Itr re Amend 3 to License 16-19204-01, 
Change Incomprehensible w/o adequate background Briefing 
requested 

MEN1NICK,J Yakima Indian Nation. 83/04/27 HAWKINS. E F Low 
Level Waste Licensing Branch Ip 16701,011 


6306020222 Forwards monthly 8NH receipt b burial rept for Apr 1983, par 
License Condition 6 b rept of isotopic activity required by 
Btate of WA W/o ends 

WRIGHT, 6. V. US Ecology, Inc (formerly Nuclear Engineering} 

63/05/11 HAWKINS, E. Low Level Waste Licensing Branch Ip, 

18701 014 


8306810435 Forwards draft use application to determine If all 
requirements necessary to receive b bury high Integrity 
container at facility addressed. Request for approval will 
not bo submitted until meeting to discuss draft held. 

HIP6HER, W. N. US Ecology. Inc (formerly Nuclear Engineering! 
83/03/17. KIRNER,N Washington. 6tate of 27pp 10937.001. 


8306240487 Foruards monthly BNH receipt b burial rept for Hay 1983, per 
License Condition 6 b rept of isotopic ectlvltyiper 
State of WA License WN-I019-2 

WRIGHT, 6 V. US Ecology, Inc (formerly Nuclear Engineering). 
63/06/13. HAWK1N0, E Low Level Waste Licensing Branch. ip. 

18998; 066. 


DOMESTIC LICENSINQ OE SOURCE MATERIAL 

DOCKET 40-0086 W R. GRACE b CO . POHPTON PLAINS, NJ 


8306010103 Responds to 830311 Itr b reaffirms 030210 position that DOE 
will not assume responsibility for remedial actions at 
Pompton Plains site. DOE plans no further action unlesn addl 
legislative authority provided. 

BAUBLITZiO E Energy. Dept. of. 83/04/11 PAGE, R. 0. Uranium Fuel 
Licensing Branch 6pp 18606.351. 


8306020314 Forwards correctad ''40CFR190 Data 8ummarv 1902, " Quawaary 
Indicates that estimated dose commitment at i/E Ranch is 0. 

WONG, T. Union Carbide Corp 63/04/27. WOOL BE V. R. Uranium Recavery 
Field Office Ip. 10715 271 


—0306020320 Corrected 'MOCFRIGO Data SuaMsary for 1902. ■ 

WONG.T Union Carbide Corp 83/04/27. 3pp. 1Q715.872. 


8306080350 Forwards eight oversize figtirae for use in reviewing amend 
to License BUA-64B to Increase capacity of A-? pit tailings 
area Aperture card* are available in POR 

LUTKIN.M.H. Water. Watte b Land. Inc 03/04/27. PETTENOILL. H. 
Uranium Racovery Licensing Branch Ip 18790:294 


0306020196 Forwards corrected version of 830402 Itr re temporary 
closure of Gas Hills U Nill.Ltr should be dtd 030508. 

LY0N9,P J Union Carbide Corp, 03/05/09, FETTENGILL, H. Uranium 
Recovery Llceneing Branch. ip. 18701:060. 


'-0306030201 Co-nfirne 030429 telcon that milling of mine art through Oae 
Hille U Mill will be curtailed on 830601. Amend to License 
8UA-646 needed to increaee A-7 talllnpe pit capacity. 

LYONB,P J, Union Carbide Corp. 83/OB/02 PETTENOILL, H Uranium 
Recovery Licensing Branch. Ip. 18701:069. 


03O6O2GS59 Forwards R Williame observations re evaporation pond spill 
at Gas Hille, WY site Contaminated soils not removed b 
depositad In A-9 pit due to bad weather, 

PETTENOILL, H. J. Uranium Recovery Field Office. 83/05/10, 

DROWN, O.D. Oivitlon of Vendor b Technical Programs Ip. 16700:326 


— 830602026? Submits observations rt avaparatlon pond spill at East Gas 
Hills, WY sita.Bplll discovered on 830405 In form of esepage 
at tos of embankment separating evaporation ponds from 
taitlnga disposal pit. 

WILLlAHa, R. £, R, E. Ml 1 llami b Assoc iates, Inc. 03/04/18, 

PETTENGl LL» H. Uranium Recovery Lie insing Branch. 2pp. 107001327, 


B3060S0340 Rejects 030225 request for amend to License BUA-648 to 
postpons cleanup of contanlratsd soils resulting from 
windblown tai 1 Ings. C leanup should be trompleted by 830001. 
PETTENOILL, H. J. Uranium Recovsry Field Office, 83/05/U. 
DEVERLV.R, 0 Union Carbide Corp. 2pp. 10715 317. 


8306220116 Advises that plans b specs signed by 8tate of WY anslnesr 
b addl copy of application rsquirsd to process application 
to Increase A-9 pit tailings area capacity. 

LABARGEiF. Wyoming. State of. 03/05/12, LYON0, F. J. Union Carbide 
Corp. Ip. 10937* 368, 


0306280110 Advises that plans b spies signed by Btate of WY engineer 
required to process applieefion for A-9 pit collection sus. 

LABARGE,F, Wyoming. Btets of, 03/05/13. LYONB, P.U, Union Carbide 
Corp, ip. iB?37'361. 


0306010263 Forwards RO Closeout Insp Rapt 40-0086/74-01 on 740731, 

0001 b 02 b 0920, per 830419 request. 

KINNEMAN, J D Region 1, Office of Director 03/04/26. TONGUE, T. tl. 
W, R Grace b Co Ip 10672.255. 


1 



2 


DOCKETED ITEMS 


QCKET 40-OA72 fWCLEAR ^TALB* INC i CONCORD^ HA 


30&0AO167 FopiK^rdt IE Imp Rtptt 40- 0672/61-03# 40-0*73/32-01 it 
40-0672/82-02 on 810115,820419-20 It 0804 it notlci of 
vioiition 

HARTIM.T T. DlviHon of Enjlntiring it Toehnlcal Program® 83/05/23 
TUFFJN.U. B Nucltar Httalfi Inc. 2pp. 1Q72B 118 


“33060601*9 Notice o# violation from imp® on 810115,820419-20 * 0804 
« Rtglon 1, Office of Olrvctor 03/05/23 Ip 18728 120 


>830*0*0172 IE Imp Rapt 40-0672/01-03 nn 810115. Noncoopl lane* notatf* 
ratfloactlvt Mtl tran«po>rtid In liiada<|uata paclagaa * 
packaga w/^angtrotic qvantltg of flaMoabl* gaa racaived. 

NIC0LD9I.J. I KINNEHAN.J Rtglon 1, Offlei of Diractor. 83/04/29. 
5pp 18720 181. 


“830*0*0177 IE Tnip Rapt 40-0672/02-01 an 820429 Noncoapl lanca nptad, 
contilnara af radiaactlva aatl that avolvad quantity af 
dangiraua gia trani-portad 

NlCOLOSItJ , K1NNE11AN,0, Rfglnn 1. Offica of D1 factor 83/04/29 
17pp. 10728 12* 


•830*0*0179 IE Imp Rapt 40-0672/82-02 on 820804 Noncoapl lanca no tad. 
radioactiva matl tranap-orttd in Inadaquata paclaga 
NiCOLOaifJ . KINNEMAN.J. Rtgion li Offica of DIractor 83/04/89 
21pp. 18728 143 


030*000297 Raapondi to FOIA raqiiaat for list of addrassaas racalving 
DEa ra dacoffwnlasloning of Rare Earth* Facl 1 i ty, Wa»t Chicago, 

IL BUb«aq.uant to Hay 1982 Foruarda mailing list for DEB 
Addroiaaai raceiving DEB after hfau 1982 not identified 
FELTON, J H Division of Rules and Records 83/04/06 SPELHAN, il J 
Harold J Bpelman * Associates Ip 1B792 147 


—8306080302 '•Distribution List, Karr-HcOee Hast Chicago DEB 
s NfiC - No Data! led Affiliation 01 van 83/04/0* Bpp 

16792 14a 


830*0100*9 Fouards response to JL Grant Itr commtntlng on thorium plant 
cLotura rept Differencas exist due to lack of accasi or 
possession of ref documants 

PORTiE A Radiation Bafatg earvlcas, Inc 03/O4/OB FILHERj P L 
Harold J Spelman C( Aasociatas, Bpp 1B687. 0B3 


030*0603*2 Issues Amends 5 b * to License BTA-583 author! ling 
■dismantling of Bldgs 2# 10, 1 1, 14, 1* b 21 at Hast Chicago 
s 1 te. 

PAOE,R Q Uranium Fuel Licensing Drench 03/05/27 BHELLEV, W J. 
Kerr-HcOaa ChamlcaJ Corp (subs of Karr-McOae Corp > Ip. 
10751:282 


—83060*03*7 Baftty avalu-ation supporting Amends 5 b * to License 
8TA-5 83. authorizing dismantling of Dldgs 2,10,11,14,1* b 21 
at Hast Chicago site 

Nixorr, HA Uranium Fuel Licensing Drench. Q3/05/27 4pp 
10751' 283 


XKET 40-11*2 HE3TERN NUCLEAR, INC , JEFFREY CITY, HY 


106200074 Addendum to "Oraundwetir b Burfact Hater Monitoring 
Rtiulti, Fourth Quar tar, 1982 * 

S-DODEN# 0, H aiter n Nuclaari Inc, (subs, of Phelps Dodge Corp ). 
83/04/29 PETTENOILL, H J. Uranium Recovery Lleensing Branch 27pp. 
18908. 179 


106220136 flaquasts Haitirn Nuclear rapt# '•Reclamation Plan#Hlll Site b 
Tailings Disposal Area* b 820219.22 b 0302 lira re 
rad lologleal b hydrolaglc issuei 

BEIFFERr.a 0 Hyomlng, State of 83/05/13 PETTENOILL, H J 
Uranium Rsrovery Field Office Ip 10937 352 


630*080399 Fowards completed eligibility form for inorganic chemical 
mfg Industrie* that may be subj to pretreatment regulations 
Facility shut doMn since 1973 

DENNY, 1 L Karr-McOea Chemical Carp (subs of Kerr-McOee Corp. 1 
83/05/27 ROBICHAUD, R. R, Environmental Protection Agency 2pp 
1878? 34*. 


630*200042 Forward* Radiation Safety Sves, Inc response to JL Grant Itr 
re asaessment of Law Engineering Testing Co West Chicago 
thorium plant closure ropt Delay in receipt of response due 
to offliaslon of name from distribution list 

8PELMAN.H. J Harold J Sptlmon & Associates 83/05/28 NIXON, N. A. 
NRC - No Detailed Affiliation Given Bpp 18919 310 


CHET 40-1341 TENNESSEE VALLEY AUTHORITY# CHATTANOOGA, TN 


0*020503 Forwards revised License 81M-B1* Llcama will not expire 
until NRC complates FES b BER re dacoMisslanlng of 
Edgaa-ont U Hill. 

flHITH, R D Uranium Recovery Field Office, 83/04/0* Tennassei 
Valley Authority Ip 19715' 154, 


93CM205OT Revised License 8UA-BI6 extending licants in entirety until 
NRC detaralnes in FES b 8ER that dacommiisloning Edgemont U 
Hill tailings sit* is adequate, 

* NRC - No Detailed Affiliation Given 83/04/0* 16pa, 

18715.155. 


0*200155 Updates B21022 eubmlttal re Edganont Mill unreiolvad 
item froM lE Insp Rept 40-1341/02-01 on B20*l*. Beep in 
unlnnahitad area outside restricted site boundary isolated 
by fencing b restricting access. 

jrLLS#L N Tannassae Valley Authority. 83/05/17. BHITH, D. 
Raeovery Field Office 5pp. 18909, 1*4. 


Uranium 


5*210307 Application for amend to Lieanie SUA-Bl* to accoeMtodate 
liipoeal of up to I2i000 cubic yards of residual radioactive 
aatls, Const of repository scheduled to begin In Aug or 8ept 
State of 8D cooperative agreement. 

-i J«ft. of, 03/O6/OI. SMITH, D Uranium Recover 

-ield Office 2pp 18923' 3*1 


>*210420 Die rues ti H 
tccoewiedtte disposal 
FUCKER, HK. Energy, 
'’ield Office 2pp 


cense amend b other 
of vicinity property 
Dept of 83/06/01 . 
1S937'031. 


d 


Dcumentatl 

metis. 

eNIITH#D, 


on neces 
Uranium 


i-ary to 
Recovery 


830600014* FINAL ENVIRONMENTAL STATEMENT RELATED TO THE DECOMMISaiONiNO 
QF THE RARE EARTHS FAC ILITY, WEST CHICAGO, ILLINOIS. Docket 
No 40-20*1 

a Dlvlelon of Fuel Cycle b Hater U1 Safety NUREO-0904. G3/05/31 

522pp Available at NRC 910 00. 16708* 001, 


830*020343 Advisee that time for Commission to review presiding officer 
decision expired Commission decllnad review Decision became 
final agency action on B30527 

CHILK, 8, J. Off ice of the Secretary of the Commission B3/06/01. 

Kerr-McOe* Chemical Corp. (subs of Rarr-HcGee Corp > Ip, 

19*94.280, 


830*070435 Forward* FR notice of availability of FE8 re dtcommlssloniTla 
of Rare Earths facility. 

FACE, R. a. Uranium Fuel Licensing Branch. 63/06/02. SHELLEY, H. J, 
Herr-HcOee Chemical Corp. (subs of Kerr-McOee Corp, > Ip 
IB77*!349 


-0306070442 Notice of opportunity for hearing b availability of FE8 for 
dacommlseloning of Rare Earths facility 
PAGE, R. 0 Uranium Fuel Licensing Branch 83/05/27 4pp 
10776:350 ^ 


DOCKET 40-2239 PATHFINDER MINES CORP., RIVERTON, WY 


8306130406 Comments an Fourth Quarter 1902 environ monitoring data 
for Pathfinder Mines Corp Lucky Me Mill Radionuclide data 
for groundwater monitoring walls will be submitted in Apr 
1983 

W00L8EY, R T # PETTENOILL# H J Uranium Recovery Field Office 
B3/03/lt Region 4, Office of Director 3pp, 18023:092, 


>^ 40-2061 KERR-HCGEE CHEMICAL CORP. * OKLANOffA CITY# 


40^3 raw r,iu»t for Il.t o, ffdroi.o,. rot, Ivin* DEB ro 


83061*0636 Submits waste metis dleposal program. Hastes are monltorad bu 
radiation staff It classified according to contamination ^ 

level 


PQV6ER, R If Pathfinder Mines Corp 03/03/24 HOOLSEV.R. T 
Recovery Field Office 3pp 10076*273 


Uranl um 


030*0202*3 Updates status of pumpback eys b contaminated groundwater 
plume at Lucky Me Mill site Surface expression of 
contaminated groundwater plume still exists, 

WILLIAMS, R.E R. E. Williams b Associates, Inc 03/04/10. 
PETTENOILL, H Uranium Recovery Licensing Branch 3pp 18700,323 
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8306160234 "Quaritrly Effluent Monltorinfl R»pt for Fourth Quortor 
1982 ’■ U/830912 Itr 

HARDOROVEiT W Pathflndar Min«. Corp 83/09/12. WOOLfiEY^R T 
Uranium Racovaru Fiald Offlca 3pp 18861 236, 


8306220121 Foruartlt cammaht* on ranawal application ra final 
r aclama tion plan 6 aaapapa control Contidarabl# upgrading of 
plan to aiaura long-tarm itabi 1 i lation racoitwiandad 
FREUDENTHAL» N Mvoming^ 8tata of. 63/Q9/23 BMlTHi D, NRC No 
Datailad Affiliation Oivan lOpp ia977'034 


DOCKET 40-3392 ALLIED CHEHICAL CORP i MORRI8TOWN* NJ 


8306080406 Foruard* raaponta to anviron quaationt» par 830429 Itr ra 
Bourca Matl Llcdnaa 8UB-926 

CiPOLLAtA J Alliad Ghamical Carp. 83/09/27 NYNOARDENi 8, Uranium 
Fu«l Licanaing Branch 2e6pp, 18791' 219 


DOCKET 40-3493 ATLA8 MINERAL, INC. i DENVER i CO 


8306200437 Tabulataa contract cotta incurrad 6 manhoura axptndad In 
raviawing 621026 application for Amand 11 to Licanaa 
aUA“9l7 

OARCIAiP ♦ PETTENOILL, H. Uranium Racovary Fiald Offlca 83/09/19 
HILLER, N.O. Licanaa Fat Hanagamant Branch Ip. 18920.011. 


8306200107 Informa that Moab Naah inttrlm oparation phaaa moda 
complata par ravlaad Condition 16i dtd 830228 

BLUBAU0H,R E Atlai Hinarala, 83/09/17. BNITHiD. Uranium Racovary 
Llcinaing Branch. Ip, ia90B'232. 


8306170468 Informa of 621004 official opaning of U racovary fiald ofc 
in LataufoodiCo Futura corraapondanca thould ba gant to 
Lajiawood fiald ofc, af f tc tiya 830601, Nashington, DC ofc 
balng phaaad out 

SHITHiR 0. Uranium Racovary Fiald Offlca, 83/09/23 8LUBAU0H,R 
Atlaa Hinarala 6pp. 18894 396 


DOCKET 40-4492 FEDERAL -AMERICAN PAWTNERfl, RIVERTON, NY 


8306200067 Conflrma undaritandlng par 830911 talcon that work can bagin 
on Nlllou eprlnga Draw w/o complatlng daaign moda 6 
raquiramanta apaclflad in Amand 14 to Licanaa 8UA-667. 

Raroutlng of draw may bt dalayad dua to bad waathar 

ANDRUS, N.U Fadaral Amarican Partnara 83/09/18, LINEHANrJ. 

Uranium Racovary Fiald Offlca. 2pp. 18906; 171, 


DOCKET 40-6264 HI CHI 0 AN CHEHICAL CORP. , 8T. LOUIBi HI 


8306210434 Dlacuaaaa aitt avaluatlon cloaaout of dockat fila. Coniant 
judgamint raqulramanta li propoaad notmtiona on granlta 
markar tt in land daada adaquata to protact public from 
radloactlva contamlnantf on aita, 

CRDH,H. T. I PAOE,R 0 Uranium Fual Licanaing Branch. 83/06/08. 
Uranium Fual Licanaing Branch. 3pp. 18936' 397, 


8306170479 Confirmi 830601 talcon ra Vtlaicol Chamlcal Carp aita in 
8t LouitiHI Btablll latlon plan Implamantatlon impoaad by 
621227 coniant judgamant adaquata to protact public 6 
anviron from radloactlva contamlnanta 

PAOEjR. 0 Uranium Fual Licanaing Branch 83/06/09. R ADEN AC HER, J. R 
Vatilcol Chamlcal Corp Ip. 18694:321, 


DOCKET 40-6900 ENEROVi DEPT OF, CANONSBUROi PA 


8306030906 Summary of data from Hound radon program monitoring 
natwork in Canonaburg, PA for 620129-0430. CAR dtalgnatora 
In tabli to ba uaed w/mapa of Canonaburg araa lant to NRC 
on 830419 

RUOY.C R Monaanto Raaaarch Corp 83/04/22, CROW, H. T. Agaiatant 
Diractor for Fual Gycla Safaty I, Licanaing. 2pp. 18739:003. 


8306010099 Summary of Canonaburg outdoor monitoring data, mound 
radon program, for 820429-0729. 

RUOV.C, R. Monaanto Co. 83/04/29. CROW, W. T. Uranium Fual Licanaing 
Branch. 2pp. 18666:348, 


8306030194 Summary of data from Mound/radon program radon monitoring 
natwork in Canonaburg, PA araa for 821029-890120, Indoor radon 
monitoring commancad on 821119 at naw aita not markad on 
location map, 

RUDY, G. R. Monaanto Raaaarch Corp 83/09/10, CROW, W, T, Aaaiatant 
Diractor for Fual Cyclt Safaty i Licanaing. 4pp. 10733:339. 


8306010479 Commanti on Itama of intarait Aaand Itiuad tu Licanaa 
8UB-10lO,authorlsing dlgpoial of traatad liquid raffinata 
via Injaction in daap aalt watar aquifiar. 

PAOEiR 0 Uranium Fual Licanaing Branch 03/09/26. DAVIS, J. 0. 
Offlca of Nuclaar Hatarial Safgty li Safaguarda, Diractor Ip. 
18600,398. 


8306070430 Oubmlta currant Itami of Intaraat ra igguanca of Licanaa 
8NH-1919 on 830931 t, 830926 matting w/DOE to diacuia IMTRCA 
program 

PAOE,R 0 Uranium Fual Licanaing Branch 03/06/02. DAVIS, J. 0. 
Offlca of Nuclaar Hatarial Safaty 6 Safaguarda, Dir actor. 3pp 
18700’ 345 


8306200030 Summary of 830609 Matting w/DOE In Albuquarqug, NH ra DE8 for 
ramadlal action at Canonaburg, PA ilta. NH88 naating ichadulo 
and 

PAGE, R. 0 Uranium Fual Licanaing Branch 83/06/16, DAVISj J. 0. 
Offica of Nuclaar Hatarial Bafaty I, Bafaguardi, Dirac tor. 2pp. 

19042 399. 


0306290101 Summary of 030617 maating w/DOE on propoaad ram-tdial action 
plan far Canonaburg, PA aita DOE Informad of addl info 
raquirad to contlnua iachnica! raviaw of plan. Notica of 
830707 matting w/EPA and. 

PAOEiR. 0. Uranium Fual Licanaing Branch 83/06/22 DAVIQ, J. 0. 
Offlca of Nuclaar Hatarial Bafaty h Qafagumrda, Diractor. 2pp. 

19046 170. 


DOCKET 40-6622 PATHFINDER MINES CORP. , SHIRLEY BASIN, WY 


8306140168 Raquaata addl Info or axplanationa on Quaitiona 2(a), S<b) It 
3 ra alopa atabillzation l( PMF in ordtr to rtipond 
Gomplataly to raquaat for addl Info rt application for 
licanaing. 

RUdBELL,J E. Pathfindar Hlnta Corp. 83/09/09. PETTENOIU., H. U. 
Uranium Racovary Licanaing Branch. Ip 188441109. 


DOCKET 40-6940 KAWECKI BERYLCO IND. , INC., BOYERTDWN, PA 


0306280610 DUcuaaaa IE Inap Rapt 40-6940/83-01 conductad on B90607 I 
08 No noncompllanca notad. Major araag Inipactad* radiation 
aafatyi procadurta I, raprtaantativa raeordi, Inttrviawa 
w/paraonnal 6 mtaauramanta takan by inapactar 

MARTIN, T.T Diviilon of Englnaarlng li Tachnlcal Programa. 03/06/22. 
COYLE, F. KBI Corp 2p. 19019*399. 


8306290611 Summary of 830607 li 08 aita aafaty inapi in 
Boyartown, Rtvara 6 Rat ding, PA. 

COOL, D. A. Diviaion of Fual Gycla It Hatarial Bafaty. 83/06/22, 
Diviaion of Fual Cycla 6 Hatarial Bafaty, 2pp. 19047:003. 


DOCKET 40-7980 FAN8TEEL, INC. , NORTH CHICAGO, IL 


8306030469 Trip rapt of 830909 malting w/Ucanita 6 Stata of OK Wmtar 
Raaourcta Board at aita in Huakogaa,OK ra application for 
addl ponding capacity. 

RHODEBiH, U, Uranium Fual Licanaing Branch. 83/09/26. Uraniua 
Fual Licanaing Branch. Ip. 18739:277. 


DOCKET 40-7869 PLATEAU RESOURCES, LTD. * WAND UUNCTION, CO 


8306130347 "Effluapt Monitoring Rapt” for Jul-Dac 1902 for Shootaring 
Canyon itaching facility. 

0ERDEMAN, F. W. Plataau Rtaourcaa, Ltd. 63/04/0. Rag ion 4, Offic# 
of Diractor. 11pp. 18622:296. 


DOCKET 40-8027 KERR-MCOEE NUCLEAR CORP. t OKLAHOMA CITY^ OK 

8306130344 Rapta ralaaaa of nuelidaa in affluanta to unraatrkcidd ariMo 
during Sacond Half 1982. 

BHELLEY^W.U. Karr-McOia Chamlcal Corp, (tuba, of Karr-^fcOaa Oorg. ). 
83/02/21 DROWN, 0 D. Ragion 4, Offlca of Diractor. Opp. 

18823:002. 


8306080192 Forward# IE Inap Rapt 40-8027/83-01 on 830214-18 6 notica 
of violation 

BROWN, 0.0 Ragion 4, Offlca of Diractor. 83/04/06 BHELLEYt W. U. 
Ktrr-Hc0aa Nuclaar Corp. 2pp. 18772:179. 


— 8306080196 Notica of violation from Inap on 830214-18. 

a Ragion 4, Offica of Diractor. 83/04/06, 8pp. 18772:177. 
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-“B30&ODO16S IE Insp Rfpt 40-8027/03-01 on 830214-10 Noncamp 1 iancts 
notiif. fai lura to parform direct radiation aurviua & praporlsj 
fompla -itack affluant On* unreiolvad ittn ra location of air 
iflmplar haadi li air flow rata* IdcntiPlod, 

eHOPENNjN M * SPirZBEfiO. D. B i EVERETTtR.J Raff ion 4* Office of 
DlractOT 03/03/24. 11 pp 10772 £79. 


8306020213 Foriaarda Hat of formal alia viait quaitlano re EIA on 
llcanaa ranaual. Wr i ttan raapanaaa naaded b^i 030613 
R MODES I N Uranium Fuel iicanalnp Branch 83/05/24 SHELLEV* M U 

Karr-HcOae Nuclear Gorp. 6 pp, 10701 040. 


8306030106 Trip rapt of attendance at 030304 aeatiiiff «/Ktrr-MeOe# 
Nuclear Corp in Core i OK re quaatlona conceTnlng anvlran 
ravlew af vendor llcenaa ranawal application 

RMODESiM. J Uranium Fuel Licanalnp Branch. 03/03/26. Uranium 
Fuel Llcanting Branch. Ip 18733 320 


8306140767 Foruarda requaat for addl info re evaluation of 020924 
raneual application for Licanat BUB-1010 Commanti on initial 
raviaw and. Formal raaponae to cammanta axpaetad bg 830719. 

Matting to diacuai draft raapdnae auggeatad, 

KOBLArB H. Uranium Fual Li can ting Branch 83/06/02. fiHELtEViN U. 
Karr-HcOaa Huclaar Corp 9pp. 18049’ 333. 


8306210343 Fcrwarda leacli.ttat ratulta of conpoaite aampla of Hat 
fluarida aludgaiper raquaet Qiiantitg of U Itachad le/watar 
latch taat nagllg 16 La« tub atantiatlng roundneai of propotad 
onalta burial. 

BHElXETiU J. Kerr-McOea Corp. 83/06/06 PAO£»R. 0, Uranium Fual 
Lictnting Branch 2pp, 18999. 101 


DOCKET 40-8039 COTTER CORP. 4 RO 8 WELL 1 NH 


8306060-416 Suauurv of 830909 maatlnfl w/I}OE» Bachtal 6 State of HO 
rapTiaentatlvaa In at LouitiHO ra lagialatlon on 
deco-ntaminatian of formar Cottar Corp alta. Liit of 

attandtaa and 

CROH.il T. Uranluii Fual Llcanalng Branch. 03/09/31. UraniuM Fual 
Llcanalng Branch ?pp 18748:397 


DOCKET 40-0064 EXXON MINERALS CO USA* HOUaTON. TX 


8306060310 Prepoatt mod to aicuraion paramatara motiltoring fraquancg 
from blmontMir to monthly Hod would affact Conditlona 30 !< 

31 of Llcania aUA-1064 Ic portlona of Tablet 2 6 3 In 830917 
1 ubmittal 

OlLCHRiar.JE Exion Corp, 83/04/1? LlNEhlANiJJ. Uranium 
Racovarv Fiald Office 7pp. 18791 334. 


8306020294 Hithdrawa Commant 3 ra aapandad RLD pilot U aolution mina, 
Lfctneia aupplied adtquata data to juatlfg llmitad aampilng 
fuita currently being analvitd Halle M-3r4 U 9 ahould be 
included In poat-raatoratlon monitoring program 

FHEUDENTHAL^N. » aMITH.H WyDJting. State of 83/04/29. SHlTHrR.D. 
Uranlun Racovary Fiald Of flat. 7pp 10700:316 


8306070496 Notiflaa of mod reatoratlon program at Highland ajtpandtd 
RLD pllnt U in eitu mint, Uaa of ravaraa oimoala aya will ba 
tarmlnitad, Banp li groundwatar iwtap pragran will ba 
Implanentad. 

BHANNON*J. B Eixon Corp. 83/09/09. LINEMAN. J.J. Ifranlun Recovery 
Field Office. Ip 18780' 311. 


0306210494 Forwarde Land Ovality Olv 9c Hatar Ouelity Div revlewa of 
Exxon 820917 utl ra reetoration of original pilot In aitu 
U mine. 

FREUOENTHALcN Htfomingi Btate of 83/09/06. SHXTHi R. D. Uranium 
Recovary Fiald Off lea. 22pp. 18939:316. 


B306200421 Reaffirma poaltlon that max practical reatoratiorv achieved 
6 deaiDfialreted for original pilot in eitu U mint at 
Highlands per 820929 4 830406 eubmlttala. 

0ILCHR16T. J.E Exxon Corp 83/09/17. LINEHAK.JJ. Urenium 
Recovery Fiald Office. 2pp. 18919-292, 


W3CKET 40-8004 RIO ALOOH CORP, . HOAB. UT 


306090163 Forwarda IE Inap Rapt 40-8084/82-02 on 821214-16 ti notice 
of violation. 

BROMIfO. 0. Region 4. Office of Director. 83/02/02 LAHTON. H D< 
Rio Algom^ Ltd 2pp. 16792-322 


— 8306090167 Notice of violation froei Inap on 821214-16. 

* Rtfflon 4r OPfic# of Diractor. 83/02/02 2 pp 18792.324. 


—8306090179 IE Inap Rept 4O-0OB4/82-O2 on 821214-16 Noncomp 1 lance notad 
occupational overaxpoaura of ona minor to airborne aoluble U 
6 to airborne U ore duet to tuo nlnore L fallura to rept 
ovtrexpeaurea to NRC U individual a 

SPITZDERO, D B , CAIN, C L . EVERETT, R, J Region 4, Office of 
Diractor 03/01/21 IBpp 1B792 326 


6306200171 Forurardi data derived froja 19B1 vegetation aampling under 
difcantinuad Llcanie Condition IB Data ahould be Inaarted in 
I9fll environ, monitoring rept Addendum to "Semiannual Environ 
Monitoring Rept.Jul-Dec 1902, •* and 

HARDY^B L Rio Algon, Ltd 83/09/04 WASTLER, 8 Uranium Recovery 
Llcenatng Drench Ip 18909’ 315 


—8306200179 Data derived from vegetation lampHng during 1901 
a Rio Algom, Ltd. 03/03/04 ip 18909 316 


>8306200289 Addendum to "Semiannual Environ Monitoring Rept,Jul-Doc 
1982. " 

LAWTON, H D Rio Aigonn Ltd 83/05/09 SBpp 18909 317 


8306210431 Ravleuia llcenaee Jul-Dec 1982 environ monitoring rept 
aubmittad per 10CFR40 65 t Licenae Conditlona 36 & 49 Rept 
laclti aample analyaea for Th-330, Pb-210 & Pq -210 due to 
commarciml lab delaye 

WA8TLER,0. L. , LJNEHAM, J U Uranium Recovery Field Office 03/05/18 
Uranium Recovary Fialdl Office 3pp 18937 028 


DOCKET 40-8340 MINERALS EXPLORATION CO , LOB ANGELES, CA 


8306200106 Foruardf memoa diacucaad at B30SII naating Mamoa are 
Internal b do not repreaent official final div dacisioni on 
raetoretion iaaua 

ENOELMANN, R Wyoming, State of. 83/05/12 VOLK, D Union Energy 
Ip 19042 302 


DOCKET 40-0380 ROCKY MOUNTAIN ENERGY CD , BROOMFIELD* CO 


8306160567 Forward* quarterly 6 monthly well data for Jen-Mar 1903. No 
further mining or restoratioti planned for Second Quarter 
1993 

SPIELEe.P. n Rocky Mountain Energy Co 83/04/30 SMITH, R D 
Uranium Racovary Fiald Office 3 pp 18066 015 


— 8306160576 Ouertarly St monthly wall data far Jan-Mar 1903 
e Rpcicu Mountain Energy Co 83/04/30 13pp. 18866-010. 


0306200276 Adviaea that Pattern* 1*2 l< 3 aufflciantly r**tortii *0 well 
cloiaout of Nine Mila Lake RS.D Project can ba autborlied 
Vendor muet aecure surface owner releeea St advlaa wall 
permit applicant* in area nf groundwater condition*. 

SHAFFER, R * aUDIN*R Wyoming, State of 03/05/20 OLDHAM, K R. 
Rocky Hoontaln lEnargy Co 2pp 18909:357 


0306200428 Advlaes that future applicant* for wall permit* near Nina 
Mile Lake will ba notified of detarioratad atata of 
groundwetar. Monitor Ing of plume movement euggaited. 

BEACH, 0. Rocky Mowntmln Energy Co. 83/05/25. Rocky Mountain 
Energy Co, |p. 19920.026 


DOCKET 40-0452 BEAR CREEK URANIUM CD . CASPER, MY 


8306090224 Concur* w/prefarred teillnga dlapoaal altarnativa of 
expanding present area Conat of dam raiia may not begin 
until dam itabttlty review performed St licenae amend l«*ued 
SMITH, B.O. Uranium Recovery Field Office. 83/05/lG Dear Creek 
Uranium Co 4pp. 18009-205 


—8306090220 Disciiaaes Amend 20 to Source Matl Llcenee BUA-1310 re 
tailings mgt altsrnmtiVB of expansion of dlapoaal area. 
FANDSURN*D C. » PE TTENO X LL , H J Uranium Recovery Field Office 
03/09/10. Uranium Recovery Field Office 16pp 1BB09 209. 


DOCKET 40-S502 WYOMINO MINERAL CORP , LAKEWOOD, CO 


0306130245 "Irlgaray Mina Site Semiannual Activity 6 Monltorlnn Rest 
far Jul-Dec 1982 •* W/e30Sl5 Itr 

RUTLEDOE*C Uyamlng Mineral Corp. 02/12/31 BROWN* C. Region 4, 
Office of Director. lipp 18824-300. 


0306020338 lasuea Amend 9 to Source Matl Licenae 8UA-1341 changing 
Licenae Condition 10 to incorporate radietlon protection 
organliation chart aubmittad by licansa* on 830300 
SMITH, R D, Uranium Recovery Field Office 83/05/05 Muonlna 
Minerel Corp. Ip. 16719-316. 



DOCKETED ITEMS 


6 


8306200103 Requff»tB initructlon* it QUid»lin»f for preparln® tt flllnB, 
u/f»« app Ucfltiorif r«n«ural of Licanis 6UA-1341 undar 
10CFR170 31 -2D 

RUTLEDGE, C Wyoming Mlnaral Corp 03/03/16 R0S9,F Uranii>« 
R*coV«ry Field Office Ip 10909 102 


6306160213 ^'Water Quality Data on Excuralon Welle, Irlgaray Mine Site# 
Jan -May 1903 '■ W/030526 Ur 

RUTLEDGE. C Wyoming Mineral Corp 03/03/26 SMITH. R D Uranium 
Recovery Field Office 2pp 16061 174 


0306240436 Update* 621008 & 630127 itatu* rapt* on Monitor Welle 976 St 
9T32. f or Jan-May 1963. per 630526 tilcon. Monitoring 
parameter* for well* dimlniehed to balou NRC action level in 
four recent analyte* 

RUTLEDGE. C Wyoming Mineral Corp 63/03/26 9MITH.H D Uranium 
Recovery Field Office 2pp. 16997' 239 


DOCKET 40-0396 KERR-KCOEE NUCLEAR CORP . OKLAHOMA CITY. OK 


0306020331 I«Bue* Amend 1 to 0ource Hail UicanBi SUA-t330 reviving 
Condition* 4 ti 29 to eitend eiplratlon date of llcenie ti 
require «ubmlttal of rept on kite deconwelvtloning 
activttle* 

SMITH. R D Uranium Recovery Field Office 03/04/29 Kerr-HcOee 
Corp 2pp 16713 307 


— 0306020334 Adviee* of 930429 ikvuance of emend to Source Natl Licenee 
8UA-1330 extending expiration date of 1 Icente, Amend 
initiated by NRC St 1* exeaipt from feed 

JOHNSON. T L . PETTENGIL1..H J Uranium Recovery Field Office. 
63/04/29 MILLER. W 0 Licente Fee Menagement Branch. Ip. 

1671 3' 309. 


DOCKET 40-9610 STEPAN CHEMICAL CO. . MAYWOOD. NJ 


DOCKET 40-6364 MINERALS EXPLORATION CO. . LOS ANGELES. CA 


B3O6140669 Requeet* amend to Llcenet 6UA-1390, mod ifying environ plant 
monitoring program* 8< procedure* placing mill S« tailing* 
in environmentally acceptable condition 

SNVDER. H. L Union 76 Mineral* Exploration Co 03/04/12, 9HITH.R. D 
NRC - No Detailed Affiliation Given. 7pp. 10643.336 


0306060413 Advite* that liner manufacturer or inetaller for tailinge 
cell liner not yet telected Opeciflc Inetallation detail* l< 
plane unavailable Inetallation tpece will be provided 
prior to installation 

SNYDER. H L Union Mlnarale. 63/04/22 GARCIA. P Uranium Recovery 
Field Office Ip 16740-356 


6306020300 Confirm* 030426 telcon re poBeible reportable incident 
concerning di«poeal of lou grade ore.mlxed mill effluent* u 
waste into internal mine pit uaite dump. Attempt to locate 
mixed ore Sc effluent* for removal planned. 

DYKERB. L. G. Union 76 Mineral* Exploration Co 83/04/29 BMiTH. R D 
Uranium Recovery Field Office. Ip. 16713. 103 


6306200179 Forward* in*p rept on 030422 re interim ctabi 1 Ization li 
citizen 0 Deach complaint. Containment pond residue. dri lling. 
sampling Sc analysi* procedure outline Sc description of 
incidents surrounding complaint requested. 

ENGELMANN. R, Wyoming. State of 03/03/09. DYKERS.L G Union 76 
Mineral* Exploration Co lOpp 10909-169, 


630602023S Forwards application for renewal of Licenta 870-1933. 
authorizing burial of alkaline thorium phosphate tailing* at 
Listed location* 

BWAN80N.E. A Btipan Chemical Co 03/09/16. Division of Fuel 
Cycle Sc Naterial Bafety Ip 10700,359. 


— 0306020243 Application for renewal of License 070-1933. author i ling 
burial of alkaline thorium phoephate tailings at listed 
location*. 

SWANSDNiE, A at open Chemical Co. 03/03/13 4pp. 10700:939. 


0306270230 Ack receipt of 030115 Itr informing NRC of steps talen to 
correct violations noted in IE Insp Rept 40-0610/00-01. 

Comprehensive environ rept required prior to NRC review of 
030321 license renewal application. 

MARTIN. T,T Division of Engineering h Technical Frograme. 03/06/16, 
JACSBaON.R L. Mayer. Brown Ic Platt. 2pp. 10900:260. 


— 0306270239 Responds to NRC 021215 Itr re violations noted in iE Insp 
Repts 40-0610/60-01, Stepan not legally liable for praeenca 
of thorium on property between fence tc railroad tracks. 

JACOBBONcR. L. Mayer. Brown It Platt. JACOBSON. R. L. Btepan 
Chemical Co. S3/01/15. MARTIN. T.T. Division of Engineering ii 
Technical Program* 7pp. 10908-262 


DOCKET 40-0631 ARhV. DEPT. OF. ROCK ISLAND. XL 


8306200111 Trip rept of attendance at 030510 meeting w/State of MY Dept 
of Environ Quality 6 Mineral Exploration Co in Cheyenne. WV 
re reiiueet for license to construct new talllno* dlspoeal 
facility at Bweetwater Mill in Red Desert 

WILLIAMS. R E R. E William* St Associate*. Inc, 83/05/11. GARCIA.P 
Uranium Recovery Field Office 3pp 18700:233. 


8306210140 PHO-11X-S3-046. on 830610. contaminated water from Weldon 
Bprinp Chemical Plant appeared to be draining into elte 
sewage lys due to dislodged mechanical plug. Cause unknown. 

Plug replaced 

NICHOLBONrN. • SCHUMACHER. M. Region 3. Office of Director 63/06/19. 
2pp. 16915 246 


8306270177 Advises of administrative changee.CI Hill will replace 
LG Pyker* a* project manager of Sweetwater U Mine. TJ Klein 
will handle HL Snyder former responsibilities. 

HDPKINB. J. M Union 76 Minerals Exploration Co. 03/05/25. 
SMiTHifl.D Uranium Recovery Field Office. Ip. 10999-349. 


6306220113 Responds to R Wllliaei* 030511 comments on meeting* in 
Cheyenne.WY re modified tailing* proposal. Response clarifies 
conclusions Inconsietent w/WilHams conclusion* Further 
evaluation of issue recommended 

FREUDENTHAL, N Wyoming. State of. 03/05/27. LINEMAN. J. Uranium 
Recovery Field Office 2pp 10977:338 


8306200423 Respond* to request for rept on 830519 Visit to Bweetwatar 
Mill. 01 X well* used to monitor groundwater at site, Bank 
erosion continuing problem w/pond.Ltak detection sy* checked 
daily 

MITCHELL. D.R Battelle Memorial Institute. Pacific Northwest 
Laboratory 03/06/01. PETTENGILL. H. J. Uranium Recovery Field 
Office. Ip. 18919 294 


DOCKET 40-0585 WYOMING MINERAL CDRP. . LAKEWOOD. CO 


8306020515 Responds to 630300 request for amend to License 8UA-135I re 
appointment of corporate radiation protection officer. No 
amend required sine* new officer meet* qualif ications 
included in license. Case closed 

SMITH. R.D. Uranium Recovery Field Office B3/05/10. Wyoetlng 
Mineral Corp. Ip. 10715. 145. 


0306090495 Dlscusie* review of semiannual effluent monitoring rept 
for Bingham Canyon Extraction Plant for Jul-Dec 1902 
Rept adequate. No further liceneing action required. 

YOUNG.Y , PETTENGILL. H. J. Uranium Recovery Field Office 83/05/10. 
Uranium Recovery Field Office. Ip, 10815:167, 


DOCKET 40-0663 NUCLEAR DYNAMICS. INC. , PHOENIX. At 


6306090172 Forwards XE Insp Rept 40-S663/B3-01 on B30316. No 
noncompliance noted. 

BROWN. G D, Region 4. Office of Director. 83/04/15, BTOXCK.A.F. NO 
Resources. Inc, 2pp, 16792:201 


— 8306090179 IE Insp Rept 40-0663/63-01 on 030316. No noncompliance noted, 
Insp coneisted of site visit to determine statiis. review of 
record* re past operation li ongoing monitoring progreme. 

Facility inactive eince Sept 1979, 

BPITZOERG.D. B. . EVERETT. R.J. Region 4i Office of Director. 

63/04/13. 3pp. 10792: 203. 


DOCKET 40-8674 PLATEAU RESOURCES. LTD. . GRAND JUNCTION. CD 


8306220311 Application far amend to L-lcenee Conditions 10 l< 19 of 
License SUA- 1326. due to organizational changee 
OERDEHAN. F. N. Plateau Resources. Ltd 03/05/06, SMITH. R.O. 
Uranium Recovery Licensing Branch. 3pp. 10977: 152, 


DOCKET 40-0681 ENERGY FUELS NUCLEAR. INC. . DENVER. CO 


0306230027 Forward* final repii “ITOl Excavations on White Mesm Ban 
Juan County. UT.** Excavations conducted to comply w/Llcense 
Condition* 45 Ic 47 Rept should complete archeological work 
for current phaet of tailings sys. 

ROBERTS. H.R. Energy Fuels Nuclear. Inc. 03/06/01. GILLEN. D, 
Uranium Recovery Field Office, Ip. 18982:020, 
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— e30&230030 "1981 Eic«v»tloni on Whit# Kvia»8an Juati CountgiUT'* final 
rapt 

DAVrS.W E Platio Archai oIdb ical Coiiaif 1 tanti. 83/02/28 574pp 

18993 106 


8306000181 Fort^ardt IC Imp Rapt 40-8681/82-01 (c IE EnForcaMant 
Cpnfarartea Rapt 40-B6ai/G2H:>2 cn 821102-04 «< 1207* 
raapactlvalg 

fiflOUNiQ. 0 Riplon 4. OfFlca of Dlracipp S3/03/07 VINCELETTEj W D 
Enargy Foaii Muclaari Inc Spp, 18772 261, 


— 8306080190 IE Intp Rapt 40-8681/82-01 on 821102-04 Manconpli«nca notrd' 
fallura to rapt workar oviraxpo»ur> to airborna aolubla U« to 
ust aourea «Mtt par lieanta application t to poat airborna 
radioactivity araai 

CAlNiC, L « EVERETT* R J Raglon 4i Offica of Dirac tor 82/12/09. 
llpp 18772 263, 


—8306080193 IE EhforcaAtnt Confaranea Rapt 40-8681/82-02 on 821207 Ha jar 
ar«a dlacua-aad findlnya of hRC Inap an 821102-04 Lictnata 
will uit appravad rtaplraiory protaction progran ic axpandad 
avrvtira In Mill yallowealt araat 

CAINiC L . EVERETT* R J Raglan 4* Offica of Dirac tor 82/12/13 
2pp. 18772 274 


8306220274 Act raealpt of 830407 payaant of civil panaltlai propotad In 
HRC B30-222 lir. Corrtct i vi actlona will ba aiaalnad during 
fubtaquinb Intpa 

AKELRADi ti, A Olractor'a Offica* Dffica of Inapictlon and 
Eoforcanant. 83/04/21 VINCELETTEi H D Enargy Fual» Nuclaar* Inc, 
2pp. 10926 03L 


B30602030S- Forward « aatnd to aaaaranduA of agr'aaatnt batwaan NRC Ic 
Advltory Council on Hittorlc Praairvatlan ra aiitigatlon of 
advtria iffacta of Whitt Maaa U Hill projaet Slgnatura 

ra^uaattd. 

StIXTHrR.O UraniuA Ra covary FI aid Of Pica 83/09/03 SMITH* H T 
Utah* etata of. Ip 18719.279, 


—8306020300 Aatnd to aangrandua of agrataant batwaan NRC tc Advltory 
Council on Hiitorlc Pratarvallon ra witlBation of advtrta 
■ffictc of Mhiti Haia U Hill projact 

PETTENOrLL.H J MRC - No Oatailctf Af Filiation Oivan, a Advltory 
Council on Hittorlc Pr ttarvatlon. 83/09/03 4pp 18715 276 


8306020326 lituat Aaand 21 to Sourct Kail Llcania 8UA-1398 Tovialng 
Condltiont 40r41^49r47 li Tibia A rt arcbaaolog leal aitat 
affactad by Uhlta Hita Projact Dcadlina for racovery of all 
"tllglbla" archaaol oglcal ilttt allalnatad 

SHITHrO. Uranlun Racovtry Flald Offica. 83/09/11. Energy FutU 
Nuclaan Inc. 3pp. 18715 300 


—0306020328 fttcoBAindt fttuanta of Aaand 21 bo LI canto aUA-l^SO ravitlng 
Condltiont 40* 41* 49* 47 A Tabla A changing archaaologlcal 
tlta datlBnationa fro« "allplbla* to •'contrlbutlriB" *< 
tllalnatlnf daitfllni for ridovory 

OILLENiA, if, I LINEHANiJ J Uraniu* Racovary Fiald Offica 
83/03/11, Uranlua Racovtry Fitld Offica. 4pp. 18719.303 


8306090489 Prtftntf NRC rtvitw »f data in tnviron Monitorini rapt for 
Fourth Ouartir 1982 Lleantaa hat now ravtrttd to 
tOMlannual rtporting in Fab b Aug of aach yr. No aignif leant 
variationt Idt ritif l ad 

OlLLENj D H * PETTENOILL* H J, UranluM Raeovary Flald Offica 
83/09/18 UraniUM Rtcovary Flald Offica 3pp 18819,164. 


8306070490 Rttpands to 830904 dltcutflon u/NRC ra axtantion to licanta 
to authoriza dacommltslDnlnp activities Ltr raquasting 
licanta axtantion will ba tubmlttad at least 30 dayt prior 
to B30930 expiration data. 

NEiiMANNiM R Rocky Mountain Energy Co 63/09/09 LTHEHAN* J 
Uranluoi Recovery Licantlng Drench Ip 18780 399 


DOCKET 40-8698 PLATEAU RESOURCES* LTD » GRAND JUNCTION. CO 


B306090I29 Forwards lE Imp Rapt 40-8698/02-02 A IE Enf ore ament 
Confaranea Rapt 40-8698/83-01 on 821123 A 830111* 
ratpactivaly 

8R0HN.0 D Rasion 4* Office of Director. 83/03/07 FISHER. B 0 
Plateau Ratourcat* Ltd 2pp 18792' 228 


—0306090132 IE Intp Rapt 40-8698/82-02 on 821123 Noncomp I lance noted, 
failure to rapt workar ovaraxpotura* to airborne soluble U 
A to maintain bloaitay program in accordance u/Iicanta 
raqulremintt 

CAIN*C L , EVERETT* R J. Region A, Offica of Director 83/01/26 
9pp 18792 230 


— 8306090138 IE Enforcement Conference Rapt 40-8698/83-01 on 0301 1 1. Ha jor 
areaa dltcuetad finding# of NRC intp on 821123 Lleantaa will 
implement englnaeTing controlii retrain pertonnal A modify 
procaduret 

CAIN. C L , EVERETT.R J Region 4* Offica of Director 83/01/26 
2pp 18792 239. 


8306140396 Forwards ravittd surety ettlmatee in raaponie to Lictna# 
Condition 37* to better reflect coett of decommlteionlng A 
reclamation Dltcutslon of proposed method of capping 
talllngt impoundment alio end 

(JEROEHANiF W Plateau Retourcat. Ltd 83/04/11 SMITH* R D. NRC - 
No Detailed Affiliation Oivan. Ip 10834,143, 


— 0306140367 "Interim Buraty Eitimatts for Decommissioning A 
Reclamation*” Shootarlng Canyon procetsing facility, 
e Plateau Ratourcet* Ltd. 83/04/30 NRC - No Detailed 
Affiliation Oivan 0pp 18094.144 


0306220271 Ack receipt of 830324 payment of civil penalties propoeed in 
NRC 830222 ltr. Correct lye actions will ba examined during 
fubtaquent intpi 

AXELRADrJ A. Director Office* Office of Inapaetion and 
Enforcement 03/04/81 FISHER, B. 0. Plateau Rasourcat* Ltd, 2pp 
18926 029. 


DOCKET 40-0714 CLEVELAND-CLIFFB IRON CO. , CLEVELAND* OH 


0306170459 “Quarterly Rept*Jan-Mar 1983," H/one overtiia figure, 
Aperture card it available In PDR. U/e 30427 ltr 

gODEK*D J. Claveland-Cllff* Iron Co. 83/04/27, LINEMAN* J Uranium 
Recovery Licensing Branch. 29pp 18 894' 273 


8306200036 Forwards 830919 ltr to N Fraudanthal confirming 830511 
meeting results re water quality rattaration Cooperation A 
input appreciated. 

8UNDAHL.J. A, Godfrey A Sundahl. 83/09/23 LINEMAN* J. Urenlum 
Recovery Flald Office 9pp. 18908 357 


DOCKET 40-8684 HESTERN NUCLEAR, INC , LAKEMOQD, CO 


830623C032 Forwards design of mulil-well pumping test planned for 
lUMer for RAO Site 2 to Chrlstanaan Ranch, for review 
Proposed puflping tait should be dltcuiead at 830919 
meailng, 

Nuclear* Inc <tubs of Phalps Dodge Corp I. 
8^09/11, LINEHAWiJC. Uranium Recovery Field Offica. 22pp 
18994:320 ^ 


docket 40-8697 ROCKY MOW^AIN ENEROV CD * DENVER* CO 


Ouartarly Environ Monitoring Rapt for First Quarter 1983. " 
BPIELESiP. R, Rocky Mountain Energy Co. 63/04/18 SMITH* R. D. 
Uranium Recovery Field Offica ICpp 1Q059.28S 


®***J^1'*® Advlaat that restoration of groundwater within Pattern II 
wail field meat# applicebt* groundsMtar use clattif Ication 
ttdf par Parnlt 479. Dec it ion based on company info A 
confirmation water eamplts collected on 850208-09 
SWOrw^R.E Wyoming* State of 83/05/04 YELLJCH* J, A Rocky 
Mountain Energy Co, 2pp 18909 126 


DOCKET 40-8722 BRUSH WELLMAN* INC. , CLEVELAND* OH 


0306130243 "NRC Rept for Effluent Monitoring of Stack Emlielone* - 
Jul-Dec 1902 Stacks naad not be monitored in future because 
baseline data now achiavtd.per license suppl U/830322 ltr, 

ATWOOD* M D Brush Wellman* Inc 83/02/22 Region 4, Office of 
Director 51pp 18826.329 


8306080119 Discusses IE Insp of License SUA-1354 on 630131-0201 A 
forwards notice of violation 

BROWN* 0 D Region 4* Office of Director 83/03/01 VALIOUETTE* J 
Brush Wallmam Inc 2pp. 18773.044 


—8306080124 Notice of violation from insp on 830131-0201 Noncomplianca 
noted' semiannual repts for First Quarters 1981 A 82 failed 
to identify pronounced Incraaac in measured RN-S22 levels 
at two offsite locations. 

#• Region 4* Office of Director 83/03/01 2pp 18773 046. 
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DOCKET 40-0728 TETON EXPLORATION DRILLINO CD , INC . CASPER. WY 


03OA22O1S6 rorwArdt P Puctti It C HcCariy rvviatu af Tstan Exploration Co 
H-ioRft re»toration'^«tab il it^ rtpt« Ropt suptrcfdai B30D11 
rough draft 

TREUDENTHAL. N Ugomlng. Statvof b3/09/1£i SNITH.R. D Uraniun 
Racovsrg Licenilng Branch Mpp IB977 137 


DOCKET 40-0745 DOLE PETROLEUM. INC . CA0PER. WY 


0306130367 Prsaant* info r»q.uirad In •■miannoal ALARA audit par 
L.icani» QUA- 1396. Condition 17 Raglon IV licaniva rept 
evaluation and 

BROWN. K J Dgla Patpoleum. Inc 03/02/15 Region 4. Office of 
Director 4pp 10832 330. 


DOCKET 40-0768 KERR-MCOEE NUCLEAR CORP . OKLAHOMA CITY. DK 


0306340444 Eoruiardt evaluation of Kerr-HiiOte 0 tend in eitu project RS<D 
tefting licente application Application not acceptable. 

Permit rev req.ue«ted 

PREUDENTHAL. N Wgoffling. State of 83/05/26 SMITH. D NRC - No 
Detailed Affiliation Olven 15pp 18797 850 


0306220140 "O-Oand In Situ U Recovery RliD Project. Converee County. WY. 
Pint Quarter 1983. W/030531 Itr 

BHELLEY.W J Kerr-HcOee Corp 03/05/31 SMITH. R D Uranium 
Recovery Licensing Branch S3pp 10977' 044 


DOCKET 40-0703 URANERZ U8A. INC. . CASPER. WY 


0306210353 ’‘First Quarterly Rept. Jan-Mer 1903 " M/three oversixe 
drawings Aperture cards are available In PDR 

SOMERVILLE. K 0 Ur4n«r? USAr Inc. 83/05/83 LINEMAN. J,J. Uranium 
Recovery Licensing Drench, lOOpp 18936 875 


DDCKET 40-8706 URANIUM RESOURCES. INC . RICHARDSON. TX 


8306310451 Informs of decommissioning of North Platte RIcO Facility. 
Plant will be mothballed until cotMnercial operations begin 
Reverse osmosis unit to be returned to Aquatic Design Sye. 

Inc. 

PELiZZAiN. 8. Uranium Resources. Inc. 03/04/27 Division of Fuel 
Cycle It Material Bafety 3pp. 18935 340 


0306090020 Forwards Vol 2 to “North Platte Technical Rept. Restoration. ^ 
including verification samples indlcetlng return of 
groundwater to essentially baseline quellty Final 
verification samples will be obtained in Aug. 

PELIZZA. M 0 Uranium Resources. Inc. 83/04/80. LINEHAMi J. U, 

Uranium Recovery Licensing Branch Ip. 18798' 025. 


—8306090035 Vol S to “North Platte Technical Repti Restoration “ 
e Uranium Resources. Inc. 83/04/30. iS2pp 1079B. 026 


8306020477 Accepts Interim decomoiissioning plan for wellfleld li process 
facility did 021014 Addl Info needed includes location 1. 
depths of soil samples means of stabilising sand t sludge 
remaining in evaporation ponds. 

LINEMAN. J. 3. Uranium Recovery Field Office 03/04/29. Uranium 
Resources. Inc 2pp. 18718'20S. 


8306220130 Confirms telcon re decorMil sslonlng reverse osmosis unit. 
Alpha probe calibr acceptable Unit will be released as 
scheduled 

PELLIZZA.M. 8. Uranium Resources. Inc 63/06/0i. OARCIA.P Uranium 
Recovery Field Office Ip 10937.360 


8306210425 Forwards Uranium Resources. Inc second semiannual ALARA 
audit of radiation safety program per Llcenee Condition 35. 
Blaassay results within action levels in Table 1 of Reg 
Guide 0.88 

PELIZZAjM, 8 Uranium Resources. Inc. 03/06/05. LINEHAN.U J. 
Uranium Recovery Field Office. 5pp. 10937' 033, 


DOCKET 40-0794 MOLYCORP. . INC. . LOB AN0ELE8. CA 


0306020230 Application for amend to License 6MB-1400. author ii ing 
processing of 100.000 lbs y ttrlum-bearlng ore currently 
located at York. PA U Louvltrs.CD facilities Process 
d escribed 

DOYLE, W.E. Molycorp. Int. 03/04/88. BOONO. A. NRC - No Detailed 
Affiliation Olven 4pp. 10700:347 


0306140442 Authorises amend to Source Mail License 0HB-14OO re 
processing of Source matl for recovery of yttrium. 

PAOE.R 0 Uranium Fuel Licensing Branch 03/06/06 WARHOL. W. N 
Molycorp, Inc Ip 10854 066 


— 0306140446 Dlscussei review of amend to Bource Hsbl License BM9-140B 
authorizing processing of source mail for recovery of 
yttrium Amend should be issued 

BOONO. A . CROW. W T Uranium Fuel Licensing Branch, 03/06/D6 
Uranium Fuel Licensing Branch. 2pp 10054.067 


DOMESTIC LICENSING OF PRODUCTION AND UTILIZATION FACILITIES 

DOCKET 50-2 UNIV OF MICHIOAN RESEARCH REACTOR 


Q, Inspection reports, IE Bulletins l< correspondence 


Q3062701B5 Forwards IE Insp Rept 50-002/03-02 on 030516-10. No 
noncomp 1 lance noted 

PAPERIELLO.C. J, Region 3. Office of Director, 03/06/10 KERR.W 
Michigan, Univ of 2pp 1Q991;332 24X Fi the. 50-002, 03/06/10. 
8306270185 


— 8306270107 IE Insp Rept 50-002/03-02 on u3O516-10 No tioncomplimnee 
noted, Major areas inspected: radiation protection It reduaste 
programs, including quallf ications. audits, training tc 
radiation protactlon procedures 

GRANT. W B I 0REOER.L, R Region 3/ Office of Director. 03/06/10. 
7pp, 10991.334. 24X Flcher 50-002. 03/06/10. 0306870105 


DDCKET 50-3 INDIAN POINT 8TATI0N. UNIT 1 
Q Inspection reports. IE Bulletins It correspondence 


0305110450 IE Info Notice 03-32. "Ruptured Am-241 Bources Contained 
in Well Logging Device “ Ovc list end. 

TAYLOR. J.H Division of Safeguards It Inspection Programs (Post 
830103) 03/05/26, Consolidated Edison Co of New York* Inc. 
12Spp 10031? 043 24X Fiche* 50-000. 03/05/26. 0305110450. 


0305110460 IE Info Notice 03-34. "Event Notification Info Workihaet. " 
0VC list end. 

JORDAN. E.L Division of Emergency Preparedness It Engineering 
Response (Pott 030103) 83/05/26 Consolidated Edison Co. of Nau 

York. Inc. 115pp. 18732 005. 24X Flc he? 50-000. 03/09/26, 0305110460 


0305110461 IE Info Notice 03-35. "Fuel Movemint W/Contrel Rods 
Withdrawn at BWRs. " 8vc list end. 

JORDAN* E.L. Division of Emergency Preparedness It Englnserlng 
Response (Post 830103) 83/05/31. Consolidated Edison Co. of Ntw 

York, Inc. Ii6pp 10732-200. B4X Fichs? 50-000. 03/05/31. 0305110461 


0305110464 IE Info Notice 03-36. "Impact of Becurlty Prectlcas on Safa 
Dptrations. “ 0vc list snel 

JORDAN. E.L. Division of Emergency Preparedness It Enginserlng 
Response (Post 030103). 03/06/09, Consolidated Edison Co. of Naw 

York, Inc ii9pp 10830.200. 24X FI chi' 50-000. 03/06/09. 0305110464. 


0305110470 ZE Info Notice 03-30. "Defective Heat Oink Adhesive k 
Beismlcally induced Chatter in Relays Within Printed 
Circuit Cards," 8vc list tnci, 

JORDAN. E.L. Division of Emergency Preparednaet h Engineering 
Response (Post 030103) 03/06/13 Cansolldated Edison Co. mf Naw 

York. Inc. llDpp. ie920?225 24X Fiche. 50-000. 03/06/13. 0305110470. 


0306D90010 IE Info Notice 03-37. "Transformer Failure Resulting From 
Degradsd Intarnal Connectlsn Cablae." 0ve list end 
JORDAN. E.L Division of Emergsney Preparednsss 1. Engineerini 
Response (Post 030103) 03/06/13. Consolidated Edison Co. df New 

York. Inc. 243pp. 10921 001. 84K FI chi: 50-000. 03/06/13. 0306090010 


0305110475 IE Info Notice 03-40. "Need to Environments 11 y Ouelify 
Eposy Orouts It Sealers. " 8vc list end. 

JORDAN. E.L. Division of Emergency Preparednees k Engineering 
Response (Post 830103), 03/06/22. Coniolidatid Edison Go, of New 

York. Inc, 115pp. 19021:179. 24X Fiche. 50-000. 83/06/22, 03051 10475 


0305110477 IE Info Notice 03-41. "Actuation of Fire Buppreition 0||* 
Causing Inoperability of Bef ety-Relatid Equipment.** Ovc list 
encl, 

JORDAN. E,L. Division of Emergency Ppep«redness It Engineering 
Reepontt (Poet 030103), 03/06/22. Consolidated Edison Co. of N*u 

York. Inc. I20pp 10997:007 24X Fic he: 50-000. 03/06/22.03051 10477, 


0300110479 IE Info Notice 03-42, "Reactor Mode Switch Helfunctlone. " 
Bve list encl. 

JORDAN. E.L Division of Emergency Preparedness It Engineering 
Response (Post 030103), 03/06/23. Coniolldatod Edison Co. of New 

York. Inc. ii6pp. 10996:342, 24X Flche: 50-000, 03/06/23. 0305110479. 
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DOCKETED ITEMS 


8303110483 IE Info 83-43. ‘laproptr Sottlnsi of lnt»r«»dl«to 

Ringi <JR1 Kifh Flu-i Trif Sttpointi. * Svc liii oncl 
JOROANj E t- Oiviilon of Enirg^nc^ Priparodnoii fc Fnginitrifig 
Rtiponti (P«&t 830103). B3/0&/24 Contolidaftod Edlton Co of Ntw 

VoTli Inc. liapp. 1904i& Z97 24X Ficha &0-000. e3/0&/£4« B3091 10483 


R Farlodlc opmtlnj raportc b ralatfd corraapondanca 


830f^370'l71 Forvardi ravlaad popoi to laalinnual cffloant fc waata 
dlipoial raptt for Jan-J<;nt 1982 li Jul-i>ic t982i 
rt 'Fidloloplcal lapact on Kan* aactloni 

0'700t£>J 0 Conaolldatad Ed£aon Co of New York. Inc S3/Qi,/ih 
ALL^.J H Ktalon I. Offlca of Director Ip 1B991 398 24J( 

Flclia 90-003. 83706/ 16r 8306270171. 


0306210306 Partial rasponaa to FOIA raqupat for N«C record* ra aaciirity 
violation* 6 aafaguard* avant* at nuclear facllitioa Rapt* 
liatad on App A available in PlHl Search for addl dacuraent* 
aubj to raqueat continuing 

FELTON, JH Division of Rules and Record* 83/03/16 OOLDEMUEHO. O 
Scrlpp «-Houard Neuiepapar* 2pp> 10923 196 ZAX 
F i c h a 5 0-000, 83/05/ 1 6. 8 3062 1 0306 


B306090247 Confirm* 830601 tolcon ra changa* to airarclea wlnilow* for 
Oraadan b Byron Nuclear Power Stations Dresden partial 
axercisa will b# conducted duriiig uk of Q309I2 u/Oyron 
fult-acale exercise beginning uk of 831114 

JONES. e E Illinois. State of 83/06/01 KEPPLEN, J Region 3. 
Office of Director ANDERSON. J Federal Emergency Hanagament 
Agency WAONER. 0 Coflimonuealth Edison Co Ip 10793 319 34X 

Flcha 90-000.83/06/01,0306090247 


’-’8306270179 Havisai pagat to irmlannual effluent b waste disposal rapt. 
JatJ-^fl/n* 1982 

• Consolidated Edison Co of Nau yorb. Inc 83/06/16 3pp. 

18991 399 24X Flchf 90-003.83/06/16,8306270171 


— 8306370184 Revised pages for semiannual affluent b waste dispoaal rapt, 
Jul-Dec 1983 

* ConioUdited Ed lien Co of New York. Inc 83/06/16 3pp. 

10991 363 a<X Fit hi 90-003. 83/06/16, B3063701 71 


^KET 50-9 PEW«yL7AHJA STATE UN IV RESEARCH REACTOR 
P Optratlng Ifcenst stags docuaanti i correspondence 


8306240197 Application for amend to Llcfnia R-3, mod i f ying 83101B anand 
riquait to elUlnita usi of non-TRIOA fuel eUaiints All 
other conditions uncNangid 

CtPNNrWOHAH. R 0 PtnnsylvAnla State Univ 83/06/23 THCWA8. C 
Standardliatlon b Special Project* Branch 2pp J890l;039 24X 

F 1 c h t 90-009. 83/06/ 23. 830 6240157 


8306210399 Releases public version of revised emergency plan 
Implefflanting procedure 

FELTON. J H Division of Rule* and Records, 83/06/06 Docuflsant 
Kanagafflant Branch Ip 10935 293 24X Ficha 90-010.03/06/06, 

8306210399 


8306210397 Public varstc>n of Rev 1 to Enargancy Plan Imp I emont ing 
Procedure EPIP 300-12, "Initiation of Environ Moivltorlng 
Activltiae by Rad/Chem Director " Receipt form end. 

W/e30516 itr 

SCOTT, D J Co/ninonuitalth Editcn Co 83/09/11 DENTON. H R, Office 

of Nuclear Reactor Regulation, Director 19pp 18939 294 24X 

Flcha. 90-010.83/06/06. 8306210339 


8306100210 Responds to IE Inep Rapt* 80-010/03-01, 50-237/83-01 a. 
90-249/83-01 Corrective action surveillance notification 
program developed for annual diatrlbution of public info 
brochures on amergency planning 

FARRAR. DL Commonuaalth Edison Co 83/06/07 PAFERIELLO, C J. 
Asglon 3. Office of Director, 4pp 18005’ 113 24X 

FI Che 90 - 010183 / 06 / 07,8306100218 


V. Dpsriter Eiamlnatl o-ns 


8306140467 Eitind* Invitation to attinJ 830627 meeting in King of 
Prussia, PA to discuss transfer of Teacter oparator licenalna 
function froa Satbeida.HD to Region I ofc 

Project b Resident Prograai 83/06/09, 
CUmiNONAffi R 0 Pennsylvania Btata Uolv. 2pp. 18834 316 24X 

FicA I • 50-005, 83/06/09. 8306140467 


uav« Hr ■’vaBiaiamvn V MXi 

be made priar to 830801. not 831001 

J0«8,E E tUjnoll. St.t. «. 03/04/09 KEPPLER, J Rtglona. 

0.,lc. «' 01«ct»r, ANDERSON, J F.dtral Emirgincy NAnag.nint 
Agency WAONER. 0 Comnonuealth Edison Co, Ip, IGD61 3S0 24X 

Fiche* 50-000, 03/06/09, 8306160214 ^ 


J Insurence b indemnity Inforaaiion 


POC KET 90-6 BATTELLE MEfi OftlAL IWflT RESEARCH REACTOR 
Bwnitlrki b correspondence 


request for five categoriae of (Taevaenkf 
Ik!.! !*c*^^**!* App A b B documents reepond to 

Items b 5 Fofuerd* App B Documents i b 9-11. No 

decuments located for Item 3 

Affililki?;. Record* 03/04/13 AUDIN.L. 

83062»I2? 18982.047 24)C FI Che ^ 90-014, 03/04/13, 


70 - 0000 / 

50-006/80-01 concerning problem* 
ceil. per 810226 kelcon. 

Bl/M/E,^ FlflJjai'H Of'*.* »' th. OlrKtar 

8l/0a/27^^FlKHER. M L. Region 3, Chicagor Office of the Dtrectoi 
4pp ia?92'071 24X Ft Che: 90-006 1 83/04 /1 3. 0306230129, 


DOCKET 90-0 WOR TH CAROLI NA STATE UNIV. RESEARCH REACTOR 
J Iniurenc* k indeenlty Inf ormat liH 




HTATION. wit 1 

F. Se curity, t fir* proUctlln^pimn* 


FltJif 50-000, W/ 04 /a, 030*21031,. ” 


.« ‘ 

Dli^inr S'. 8ALTZHAN,J A.ll.t.nt 

2. state b Licensee Relatione 3pp 10830:216 24X 

Ft Che: 50-0 10, 83/06/07, 8306 140003 uio 


reports. IE Sulla tins b correspondence 

Info NcUc, 03-32, ‘'Ru,tu,., A»- 24 l Bourd Cqnl.ln.d 
i" Logging Device »' Bve list end vn^-amao 

0301031 '^ Inspection Programs (Poit 

0301031, Consolidated Edison Co of New York. Inc 

I29pp, 1B031’O43 24X Flcha. 50-000, 03/05/26, 8303110450, 


In'. Hork.hq.t, - 

JORDAN. E L Divleion of Emergency Preparedness b Enoineerlno 
Response (Post 830103) 03/09/26 Consolidated Edu!! On" w 

ork, Inc. nspp. 18732 089 24X FI the- 30-000, 83/03/26, 03091 10460 

v.rk. ,„c U 4 ,p .B«aEcg’^^i4XPi^?:*;i‘2ssr^3%5;s?,B=Sb3?(o5:r, 

Flehi 50-010,83/06/07.8306100310 


Operation* " Svc list end o-<-vricy rracticee on Safe 

ftlipon.q (Po.?^B 30103 »°^ 03 /O 6 /o 5 * 

V3rk, ,„c. .eB3<,:3B0 


DOCKETED ITEMS 
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0303110470 IE Info Notic» 03-30, "DefoctlvB Sink Arfha.lve I* 

Sviimlcall^i Intfuod Ch^ttvr In Rvl^ui Ulthln Printsd 
Circuit Cards *' Bvc list «ncl 

JORDAN, E L Division of Emorgancy Prsparadnass k Englnesrlng 
Rasponso (Post 630103) 83/06/13 Consolldaiad Edison Co of N»w 

York, Inc llOpp 18920 223 24X Riche 90-000,83/06/13,0309110470 


0306090010 IE Info Notice 63-37, “Transformer Railun Resulting From 
Degraded Internal Connection Cables “ Bvc list end 
JORDAN, E L Division of Emergency Preparedness k Engineering 
Response (Post 030103) 83/06/13 Consolidated Edison Co, of New 

York, Inc 243pp 16921 001 24X FI che, 90-000, 63/06/13. 0306090010. 


0305110478 IE Info Notice 03-40, "Nesd to Environmentally Qualify 
Epoxy Grouts k Sealers “ 8vc list end 

JORDAN, E L, Division of Emergency Preparedneet k Engineering 
Reiponse (Post 830103) 63/06/22 ConsDlldated Edison Co of New 

York, Inc llSpg 19031' 179 24X FI che. 80-000, 83/06/22. 03091 10479. 


0309110477 IE Info Notice 83-41, “Actuation of Fire Suppression 8ys 
Causing Inoperab ill ty of Baf ety-Related Eaulpment “ Bvc list 
enc 1, 

JORDAN, E L, Division of Emergancy Preparedness tc Engineering 
Response (Post 930103) 83/06/22 Consolidated Edison Co of New 

York, Inc, 120pp 10797 007 24X Flche 30-000, 03/06/22, 8309110477 


0303110479 IE Info Notice 83-42, “Reactor Mode Quitch Malfunctions '* 
Svc list end 

JORDAN, E L Division of Emergency Preparedness k Engineering 
Response (Poet 030103) 83/06/23 Consolidated Edison Co of New 

York, Inc il6pp 10996.242. 24X Flche 30-000,03/06/23,0309110479 


0305110403 IE Info Notice 03-43, “Improper Bettings of Intermediate 
Range (IR) High Flux Trip Setpoints." Svc list snd 
JORDAN. E L Division of Emergency Preparedness l( Engineering 
Response (Poet 030103) 83/06/24 Consolidated Edison Co of New 

York, Inc ll6pp 19046 297. 24X Fic he. 90-000. 03/06/24, 8309110403. 


R Periodic operating reports k related correspondence 


6306130270 "Semiannual Rept of Radioactive Effluents 1982.“ U/B30302 
1 tr. 

SCOTT. D J Commonwealth Edison Co. 03/03/02 KEPPLER.J 0 Region 
3, Office of Director 20pp, 18823.277. 84X Flche. 90-010. 03/03/02. 
6306130279 


8306130494 Forwards corrected “1981 Rept of Oeeupetional Pereonntl 
Radiation Doses - Contract Markers. “ per Reg Guide i, 16 
Number of people per manrem should be listed In maint not 
engineering category 

MAGNER. 0. P Commonwealth Edison Co. 89/06/07. KEPPLER, J 0 Region 
3. Office of Director. Ip 16021:179. 24X Rich er 80-010. 83/06/07. 

0306190494 


— 8306130497 Forwards corrected “1981 Rept of Occupational Personnel 
Radiation Dosee - Contract Workers, “ per Reg Guide 1 16. 

Number of people per menrem should be listed in maint not 
engineering cetegory 

NAONER.O P Commonwealth Edison Co. 83/06/06 KEPPLER.J 0. 
Region 3, affiee of Director. Ip 18821; 180 24X 

Flche • 90-010, 83/06/07, 8306130494. 


— 8306130460 Corrected “1901 Rept of Oeeupetional Personnel Rediation 
Doees - Contract Workers “ 

e Commonwealth Edison Co. 63/06/06 9pp 10021*181. 24X 

Flche* 90-010, 03/06/07,8306130494. 


0 Reportable occurrences, LERs !< related correepondence 


8306270282 Potential Part 21 rept re diecrepancy in welding of 
turnbuckle assembly. turnbuckle‘~balt interface li on top plate 
assembly variable springs. 8A307 Grade B bolts not A6HE 
Section IX matl Investigation underway. 

KARAGIANIB. J. A. Elcen Metal Product! Co 03/06/17. KEPPLER, J, 0. 
Region 3. Office of Director 2pp. 10996:207. 24X 

Flche - 90-000. 03/06/17, 0306270202. 


DOCKET 90-14 DATTELLE MEMORIAL IN9T. CRITICAL FACILITY 
P. Operating license stege documents I* correspondence 


8306230123 FOIA request for five categories of documents re spent fuel 
at facilities 

AUDIN.L. Affiliation Unknown. 03/03/09. Office of 
Administration. 2pp 10902:049 24X Flche: 90-014, 03/03/09, 

6306230123 


8306230129 Risponds to FOIA request for five cetegorias of documents re 
epent fuel «t facil itiei, App A t, B documents respond to 
Items 1,2.4 It 9 Forwards App B Documents 1 k 9-U. Mo 
documents located for Item 3. 

FELTON, J M Division of Rules and Recordi 03/04/13, ADDIN, L 
Affiliation Unknown 3pp 16902 047. 24X Flche, 90-014. 03/04/13. 

0306230129 


DOCKET 90-16 ENRICO FERMI ATOMIC POWER PLANT, UNIT 1 


J Insurance It indemnity information 


0306090022 Unexacuted Amend 25 to Indemnity Agreement B-20. del etirg 
Items 3 It 4 re license numbers L locati on. respectively. 

8ALT2HAN. J Assistant Diractor for State I, Licensee Relations. 
03/09/31 ip. 16797 361 24X Flche 90-016. 03/09/31, 6306090022. 


B306090039 Unexecuted Amend 24 to Indemnity Agreement B-SO, adding 
Wolverine Power Supply Cooperative at licensee. 

0ALTZMAN. J. Assistant Director for Btsta It Liesnsee Relations. 
03/05/31 Ip. 10797,360 84X Flche. 90-016, 03/09/31, 0306090039. 


DOCKET 90-20 MA06ACHU8ETTB INQT OF TECH RES REACTOR 


U Operator Examinations 


8306140931 Extends invitation to attend B30627 meeting in King of 
Prussls,PA to dlscves transfer of reactor operator llcaneing 
function from Bethesda.HD to Region I ofc 

6TAR08TECKI,R. Division of Project Ir Resident Programe 03/06/09. 
CLARK.L. Massachusetts Institute of Technology. 2pp. 10034:320. 
24X Flche. 90-020, 03/06/09, 0306140831. 


DOCKET 90-27 WASHINGTON STATE UNIV RESEARCH REACTOR 


F Security, medical, emergency I, fire pratection plans 


6306200194 Requests addl info within 30 days re review of 821027 I4A 
State Univ reactor emergency plan. Plan ravitwed agmlfiet App 
E to lOCFRBOiRev 1 td Reg Guide 2. 6 Ic ANBI/ANS 19.16-1902. 

THOMAS. C 0, Btandardiiation Ic BpfciaX Projecii Branch. 83/06/10. 
WIL60N, WE Washington State Univ. Ip. 19046' 192. 04X 

Flche* 90-087. 03/06/10. 0306200194. 


— 8306290010 “Emergency Plan Review.* 

e Division of Emirgency Preparedness 6 Engineering Respentt (Post 
030103). 83/09/31. 3pp. 19046.134. 84X Fi che: 90-027. 63/06/10, 

0306200104 


8306200191 Ack receipt of 830610 Itr requesting addl info re Dct 1902 
WA State Univ reactor emergency plan. Submittal of reftuastid 
Info within 30 days Impossihle due to previous commitments 
Extsnsion of submittal for 90 days requested 
WILeoNiWE Washington State Univ. 83/06/14. THOHAB.C.O. 
Btandardlxation 6 Special Projects Branch, ip. 10903:110 34X 

Flche* 90-027. 83/06/14.0306200191, 


—8306200194 Requeete addl info within 30 days re review of 821027 WA 
State Univ reactor emergency plan Plan reviewed against App 
E to 10€FR90,Rev 1 to Reg Guide 2 6 I, ANSl/ANB 19. 16-1902. 

THOMAS, C.a Btandardiiation k Bpecial Projieti Branch. 09/06/10 
WILSON. W.E. Washington State Univ. Ip. 19046:132 24X 

Flche: 90-027. 03/06/14. 0306200191. 


DOCKET 50-29 YANKEE-ROWE NUCLEAR POWER 8TATIDN 


F. Security, medical, emergency I, fire protaction plans 


8306010096 Forwards IE Insp Rept 90-029/03-08 on 030909-04. No 
noncompliance noted. 

MARTIN, T T. Division of Engineering k Technical Prograna, 03/09/17. 

HEI0ER,L.H, Yankee Atomic Electric Co. 8pp, 18674:103. 24X 

Fiche- 90-029, 33/09/17, 0306010096. 


—8306010100 IE Inep Rept 90-029/83-00 on 030903'^, No fioncoap Umnea 
noted. Major areas inspected: prompt public notification sye. 

COHEN. 1., GORDON, C., CR(X)KER. H, W. Region 1. Office of Director. 
03/09/16, 6pp. 10674:109. 24X Flche: 90-029. 03/09/17, 0306010096. 


8306090209 Releases public version of change to emergency plan. 

FELTON, J.H Division of Rules and Rscorde. 03/06/01, Document 
Management Branch. Ip. 16010:019. 24X Flche: 90-029, 83/06/01, 

8306090289. 
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■^^9306090291 Public virtlon of Ch«ngt 4 to «B47^9«ncv p lani eonsi feting o# 
fegrftBtant lir bfetuvfen llcanfefe* l< o-f VT 1 HA It Aav A 

to App H r* public notificfeiion «ufe. Rfecsipt #or* »ncl. 

MAfiKTrD YfenJifefe Atonic Flfectric Co 83/03/10, 10pp. iBBlOiOlA 

24X r 1 c h t: 30-029* 03/06/0 1 1 03O6O9O2B9 


■J Iniurnncfe li intfajcnit^ InPqrnntlon 


0306150253 Farwirdfe feitnption approving 020620 raquatt for rallfef 
front iOCFRSO. S^fu) propartiy Infeuranctt raquiranant 
CfliUTCHFrELDiD, Opferating Riactors Branch S. 03/06/10 KAVi J. A 
Vanlfe* Atonic EUctrlc Co, 2pp. 18049* 196 24X 

F t c h a: 30-029* 03 /a6/ lOi 83061 30253. 


— 9306150257 Excaption from rtqulrintntfe of tOCFRSO, 54(tii) rt fexcfefes 
propartg Iniurancfe lupplitd bw Muclaar Eltctric Infeuraiica 
Linltfedi EFl* Anferlcan Nucltir Inturfen li Mutual Atonic Enargg 
Rtin-iuranca Pool, 

PURPLCifi. A. Dlvlfeion of Llcfenfelng 03/06/10 Yankta Attimic 
Elactrlc CD. Spp. 1BB49: 19S. 24X Pic ha‘ 50-029*83/06/10* 

0306150253. 


8306830203 Farwardfe Endorftnfent 109 ia NCLIA Pol leg NF-76 6 Endorsfenant 
87 to KAELU Policy NT -26. 

SiNiBItt;, H Karth 6 KcLonnam Inc. 83/06/16 BALTZMANi J. D, 

Afefelfetant Dirfector for Statfe Ic Licinsac Ralatlonfe. 3pp. 18745' 155 
24X FI c h a. 50-02V* 83/06 / 1 6j 83 06230203. 


P Oparatlng llcfenta «tag» docvHtnts k eorraflpondrnca 


0306170390 9ubnit« addl Info rt capability of propoiad intigratad iyi 
-for plant cooldoun, Ra«-ul t» of prellnlTiarg analvfelfe Indicata 
cooldown could be acconpllfehtd within 150 h.Rtquastfe 
approval ha granted prior to 830701. 

KAV.JA. Yanktf Atonic EUcirlc Co. 03/06/09 CRUTCHTIEUD, 0 
Optrating Raactori Branch 9. ip. 10879:316 24X 

F 1 eh • ; 50-0291 63/06/09* 8306170398. 


8306210017 Forwardt Cycla X9X *'Yantat fiuclaar Powar Btation Kaln Steam 
Lint BraaJi Analyfeie, ^ Ravlaui li approval rtquaetad by 031001. 

KAYtJ.A. Yankaa Atonic CLactric Co. 03/06/10. CRUTCIIFIELDi D. 
Operating Rtactori Branch 9 2pp. 18918.140. 24X 

F i e h a ' 50-027« 03/06 / 1 0* 83062100 1 7. 


—8306210024 "Yankaa Nuclaar Power Gtatlan Main Bttam Lina firaait 
Analysife " 

FUJITAfN. * KENDALL^J, M * OUIHOHDi P. J Yankaa Atomic Elactric Co. 
YAEC-1361 83/05/31. IMpp. 18918.142. 24X 

Ficha: 50-029* 03/06/10* 0306210017. 


030^200326 Motlflcatibn of 930622 maating w/utll in BaihaadaiKD to 
diicufef aalinlc analyala for declgn -of vpant fual pool 
rackfe. Agenda and, 

LYONSiJ.E. Oparaiing Raaetor* Branch 9 83/06/17. CRUTCHF1FLD»D. 

Operating Reactore Branch 9 4pp 18900:360. 24X 

F 1 e h a * 90-02 9i 83/06/ 17* B306200326. 


8306290311 Forward* final eaianic Input for 8EP Topic Xtl-6i *'8»iaMlc 
Deelgn Cane idaratlonfe. " lilA^EO-OBSS conclufione valid bavad 
on conflarvatlvi atructural analyaife mathod* b llnaar 
alifetlc aralytlfe. 

CROTCHFlEtO.D. Oparaiing Raactort Branch 9. 83/06/22. KAY* J. A 

Yankaa Atonic Elactric Co. 39pp. 19055.316. 24X 

Flch a: 50-029*83/06/22* 8306290311. 


8306290241 Forwar-da «afaty tvaluation conditionally approving llceneea 
830310 reqwait fpon relief fron Generic Hr 82-28 Sr 
KUR80-0737* Itaat IZ. F. 2 raqu I reman tfr to Invtall reactor 
vaiiel level »ye Addl info naadad within 30 day*. 

CRUTCHFIELD* D. Operating Reactore Branch 9. 83/06/27. KAY* J. A. 

Yankaa Atomic Electric Co. llpp, 19056.247. 24X 

Flcha: 50-029. 83/06/27* 9306290241. 


0. Inepaetion raportr* lE Bulletins k corraspondenct 


8306020337 Advliai that IE Bulletin 03-03* raquirad actloni 
i nappli cabla. Emergency diasal ganeratore do not use raw 
wetar for cooling nor does cooling fetfs contain chad valvee 
Vaiar treated w/anti-f reaxa. Ganaratore air cooled. 

HEtDER*L.H. Yankee Atomic Electric Co. 83/05/16. ALLAN* J.M. 
Raglan i* Office of Director. Ip. 1B694.2B7. 24X 

Flcha, 50-029/ 83/05/16* 8306020337. 


8306010076 Forwards IE ln«p Rapt 90-029/83-08 on 830503-04.^0 
noneompllarice noted. 

MARTIHiT. T. Divisian of Enginaaring k Technical Programe, 03/05/17 
HEtOERiL.H, Yankaa Atonic Elactric Go. 2pp. 18674:103 24X 

FI Che: 50-029* 83/05/17. 8306010096 


— B30601010D IE Insp Rapt SO-029/83-08 on 030503-04 No noncompl lance 
noted Major arose Inspected . prompt public notification eye 
CDHEN*!.* OORDQNiC * CROCI^ER* H W Region 1* Office of Director 
B3/05/16 6pp 10674 105. 24X Fiche 50-029,03/05/17,0306010096 


6306070302 Rasponds to IE Bulletin B3-04* "Failure of Undervoltage 
Trip Function of Reactor Trip Breakers* " per NRC 630511 
request Burveillance test parformed for each plant startup 
in accordance w/approved procedure 

HEIDER, L H Yankee Atomic Electric Co S3/05/24 ALLAN* J M 
Region 1* Office of Director 3pp 10740 303 24X 

Fiche 50-029.83/05/24*8306070302 


B306010160 Ack receipt of B20512 Itr informing NRG of stops taken to 
correct violations noted in IE Insp Ropt 50-029/03-07 
HARTiNiT T Division of Englneorlng k Technical Programs 83/05/25 

HEIDER* L H Yankee Atomic Electric Co 2pp. 1B673 029 24X 

Flch ■ 50-029. 83/05/29* 0306010160 


— 0306010165 Responds to NRC 830413 Itr re violations noted in IE Insp 
Reft 50-029/83-07 Corrective actions areas cleaned prior 
lo placard p Lac ement* tape placed over corners tc tuo addl 
steel restraining hands placed on drum tops 

HEIDER, L H Yankee Atomic Electric Co 03/05/12 ALLAN, J M 
Region 1, Office of Director Spp 10673.041 24X 

FI Che 50-029* 63/05/25* B306010160 


6305110450 IE Info Notice 03-32, "Ruptured Am-241 Sources Contained in 
Nell Logging Device " Bve list end 

TAYLQRi J H Division of Bafeguards k Inspection Programs (Post 
030103). 03/09/26 Consolidated Edison Co of New York, Inc 
125pp 18031 043. 24X Fiche- 50-000*83/09/26,8305110458 


D309110460 IE Info Notice B3-34» "Event Notification Info Worksheet " 
8vc list end 

JORDAN* £ L Dlvlelon of Emergency Preparednsss k Engineering 
Response (Post 030103) 83/09/26 Consolidated Edison Co of New 

York* Inc, llDpp. 1B732 083 24X Fiche 50-000,03/05/26*0305110460 


8305110461 IE Info Notice B3-35, "Fuel Movement W/Control Rods 
Withdrawn at DkIRs, " 8vc list and 

JORDAN, E L Division of Emergency Preparedness k Engineering 
Response <Post 030103) 83/05/31 Consolidated Edison Co of New 

York, Inc 116pp 1B732 SOB, 24X Fiche 50-000,63/05/31*8309110461 


8306140067 Proposes visual exam of four inlet nox z Its, respective inner 
radii k safe-ends k ultrasonic exam of four outlet nozzles* 
rtspective inner radii k safe-ends* per reactor vessel insp 
program. 

KAYiJ.A Vankea Atomic Electric Co 83/06/06 CRUTCHFIELD* D. 
Gperating Reactors Branch 9 3pp 1BB3B 264. 24X 

Fiche; S0-0S9* 03/06/06, 6306140067. 


8309110464 IE Info Notice 63-36* "Impact of Security Practices on Safe 
Operations." 8vc list end, 

JORDAN, £ L Division of Emergency Preparedness k Engineering 
Response (Poet 830103) B3/06/0?. Consolldeted Edison Co. of New 

York* Inc 119pp 10830-200 24X Fiche. 50-000* 83/06/09* B3051 10464 


8305110470 IE Info Notice 03-38* "Defective Heat Sink Adhesive k 
BiLsmically Induced Chatter in Relays Within Printed 
Circuit Cards." 8vc list end 

JORDAN* E L. Division of Emergency Preparedness k Engineering 
Response ipost B30103) 83/06/13 Consolidated Edison Co. of New 

York, Inc llBpp 16920-225 24X Fiche. 50-000* 03/06/13, 8309110470 


8306090010 IE Info Notice 03-37, "Transformer Failure Resulting From 
Degraded Internal Connection Cables," 8vc list end 
JORDAN* E L Division of Emergency Preparedness k Engineering 
Response (Post 030103), 03/06/13 Consolidated Edison Co of New 

York, Inc. 243pp 16921' 001 24X Fiche 50-000,03/06/13*8306090010. 


0306200361 Ack receipt of B30301 k 0429 Itrs informing NRC of steps 
taken to correct violations noted in IE Insp Rept 
50-029/02-15 Corrective actions re Items A 1 k B adequate 
Contention that no violation exists re Item A 2 disputed 
STAROBTECKI. R, Division of Project k Resident Programs 03/06/14, 
HEZOER.LH Yankee Atomic Electric Co 2pp 18901.032 24X 

Fiche, 90-029* G3/06/I4. 8306300361 


— 8306200365 BuppLs B30301 response to NRC 830124 Itr re violations noted 
in IE Insp Rept 50-029/02-19 Corrective actions, safety class 
drawing Issued showing in-core instrumentation flux thimble 
paths k defining safety class boundaries 

HEIDER, L.H Yankee Atomic Electric Co 83/04/29 ALLAN, J. H 
Region 1* Office of Director 4pp 10901 034. 24X 

Fiche 50-029*83/06/14,6306200361 
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— 8306S00369 Rtspondt to NRC Q301S4 Itr r» viol«tlon» notod in IE Imp 
Rflpi 90 '■02 9/ QS- IS Corrtdtivo actions p»r«onn«l r«lnitruct»d 
r 9 «v«lu«tion of dtvlgn ch«ngv tc NRC optrationB ctr noti^iad 
of p 4 »H 0 U 8 radiooctiv* rtlaase Itam A S dltputad 
HEIDER, L H Yank 00 Atomic El ac trie Co 83/03/01. HAYNES* R C 
Region li Qffic* of Dlractor 3pp 13901 030, 24X 

Fi c h a SO-0291 83/0&/U* 03O68OO3&I 


Q309110479 lE Info Notice B3-40 j "Need to Environwantallg Qoalifg 
Epoag Oroute li Sealers " Sve list and 

JORDAN* E.L Division of Emerflancy Praparadnest tc Enginaerlnp 
Rffsponta (Post 830103} 83/06/88 Consolidated Edison Co of New 

York* Inc llSpp 19021 179 24X Pic ha. 90-000, Q3/06/S2. 83091 10479 


0305110477 IE Info Notice 83-41, ''Actuation of Fira Bupprasslon Sys 
Causlns Inoparab 1 1 ity of Safety-Related Eaulpment. " Bve ll»t 
and 

JORDAN, E L Division of Emargancy Preparedness I, Engineering 
Response (Post 830103) S3/06/22 Consolidated Edison Co of Nsie 

York, Inc 120pp, 18997.007 24X Piche. 90-000, 83/06/82, 0309110477. 


8309110479 IE Info Notice 83-48, "Reactor Mode Quitch Malfunctions " 
8vc list and 

JORDAN, E L Division of Emargancy Preparadnass li Englnaaring 
Rasponsa (Post 830103) 03/06/23, Consol Idatad Edison Co of Naia 

York, Inc 116pp. 18996.242. 24X Flcha. 90-000, 03/06/83. 8309110479 


8309110483 lE Info Notlca 83-43. "Impropar Sittings of Intarmadiata 
Range (IR) High Flux Trip Satpolnts " 8vc list end. 

JORDAN, E. L Division of Emergency Praperedness tc Engineering 
Response (Post 830103) 03/06/24, Consol ideted Edison Co of New 

York* Inc ll6pp, 19046; 897. 24X Fictie. 90-000, 03/06/24,8309110483. 


R Periodic operating reports ti related carrsipondenct 


030602013? Monthly operating rapt for Mar 1903. N/030406 Itr. 

BATTERSON, 8 , HEIDER, L H. Yankee Atomic Electric Co 03/04/06, 
Office of Resource Management. Director 6pp. 10691 238 S4X 
Flche - 90-089, 03/04/06, 0306020139. 


0306160382 Monthly operating rapt for Apr 1983 N/e30918 Ur 

BATTERSON. S . HEIDER. L. H. Yankee Atomic Electric Co 83/05/18 
6pp 18060 117. 24X Fi Che- 90-029,63/09/18, 0306160388. 


V Operator Examinatione 


8306140523 Extends Invitation to attend 030627 meeting in King of 
Prussla.PA to discuss transfer of reactor operator licensing 
function from fietrtesda,HD to Region 1 ofe 

STARoaiECKI.R Division of Project Ic Resident Program*. 03/06/09. 
HEIDER. L H Yankes Atomic Electric Co 8pp. 1B030' li?8. 84X 

FI Che 90-029, 03/06/09, 0306140923 


DOCKET 90-94 UNION CARBIDE RESEARCH REACTOR 


P Operating license stage documents % correspondence 


8306090364 Advises that fuel element cladding alloy changed to comply 
w/Tech Specs. reiiuirlno high purity aluminum cladding. B0<U 
contracted to fabricate new fuel element, 

Ri/ZICKAiM.O Union Cerbida Corp 03/06/02 THOMAS, C,a. 
atendardization I, Special Projects Branch Ip 10795:067. 84X 

FI Che; 90-094, 83/06/02, 8306090364. 


U. Operator Examinations 


8306140691 Extends invitation to attend B30687 meeting In King of 
Prussia, PA to discuss transfer of reactor operator licaneing 
function from BethisdiiHD to Region I ofc 

8TARO0TECKI,R Division of Project I, Resident Programe. 03/06/09, 
MCOQVERN. J, J. Union Carbide Corp. 8pp 18048; 088 S4X 
Ft Che: 90-094. 83/06/09. 8306140691. 


DOCKET 50-97 0TATE UN IV. OF NEH YORK RESEARCH REACTOR 


E, NRC Safety Evaluation Report (SER). supple I, correipondence 


8306810317 SAFETY EVALUATION REPORT RELATED TO RENEWAL OF THE OPERATINO 
LICENSE FOR THE RESEARCH REACTOR AT THE STATE UNIVERSITY OF 
NEW YORK AT BUFFALO. Docket No. 90-97, 

» Division of Licensing NUREO-0902. 83/09/31. BSpp. Available 

at NRC 44 90 18984:202. 24X Fiche; 90-057. 83/09/31. 8306810317. 


Q. Inspection riporti, IE Bulletins li corrtipondence 


S Reporteble occurrences. LERs tc related correspondence 


0306200144 LER 03-O17/O3L-O. on 030916. Hasonti Ian containment isolation 
valve TV~CI-40iB isolated t< disaesembled to repair gasket 
leak Caused by failure of bottom flange gasket, Oasket 
replaced ti sys returned to bvc.H/030619 Ur 
FRENCH. L.O , AUTIO, H A. Yankee Atomic Electric Co 83/09/16, 

ALLAN, J M. Region 1. Office of Director 2pp. 19018 189. 24X 

Fiche- 90-029. 83/09/16. 8306280 144. 


8306170033 LER e3-014/03L-0: on 830429. while performing functional test 
of control room ventilation fire dampers following mod to 
fire detection sys. one damper failed to close. Caused by 
failure of heating element. N/830927 Itr. 

MAVrE L I AUTIO.H. A. Yankee Atomic Electric Co. 83/09/27. 

ALLAN. J M Region i. Office of Director. 2pp. 18882:227. 24X 

Fiche. 90-029. 03/09/27, 8306170033. 


0306170410 LER 83-01 5/03L-0: on 830906. during Mode 1 operetion, V177, 115- 
kV line opened for routine maint. contrary to Tech Specs 
981.1 a Caused by scheduled maint insp of ii9-kV 
transf ormsr*. No corrective action necessary. W/030603 Itr. 

RICE.D A . AUnO.H, A Yankee Atomic Electric Co, 83/06/03. 

ALLAN, J M. Region 1, Office of Director, 2pp. 18879:007. 24X 

Fiche. 90-029, 83/06/03, 8306170418, 


8306170090 Ack receipt of 030911 Ur informing NRC of itepa taken to 
correct violations noted in IE Imp Repts 90-097/82-01 4i 
70-0267/88-01 

MARTIN. T. T. Division of Engineering t. Technical Programi. 03/06/01. 

HENRY. L 0, New York, State Univ. of, Buffalo. 8pp. 18802:810 
84X Fiche' 90-097, 83/06/01. 8306170090. 


—8306170092 Responds to NRG 830427 Ur ri violations noiad In IE Imp 
Repts 90-097/82-01 E 70-0267/82-01. Correct ivt actions: new 
reactor engineer added to assume responsib lllty for 
■ccountabilltg actions tc records. Fuel hurnup code modified, 
HENRY.L. 0 New York. State Univ. of. Buffalo. 83/09/11. 

MARTIN. T.T. Division of Englnttring It Tichnlcal Program*. Ip. 
18082 212 24X fiche; 50-097, 33/06/01. 8306170090. 


8306140741 Ack receipt of 830910 Ur Informing NRC of step* taken to 
correct violetions noted in IE Insp Rspt 90-097/83-01. Hgt 
controls to improve nuclear safety committee performance 
noted. 

8TAR0BTECK1.R. Division of Project i Resident Progrems. 83/06/03. 
HENRY.L. 0. New York. Btate Univ. ofi BuffeU. Ip. 180A1: 199, a4X 
Fiche; 90-097, 83/06/03. 0306140741. 


V. Operator Examinations 


0306170339 LER B3-0i6/03L-0. on 830511. containment ieolatlon valve 
TV-CI-401D 6 steam generator 8 blowdown monitor isolated to 
repair gasket leak. Caused by bottom flange gasket failure 
(Jasket replaced H/830610 Itr. 

FRENCH, L.D. I AUTID. H H, Yankee Atomic Electric Co, 03/06/10, 
ALLAN, J.H. Region 1. Office of Director, 2pp. 18880' 284. 24X 

Fiche* 90-029, 83/06/10. 8306170339, 


8306880107 Updated LER 82-041 /03L-J : on 821116, loop 
setpoint found outside Tech Spec limit. Caused by 
control board indicator drift. indicator replaced 
recalibr Procedure to be revised. W/B30614 Itr. 
MAY, E. L, . AUTIO, H A. Venket Atomic Electric Co. 
ALLAN, J.M. Region 1, Office of Director. 2pp. 
Fiche 90-029. 83/06/14, 8306280107. 


1 channel initiation 
main 

If channel 

83/06/14. 

19018: 182. 24X 


8306140991 Extends Invitation to attend 830627 meeting at King of 
Prussla.PA to discuss transfsr of reactor oparator licensing 
function from fiethesda.MD to Region I ofc, 

8TAR08T£CKItR. Region 1. Office of Director. 83/06/09. HENRY. LO. 
New York. State Univ. of. Buffalo 8pp. 16841:163 S4X 
Fiche: 90-097,83/06/09.0306140951. 


DOCKET 90-62 UNIV. OF VIRGINIA REBEARCH REACTOR 
F gecurity. medical, emergency li fire protection plans 


6306220228 Forward* request for addl info re Univ of VA raiearch 
reactor ^0827 emergsney plan to continue review per 
lOCFRSO.App E.Rig Oulde 2 6. Rev 1 6 AN81/AN8-19. 16-19$& 
requirement*. Info requested within 30 dey* of Ur date. 

TH0MA8.C. 0 Stendardliation li Special Projects Branch. 83/06/10. 
BRENIZER. J. 8. Virginia, Univ. of, Charlottesville. VA. 9pp, 
18977: 399. 24X Flche. 90-062. 83/06/10. 8306220228. 
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DOCKETED ITEMS 


e iRiportMblt occurrfnc«i« LES* it ci>rr«ip«t>d»iic« 


G30AU0009 RO. on Q30930 «t factor ihut dour uhan ahutdoun margin during 
criticality violated TtcK Space -Cautad by dlffaranca In 
partial fuel aUaent addad on 630929 Reactor ahut down 
e30&a& Control rod* rataUbr Procadurs* citervged 
BRE^lIZEn.J G V^irglnUr Untv. ofi Gharlotteavl lie. UA S3/0A/0V 

O'RElLLVr J P. Region 2, Office cf Director. 2pp 1S03S 242 24)( 

rich a S0-0&a^e3/'0i>/09.830& 140009 


docket 50-70 OENERAL ELECTRIC TEST REACTOR 


P30Aaa0347 Ac I receipt of «aOAi:J Ur Infuiming NHC of itepp 
correct vlcilationi noted Jn IF Inep Rapt 00-f 
BTAROSTCCMI. R Dlvlalon of f‘rojecl t Roiident Rrugraioa 
KELNIifOrfft. W Cnthollc Unlv of AmerUer l/Afthlngtoiw nr 
1900J 2A7 a4X riche 50-07/, IKI/OA/J'). Tl'lOAaQOIM? 


tfllen to 

03 / 06/23 

Ip 


‘flS0620039l Reaponde to NRC U lOAOA Itr re vlulatluna notod 
Kept 90-077/03-02 Corractlve actinna rvector tafety 
coeutiUiee will meet ai Irnet twice each yr 
JORDAR«E D Catholic Unlv of Arnerltai UeahlngtoM. DC 
BTARDHTLCKI, R Olvlilon of Project t Reeident Prooram* 

1 900 1 »Afi 24 X Uchi 90 - 0 / 7 . u:i/ 0 A/a:i, ojoAauoai 7 


Irt IE Inip 
03/06/13 


0 Adjudicatory correipondence 


V Optraior Cicaninal i-one 


Q30A0602S7 Order a i tending tine until 030703 for Coaalitlon to act to 
revliv ALAB-720. 

CH1LK.8 U. affie# of the Oecratarv of the ConiaUilon. 03/06/02 
Coanl If loner i. Ip 1S730.017. S4X Pic he: 90-070, 03/06/02, 
Q30A0602G7, 


B Reportehle aecurrincee, LERi U related correipondence 


IJJU6I4044J Extendi invitaUun ti> at»*,iu uviwciv/ meatlrifl In Klnn nP 
Pruiila^PA to dlicui* tranifei of reactor operator llconiinn 
function from nethaeda.hO to lleglon 2 ofc " 

BTARDOTCCRI, K i>lviilor> of Project 6 ReiJdent Programi n*j/nA/fto 
HIIAWO.YC Catholic Unlv of America, Waihington, DC Dno ^ 
10030 023 24K rith« !)0~077. IJ'I/OA/OV. 03061 40443 


0306160470 Part 21 reft re brolen iprlng-ateel bands on 60 amp fuse 
clipi. ILSCO CoTp ratu*4ied to determine cauee of breakage, 

OE netal lurgical ly testing broken bands. 

DHYERiP W. Oineral Electric Co 03/05/10. DEYOUROrR C Director*! 
Office, Office of Inapictlcin and Enforcenent 7pp 10062' S93. 24X 

Fi c he : 80-070, 03/09/10, B30A1 60470 


docket 90-72 UNJV OF UTAH REGEARCH REACTOR 
F Becurity, Medical, iftrrgancy i fire protection plan! 


DOCKET SO 09 OENERAt ATOMIC CO 

r Oicurlty, medical, emergency 6 fire prutectlon plans 


*'*»P 90 009/03 02 I. 90-163/03 02 on 

B30909“l*> it notice of violation l►rese^^t level of rescnircei 
allacated to radlatlcin protection program inadequate Insn 
frequency will be Increaitd 

UOOH.H f. Region 9i Office of Director 113/09/2/ PARKIN. JU 
Tichnolog I eit inc /Oeneral Atomic Co 2pp 19014 136 uav 
F iche 90- 009, 03/09/27, 0.1062001 /I 


OA 


B306V6O1B9 Rileastt public version of taergency plan. 

FELTQNiJ.ft. Division of Rules and Recerdi 03/06/06. Docuaient 
Manageaint Branch, Ip, 18093 099. 24X Fiche 90-072,63/06/06, 

0306160169 

—0306160194 FubUc van Ion of -Eaergency Plan for Training it Peaearcb 
RaaetDrs * H/030812 Ur. 

SAMWUier.O M , JJWOPRY,^ U. Utah, Unlv of UTEC MC 02-100 
02/11/01. Office of hfuclcar Reactor Reguletlon, Dlractcr tt/ea 
10393:096 24X Fiche. 90-072. 63/06/06, 0306 J 601 09 

riports, IE Bulletins I correipondence 

0306140226 Forward I IE Insp Rept 80-072/03-01 on 030421-32 U notice 
cf vlolatten. 

5"‘i" o' oiMitor B3/o»/n. jAconu.H n, 

SmM.TOM "■ »■** Flc»>. »0-07a.03/03/’U, 


6306140333 Notice of vtalatlon from imp on. a3042l-2a. 

» Region 4, Office of Director. 03/09/1 J ip. 10033! 290 

Fiche '90-072, 63/09/11, 8306 140226 ^ ivuj^.ayu. 


34X 


0a««l'a8 «o«.»,ll,ne. „.t.d 

testi^* ' psrdorM required rsactor startup aurvslMance 

HURPHY.M E I D flegiDn 4, Office qf Director. (}3/09/l 1 

9pp. 10833 291 . 24X Flchei 90-072, 83/09/1 1 ,0306140236; ^ 


research reactor 

“-0”/M-02 Ofl e30»ll-10 I, 

—8306200347 Notice «f violation from imp on 030911-13 

FUh:'Ss::ow,g 5 ;i:;o:' 8 §ii 5 sJs; 3 , «« 

■^eh yr In CYOI ti CY82 ^rmwissee la eiMt at least twice 

■BTO 0 , 0 i 7 . «* Fi.*.;S 0 -O 77 . 83 / 0 i/O 4 .B 3 Ma«» 3 M ** 


-aSOMDOIOi ,E In.p R.pt. 90 onv/03 08 «. l)0'li3/03 08 on 03090V-1S 
Noncpapllance noleiJ failure to post notice of vfcilation re 
radUloRical uorklng cund U1 ons, per iaciRl9 
VUHAO.O I*., «ENDLAH(,Kl,r A . IKIDK.IM. Riglnn 8, Office nf 

SSI/I BO-oSvrSs/OJ/S,, 

0306320240 I' orwmds request for addl Infu re OA Technn log le i, Inc 
»«ergencv plan to coniinua revlaw 
per lOCfRSO.App K, Rag Quldi 3 6, Rev I it ANRI/ANn-19 I6'19(13 
requlrementi Info requested within 30 days pf Ur date 

« fHandarditatlon 6 Special Project* Drench 03/06/10 
MOHRV,W R OA Technologies, Jnc /Oaneral Atomic (Jn Ann 
10977,026 24X ruh# 80-009, D.J/06/ 10. 0106230240 

reports, lc llulUtins 6 c onespondenc e 

oo’^osoa »< mi4ii/u 3 oa 

.(iJJw'U ‘if ''•“‘•‘''’n T.t.n, l.v.l of toiourc 
JllocaCed to radlMtion protection program inadiquaCe. Insp 
frequency will be Increased 

T??!!!!),*' , ^^Mce qf Director 03/09/27 PARKrR.j. H, OA 

Technologies, Inc. /General Atomic Co 2ab i9014 136 34X 

Flchs.80'0QV.0:i/0»/a7, 8306200171. 

Director, 03/09/2/ ip 

19014,130 a4X Flcht . 90-0(19. 83/08/27. 0306300171 

ODV/03 Oa it 90-163/83-03 on 030909-13 
to post notice of violation re 
sforling condltlnna, par 10crR|9. lUel 

0a062«0171,^^'^^®'^^^ 19014- 139 B4X Flche 90-009,03/05/37, 


reactor 

^ ^l’** protection plans 

030623oaaGrF«rwords ppopoitd physical lecurity plan Flan withheld 

8mu 1? 0R/O6/i7 TIfOHAR.C.O Otandardi latlon fc 

aSo6wJ?3^ ^ «rAn<h. ip 109481393. B4X Fi die: 80-097, 03/06/17, 

DulUtln* U correspondence 

V infotmlng NHC of steps taken to 

80-187/03-01** in IE Insp Rept* 90-097/03-01 it 

BtflEFfT^u^/j'” r ttlvjtion of Frpjioct i Resident Frogrami 03/06/06 

SI.u Cft»-ntU Unlv ip, JH033-011 K4X 

f^UhiJ 90-097, 03/06/06, 8306140348 
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— 0ao614O8{33 Responds to NRC 030421 Itr re violations noted in IE ln«p 
Rept 50-157/B3-01 Corrective actions TRIOA operations 
auditedflnsp findings reviewed at safety cofnmittee meeting 
8c annual audit of tickler file required 

CLARKrD D Cornell Univ 03/O9/ia« BTAROSTECKic R. Division of 
Project 8< Resident Programs 2pp 18033 OiS 24X 
Fiche 50<"097c 03/06/061 030^140248 


V Operator Examinations 


0306140993 Extends Invitation to attend 030627 meeting in King of 
Prussia# PA to discuss transfer of reactor operator licensing 
function from BethesdaiMD to Region 1 ofc 

OTAROBTECKI# R Division of Project 8< Resident Programs 93/06/09 
BTREETTiM. B Cornell Unlv. 2pp 10834 506 54 X 

FIcIib SO''097j 03/06/094 8306140993 


DOCKET 30-111 NORTH CAROLINA 0TATE UNIV. RE8EARCH REACTOR 


J, Insurance & indemnity information 


B306510424 Forwards FR notice of availability of order terminating 
License R>-634 9ER supporting order if Amend 17 to Indemnity 
Agreement E-7 for signature 

CRUTCHFIELD# D Operating Reactors Branch 5 03/06/13 

COCKRELL# R 0 North Carolina State Univ 2pp 10937*030 24X 

Fiche 60-111# 03/06/13# 0306510424. 


8306520200 Advises of elimination of annual fee for Amend 17 to 
Indemnity Agreement C-7# terminating License R-63 
DINITZ# I Office of Btate Programs# Director 03/06/14 
PU0LI3E#A 0, Division of Accounting Ip ie940‘ 399 54X 

Fiche 90-111# 83/06/14# 0306220200 


0306220206 Unexecuted Amend 17 to Indemnity Agreement E-7i revising 
attachment# Item 2 

BALTZMAN# U Assistant Director for 0tote it Licensee Relations. 
03/06/14 Ip 10940390 24X Fiche' 90-000# 83/06/14# 03O622O2B6 


P Operating license stage documents i# correspondence 


3306810484 Foruards FR notice of evailabillty of order terminating 
License R-63# BER supporting order !< Amend 17 to Indemnity 
Agreement E-7 for signature. 

CRUTCHFIELD# D. Operating Reactors Branch 6. 03/06/13 

COCKRELL# R 0 North Caroline State Univ Spp. 10937*038 24X 

Fiche 90-111# 03/06/13, 0306810424. 


'•-0306210426 Order terminating License R~63 

PURPLE#R A Assistant Director for Licensing 03/06/13 2pp, 
18937 040 B4X Fiche. 90-Ul# 03/06/13# 0306210424 


— 0306210430 BER supporting order terminating License R-63 R-3 reeetor 
dismantled Sr dispoeed of per licensee 800609 dismantling 
plan. All radioactive components k activated concrete shield 
matl shipped to RlchlandrNA 

e Office of Nuclear Reactor Regulation# Director. 03/06/13. Spp. 
10937*042 24X Fiche 90-1 11# 83/06/13# 0306210424 


DOCKET 90-112 UNIV OF OKLAHOMA RESEARCH REACTOR 


P. Operating license stage documents S< correspondence 


0306800969 Foruards rsvlsed '*^AR Update Sc Review# " k Tech Specs for 
20-yr renewal of License R-b3. 

TERRELL# C N Oklahoma# Univ of. 03/06/20 THOMAS# C.O 
Btandardlxation k Special Projects Branch Ip 19010* 130. 24X 

riche*9O-ll8.03/ 06/20. 0306800969. 


—0306200501 ‘‘BAR Update k Review for Univ of OK A0N-211P Reactor. 
* Oklahoma# Univ. of. 83/09/10. 16pp. 19010*131. S4X 

Fiche ! 90-112# 03/06/20# 0306200969, 


— 8306200994 Tech Specs 1.0 through 6,0 re safety limits !< limiting 
safety sys settings# I imlting conditions for operation# 
surveillance requirements# design fsatures k controls, 
e Oklahome# Univ of 03/09/10. 33pp. 19018:147. 24X 

Fiche; 90-112, 03/06/20# 0306200969, 


0, Inspection reports# IE Bulletins 8< correspondence 


0306060120 Forwards IE Insp Rspt 50-112/03-01 on 830402-22 I# notice 
of violation. 

MADSEN#©, L. Region 4# Office of Director. 03/09/17. EOLE# D. H. 
Oklahoma# Univ of. 2pp. 10722.290 24X Fiche. 90-112# 03/09/17# 

8306060128 


— 8306060131 Notice of violation from insp on 030420-22 

s Region 4# Office of Director 03/09/17 Ip 10722 300. 84X 

Fiche 90-1 12# 83/09/17# 0306060120 


— 0306060133 IE Insp Rept 90-112/03-01 on 030420-82 Non comp 1 lane s noted' 
failure to plot flow rate data since Oct 1979 while 
performing water purification sys flow rate check procedure. 

REDANO.R T # WEBTERMAN.T F # CRDSSHAN# U A Region 4# Office of 
Director 03/09/17 lOpp 10722 301 24X Fiche 90-112.03709/17# 

8306060120 


DOCKET 90-116 IOWA STATE UNIV RESEARCH REACTOR 


F aecurity# medical# emergency Ir fire protection plans 


0306290290 Informs that emergency plan does not meet requirements of 
App E to lOCFROOiRsg Quids 2 6 1# ANBI/ANB-13 76-1902# 

"Emergency Planning for Research Reactors ** Addl Info 
requested must be submitted by 830001. 

TH0MA9#C D Standordizat ion k Special Projects Branch. 03/06/80 

HENDRICKSON# R Iowa State Univ 4pp 19046’ 110 24X 

Fiche' 90-116# 03/06/20# 03O629O29B 


Q Inspection reports# IE Bulletins I# correspondence 


0306100279 Submits corrsetsd dats for application to rsnsw Liesnsa 
R-99 k advists that computer printout records tummerixing 
8NM inventory roswltf for 1901 1# 1902 corrected# in response 
to IE Insp Repts 90-116/03-01 fc 70-0004/03-01 

HENDRICKBON/R Iowa State Univ. 03/09/19. PIRTLE# 0 L. Region 3# 
Office of Director 2pf 18009 142 24X Fiche. 80-116# 03/05/19# 

8306100279 


DOCKET 60-120 TEXAS At»M UNIV RESEARCH REACTOR 


H General correspondence 


0306010296 Forwards Region IV organization chart tr ofc directory 
in response to 030909 request. N/o end. 

MADSEN# 0 L fisgipn 4# Office of Director. 03/05/27 FELTZ# D. E. 

Texas AIrM Univ. # College Station# TX. Ip. 10672: 109. 24X 

Flchf 90-120# 03/09/27# 0306010296. 


— 0306010290 Requests copy of Region IV organization chart. 

FELTZrD E Texas AhM Univ.# College Station# TX. 03/09/09 
MADBEN.O L Region 4# Office of Director Ip. 10672.190. 24X 

Fiche: 90-120# 03/05/27# 0306010296. 


P Operating license stags documents I# correspondence 


0306010390 Forwards "Completion 6 Results of Phase I of Nuclear Qclenct 
Ctr Reactor Post-Damegt Pulse Test Program for Full FLIP 
TRIGA Core " Pulse test planned at Phase I level to study 
fuel characteristics 

FELTZ#D. E Texas At<H UnlV # Collegs Station# TX 03/04/29. 

GROSSMAN# B Region 4# Office of Director Ip. 10602*121 84X 

Fiche' 90-120, 03/04/29# 0306010390. 


— 8306010361 "Completion It Results of Phase I of Nudsar Bdenca Ctr 
Reactor Post-Damage Pulse Test Program for Full FLIP TRIGA 
Core *' 

J£NNIN08#F. Texas AStM Univ # Col legs Station# TX 03/04/30. 
16pp. 18602.122 24 X Fiche; 90-128# 03/04/29# 0306010390. 


0306020612 Forwards repts on unlv TRIGA bowed fuel elemeiits# proposed 
pulsing progreMrresults of Phase 1 of# "Post-Damege Pulse 
Test Program for Full Flip TRIGA Core#" k 81^ for license 
renewal application. N/o ends 

THOMAS# C.O. Standerdization Ir Special Projects Branch. 03/05/29. 
DERLtNOER#C Core Performance Branch Ip 18719*046. 24X 

Fiche* 90-1201 03/09/25# B306020612. 


0306060213 Fqrwardi revised Page 29 of Tech Specs correcting error in 
Item 3.0 re primary coolant conditions. 

FELTZiD.E. Texas AI(M Univ. # College Station# TX. 03/09/30. 
BERNARDfH Standardl lation It Special Projects Branch 2pp 
10727, 360 24X Flche* 90-120# 03/09/30# 8306060213. 


—0306060816 Revised Page 89 of T«ch Bpsci corrictinB srrof In Item 3.0 
re primary coolant conditions. 

s Texas AI(M Univ. # College Btationr TX, 03/09/30. If. 

10727. 362, 24X Fiche* 90-12B# 83/09/30# 0306060213. 
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DOCKETED ITEMS 


R, Ptriodlc oper^iinB r^porta It ralatad corr»»pondance 


03O&O1O3G9 "Nin»t»«nth ProarstP Rapt of T*i«* AliM Univ Nuclaisr Ctr^ 

DElOLiH. 0. I HEADjJ 0 i LAND* R. J Tbi«b ASM Univ j ColUga atatiorti 
rx. DR0-«07“19. 03/04/30 B9pp iOA74: 134. a4X 

Ftcht: 30-120. 03/04/30. 03OAO1O3B9. 


WKKeT 30-131 OHAHA VET, ABMIN HO»P REBEAftCH REACTOR 


F. Bpeurltvi naiflcalr It fir* prattfctlon plan* 


0306-22021& Foruardi Tiq.u**t for addl info ra 0*iha Vatoran* 
Arfalniatration Madical Ctr raaaarch raattoT- 021021 amargancy 
plan to continua paviaw par lOCFRSOi App E. Oulda 2 A# Rav i It 
AN^r /ANSI- 13-16-1982 raqutraaanta 

THOHAB. C. 0 Gtandardifat 1-on l« Sptcial Pro-jacta Branch, 83/06/10, 
TURCOTTE.R L Vat Atf/nln. Moap D»aha,NE Spp 109311010 S4X 
Ficha 30-131. 03/06/ tO. 0306220216 


DOCKET 50-133 HUMBOLDT BAV POWER PLANT. UNIT 3 
F Bacuritg. nadical. tJiargancgi It fira pfctactlon plana 


0306190224 Advlaaa that 030425 changai to tacurltg plan do not 
dacraaia af Pactlvanaai af plan it ara accaptab-la 
VA&6ALL0. D B Oparatin-p Raaetort Branch 2^ 33/06/06 CRANEiP A 

Pacific Oai It Elaetric Co 2pp. 10070 066 S4X 
Ficha 5 0-l33i 03/06/06. 0306 1 50224 


H Oanaral eorrat|ondanct 


8306070036 Provldad nanaa It addrattai for approprlata diatrlbublon 
of iachnical corraapondanca ra facllltlfa 

SCHUVLERiJ.a Pacific Oat It Electric Co. 83/06/02 DENTON. M R 
Qflica of Nuclaar Raactor Ragtilation* DlraCtor. ElBENRUTiD O, 
Dlvition of Licaniing MARTIN^ J B Region 9. Office of Diractor. 
2pp, 10739' 337 BAX Ficha: 50-000. 83/06/02. 03 06070036 


0303110473 JE Info Notice 03-40. "Naad to Environmental Ig Gualify 
Epoyg Oroute It Seal arc " Qvt lift and 

JORDAN. C.L Dlvlfion of Cmargancg Proparvdnaif Ic Enginaarlng 
Raiponta {Post 030103) G3/06/22> Canadldatad Cdlion Cu of Nil 

York. Inc. Il3pp 19021 179. 24X Ficha 30-000.03/06/22.0309110471 


G303110477 IE Info Notice □□-41. "Actuation of Fire auppreiflon 8gt 
Cauilng Inaparab 1 1 i tg of 0a f aty-Ralated Equipment " Bve lUt 
and 

JORDAN. C U Division of fimerganew Preparadnais 6 Cnglnoaring 
Recponii (Poflt 030103 ) 03/06/22 Consolidated Edison Co of Net 

York. Inc IBOpp 10997 007. 24X Ficha 30-000.03/06/32,030311047. 


0309110479 IE Ipifo Notice 03-42. "Reactor HoiJa Butltch Malfunctions " 
flve Mat and 

JDRDAN.E L. Dlvlfion of Emarpanej Preparadnes* I. Enginaaring 
Raepona* (Post P3D103) Q3/0-6/23 Conaolidatad Edison Co of Net. 

York. Inc 116PP 10996 242 34X Ficha. 30-000. 03/06/33. 0305U047S 


8309110483 IE Info Notica 0a''43, "Improper Sattlngs of Intermedlati 
Range <1R) High Tlue Trip Qatpointe " Qvc lift end 
JDRIMNrE. I- Dlvlaian of Etnargenev Praparadnase It Englnaoring 
Raaponat (Post 0301031 03/06/24 Consolidfiad Edison Co of N«u 

York. Inc ll6pp 19046-297. 24X Ficha 30-000. 03/06/24. D303U04Q3 


R, Pai iodic operating reports It related earr eipondanc e 


8306020309 Monthly operating rapt for Mar 1903. W/OD0404 Itr 

DERKB.P 8.. WCEK0.E 0 Pacific Oas It Electric Co 03/04/01 6pp. 
10694:2/6. 24X Hi che: 50-133^ 03/04/01 . 0306020309 


B30616046i Monthly operating rapt for Apr 1903 W/830S04 itr 
DERKO.P.O . WEEKQ.E. D Pacific Oai l< Electric Co. 03/05/04 
Office of Rifource Mfanagafflanti Director 3pp 10063 046 24X 

Ficha: 50-133.03/03/04. 6306160461, 


DOCKET 80-134 WORCERTER POLYTECH IN0T RFOEARCH REACTOR 


V. Operator Cxemlnationa 


Q. Impaction raporti. IE Bulletins V carraapond ence 


0309110490 IE Info Notice 83-32. "Ruptured AA-24i Sourcas Contained in 
NcU Logging Devict. " Bve Hit end. 

TAVLORj J H Division of Safaguard'e Ir Insprction Programs (Post 
830103), 83/05/26 Consolidated Ediaon Co of New York. Inc 

lS3pf. 18831 043. 24X FI die. 90-000. 03/09/26. 83031 10490. 


03D6140630 Extendi Invitation to attend 030627 meeting in King of 
Prutsia.PA to dlfcuts transfer of reactor operator licensing 
function from Bethiida.HD to Region I ofc 

6TARD0TCCKI. R Division of Frojact h Raeldent Prugrama. 03/06/0? 
WILBUR.I. C Worcester Polytechnic Inst 2pp. 10033 170. B4X 
Fiche: 90-134. 83/06/09. 0306140630 


0303110460 IE Info Notice 53-34. "Event Notification Info Warkshtit, " 
8vc list end 

JORDAN. E,L< Division of Emergency Praparadtisss Ir Englnesrlng 
Response (Post 530103) 83/03/06 Consol 1 data d Edison Co of Nau 

York. Inc. Il9pp. 10732-003 Q4X Ficha; 90-000. 83/09/26. 8309110460, 


8309110461 IE Info Notice 83-33. “Futl Movement W/Control Rods 
Withdrawn at BWRs " Bve list end, 

JORDAN. B. L, Division of Emargency Preparadnass b tngtnsirlng 
Rasponia (post 830103}, 83/03/31. ConsoUdatad Edison Co of Nau 

Yorti Inc. 116pp 10732:200, 24X Ficha* 90-000. 03/09/31, 03091 10461, 


8309110464 IE Info Natici 03-36. "Impact of Racurity Practices on Safe 
Oparatlani, " 8ve list end, 

JORDAN. E. L, Divlalon of Emargincy Preparadnesi b Engineering 
Response (Post 030103) 03/06/09 Consolidated Edison Co of New 

York* Inc. 119pp. 18830* 200. 24X Fiche: 30-000. 03/06/09. 0309110464, 


8309110470 IB Info Notice 83-35. *Dsfictive Hast 81 nk Adhesive It 
Balsmlcally Induced Chatter in Relav* Nithln Printed 
Circuit Cards, * Sve list end. 

JORDAN. E.L Division of Ea:arg#ncv Prepsredness b Engineering 
Retpotlie (Post 830103). 83/06/ia Consolidated Edison Co of N*v 

York. Inc. 116pp 15920:225 24X Ficha. 50-000i 83/06/13. 0303110470. 


6306090010 IE Info Hstlet 83-37, "Transformer Fallgrs Retultlna From 
Degraded Internal Connection Cahlas. " Bve list end. 

JORDAN. E L Division of Eeisrgancy Freperedncsi tc Enginesrlng 
Respone# (Post 830103). 83/06/13. Consolidated Edleon Co. of New 

Vork< Inc. a43pp. 18921.001, 64X Fiche; 50-000. 03/06/13. 8306090010. 


DOCKET 90-141 flTANFORD UNIV REOEARCH REACTOR 
W Decommissioning Btage Dneuments It Corraeptindenca 


0306290065 Forward* safety evaluation 1. order terminating License R-60 
W/o Amend 11 to Indemnity Agreement E-I9 

CRUTCHFIELD. D Operating Reactors Drench 3 03/06/21 FINBTDN.I? A 

Btan ford Univ. . Stanford. CA 2pp. 19046*142, 24X 

Ficha 30-141.03/06/21.0306290060 


— B306290073 Order terminating License R-60 

ElBENHUtf D, 0. Division of Licanslnp 03/06/21 Stanford Univ, . 
Otanford, CA Dpp 1904A. 144 84 X Fiche. 80- Ml. 03/06/21. 

□306290060. 


— 8306890077 Safety evaluation supporting termination of License R-60 
# Office of Nuclsar Reaetdr Regulation. Diractor 03/06/81. 3pf 
1904 6 1 46 a4K Fiche. 90-141. 03/06/81. 5^06290060 


—0306890000 Forwards IE Insp Rapt 30-141/08-02 on 020916 h U09, Plant 
not contaminated above Reg Ouldc 1.06 limits Util estimate 
for biological ehleld occupancy reesonahle. W/o end. 
flOOKiHE. Region 3, Offlc* of Director, 03/03/11 ERICK6DN,P.ft 
Btandardlxatlon b Bpecial Projects Drench. Ip 19046:149 84X 

Fiche: 30-141. 83/06/21. B306K9006B. 


DOCKET 30-142 UCLA TRAININ© REACTOR 
0. Adjudicatory correspondence 


6306210090 Rfsponds to IE Bulletin 53-03 re chtek veJvs failure in raw 
water ceding sgi of dlasel generators Plant utilises 
emergency propane gensretor u/cloied loop jacket cooling 
«hec* valves In engine jacket cooling sys, 

BFAW.D. A. Pacific Oas h Electric Co. 03/06/19. MARTIN. J.B 
Region 5. Office of Dlrsckor. 2pp. 15911:232, 24X 

Fiche: 90-133,83/06/15.6306810080 


0306080161 Forward* UCLA application for amend b amend to Fib 1900 
renewal application for License R-7li In response to A8LD 
B309U msnorendum b order A8LB order directing NRC to 
inventory 0hh1 forwarded to Region V for action 

WOODHEAD. C. P Hearing Rranch 4. 03/03/31 FRYE. J. H. . BRIGHT. 0 0 . 

LUEbKE. E. A Atomic Safety and Licensing Board Panel IP' 

10691:036 84X Fiche: 90-142. 83/03/31. 0306020161. 
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6306070399 Foruiardt prof q.ual if ipation BtataAiantt for UCLA uitnftBsaa at 
upcominp safatvi haarinp Othsr statament* uiill fas aont whan 
racalvad W/o and 

CDRMIERiU H Californlai Univ. of, Lo» AngaU*. 63/06/01 
FRYE/J H > BRIOHT. 0 0 i LUEBKE. E A Atomic Safsty and Llcanainfl 
Board Panal 2pp JB742.001 24X FI ch a* S0->i4Si 63/06/01 1 6306070399. 


63O6O60S68 Errata to A8LB 630911 mamoranditm & order ruling on MRC 
motion for aunmary diipoiltlon of Contention XX OL amend 
reduced BWi amount UCLA authorircd to poaieei. 

FRYEiJ H. Atomic Safety and Lieeneing Board Panel. 63/06/02. 
Office of the Executive Legal Diractor 2pp 1B729 036 24X 

F 1 c h e 90- 1 42i e3/06/02i 6306060282 


6306070416 Reaueeta for clarification of A8LD 630913 order icupe of 
upcoming hearing UCLA muit be allowed to pre«ent teatimony 
on leiemic itueetioni to answer issue of worst case accident. 
Certificate of Svc end 

CORMIER. U H California. Unlv. of. Los Angeles 63/06/02 Atomic 
Safety and Licensing Board Panel, 4pp. 18742’ 260. 24X 

Fiche, 90-142. 63/06/02. 6306070416 


6306190302 Response opposing UCLA 630602 motion. reauestlng leave to 
Introduce testimony on seismic metiers at safety hearings, 
deferred by AOLB in 030913 memorandum 6 order re Contention 
XVJI Declaration of Svc sncl, 

HIRBCHiD Committee to Bridge the Cap. 83/06/09 Atomic Safety 
end Llcanilng Boerd Panel. 9pp, 18847: 246. 24X 

Fiche- 90-142. 63/06/09. 8306150382 


8306190392 Advises that prefiled testimony for upcoming inherent safety 
hearings should be received by parties before 630619 
HIR8CH. D Committee to Bridge the Oap 63/06/09 WnODHEAD. C P. 
Hearing Branch 4. CORMIER. kl California. Unlv. of. Los Angeles, 
ip. 16847 191. 24X Fiche. 90-142. 83/06/09.6306190392 


8306160616 Memorendum & order ruling on UCLA request for derif ication 
of ABLB 830913 ruling on Contention XVIX UCLA testimony on 
seismic questions deferred. Testimony will be relevant only 
If NRC analysis incorrect, 

BRZOHT. 9 0.. LUEBKE. E A . > FRVE. J H Atomic Safety and Licensing 
Board Panel, 83/06/13 California. Unlv of. Los Angeles. 3pp, 
18866,031. 24X Fiche; 90-142. 83/06/13. 8306160616. 


B306210279 Confirms eddl testimony sent by express mall on 630604. 
HDODHEADiC, P Hearing Branch 4. 63/06/16. HIR8CH.D. Commlttae to 

Bridge the Oap Ip 18919-146. 24X Fiche- 90-142. 83/06/16. 
8306210279 


8306210260 Lists NRC exhibits for Uul 1963 hearings «< forwards two 
exhibits not previously served. 

UOODHEAD.C P Hearing Branch 4. 63/06/17. FRVE. U. H. i BRIGHT.0.0. . 

LUESKEiE.A Atomic Safety and Licensing Board Panel. 89pp 
18914* 249 24X Fiche* 90-142. 83/06/17. 8306210280. 


8306230303 Forwards corrected proposed findings of fact l< conclusions 
of law re Contention II 

WDODHEADi C. P. Hearing Branch 4 83/06/20 LAUREHBON. J A. Atomic 

Safety and Licensing Board Panel. Ip. 18942.179 24X 

Fiche- 90-142. 83/06/20. 8306830303 


— S306230305 Proposed findings of fact It conclusions of law. 

e Office of the Executive Legal Director 83/06/21. 46pp. 

18942.177 24X F i c h e * SO- 1 42. 83/06/20. 0306230303 


B306S30301 Forwards corrected NRC 630620 proposed findings of fact I. 
conclusions of law. 

HDDOHEAD. C. P. Hearing Branch 4. 83/06/21. LAURENBON. J. A. Atomic 

Safety and Licensing Board Panel. Ip, 10942* 127. 24X 

Fiche - 90-142. 03/06/21. 6306230301. 


6306280B29 Forwards proposed findings of fact It conclueions of lew re 
special proceeding on Contention III, M/o end. 

CORMIER. W.H California. Unlv. of. Los Angales. 83/06/23. 
LAUREN60N.U. A. Atomic Safety end Licensing Board Panel. Ip 
1 90 19. 289. 24X F i c h e - 90-1 42, 83/06/23. 0306280929. 


8306290546 Forwards proposed findings of fact It conclusione of law. 
THOMPBONiD Nuclear Law Center. THOMPSON. 0 Committee to Bridge 
the Oap 83/06/23, LAUREN80N. J, A. Atomic Bafety and Licansing 
Board Panel, Ip. 19092:241, 24X Fiche: 90-148. 63/06/23, 8306290946. 


— 8306890992 Proposed findings of fact It conclusions of lew. 

« Commit taa to Bridge the Gap. 83/06/23. BSpp. 19092:242. 24X 

Fiche: 90-142. 83/06/83. 6306890946. 


6306280066 Motion for extension until 830701 to file reply briefs to 
proposed findings of feet I, conclusions of law. Certificate 
of 6vc encl. 

WOODHEAD. C, P. Hearing Branch 4. 83/06/24. Atomic Safety and 

Licensing Board Panel. 4pp. 19001 197. 24X Fiche. 90-142, 03/06/24. 

8306200086 


8306200960 Forwards “Ana lysis ofeelf-fihwtdoun Behavior in BPERT I 
Reactor. " AEC R&D r»pt dtd 990723. 

UOODHEAD.C p Hearing Branch 4 63/06/24 FRYE. J. H. . BRIGHT. 0. 0. , 

LUEBKE. E, A Atomic Safety and Licensing Board Panol 42pp. 
19017.330 24X Fiche 90-142.83/06/24.0306200960. 


R Periodic operating reports It related correspondence 


0306200999 “Nuclear Energy Lab Annual Rapt. 1902. “ U/B3D682 Itr 

WEGBT.H.F. California, Univ of. Los Angeles. 02/12/31. BERNARD. H 
Standardisation It Spaclal Projects Branch 2tpp, 19017*165, 24X 

Fiche 90-142.63/06/22,0306200999 


T Hearing transcripts on non-antitrust matters 


6306010013 Transcript of 830929 haering in Los Angelss.GA re proposed 
renewal of facility license. Pp 181-470 Supporting 
documentation and. 

* Atomic Safety and Licentlnp Board Panel. 03/09/29. 300pp. 

16664.191. 24X Fiche* 90-142. 03/09/25, 8306010013 


0306020119 Transcript of 030926 hearing in Los Angeles, CA ft proposed 
license renewal. Pp 471-702. 

a Atomic Safety end Licensing Board Panal 83/09/26. 327pp 

18698:199. 24X Fiche. 90-148. 03/09/^6. 6306020X19. 


0306130371 Forwards OE Cort It P Nonoy testimony. 

W0QDHEA6. C. P. Hearing Branch 1. 03/06/09 FRYE,J. H. . BRIGHT. 0. 0. ^ 

LUEBKE. E A Atomic Safety end Llctnslng Boerd Penal. Ip. 

18021-231. 84X Fic ha: 50- 142. 63/06/09, 6306 130371. 


—0306130377 Testimony of GE Cort clarifying underlying baits of "Futl 
Tamps in Argonaut Reactor Core Following Hypothetical DBA. " 

Fuel melt impossible in event of LOCA w/or w/o core 
crushing. Prof qualifications encl. 

CORT, G. E, NRC - No Detailed Affiliation Given G0ftT,G.£. Lot 
Alamos Bcientiflc Laboratory 63/06/09 17pp. 18031:232. S4X 

Fiche; 50-148, 03/06/09, 0306130371. 


-•8306130379 Testimony of P Neogy clarifying bases It methodt used In 
“Tranaient Analysis of UCLA Argonaut. ** Prof qualifications 
sncl. 

NEOGYiP NRC - No Detailed Affiliation Given NEOOV.P. 

Broohhaven National Laboratory 63/06/09. 19pp. 18621-849. 84X 

Fic ha. 50-142, 03/06/09, 8306130371. 


0306160009 Forwards 8 Hawley It H Bernard testimony, completing NRC 
testimony filing for Jul 1903 hearing. 

HOODHEAD.C P Hearing Branch 4. 63/06/14. FRYE.U.H. , BRIGHT. O.O., 

LUEBKE. E, A. Atomic Oafety and Llctnslng Board Panel Ip 
10061.176 24X FI chs- 50-148,83/06/14,0306160009. 


>6306160010 Testimony of 8C Healey explaining tc clarifying analytical 
bases for conclusion in NUREO/CR-2079. “Analysis of 
Credible Accidents for Argonaut Reactors. “ Prof 
qualifications end. 

HANLEY, 8. €. NRC - No Detailed Affiliation Given HAULEY. 0 C, 
Battalia Memorial Institute. Pacific Northwent Laboratory. 

83/06/14. 80pp. 18061:177. 24X Fiche: 50-148. 83/06/14, 8306160009. 


— 8306160017 Testimony of H Bernerd explaining 6 clarifying bases 6 
assumptions used In 8ER,Bection 14 re anelyslt of 
consequencea of postulated accidents. Prof qualifications 
end 

BERNARD.H. Standardisation It Spscial Projects Branch. 03/06/14. 
14pp. 18861:197. a4X Fiche. 50-142. 83/06/14. 0306160009. 


8306170373 Forwards direct testimony. 

HIRBGH, D. Committee to Bridge the Gap. 83/06/14. Atonic Safety 
end Licensing Board Panel. Ip. 18879:067. 84X 

Fiche: 90-142. 03/06/14, 0306170373. 


— 0306170379 Testimony of B Norton. L Uagne,H Kabu.R FlnstoniR Kohn. 

H Pulido, D DuPont, 8 Aftergood.L Foster, D Hlrieh I, 8 Plotkln, 
questioning inherent reactor safety, 

NORTON, B . NAVNE.L. . KAKU.M. Committee to Bridge the Gap. 

83/06/14. 29pp. 10079:068. 24X Fiche : 90-142. 83/06/14, 8306170373. 


—6306170390 Testimony of B Norton. M Kaku, R Kohn.D Hlrseh,S Aftergaod, 

M Pulido li D DuPont, as Panel I re concepts of inherent 
safety applied to reactor. 

NORTON, 0 , KAKU.M.. KDHN.R. Committee to Bridge the Gap, 

83/06/14. 70pp, 18079:097, a4X Fiche: 90-142, 03/06/14, 0306170373, 


—0306170417 Ttsiimuny of B Norton, M Kaltu. R Kohn.H Pulido. 0 Plotbin, 

D HlrschfB Aftergood I, D DuPont, as Panel HI re core 
disruption li related accidents. Reactor not Inherently 
protected agalnet mechanical damage 

NORTON, B., KAKUpM., KOHN, R. Committee to Bridge the Oap 
03/06/14, 23pp. 18079:810. 84X Fiche* 90-148. 03/06/14, 8306170373. 
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— a30AI7042A L Waqttfp R Finston. 3 A#t»rQoodiL Fftitsr.W K^Jcu, 

B Nortonpli Kohnr 8 Plt)tt£n*H PulidopO Duponfe ft D mr»chi «b 
Pantl IV rt radio-tlon doi»i fro* Accidvnt*! 
fl«klon product*. 0« cl «T«t; ion oP Svc *ncl. 

« FINQTON.R. , ^prERfiOOOp 8. Commli^mw to Bridg* th# Q»p 
63/0^/14 5app. 18879 24i. 24X Fi eJ»** 30-142. 0|3/OA/14» B304 1 70373 


DOCKET 50-146 SAXTON WCUEAR EXPERIHENTAL FACILITY 


P. OpBrotlng lictnga oNga dDCU«»nt« ft corri-ipondanca 


8306160030 FQIA r*itu»«t ^or four dacudntnt* rv Saxton T**t Raactor 
ORABEft. L. D NUS Carp 03704/12 Diviiian of Ruloft and Racordt 
1 p. 1 0872 : 31 9 24X Fi c h t • 90- 146^ 83/04/ j 8. 030614 0030. 


0306160026 Raipanda to FOIA raquaat for four docuaiant* ra Boaton Ttf»t 
Raactor Haquattad lira avallabia- In FOR Saxton 741184 Itr 
to NRC not locatod. 

FELTONi J K Dlvlalon of Rulai and Record*. 03/04/20. GRABER^ L D. 
NUS Cor p If 18072' 314. 24X FI eha‘ 50-1464 a3/04/20» 0306160026. 


MCKET 50-140 WIV. OF KANSAS RESEARCH REACTOR 


P. Operetinp licanat itaga documant* ft cerraipDruftnca 


0306000309 FOIA raqxlift for thraa documant* ra Untv of K8 Raaaerch 
Reactor 

BARMESiC Affiliation Unit noam 03/03/00. FELTON, J.M. Dlvlalon of 

Ruiia and Record*. If. 10790.303. 24X FI c ha; 90-140. 83/03/00, 

G306000309. 


8306000313 Raff ontta to FOIA raAwaat for three document* re Ifntv ef K0 
Reaterch Raector. Foneerda docuaenta reapontlv# to Jteaa 1 ft 
8 of requeit. Aalaeaeb 11 Itii daternlnetlen for Itaa 3 re imp 
rapt under review 

FELTONiJ. H. Dlvtaien of Rulea and Record a. 83/04/06 fiARNES«C 
Affiliation Unlnown. Ip 10790:304 24X FlcAei 50-140, 83/04/06, 

6306080313 


— 0306000316 Forwerda retponaea to 731106 queationt, indicetinp apeclfied 
loeetiona on floor plan. 

BHITH.N. P. Keniet, Unlv. of. 73/12/06. ZIEHANN, 0 L. Atonic 
Enerpq Conmiaalon, Directorate of L team In p 0pp 18790:305 24X 

Flche: 90-148, 83/94/06. 8306000313. 


0. Itiapiction raport*. IE Bunetina ft coTreapondenee 


6306030440 Addl reapome to FOIA reAue** for thrae document* ra Unlv of 
K8 Re* a arch Raactor ILleenae R-70) Forwartfa OL Hadaan 030324 
Itr tranamlttlni notice of vlalation ft f£ Inap Rept 
50-1 40/83-01. 

FELTON, J.H Divlitan of Rula* and Record •, 83/94/19. BARNE8, C. 

Affiliation Uninobm Ip. 10739; 329. 24X FI c ha: 90-140, 03/04/19. 

8396030440 


DOCKET 50-151 UNIV. OF iLLlNCJia RESEARCH REACTOR 


Q, Inipectian repofti, lE Bullatina ft eorraapandenca 


B306100217 Forward# IE Imp Repta 50-191/03-01 Ir 90-356/03-01 on 
030504-05. No noncojap Hanca noted. 

PAPERIELLd.C. Regions. Office of Director. 83/05/29. RILEY, O K 
Illlnoi*, Unlv. of. Urbana-Champal gn 2pp. 10009:189. 84X 

F 1 c h a : fl 0-1 51 , 83 /98/294 030610021 7. 


—8306100220 IE Inap Repta 90-151/83-01 ft 90-396/03-01 on 030904-09. No 
nancawpUanea nptad.Rajor areaa Intpectad: radwaite aigt ft 
Tadlatlon protection prograwi audita^ training, pracedurea ft 
InatruMinta ft equipment. 

GRAhrr.N.B. I OftE0ER,L.R. Region 3, Office of Director. 83/09/23. 
6pp. 18805; 191. 24X fl char 90-191, 03/05/25, 0306100817. 


BI306090033 Retpenda to violation noted in IE Inap rept. 

Forwerda data ahowing that callbr ehacta parformed on 
doalnetare on 030616. 

BEGK,0. P. Illlnaia, Unlv. of, Urbana-Chaaipaign. 03/09/31. 
ORANTtH. B. Rap ion 3, Offlca Of Director. 2pp. 10792.396. 24X 

Ficha: 59-151,83/09/31,6396090023. 


DOCKET 90-195 BIO ROCK POINT NUCLEAR PLANT 


F Sacurltg, medical, amergentg ft fire protection plana 


8306090110 Adviftee of approval of emergency reaponio plan for facility, 
aubj to verification of atfenuacy of public alerting ft 
notification ays 

HCLGUOHLINtD Federal Emergency Management Agency 03/09/16 
DiRCKfl, W J Office of the Executive Director for OparationB Ip 
10793 329. 24X Fiche 90-195,03/09/16,0306090110 


0306100055 PaBcrlbat Integrated aiseaament of open l»auea ft achedule 
for iiaue reaolutlon ft document* gtll reeponae to environ 
equipment quel 1 fication ft Generic Lfcr 8S-33 re NUREO-0737 
TONER, K A Conaw-mer* Power Co 83/06/01 CRUTCHFIELD, 0 Operating 
Reactors Branch 5 ll3pp 10804 040 24X Flche. 50-1 59, 03/06/01, 

8306100055 


0306090229 Approvea State of HI emergancy reappnae plan ft aaaoclated 
local plan* w/condition that adequacy of public alerting ft 
notification iyt be verified per FEMA/NRC joint criteria 
listed in NURE0-06S4/FEMA-REP-i,Rev l,App 3 
PAPERIELLO, C J Region 3, Office of Director 83/06/06 
DEWITT, R D Consumera Power Co 2pp 10796 235 24X 

FI Che 90-155,03/06/06,8306090229 


83O61OOO0B Forward! IE Safeguard! Inap Rept 90-155/03-00 on 030502-09 
No noncompl lance noted 

MILLER, JR Regions, Office of Director 03/06/06 DEWITT, ft. D 
Conaumer* Power Co 2pp 16802 091 24X Fiche 90-159,03/06/06, 
03061000B8 


—0306100093 IE Safeguard* ln»p Rapt 50-195/G3-0B on 030302-05 No 
noncompl lance noted Major areas in*pected‘ review of security 
plan ft Implementing procedures, *»curi ty organlxation ft 
program, Detal Is withheld (ref 10CFR73 SI). 

CHRI8T0FFER,0 , STAPLETON, D « , CREED, J ft Region 3, Office of 
Director 03/06/06 2pp 1SB02 093 24X Fiche 90-195,03/06/06, 

03061 OOO0B 


S30614D217 Release* public version of revised site emergency plan 
FELTON, J.M Division of Rule* and Records. 83/06/06 Document 
Management Branch, tp 1D044 227 24X Fiche; 90-155, 03/06/06, 

8306140217 


— 0306140223 Forwards public version of Rev 68 to site emergency plan 
* Consumers Power Co 83/05/05 Office of Nuclear Reactor 
Regulation^ Director Ip ie044'226 24X Fiche; 50-155, 03/06/06, 

B306140217. 


— 0306140227 Public version of Rev 60 to site emergency plan 
« Consumers Power Co B3/09/09, 2?pp 18044 229. 24X 

Fiche: 90-155, 03/06/06, BP06140217. 


0306200014 Releases public version of revised emergency plan 

FELTON, J M Division of Rules and Record*. 83/06/06 Document 
Management Branch. Ip. 10909.062 24X Fiche* 90-199, 83/06/06, 

0306800014 


—8306200015 Public verilon of Rev 60 to emergency plen, eonsl at ing of 
corractiona to rev record W/030926 Itr ft receipt form. 

« Consomers Power Co 03/05/23 3pp 10909 063 24X 

Fiche, 50-199, 03/06/06, 0306200014. 


0306170318 Forwards Rev 0 to security plan Rev withheld 
(ref 10CFR73.21). 

VANDEWALLE, D J. Consumers Power Co 83/06/09 CRUTCHFIELDi D, 
Operating Reactors Drench 5 2pp 10S02< 314 24X 

Fiche 30-159,03/06/09,8306170218 


0306210173 Forwards detailed scenario for emergency plan exercise 
tcbaduled for 030725-26 

aoRDlNE,T.C Consumers Power Co. 03/06/13, KEPPLER, J. 0. Region 3, 
Offlc. of Director 16pp, 10915.171 24X Fiche 50-195,03/06/13, 

0306210173 


8^06220069 Forwards Region III 030606 Itr to util endorsing FEMA 030516 
Itr to NRC approving State of HI ft local emergency plans, 

OALtO, J, Ilham, Lincoln ft Beal* OALLO, J. Consumers Power Co 
83/06/20 BLOCH, P B. , PARIS, D. H , SHON,F. J Atomic Sofaty and 
Licensing Board Panel, 4pp 10930*150. 24X Fiche, 50-195, 03/06/20, 

8306220069 


0306240289 Forwards response to NRC 830906 ft 09 lira re security ft 
aul tab 1 lity, training ft qualification plana, respective! y. 

Response withheld (lOCFft73. 21). 

VANDEWALLE, D. J. Conaumer* Power Co 83/06/20. CRUTCHFIELD, D 
Operating Reactore Branch 9. 2pp. 10900' 151. 24X 

Fiche* 50-000, 83/06/20, 0306240289. 
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Q Ac/ jud ic«tari| tforrvcpondvncc 


8306010450 Natlcr of uitNdrawal «g coun*«l for Intarvanor* Ic motion 
far •xtoTiRlon to 030701 to nubmlt outstanding documents 
until neu^ counsel obtained Certificate of 6vc end 
8 EMM£Lj H Christn-Merle 03/05/27 3pp 10674312 24X 

Flche 50-1 55i D3/0S/27i 0306010^50 


0306070372 Wlthdraus 030602 motion re crl t leal itg. provlslonellg filed 
bg telex 

a^NEILL.J O^Neilli J 03/05/30 Commist loners tp 10741 299. 
24X Flche 50-1 55 j 03/O5/3Oi 0306070372 


— B306070375 Motion for Commission revieH) of ALAD-725 Exceptions listed 
Spent fuel pool presents unforgiving design unless geometric 
configuration safe 

O'NeiLL. J O'Neill. J 03/06/03 Commissioners 7pp 
10741 300 24 X Flche 50-1 55i G3/05/30i G3060 70372 


0306020339 Motion for leave to respond to Chri sta-Marla. J Mills tc J 
Sier 030317 replg to licensee 030121 response to 020914 
order directing licensee to demonitrate deficiencies re 
imirgencg planning Issues Certificate of Bve end 

COPELAND/ 9 0 Consumers Power Co COpELANOt V 0 Isham/ Lincoln i 
Beale 83/06/01 Atomic 0afetg and Licensing Board Panel Spp 
18693 100 24X Fi c he’ 50-155, 03/06/01 ♦ 8306020339. 


0306070424 Agrees w/Bemmtl 030524 Itr re outstanding emerganeg planning 
issues Issues of bus drivers b accuracy of 09(W rept must be 
resolved 

0 'NEILL/ J 0 'Neill, J. 03/06/01 BLOCH, P B < PAPIS.OH/ 8H0N/F. J> 
Atomic Safetg and Licensing Board Panel. 2pp 18742 103 24X 

Flche 50-155/ 03/06/01/ 0306070424. 


0306080232 Motion to reconsider A8LB 030427 Decision ALAB-725 Concerns 
Include leek of saf etg-related equipment for spent fuel 
cooling/usf of average temp in calculations/ void fraction i 
fuel. 

BlER.J. Chrlsta-Maria 03/06/02. Atomic Bafetg and Licensing 
Appeal Panel. 2pp 10770 230 24X Flche: 50-155, 03/06/02, 

0306000232 


— 0306000235 Advises that motion to reconsider A8LB 030427 Decision 
ALAB'-725 should be corrected to read motion for Commission 
review of A0LB 030427 Decision ALAO-725 

BIER, J A. Christa-Maria. 03/06/06 PALLADINO, N. Commissioners 
Ip 18770.233 24X Flche 50-155/03/06/02,8306000232. 


0306000001 Response to intervenors 030527 motion for extension until 
030701 to file response No filings due from intervenors 
before 630701. Opposes Intervenors filing of addl mail on 
emerganeg planning issues certificate of 8vc end. 

BACHMANN, R. 0 Hearing Branch 1, 03/06/06, Atomic Safety and 

Licensing Board Panel 4pp. 10773*264, 24X Flche. 50-155, 03/06/06, 

0306000001. 


0306150405 Reply opposing Intervenor 030517 motion re util 
mUrepreientatlons Allegations of misconduct wholly 
unf ounded 

OALLO/J. Consumers Power Co QALLO, J Isham, Lincoln 6 Beale 
63/06/09 Atomic Safety and Licensing Board Panel 6pp 
10047 045. 24X Flche 50-155,03/06/09/0306150405. 


—8306150409 Affidavit of DJ VandeWelle In response to intervenor 
allegations of mi irepresentation re util request to expand 
spent fuel storage capacity 

VANDEWALLEi 0 J. Consumers Power Co, 83/06/02 4pp. 10847*051, 
24X Fiche 50-155,03/06/09,0306150405 


— 8306150413 Affidavit of JB Jandovitx juetifylng util plans to inspect 
reactor vessel «/foet in vessel instead of w/fuel removed. 
Certificate of Sve end. 

UANDDVITZ,U 8. Consumers Power Co. 03/06/02 20pp. 10847' 055. 

24X Flche: 50-155, 03/06/09, 0306150405. 


0306170363 Answer opposing Chr Ista-Meria, Mi Us 6 Bier 030602 separeta 
petitions for review of ALAB-725 vacating t remanding 
Lap-02-97. Petitions fail to satisfy Commission riguiatlon 
requiremants 6 stds for review N/Certi f 1 cete of Bvc. 

BACHMANN/ R 0. Hearing Branch 1. GODDARD/ R.O, Hearing Branch 3 
83/06/16 Commissioners. 18pp 10800! 101, 24X 

Flche' 50-155, 03/06/16, 0306170363. 


0306240405 Forwerdi Director's Decision DD-B3-09i denying Christa-Herie, 
J Bier ti J Hills 030516 petition requesting NRC revoke or 
suspend OL, Notice of istuenc# of Director's Decision also 
end. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director. 

03/06/16. CHRIBTA-KARIA Chr Ista-Haria 4pp, 10990.020. y4X 
Fiche: 50-155, 83/06/16, 8306240405 


— 0306240410 Director's Decision DD-83-09 denying Chrlsta-Harla, J Bier tr 
J Mills 830516 petition requesting NRC revoke or suspend 
OL 

DENTON, H R Office of Ngclaar Reactor Regulation, Director. 

83/06/16 5pp 18998 024. 24X FI chs, 50-155, 83/06/16, 0306240405 


— 0306240415 Notice of issuance of Director's Decision DD-83-09, deny Ing 
Chr tsta-Maria, J Bier I, J Mills 830516 petition requesting 
NRC revoke or suspend 0L 

DENTON, H R Office of Nuclear Reactor Regulation, Director 
03/06/16 2pp 10990 029 24X Fiche 50-155,03/06/16,8306240405. 


— 0306240419 Forwards Director's Decision DD-B3-09, denying Chrlste-Mar la, 
J Bier t< J Mills 830516 petition under lOCFRB, 206 requesting 
NRC revoke or suspend OL Notice of issuance of Director's 
Decision also end 

DENTON, H R. Office of Nuclear Reactor Regulation, Director 
83/06/16 BIER/J Affiliation Unknown. 4pp 10990.031. 24X 

Fiche 50-155, 83/06/16, 0306240405. 


— 0306240421 Forwards Director's Oecision DD-G3-09, denying Christa-Heria, 
J Bier It J Hills 030516 petition under 10CFR2. 206 requesting 
NRC revoke or suspend OL, Notice of Issuance of Director's 
Decision also end 

DENTPN, H. R Office of Nuclear Reactor Regulation, Dirictor. 

83/06/16 HILLS, JE Affiliation Unknown 4pp. 10990.042. 84X 

Fiche 50-195,83/06/16,0306240405 


— 0306240422 Discusses H Btmmel 030516 petition under lOCFRB. 206 
requesting revocation or auspension of OL based on allaged 
falsa stataments made during ongoing spent fuel eipenslon 
procaedlngs Petition can be answered quickly 

BURN0, 8 0 Regional Oparatlpns I, Enforcamint Division. 03/06/02. 
DENTON/HR Office of Nuclear Reactor Regulation, Director. Ip. 
18990 053 24X Fichi 50-159,03/06/16,8306240405 


— 8306240423 Requests proceeding under lOCFRS. 206 be instituted to revoke 
or suspend OL until 10-yr Insp at plant conducted w/all 
fuel removed from reactor core. 

GEMMEL/H Antioch School of Law, Nash Ing ton, DC. BCMHEL, H. 
Christa-Hario. 83/05/16 Of flea of Nuclear Reactor Regulation, 

Director 8pp. 18998.054. 24X Fiche; 60-159/ 03/06/16, 8306840405. 


0306820023 Bubmite echedule of target dates for filing docunents I, 
testimony prior to commencemint of resumed hearings. Order of 
issue presentation listed. 

OALLO/J. Isham, Lincoln 6 Oaale. OALLO/J. Consumers Power Co. 
83/06/17. BLOCH, P B , PARIS, 0, H. , SHOW, F. U. Atomic Bafaty and 
Licensing Board Panel 8pp. 10930:809. 24X Pi chf 90-195, 03/06/ 17, 

8306280023. 


6306220105 Response opposing J O'Nain It UA Bier pstition for 
Commission review of ALAB''*729, No important queetion of law 
or policy raised, no error of fact demonstrated It no new 
issues raised. Certificate of 0vc end 

THORNTON, P. Consumers Power Co. THORNTON, P. Isham, Lincoln 6 
Beale. 03/06/17. Commies ionars 7pp 10926:846. 24X 

Fiche 50-155, 03/06/17, 0306220109. 


0306220069 Forwards Region III 030606 Itr to util endorsing FEHA 030516 
Itr to NRG approving State of MI 6 local emergency plans. 

OALLO, J. Isham, Lincoln I, Beale. OALLO, J. ConsuneTS Power Co, 
03/06/20 BLOCH, P.fl., PARI0, D. H , BHON,F. J, Atomic Safety and 
Licensing Board Panel. 4pp. 10930:190. 24X Fiche: 90-199, 83/06/80, 

8306220065 


8306220102 Forwards addl info re structural integrity of concrete in 
spent fuel pool at elevated temps It work papers, "Crack 
Spacing of Two-Way Slab ” 

OALLO, J. Ithami Lincoln i Beale* OALLO, U. Consumers power Co. 
B3/06/20. OLOCH,P, B., PARlGiO. R, SHON,F.U. Atomic Bafaty and 
Licensing Board Panel. 191pp* 18987:019. 84X Fiche: 50-199, 

S3/O6/a0, 0306820102. 


0306230007 Response opposing Intervenor 830517 motion alleging util 
misrepresentation re need to remova fuel from reactor 
vessel prior to inservice inep. A1 legations unsubstantiated. 

OODDARD/R. J. Hearing Branch 3, 03/06/20. Atemlc Safety and 

Licensing Board Panel. 80pp. 10947:098. 24X Flche: 50-195, 83/06/20, 

B306230007, 


—8306230010 Affidavit of DU VandeMaU# re urgency of util request to 
expand fuel storage capability Further delays In liceneing 
proceedings could jeopardiie continued plant operation. 
Certificate of Sve end 

UANDEWALLE, D. J. Consumers Power Co. 03/09/09. Gpp. 18947:112. 
24X Flehe:50-159, 03/06/20, 0306230007. 
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S30&270173 Advlit» of 830607 i 00 »lUt«rv flflhttr alrtroft ov#r 

or in viclnltu <»f f«c 11 i fey. Pv^nt* iwy &• pertlfient feo 
Confeontl*^ ll-D t* •tioclofeeif ui/*lTcroft flyln® In 

• lfe« vlcin-lfev* 

CtM>eUSND< V 0, lihoMf Lincoln tc Bttolo, COf^EUAND* 0 Can«tiM*ri 

Powtr Cp. 03/06/80, BLOCH^P. I PARI9i 0 H » 0HON, F, J. Atomic Safctu 
»i\i Licontlnii Doartf P«n«I. Sjip iG?91r3-47, S4)( 

Fi c fi f r SO- 1 3 St 03/04/80, 8306370 1 73 


03O630OSSS HtMorandum l< ordir danylng Chrivta-Harla 030517 motion r* 
mlcTtprpspntpfelon by llc*n«#t No mlsr ffprOBpnfePtlon* 
accvfrad Parfelpt mvife ftBPrclst -raiferalnfe ao nP raputatlonk 
will bft unduly affacfetd ty fHinga 

BUQCHtP.B. f PARIS, 0 K. j BHONi R. «i. Atomic eafifey and Llcansinfi Baard 
Panal 03/06/84. Chrlkta-Mar la. 3pp 19010' 083 BdK 

FIcha. 90-105, 03/06/841 0306800593, 


8306S90906 RaeomaandB mod* to applicant propoaad tchadulo of targat 
data*.. 

OODDAFDiR J Ktaring Branch 3. 83/06/80. BLOCH, P.B • SHOW, F, *7. , 

PARlSiO.H, Atonic Safafey and Llcanaing Baarri Panal. Ip 19093*819 
a4X Fic ha, 90-159,03/06/88,8306890806. 


— *3306160631 *'Raviaw of OpBrating Eaparienca Hiitory of Dig Rock Point 
Through 1^01 for NRC SEP •' 

CUVWONfR K i MAYStO T. Oak Ridgt National Laboratory KOKIELKA.C, 

SclancB Application!, Inc. ORNL/NBIC-SOS 03/04/30 Office of 
Nuclear Reactor Ragplatlon, Director 178pp 10064 335 34X 

Ftche' 30-155, 03/06/08,8306160635 


0306100187 Rayu a Bt« analpBit of thermal gradient tamporal effect! In 
epant fuel pool atructura to demonstrate consarvatlve 
a tiatemitit, par 030603 maating. Reeponsa naeded prior to 
restart approval. 

CROrCHFlELD, D Operating Raacton Branch 5 03/06/06 

VAN'OENALLE, D J, ContUmar» Power Co llpp 10002 035 84X 

FIcha* 50-195, S3/04/06, 0306100129, 


8306100823 Foruarde Rav 1 to evaluation of SEP Topic V-S, ''RCPD Leakage 
Datactlon,*' raplacing 630535 Bubmlttal. Evaluation provides 
PRA coBt/banafit data concluding that installation of 
addl leak datactlon instrumentation not cost-juBtl f led 
TONER, K A, ConaumarB Pouiar Co 03/06/06. CRUTCHFIELD, D Operating 
Raactora Branch 9, 37pp 18005*146, 84X FIcha, 50-155, 03/06/06, 

0306100322, 


P. Opirating llcanse stage documants Ic correspondenca 


0306010801 Forwards avaluation of SEP Topic Y-S, ^RCPB Laakaga 
Datactlon Sys * Evaluation satlsfiaa 030380 cameiltMent to 
PTovidff detrallad dascriptlon of plant laakaga datactlon sya. 

Tiy^iK. A. Consvaara Powtr Co, 03/09/89. CRUTCHFIELD, D Operating 
Raie tors Branch 9. 36pp. 10672:800. 84X FI eha; 50-199. 93/05/85^ 

9304010861, 


0304010368 Pravidas axplanatlon sf circumstancas surrounding 
cantainaant Intagrated laalt tait rapairs tt justlf icatlon 
for actions tafeaniper 630918 taicon rayuast 

BORDIHEtT. Consumars Power Co. 83/09/29, CRUTCHFIELD, O, Operating 
Rate tors Branch 9. 4pp. 10603:117. S4X Fiche* 90-159, 83/09/39, 
8306010368, 


0306080803 Forwards riv to 601819 rasponsa to NUREQ-0737, Item 1.0.4, 
‘•Ouldetita on Prpcadwrts for Verifying Correct Performance of 
Operating Activities,'* par 821833 Tech Bpec change ra shift 
technical advisor. 

SORDINE, T. C. Coneumari Power Co. 83/09/89 CRUTCHFIELD, D. 
Operating Reactors Branch 9. 8pp. 10690.310, 24X 

F 1 ch a: S<H1 99^ 03/09/89, 0306080303 


8304030823 Application for amend to License DPR-A, changing Tech Specs 
to revise procedure for reactor startup if neutron source 
strength below currently specified min count rata on 
out-of-core nuclear InstruMantation. 

VANOeNALLE,^ J. Consumer t Power Go. 03/09/87. CRUTCHFIELD, D. 
□paratlng Reactors Branch 9. 3pp. 18703:391. 84X 

Fiehe: 50-1 S 5, 03/09/87, 8306030883, 


—0306030230 Propoaad Tech Specs revising groesdura for reactor startup 
if neutron source strength below currently specified min 
count rate an out-of-core nucltar instrumentation, 
a ConBumari Power Co. 83/89/37. Spp, 18703:354. atX 
Fiche: 90-195, 03/09/87, 0306030233. 


8306060117 Raiponds to NAC 030426 0ER for environ qualification of 
safety-related elactrical squipmant requesting reaffirmation 
of justification for continued operation (iKloi 6 info for 
lte«B In NRC Categoriei I, B, 1I,A 6 IV. Addl UCO not required 
TOMER, K. A. Consumere Power Co 03/09/31. CRUTCHFIELD, D. Operating 
Riactors Branch 9. 4pp, 10788:271, 24X Fichei 90-1 59, 63/09/31, 

0306040119. 


0304040144 Informs that Incorporation of model Tech Bpec definition 
of ''aperatle-operebllity'' inappropriate for plant. Existing 
edninislratlys controls nest Intent of model Tech Spec 
definition for eueiUsry eys. 

BORDINE, T.C. Consumers Power Co, 03/05/31. CRUTCHFIELD, D. 
Operating Reactors Branch 5. 8pp. 18719:231, 84X 

Fiche: 90-199,03/09/31,0304040144. 


8306060049 Forwards responses to S6R on BEP Topics 111-4 li lIJ-ll re 
seismic dailgn considerations tr component Integritu, 
rasptctlvaly. Insp recommended to reduce selseilc capacity 
uncertainty. Structural analysis adequeta, 

TONER, K, A, Consumere Power Co 83/06/01. CRUTCHFIELD, D. QperotJng 
®'^3Pf* 10774:833. a4X Ficha: 90-199, 03/04/01# 


8304140489 Forwards *Rfviaw of Operating Eeperlencs History of Big Rod 
Feint Through 1981 for NRC 8EP" Ic responses to utU 830114 
cs Manta on draft rapt transmitted hy NRC 680910 Ur. Rapt 
** ** integrated plant SAR. 

Of*T***r*g Reactors Branch 9. 03/06/02. 

VAWpeMALLE, D. jA Consumers Power Co, 8pp. 16844: 823, a4X 
Fiche: 90-195, 83/06/02, 8304140689. 


0306130051 Forwards revlsad evaluation of RCPB leakage detection sys 
at facility par 0EP Topic V- 5-. Bummer g comment re conformance 
of tys to recomnanda tions of Rag Oulda 1 49 either modified 
or eliminated W/o end. 

TONER, K. A Con*u(ners Power Co. 03/06/06 CRUTCHFIELD, D. Operating 
Reactors Branch 5. 8pp 18884' 849. 24X Fiche, 90-155, 03/06/06, 

0306130091. 


0306100224 Summary of 630909-11 onsite meetings u/util ra expanded BEP 
integrated assasement program 

enCM, R. L, Operating Reactors Branch 9, 03/06/00, Operating 
Reactor* Branch 5. Spp 10007*817. S4X Fiche 50-155,03/06/00, 
0306100824, 


8304150003 Ferwards reeponiae to NRC concerns re 030110 Amend 6 to 
Liesnae DPR-6 covering spent fuel rack addltion.On 030516, 

0ER Identified five ramelnlng unresolved items, Inc luding 
shear key capacity t* affects of crocking on length. 
ffORDlNEiT. C Consumers Fowsr Co 03/06/08 CRUTCHFIELD, D. 
Operating Reactors Branch 9 79pp. 10832:007 84X 

Fiche: 90-199, 03/06/00, 83061S0003 


8304160300 Forwards response to NRC concerns on Amend 8 to License 
OPR-6 re spent fuel rack add 1 tion. Technical justl f Icatlon re 
orthotfoplc plate assumptions 4 transient time provided. 
BORDINE.T, C Consumers Power Co. 03/06/10. CRUTCHFIELD, D. 
Operating Reectore Branch 9, 89pp, 18059:891. S4X 

Fiche: 90-199, 03/06/10, 9306160360 


0304160549 Forwards fine! evaluation of OEP Topic V-9, **RCPB Leaksge 
Detection,” based on review of utU 030529 submittal. 

Evaluation will be basic Input to Integrated safety 
eestssment Tuple complete. 

CflUTCHFIELDiD. Operating Reactors Branch 5. 03/06/13 

VANDENALLE, D. Consumers Powar Co 6pp. 10865' 117. 84X 

Fiche: 50-159,83/04/13, 8304160549 


B304150192 Summary of 030608 meeting w/util k NU8 Corp in BethesdsiHD 
re thermal/etructural analysis of spent fuel pool Effects 
of NRC concerns on analyaes would be Inelgnif Icsnt, 

EHCH,R.L apsrating Reictors Branch 5. 03/06/14. Operating 

Reactors Branch 9 4pp. 18046:324 24X Fiche* 50-1 55, 03/06/14, 

8306150198, 


0306800178 Forward! FR notice of consideration of Iseuance of amend to 
License DPR-6 It proposed no significant haiards 
conelderatlon daternlnati on Ic opportunity for hearing. Amend 
permItB operation w/Exeon M-3 fuel assembliei 
CRUTCHFIELD, D. Operating Reactors Branch 9. 03/06/14 

VANDEHALLE, D. J. Consumers Power Go. 3pp. 1B?03. 109, 84X 

Fiche: SC-159, 83/04/14, 03 D6200 172. 


— 0304200197 FR notice of consideration of issuance of amend to License 
DPR-4 It proposed no significant haxards consideration 
determination ti upportunlfey for hearing Amend permits 
operation w/Eeson H-3 fuel assemblies. 

ORirrCHFlELD, D. Operating Reactors Branch 5. 03/04/14 6pp. 

10903:180. 84X Flcha: 50- 195, 83/06/14, 0304800198. 


8304800830 Forwards evaluation of SEP Topic V-ia A, ‘'Water Purity of 
BUR Primary Coolant. '* Evaluation addresses adequscy of 
condensate treatment syi admini stretlve controls. Rev to 
existing Tech Specs unwarranted 

TONER, K, A. Consumers Power Co. 83/06/14. CRUTCHFIELD, D. Operating 
Reactors Branch 9. 0pp. 10908*388. 24X Fiche: 90-1 09> 03/06/ 14, 

0306800830 
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0306200367 Corrects HRC sells'? Pinal oP util BAR for SEP Topic 
III-4 D rff turbine mletl lati incorporating OE probabilistic 
analysis Final SER should be revised to incorporate listed 
corrections 

TONER, K A Consumers Pouer Co. 63/0^/14 CRUTCHFIELD* D Operating 
Reactors Branch D 8pp 054 e4X Flche 50-155*93/06/14* 

B306200367 


6306230270 Forwards evaluation of 6EP Topic VI-1* "Organic Hatls S* 
Post-Accident Chemistry ” Likelihood of significant stress 
corrosion cracking very low due to low concentrations of 
chlarldes tt acceptable pH level 

TONER, K A Consumers Power Co. 83/06/17. CRUTCHFIELD* D, Operating 
Reactors Branch 5. Spp. 18945 142. 24X Fiche 50-155*63/06/17* 

0306230276 


8306220102 Forwards addl info re structural integrity of concrete in 
spent fuel pool at elevated temps it work papers* "Crack 
Spacing of Two-Hay Slab " 

OALLOf J I sham* Lincoln 1* Beale 0ALL0*J. Consumers Power Co 
63/06/20 DLDCHiP B * PARIS* 0 H * 8HDNj F J Atomic Safety and 
Licensing Board Panel 15ipp. 18927’019 84X Fiche SO-ISS, 

63/06/20* 6306220102 


8306240004 Forwards vendor info rept* "Containment Hater Level 
Monitoring* " in response to 630415 request for addl info re 
NUREO-0737* Items II F 1 4 8* II F 1. 5, "Containment Pressure 
Monitor" S* "Containment Hater Level Monitor " 

BORDIHEiT. C Consumers Power Co. 63/06/20. CRUTCHFIELD* D, 
Operating Reactors Branch 5 16pp 16961.293, 24X 

Fiche 50-155,63/06/20* 8306240004 


0306240139 Requests relief from fulfilling 620930 review df soismtc 
Category I structures per SEP Topic III 7. B to determine if 
differences between structural code utilired for original 
plant design it current criteria 

TONER* K A Consumers Power Co. 63/06/20 CRUTCHFIELD* 0 Operating 
Reactors Branch 5 2pp 18961,067 24X Fiche. 50-155* 63/06/20* 

0306240139. 


8306260559 Forwards documents to assist w/evaluation of 830601 
submittal re integrated assessment of open issues Results of 
primary coolant sys safety relief valve test* in response to 
NUREO-0737* Item II D. 1* provided in gtll 811001 Itr M/o end 
BLANCHARD* D P. CarPl Ina Power it Light Co. 63/06/20 RUBlHiM. NRC 
- No Detailed Affllletion Given 4pp. 19017.310 24X 

Fiche. 50-155* 63/06/20* 6306260559 


G306270125 Requests exemption from 10CFRB0*App J* Section 111. A 6<b) 
requirements* re integrated leak rate testing per 630617 
telcon. 

6aRDINE*T. C. Consumers Power Co 63/06/21 CRUTCHFIELD, D 
Operating Reactors Branch 5, ip 16966; 066 24X 

Fiche 50-155* 63/06/21* 6306870125. 


0306270076 Discusses end PRA evaluations re SEP Topic VI-4i 
"Containment Isolation Sys*" per 630286 commitment Only 
periodic stroke testing of M61V I* periodic leak testing of 
SVC airline check valves cost effective 

TONER* K. A Consumers Power Co. 63/06/22 CRUTCHFIELD* D. Operating 
Reactors Branch 5. 2pp 19013 068, 84 X Fiche. 50-155* 83/06/22* 

8306270076 


—0306270079 "SEP Topic VI-4i Containment Isolation Sys - PRA 
Evaluations. " 

e Consumers Power Co, 63/06/28. 3lpp 19013.090. 84X 

Flche - 50-155* 63/06/22* 0306870076 


Q306270107 Discusses end pRA re SEP Topic III. 5 A, "Evaluation of High 
Energy Line Break Inside Containment for Big Rock Plant*" 
identifying probability of core damage Pipe whip restraints 
it/av jet shields not cost effective, 8EP topic complete 
TONER* K. A Goneumers Power Co. 63/06/22 CRUTCHFIELD, D Operating 
Reactors Branch 5 2pp. 19013 300. 24X Fiche. 50-1 55, 63/06/22, 

0306270107 


—8306270109 "8EP Topic 121-5. A* High Energy Line Break Inside Containment 
“ PRA. " 

* Consumers Power Co 63/06/22. 46pp, 19013.310. 24X 

Fiche' 50-155, 63/06/22* 6306270107. 


6306290391 Forwards justification for 8EP Topics 1 1-3, A, 11-3. B, 
11-3.8.1,11-3 C I* III-3 A* per NRC request. Evaluations 
indicate min eye available to safely ehUt down plant it 
maintain safe shutdown condition. Topics considered complete. 

TONER, K. A Consumers Power Go. 63/06/23. CRUTCHFIELD* D Operating 
Reactors Branch 5. 13pp, 190555 279. 24X Fiche; 50-155* 63/06/23* 

0306290391. 


6306290412 Forwards corrections to PRA evaluations submitted to NRC on 
030331 re 8ER on SEP Topic IX-5* "Ventilation Bys " 

Evaluations address Impact loii of ventilation would have on 
various rooms present cost-benefit analysis of mods, 

TONER, K A consumers Power Co 83/06/23, CRUTCHFIELD* D. Operating 
Reactors Branch 5 20pp 19053' 150. 24X Fiche* 50-155, 63/06/23* 

0306290412 


0306260442 Advises that, based on review of 001219 submittal re 
NUREO-0737. Item tl K 3 21* "Restart of Cor# Bpray it LPCI 
Sys," issue resolved 

CRUTCHFIELD, D Operating Reactors Branch 5. 03/06/27 

VANDEWALLE, 0 J Consumers Power Co 4pp 19020104 34X 

Fiche 50-155, 03/06/27, 6306260442 


6306300027 Forwards safsty evaluation of util rtiponsrs to NRC 761189 
Itr re Generic Item 8-24* "Containment Purglng/Venting 
During Normal Operations " Radiological consequences of 
LQCA during purging acceptable Item closed. 

CRUTCHFIELD, D. Operating Reactors Branch 5 63/06/88. 

VANDEWALLE*D J Consumers Power Co 5pp. 19130.236 24X 

Fiche 50-155,03/06/20,6306300027 


— 6306300034 Bafety evaluation of util responses to NRC 701189 Itr re 
Osneric Itam B-24, "Containment Porging/Ventlng During 
Normal Operations " Issue of purge it vent valve operabilliy 
resolved except for two open items 

e Office of Nuclear Reactor Regulation* Director, 63/06/26. 9pp 
19120’ 243, 24X Fiche: 50-1 55* 63/06/20* 6306300027 


0 Inspection reports* IE Bulletins i correspondence 


0305110456 IE Info Notice 03-32, "Ruptured Am-241 Bources Contained in 
Hell Logging Device.'* Bvc list end. 

TAYLOR, U. H. Division of Bafeguards Ir Inspection Programs (Post 
0301031 63/05/26, Consolidated Edison Co of New York, Inc. 
128pp 16631 043. 24X Fiche’ 50-000* 03/05/86* 6305110456, 


8305110460 IE Info Notice 63-34. "Event Notification Info Horkaheet. " 
Bvc list end 

JORDAN, £ L, Division of Emergency Preparedness b Enginetring 
Response (Post 0301031. 03/05/26 Coniolldaied Edison Co of New 

York* Inc. 115pp. 10732; 0B5. 84X Fiche- 50-000, 83/05/26* 63091 10460. 


6306100226 Forwards IE Insp Rspt 90-155/63-06 on 030425-29. No 
noncompliance noted. 

PAPERIELLQ.C J Region 3* Office of Dlrictar 03/09/86 
D£H1TT*R fi. Consumers Power Co. 2pp. 16605:312. 24X 

Fiche* 50-155* 83/05/26* 0306100226. 


— 8306tO0229 IE Insp Rspt 50-155/63^06 on 630485-20. No noncompl iance 
noted Major arsas inspected- radiation protection program 
including quel If Ications* audits* training* radiation 
protection procedures* exposure control 6 TMI action items, 
LOVENDALE* P. C. * OREOER* L. R Region 3* Office of Director. 

63/05/24 7pp 18805-314. 84X Fiche- 50-155* 03/09/26* 0306100226 


6305110461 IE Info Notice 83-35* "Fuel Movement H/Centrol Rods 
Hlthdrawn at BIrIRs " 8vc list encl, 

JORDAN* E.L Division of Emergency Preparedness N Engineering 
Response (Post 6301031, 03/05/31, Consolidated Edison Co. of New 

York* Inc. 116pp 18732-200. 24X Fiche. 50-000* 63/05/31* 6305110461, 


6306100060 Forwards IE Bafeguards Insp Rept 90-165/63-06 on 630502-09. 
No none omp I lance noted 

MILLER* J.R. Region 3, Office of Director. 83/06/06. DEWITT* R. B. 
Consumers Power Go 2pp. 18802:091 24X FiCh •- 50-195* 03/06/06* 
0306100086 


—8306100093 IE Safeguards Insp Rspt 50-1SS/B3-0B on 030502-09. Ha 
noncompliance noted Major areas Inspsctsd. review of security 
plan S< implementing procedures* security orgenisatlon 
program. Details withheld (ref 10CFR73. 21 > 

CHRieTOFFERi 0. * STAPLETON* B. H. * CREED* J R. Region 3* Office of 
Director 83/06/06. Spp. 18802:093. 24X Fiche 50-155* 63/06/06* 

6306100068 


8306230431 Forwards IE Insp Rept 50-159/83-10 on 630912-13 l< 21-24. No 
noncompliance noted 

LITTLE*W.8 Regions* Office of Director. 63/06/00 D6HITT*6.B. 
Consumers Power Co 2pp 16943.233 24X Fiche- 50-155* 83/06/06* 
6306230431. 


—8306230440 IE Insp Rept 90-155/83-10 on 630512-13 t* 21-24, No 
noncompliance noted. Major areas Inspected: raview of 
Inservice insp procedures* work activities* NDE* personnel 
certifications Ic data. 

HARDtK D * DANIELSON* D H. Region 3, Office of Director. 63/06/09. 
7pp. 16943:235, 24X Fiche: 50-155* 83/06/08, 8306230431 
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83091 104&4 IE Info Notlc« 83-3A> "Impact of Socuritu Prat ti cos on Safe 
OpoTations '■ 8vc Hit anti 

JORDANeE L Division of Emcrponcy Proparodnois t* Englnoering 
R**P 0 Tibo (Po#t 630103) 83/0^/09 Consol idaterf Edison Co of Nau 

York, Inc 119pp 16630 200 243( Etche 50-000,83/06/09.8309110^1*4 


8306170399 Rtspontfi to lE RuUatin 83-03, *’Chtck Valve Failures in Raw 
Water Cooling 8yt of Diisel OenBratorv " Sullafcin not 
applicable to plant since check valve not used at 
f ac i li tg. 

JOHNBONjB 0 ConiiKSers Power Co 63/06/09 KEPPLER*»J 0 Region 3, 
Office of Director 4pp 16691 OOi 24X FI c he' 50-155* 83/06/09, 
6306170399 


B30619021B Discussti results of review o-f relief requests re Inservlce 
tntp naliif granted In part from rsquireme-nts of Bectlon XT 
of ABME Boiler tc Pressure Vessel Code SER end 
CRUTCHFIELD, D Rperatinj Reactors Branch 9 63/06/10 

VANDEWALLE, D, Consuneri Power Co 4pp 10646 OiO 24X 
FI chi 90-195,63/06/10*6306190218 


■0306190222 Safety evaluation granting In part, raquesbs for relief from 
inservlce tnap requlrenents 

* Operating Reactors Branch 5 03/06/10. 16pp 16646 022 24J{ 

Fiche 30-195*83/06/10,9306190210 


030627016*? Forward! IE Insp Rapt 90-195/93-07 on 830509-12 No 
nancampllance noted 

PAPERIELLO, C. J, Begion 3, Office of Director 83/06/10 
OEWiTTiR D Consumere Power Co. 2pp 109-92 010 24K 

F i c h e . 90 - 1 99* 83/06/ 10* 6306S70 1 6? 


—0306270174 IE Intp Rept 50-195/93-07 on 830507-12 No noncompliance 
noteil Major areas Inspected; radloiog ical environ monttorlng 
progran, analytical ineisurenent GC* conf ireiatorg measurementi 
progran U previous Imp iteeii, 

JANUSKA.A 0. « 0E8THANN, h! J * 8CHUMACHER*M 0 Repion 3* Office nf 
Director, 83/06/10. 6pp 19992 012 24X Flehe 90-195, 03/06/10, 

8306270169 


0309110470 IE Info Matlce &3-30i «Def active Meat Sink Adhesive 
Selsnicallg Induced Chatter In Relays tflthln Printed 
Circuit Cards, X 8vc list and 

JORDAN* E L. Division of Emergency Preparedness & Engineering 
Response iPost 830103) 83/06/13. Consolideted Edison Co of New 

Yorki Inc llBpp 18920 829 24X Fiche 50-000*03/06/13*0309110470 


0306090010 IE Info Notice 83-37, "Transfarmer Failure Resulting From 
Degraded Intertial Connection Cables ** Gvc list encj, 

JORdaNiE L, Division of Emergency Preperednets Sc Engineering 
Response iPast 6301031 03/06/13 Consolidated Edison Co of New 

Verfc, Inc 843pp 10921 001 24X Fiche 90-000,03/06/13,0306090010 


8306210099 Act receipt ef Q30S26 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-195/03-04 
0HAFER,H,8. Region 3, Office of Director 03/06/14. DEWITT* R.B. 
CDniuners Power Co. Ip lB9J4d60 24X Fiche 90-195,03/06/14* 
8306210099 


—8306210102 Responds to NRC 030427 Ur re violations noted in IE Insp 
Rept 90-195/83-04 Corrective actions: four pieces of 1/4-lnch 
stainless steel tubing teped in per Procedure 13-3, Rev 39* 

"Natl Control," li valve It HX openings teped closed 
VANDEHALLE, D, J, Consuners Pouer Co 03/05/26. KEPPLER*J 0. 

Region 3, Office of Director, 5pp. 18714:161 B4X 
Fiche: 90-199* 83/06/14, 8306210095. 


0306230512 Requests util remit Class III fee for 701222 application 
requesting relief from certain inservlce insp requirements 
of 10CFR9O. 05e<g ) since review InvnJved consideration af 
single safety tasue 

DI003, R. M. LIcsnea Fee Ma-nsgemant Branch. 03/06/16 
VANDGWALLEj D Tr Consumers Power Co Ip. 10902 044. 24X 

Flchti SD-1S5, 03/06/16*8306230912. 


03051 L0475 IE Infa Notice 83-40, "Need to Environmentally Qualify 
Epoxy Grouts fc Eealtri " 8yc list encJ, 

JORDAN* E.L Dlvltien of Emergency Preparedness li Engineering 
Response (Post 030103) 03/06/22. Consolidated Edison Co, of New 

Vprlt, Inc. llSfp. 19021 177 24X FI che: 90-000, 03/06/82, 03051 10479. 


030511(3477 IE Info Notice 83-41* "Attyatipn af Fire Ouppression Elis 
Causing Inoperability of Safety-Related Equipment " Ovc list 
a-nc 1. 

JORDAN*E L, Division of Emergency Praparedness t( Engineering 
Response (Pest 030103) 83/06/22. Consolidated EtfUon Co, of New 

York, Int. I20pp, 10797.007. 24X FI che: 50-000* 83/06/22* 03091 10477. 


8306270376 Bubmits addl Info ra Generic Ltr 81-03 concerning 
Implementation qf NUnE0-C3)3* " Intargi'anular Stress 
Corrosion Cracllng of Pressure Boundary Piping 6 Safe Ends " 
per 830419 request Inservlce insp program not appropriate 
aonOlNE, T C Consumers Power Co 03/06/22 CRUTCHFIELD, D 
□perating Reactors Branch 5 5pp 10993 308 24X 

Fiche 50-155,03/06/22.0306270376 


8305110479 IE Info Notice 83-42, "Reactor Mode Bwitch Malfunctions," 
0VC list end 

JORDAN, E L Division of Emergency PrepBrednoBi 6 Engineering 
Response (Pest 830103) 03/06/23 Consolidated Edison Co of Nqu 

York, Inc ll6pp 1899 6 242 24H Fiche 50-000, 83/06/23, 83051 1Q479 


0305110403 IE Info Notice 03-43, "Improper Bettings of Intermediate 
Range <IR) High Flui Trip Setpoints " Bve list end 
JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 03/06/24 Consolidated Edison Co of New 

York, Inc 116pp. 19046 29/ a4X Fiche 50-000, 03/06/24, □305110483 


R Periudic operating reports 6 related correspondence 


8306060095 )1onthly operating rept far Nar 1903. W/830406 Ur 
AM8TUrz«8 , HOFFMAN, D P Consumers Power Co 03/04/04 6pp 
1B719!340 24X Ftc he. 50-199, 83/04/04. 0306060095 


8306160966 Monthly operating rept for Apr 1903 W/030503 Ur 
HaFFNAM*D P , AH8TUTZ*6 Consumers Power Co 03/05/09 
Director^ Office* Office of Inspection and Enforcement 5pp 
l8D66i290. 24X Fiche 90-155,03/05/02,0306160566 


8305260226 Revised Table R8D-E-06D listing high, law Sc average 
concentrations for environ moni boring rept for 1988 
submitted 0.30329 

BQRDINEiT C Consumers Power Co 83/05/19 KEPPLER, J 0 Region 3, 
Office of Director 3pp 10625.041 S4X Fiche 50-199,03/05/19, 
0305260226 


8305860265 Correctfd annual environ monitoring rept, 1982, replac ing 
Table R8D-E-06D to correct high* low 8, average concentration 
for highest average sampling location 

0OROINE*T C Consumers Power Co. 03/09/19 KEPPLER, J 0 Region 3, 
Office of Director. 3pp 10626 321 24X Fiche 50-155,03/05/19, 

0309260265 


8 Reportable occurrences* LERs Sc related correspondence 


8306230241 LER 03-001 /03L-0 on 030920, one of two steam drum level 
switches In each protection channel operated below required 
set point of 8 Inches below drum ctr lint Caused by error 
in callbr techniques W/B30617 ltr 

DORDINE, T. C. Consumers Power Co 83/06/17 KEPPLER, J. 0 Region 3, 
Office of Director 2pp 10945.233 24X Fiche’ 50-159, 03/06/17, 

B30623024 1 


B3G6230330 PNO-1 U-03-090 on 830617, u/c ircuit breakers for core spray 
valvis closedicore spray valves opened Appro* 600 gallons 
late water Injected into reactor ves se 1 , raising chloride 
concentration Event not reported within 1 h 

HDLZMeH,M , JACKIW* I Region 3, Office of Director 03/06/17 ip 
18942 274. 24X Fiche 90-155*03/06/17*8306230330. 


T. Hearing transcripts on non-entl trws t matters 


0306090009 Transcript of 030607 telephone conference in Bethesda, HD, 
Fp 2,646-2,609. 

* Atamic BaPety and Licensing Board Panel 03/06/07 41pp 
18793 330. 24X Fic h ». 90-199, 03/06/07, 8306090005. 


DOCKET ao-IS6 UNIV OF W10CDNBIN REBEARCH REACTOR 


F Security* medical, emergency It fire protection plans 


0306060270 Ack receipt of 030909 ltr informing NRC of steps taken to 
correct violations noted In IE Insp rept 

MILLER, JR Region 3, Office of Director. 03/06/01 CABHWELL, R, J. 
Wtscaniln* Univ. of, Madlsnn Ip. 18730:018 24X 

Fiche 50-156, 83/06/01*8306060270. 


—0306060272 Responds to NRC 030504 ltr r# Violations noted in IE insp 
rept, Corrective a c tions, c o-pi es of current eecurity plan 
retrlaved t* destroyed or stamped It stored per iOCFR73 21. 

CASHWELL* R. J. Wisconsin, Unlv. of, Madison. 03/09/09 
MILLER* J.R Region 3, Office of Director ip. 10730 019 D4X 
Fiche' 90-156* 03/06/01 , 8306060270. 
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Q Inipeciion roportsr IE Bulletins correspondence 


930^0^0270 Ack receipt of 930509 Itr informing NRC of steps taken to 
correct violations noted In IE Inep rept 

MILLER, J R Region 3. Office of Director 83/Oi/Ol CASHWELL, R J 
Wisconsin, Unlv of, Madison Ip 19730 018 2<IX 
Fiche S0-1S6. aO/Oi/Ol. 830^060270 


— 0306060272 Responds to NRC 830504 Itr re violations noted in IE insp 
rept, Corrective actions copies of current security plan 
retrieved & destroyed or stamped & stored per 10CFR73 21 
CA9MWELL, R J Wisconsin, Univ of, Madison 83/05/09 
MILLER, J R Region 3, Office of Director Ip 18730 019 24X 

Fiche 50-156,03/06/01,8306060270 


8306270162 Foruards IE Insp Repts 50-154/83-03 S< 70-0134/83-01 on 
030519-20 No nancomp 1 iance noted 

PAPERIELLO, C J Region 3, Office of Director B3/O6/O0 
CAGHWELL, R U Wisconsin, Univ of, Madison 2pp 1B993>026 24X 

Fiche 50-156, 83/06/00, 83068701 62. 


'—0306270167 IE Insp Repts 50-194/83-03 6 70-0134/83-01 on 830519-20. No 
noncompliance noted Major areas inspec ted. rad lati on 
protection 6 raduaste mgt program, i nc luding organization & 
quail f i cations S< logs U records, 

FAUL,R A , 0RE0ER,L R Region 3, Office of Director 03/06/08 
6pp. 18992 028 24X Flcho 50-196,83/06/08,8306270162 


DOCKET 50-157 CORNELL UNIV RESF.ARCif REACTOR 


F Security, medical, emergency 6 fire protection plans 


G30623D23B Forwards proposed physical security plan FMan withheld 
fref 10CFR2 790) 

CLARK, D.D Cornell Unly 63/06/17 TK0MA9, C 0 Btondordi tat Ion k 
Special projects Branch Ip 18949 293 24X Fiche 50-097,83/06/17, 
S306S30238 


0 Inspection reports, IE Bulletins 8, correspondence 


03O614O34B Act receipt of 83091B Ur informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-097/03-01 k 
90-197/83-01. 

8TAR08TECKI,R Division of Project k Resident Programs 63/06/06, 
8TREGTT,W. D Cornell Univ Ip, 18833.011 24X 

Fiche' 90-097,83/06/06, 8306140240 


— 8306140253 Responds to NRC 830421 Ur re violations noted in IE Insp 
Rept 50-157/83-01 Corrective actions TRIOA operations 
audited, insp findings reviewed at safety committee meeting 
k annual audit op tickler file required 

CLARK,D D Cornell Univ 83/05/18, 8TAR08TECKI, R. Division of 
Project k Resident Programs 2pp 18833,012 24X 

Fiche 50-007, 03/06/06, 0306140248 


V Operator Examinations 


B3D614D553 Extends invitation to attend 830627 meeting In King of 
Prussia, PA to discuss transfer of reactor operator liceneing 
function from Bethesda,MD to Region 1 ofc 

8TARDaTECKI,R Division of Project I, Resident Programs 83/06/09. 
6TREETT,WB Cornell Univ 2pp, 18834 206 24X 

Flcho 50-097,83/06/09,8306140553 


DOCKET 90-163 GENERAL ATOMIC CD 


F. Security, medical, emergency Si fire protection plans 


9306280171 Forwards IE Insp Repts 50-009/83-02 Si 50-163/03-02 on 
030909-12 notice of violation Prasent level of resources 
allocated to radiation protection program inadequate. Insp 
frequency will be increased. 

BOOKiH. E Region 9, Office of Director 03/09/27 PARKER, J.W. GA 

Tf chnologlee, Inc /General Atomic Co 2pp 19014,136. 24X 

F 1 c h B . 50-089, 03/05/27, 0306280 J 7 1 


—0306200177 Notice of violation from Insp on 830909-12 

klENSLAM8KI,F. A. Region 5, Office of Director. 63/09/27 Ip. 
L9014 130 24X Fiche 50-089,03/09/27,8306280171. 


— 0306280189 IE Insp Repts 50-089/83-02 Si 50-163/B3-0S on 830509-12 
NoncompHance noted; fai lure to post notice of violation re 
radiological working condi tlons, per 10CFR19 IKe). 

YUHAa,O.P. Region 9, Office of Director. 83/05/27. lOpp 
19014' 137, 24X Fiche; 90-089, 83/09/27, 8306280171. 


6306220240 Forwards request for addl Info re OA Technolog tes, Inc 
research raactor 821102 emergency plan to continue review 
per iOCFR90,App E, Reg Guide 2 6, Rev 1 k AN81/AN8-15 16-1982 
requirements Info requested within 30 days of Itr date 
THDMA9, C O Btandardl xetlon k Bpeclal Projects Branch 03/06/10 
MOWRVi W R GA Technologies, Inc /General Atomic Co 6pp 
18977 026 24X Fiche 90 “0891 83/06/10, 0306220240 


Q Inspection reports, IE Bulletins k correspondence 


8306280171 Forwards IE Insp Repts 50-009/03-02 l« 50-163/63-02 on 
830509-12 Si notice of violation. Present level of resources 
allocated to radiation protection program inadequate Inep 
frequency will be Increased 

BOOK,H E Region 9, Office of Director S3/09/27 PARKER, J. W. OA 
Technologies. Inc /General Atomic Go 2pp 19014 136 24X 

Fiche 50-009,03/05/27,8306280171 


— 0306280177 Notice of violation from Imp on 030509-12, 

WENBLAWSHI.F A. Region 5, Office of Director 63/05/27 Ip, 
19014. 138 24X Fiche. 90-089, 03/05/27, 8306280171, 


—8306280105 IE Insp Repts 50-069/83-02 k 50-163/83-02 on 830509-12. 
Noncompliance noted failure to post ndtlce of violation re 
radiological working conditions, per 10CFR19 IKa), 

YUKAS.G P , WENSLAWGKIiF A , BOOK, H E Region 9, Office of 
Director 83/09/27 lOpp 19014 139 24X Fiche 50-089,03/09/27, 

8306200171, 


DOCKET 50-166 UNIV OF MARYLAND REBEARCH REACTOR 


F Security* medical, emergency Ic fire protection plans 


6306210320 Forwards request for addl info re Univ of MD research 
reactor 821027 emergency plan to continue review per 
10CFR50,App £,Reg Guide 2 6, Rev 1 ti AN8l/ANd- 19. 16-1962 
requiraments Info requested within SO days of Ur date, 

THOMAS. C O Btandardiiation 6 Special Projects Branch 83/06/09 
TOLL.J 0. Maryland, Univ of 5pp 10921' 340. 24X 

Fiche 50-166,83/06/09,8306210320 


DOCKET 50-170 NATIONAL NAVAL MEDICAL CENTER 


E NRC Safety Evaluation Report iSER), supple Ic eorrtepondancc 


0306210378 SAFETY EVALUATION REPORT RELATED TO THE RENEWAL OF THE 
OPERATING LICENSE FOR THE RESEARCH REACTOR AT THE ARMED 
FORCES RADIODIOLOGY REBCARCH INSTITUTE. Docket No. 90-170. 
a Division of Licensing. NUREG-0882 601 63/05/31. lipp. 

Available at NRC. 43.00 18937.261 24X Fiche 90-170,63/09/31, 

0306210376 


G Adjudicatory correspondence 


8306060316 Advises of Citizens for Nuclear Reactor 8afety/l icensee 
agreement to diecontlnue litigation of admissible 
contentlone except emergency plan contention In TRIOA 
reactor proceeding. 

ENTWI8LE,E D Citizens for Nucleer Reactor Safety, Inc. 83/09/23. 
HOYT.H, Atomic Safety and Licensing Board Panal 9pp 16729:163. 
84X Fiche. 50-170, 83/09/23, 8306060316 


0306190391 Forwards lupplemintal BER, NURE0-DB82 re NRC review of 
licensee emergency plan. W/o end, 

BACHMANN.R G Hearing Branch 1, 83/06/10 HOYT, H , HtLL,E, £. , 

SCHINK, D. R Atomic Safety and Licensing Board Panel. ip. 

18647 028 24X Fiche 50-170,83/06/10,8306190391 


8306220096 Ack receipt of 830316 Itr re EIA t< negotiations for 
relicensing of APRRI nuclear reactor li cobalt Irradiation 
facility. Issues re monitoring reaults, oversight coewilttea Ic 
emergency plan should be addressed. 

BCULLiD L , GILCHRIST, C. W. Mont»omery County, MD 83/06/14. 
PALLADINOiN Commissioners. GRIFFITH, H. A. Defense, Dept, of. 
Defense Nuclear Agency. 2pp 18930.025. 24X Fiche' 90-000, 83/06/14, 

8306220056, 


— 8306220063 Responds to 630219 Ur re ongoing license renewal 
proceedings NRC decision not to Issue 018 will be 
reexamined 

PLAINEfH H. Office of the General Counsel. 83/03/16 
GILCHRIST, C W , 8 CULL, 0 L Montgomery County, MD 2pp 
18930:027 24X Fiche. 50-000. 83/06/14, 8306220096 
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DOCKETED ITEMS 


Vh Opirator ExanlnatiCTit 


8^&14MSB Eyfcitiiii Invlia^lon bo atttntf 830^27 mi*tlng in King of 
Prui»l4iPA to <ii»cu<« trantftf of reactor oporator lic»n«iEig 
function froa Bithat'tfai MO to Ragion I ofc. 

erAROSTECHliR. Divlaion of Projact Ct Raslrfant Prograns. B3/0&/09. 
ADCOCK^B.R. Araad Forcat Rad lahiological Raavarch Inaittuta. Cpp. 
IBBQ3XI&0 24X Ficha 50-170, B3/OA/0?. 830^1 4 0& SB 


DOCKET SO- 102 PURJHIE UN IV. RESEARCH REACTOR 


B Raportablf occurrancai, LER« Ic ralatad corracpatidf nca 


B30A230SBS RO’ on 0306141 aialad laurca v/Ru-iOA laat taatad. Raaul t» 
ihowad 0,009 uCi actlvltif ranovad imaar.Bacond taat on 
B30617 ihouad 0. 0001& uCi ramovad. Boirrca raaiovtd from u«a 
BORN, Q. S Purdu* Univ, 03/06/17 SRENlAWSKl, D, Rag I on 3, Of flea 
of Diractor Spp. 18945(217 24X Ficha- 50-182. 83/06/17, D30AS302B2. 


DOCKET 50-193 RHODE IGLAND tc PROVIDENCE PLANTATIONS AEC 


F Baciiritg. madical* amarganeg li flra protection piano 


8306000329 Roiiuaati roota approval for shipment of spent fuel from 
Marraganaatt. RI to Bav^annah River, SC Mods to last routes 
nada to avoid travel through dountawn UesterlgiRI 
DIMEGLIO. A F Rhode Island, State of 83/03/27 HILLMAN, C 
Division of Safeguards Spp 1B7B9 339 24X Fiche 50-193, 63/05/27, 

0306080329 


0306210348 Forward s approved route for transport of spent fuel from 
Marragansett, HI to Savannah River, SC, in response to B30527 
request 

BHERRjT B ffaterlal Transfer Safeguards Licensing Branch 83/06/08 

DIMEGLIO, A. F nhade Island. State of iBpp 18921 343 24X 

Ficha: 90-193, 03/06/00. 9306210348. 


Q Inspection reports, IE Bulletins L correspondtnee 


DOCKET 50-184 NATIONAL BUREAU OF STANDARDS REACTOR 


V Operator Examine t lane 


83G6140192 Extanda invitation to attend S30627 siaatinB in Kinp of 
PrufsiaiPA to discuss transfer of reactor operator 
licenelng function from Betheeda,HD to Region I ofc. 

GTAR08TECKI, R Divlelon of Project l( Rreldant Projreae 83/06/09 
GARTER, R.B Commarea. Dept, of, National Bureau of Standards Spp 
18039' 074. 24X Fiche: 90-1 B4. 83/06/09. 8306140192. 


B30614027B Eitandi invitation to attend 830627 Meeting in King of 
Prussla.PA to dlecuie transfer of reactor oparator licensing 
function froA Bathesda, HD to Region 1 ofc. 

STAROSTECHlpR Division of Project li Resident Programs 83/06/09 
KERR,r. Har gland. Univ. of 8gp 18832? 234, 24X 

Fichti 90-184, 83/06/ 09, 6306140878. 


DOCKET 90-186 UNlV, OF MiaSOVRI RE8EARCH REACTOR 


F Security, aedicalf eaergeney tc fire protection plans 


8306190169 Forwards ghtfslcal security plan. Plan withheld 
(ref 10CFR2,790 tc 10CFR73.aU. 

MCKIBBEMi J. C, j MCOINTy, D. M , BRUOGER, R, Hlseourl, Univ. of, 
Goluatia 83/06/10. THOMPSON, C.O Standerdl latl on tc Gpeelal 
Projects Branch 2gp 10846:009, a4X Fi the: 50-106, B3/06/10. 
03061 SO 165, 


DOCKET 90-180 KANSAS STATE UNIV, RESEARCH REACTOR 
H Oeneral eorrespandance 


B306160289 Advlsei of appolntMent of J Klgglnbotham ai reactor 
supervisor, affective B30601, 

FAHiR.E, Kansas State Univ. 03/06/10 MILLER, J, R. Btandardl xatl on 
te Special Projects Branch. 2pp, 18661:239. 24X 

F i eh e , 9 (Hi Be. 83/06/ 10 , 0306160229 


8306160233 Faruords IE Insp Rapt 50-193/83-01 on 830485-28 L notice of 
violation 

BTAROSTECKl. R Division of Project Sc Resident Programs 03/05/87 
DIME0LI0,AF- Rhode Island S< Providence Plantation 2pp 
18861 309 S4X Ficha 50-193, G3/09/27, G306160838 


— 0306160239 Notice of violation from Insp on 830425-28 

e Region i. Office of Director 83/05/27 Ip 18861 311 24X 

Ficha 90-193. 83/09/27, 8306160230 


•0306160246 IE Tnep Rapt 50-193/83-01 on 830425-28 Noncomp llanct noted 
failure to formally appoint alternate to position of health 
physicist upon temporary vacancy tc to post outside door into 
HX room as high radiation area 

KINNEV, H H , EL8A6SER,T. C Region 1, Office of Director 
03/09/20 9pp 18861 312 24X Fiche 90-193,83/05/27,8306160230 


V Operator Exaiolnatione 


0306140090 Extends Invitation to attend 830627 meeting in King of 
Prutsla,PA to discuss transfer of reactor oparator 
licensing function from Dethesda.MD to Region I ofc 
STARDSTBCKIt R Division of Project 6 Resident Programs 83/06/09 
DIMEGLIO, A, F. Rhode leland, State of 2pp 1683? 107 24X 

Fiche 90-193,83/06/09, 0306140098. 


DOCKET 50-199 MANHATTAN COLLEGE REBEARCH REACTOR 


H. General correspondence 


830628038? Notifies that 0 Kane appointed chief reactor supervisor, 
effective 030702. App ol ntment utlU be noted in license 
rcneual application being prepared 

KANE.R B. Manhattan College. B3/06/2i. BERNARD, H Btandordi xatlon 
Special Projects Branch Ip 19001.361 24X 

Fiche; 50-199, 83/06/21, 03D62BO389 


V. Qperator Exenlnatlons 


WCl^T^O'^92 UNIV. OF TEXAB RESEARCH HBACTOR 

aedicalr emergency 6 fir# protection plans 


8306020702 Forwards requeet far info identified in end emergency plan 
review by 830709. Plan does not currently meet requirements 
of App E to I0CFR50 It guidance criteria set forth in Rev I 
to Reg Guide 2 6 1, AN8I/ANS-18. 16-1902 

THO^.C.a Btendardiiation U Special Projects Drench. 83/09/23. 
KLEIN, U.E. Texas, Untv of, Austin, TX. 7pp. 18716:349, 84X 

Fiche: 90-1 ?2i 83/09 /23, S306020703, ^ ^ 


8306290403 For wds request for addl info re physical security plan 
required by 830709. H/o end 

Special Projects Branch, 83/06/24 
K^IN, D. E. Texas. Univ, oft Austin. TX. Ip. I90S3; 126 24X 

Fiche: 90- 1 92, 63/06/24 , B306290403. 


8306140625 Extends invitation to attend 830627 meeting In King of 
Prussia, PA to discuss transfer of reactor operator 
licensing function from BethosdaiHD to Region I ofc, 

STAROBtECKl. R. Division of Project St Resident Programs 83/06/07 

KANE, n. Manhattan College 2pp, 18842 004 a4X 
Flcho' 90-199, 03/06/09,8306140625 


DOCKET 90-201 WEST VALLEY REPROC EBBING PLANT 
P. Operating license stage documents & correspondence 


0306010094 GEOLOGIC AND HYDROLOGIC REBEARCH AT THE WESTERN NEW YORK 
NUCLEAR SERVICE CENTER, WEST VALLEY, NEW YORK, Annual Report. 

August 1901 - July 1982. 

ALBANE8E, J R. , ANDERSON, 0. L. . DUNNE, LA New Vorh, State of. FIN 
B-6350 NURE0/CR-3a07, B3/03/31 Division of Health, Biting fc 
Waste Henagement 4l4pp Available at NRC *8.50. 10667 304. 24X 

Fiche 50-201. 83/03/31. 0306010094, 


8306150216 Trip rept of site visit to observe test equipment operation 
t< discuss waste mgt techniques w/DOE personnel U Dupont 
Corp.Llst of participants end. 

BPVLE, R. High Level Waste Licensing Management Branch, CLARK, A T. 
NRC No Detailed Affiliation Given 83/05/29 ROUSE, L, C NRC - Re 
Oetalled Affiliation Oivan. DELL, M J High Level Waste Licensing 
Nanagement Branch. 9pp. 18070:036. 24X Fiche: 50-201, 83/05/29, 

8306190216. 
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6306390620 roruiardt "Analgtis of Tsrminal Uasta Form Salactlon for 
Uiti: Vallay Oimonatratlon Projact ’* Rapt diicu»«ia baaia 
for selection Qf bprosilicate glass 

COFFHANiF E EnergV' Dept of 63/06/14 DAMlBi J 0 Office of 
Nuclear Material Safaty U Safeguardii Director 5pp 19047.053 24X 

F i c h » 50-20 1 , ea/06/ 1 4 1 0306290620 


— 6306290626 "Analysis of Terminal Uaste Form Selection for Meat Valley 
Demonstration Project " 

« Energy, Dept of WVDP-100 63/06/14 24pp 19047 057, 24X 

Fi c h e 50-201 1 03/06/ I4i 6306390620 


6306290966 Advises that DOE has selected horoslllcate glass as waste 
form for immoti lirlng West Valley high level wastes 
Appropriate tests of w«stes required 

HANNVM»W H Energy, Dept of 03/06/17 CLARK, A T Advanced Fuel 

U Spent Fuel Licensing Branch Ip 19047 100. 24X 

Flch#! 90-201. 03/06/17, 0306290566 


DOCKET 50-206 0AN ONOFRE NUCLEAR STATION, UNIT 1 


F 0ecurlty, medical, emergency t* fire protection plans 


B306070291 Forwards IE Insp Repts 50-206/03-10,50-361/03-19 & 
50-362/83-17 on 030411-37 <( notice of violation 
BISHOP, T W. Region 5, Office of Director, 63/05/16. PAPAY^L T. 
Southern California Edison Co 2pp 16746 060 24X 

Fiche* 50-206, 03/09/16,8306070251 


—8306070261 IE Insp Repts 50-206/63-10,50-361/63-19 & 50-362/83-17 on 
030411-27 Noneomp liance noted failure to install fully 6-h 
emergency lighting units in accesi/tgreis routes 
BCOWN.K. H Region 5, Office of Director 63/05/11 llpp 
10746 092 24X Fiche. 50-306, 63/05/16, 0306070251 


0306010142 Advises that addl fire protection Tech 0pec changes will be 
submitted as separate amend applicant superseding Proposed 
Change 92 by 630901 Addl fire protection mods in progress 
KRlEOERfR W Bouthern California Edison Co. 63/05/24 
CRUTCHFIELD, D Operating Reactors Branch 5 Ip 10674.044. 24X 

Fiche 50-206, 03/05/24, 6306010142. 


0306160011 Advises that 030323 Rev 9 to physical security plan 
consistent W/iOCPR73 21 provisions U does not decrease plan 
effect! veness. Changes acceptable 

KNIOHTDNrOW. Licensing Branch 3 63/06/06. D2&TCH,R Bouthern 

California Edison Go HOLCOMBE Ban Oitgo Oas 8, Electric Co 3pp. 
16072 146 24X Fiche: 50-206, 03/06/06, 6306160011 


0306260076 Forwards IE Insp Rept 50-206/63-09 on 630323 No 
noneomp liance noted, 

NORDERHAUO, L. Region 5, Office of Director 03/06/07 PAPAViL T 
Bouthern California Edison Co 2pp. 19001.160 24X 

Fiche 50-206, 03/06/07, 6306200076 


—0306200081 IE Insp Rept 50-206/03-09 on 630323. No noncompl lance 
noted Major areas inspected, emergency plan exercise Ic 
associated critiques 

KUNIHIRO, D. M. , 8CHU8TER,M. D Region 9, Office of Director 
83/06/06 9pp 19001 170, 24X Fiche < 90-206, 03/06/07, 8306200076 


6306220291 Responds to 830406 Itr re changes to physical security plen. 
Changes consistent u/10CFR50, 54{p > ft do not decrease 
effectiveness of plan, 

KNIOHTaN.OW Licensing Branch 3 03/06/10 DIETCH, R. Bouthern 

California Edison Co. HOLCOMBE, J C, Ban Diego Oas b Electric Co. 

3pp 16940:344 24X Fiche 50-206,03/06/10^0306220291 


6306220294 Responds to 030323 Itr re Rev 2 to guard training b 
qualification plan Changes consistent W/10CFR90 S4(p> 
provisions b do not decrease effectiveness of plan, 

KNIOHTONi 0. W, Licensing Branch 3. 03/06/10, 01ETCH,R. Bouthern 

California Edison Co HOLCOMBE, J. C. Ban Diego Oas b Electric Go, 
3pp. 16940 312. 24X Fiche 90-206,03/06/10,0306220294. 


0306230520 Responds to 630427 Itr re temporary changes to physical 
security plan Changes consistent U/10CFR50 54<p) 
requirements b acceptable. 

KNIOHTON, 0. W. Licensing Branch 3. 03/06/10. DIETCH.R, Bouthern 

California Edison Co HOLCOMBE, J C. 8an Diego Oas b Electric Co. 
2pp 10954:361. 24X Fiche* 90-206, 83/06/1 0> 8306230920. 


0306230455 Ack receipt b provides evaluation of changes to emergency 
plan Implementing procedures submitted in 821029 b 031103 
Itri. Changes do not decrease effectiveness of emergency 
response planning 

NORDERHAUO, L R, Division of Radiological Bafety b Bafsggards 
Program 83/06/20. BASKIN, K P. Southern California Edison Co. tp 
1 094 1 : 360 24X Fiche* 50-206, 03/06/20, B306230455. 


J Insurance b indemnity information 


6306270172 Forwards Endorsements 95,96 b 97 to NEtlA Policy NF-146, b 
Endorsements 03,84 b 69 to MAELU Policy MF-SB b Endorsement 
3B to NELIA Policy N8'2B2 

ROCCO, J Bouthern California Edison Co 03/06/13 DINITZ, I. 
Antitrust b Economic analyslt Branch (Utility Finance) Bpp 
10991 349. S4X Fiche* 90-206,83/06/13,8306270172. 


P Operating license stage documents b correspondence 


6306070019 Final response to FOIA requeet for documints re currant 
efforts by NRC to upgrade earthquake resistance at 
facility Forwards documents listed in app. Handwritten 
document withheld (ref FOIA Eremptlon 9) 

FELTON, JM Division of Rules and Records 83/04/03. WHAflTON, R. J. 
Ban Diego, Unlv. of. Ban Diego, CA 3pp. 10781:343 24X 

Fiche, 90-206, 03/04/09, 8306070019 


— 0209170474 Forwards 820906 memo u/0yitenatic Evaluation PrdgT«« Branch 
recommendations re seismic reanalgsls program 
DIRCK0, W \l Office of the Executiva Director for Operations. 
02/09/07, PALLADIN0,N J., 0ILIN8KY,V, AHEARNEid. F. 

Commissioners 2pp 18701*392 24X Fiehi: 50-206, B3/C4/0 5, 

8306070019 


— 6206090024 Forwards response to 020618 request for comment* on 
Director's Decision 01-19 denying 10CFR2 206 relief re 
restart b emergency planning 

DIRCK0,W J Office of the Executive Director for Operations. 
62/07/22. AHEARNE,J Commissi oners 6pp 16701:354. 24X 
Fiche 50-206,03/04/05,6306070019 


— 0306070021 Requests meeting to discusr end quastions on &£Cy-02-63 ra 
Director's Decision denying 10CFR2 1206 relief concerning 
interim seismic adequacy. 

AHEARNErJ Commissioners 02/04/20 Office of Policy 
Evaluations 5pp. 10701*347. 84X Fiche* 90-206, 83/04/05, 

0306070019, 


— 0306070020 Approves 8ECY-82-63 re Dirac tor's Decisions 01-19 It 01-SO 
denying request for 10CFR2 206 relief Comments on 9ECY-B2-63 
re misclassif Ication of turbine bldg complex end. 

AHEARNE,J F Commissioners. 02/05/03. CHXLK,8. J. Office af the 
Secretary of the Commission 2pp J 6702' 000, 24X 

Fiche 50-206,63/04/09,6306070019. 


6306060209 Bummary of 830601 meeting w/util re plan for aanagiiig 
retrofit items License amend schedule, w/proposed safety- 
based integrated schedultiwill be submitted on or about 
031115 List of attendee! b handouts end 

PAULSON, W A Operating Reactors Branch 5 03/06/03. Operating 

Reactors Branch 5. 3pp 10771 274. 24X Fi c ha. 50-206, 63/06/ 03t 

0306080209, 


*8306000210 ''Plan for Managing Plant Retrofit. " 

a Bouthern California Edison Co. 03/06/01. 23pp. 10771:277. 

24X Fiche; 90-206,03/06/03,8306000209. 


8306070049 Notification of 030617 meeting w/util in Bethesda,HD to 
discues NRC 030402 request for addl info re seismic 
reanalysls vertical response spectrum. 

PAULBONiM.A Operating Reactors Drench 5. 03/06/06. CRUTCHFIELD, D. 

Operating Reactors Branch 9. 3pp. 18740.056. E4X 
Fiche: 50-206,63/06/06, 0306070049. 


0306130386 Forwards Amend 6 to Topical Rept SCE-l-A, "OA Program, • b 
miscellaneous documents per Final Rule lOCFRSO. 54<a). Rept 
supercedes program described in F8AR, App D, 

DASKINiK. P. Southern Celifornia Ed i eon Co. 03/06/09. HARTINi %l, D. 
Region 5, Office of Director, 3pp. 18021:271. 24X 

Fiche: 50-206, B3/06/09, 8306130306. 


—0306130392 Amend 6 to Topical Rept 8C£^1-A, ■'OA Program. 

e Southern California Edison Go. SCE-l-A A06. 83/04/30. 200pp. 

10021:274. 24X Fiche: 50-206, 03/06/09, 0306130306 


0306140019 Submits description b basic premise for "Plan for Early 
Return to Power'* b "Plan for Managing Plant Retroflf* 
b discusses implementation of each plan. 

DIETCH, R. Bouthern California Edison Co 03/06/10. DENTON, H. 1^, 
Office of Nuclear Reactor Regulation, Director. 3pp. 10630:327. 
24X Fiche; 50-206, 03/06/10, 0306140019 


S306150303 Responds to 030402 request for addl info rt vertical ground 
response spectrum used for SEP Topic IS 1-6, "Beiimlc Deaigm 
Considerations.*' Addl info requirements b actions will be 
determined following meetings W/NRC, 

BABKIN, K.P. Bouthern California Edison Co. 03/06/13 
CRUTCHFIELD, D. Operating Reactors Branch 5. Ip. 16649:203. 24X 

Fiche. 50-206,83/06/13, 0306190303. 
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DOCKETED ITEMS 


6306S001S6 0»lirt>«i«i ACtl«/ttltt» 4««c<iatfld hi/coiitiniiati on uorl ia 
Tt»olvi dlffirancai r»*ult£nj fron SEP Pr«po*«d corra-ctiva 
action* to rvi-olva optn itoni will b> provldad in la*t 
Guarttr o^ i'^3 

fiAQKlN^ K, P doutharn CaHfornia Editnn Co. Q3/0^/lS. 

CKUTCHFIELD^D. Qparatlns Raacton Branch 5 ip. 10903 112. C4X 
F i c h a: 90-20&. 03/06/ 1 3. 0306200196. 


3306220004 Forward* r*l>lacaB*nt Papa 2 Po-r 0 Diatch B3061O Itr r* util 
plant fnr continuation tif work at facilitg. Raplacaaant papa 
auppllad to clarify potiiJilt protltna of intarproiati on dua 
to typographical arrora 

KR|£0^iP U Southarn California Edlaon Co. 33/06/16 
CRUTCHFIELO, D Oparatlng Raactor* Branch 5 2pp iB92B 001. a4X 
FiCha. 90-206« 03/06/164 9306220004. 


B306220O95 Forwards plan for Managing plant ratroflt to assiat in 
raducing capital axpand 1 turat t< to iMprovt capacity fa>ctor. 

NRB concurranca raq.uaitt<r. 

DlETCHfR Southarn California Edison Co. 03/06/17 OENTOK* H, R. 
Offiet of KucLoar Reactor Ragulatipn; Director 26pp 16926 222. 
24K FLchp: 50-206f 33/06/ 1 7i 3306220099. 


3306240203 Forwards "Raaetor Coolant Py«p Rotor 8ai lura/Shaf t Drtak 
Aceidant Analyals*’' in rtaponsa to 320210 ratuadt for addl 
info ra BEP Topic Xf/-?. Environ cansa4‘'»nca analyal* 
unnacasiary. 

KRlEOERiR.H. South trn California Ed i ft on Co. 33/06/17. 
CRUTCHFIELD4D. Dparitlng Raaetors Branch S. Ip 13930. 2S0 24X 

Fi cha: d0-206i 83/06/ i 7, 3306240203 


— 3306240203 "Rsactor Coolant Pump Rotor Sallur a/Bhaf t Braak Accident 
Analvslft. ** 

ELLENBEROER43 < BUCKGURNiT A. Bouthern California Edison Co 
32/03/11, 12pp. 13980 251. 24X Fich a; 50~206« 33/06/174 3306240209. 


8306240175 BuoMiarV of 330617 Meeting w/util U TERA In Batheada.flD re 
NRC 330402 rtitUffftt for addl info re yertieal raanalgsis 
response spactrUM 

PAUI.6m4H>A. Dperatlng Reactors Branch S. 33/06/22. Opsratinfl 
Reactors Branch 9. 4pp 13930:153. 24X Flcha^ 50-206 1 83/06/224 

9306240175. 


8306290419 SubMits add! info re SEP Topic IX-9 Tenp profile analtfsift 
for 4*160 l( 483*vi)it rooMt w/natf ventilation eye to be 
provided prior to startup Addl dc switchgear 6 inverter room 
vantllatinn analyiii forthcoaiinfl 

DABKIN1K.P Eauthern California Edison Co, 83/06/24. 

CRUTCHFIELD; D Dporatlng Reactore Branch S. 8pp. 19053; 171. 24X 

Fi c ha ; 50-206* 33/06/24. 83062904 1 5. 


0306200466 Forwards response to 620303 request far info re as-built 
facility differing from licsneing tasas aseuaed in 
aestiSMant of 3EI> Topic VIMr "Conielnmant Isolation Syo. * 

KRir0ER»fi. H. Southern California Edison Co. 33/06/23. 

CRUTCHFIELD; D, Operating Reactors Branch 5. i7pp 19013:246 24X 

Fiche; 50-206; 33/06/28*3306230466 


0 Ineftetlon reports; lE Bulletins 6 correspondence 


3306160046 PQIA reyuaetron behalf of EE Kent* for records prepared by 
UB govt enpldvees re Alliance for Burvlval^T Carpenter 6/ar 
ongoing NRC investigation of facilities. 

CARFENTERjT. Orange County Alliance far Survival. B3/03/14 
Office of Adninlstretion. ip. 18893:031. 24X Fich a; 50-206* 

03/03/14; 3306160046. 


8306100009 Addl rasponfr to FOIA rayuast far docuaentf dtd BSOIOI ar 
aftar re BALP. Farwardi App A dacuetents Dacuisants alsa 
available in PDft. 

FELTON* J N. Divielon ef Rules end Record t. 83/04/11. CLARK* R. Ran 
Franclaco EiaMlnsr. 3pp. 13315:252 24X Flcfie; 90-000; 83/04/11* 

8306100007 


—8306100014 aubwitf ■cl.*4»**i- s.^- Meetings for 

ar. 02/03/19. 
gulaticmt Director Ip. 
i 100009. 


nators far Reactor 
netora wilt he 
board aeabari 
I a Hlner and. 

82/03/24. Region 
IX 


8306160032 Responds to FOIA requeftt for records prepared by L/8 govt 
emplovees re Alliance for Survival;! Carpenter L/dr ongoing 
NRC Invofltipatlon of facilities Forwards App A documents 
Search for addl docutnents in progress 

FELTON* J M Division of Rules and Records B3/04/J4 CARPEbfTER; T 
Orange County Alliance for Ourvival 2pp 16893 032 24X 

FI Che 90-206; 83/04/14. 8306160052 


8306160197 Responds to FOIA request for documents ro FOIA Request 
82-610, Forward s App A documents Documents 10 6 19(d) 
partially deleted fref FOIA Esemption 6> 

FELTON* J M Division of Rules and Records 83/04/25 GARDE; B P, 
Ooverneient Accountability Project 4pp 10893 125 24X 

Flche 50-206.33/04/2540306160197 


— 8306160200 Foruards FOIA request Rileasabi 1 1 ty determinations Indicate! 
In response Itrs to requester No action required 
FELTON, H Division of Rules and Records 03/03/24 DIETCH* R. 
Southern California Edison Co Ip 18893 129 24X 

Flche 50-206, 83/04/25; 8306160197 


— B306160200 Forwards FOIA request Releasabi 1 i ty determinations indicated 
in response Itrs to requester No action required 
FELTON* J hi Division of Rules and Records 83/03/24 DIETCH. R 
Southern California Edison Co, Ip 18093 1S9 24X 

Flche 50-206*03/04/29.8306160197 


— 8306160209 Requests disclosure determination for listed documents 
subj to FDIA Request 82-618 

CRIHBLEY*D H. Division of Rule* and Records 83/02/07 
ALEXANDER*!. Region S. Office of Director 2pp 1GB93 H8 241 
Flche 50-206,03/04/29*8306160197 


—8306160218 Forwards doeumente re B Oarde FOIA request* on behalf of 
EE Kent; for documents regarding 621120 IE rept "Special NRC 
Insp of San Onofre 1.2 4r 3 (FOlA-e2-610) " N/o end 
FORTUNA, RA Office of Investigation 03/01/24 CARR* J C 
Division of Rules and Records 3pp 16693 150 24X 

Flche SO-206; 63/04/25; 0306160197 


— 8306160223 Request disclosure determination for document originated by 
ofc re FOIA Request 82-618 by noon on 630117 

CARR.J, C. Division of Rules and Records 63/01/12 NILGON; U 
Office of Nuclear Reactor Regulation* Director 2pp 16893 157 
24X Flche 90-206* 83/04/25; 0306160197 


—8306160230 Submits list of Region V Ofc of Investigation File Bertals 
26-42; "eONOS-Al legations Rerhlelding of Piping by EE Kent;" 

Case 5-62-021 Gerlals 1-29 previously provided In response 
to FOIA Request 02-928 

0HACKLETON; 0 C Office of Investigation 83/01/03 FORTUNA*n. A 
Office of Investigation 3pp 16693' 159 24X 

Flche 50-206; 83/04/25; 8306160197 


— 0306160243 Forwards list of documents aveilable at Region V re B Birds 
FOIA Request 82-618 an EE Kent behalf* for documents 
concerning 021 130 IE rept "Opecial NRC Insp of San Onofre 
1*2 li 3 " 

ALEXANDER,!. Regions* Office of Director. 83/12/20 REED, C A. 
Division of Rules and Records 3pp. 16893 162 24X 

Flche 50-206*83/04/25*8306160197 


— 8306160253 Forwards OC Bhackleton 621109 memo transmitting documants 
iUbj to FOIA Request 82-528 Review of Documents 1*2,10 b 19 
by Region V recommended Confidentiality not sought by 
EE Kent 

FdRTUNA;R. A Office of Investigation 82/12/10, CARR* J C, 
Division of Rules and Records. Ip 10893’ 165. 24X 

Flche. 50-206; 03/04/25; 0306160177 


—8306160263 Forwards list of documents responsive to FOIA Request 
02-928 re EE Kent allegations concerning facilities from Oct 
1980 to present. Reg 1 on V not aware of allegation until Oct 
1982 

8HACKLET0M; P. C Region 9. Office of Director. 02/11/07 
FORTUNAiR A Office of Investigation 9pp. 10993 i66 24X 

Flche 30-206; 83/04/25; 83061 AO 1 97 


—8306160276 Requests info responsive to FOIA Request 82-926 for 
documents ra EE Kent allegation concerning facilities from 
Oct 17^ to present be farwarded to Div of Rules It Records 
bu 021116. 

CARR* J. 6. Division of Rules and Records 82/11/04 HIHE* C. 
Director's Office* Office of Inipection end Enforcement 
ALEXANX>ER, I Region 9; Office of Director B0NER8*H Office of 
Inspector Auditor, Ip 10893:171. 24X Flche. 90-206*63/04/25* 

8306160197. 


—0306160281 Forwards list of documents reaponslve to FOIA Raqueet B2-52fl 
re EE Kent allegations concerning facilities from Oct i780 
to present* per 021J’O4 memo. Related Info end. 

CNOELKENiR H. Region 5, Office of Director. 82/1 i/17. CARR*J. C. 
Divisibn of Rules end Rscords 9pp. 19893.174, 24X 

Flche’ 90-206* 83/04/25* B306J 60197, 



DOCKETED ITEMS 


— 8306160301 Furuards FOIA Rirquost 0S~61B for documents rs 821130 IE rept 
**Bpecial NRC Insp of 9an Onofre 1«2 & 3 ’* Docutnonts 
responsive to request should bo forwarded to Div of Rules 8c 
Records by 030104 

CARRi J C Division of Rules and Recurds 82/12/22 FORTUNAr R 
Office of Inspoctor Auditor ALEXANDER* I Region 9* Office of 
Director Ip IQB93 195 24X Ficho 30-206.83/04/25,0306160197 


8306160070 Addl responso to FQIA request far records prepared by US 
govt employees re Alliance fpr Qurvival. T Carpenter 8(/or 
ongoing NRC investigation of facilities IE Insp Repts 
9O**2O6/02«3I, S0-361/B2-31 8. 50-362/02-27 available in PDR 
FELTON. U M Division of Rules and Records 83/04/28 CARPENTER,? 
□range County Alliance for Survival 2pp 18892 338 24X 

Ficho 90-206.83/04/28.0306160070 


B306070240 Forwards IE Insp Repts 3O'2O6/03~13. 50-361 /B3-21 tc 
30-362/83-19 On 830401-29 No none ompl lance noted 
BISHOP. T N Region 5, Office of Director 83/03/13 PAP AY. L T 

Southern California Edison Co 2pp 18746 047 24X 

Ficho 50-206.83/03/13.0306070240 


--8306070244 IE Insp Repts 50-206/03-13,50-361/83-21 fc 50-362/D3-19 on 
830401-29 No none omp 1 i anc e noted Major oroas inspected plant 
operations during long’-term shutdoien, monthly maint & 
surveUlanca activities k LCRs 

MILLER. L , KIRSCH, D F Region 5. Office of Director 63/09/12 
0pp 18746 049 24X Ficho 50-206,83/05/13.0306070240 


0306070333 Forwards IE Insp Repla 50-206/83-00,50-361/03-17 «. 
90-362/83-20 on 030329-0406 No npneoflip J iance noted 
BOOK. H E Region S, Office of Director 03/09/13 PAPAV.L T. 
Southern Cellfornia Edison Co 2pp 10741 077 24X 

Fiche 50-206.83/05/13,6306070333 


—0306070339 IE Insp Repts 50-206/03-00,50-361/03-17 & 50-362/03-80 on 
030329-0406 No noTicojnpl lence noted Major areas inspected lab 
OA program) inc 1 ud ing independent confirmatory measurements 
re Region */ mobile lab 

HAMADA, 0 H. . TCMPUE, 0 d . GARCIA, E Region 9. Office of Director 
03/09/12 lOpp 18741 079 24X Ficho 50-206,83/05/13,8306070333 


B306070S51 Forwards IE Insp Repts 50-206/83-10,50-361/03-19 *, 
50-362/83-17 on 030411-27 *< notice of violation 
BISHOP, T W Rfifllon 5, Office of Director 83/05/16 PAPAY, L T. 
Southern California Edison Co 2pp, JB746. 088 84X 

F i ch e 50-206, 63/05/ 1 6. 0306070251 


—0306070295 Notice of Violation from insp on 030411-27 

KIRSCH, D F. Region 5. Office of Director 03/05/16 2pp 
10746 090 24X Flche 50-206, 83/09/16. 8306070251 


—8306070261 IE Insp Repts 50-206/03-10,50-361/03-19 S< 50-36S/03-17 on 
830411-27 Noncomp 1 iance noted failure to install fully 0-h 
emergency lighting units in access/egress routes 
BCOWNiK M , K1R3CH, D F Region 5, Qffico of Director 03/05/il 
llpp 10746 092 24X Flche 50-206, 83/05/16, 8306070251 


8305110458 IE Info Notice 63-32, “Ruptured Am-241 Sources Contained in 
Uell Logging Device “ Sve list end 

TAYLOR, J M Division of Safeguards 8< Inspection Programs (Post 
8301031 03/05/26 Consolidated Edison Co of New York, Inc 
I25pp 18831 043. 24X Flche 50-000,03/05/26,8305110458 


6309110460 IE Info Notice 03-34, “Event NDtlfleation Info Worksheet 
8vc list end 

JORDAN. E L Division of Emergency Preparedness 8< Engineering 
Response (Post 830103), 03/05/26 Consolidated Edison Co of New 

York, int llSpp 10732.005 24X Flche 50-000, 83/05/26, 0305110460 


6309110461 IE Info Notice 83-35, “Fuel Movement W/ControJ Rods 
(Withdrawn at BWRs “ 8vc list encl 

JORDAN, E L Division of Emergency Preparedness << Engineering 
Response (Post 030103) 03/05/31 Consolidated Edison Co. of New 

York, Inc ll6pp 18732 208 24X Flche 50-000. 83/09/31 , 8309110461 


6306100111 Responds to IE Bulletin 83-03 re testing of check valves in 
diesel generator cooling water sys Fpur check valves will be 
Included In irtservice testing program. W/two overslie 
drawings Aperture cards are available in PDR 

HAYNES, J 0 Qoufchern California Edison Co. 83/06/07. MARTIN, J 0 
Region 9. Office of Director 3pp. 18001 259 24X 

F iche. 50-206, 83/06/07, 0306100111. 


6306280076 Forwards lE Insp Rapt 50-206/83-09 on 830323. No 
noneomp 1 iance noted. 

NORDERHAUO, L. Region 5, Office of Director 83/06/07. PAPAY, L T. 
Southern California Edison Co, 2pp, 19001.168 24X 

Flche. 50-206. 83/06/07. 0306200076. 


—0306200081 IE Insp Rapt 50-206/83-09 on 030323 No noneomp 11 anc e 
noted Major areas inspected emergency plan exereie# ti 
associated critiques 

KUNIHino, D M , QCHUSTER.M D Rogiun 5, Off ice pf Director 
03/06/06 5pp 19001 170 24X Flche 50-206,83/06/07.8306280076 


8305110464 IE Info Notice 83-36, “Impact of Security Practices an 8«fa 
Operations " Sve list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 03/06/09 Consolidated Edison Co^ Df New 

York. Inc ll9pp 18030 200 24X Flche 90-000,03/06/09.0305110464. 


8309110470 IE Info Notice 03-38, “Defective Heat Dink Adhesive b 
Seismically Induced Chatter in Relays Within Printed 
Circuit Cards, " Sve list end 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 83/06/13 Consolidated Edison Co, of New 

York, Inc ilBpp 18920 225 24X Fiche 90-000,83/06/13.0305110470. 


0306090010 IE Info Notice 03-*37, “Transformer Failure Resulting From 
Degraded Internal Connection Cables. “ 8vc list end 
JORDAN, E. L Division of Emergency Preparednest 6 Engineering 
Response (Post 830103) 03/06/13 Consolidated Edison Co, of New 

York, Inc 243pp 18921' 00 1 24X Flche 90-000,03/06/13,8306090010 


8306200477 Parwardt IE Insp Rept 90-206/83-19 on 030502-31, No 
noncompUance noted 

BISHOP, rW Region 5, Office of Director 83/06/14 PAPAY, L T 
Bouthern California Edison Go 2pp 19020 119 24X 

Fiche 50-206,83/06/14, 0306280477 


— 0306280480 IE Insp Rept 50-^206/83-19 on 830902-31. No noncompl lance 
noted Major areas Inspected, plant operations during long- 
term shutdownimonthly malnt b turvei 1 lance activities. LERs 
b previous Insp items 

MILLER. L . KIRSCH, D F Region 9. Office of Director. 83/06/14 
6pp 19020 121 24X Fiche 90’'2O6, 03/06/14. 8306280477. 


8309110479 IE Info Notice 03-40, “Need to Environmentally Qualify 
Epoxy Grouts b Beelers “ Sve list end 

JORDAN, E L Division of Emergency Preparedneti b Engineering 
Response (Post 030103) 83/06/22 Consolidated Edison Co of New 

York, Inc 115pp 19021 179, 24X Flche 50-000, 83/06/22, 0309110475. 


8305110477 IE Info Notice 83-41, “Actuetlon of Fire Buppreiilon Stfi 
Causing Inoperability of Safety-Related Equipment “ 8vc list 
end 

JORDAN, E.L Division of Emergency Preperedntfs b Engineering 
Response (Poet 830103) 03/06/22 Consolidated Edison Co of New 

York, Inc I20pp 18997 007 24X Fiche 50-000,03/06/22,0309110477 


8305110479 IE Info Nobles 03-42, “Reactor Hods Switch HilfunctiPtia. " 
Sve list end 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 03/06/23 Consolidated Edison Go of New 

York, Inc ll6pp 18996 242 24X Fiche 50-000, 83/06/23. 83091 10479 


8305110483 IE Info Notice 03-43. “Improper Bettings of Intermediate 
Range (IR) High Flu* Trip Oetpolnts “ Sve list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 03/06/24 Consol Idatsd Edison Co of New 

York, Inc 116pp 19046 297 24X Flc he* 50-000, 03/06/24, 83051 10403 


R Periodic operating reports b related « orrstpondsnee 


8306160455 Monthly operating rept for Apr 1983. W/e305l3 Itr 

apEER,M. , RAY,H B Southern California Edison Co 03/09/13. 6pp, 
18863 088. 24X Flch e‘ 90-206, 83/05/13, 8306160455. 


U Gongresslanal/Executive Correspondence 


8211160965 Forwardi Community Energy Action Network 821010 Itr b 
Loe Angeles Times article re potuntiek problem u/welds at 
facilities 

CRANSTON, A 8enate 82/10/29 KRAMMERER, C Office of 
Congressional Affairs, 3pp 18093 056. 24X Flche* 50-206, 83/04/14. 

0306160052 


DOCKET 50-208 COLUMBIA UNIV RESEARCH REACTOR 


Q Inspection reports, IE Bulletins b correspondence 


8306090010 IE Info Notice 03-37, “Transformer Failure Resulting From 
Degraded Internal Connection Cebles “ Sve lift and. 

JORDAN, E.U Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/06/13 Cansolidetsd Edison Co of New 

York, Inc. 243pp 1B921 001 24X Flche 50-000,83/06/13.8306090010. 
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DocKrr 9o-ai3 haodam heck plant 

F Sscuplty* M^rgincvi *t ftr^ protection plan* 


a30&l&OOS3 Wev 5 to Ewargancy plan I«pl««»ntlng Proctiloro EPIP 1 5-B 
"Eflitrgancy Optration* FaciUiy (EOFJi Ewarganc^ RarfioLoglcaX 
flwrvaya. " 

CLOSIUBfO J. Connecticut Yantaa Atoailc Power Co e3/04/20 I6pp. 
1 1 , 204. a43C Pi c h • 50-2 1 3, Q3/04/20. B3061 60033 


8306010303 Forward a IE Imp Rapt 80-213/03-11 on 030422-24 No 
noficojap lianca noted, 

MARTINiT T Olvlalon af Engineer ing *« Technical Prograna 03/05/17 
CCX/NSIL. W 0 Connecticut Yankee Atomic Pourer Co 2pp 10672 333 
24X F i c h e. 30-a 13. 03/0 3/ 1 7, 0306010303 


— 030601030& IE Inap R«pt 30-213/03"! I on 830422-24 No noncoap 1 lance 
noted Hajor areae impacted Itcenerd annual emergency 
full-acale exerclf* performed on 830423 

BMITHjR H. Region 1. Office of Blrectar CROCKERiW W Divlelon 
of EnglneerlTiff 1. Technical Projreme. 03/05/12, 6pp 18672.334 
24X FI c h e : 50-213p 03/03/ 17 . B30&0 10303 


0306130334 Releatec public vereion of revlied emergency plen 
Indleaenilng procedurei 

FELTON. J.N. Divlelon of Rolee and Record e. 03/06/06. Docwaient 
Kanageaent Branch Ip 10060 200 24X FI c he: 80-813. 03/06/06, 

8306150334 


—6306150338 Farwarde public varaion of ravleed emergency plan 
Implementing procedurei, Inc ludlng proceduree EPIP I 5-10 re 
offeite emergency radiolDgical iurvaye«EPiP 1,3-20 re 
reentry 6 recovery i EPIP 1 S-OO re chemletry technician. 
CQUNSIL.M. 0> Connecticut Yankee Atomic Power Co 03/04/22 
CISENNVTj 2 0 Civilian of Llceneing. Ip 10868’ 201. 24X 

Flche: 80-213 a 03/06/06, 8306150334. 


— 8306130341 Public vereion of revlted emergency plan implementing 
prdeeduree. Including Procedurei EPIP 1 S-IO re apfelte 
emergency radiological atirveyi-. EPIP 1 9-20 re reentry 6 
recovery It B*IP 1,3-30 re cbemiatry technician, 
a Connecticut Yankee Atomic Power Co 63/04/00 Eie£NNUT»D 0 
Divlelon of Licencing. 65pp 10060:262. 24X 

Flrhe. 50-213/ 03/O6/O6i 6306150334. 


8306330072 Rcltaiee public veriion of reviled emergency plan 
implementing praceduret, 

FELTON, J H Divlelon of Rule* and Recorde, 83/06/06 Document 
Nanagiment Branch ip. 18951:133, 24XFIcht. 30-2 1 3, 03/06/06, 
0306230092 


— 8306230100 per ward a fnirgenty plan implementing procedure!, including 
Proceduree EPIP 1.5-4 re alert. EPIP 1.3-8 re eite area 
emergency k EPIP L 5-6 re general emergency, 

C6UN8IL,H.O. Connecticut Yankee Atomic Power Qo, 03/05/09 
Divlelon of Lieenelng. 2p 16951.136, 24X Fiche: 50-213, 03/06/06. 

8306230098. 


—8306230102 Public veriion cf reviled emergency plan implementing 
proceduree, including Proceduree EPIP 1,5-4 re alertiEPIP 
1.5-5 pf lite area emergency 1. EPIP 1-5-6 re general 
emergency. 

e Connecticut Yankee Atomic Power Co. 03/04/20. 177pp. 

10951' 130 24X Fic he: 90-213, 03/06/06,8306330092 


8306230426 Forward.* aafiguarde contingincy p Ian, Plan wltbiheld, 
COUNSlLiM, 0. Connecticut Yantee Atoeilc Power Co. 63/06/00 
Cfflca of Nuclear Reactor Regulation, Director 2gp. 10943.209 
34X Flchi: 80-213, 03/06/00. 6306230486. 


8306200204 Forwardi IE Imp Rept 50-213/03-10 on 030411-15 ti 19-21. No 
nencompllance noted, 

nARTIN, T. T Diviilon of Engineering 6 Technical Programe. 03/06/13, 
COUNRIL.N 0 Connecticut Yankee Atomic Power Co. 2pp, 19014: 166 
34X Flche’ 90-213 . 03/06/ i 3, 0306200304. 


—0306280210 IE Imp Rept 50-213/03-10 on 030411-13 t, 19-21. No 
neneompUance noted, flajar areae Inapacted; fal low up nf 
emargency preparedneie itemi from prior appraleal performed 
811109-20 detailed In IE tnip Rept 50-213/01-14. 

8HtTH>R.H. , CROCKER, H R. Regien 1, Office of Director. 03/06/09. 
lOpp 19014:166, 24X FI chei 50-213,03/06/13, 0306200204. 


H Oeneral correepondence 


0306060090 Request B rev to ''cc'' distribution list for NRR 
currespondsne e reflecting poeltion & title changos within 
utils 

COONSIL.N 0 Connecticut Yankee Atomic Power Co COUNSILi W O. 
Northeait Utilities CDUN3IL. N O Northeast Nuclear Energy Co. 
isubs ttf Northeaet UtiliticBl 03/03/31 CLARK, R A Operating 
Reactors Branch 3 CRUTCHFIELD, D Operating Reactors Branch 3 
3pp 10719 360 24X Flche 30-000.83/05/31.0306060090 


O Advisory Coitimitte* an Reactor Safeguards reports 6 correspondence 


0306200153 Hinutes of ACR0 Bubcnnimi ttee an SEP on Haddani Neck Nuclear 
Plant 830407 meeting in Nash Ington, DC re integrated plant 
safety assessment Proposed agenda t, attendance list end 
# ACRB - Advisory Committee on Reactor Safeguards 03/03/14 
ACR9 - Advisory Committee on Deactor Safeguards 14pp 10909 ISO, 
24X Ficha 50-213, 03/05/ 1 4, 0306200153 


0306020095 Discusses ACRS 277th meeting on 030512-14 re results of 
Phase II of 8EF as applied to facility Issue re protection 
against eitreme external events requires resolution 
EDER80LE. J € ACR0 - Advisory Committee on Reactor Bafeguardi 
63/08/17 PALLADiNOiNJ Commissioners 3pp 1O7O1'203 24X 

Fi Che: 80-213, 03/05/ 17. 9306020095 


03O615O49D Advises that NRC will revise draft integrated plant 8AR 
reflecting addl Info provided by licensee, respond Ing to 
rscommendati ons 9, comments made by NRC consultants 6 
incorporating licensee scheduler commitment! 

DIRCKBjU J Office of the Executive Director for Operations 
03/06/00 EBERSOLEi vf C ACRB - Advisory Committee on Reactor 
Safeguards 4pp 10054 150. 24X Flche 50-213,03/06/08,8306150490 


— 0306010200 eummarliB# ACR8 277th meeting on 030518-14 re SEP review of 
plant Severel Isaues re protection against extreme external 
•vents unresolved 

ERER90LE. J. C ACRB - Advla-ory Committee on Reactor Safeguards 
03/05/17 PALLADINO, N J. Commlsii onen 3pp 100S4 161 24 X 

Fiche 50-213,03/06/08, 0306150490 


P. Operating li-cenae stage dpeuments 6 correspondence 


8306010340 Forwards fiev 13 to corporate organliatlon for nuclear 
Incldenta procedures manual table of cantenti 6 Rev 3 
to CONI 4 02, **0ra-CBll Kanagar of Radiological Consequence 
A«a«ssaant, Responsl b L ti t las Oeneral Ouidelines •' W/o end 

C0UN8IL, W 0 » 6EAR0, C F. Connecticut Yankee Atomic Power Co, 
COUNSILrN 0 Northeast Nuclear Energy Go (subs of Northeast 
Utilities), 03/05/ia EI0ENHUT, D 0. Division of Licensing Ip 
10602.271, 24X Fiche- 80-000, 33/05/18,0306010340 


8306D6D243 Forwards "Environ Qualification of Safety-Related Electrical 
Equlpmanfci •' par lOCFfiSO 49 Info respond* to 021213 BER items 
re Idetiti ficatlon of equipment I, preventive maint programs 6 
030404 Ur 

COUNSILj II 0 . BEARBaC F Connecticut Yankee Atomic Power Co 

03/00/20 ElBENHUTrD O Division of Licensing Q6pp 10718 045 

24X Flche 50-213,03/05/20,0306060243 


8306060207 Notifies that Apr 1983 rept, "8ha king -Tab le Testing for 
Seismic Evaluation of Electrical Raceway Sys. *' applicable to 
facilities for BEP Topic 111-6 re seismic design NUREO-0024 
1( NUREO-D026 commitments partially satisfied. 

COUNaiL,N 0. Northeast Nuclear Energy Co (subs, of Northeast 
Utilities) COUNBiLrN Q Connecticut Yankee Atomic Power Co, 
COUNSlLrU O, Northeast Utilities, 83/05/26 CRUTCHFIELD, D 
Operating Reactors Branch 3, ip 10727 293 24X 

Fleha 50-000> 03/03/26, 0306060207. 


0306100114 Forwards listing of scheduled completion dates for 6EP 
integrated assessment open issues requiring addl action by 
util. Each issue resolution documented in draft NUREO-0026 
Topic VI-7 C. I resolution outlined 

CQIIN0IL, N. 0. Connecticut Yankee Atomic Power Co. 03/06/02, 
CRUTCHFIELD, D Operating Rise ton Branch 3. 15pp 10602,106 24X 

Fiche- 30-213. 03/06/02, 6306J001 14. 


0306170231 Confirms applicability of Rev 2 to Westlnghouse NCAP-9556, 
"Nechanlsttc Fracture Evaluation of Reactor Coolant Pipe 
Containing Postulated Circumferential Through Nell Crack *' 

Results still valid since loads below values used in rept 
C0UNQIL,N, Q. Connecticut Yank** Atomic Power Co. 83/06/00. 
CIRUTCHFIELD^D Operating Reactors Branch 3. Ip 10082:325. 24X 

Fiche. 80-213^ 03/06/00. 0306170231 


0306160412 Foriaards draft Rev 5 tu "QA Program Topical Rept " 
C0UN8|L,N. O. Northeast LltilltlaB Service Co. COONSiLi N 0. 
Northeast Utilities 03/06/09, HURLEY. T E Region Office of 
Director. 6pp. 10089 090. 24X Flche: 50-000. 03/06/09, 8306160412, 
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--8306160424 Draft Rev 9 tp "OA Program Topital R«pt *' 

* Northeast Utilities 03/06/09 13Spp 18859.096 a4X 
fiche 30-000» 03/06/09,0306160412 


8306240200 Forufardi listed revs to Corporate Qrganlxatlon for Nuclear 
Incidents procedure manual, per Section 9 of App £ to 
LOCFR90. M/o end 

OOUNOILiN 0 Connecticut Yankee Atomic Power Co COUNBIL, U 0 
Northeast Nuclear Energy (subs of Northeast Utilities! 

CQUNSILiW 0 Northeast Utilities 83/06/17 EISENHUT, 0 0 
Division of Licensing 2pp 18900 263 24X Piche 50-000,83/06/17, 

8306240200 


0306270318 Notification of 030707 meeting w/utils in Sethssda.HD to 
discuss NULAP-5 6 PRAPCON-2 computer programs used in 
licensee small break LOCA analyses 

E8ICK80N,P Operating Reactors Branch 5 83/06/34. CRUTCHFIELD, D 

Operating Reactors Branch 5 2pp 18994 039 24X 

FichS 30-213,83/06/24,8306270318 


a Inspection roportsi IE Bulletins & eorrespondsnce 


8306010303 Forurarda IB Insp Rspt 50-213/03-11 on 830432-24 No 
noncoinp 1 lance noted 

MARTIN,! T Division of Engineering *< Technical Programs 03/05/17 
COUNQIL/W 0 Connecticut Yankse Atomic Power Co. 2pp 1B672' 332 
24X Flche! 50-213,83/05/17,0306010303 


—8306010306 IE Insp Rept 50-213/83-11 on B30432--24 No noncomp 1 lance 
noted Major areas Inspected licensee annual emergency 
full-scale exercise performed on 830423 

BMITH, R H Region 1, Office of Director CROCKERiH N. Division 
of Engineering 6 Technical Programs G3/05/12 6pp 18672.334 
24X Fiche 50-213, 83/03/17, 0306010303 


8305110438 IE Info Notice 83-32, "Ruptured Am-241 Sources Contained in 
Nell Logging Device " 8vc list end 

TAVLOR, J M Division of Safeguards & Inspection Programs IPost 
830103! 83/05/26 Consolidated Edison Co of New York, Inc 
125pp 10831 043 24X Fiche 50-000,03/05/26,0303110458 


8305110460 IE Info Notice 03-34, "Event Notification Info Worksheet." 
Bvc list end 

JORDAN, E, L Division of Bmergsncg Preparedness It Engineering 
Response (Post 830103! 03/05/26 Consolidated Edison Co, of Naw 

York, Inc ilSpp. 18732 085 24X Fiche 50-000, 83/05/26, 83051 10460. 


8305110461 IE Info Notice 83-35, "Fuel Movement W/Control Rods 
Withdrawn at BWRs " 8vc list end 

JORDAN, E L. Division of Emergency Preparedness If Engineering 
Response <Post 030103! 83/05/31 Consolidated Edison Co of New 

York, Inc 116pp 18732 200 24X Fiche; 50-000, 83/05/31, 8305110461 


B306170391 Responds to IE Bulletin 83-03, "Chech Waive Failures In Raw 
Water Cooling 8yt of Diesel Oenerators " No check valves 
installed in loop of piping to diesel generators from svc 
water piping, 

COUNSILtW. 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities!. COUNSILiW.O Connecticut Yankee Atomic Powsr Co. 
C0UNGrL,W. 0. Northeast utilities 03/05/31 HURLEY, TE Region 1, 
Office of Director 3pp, 10000.240. 24X Fiche: 50-000, 03/05/31, 

8306170391. 


S3062I009G Forwards IE Insp Rept 50-213/03-14 on 030509-13. No 
noncompliance noted. 

HARTINj T T, Division of Engineering fc Technical Programs 03/06/07. 

COUNSIL, W 0. Connecticut Yankee Atomic Power Co 2pp, 189t4‘ 140 
24 K FI c h e 50-2 1 3, 83/06 /07, 03062 1 0098 


0306210103 IE Insp Rept 50-213/03-14 on 830509-13. No noncompl lance 

noted. Major areas inspected* post-refueling startup testing 
including control rod drop times, cri tlcal boron 
concentration, control rod worth it boron worth. 

PETRONE, C D , BETTENHAUSEN, L. Region 1, Office of Director. 
03/06/02. 8pp. 10914:142. 24X Fiche 50-213, 83/06/07, B3062I0098. 


B305110464 IE Info Notice 63-36, "Impact of eacurity Practices on Bafe 
Operations '■ Svc list end, 

JORDAN, E, L Division of Emergency Preparedness tt Engineering 
Response (Post 830103!. 83/06/09. Coneolldated Ed lion Co of New 

York* Inc 119pp. 18B30!280. 24 X Fiche. 50-000, 03/06/09, 8305110464. 


9305110470 IE Info Notice 63-30, "Defective Heat Bink Adhesive 6 
Seismieally Induced Chatter in Relays Within Printed 
Circuit Cards." Bvc list end. 

JDRDAN,£. L Division of Emergency Preparedness 6 Engineering 
Ratponit (Post 830103! 83/06/13. Consolidated Edison Co of New 

York, Inc. llBpp. 18920:225, 24X Fiche; 50-000, 83/06/13, 03051 10470. 


0306090010 IE Info Notice 03-37, "Trans formsr Failure Resulting Frao 
Degraded Internal Connection Cables. " 8vc list end. 

JORDAN, E L Division of Emergency Preparedness li Engineering 
Response (Post 030103! 03/06/13 Consolidated Edison Co. of New 

York, Inc. 243pp 10921 001 24X Fiche* 50-000, 03/06/13, 03O6OW)1O 


0306200204 Forwards IE Insp Rept 90-213/83-10 on 030411-15 I, 19-21 No 
noncompliance noted 

MARTIN, T T Division of Engineering Ir Technical Programs 03/06/13 
COUNSIL, W 0 Connecticut Yankee Atomic power Co, 2pp 19014: 166, 
24X Fiche 50-213,03/06/13,8306200204 


—8306280210 IE Insp Rept 50-213/03-10 on 830411-15 I, 19-21 No 
noncompltance noted Major areas inspec ted. follow up of 
tmergeney preparedness items from prior appraisal performed 
81 1109-20 detailed in ZE Insp Rept 50-213/81-14 

SMITH, R H , CRDCKERiH W Region 1, Office of Director. 03/06/09. 
lOpp 19014 160, 24X Fiche* 50-213, 83/06/13,0306200204. 


0306200307 Ack receipt of 030408 Itr informing NRC of steps taken te 
correct violations noted In IE Insp Rapt 50-213/03-03. Rev 4 
to 830324 Surveillance Procedure 8UR 9 1-104 satisfies Tech 
Spec 4 2. Notice of violation withdrawn. 

MARTIN, T T, Division of Engineering I* Technical Programs, 83/06/15, 
C0UNBIL,W.0. Connecticut Yankee Atomic Power Co 2fp. 18899:047. 
24X Fiche, 50-219, 03/06/15,8306200387. 


—8306200391 Responds to NRC 630309 Itr re violations noted in IE Insp 
Rept 50-213/83-03 Surveillance Procedure BUR 5. 1-104 meets 
Intent of Tech Spec 4 2, Table 4.2-2 re min equipment checks. 

No violation exists. 

COUNSIL, H 0 Connecticut Yankee Atomic Power Co, 83/04/00 
MARTIN, T.T Division of Englnetrlng t. Technical Pregramt, 3pp. 
16099, 049. 24X Fiche, 50-213, 83/06/ IS, 0306200387 


8306270001 Forwards "Connecticut Yankee 1903 Outage Inservic# Insp 

Rept. " 

CRAVES, R H Connecticut Vankee Atomic Power Co 03/06/17. 
ALLAN, J.M Region 1, Office of Director. Ip. 18908*160 24X 

Fiche 50-213,03/06/17,0306270001 


— 0306270004 "Connecticut Yankee 1903 Outage Inservlce Imp Rept." 
DELAWRENCE, J. L Connecticut Yankee Atomic Power Co. B3/{!6/17. 
aSpp, 10900*161 24 X FI Che 150-21 3, 83/06/1710306270001. 


0305110475 IB Info Notice 83-40, "Need to Environmentally Oualify 
Epoxy Orouts li Sealers. " Svc list encl. 

JORDAN, E L, Division of Emergency Preparednett t Engineering 
Response (Past 630103! 03/06/22 Consolidated Edison Co. of Naw 

York, Inc tl5pp. 19021.179. 24X FLcht: 50-000, 83/06/22, 0305110475. 


0305110477 IE Info Notice 03-41, "Actuation of Fire Suppreesion Sys 
Causing Inoperability of Safety-Related Eq.uipmtnt " Svc list 
end 

JORDAN, E.L. Division of Emergency Preparedness I, Englniering 
Response (Post 830103! 03/06/22. ConioUdated Edison Co. of NftW 

York, Inc. 120pp 1B997!007. 24X Flcht! 50-000, 03/06/22, 0305110477, 


8305110479 IE Info Notice 83-42, "Reactor Hod# Switch Nalfunctions. " 
0VC list encl 

JORDAN, E L, Division of Emergency Preparedneis tt Engineering 
Rssponse (post 830103!. 03/06/23, Coneolldated Edison Co. of Naw 

York, Inc 116pp. 16996:242. 24X Fiche: 50-000, 03/06/23, 8305110479. 


8305110403 IE Info Notice 83-43, "Improper Bettings of Znternedlete 
Range (IR) High Flux Trip Setpoints," Svc list encl 
JORDAN, E.L Division of Emsrgency Preparedness 6 Engineering 
Response (Post 030103). B3/06/24. Conealidatsd Edison Co, of Naw 

York, Inc. Ii6pp. 19046:297. 24X Fiche* 50-000, 83/06/24, 0305110483, 


R. Periodic operating reports 6 related correspondence 


8306020260 Monthly operating rept for Mar 1983. M/030414 Itr. 

ELMS, A., 0RAVE8.H.H. Connecticut Venkee Atomic Power Co. 03/04/14. 
1 1pp. 10690: 279. 24X Fiche; 90-213, B3/04/14, 0306020268. 


8306160499 Monthly Operating Rapt 03-4 for Apr 1903. N/D305i4 Itr. 

ELMS, A., 0RAVE8,R.H Connecticut Yankee Atomic Power Co. 03/04/30. 

Office of Resource Henegement, Director. 10pp> 10863:058. 84)( 

Fiche* 90-213,83/04/30, 8306160459 


8 Reportable occurrencee, LERs ti releted correspondence 


8306170091 LER 83-OU/03L-0: on 830504, during surveillance testing, HPBl 
pump A felled to reech shutoff head of 1,400 psiiper 
Procedure 0UR 5. 1-4 Ceussd by Incorrect acceptence criteria. 
Procedure revised. N/03D531 Itr. 

CL0aiUS,0 J. I CRAVES, R.H. Connecticut Yankee Atomic Powsr Co, 
83/05/31. ALLAN, J.M. Region 1, Office of Director. 3pp. 

1 8070: 298. 24X Fi c h i ! 50-21 3, 03/05/31 , 83061 7005 1 . 
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0306170301 LER 03-OH)/O3L“O. pn Q30S07» f ollawlrtfl tvc water low flow 
alarni 1VC uatar filtin iniflcatid 0 pci Gauii-d filter 0 
plug$infl up u/rivcr flit du« to rain U high rlvar 
condl ti one. Fi Iter A cleaned ^/aSOSOl Ltr 

CL00111S»8 %J. I ORAVESi R K Connecticut Vankce AtaeiU Pouer Co 
83/09/31 ALLAN* J H Region ir Office of Director 3pp 
10878 194 24X Flc^e 90-S13, 03/09/31 1 8306170301 


8306170347 LER 03-009/03L-0 on 830S03i c harging pump A could not be 
nenuallv rotated far routine curvelllance teit Cau-ted bg 
binding due to aoltdlfled boric acid, Pump uncoupled front 
notor ic turned over. N/a30531 ltr. 

CLOSlUa* 0 J ,1 GRAVES j R H Connecticut Vanhee Atonic Pouer Co 
83/05/31 ALLAN* J K Region 1* Office of Director 3pp 
iseei 02S 24X Flcbe, 50-813ia3/05/3l*830Al70347 


0306270361 LER D3-012/03L-0" on 830S17. fol lowing removal of dleeel 
generator E02A for normal preventative maint4 genera tor load 
unable to Increaee above 2« BOO kU. Caused by dleeel generator 
governor voltage lettlng drift W/030614 ltr 

CLOaiUSi ORAVESiR H Connecticut Yanker Atonic Power Co 03/06/ 
ALLANj^I. H Region i. Office of Director 2pp 18973 186 S<IX 
F 1 ch • 5 0-21 3* 03/06/ 14 * 8306270361 


0306270220 Part 21 rept re Improper latcblng between control rod drive 
ihafte Ic control rad cluster astembilis in reictor vtseel 
Inltiallfi reported on 030620 ln«p underway} 

C0UN9JL.W 0 Northeait Nuclear Energg Co ieubt of Northeast 
Utilities^. 03/06/22 OEVOUNO*R C Director 's Office. Office Of 
Inspection and Enfarcimint 3pp 10900 837. 24X 

F I ch e 90-21 3i B 3/06/224 S3O6B7O220 


V Operator Biaainetlone 


0306140104 Eitendi Invitation to attend 030627 meeting In King of 
Pruisie*PA to discuss transfer of reactor operator 
licensing function from Sethe s da* MD to Riglon I ofc 
8TARD9TECK.I* R Dlvlsio-n of Project & Rtildent Prograat, 83/06/09. 
C0CIN8IL. M 0 Connecticut Yankie Ataraic Power Co 2pp 10039 080. 
24X Flche> 90-213.03/06/09.0306140104 


DOeXET 50-519 0VS7ER CREEK NUCLEAR POMER PLANT 
F Sicuritg* medical, emergency 6 fire protection plane 


— 8306210149 Notice of violation 6 proposed Imposition of civil peniltv 
in amount of 640.000 Noncompliance noted degradation of ^ 

portions of protected area barrier Safeguards info deleted 
<raf 10CFA73 21) 

ALLAN. J M Region 1. Office of Director 03/06/01 4pp 
10914200 24X Fiche 50-219*03/06/01,0306210145 


8306090024 Releases public version of revised emergency plan 
implement Itig procedures 

FELTON* J M Division of Rules and Records 03/06/06 Docuaent 
Nanagament Drench Ip 10797 114 24X Fiche 90-219.83/06/06. 

0306090024. 


— 8306090027 Forwards public version of revised emergency plan 
implementing procedures. including Procedures EPIP-3 re 
general amerg ency * EPlP-1 re classification of emergency 
conditions 6 EPrP-3 re alert 

FIEDLERiP D Oenaral Public Utilities - OPU Service Corp 
03/05/17 Region 1. Office of Director Ip 18797 115. 
Fiche* 50-219. 83/06/06. 9306090024 


— 830609'0031 Public version of revised emergency plan implementing 
proce dures* Inc lud ing Procedures EPIP-5 rs genera) emergency. 
EPlP-l re classification of emergency conditions it EPiP-3 re 
alert 

* General Public Utilities - OPU Bervlco Corp 03/05/09 SOGpe 
18797 116 24X Fiche 50-219,03/06/06.8306090024 


8306170204 Ack receipt of operational QA plan for TMl-1 it Oyster Creel 
under review by OA Branch. per lOCFRSO 54, Future revs/changes 
to program will be reviewed by Engineering Programs Branch. 

Region 1 

MARTIN. T T Division of Englnearing it Technical Programs 83/06/13 

HUKILL.H D General Public Utilities - OPU Service Corp 2pp 

18892.304 84X Fiche 90-000.83/06/13.0306170204 


H General correspondence 


0306190174 Responds to 830523 ltr addressed to WJ Dlrcks It faruarde 
"Priority Concerns of Licensed Nuclear Operators at TMI St 
Oyster Greek Sr Suggested Action Steps'' It "Review of Current 
St Frojected Expenditures St Manpower Utilization for OPU " 
CUNNINGHAM. 0. H Office of the Executive Legal Director 83/06/13 
LCiira.M I Lewis* M 2pp 1BB51 001 24X Fiche 50-000.83/06/13* 

0306190174 


8306200340 Forwards draft objectives for annuel NRC/FEKA observed 
czircite to be conducted on 030924 Exercise will address 
defletenclii identified in 020316 tterclse St will test 
Integretfd cepebility far energancy reipanst 

FIEDLER* P.B Oenerel Public Utilities - OPU Service Corp, 03/02/14 

MARTIN. T T Division of Englnearlnp h Technical Programs 7pp. 

10900 201 24X Flehf 90-819. 03/02/ 1 4. 0306200340 


0306060217 Forurds IE Insp Rept 50-219/03-11 on 830405-0902 No 
noncomp ilancs noted 

BTARDBTECKI.R Division af Project 4 Resident Programs 03/0^/23 
FIEDLER * p, B. General Public Utilities - OPU Service Corp 2pp, 

1 0732 .339 24 X f 1 c h« * 50-219. 03/09/23. 03060602 1 7, 


— 0306060220 IE Intp Reft 90-219/03-11 on 030409-0502 No noncompl lanca 
noted Major areas inspected' followup of previous insp 
find ingi, review af plant aperetloni. log L record review, 
plant tours. physical security L radiation protection 
COWOILL.C , THOMAS. J.* HEIMIO.R R. Region I. Office of Director. 
03/05/17 9pp. 10732.337. 24X Fiche 50-219.83/09/23,0306060217. 


0306090041 Forwards IE Enforcement Conference Rept 50-219/03-12 on 
030410. Kaet ing improved util understanding of NRG concerns 
Tf vlolatione noted In I£ Insp Rept 90-219/03-07 
ALLAN. J.M Region 1* Office of Director. 03/09/26 FIEDLER. P.B 
General Public Utilities - GPU Service Corp 2pp. 18793' 200. 24X 

Flche*50-219. 83/0 5/26* 030609004 1 . 


— 8306190179 "Priority Concerns of Licensed Nuclear Dperatore at IMI h 
Oyster Creek 8r Suggested Action Steps." final rept 
D'ARCV.P F * 8AUERi^fR Af f 1 1 iatlon Unknown 03/03/19. 96pf. 

18051.003 24X Fiche 90-000*03/06/13.0306190174 


—0306150185 "Review of Current L Projected Expenditures it Manpower 
Utl Illation for OPU Nuclear Corp " 

# Basic Energy Technology Associates 03/02/20 161pp 

16051.059 24X Fiche 50-000. 83/06/ 13. 03061 50174 


I. Financial informotion 


8305020461 Forwards Annual Financial Rept 1902 

FIEDLER,P 0 General Public Utilities - GPU Service Corp 83/04/2/ 
Office of Nuclear Reactor Regulation. Director Ip 18381.071 
24X rich#* 50-219, 03/04/27*0309020461 


P. Operating license stage documents 6 correspondence 


8306010404 FoTuiard* operational QA plan for TMl-1 L Oyster Creek 
Nuclear Stations* per lOCFRSO 94(a)<2},W/o end 

HUKILL.H General Public Utilities - OPU Service Corp 03/03/83 
Region 1. Office of Director Ip. 1B679;314 24X 

Fiche 90-000, 03/05/23, 0306010404. 


—0306090044 IE Enfarcement Conference Rept 90-219/83-12 qn 830418 Mejar 
areae dlscuseed‘NRC concerns re recent Imp findings 
concerning Llcenseff Implementation 6 mgt of physical 
security prograa, 0af eguards info deleted <ref 10CFR73.2'll 
flAIL£Y*Jl J > GODYi A T. Region 1« Office of Director. 83/09/18. 

3pp 1 0793- 202. 24X Fiche- 50-21 9* 03/09/26, 8306090041. 


0306140642 Forwards evaluation of BUR Owners Group generic response tfl 
NUREG-0737i Item II K 3, 10. "Automatic Depressurization 8ys 
Logic Mods." Two uf seven BHR Owners Group alternatives 
acceptable Belection of option within 45 days requested 
CRUTCHFIELD, D Operating Reactors Branch 5 83/06/03 FJEDLER.P B 

General Public Utilities - OPU Service Corp 2pp. 10833-264 211 

Fiche 90-219.03/06/03,0306140642 


0306210145 Dlicuisei IE Insp on 830314-17 it forwards notice of 
violation Ir proposed Imposition of civil pensUy. Violation 
involvit failure to control access to protectid area from 
outside protected ana 

ALLAN. J.M Region 1, Office of Director, 83/06/01. FIEDLER, P.B, 
General Public Utilltlss - GPU BervUi Corp. 3pp. 10914: 197. S4X 
riche 90-219*83/06/01* 0306210145 


0306130304 Bgbmits findings re integrated assessment of SEP Topic 
III. 3, C* "Flooding Potential f. Protection Requirements " 

0111 it entry floor elevations not susceptible to flooding 
FIEDLER, P D. General Public Utilities - OPU Bervice Corp. 03/OA/OA 
CRUTCHFIELD. D. Operating Reactors Branch 9. Spp 10022 342 2^1 

Fiche. 90-219, 03/06/06* 0306130384. 


0306200187 Advises that 881210 Tech Spec Change Request 100 for 
snubber surveillance not fee exempt. Remi ttanca requested 
DroOB. R.H License Fee Management Branch 03/06/13. FIEDLER, P J 
General Public Utilities - OPU Service Corp. Ip 18908-270 24)( 

Fiche, 90-219,33/06/13* 8306200197 
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□306280406 Estima^RB that dilution pump sys ronovation program mill ba 
complotad by Nov 1983i basad on anticipated receipt date of 
diffuser* l( ro^uired installation time 

riEOLERiP D Oenoral Public Utilities ' GPU Service Corp QS/O^/IS 
GRIER, B H Region 1, Office of Director 2pp 19014 057 24X 

Ficbe 90-219,63/06/15.8306200406 


03O621O15Q Forward# order confirming commitment to implement post-THI- 
retated Items It B 3, "Post^Acc ident Sampling'* C< IJ E 4 2 7, 

“Isolate Purge U Vent Valves on Radlatidn Signal " 

CRUTCHFIELD, D Operating Reactors Branch 5 83/06/17 FIELDER,P Q 

General Public Utilities - OPU Service Corp 3pp lB9i6 352 24X 

Ficbe 50-219,03/06/17.8306210158 


— 8306210166 Order confirming licensee commitments on post-TMI-r#ieted 
ItDiHs II B 3r “Post Accident Sampling" b II E 4 2* “Isolate 
Purge 8< Vent Valves on Radiation Signal “ 

ElSENHUTi D O Division of Licensing 83/06/17 Genera] Public 
Utilities - OPU Service Carp 8pp ia9l6 359 2AX 
Fiche 50-219.03/06/17.8306210158 


G306220074 Forwards safety evaluation It technical evaluation rept re 
util response to 801222 generic Itr, ''Control of Heavy 
Loads *' Ouidelines in NUnGG-0612 satisfied St Phase 
accep table 

CRUTCHFICLO, D Operating Reactors Branch 5 83/06/21 FIEDLER,P B 

General Public Utilities - OPU Service Corp 2pp 18926 060 24X 

Fi c h e 50-219. B3/06/21 , 8306230074 


— 83062200B3 Safety evaluation re util response to Generic Technical 
Issue A-3A, "'Control of Heavy Loads " NURE0~06ia guidelines 
satisfied Phase 1 acceptable 

e Office of Nuclear Reactor Regulation, Director 03/06/21 2pp 
10926 062 24 X Fiche 50-219,03/06/21,0306220074 


— 8306140424 “Control of Heavy Loads iC-lO) , JOPIcL Oyster Creek Nuclear 
Power Plant. '* technical evaluation rept 
BOHDERGER.C Franklin Ins tl tute/Frank I in Research Center 
NRC«03-8i-130 TER-C9506-377 83/06/10 81N0H, A NRC - No 

Detailed Affiliation Given 32pp JQ926 064 24X 

Fiche 50-2 J 9. 83/06/2 1 , 0306220074 


0306240254 Advises that proposed schedule It interim resolution re 
monitoring l< annunciation of dc power eys acceptable, 

Verification of interim resolution 6 long-term mod will be 
referred to IE Description of battery integrity requested 
CRUTCHFIELD. D. Operating Reactors Branch 5 83/06/22 FIEDLER, P.B. 

General Public Utilities - GPU Service Corp 4pp 10901 319 24X 

Fiche 50-219.03/06/22,8306240254 


03O62BD159 Informs that 030606 response to open item in integrated 
plant OAR iNURE0’'0B22) re flooding elevation acceptably 
resolves item Corrective actions re diesel generator bldg 
entrances also acceptable. 

CRUTCHFIELD, D Operating Reactors Branch 5 03/06/23 FIEDLER, P B 

General Public Utilities - OPU Bervice Corp 2pp 19014*316 B4X 
Fiche 50-219,03/06/23,0306200155 


0306280176 Forwards order confirming 811224 commitment to Install 
permanent scram discharge sys mods prior to operation in 
Cycle 10 Proposed model Tech Specs also end 

CRUTCHFIELD. D Operating Reactors Branch 5 B3/06/24 FIEDLER, P B 

Genaral Public UtlUtisi - OPU Service Corp. 2pp 19014*239. 24X 

Fiche 50-219.03/06/24,8306200176 


— B3O6S0OIB1 Order confirming util 011224 commitments to install 
long-term BUR scram discharge syi mods in conformance w/NRC 
generic 8ER before operation in Cycle 10 

EISENHUT, D Division of Licensing 83/06/24. General Public 
Utilities - OPU Service Corp 39pp. 19014*241 24X 

Fiche- 50-219, 03/06/24. 8306200176 


8306290538 Requests methodology li acceptance criteria to be used in 
evaluating anchorage of 4, 160-volt switchgear panels by 
831 130. Revi Bw will be included in integrated plant 
8AR sup pi 

CRUTCHFIELD, D. Operating Reactors Branch 5. 83/06/24. FlEDLERrP B. 

General Public Utilities - GPU Bervice Corp 2pp, 19093.029. 24X 

Fiche. 90-219, 83/06/24, 8306290938 


0. Inspection reports, IE Bulletins li correspondence 


8306210490 Acic receipt of 030322 payment of civil penalties isipoiad by 
B30215 order Corrective actions described In 821230 
correepondenca will be examined during future inspi 
AXELRAD, J A Enforcement Staff, 83/03/24 FIEDLER. P B. General 
Public Utilities “ OPU Service Corp 2pp 10939:343 24X 

Fiche. 90-219, 03/03/24, 8306210490 


0306020449 Forwards IE Insp Rept 90-219/83-ID on &30406-08 No 
noncompliance noted 

MARTIN,! T Division of Engineering b Technical Programs 03/09/20 
FIEDLER, P B General Public Utilities - GPU Qervlce Corp 2pp. 
18694 080 24X Fiche 90-219,83/05/20,0306020443 


— 0306020447 IE Insp Rept 90-219/83-10 on 030406-08 No non c omp 1 lance 
noted Major areas inspected implementation of radiation 
protection program during outage, including procedure 
implementation b exposure control 

WHITE, JR , MCBRIDE, M H , 9HANSAKY. M M Region 1, Office of 
Director 03/05/13 6pp IB694 002 24X Fiche 50-219, 83/09/120, 

8306020449 


8306060217 Forwrds IE Insp Rept 50-219/83-11 on 830409-0902 No 
noncomp 1 lance noted 

STARDSTECKl.R Division of Project It Resident Programs 03/05/8:? 
FIEDLER, P D General Public Utilities - OPU Bervice Corp Spp 
10732 339 24X Fiche 90-219,03/09/23.8306060217. 


—8306060220 IE Insp Rept 90-219/03-11 on 830409-0902 No noncomp lianc • 
noted Major areas Inspected, fol lowup of previpus insp 
findings, revi eu of plant operations, log 8( recprd review, 
plant tours. physical security b radiation protection 
COWOILL.C , TH0NA9, J , KEIMIO.R R Region 1, Office of Director 
83/05/17 9pp 18732 337 24X Fiche 90-219,83/09/23,8306060217 


8306020341 Forwards supplemental response to IE Bulletin 82-03, ”8iresa 
Corrosion Cracking in Thick-Ual i. Large-Diameter Btainleea 
Steel Recirculation Piping at BWR Plants ♦' 

FIEDLER. P D General Public Utilities - GPU Bervice Corp. 83/05/29, 
Region 1. Office of Director 29pp 18694:291 24X 

Fiche- 50-219.03/09/29, 0306020341 


8309110490 IE Info Notice 03-32. “Ruptured Affl-241 Bourcts Contained in 
Well Logging Device “ Eve list encl> 

TAYLOR. J.M Division of Safeguards b Inspection Progreme (Post 
830103) 03/09/26 Consolidated Edison Go, of New York. Inc. 

129pp 10831-043 24K Fiche 90-000, 83/05/26. 03091 10498. 


8309110460 IE Info Notice 03-34. "Event Notification Info Wortalieet, 

Bve list end 

JORDAN, E L Division of Emergency Preparedness li Enginearins 
Response (Post 030103) 03/09/26 CDnsolidated Edison Co of New 

York. Inc tlSpp 18732*009. 24X Fiche . 50-000, 83/09/26, 03091 10460. 


0306010066 EN-83-037 on 030601, notice of vlolatiDTi b propoeed 
Imposition of civil penalty in amount of 440,000 to be 
issued. Action based on failure to control acesss into 
protected area b to properly handle Intrusion alarms. 

ROaANO, R , AXELRAD, J Director's Office, Office of Inspection and 
Enforcement 03/09/26 Ip 10674-000 24X Fiche* 50-219, 83/09/26, 

B306010066 


8306090041 Forwards IE Enforcement Conference Rept 90-219/83-12 on 
030410. Meeting improved util understending of NRC concerns 
re violations noted in IE Insp Rept 90-219/03-07 
ALLAN. J H Region 1, Office of Director B3/05/26 FIEDLER, P.B. 
Genera) Public Utilities - GPU Service Corp 2pp. 10793.280. 24X 

Fiche 90-219,03/05/26.0306090041 


—0306090044 IE Enforcement Conference Rept 50-219/83-12 on 030410, Major 
areae discussed. NRC concerns re recent Intp findings 
concerning licensee Implementation b «gt of physical 
security program Bafeguarde info deleted (ref 10CFR73. 21). 

BAILEY. R J , GODY.A T Region 1. Office of Director. 03/08/18. 

3pp 10793-282 24X Fiche- 90-21 9^ 83/09/26, 0306090041. 


9306210089 Responds to lE Bulletin 03-D3 re check valve failures in raw 
water cooling sys of diesel generators No cheek valves in 
closed loop diesel engine cooling sys for either diesel 
generator at plant, Bulletin not applicable. 

FIEDLER, P D. General public Utilities - OPU Service Corp 83/09/87, 
Region 1» Office of Director. 2pp. 18914* 136, 84X 

Fiche. 90-219, 03/05/27, 0306210089. 


8305U0461 IE Info Notice 03-39, “Fuel Movement W/Control Rods 
Withdrawn at BkRs. “ 8vc list end 

JORDAN. E L Division of Emergency Preparedness it Eng Inter Ing 
Response (Post 030103) 03/09/31. Consolldatad Edison Co of New 

York, Inc. 116pp, 1B732.208, 24X Fiche- 90-000, 83/05/31, 0309110461. 


0306210149 DlBcUiiei IE insp on 030314^17 b forwards notica of 
violation b proposed imposition of civil penalty^ Violation 
Involves failure to control access to protected area from 
outside protected area 

ALLAN, J.h. Raglon 1, Offica of Director 03/06/01. FIEDLER, P 8. 
General Public Utilities - OPU Service Corp. 3pp. 10914- 197. 24X 

Fiche. 90-219, 03/06/01,0306210149 
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— Q306310149 Notlc* of vlol«ti-on & proposed Impoftition of civil penalty 
in ««OUnt of <40-i000 NoncpapHanci noted degrirfetion qf 
portloni of protected eree berriti Safeguerde info deleted 
(ref 10CFB73 211 

ALLAN, J K Region ii Office of Director 63/06/01 4pp 
109H.2OC a4X fichi, 30-219. 03/06/01,6306210 1A5 


B306090320 Forwird* requiit for addl Info re IE Bulletin 80-11, 

"Meionry Hell Diiljin ** Info requeited within 30 days ef Itr 
receipt 

CRUTCHFrELD^D Operetlng Reactor* Branch 5 83/06/08 FIEDLER,!* 0 

Oenirel Public Utilttiee - GPU Service Corp 5pp 1B79D 170 24X 

Fiche SO-2l<9, 03/06/08, B306090350 


6306160290 Ack receipt of B30306 Itr Inforaing NRC of mtepi taken to 
correct vloletiane noted In lE tnap Rept 30-219/83-04 
BTAROOTECKit R Dlvliion of Project Sr Retident Prograns 03/06/08 
FIEDLER. P B Oenerel Public Utilities - CPU Service Corp 2pp 
1B061 232 24X Flche 30-217.63/06/0816306160290 


— B3O616O230 Reipondi to hIRC 830406 Itr re vioUtlons noted in IE Insp 
Rtpt 30-219/63-04 Corrective actions, eddl authorited escort 
provided for visitor &. watchaen reinstructed on proper 
packapi leerch techniques. 

FIEDLER.P B Orneral Public Utilities - OPU Service Corp 
83/03/06 BTARQSTECKI, R. Division of Project & Resident Proflraats 
4pp 16861 234 24X Ficbt 90-219.83/06/00.6306160230 


6303110464 fE Info Matice 83-36. "lapact of Security Practices on Safe 
Operations " 8vc list end 

OORDAN.E L Division of Eaierptncy Preparedness tr Engineering 
Rtiponte (Post B3D103) 83/06/09 Cansotidated Edison Co of Neu 

York. Inc 119pp 18S30 280 24X Flche 50-000. 03/06 /09. B3051 J0464. 


8305110470 IE Info Notice 63-30i “Defective Heat Sink Adhesive k 
Seliaicallg Induced Chitter in Relays Within Printed 
Circuit Cards ' Bve list end. 

JORDAN, E L Division of Eaergencg Praparednest & Engineering 
Response (Post 830103) 63/06/13 Coniolidatad Edison Co of Nru 

York. Inc 118pp 18920,229 24X Flche 30-000.83/06/13.0309110470 


8 Raportable occurreitcee. LERs I. related corraspondence 


6306020396 LER 83-007/03L-0* on 830416, during month ly 10 h oparabillty 
test nf standby gae treatmant sys II. high differential 
pressure across both HEPA filters observed Caused by 
plugging of filters Filters replaced W/830920 Itr 

HAOER.C , FIEDLER, P 0 General Public Utilities - GPU Service Ccirp 
03/09/20 Region 1. Office of Director 4pp 1Q699 009 24X 

Flche 50-219. 83/05/20. 0306020398 


8306020353 Updated LER e2-D59/01X-l ■ on B211i5. stack gas sample pump Ik 
thermal overload protector tripped Pump failed to produce 
normal flow when restarted Caused by impeller vanes Pump D 
rebuilt W/030325 itr 

CHARTERINA.J , FIEDLER. P B General Public Utilities - GPU Bervice 
Corp, 03/09/29 Region 1, Office of Director 4pp 1PA94 324 
24X Fiche 90-219.83/09/29.8306020333 


G306030269 LER 82-062 has baen canceled. 

# Jersey Central powar l< Light Co 83/09/31 Region 1. Office of 
Director Ip 18703 343. 24X Fiche 90-219,03/05/31.8306030267 


B306I40022 PNO- 1-93-096: on 030606. ch lori ns gas released into 
atmosphere for approx 19 minutes Caused by leak in 3/4-inch 
plastic pipe on outlet of chlorination evaporator All fuel 
romoved from veseel k vessel drained. 

COWOILL. CONNER Region 1. Office of Director. 83/06/07 Ip 
18830-234 24X Flche 90-219.03/06/07.8306140022 


U Operator Examinations 


0306140371 Extends Invitation to attend 030627 meeting in Kinfl at 
Pruesia.PA to discuss transfer of reactor operator 
licenelng function from Bethesda, ND to Region I ofc 
STAROBTECKI, R, Division of Project k Resident Programs 011/06/09 
FIEDLER, P.0 General Public Utilities - GPU Service Corp. 2pp 

16032.121 24X Flche 90-219.83/06/09.8306140371 


6306090010 IE Info Notice 03-37. "Transformer Failure Resulting From 
Degredtd internal Connection Cables “ Sve list end 
JORDAN.E, L Division of Emergency Preperedness I. Engineering 
Aesponie (Post 830103) 03/06/13 Consolidated Edison Co. of New 

York. Inc 243pp 10921 001 24X Fiche. 50-000. 63/06/13. 0306090010 


6305110475 IE Info Notice 83-40. "Nied to Environmentally Qualify 
Epoiy Grouts k Seilers “ Sve list end 

JORDAN, B.L Division of Emergency Preparedness li Engineerlno 
Rfiponit (Post 630103) 83/06/22 Consolidated Edi son Co of New 

Vorfc. Inc. llSpp 19021.179. 24X Fiche. 50-000, 83/06/22. 03051 10479 

6305110477 IE Info Notice 63-41^ "Actuation of Fire Buppreeslon 8us 
Causing Inept rabill ty of eafety-Rilated Equlpisant “ 8vc list 

JORDAN, E L Division of Emergency Preparedneit & Engineering 
Response (Post 630103) 83/06/22 Cansolideted Edison Co of New 

York. Inc iROpp 18997*00 7 24X Fiche 50-000, 83/06/22, 6309110477 


"Reactor Mode Buitch Mel functions. •' 


6305110479 IE Info Notice 63-42, 

Sve lilt end 

JORDAN, E I Division of Emergency Preparedness ti Engineering 
ftisponse fPost 830103). 83/06/23 Coniolldeted Edison Co of New 

York, Inc 116pp. 16996 2 4 2 24X Flche 90-000. 03/06/23, 8309110479 


“Improper Settings of Intermediate 
High Flux Trip Setpoints." 8vc list end. 

JORDAN. E L Jlvlsion of Emergency Preparedness k Engineering 

ConiDlld.t.d E.i.an Co" o. N.. 

y«r», Int II,, p. 19044 8»7 a4X F£cb, ■80-000,63/04/24.03051.048: 


'■•••‘•■I corr,i,on.»ne, 

H/B3041B Itr 

® * BARAN.fl. General Public Utilities - GPU Servlca Cavn 
83/04/07 npp 16691* 197. 24X Flche 90-219,83/04/07,0306020090?' 

6306060252 “Annuel Rept for Dec 1981 - Nov 1965 on u .,u 

M/030 823** 1 Jr to Oyster Creek Generating Station " 

HILLMAN.R E . BELMOfiE.C, I , MCGRATH, R A Battelle New Eneland Mari. 
Ryearch Laberaterg. 03/05/19 ISOpp 18727 044. 24X ” 

Fiche* 50-219, 63/09/25, 8306060252 


DOCKET SO-220 NINE MILE POINT NUCLEAR STATION. UNIT I 
F eecurlty. medical, emergency t< fire protection plans 


IPU V 4 W 


Bao6060?«3 Fiirwarde IE Insp Rept 90-220/83-08 on 830401-30 
of violation 

STARO0TECKI,R. Division of Project k Resident Programs 011/09/23 
RHODE,G K Niagara Mohawk Power Corp 2pp 18720,014 24X 

Flche* 50-220, 63/09/23, 0306060223 


— 8306060224 Notice of violation from insp on 090401-30 

e Region li Office of Director 63/09/23 Ip 10720 014 
Flche; 90-220, 83/09/23, 0306060223. 


—0306060227 IE Imp Rept 90-220/03-08 on 030401-30. Noncompl imnee 
noted* fal lure to control use of jumpers. 

HUD80N,8D. , DOERFLElNi L. T. , MCBREARTY, R A. Region 1, Office of 
83/08/18 9pp 18728,019, »4X Flche 90*^220.03/09/23. 

B30owav22S 


03O6O1W6O aubmits alternative solutions to alleviate potentlml 
■purlous operation of valves listed In 621203 suppl tn 
821001 App R submittal Requirements for valves 40-30.40-31 
38-02 not required. 

MANOAN.C. V. Niagara Mohewk Powar Corp 83/09/26. VA66ALL0, D, 8, 


Operating Reactors Branch 2. 2pp 
Flche. 90-220, 83/09/26, 8306010360. 


186G1 361. 24X 


TV.. ''^T*»»aseq moo resulted in lt»si of 

independence of two remote shutdown panels Change to panels 
does not alter conclusions re safe shutdown capabilitu oar 
fire area or subarea ^ 

B3/09/27 VASSAULO, D D. 

uperatlng Reactors Branch 2, Ip. 1B672 29l 24X 

Flche , 90-220, G3/09/27 b 8306010258. 


InttTum.nt.tion will nat 

be installed at facility, par NUREO-0737, Sopp 1 1. Software 
problemi w/mtt.orologlcal dispersion modeling unresolved. 

Interim sys described In 820401 Ur utilUtd? 

LENP0E8,T. E Niagara Mohawk Power Corp, 63/05/27, VABBALLCi, D B 
Op.rmtlng Reector. Branch 2. ip 1B706- ill 24X ° ®' 

Flch-az 90-220, 83/09/27, 8306030392. 


Wopdborer Populations in Relation to Oyster Creek 


VASfl^LO, D B. Operating Reactors Branch 2, 83/09/27. RHODE, O K 

Mlagara Mohawk Power Corp, 2pp. 18867.273. 24X 

Fiche: 90-220,83/03/27. 8306190^6. 
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— 6306150620 Huemption frorn ichedular r»quir0ni»nt» of lOCFASOfApp £i 
Section IV F re ennual emergeneg preperedneie exerciee 
PURPLEiF A Oivielon of Licenelng 83/05/27 Niagara Hohauk 

Power Corp 4pp 18667 275 24X Flche 30-230,03/05/27. 

6306150626 


0306300241 Forwards diagram depicting proposed location of neu 
training ctr per BuPpl 1 to NUREO-0737, Ctr will house new 
emergeneg operations facility is tentetivelg scheduled for 
completion in Spring 1904 

MANOAN, C V Niagara Kohauk Power Corp 03/06/24 VASSAL LO, t) S 

Operating Reactors Branch 2 2pp 19122 309 24X 

Fi Che 50-220, 63/06/24, 830630024 1 


J Insurance ti indemnltg information 


8306020158 Forwards Endorsement 82 to NELIA Policy NF-161 

RUBHMQRE, J N Niagara Mohawk Power Corp 83/05/27 9 ALT 2 MAN, J 

Assistant Director for State tt Licensee Relations 2pp 16690 354. 
24 X Fit he - 50-220, 63/05/27, 0306020158. 


0306020189 Forwards Endorsement 66 to MAELU Policy MF-'46 

RUSHMORE, J W Niagara Mohawk Power Corp. 83/05/27. SALTZKAN,J 
Office of State Programs, Director. 2pp 1 8690’ 252 24X 

Fiche 50-220,63/05/27,6306020169 


P, Operating license stage documents fii correspondence 


0306010063 Submite clari f ication to 830425 response to Item 7 of 
Generic Ltr 63-02 re NURCO-0737 Tech Specs Failures of 
valves to close challenges to valves to be reported per 
Tech 6pec 6 9 2 !< 6. 9. 16, rospec tlvelg 

MANOAN, C.V. Niagara Mohawk Power Corp. 03/05/26 VAGSALLO, D, D. 
Operating Reactors Branch 2 Ip 18674’ 067 24X 

Fiche 50-220, 63/05/26, 83060 1 0063. 


0306070430 Informs that review of submittals re stress reanalgsls 
of replaced primary sgs piping completed ReanaXyals results 
acceptable. 

VAB8ALL0, D. B Operating Reactors Branch 8 63/05/27, RHODE, 0. K 

Niagara Mohawk Power Corp 2pp 18615*240. 24X 

Fiche* 50-220,83/05/27, 8306090430 


— 6306090432 Safety evaluation supporting results of stress reanalgsis 
of primary sys piping replacement 

# Office of Nuclear Reactor Regulation! Director. 83/05/27. 
lOpp 16615 242 24 X Fiche 50-220,83/05/27,6306090430 


S30&070034 Notifies that Tech Specs for installation of Class IE 
protection packages on reactor protection motor generator 
sett will be submitted within 60 days of NRC concurrence 
w/proposed mod submitted on 621201. 

MANOAN, C.V. Niagara Mohawk Power Corp 03/06/Oi. VASBALLO, D. 6. 
Operating Reactors Branch 2 Ip 18739’ 336 24X 

Fiche 50-220, 63/06/01, 8306070034. 


G306150631 Forwards request for addi info re 921201 response to Multi- 
Plant Action Item C-11 on BNR reactor protection sys, in 
order to complete review. Info must be received within 45 
days of ltr receipt. 

VA68ALL0,D. D Operating Reactors Branch 2 63/06/03 RHODE, O.K. 

Niagara Mohawk Power Corp. 4pp. 16667.343 24K 

Fiche 50-220, 83/06/ 03i 83061 5063 1 


0306100143 Requests addl time to complete control room habitability 
study per TMI Item HI.D, 3 4 Assumptiona ustd performing 
control room dose esaessment reexamined. Study completion 
expected by Dec 1983. 

MANOAN, C.V Niagara Mohawk Power Corp 63/06/06. VA8SALU0, D. B. 
Operating Raactors Branch 2. 8pp. 18801:209. C4X 
Fiche: 50-220, 63/06/06, 0306100143. 


0306280509 6uppl to 760321 application to amend License DPR-63, revising 
Tech 8pec Sections 5. 5 5 6 re spent fuel pool. Also 

clarifies info in 781220 t, 21 itrs l( forwards spent fuel 
pool structural analysis, 

MANOAN, C. V Niagara Mohawk Power Corp. 83/06/24. VA68ALLD, 0, B. 
Operating Reactors Branch 8 3ipp, 19017*241. 24X 

Flcha; 50-220, 03/06/24, 0306280509. 


— 6306280513 Proposed Tech Spec Sections 5 5 t, 5. 6 re spent fuel pool 
s Niagara Mohawk Power Corp. 83/06/24. 16pp, 19017:272. 24X 

Fiche* 50-220, 03/06/24, 8306200509. 


0, Inspection reports, lE Bulletins k, correspondence 


0306060223 Forwards IE ln«p Rapt 50-220/83-06 on 930401-30 It notice 
of violation 

8TAR08TECKI,R. Division of Project Ic Resident Programs. 83/05/23 
RHODE, O.K Niagara Mohawk Power Corp. 3pp. 187iffl:014. 24X 

Fiche; 50-220, 83/05/23, 6306060223 


—8306060224 Notice of violation from Insp on 630401-30 

e Region 1, Office of Director. 63/05/23 Ip 10728:014 24X 

Fiche 50-320, 83/05/23, 8306060223 


—9306060227 IE Imp Rept 50-'220/G3-08 on 830401-30 Nonconp lienee 
notad’ fal lure to control use of jumpers 

HUDSON’S D , DOERFLEIN.L T. , MCBREARTY, R A Region 1, Office of 
Director 63/05/16 ?pp 16728.015 24K Fiche 90-220,63/05/23, 

0306060223 


8306010402 Ack receipt of 83D513 ltr informing NRC of steps taken to 
correct violations noted In IE Insp Rept 50-220/83-03 
MARTIN, T T Division of Engineering & Technical Programs. 83/05/25. 

RHODE, G R Niagara Mohawk Power Corp. 2pp, 16677.330 24X 

Fiche 50-220,83/05/25; 6306010402 


— 6306010412 Responds to NRC 630407 ltr re violations noted in lE Insp 
Rept 50-220/63-03 Corrective actions source storage cabinets 
received source inventory I, Procedure e-RTP-35A t, 350 
training completed tt Tech Bpec amend submitted on 830503. 

LEMP0E6, T. E Niagara Mohawk Power Corp 63/05/13. MARTIN, T.T. 
Division of Engineering Si Technical Programt, Spp 16679:332. 

24X Fiche* 90-220, 63/09/29, 8306010402 


6305110456 IE Info Notice 63-32, ''Ruptured Am-24i Sources Contained in 
Nell Logging Device ** 6vc list and. 

TAYLOR, J H. Division of Safeguards t< Inspection Programt (Post 
830103) 83/05/26. Consolidated Edison Co. of New York, Inc 
125pp 18831*043, 24X Fichs 50-000,63/05/26,8305110456. 


8309110460 IE Info Notice 03-34, "Event Notification Info Norkiheti " 
8vc list end. 

JORDAN’S L Oivieion of Em.erg«ncg Preparedntit Ic Engineering 
Response (Post 030103). 83/05/26 Consolidated Edison Co, of New 

York, Inc 115pp 18732.065 24X Fiche 90-000, B3/0 9/26, 6305110460. 


8309110461 IE Info Notice 63-35, "Fuel Movement H/Control Rods 
Nithdrawn at BWRs " Bve list end 

JORDAN, E L. Divliion of Emergency Preparedness Ic Engineering 
Response (Post 830103). 83/05/31 Consolidated Ediion Co. of Naw 

York, Inc. It6pp 16732,206 24X Fiche: 50-000, 83/05/31, 8309110461. 


8306160341 Forwards IE Insp Rept 50-220/83-09 on 830412-19 Ic notice 
violation 

MARTIN, T T Division of Enginatrlng It Technical Prograas 83/06/01. 

RHODE, 0. K Niagara Mohawk Power Corp 8pp. 16661:198. 24X 

Fiche, 90-220, 83/06/01 ,8306160341 


— 0306160344 Notice of violetion froa insp on 830412-15. 

a Region 1, Offica of Director 83/06/01 ip. 18861.160. 24X 

Fiche. 90-220, 63/06/01,8306160341. 


— 8306160346 IE Insp Rept 90-220/63-09 on 830412-19 Noncoapl lance noted, 
failure to inventory mail within reartor cavity railing, per 
Tech Specs 

NIMITZtR. L , 8HANBAKV,M M. Region i, Office of Director. 

83/05/27. 10pp. 18861.161 24X Fiche. 50-220, 83/06/01, 0306160341. 


8309110464 IE Info Notice 63-36, "Impact of Security Practices on Safe 
Operations " Sve list and. 

JORDAN, E. L. Division of Emergency Preparedness It Engineering 
Response (Post 830103). 83/06/09. Consolidated Edison Co. of New 

York, Xnc U9pp, 16630:280 24X Fiche: 50-000, 83/06/09. 0309110464 


8309110470 IE Info Notice 83-38, "Defective Heat Sink Adhesive b 
Seismlcally Induced Chattsr in Rclegi Nithin Printed 
Circuit Cards. " 8vc list end. 

JORDAN, E.L Division of Emergency Preparedness 6 Engineering 
Response (Pott 630103), 63/06/13. Consolidated Edison Co. of New 

York, Inc llBpp 18980’ 225. 24X Fi Che. 50-000, 63/06/13, 0309110470. 


8306090010 IE Info Notice 03-37, "Transformer Feiluri Resulting From 
Degraded Internal Connection Cables." Bve list end. 

JORDAN, E L Division of Emergency Preparedness li Engineering 
Reeponee (Post 830103). 83/06/13. ConsoUdeted Edison Go. of New 

York, Inc. 243pp. 16921:001. 24X Fiche: 50-000, 63/06/13, 8306090010. 


8309110479 IE Info Notice 83-40, "Need to EnvlronaintaUy Qualify 
Epoxy OrPUts 6 Sealers. " 6vc list encl. 

JORDAN, E.L, Division of Emergency Preparedness It Engineering 
Reeponee (Post 830103). 83/06/22. Consolidated Edison Co. of New 

York, Inc. I15pp. 19021:179. 24X Fiche: 50-000, 63/06/82, 0309110479. 


8309110477 IE Info Notice B3-4t, "Actuation of Fir* Suppreselon 8yi 
Caueing Inoperability of Safety-Related Equipment * &vc liet 
end. 

JORDAN, E.L. Division of Emergency Preparedness Ic Engineering 
Response (Post 830103), 83/06/82 Consolidated Edison Co. of New 

York, Inc. 120pp. 18997 007, 84X FUhe* 50-000, 83/06/82, 0305110477. 
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^305110479 IE Info NotitB ^3-4a» **B»«ctar Mods Switch Malfunctions *' 


8vc Hit cticl. . - . 

JOflDANiE.L Oivislcin of Em«T'g*ncy Pr«par*dn»ia 8. Eng {n**r ingi 
Rtiponi* <PB»t aaot033 03/06/33 ConaolldBti-d Edison Co tjf Naw 
York I Ine. ll&pp. I099i 243. a4X Ftchs go-COOi S3/0ii/23* 0305110479, 


0303110403 IE Info >li»tic« 03-43, ^ImpTopar Sattinijs of Interincdiatt 
Rang* tIR) High Flu« Trip Batpointa »• Bvc list and. 

JMOARiE.t. Division of Emarjancy Prapor adnoa* 8c Engtnaarlng 
Rasponia (Pott 030103). 03/0^/24, Confolldatad Edison Co of Nau 

York, Inc. liApp. 19046*297. 84X Flch t* 30-000, 03/06/24, 0305 J 10403 


0306200422 Forwards -Daslsn Crttarla for RaanalyaU of 0af otg-Ralotad 
Masortrg Wallsi* par NWC 030913 raquast for addl info, 

MANOAN, C V Niagara Ho hawk Po-uar Corp 03/06/24 VA08ALLO, D. B 
□pirating Raactors Branch 2, Ip, 19020* 302. a4X 
F i c h 1 . 90-220, 83/06/24. B 306200*422 


DOCKET 50-237 DREBOEN NUCLEAR POWER STATION, UNIT 2 
F 6acurifcyi madical, amsrgancy 6 fira pro-taction plans 


83*06210314 FOIA raqjast for NRC racords ra security violations kc 
safeguards events at nuclaar facilities. 

OOLDENDERO.O Seri pps-Ho ward Newspapers 03/04/32 FELTDN, J M 

Office of Administration Spp 10925 190 24X 

Flche 50-000,83/04/32,8306310314 


8306210306 Partial response to FOIA request for NRC records re security 
violations 8c safeguards events at nuclear facilities Repts 
listed on App A available in PDR Search for addl documents 
subj to request continuing 

FELTON, J M Division of Rules and Records 83/05/16 ODLDENBERO, 0 
Scr Ipp s-Houard Newspapers 2pp 10925 196 24X 

Flche 50-000,83/05/16,0306210306 


—0306200424 "Design Criteria for Reanalyele of 8af oty-Related Masonry 
HaUiiNtne Mile Feint Unit 1, " 

e Niagara Kohauk Power Corp 83/06/30 2pp. 19020:303 B4X 
Ficht; 50-320.03/06/24, 0306200422 


R Periodic operating reports ti related correspondence 


8306020094 Monthly operiting rept for Mar 1983 H/030400 Itr 

ROMAN, T,W., LEMPOEB.T E Niagara Mohawk Power Corp, 03/04/01, 
Director'e Office, Office of Inspection and Enforcement. 7pp. 

1 8691. 170, 24 X Flche* 50-220, 03/04 /Ot , 8306020094, 


B3O62O0214 Monthly operating rept for Hay 1903 W/B30613 Itr 

ROMAN, T.W., MAWAN.C, V, Niagara Mohawk Power Corp. 03/06/02. 16pp. 

10903- 210 24 X Flche* S0-2S0, 03/06/03. 830620021 4. 


0. Repfirtehle occurrence!, LERs 6 related correspondence 


0306060199 UER e3-009/03L-0: on 03D426i control room ventilation sgs 
ranoved from eve for Mods to control room wall, per 
LER 03**'O6 Tenporary flexible ducting in placo during mode. 

Hods eemplatedi Vent! latlon sys returned to sve, i>l/03'O526 Itr 
RA6Y,a , LEMP0E9, T. E Niagara Mohawk Power Corp 83/09/24, 
ALLAN, J.H Repion 1. Office of Director 2pp, lB727r29i. 24X 

Flche: 90-220, 03/05/24, 8306060199. 


V. Operator Exaninati one 


0306140697 Extends Invitation tp attend 030627 atetlng In King of 
Prusila.PA -to discuss transfer of reactor operatar licensing 
function fre» Bethesde, MD to Region 1 ofc, 

STAROSTECKI.R. Division of Progeefc 8, Risldent Pragrams. 03/06/09. 
RHODE, 2, K, Niagara Mehawl Power Carp, Spp, 10041:349. 24X 

Fiche: 50-220, 83/06/09, 0306140697. 


0306090247 Confirms 030601 telcon re changes to exerciss windows for 
Dreeden 8. Byron Nuclear Power Btatlone Dresden partial 
esarcise will he conducted during wk of 030912 w/Byron 
full-scale exercise beginning wk of 031114 

«;0NE8,E E Zllinois, State of, 83/06/01 KEPPLEF}, J Region 3, 
Office of Director. ANDERSON, J Federal Emergency Management 
Agency HAONER, 0 Cammonwsalth Edison Co Ip 10795 319 24X 

Flche, 50-000, 83/06/01,0306090247 


8306210355 Releases public version of revised emergency plan 
implementing procedure 

FELTON, J M. Division of Rules and Records 03/06/06 Document 
Management Branch. Ip 10935*293 24X Fiche 50-010,83/06/06, 

B3062 10355. 


— 0306210357 Public version of Rev 1 to Emergency Plan Implementing 
Procedure EPIP 300-12, ''Initiation of Environ Monitoring 
Activities by Rad/Chem Director '* Receipt form end 
W/Q30516 Itr 

BCOTT.D. J Commonwealth Edison Co B3/05/li DENTON, H R Office 
of Nuclear Reactor Regulation, Direetpr 19pp 10935*294 24X 

Fiche 50-010, 03/06/06, 0306210355 


03O61OOS1B Responds to IE Insp Repts 50-010/83-01, 50-237/83-01 It 
5*0-249/03-01. Corree tive action eurvelllance notification 
program developed for annual distribution of public info 
brochures -on emergency planning 

FARRAR, D L. Commonwealth Edison Co 83/06/07 PAPERIELLO,C J 
Rtgioh 3, Office of Director, 4pp 10805*113 24X 

Flche 50-010,83/06/07,0306100218 


8306160214 Submits correction to 030601 Hr Date of reassessment will 
be made prior to 030001, not B3I001. 

JDNE0.E E Illinois, Btate of. 83/06/09. KEPPLER. J Region 3. 
Office of Director ANDERSON, 0 Federal Emergency Management 
Agency HAONER, O Commonwealth Edison Co tp 18061*358 24X 

Fiche, 50-000, 03/06/09, 0306160214 


DOCKET 90-223 UNIV. DF LOHELL REBCARCH REACTOR 


V, Dp ere tor Examinatl oni 


0306140635 Extend* invitation to attend 630627 meeting in King of 
Prussia, PA ta discuss transfer of reactor operator licensing 
function from Bethesde, MD to Region I ofc. 

BTARDSTECKIiR. Division of Project tc Rasldant Program! 03/06/09. 
BE6HIAN,L.E. Lowell, Univ. of 2pp. 10843:040. 24X 

Flche* 50-223,03/06/0?, 0306140635. 


DOCKET 90-224 UNIV OF CALIFORNIA RESEARCH REACTOR 
F. Becurltgi medical, emergency I, fire protection pla-n* 

0306220296 Forward* requett fai* addi info r* Univ of CA retearch 
reactor B8102D emergency plan to continue review per App E 
to i0CFR50«Rev 1 to Rig Ouide 2.6 Ic AN6X/ANS-15 16-1902 
requirsmenti. Info requiited within 30 dago of Hr date. 

THOMAS, C. 0. Standard Hot ion 6 Epsciol Projects Branch. 03/06/09. 
KAPLAN, 8. N. California, Vnlv, of. Berkeley. 6pp. 10940:306. 24X 

Fichi: 50-224. 03/06/07, 0306220296. 


P Operating Llceriso stage documents & correspondence 


8306010308 Advlee* that maint procedures 8, schedules described in BCR 
far SEP Topic iri-4 B, ''Turbine Missiles" 8. Ssetion 4 6 of 
integrated plant 8AR constitute adequate interim assurance 
of low probability of missilo generation 

CRUTCHFIELD, D Operating Reactors Branch 5 83/05/31. FARRAR, D L 

Cammon wealth Edison Co 2pp 18672 319 24X Fiche 50-237,83/05/31* 

0306010308. 


8306090194 Dlecusses util interpretation of lOCFRSO. 49, ''Environ 
Quail fl cat! on of Electrical Equipment Impurtent to Safety 
for Nuclear Power Plants, " Intent of rulamaking is to 
require upgrade program for replacement equipment not parts 
FARRAR, DL Commonwealth Edison Go. 03/06/03, DENTON, H R Office 
of Nuclear Reactor Regulation, Director. 3pp 10796*090 24X 

Flche. 50-000, 03/06/03, 8306090194 


8306140408 Farwards evaluation of BHR Owners Group generic response ta 
NUREO-0737, Item ll. K 3 18, "Mod of Automatic 
Depressurization Bys Logic-Feasibility for Increased 
Diversity for Some Event Qequences. " Tuio option* lilted. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 03/06/03. FARRAR.D.L 

Commonwealth Edison Co. 2pp 18837:354. 24X Flche. 50-237, 03/06/03, 

0306140408. 


DOCKET 90-225 RPl CRITICAL EXPERIMENT 
9, Operator Ex«i»in«tlens 


0306140255 Requist* attendance at 030627 Meeting In King af PrusiieiFA 
to dlscuis tranefqr of reactor operating llcinsing function 
from llsthe*da,MO to Repion I oIe. 

Division of Project 6 Resident Program*. 83/06/09, 
LAHEY,R.T. Ren««fla*r Polytechnic tn»t. 2pp. 10033:017. 24X 

Flchs. 50-225* 03/06/09, 0306140250. 


0306090227 Inform* that retpon** to Oaniric Ltr 03-08 wilt he lUbmlttrf 
by 030713 Info will Include stres* repts to determine mod to 
vacuum breakers on Mark I cantelnments 

RYBAK* i). Commonwealth Edison Co 03/06/06. DENTON, H R. Office ef 
Nuclear Reactor Regulation, Director. Ip 10796:234 24X 

Fiche; 50-000, 63/06/06,8306090227. 
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8J0613D4S5 Provides tjvsrvieuj of plan for chocking for clamp 
int«r f oronce? on main steam line snubbers Sargent & Lundy 
rsvleulng addl snubber test data Results expected by B306S2 
RYDAKr D Commonuiea 1 th Edison Cd 63/0^/06 KEPPLERt J 0 Reg inn 3i 
Office of Director Spp 18033 143 24X Flthe 50-337,83/06/06#^ 

0306130433 


0306160333 Advises that manufacturers whose repts were used In 
technical evaluation repts re environ q,uall f ication of 
electrical equipment have been contacted List of proprietary 
pages detailed In util 030513 Itr U/OE affidavit 

RYOAK, D Commonwealth Edison Co 03/06/06 DENTON# H R Office of 
Nuclear Reactor Regulation! Director 5pp 10061 304 24X 

Fiche 50-OOOi 03/06/06# 0306 160233 


8306100120 Forwards safety evaluation li technical evaluation rept# 
‘‘Monitoring of Electric Power to Reactor Protection Sys for 
Dresden Nuclear Power Station Units 2^3" Proposed mods 
acceptable 

CRUTCHFIELD# D Operating Reactors Branch 5 03/06/09. FARRAR# 0 L 

Commonwealth Edison Co 3pp 10001 101 84X Fiche 50-237103/06/09# 

8306100128 


—0306100131 Safety evaluation re monitoring of electric power to reactor 
protection sys Proposed mods providing automatic protection 
of sys components from sustained abnormal power supply 
acceptable 

e Office of Nuclear Reactor Regulation# Director 83/06/09 2pp 
180O1M04 24X Fiche 50-237# 83/06/09# 8306100128 


—8306100135 "Monitoring of Electric Power to Reactor Protection 8ys for 
Dresden Nuclear Power Station Units 2 6 3# “ technical 
evaluation rept 

SELAN# U C Lawrence Livermore Laboratory FIN A-0250 
UCID-19705 03/05/10 NRC No Detailed Affiliation Olven. 

9pp 10001 106 24X Fiche 50-237# 03/06/09# 0306100120 


0306200865 Forwards "Dresden Nuclear Power Station Unit 2 Reactor 
Uessel Irradiation Surveillance Program Analysis of Capsule 
Number 0 " Results support 020331 amend request that 
existing pressure temp curves be effective through 10 EFPY 
RYBAK# D Commonwealth Edison Co 03/06/10 SCHWENCER#A Licensing 
Branch 2 2pp 19021 308 24X Fiche 50-237# 03/06/10# 0306200265. 


—0306270003 "Dresden Nuclear Power Btation Unit 2 Reactor Vessel 
Irradiation Burvelllance Program Analysis of Capsule Number 
0 " 

NDRRIB#E Q # LINDHaLH#U8 Southwest Research Institute. 
SWRI-6901-008 83/03/31 57pp. 19021 310. 24X 

Fiche 50-237# 63/06/10# 0306200265, 


0306240030 Application to amend Licenses DPR-t9 St DPR-'25# extending 
time limits for inoperab i 1 i ty of CCCS ring header snubbers 
Also updates Unit 3 Tables 3 6 1 2 6 b to reflect changet 
in type of snubbers installed. 

RYBAK#0. Commonwealth Edison Co 03/06/13 DENTON# H. R Office of 
Nuclear Reactor Regulation# Director 2pp, ie90l;O95. 24X 

Fiche- 50-237# 03/06/13# 6306840030 


— 0306240035 Proposed Tech Specs extending time limits for inoperability 
of ECC0 ring header snubbers I# updating Unit 3 Tables 
3 6 1.0 tc b to reflect type of snubbers installed 
# Commonwealth Edison Co. 03/06/13 20pp, i0901 097. 24X 

Fiche' 50-237# 03/06/13# 0306240030 


8306270247 Requests extension of Hark X containment completion date. All 
work on ECC0 suction head snubbers will be completed by 
030920, Descrip tion of remaining work# current etatue !< 
reasons for delay end 

RYBAK#B Commonwealth Edison Co 83/06/16. DENTON# H R. Office of 
Nuclear Reactor Regulation# Director 4pp. 16968.278. 24X 

Fiche. 50-237# 03/06/16# 8306270247. 


0306200564 Forwards confirmatory order r* 020316 commitment to instmll 
permanent scrim discharge sys mods by 850101 or prior to 
operation in Cycle 10, Proposed model Tech Specs provided 
for guidance also end 

CRUTCHFIELD# D. Operating Reactore Branch 5. 63/06/24, FARRAR# 0 L. 

Commonwealth Edison Co 2pp 19016.029. 24X Fiche. 50-2P7# 63/06/24# 

B3O620OS64 


— 8306200570 Confirmatory order re util 620316 commitment to install 
permanent scram discharge sys mods by BSOlOl or prior to 
operation in Cycle 10 

EI6ENHUT#D,0 Division of Licensing 63/06/24. Commonwealth 
Edison Co 5pp. 19010 031. 24X Fiche 50-237# 63/06/24# 8306280564. 


— 8306280575 Proposed model Tech Specs for Installation of permanent 
scram discharge sys mods. 

« NRC - No Detailed Affiliation Oiven. 63/06/24 SOpp. 
19010,036 24X Fiche; 50-237# 83/06/24# 8306260564. 


0 tnspBction reports# IE Bulletins 6 correspondence 


0306820144 Ack receipt of payment of civil penalty k 030317 response 
to 630216 notice of violation k proposed imposition of civil 
p anatty 

AXELRAD»J A Oirsetor's Off let# Office of Inspection and 
Enforcement 63/03/31 O^CDNNOR#J J Commonwealth Edison Co 2pp 
18937 340 24X Fiche 50-237# 83/03/31# 6306820144, 


B306S2021B Ack receipt of 030414 payment of proposed civil penaltlat 
Response to notice of violation k proposed Imposition of 
civil penalties will be evaluated k corrtetive actions 
examined during future Insps 

AKELRAD. J A Enforcement Staff 03/04/21. REED#C Commonwealth 
Edison Co 2pp 16950 357 24X Fiche 50-000# 03/04/21# 8306220218 


8305260238 Responds to violations noted in IE Insp Repts 90-237/63-08 |c 
90-249/63-07 Corrective actions radiation protection mgt 
personnel increased surveillance of respiratory devices k 
addl radiation control technician added, 

FARRARiD. L Commonwealth Edison Co, 83/09/20 KEPPLER# J, 0. Region 
3, Office of Director 5pp 18599355. 24X Fiche* 50-237# B3/05/80# 

6305260236 


8309110458 lE Info Notice 83-32# "Ruptured Ain-24i Bourcis Contained In 
Nell Logging Device " 8vc list end 

TAYLOR# J M Division of Bafeguards k Inspection Programs iPost 
8301031 63/05/26 Consolidated Edison Go of New York, Inc. 
125pp 18031 043 24X Fiche 50-000# 03/05/26# 03051 10458 


8309110460 IE Info Notice 03-34# "Event Notification Info Norksheet " 
Sve list end 

JORDAN# E L Division of Emergency Preparedness k Englnstring 
Response (Post 830103) 83/05/26. Consolidated Edison Go. of New 

York# Inc 115pp 18732 085 24X Fiche: 50-000# 83/09/26# 03051 10460. 


0306100101 Forwards IE Insp Repts 50-837/63-13 U 50-249/83-11 pn 
630426 No noncompl ianct noted. 

LITTLE# N B Region 3# Office of Director. 83/09/27. REED# C. 
Commonwealth Edison Co 2pp 18802*332. 24X Flcht: 50-237# 83/05/27# 

8306 100 101 


—6306100105 1£ Insp Repts 50-237/B3-13 k 90-249/83-11 on 830426. No 
noncompliance noted Major areas Inipec ted; 1 Ictnset action r* 

IE Bulletin 80-11# "Masonry Nall Design." 

NORTON# J.F.# WILLIAMS# C.C Region 3# Office of Director. 

83/09/27. 4pp, 18602.334. 24X Fiche* 90-237# 63/05/27# 8306100101, 


6309110461 IE Info Notice 83-35# "Fuel Movement W/Control Rode 
Withdrawn at BWRs " Sve Itet end 

JORDAN# £ L, Division of Emtrgency Preparsdntss k Englntaring 
Response (Post 830103) 03/05/31 Consolidated Edison Co. of New 

York# Inc. 116pp, 1 0732 BOB 24X Ficha: 50-000# 03/05/31# 0309110461. 


6306130330 Confirms plan discussed on 830601 for 830620 enforcement 
conference to discuss post-maint problems k significance of 
missing snubber on torus, 

N0RELIU8#C E Division of Project k Resident Programs. 63/06/03. 
REED#C Commonwealth Edison Co Ip 1BB23 001 24X 

Fiche. 90-237# 83/06/03# 0306130338 


8306100149 Forwards Rev 3 to "iOO-Day Rept in Response to IE Bulletin 
80-11 for Dresden 2 k 3 k Quad Cities 1 k 2. 

RYBAK# B Commonwialth Edison Co 83/06/06 KEPPLER# J 0. Region 3j 
Office of Director 2pp 10804.161 24X Fiche* 50-000# 83/06/06# 

0306100149 


— 0306100156 Rev 3 to "IBO-Day Rept in Response to IE BuHsttn 00-11 for 
Dresden 2 k 3 k Quad Cities 1 k 2. " 

e Commonwealth Edison Co. 63/09/09. 129pp. 18804:163. 24X 

Fiche* 90-000# 03/06/06# 6306100149. 


8306100094 Forwards response to IE Bulletin 83-03 re dieeel generator 
cooling water check valves, Plants utilize Mlaelon Duo-Check 
valves employing hinge-to-pin design for protection against 
vibration-induced failure. 

BARNES# P.L, Commonwealth Edison Co 83/06/07. KEPPLER# J 0. Region 
3# Office of Director. 7pp. 18802:238, 24X Fiche; 90-000# 63/06/07# 

0306100094. 


0306100216 Responds to IE Insp Repts 90-010/83-01# 90-237/63-01 1# 
90-249/83-01. Correctivf action* survell lance nPtif ication 
program developed for annual distribution of public info 
brochures on emergency planning. 

FARRARiDL, Commonwealth Edison Co. 63/06/07. PAPERIELLO# C, J. 
Region 3# Office of Director. 4pp. 16809-113. 24X 

Fieh e, 90-010# 03/06/07# 8306100218 
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B30&t703QO FornKArii* Ti»poni« to IE bulletin 63-03 rtt die»«l generator 
cooling Mter chect volvei. Velvee at Dretifen fr LaSalle 
acciptable u/e further inej) ftept on valve failvrea at Quad 
Cltiet will be eubnltted within 90 dage of Imp coMpletloi! 

BAANEStP L, Comaonuealth Ed 1 eon Co, 83/0^^07. KEPPLERtJ 0 Region 
3^ Cffice of Director 7pp iSseO* Sll. S4X Fi che: SO-OOSi e3/0<&/07. 
a3O&17O3S0 


8306270397 Forward! intervice ln»p ript for Jan 19B3 Incp of BltW 
raactOT pratiura ve«»»l 6 CE prlawrg age piping 

8 COTT 48 J. Coaaonwealth Editon Co. 83/06/08. KEPPLER. J 0 Region 
3. Office of Director Ip. 18993*292. 24X Fi ch r. 50-237* B3/06/08i 

8306270387 


^-B3068703?2 Initrvfce imp rapt an 830110-0329. BBdl reactor pTteeure 
veiieJ li OE prlmerg tga piping impeeted. 

a CoMionwialth Ediion Co 83/06/08 SSpp. 18993 2S3 2i|X 
rich e* 50-237^ a3/06/08i 8306370387. 


8305110464 IE Info Notice e3-36i **lap 4 et of Security Practice! on Safe 
Oparationa, ** Bvc lift incl. 

JORDANjE L Dlvliion of Emergencg Prcparedneee ti Engineering 
ftenponie CPoet 830103 ) 83/06/09, ConaoUdated Edison Ce. of Neu 

York* Inc 119pp 16830' 2B0 S4X Flche* 90-000. B3/06/09. 83051110464 


8305110470 IE Info Notice 83-36. “Defective Heat Bint Adhesive k 
Selsalcellg Induced Chatter in Relegt Within Printed 
Circuit Carda, “ 8 vc list end. 

JORDANtE L Divlfion of Energencg Preparedneae & Engineering 
Retponie (Post B30103) 83/06/13, Canaolidatcd Ediaon Co af New 

York. Inc, liepp. 18920 • 2S 9 S4X FI c he; 50-000. 63/06/ IS. 83091 10470. 


8306090010 IE Info Ifatlca 83-37. **Tranif orner FalLure Reaulting Free 
Degraded Intirnai Connection Catlea, Sve list end 
JCMOANjE L, Diviflon of Emergencg Preparedneis Engineering 
Retponie IPoet 630103). 83/06/13. Consolidated Edison Co, of Neut 

York! Inc 243pp. £8921*001. 24X FI the 90-000. 83/06/18* 6306090010 


8306300239 Forwards IE Insp Rspts 90-237/83-18.90-249/63-10. 
SO-294/83-13 SO-269/63-11 on 820412-14 (t 0906 «< 16 fc 

notics of violation' 

LITTLE. W.B, Rsgion 3* Office of Director 63/06/16. REED* C 

CoMonweilth Edison Co. 2 pp. 19122; 877 24X Flcht I SO-OOO. 63/06/16* 

8306300239. 


—8306300238 Nstlct of violation fran inap on 830412-14 1. 0906 8 * 16. 
LITTLE. W, 8 Region 3 . Office of Director. 63/06/16. 2pp 
19122.281 24X FlcherSO-OOOi 83/06/16. 0306300235, 


—0306300246 IE Intp Ripts 90-237/63-18.50-249/83-10*90-254/83-13 4* 
50-269/83-11 on 630418-14 6 0906 6 16 Nancoap ) lance noted* 
as-tirllt conflrguretlon (for pipe anchor R133 in pressure 
luppreision «ga} differed fron origlnel design. 

YIWfl.T. » DANlELSOff. D. H Region 3* Office of Director. 63/06/19. 
9pp. 19122 283 S4X FI cfi e* SO-000* 83/06/16. 8306300239. 


8309110479 lE Info Notice 03-40* “Need to EnvironAental) y Ouallfg 
Epoig Orouts fc Seslers “ 8 vc list end 

JORDAN. E. L, Division of Eaergancg Preparedness i Engineering 
Response (Post 830103). 83/06/22, Consolidated Edison Co. of New 

Yart. Inc. 119pp 19021 179. 24X Fiche: 50-000. 63/06/22* 8309110479 


0309110477 IE Info Notice 83-41. "Actuation of Fire Suppreseion Bus 
Causing Inoperabllitv of Safety-Related Equipment.** 8 vc list 
end. 

JORDAN. E L. Division of Easrgeneg Frepersdness tt Engineering 
Rsiponac (Post 830103). 83/06/22. Consol idated Edison Co. of New 

York. Inc 120pp, 189771007, 24X Fiche. 90-000* 83/06/22* 6305110477. 


8309HD477 IE Info Notice 83-42, -Reactor Hade Switch Halfgnetiona. •• 
Bvc list encl, 

JORDAN. E,L, Divlilan of EMsrgsnctf Preparedness li Engineering 
Response (Post 830103). 83/06/23. Consolidated Edison Co. of Neie 

Yort. Inc. Il 6 pp. 18976! 242, 24X FI die! 50-000* 63/06/23. 83091 10477. 


8309110463 IE Info Netlcs 83-43* "J«.propeT Bsttingi of Interasdiate 
Range CIR) High Flu* Trip Setpoints. " five list end, 

JORDAN* E.L Division of Emergency Prepare dnsss tc Engineering 
Response (Post 830103). 03/06/24. Consolldateil Edison Co. of New 

York* Inc. 116pp 17046:277 24X Fic he. 90-000* 03/06/24. 63091 10483, 


R. Periodic dperating reports ti related correspondence 


03O6t3O27'9 "esMlanitual Rept of Radioactive Effluents 1962 *• H/030302 
Itr. 

CemmonweeUh Edison Co. 63/03/02, NEPPLER* J. 0 , Region 
Director. 20pp. 16823=! 277. 24X Fi c he: 90-010, 83/03/02. 


G306l40-0a6 Monthly operating repts for May 1983 W/830601 Itr 
BCHROEDER*!) A * SCOTT* D J CooimoniUBa 1 th Edison Co 63/06/01 
Director's Office, Office of Inspection and Enforcement IBpp 
16838 347 24X Fiche 90-237*83/06/01.6306140086 


8306130494 forwards corrected "1981 Rept of Dccupatlonol Personnel 
Radiation Doses - Contract Workers." per Reg Guide 1 16 
Nufflbor Of people per manrom should bo listed in molnt not 
engineering category 

MAONER.O.F Commonujea Uh Edison Co 03/06/07 KEPPLER.JO Region 
3* Office of Director Ip 1GB21 179 24X Fiche 50-010* 83/06/07* 

0306130454 


— 8306130457 Forwards corrected "1901 Rept of Dccupotional Personnel 
Radiation Doses - Contract Workers." por Reg Guido 1 16 
Number of people per msnrem should be listed In maint not 
engineering category 

WAONER, G P Commaniiieal th Edison Co 03/06/06 KEPPLER, J 0 
Region 3. Office of Director Ip 18821 180 24X 

Fiche 50-010* 83/06/07. 8306130454 


—6306130460 Corrected ”1981 Rept of Occupational Personnel nadlakioh 
Doses - Contract Workers. " 

« Commonwealth Edison Co 83/06/06 9pp 18821 181 24X 

Fiche 50-010, 83/06/07* 0306130454 


8306220086 Advises that V Biros farm will provide milk samples for 
radiological monitoring program Herd totals 130 cows* 
including 50 milking cotos.Addl info re Diros farm will be 
provided in annual environ rept 

GOLDEN. J C. Commonwealth Edison Co 83/06/19 KEPPLER. J G Region 
3* Office of Director Ip 18927 107 24X Fiche 50-237*03/06/15* 

8306220006 


8 Reportable occu-rrsncei. LERs It related correspondence 


03O6O'6O232 Updated LER 03-O13/O3X-1 on 83021 1. power lead from welding 
machine became disconnected & grounded to torue base metal 
causing arc strike which fused copper/brass into metal 
Cause considered accident W/B30923 Itr 

TANO WEE, D * SCDTT, D J Commonwealth Edison Co 03/05/23, 

KEPPLER, J.O Region 3, Office of Director 3pp 18728 288 241 

Fiche* 50-237* 83/09/23. 0306060232 


6306030216 LER Q3-034/03L-0 on B30427* drgwel 1 floor drain sump puapti 
at Interval exceeding Tech 8 pec limit Caused by personnel 
failure to follow Operating Order 26-83 ensuring compliance 
w/T«ch Spec requiring pumping at 4 h interval W/030329 Ur 
SCOTT* 0 J , COENiR, Commonwealth Edison Co 03/09/29 KEPPLER* J 0 
Roglon 3, Office of Director 3pp 10704. 02S 24X 

Fiche 90-237.83/05/25*8306030218 


8306060040 LER 03-O35/O3L-O on 830427* low pressure coolant injection 
HX discharge valve M02~igoi-3D foiled to open Cause 
undetermined Control circuitry inspected by electrical It 
Instrument maint It found satisfactory W/B30529 Itr 
COYLE* L.H I SCOTT, D J Commonwealth Edison Co 03/09/25 
KEPPLER.J, 0 Region 3* Office of Director. 3pp IB719 120 S4X 
Fiche 50-237*83/05/25*0306060040 


8306070246 LER 03-036/03L-0 on 030902. dryuell floor drain leakage 
exceeded Tech Spec limits due to bonnet leakage on feedwater 
check valve 2-220-9BB Caused by failed bonnet seal ring Beal 
ring replaced Leakage to be monitored W/630931 Itr, 

CHRlSTELiB * SCOTT* D J. Commonwealth Edison Co 83/09/31 

KEPPLER, J 0 Region 3* Office of Director 3pp 18744 213. 24X 

Fiche. 90-237* 83/05/31*0306070246, 


63061303B2 LER B3-037/03L-0' on 830504* average power range Monitor 4 
rod block setpoint exceeded Tech Spec limit of 12X Caused 
by instrument drift Monitor adjusted It tested 
satlefactoTlly W/030331 Itr 

BEVERLYtK P . SCOTT* D.vt Commonwealth Edison Co 03/09/31 

KEPPLER, J.O Region 3, Office of Director 3pp 10022 349 C4X 

F 1 c be J SD-237, 63/05/31, 0306130382 


8306130348 LER 03-O39/O3L~O' on 830505, during normal operation, 
unidentified leak from drywell discovered Caused by packing 
leak on recirculation discharge bypass valve 2 - 202 - 7 A 
causing ovarflow of equipment drain sump W/030601 Itr 
TURNOUEST* L, , SCOTT* D J Cornmonwealth Edison Co 83/06/01 

KEFPUERiJ. 0 Rsgion 3. Office of Director 3pp 18823 005 24K 

Fieh •* 50-237* 83/06/01 * 0306 1 30340 


8306130439 LER B3-04D/03L-0: on 630507* during MfilV lOX closure teet 
Procedure DOS 250— 1* NSO received half-scram signal on RP 8 
channel A Caused by ground on IC limit switch relay 
990-loyE circuit, Orownd will be corrected W/030601 Itr. 

MAXWELL, D.* SCOTT, D J Commonwealth Edison Co 83/06/01. 

KEPPLER, J.O, Region 3* Office of Director 3pp 100211212 B4X 
Fiche! 90-237*03/06/01* 8306130439. 
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830613037^1 LEH 63^042/03L-0 on 8305l2i condenser lou icran switch 

503D tripped at vacuum of 2S Q inches while performing CIS 
500-6 Caused bg Instrument drift Barksdale switch DIT-H1Q89 
adjusted & exercised M/B3O603 1 tr 

BEVERLY, K P I SCOTT. D J Commonwealth Edison Co 83/06/03 

KCPPLERjJ O Region 3i Office of Director 3pp 18S&S 344 24X 

Fiche 50-237,83/06/0310306130374 


8306270202 Potential Part 81 rept re discrepancy in welding of 
turnbuckle assembly, turnhuc k le-bol t interface & on top plate 
assembly variable springs 0^307 Grade D bolts not A8ME 
Section IX matl Investigation underway 

KARAOIANIS, J A Elcen Metal Products Co 83/06/17 KEPPLER,J 0 
Region 3, Office of Director 2pp 189‘?6 207 24X 

FlChe 50-000, 03/06/17. 8306270202 


0306270279 PND- 1 11-83-092 on 030620, electrical fire occurred in 
generator exc iter, forcing shutdown of unit for 2-3 wks. 

Stoning process caused short In rings/brush manifold 
assembly Damage extensive 

TONGUE, T , SHAFER, W Region 3, Office of Director 03/06/21 ip 
10996 172 24X Riche' 90-237, 03/06/21, 8306270279 


DOCKET 50-243 OREGON STATE UN IV RESEARCH REACTOR 


<] Inspection reports, IE Dulletlns ^ correspondence 


8306070289 Forwards IE Insp Rept 50-243/83-01 on 030511-12 No 
noncomg 1 iance noted 

aO0K,H E Region 9, Office of Director 83/09/20 PARBONB. T D 
Oregon State Univ 9pp IB741 166 24X Fiche 50-243,83/09/20, 
8306070285 


— 8306070207 IE Insp Rept 50-2A3/S3-01 nn 030911-12 No noncompl iance 
noted Major areas inspected radiation control program, 
environ protection, transportation activities 6 processing of 
IE info notices 

GARCIA, E M , NENSLAWSK1,F , BOOK, H E< Region 5, Office of 
Director 83/09/20 9pp 10741 160 24X Fiche 30-243,03/05/20, 

03O6O7O2B5 


8 Reportable occurrences, LERs tic related correspondence 


0306070044 RO on 030323, dl scovered Insp of transient control rod not 
conducted since 8J0317 Caused by misinterpretation of Tech 
Specs Surveillance time Intervals will be modified per 
ANSI/ANS 15 1-1982 guidelines 

WANO, C H Oregon State Univ 83/09/29 Region 9, Office of 
Director 2pp 10740 001 24X Fiche: 90-243, 03/05/25, 8306070044. 


DOCKET 30-244 RODERT EMMET OINNA NUCLEAR PLANT, UNIT 1 


F Security, medical, emergency it fire protection plans 


8306070290 Forwards Rev 18 to security plan, del Ineatlng fretiuency for 
testing emergency power annunciator sys Rev withheld 
(rtf 10CFR73 on 

MA1ER,J, E Rochester Gas b Electric Corp 83/09/19 ALLAN, J M 
Region 1, Office of Director Ip 10740 339 24X 

Fiche 50-244,83/09/19,0306070258 


0306020381 Forwards IE Insp Rept 90-244/03-00 on 830418-22 No 
noncomp 1 lance noted 

MARTIN,! T Division of Engineering t, Technical Programs 83/09/20 

MAIER, J E Rochester Gas t, Electric Gorp, 2pp 10699.142 24X 

Fiche* 50-244, 83/03/20, 0306020381 


—8306020389 IE Insp Rept 30-244/83-00 on 830418-22 No noncompHance 
noted Major areas inspected: emergency preparedntes items 
from prior appraisal performed on 811102-13. 

TERCjN.M , COHEN, I , CROCKER, H N. Region 1, Office of Director. 
83/09/19 i4pp 18695*144. 24X Fiche. 90-244, 83/05/20, 830602038 1 


S306020400 Forwards IE Insp Rept 30-244/63-09 On 830419-22 No 
noncomp liance noted 

MARTIN,! T Division of Engineering >< Technical Programs 83/03/20. 

MAIER, U E. Rochester Gas t( Elactric Carp. 2pp 18699 033 24X 

Fiche 90-244 , 03/03/20, 0306020400. 


— 8306020403 IE Insp Rept 90-244/83-09 on 830419-22. No noncomp 1 lance 
noted Major areas Inspected* security plan Implementing 
procedures, securl ty organization fc program audl t, records I, 
repts, testing t, malnt << locks, keys it combinations 
DUNLAP, J.M , GDDY, A. T Region 1, Office of Director 03/03/18, 
3pp. 1 869 9 . 033. 24X F 1 c h e ’ 90-244 , 83/03/20, 8306020400 


0306060174 Summary of 830916 meeting w/Nestinghouse re review of 
Nettinghouie generic safety parameter display sys concerning 
WCAP-10170. '*EmergenCV Response Facility Design It VfcV 
Process “ Vendor will append man-ln-the loop results 
DICK, 0 F Operating Reactors Branch 3 83/OA/02 CRUTCHFIELD,!). 

Operating Reactors Branch 5 17pp 10728' 164 24X 

Fiche 50-244, 03/06/02.8306060174. 


8306170000 Advises that LABL vital area analysis program personnel will 
revisit plant site to gather addl info due to major nods V 
redirection of program by NRC 

ALLAN, J M Region 1, Office of Director 63/06/13 MAIER, J E. 
Rochester Gas fir Electric Corp 2pp 18662 279 24X 

Fiche 90-244, 83/06/ 1 3, 6306 1 70000 


0 Adjudicatory correspondence 


8306160571 Order rei^uesting party status repts by 630715 re expected 
1 sauences, suggested procedure re discovery, prehearing 
conference Sr bearings, proposed agenda if prehaaring 
conference suggested fii renotlcing of procedure. 

OfiOSBMANi H Atomic Safety and Licensing Board Panel. 03/06/19. 
2pp 10066 203 24 X Fiche. 50-244,63/06/15,8306160371 


J Insurance it Indemnity information 


0306020126 Forwards Endoreements 73 6 74 to HAELU Policy MF-47 It 
Endorsements 07 Sr 60 to NELIA Policy NF-170. 

8INI8I,J. M Marsh fir McLennan, Inc 83/09/26. BALTZHAN, J 
Assistant Director for State fir Licensee Relations 5pp 16691.222, 
24X F i c h a ’ 90-244 , 83/09/26, 6306020 1 28 


P Operating license stage documents Ir correspondence 


8306020079 Forwards visual aids used at 630512 fir 20 meeting i rt steam 
generator sleavlng fir B6U proprietary "Glnna Sleeving 
Repair - Spring 1983 Steam Generator Rapid Sleeving 
Program. '* Rept withheld (ref 10CFR2 790) 

MAIER. J.E Rochester Oes fir Electric Corp. 83/09/24. CRUTCHFIELD, D. 

Operating Reactors Branch 9 35pp 16691*139. 24X 

Fiche 30-244,83/09/24,8306020079 


6306060057 Forwards info U rept re fiEP Topic 111-7, B, "Design Cades, 
Design Criteria Ir Load Combinations " As result of review, 
util has identified two commitments re scupper installation 
8( dissel generator bldg concrete walls, 

MAIER, J.E Rochester Gas fi. Electric Corp 83/09/27. CRUTCHFIELD, D, 
Operating Reactors Branch 5 llpp 18719 27t, 24X 

Fiche 90-244, 03/09/27, 6306060097, 


—8306060099 "Evaluation of Concrete Code Changes, 'Design Cods s. Design 
Criteria It Load Combinations' Portion of U6NRC SEP Topic 
iir-7 B " 

ADAMETZ,J M , MDDRE, r L Oi Ibert /Commonweal th Cos. 83/05/23, 

34pp 1671? 262 24X Fiche* 90-244, 03/09/27, 8306060097 


6306060296 Requests clarification of 630201 response to 021213 safety 
evaluation on environ qualification of safety-related 
electrical equipment. Proprietary info should be identlfietf 
per and guidelines within 30 days of receipt of Ur 
CRUTCNFIELDi D Operating Reactors Branch 5. 63/09/31, MAIER, J, E, 

Rochester Gas «< Electric Corp 6pp. 18726:347. 24X 

Fiche. 90-244, 63/09/31, 0306060296 


8306060299 Bumms'ry of 630520 meeting w/util 6 BfiiN re steam ganerator 
tube sleeving program, Agenda l( viewgraphs end. Safety 
evaluation will be issued prior to permitting criticality, 
dick, 0 F. Operating Reactors Branch 9 B3/06/02 □perating 

Raactors Branch 3, t7pp 16727:207, 24X Flcha: 90-244, 03/06/02, 

8306060259. 


8306140399 Forwards Rev 0 to proprietary "Steam Oenaratar Evaluation^ 
Spring 1903 Outage, Qtrrngth Testing of Scalable Sleeves 
Explosively Expended Into Locked Tubes - RE Olnna Station. " 

Rept withheld (ref 10CFR2.790}, 

HA1ER,J. E Rochester Gas It Electric Corp, 63/06/09. CRUTCHFIELD, D. 
Operating Reacture Branch 9, Ip. 10833:099. 24X 

Fiche: 90-244, 63/06/09, 0306140999 


6306170032 Discuaeis NRC S3042B Ur re blocking »f safety injection 
signal during cooldown Tech Specs will be submitted to 
reflect clarification of permissible bypass condi tione. No 
Tech Spec mod required for steam line isolation 

MAIER, J.E, Rochester Gas t< Electric Corp 83/06/09. CRUTCHFIELD, D. 

Operating Reactors Branch 9. Ip. 18882.232 24X 

Fiche; 90-244, 83/06/09, 8306 1 70032. 
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B306200314 Faru^rd* ”fl£ (JJnna MucUat' Power Station Contalniuaht Ve»»ol 
Tendon i4 RaspoiiBc to NRC Review Ccrnfflents on Tendon 
Eveluetlonr ” ■upjiiartin)}' util conclusion that etrete 
rolaiotlon o# tendon major cause o-f latfl* force ioaees, 

MAlERjJ E Rochester |>as If Electric Corp B3/06/13 CRUTCHFIELDj D 
Operetinii Reactors Branch 5. Ip. 1EQ99 243 24}C 

F £ c he: S 0 “244f 63/(16/ 1 030620031 A 


— S306S00316 **RE Cinna Nuclear Power Station Containment Vessel TendonFi 
Response to NRC Review Coeaents on Tendon Evaluation " 

FULTONfJ. F , HERRiJ.C > CHEKrC 01 Itert/CoMOionuef lilt Cos 
03/06/09 56pp 10099 244. 24X Fic^e &0-244f 83/06/13, 8306200314 


03O62OO23S Forwards proprlstarv varsfon of lafetv evaluation findinp 
pretenslcning mod to previoualu approvsif sleeving process 
accfp table for locked up tubes in steam generators. Safatg 
avaluation withheld 

CfiliT’CHFlELO, 0. Operating Reactors Branch 5 83/06/16 MAlERf J E 

Rochester C-es b Electric Corp Opp 18902. IS 1 54X 

FI c h e 30-244, 03/06/16, 8306200235 


0306240177 Responds to SEP Topic 111-3 B» ’’Pipe Break Outside 
Containment * Inetalletion of jet impingement shields to 
protect main steam tafetg b relief valves not needed. Item 
resolved. 

HAiER,J E Rochester Oat b Electric Corp, 63/06/16 CRUTCHFIELD, D. 

Operating Reactors Branch 9 3pp 18961 030, 24X 

Fi c)i e 30-244 , B3/06/ 1 6 , 03O62t 01 77 


B306240311 Discusses anslgsie used to neat current 8ftP seismic criteria 
for refueling water storage tank IRHBTI, per SEP Topic irx-6. 
Pretlnilnary results u/tnput Ir acceptance parameters end 
Final analggii will be available by 230713. 

HAlERfxJ.E Rochester OSS b Electric Cnrp 83/06/16. CRUTCHFIELD. D 
Oparating Raaetors Branch 3. 24pp 10979. 146 24X 

riche: 30-244^ 33 / 06/ 1 6i 83062403 1 1 . 


— 03O6S4O3I2 "Design Input Oocuaent Index for 'Evaluation of Sodium 
Hydroxide Tank. 

CAMPBELL, DR CJlbert/Commonuealth Cos. 3372. 82/10/23. I7pp 

I S979 - 172 24X F I c h e, 50-244, 03/06/ 16. 030624 031 1 


03O621O1S7 Forwards environ evaluation b notice of availability re 
converaion of provisional OL DPR-10 to full-term OL 
Evaluation determined no subaiantlel changes In proposed 
actions relevant to environ concerns 

MJRA.OLIA»F. U. Aasl stent Director for Befety Afsesimsnt. 03/06/17 
MAIER.U E Rocheitir Oas b Electric Corp 3pp. 10913 193' 24X 

Fichf 90-244, 83/06/17, 030621 0137 


— 0306210163 Environ avaluation re conversion of provisional OL DPR-18 to 
full-term OL 

« Office of Huclsar Reactor Regulation, Director 03/06/17 
iOpp. 16913; 190 S4X FI Che' 90-244, 83/06/1 7« 8306210197. 


—0306210168 Notice of availability of environ evaluatlen re conversion 
of provisional dl DPR-18 to fuU-term OL. 

PAULSON, H A Operating Reoctore Branch 3 63/06/17 2pp 

£0919:216. 24X Flche- 30-244, 83/06/17, 03O62IOI 37. 


0306240290 Forwards Rev 3A to App C to QA manual describing Inservice 
pump b valve testing program for Uan 1981 - Dec 1990. Rev 
includes eemmltments to test valves perParminj presaurt 
Isolation function from RCPB, 

HAIER, J.E. Rochosier Oae b Electric Corp, 83/06/20 CRUTCHFIELD, D 
Operating Reactors Branch 9 Ip. IB979 109. 24X 

F I c h e* 90-244, 83/06/20, 8306240290- 


—8306240302 Rev 3A t® App C ta OA manual re InierVlce pomp b valve 
testing program for Jan 1981 - Dec 1990 

ANl>eR60N,C.R. Rochester Cos b Electric Carp. 83/06/13 37pp. 

18979; £ 90. 24X F 1 c h e 30-244, 03/06/20, 8306240298 


6306270360 Forwards addl info requeatetf 630407 re containment pressure 
monitor, conteinment water level manitor b containment 
hydrogen monitors installed per requirements of TUI Iteme 
It F. 1. 4, n. F. 1. 9 b II. F t.6,reepectlvelv 

HAIER, J.E Rochester Oas V Electric Corp. 83/06/20. CRUTCHFIELD, D 
Operating Reactor ■ Branch 3. 10pp. 16993-176. 24X 

FI Che; 30-244, 83/06/20, 0306270360. 


0306270297 Forwards JH Taylor affidavit supporting 830609 request to 
withhold rept summarising testing performed ta support 
pretensionlng of steam generator tubes for sleeving from 
public disclocure. 

HAIER, J.E. Rocheeter Oes b Electric Corp. 83/06/21. CRUTCHFIELD, D 
Operating Riactori Brench 9. 6pp. 18980.270. 24X 

Fie be; 90-244, 03/06/21, 0306270237 


0 Inspectian reports. IE BuIlotinR b corr espondenco 


8306020301 Forwards IE Insp Rept 50-244/83-00 on 030418-22 No 
noncoffip 1 lance noted 

HARTiNi T T Division of Engineering b Technical Programs 03/C5/2O 

MAIEft, J E Rochester Oas b Electric Corp 2pp 18695 J42 B4X 

Flcho 50-244,03/05/20,0306020301 


— B3060SD3B9 IE Inop Rept 50-244/83-00 on 030410-22 No noncomp llance 
noted Major areas inspected emergency preparedness Items 
from prior appraisal performed on 011102-13 

TERC.NM , COHEN, r , CROCKER, HW Region I. Office of Director 
03/09/19 I4pp 10695 144 24X Fiche 30-344. 83/05/20, 030602038 £ 


0306020400 Forwartfe IE losp Rept 90-244/03-09 on 830419-22 No 
noncompllonce noted 

MARTIN, T T Division of Engineering b Technical Programs B3/09/20 
HAIER, J E Rochester Oes b Electric Corp 2pp 18699 033 g4)f 
F 1 c he 90-244. 03/05/20, 0306020400 


— 03D6O2O4O3 IE Inep Rept 50-244/03-09 on 030419-22 No noncomp 1 lance 
noted Major areas inspected. security plan b implementing 
procedures, sec uri ty organiiation b program audl t, records b 
repts, testing b maint b locks, keys b combinations 
DUNLAP.JM. , 08DV. A T Region 1, Office of Director 03/05/10 
app, 10699 035 24X Fiche 50-244,03/05/20, 8306020400 


8306020427 Forwards IE Insp Rept 90-244/03-06 on 830331-0401 No 
noncompliance noted 

MARTIN, T T Division of Engineering b Technical Programs 03/09/20 
HAIER, J E Rochester Oas b Electric Corp 2pp 10694 113 24X 

Fiche SO-244, 03/09/20, 0306020427 


—8306020434 IE Insp Rept 50-244/03-06 on 030331-0401 No nancompllancs 
noted Major areas Inspected 830331 personnel injury event, 
including personnel exposure, not! flcat Ions, high radiation 
area control, ind i vldual wort hours b training 
NIMirZ.R L , SHANBAKY/M M Region 1, Office of Director 
03/05/13 Bpp 18694 115 24X Fiche 90-244,03/09/20,0306020427 


0306020450 Forwards IE Insp Rept 90-244/03-07 on 030411-19 No 
noncofflp 1 lance noted 

MARTIN, T T Division of Engineering b Technical Programs 03/09/B'O 
MAIER^ J E Rochester Oas b Electric Corp 2pp. 10693 270 24X 

Fiche- 50-244, 03/05/20, 0306020450 


—0306020460 IE Insp Rept 90-244/03-07 on 030411-15 No noncompHapci 
noted Major areas inspected radiation protection program, 
including status of previously identified items, personnel 
selection, quallFication b training b exposure controls 
CDLLIN0,D J. , 9HANBAKV, M M Region J, Office of Director 
83/05/10 9pp 18693 200 24X FI Che 50-244, 03/05/20, 030602045a 


0306020079 Forwards visual aids used at 030512 b 20 msetings re stesa 
generator sleeving L BbH proprietary "Oinna Bleevlng 
Repair - Spring 1983 Steam Generator Rapid Sleeving 
Program *’ Rept withheld (ref 10CFR2 790). 

MAIER^J E. Rochester Oa» b Electric Corp. 03/05/24 CRUTCHFIELBiO 
Operating Reactors Branch 5 35pp 16691 135. 24X 

Flcho' 50-244,83/05/24. 0306020079 


S30D1 10499 IE Info Notice 03-32, "Ruptured Am-241 Sources Contained in 
Nell Logging Device " Sve list end 

TAYLOR, J, M, Division of Safeguards b Inspection Programs (Post 
8301031 03/05/26. Consolidated Edison Co of New York, Inc 
125pp 18031 043 24X Fiche 50-000,03/05/26,0309110458 


6305110460 lE Info Notice 03-34, "Event Notification Info Worksheet * 
8v< list end. 

JORDAN, E L plvlslun of Emergency Preperednest b Engineering 
Response (Post 830103) 83/05/26 Consdideted Edison Co of Kre 

York, Inc ilSpp, 18732-083 24X Fiche 50-000,83/05/26,0309110460 


8306020074 Notification of 030601 significant licensee meeting in Kini 
of PruBBia,PA to discuss enforcement issues 

KISTE#?, H.B Region I 0 Office of Director 83/05/26. Region 1, 
Office 0# Director Ip 18701*336 24X Fiche. 50-244, 83/05/26, 

0306020074 


6306060036 Specifies provisions incorporated into procedures re NRC 
pofitlone for BEP Topic II1-3 C, "Inservlca Insp of 
Wa tar-Controi Structures " Topic detailed In final 
integrated plant BAR, NUREO-O0S1. 

HAIER, J.E. Rochester Oes b Electric Corp. 83/05/26 CRUTCHFIELD. D 
Operating Reactora Brench 5 2pp, 18723 298, 24X 

Fiche* 50-244, 03/05/2-6, 8306060036. 


0309110461 IE Info Notice 83-35, "Fuel Movement W/Control Rods 
Nlthifrawn at DWRs, " Bve list encl 

JORDAN, E, L. Division of Emergency Preparedness b Engineering 
Response (Post 630103) 03/05/31, Consolidated Edison Co of New 

York, Inc 116pp. 1B732;2O0 24X Fiche 50-000, 83/05/31, 0305110461 
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83061^0361 Foruards IE Insp Ropl 50-244/03*' 10 on 83040B-‘0907 & natic? 
□F violation 

STARDSTECKI, R Division of Projpct If Residpnt Proorams 03/05/31 
MAlERf J E Rochester Oas It Electric Core 2pp 1QB60 076 24X 

Ficho 30-244,03/05/31*8306160361 


— 3306160365 Notice of violation Prom insp on 03O4OQ-ODO7 

* Region 1, Office of Uirettor 03/09/31 Ip 1B06O 070 24X 

Fiche 50-244, 03/05/31, 8306160361 


— 0306160372 IE Insp Rept 5O-244/03-1O on 03O4OB-O5O7 None ompl lance 
noted failuro to perform suTveillance testing specified in 
inservice pump & valve teat program 

ZIMMERMAN, R P Region 1# Office of Director KI0TER>H U 
Division of Project li Resident Programs 83/09/25 llpp 
18060 079 24X Fiche 90-244,83/09/31,0306160361 


B306140025 Responds to IE Dulletin 83-03, *’Check Valve Failures In Raw 
Mater Cooling Bys of Diesel Generators *' Packflou test 
performed on 030420 No leakage indicated Integrity of valve 
internals confirmed 

hAIER, J E Rochester Oas If Electric Corp 83/06/00 ALLAN, J M 
Region If Office of Director 3pp IB03B 231 24X 

Fiche 50-244, 83/06/00, 8306140025 


0306210015 Responds to IE Bulletin 03-03, '^Check Valve Failures In Raw 
Mater Cooling Bys of Diesel Generators •* Inservice test 
program ulll be modified to include leok testing to confirm 
integrity of valve internals during each refueling shutdown 
MAIER, J E Rochester Das If Electric Corp 03/06/00 ALLAN, J K 
Region 1, Office of Director 3pp 10912 200 24X 

Fiche: 50-244, 83/06/OB, 830621001 5 


0306230195 Forwards IE Insp Kept 50-244/83-11 on B30502-06 No 
noncomp 1 lance noted 

STAR09TECKI, R Division of Project If Resident Programs 03/06/00 
MAIER, J E Rochester Oas If Electric Corp 2pp IS946 352 24X 

Fiche 50-244.03/06/00,0306230195 


— 8306230199 IE Insp Rept 50 ‘244/03-11 on 030902-06 No noncompl iance 
noted Major areas inspected. actions taken to comply u/ 
NUREO-0737, Item II D 2 re design review of plant shielding 
QAUNACK, W H , EAPEN, P K Region 1, Office of Director 
KtSTER, H Q Division of Project If Resident Programs 03/06/07 

7pp J6946 354 24X Flche 50-244,03/06/00,0306230195 


B30S110464 IE Info Motice 03-36, "Impact of Security Practices on Safe 
Operations " Bve list enci 

JORDAN, E L DIviPian of Emergency Preparedness If Engineering 
Response (Post 030103) 03/06/09 Consolidated Edison Co of New 

York, Inc lt9pp 10030 200 24X Fiche 50-000,03/06/09.0305110464 


8306140410 Documents tube R34C54 removal from D steam generator 2 hot 
leg Results of DHl analyses will be submitted In Fall 1903, 

Sequence of events ^ eddy current insp results end 
HATER, J E Rochester Oas If Electric Corp, B3/06/J0 CRUTCHFIELD, D 
Operating Reactors Branch 5 lOpp 18830,001 24X 

Fiche 80-244.83/06/10,8306140410 


8306220022 Discusses steam generator sleeving eddy current t^arn. UtlJ 
pursuing improvements In techniques u/goal of Improving 
sensitivity by miiing frequencies for unwanted signal 
suppression 6 alternate probe designs 

MAIER.J E Rochester Oat it Electric Corp 03/06/14, CRUTCHFlELOi D 
Operating Reactors Branch 5 Ip 10930 211 24X 

Fiche 50-244,03/06/14,0306220022 


0306230317 Forwards IE Enforcement Conference Rept 90-244/B3-16 on 
030601 It notice of violation re improper post-maint test for 
containment personnel hatchinoted In IE Insp Rept 
90-244/03-09 W/o notice of violation 

8TAR08TECKI, R Division of Project 8t Resident Programs 03/06/81 
MAIER.J E Rochester Oas 1. Electric Corp 2pp 10944 166 24X 

Fiche 90-244,03/06/21,0306230317 


— 0306230322 IE Enforcement Conference Rept 90-844/83-16 on 030601 Major 
areas discussed failure to perform proper post-maint 
tenting on containment personnel hatch. 

ZIMMERMAN. R P Region 1, Office of Director KIBTER,H D 
Division of Project It Resident Programs 03/06/16 3pp, 

18944.168 24X Fiche 30-244,03/06/21.0306230317. 


0309110479 IE Info Notice 83-40, "Need to Environmentally Qualify 
Epoxy Grouts & Sealers," 9vc list end 

JORDAN, E L Division of Emergency Preparedness tc Engineering 
Response iPost 030103), 03/06/22 Consolidated Edison Go of New 

York, Ine 115pp 19021 179 24X riche 90-000,83/06/22,0303110479 


0305110477 IE Info Notice 03-41, "Actuation of Fire Dupprtsttlon 0ys 
Causing Inoperability of 8af ety-Related Equipment," Gve list 
end. 

JORDAN, E L Division of Emergency Preparedness I, Enginaerinp 
Response (Post 030103) 83/06/22 Consolidated Edison Co. of New 

York, Inc I20pp. 10997,007 24X Fiche 90-000, 03/06/22, 0309110477 


0305110479 IE Info Notice 03-42. "Reactor Mode Bwitch Malfunctions ** 
8vc List end 

JORDAN, E L Division of Emergency Preparedness It Engineering 
Response (Pott 030103) 63/06/23 Consolidated Edison Co of New 

York. Inc 116pp 10996 242. 24X Fi« he. 90-000, 03/06/23, S3051 10479 


0305110403 IE Info Notice 03-43, "Improper Bettings of Intermed late 
Range (IR) High Flux Trip 9etpolnts. " Sve list end. 

JORDAN, E L Division of Emergency Praparednti* If Engineering 
Response (Post 030103) 83/06/24 Consolidated Edison Co. of New 

York, Inc 116pp 19046.297 24X Fiche 90-000,03/06/24,0309110403 


R Periodic operating reports 6 related correspondence 


0306020274 Monthly operating rept for Kar 1903 M/B304D4 Ur. 

MCNAMARA, A E , 0NOW, D A Rochester Oas 6 Electric Corp. 03/04/04 
7pp 10690 298 24X Fiche. 50-244, 83/04/04, 0306020274. 


03O616O4S9 Monthly operating rept for Apr 1903 H/030506 Itr 

SNOW, 0 A , MCNAMARA. A E Rochester Oas & Electric Corp 03/09/06 
Office of Management and Program Analysis, 6pp 10064 12B. 24X 
Ficho 50-244,03/05/06,0306160485 


8306150309 Responds to IE Bulletin 03-09, "A0ME Nuclear Code Pumps If 
Spare Parts Mfg by Hayward Tyler Pump Co " Subj pumps not 
used at fadlliy, 

MA1ER,J E Rochester Oas If Electric Corp 03/06/10 ALLAN, J M. 
Region 1, Office of Director. Ip. 1QU49:204 24X 

Fiche 50-244,03/06/10,8306150309 


0306020451 "Annual Rept of Facility Changet, Teste I, Experiments 
Conducted W/o Prior Approval it Challenges to Primary 4( 

Becondary Bys PORVs It Safety Valves. 1901 " 

HAIERiJ.E Rochester Gas It Electric Corp, B3/09/20 ALLAN, J. K. 
Region 1, Office of Director 22pp. 10693 340 24X 

Fiche 50-244. 03/05/20, 0306020451 . 


8305110470 IE Info Notice QD-OB, "Defective Heat Sink Adhesive I, 
Belsmlcally Induced Chatter in Relays Within Printed 
Circuit Cards " Bve list end 

JORDAN* E L Division of Emergency Preparedness It Engineering 
Response (Post B30103) 03/06/13 Consolidated Edison Co of New 

York, Inc llQpp. 10920 225 24X Fiche 50-000x83/06/13,0305110470 


B306020453 "Annual Rept of Facility Changes, Tests It Experiments 
Conducted H/o Prior Approval !< Challenges to Primary It 
Becondary 8gs PORVs If Safety Valves. 1902. '♦ 

MAIER,J. E Rochester Gas 6 Electric Corp 03/09/20 ALLAN, J M 
Region 1, Office of Director D2pp 10693.306 B4X 
Fiche 50-244* 03/05/20, B306020493. 


0306090010 IE Info Notice B3-37, "Transformer Failure Resulting From 
Degraded Internal Connection Cables " 0vc list end 
JORDAN* E L Division of Emergency Preparedness If Engineering 
Response (Post 030103) 83/06/13 Consolidated Edison Co of New 

York* Int 243pp 10921 001. 24X Fiche 50-000,83/06/13.8306090010, 


0306150013 Advises that tubesheet sleeving df no more than 30 tubes 
acceptable repair technique per tnservlce insp program 
Bafety evaluation end 

CRUTCHFIELD, D Operating Reactors Branch 5 B3/06/13 MAICR, J E 

Rochester Oas It Electric Corp, 2pp. 10046.320 24X 

Fiche' 50-244, 03/06/13, B306I500J3 


— 0306150014 Bafety evaluation accepting tubesheet sleeving of no more 
than 30 tubes as repair technique per inservice insp 
program 

e Office of Nuclear Reactor Regulation. Director. 83/06/13 4pp 
10046,330 24X Fiche 50-244,03/06/13,0306190013 


0 Reportable occurrences, LERs It related correspondence 


0306170201 LER 03-O1B/O3L-O on 020126. RGB averaga tsmp reduced to lest 
than 390 F If both reactor coolant pumps Inoperable, Caused by 
personnel failure to incorporate Tech Specs, W/B30527 Itr. 

NEVER, T, A , MAJERrJ E Rochester Oas Ic Electric Corp. B3/09/27. 
ALLAN, J M Region 1, Office of Director 4pp. 10077.020. 24X 

Fiche 50-244,03/05/27,0306170201 


0306210034 LEN B3-017/03L-0 on B30501, RIIR pumps A l< D took suction from 
refueling water storegt tank (RUDT) for filling reactor 
refueling cavity RHR pump stopped 6 flaw dropped to lero 
Caused by power failure to MCC D c Ire u 1 1. W/B30531 Itr, 

LARlZ2AiO r , MAIER.J E Rochester Oas 8, Electric Corp. 03/05/31, 
ALLAN. J H Region I, Office of Director. 3pp 18912:200. 24X 

Fiche 90-244, 03/05/31 , 03062 1 0034. 
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DOCKETED ITEMS 


V OpBr-at(kr Ejiajnl nations 


0306140243 Bttsndanca at B3D&S7 mavtinn in King of Prussia* F>A 

to dlfctisi transfer of raactar apvratar llctnslns function 
from BethasdaihO to Region t ofe 

STARMTECKI.R. Division of Project 8c Resident Programs B3/06/09 
MAIER«J E Rochestar Oas U Electric Oorp 2pp 18633 003 24X 

F i c h B 30-244 » 63/06/07* 830614024 3 


DOCKET 50-243 MILLQTONE NUCLEAR POWER S TATI ON i UNIT J 


F 6«ctirltv* asdicalr emtrgsncu 8c fire protection plans 


6306070136 Foruards Rav 16 to modified amended securitij plan, Rev 
withheld Iref iOCFR2 790 L IOCFR73 21) 

CQUN0EL»U O Northeast Nuclear Enerpg Co, isubs^ of Northeast 
UtlUtlBsl COUNRlUrW 0. Northeast Utititlee 63/05/12 
ALLAN* J,f1 Region £* Office of Director, Ip 16739,213 24X 

Fi c h e , 30-243. 03/05/ 12* 0306070 1 36 


6306090230 forwards IE Imp Repts 50-245/03-11 (f SO -336/0 3-1 3 on 
030417-0507 No none pmp 1 lence noted 

STAR08TECKI. R. Division of Project it Resident Programs B3/0B/27 
COONSiLitr 0 Northeast Nuclear Energy Co (suts of Northeast 
UtUltlesK 2pp, 18795 299. 24X F 1 ch b : 50-24 5* 0 3/03/27* B30609023B 


—0306090241 IE Imp Repti 30-245/03-11 8< 50-336/03-13 on 830417-0307 No 
noncompl lance noted. Major areas inspected evaluations of 
plant operations* startup testing* eiulpment alignments 1* 
raadlne str radi atlon protection it physical security 
BHEDLOSKVr J T * LlPIN&KI. D, R. Region 1« Office of Director 
ELBABSER, T C, Division of Project 6 Resident Programs B3/OS/20. 
i7pp. 10795:001. 24X FI eh a • 30-24 5* 33/05/27* 03O6O9O23B 


0306200307 Ack receipt of B30225 k 04i5 Itrs informing NRC of steps 
taken to correct violations noted in IE Imp Repte 
90-245/B3-01 8* 80-336/03-01 Confirms understanding that 
unlnterruptab li power supply sys was operable by 630501. 

MARTIN. T.T. Division of Engineering V Technical Programs 83/06/19. 

COONBiLiW 0 Northaast Nuclear Energy Co Csubi of Northeast 
Utilities) 2pp 18900 164 24X Fi the: 50-243* 03/06/1 9* 0306200307 


—0306200313 Responds to MftC Itr re violations noted In IE Insp 
Repti 50-249/63-01 h 50-336/03-01 Forwards Info requested 
during IE aecurlty imp Info withheld •(raf 10CFR73.21 8* 
lOCFflE, 790), 

COONSIL. N 0. Northeast Nuclear Energy Co (subs of Northeast 
Utilltlei). COUNEIE.* N. 0 Northeast Utilities. 83/02/25. 
HAYNEBiR C fitglon 1* Office of Director. Ip 18900:166 24X 

Ficfie * 90-245*03/06/19* 8306200307. 


—8306200322 Responds to NUC Itr re violation noted In IE Insp Repts 
90-245/83-01 Ir 50-336/B3-01. Forward s info requested during 
IE security imp Info withheld (ref I0CFR73.21 k 
10CFR2. 790). 

COUNBIL. N 0. Northeast Nuclear Energy Co (suhs, of Northeast 
Utilities). CDUNBIL*U 0 Northeast Utilltlas 03/04/19 
ALLAffiJN Region it Qffitt of Director. ip, 10900 167. 24X 

Pi C b S : 90-245 . 83/06/15. 3306200307. 


N Oentral corr ii^ondenc t 


3306060090 Requists rev to "cc*' distribution list for NRR 
corraspcindence reflecting position li title changes within 
utils. 

CDUNSILv*N. 0 Connecticut Vankae Atomic Power Co. COUNBIL, W 0. 
Narthsast Uillltits CQUN0IL* W 0. Northeast Nuclear Energy Co 
(subs, of Northeast Utilities), 03/03/31 CLARK. R. A Operating 
Rsactort Branch 3. CRUTCHFIELD* D Operating Reactors Branch 9 
3pp. 18719:360, 24X Fiche; 30-000. 33/05/31 1 3306060090 


I Financial infornation 


8304110936 Forwards financial Info for Connecticut Light k Power Co k 
Nestern Hatsachuset ts Electric Co for I9Q2. Rapt for 
Northaast Nuclear Energy Co will be available on or about 
330419. 

aiBHOP.R.W, Northeast Utilities, 33/04/09. Office of Nuclear 
Reactor Regulation* Director. 7ipp. 17916:240. 24X 

Fiehn 50-245^ 33/04/05^ 8304 1 1 0936 


P. Operating license stege documents k eoTrespendence 


0306060051 Addl response to FOIA request for three categories of 
doeuaintf r* PBA of reactor safety study methodology 
application program repts k interim reliability evaluation 
program repts. Forwards App A documents. Search continuing. 

FELTON* J M, Division of Rules and Recorils. 83/04/07 8H0LLY* 3 C. 
Union of Conesrhed Scientists, Dpp 10793:001, 34)t 

Flcher 90-000* 83/04/07* G3060A009J, 


— 021 1220332 Forwards "Effect of Resolution of NiUstone Unit 1 DEP 
Issues on Probabilistic Calculations of Risk" 8« risk-based 
perspective of selected SEP Issuos 

ERN6T/N L Assistant Director for Technology Review B2/11/1S 
MIRAOUlAiF Assistant Director for Safety Assessment IDpp 
10732 079' 24X Fiche 50-000.03/04/07*0306060051 


— 0211220337 "Effect of Resolution of Hlllstone Unit 1 SEP Issues on 
Probabilistic Cal culatlofis of Risk ” 

SPULAK.R Q * STACK* D , AM I CO. P Bcaence Applications* Inc 

8AND82-2429 82/11/15 NRC - No Detailed Affiliation Given 

lOQpp 10752 091 24X Fiche 50-000.83/04/07,0306060051 


—0306060061 Statement On background* IsbUbs* current status k future 
action re interim 6 natl roliabllity evaluation programs 
» NRC - No Detailed Affiliation Given 02/12/31 2pp 
18752 059 24X Fiche 50-000,03/04/07*0306060051 


8305310226 INTERIM RELIAniLTTV EVALUATION POaORAM ANALYSIS OF THE 
KILL8T0NC POINT UNIT I NUCLEAR PDWER PI ANT Docket No 
50-245 (Nartheaet Utilities) 

CURRY* J J * GALLAGHER* D U * MODARRES* M Sand la Laboratories FIN 
A-1241 NUREO/CR-3003 VOl. 83/04/30 Division of Risk Analysis 
20lpp 10602 877 24X Ficho 50-245* 03/04/30, 030531 0226 


8306010340 Forwards Rev 13 to corporate organisation for nuclear 
incidents procedures manual table of contents k Rev 3 
to CQNI 4 02r "On-Call Manager of Radiological Consequence 
Astessment* Raspono 1 b i 1 ities 8* General Quidelinos " V)/o and 
CDUNDlLiU 0 * SEARS. C F Connecticut Yankee Atomic Power Co 
CDUNSIL* N. 0 Northeast Nuclear Energy Co (subs of Northeost 
UtlUtUs) 83/05/18 EISENHUT.D 0 Division of Licensing Ip 
18682 271 24X Fiche 50-000.83/05/18*0306010340 


B3D6O8DO50 Foruiards info re environ qualification of electrical 
equipment* including in-containment environ sve conditions* 
methods used to identify equipment per I0CFR50 49ib><2> k 
preventative malnt program 

COUNSiLrN 0 * SEARS* C F Northeast Nuclear Energy Co (subc of 
Northeast Utilities) CDUNSIL* N 0 Northeast Utilities 03/05/20 

EIBENHUT*DO Division of Licensing 419pp 1B775 116 24X 

riche 50-245*03/05/20*0306080058 


0306060207 Notifies that Apr 1983 rept* "Shaking-Table Testing for 
Seismic Evaluation of Electrical Raceway 0ys* " applicable to 
facilities for SEP Topic III-6 re seismic design NUREO~O024 
k NUREO-0826 commitments partially satisfied 

COUNOIL* M 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) COUNOIL. N G Connecticut Yankee Atomic Power Co 
COUNBlLtU 0 Northeast Utilities 03/05/26 CRUTCHFIELD* D 
□peratlnp Reactors Dranch 9 ip 187P7 299 B4X 
Fiche 90-000* 03/05/26. 8306060207 


8306090332 Advises that NUREO-0024* Becti on 4 1.6 concerns resolved, 
based on util 830113 respons»*per 8EP Topic 11-3 D 1. 

"Capebillty of Dperetlng Plant to Cope U/Dcslgn Basis 
Flooding Conditions " Procedure OP 514A revised by 030729 
CDUN8tL*M 0 Northeast Nuclear Energy Co (subs, of Northeast 
Utilities) COUN3IL*WO Northeast Utilities 83/06/03 
CRUTCHFIELD, D Dparatlng Reactors Dranch 5 2pp 10795 344 84X 

Flch e 30-245. 03/06/03* 030 609 0232 


0306160203 Notice of coRsid erat ion of issuance of amends to Licenses 
DPR-&1 k DPR-65 & proposed no significant haiards 
c one 1 deration determination 8* opportunity for hearing 
CLARK.. R, A Operating Reactor* Dranch 3 03/06/03 lOpp 

l0a9>OJO 24X Fiche 50-245, 03/06/03,0306160283 


8306000190 Informs that requirements of TMI Item tl P 3.2, "Design 
Review of Plant Shielding k Environ Oual if ication of 
Equipment for 0paces/8ys Hhich May De Used in Post-Accident 
Operetlons* “ met 

CRUTCHFIELD, D, Operating Reactors Branch 5 03/06/07 CDUNSIL* W C 

Northeast Nuclear Energy Ca. (subs of Northeast Utilities) 6ap 
10775 233 24X Fiche 50-245* 03/06/07.0306080198 


0306090-267 Foruirdi safety evaluation of BUR Owners Group response to 
NUREO-0737. Item II H 3 18. "Mod of Automatlr 
Depresiur liatlon Bys Logic... *' Acceptable options include 
elimination of high drguell pressure per*nissive 

CRUTCHFIELD. D Operating Reactors Branch 5 83/06/08 CDUNSlLiWO 

Nertheast Nuclear Energy Co (subs of Northeast Utilities) 2pp. 
10795 200 B4X Fiche 30-245.03/06/00*0306090267 


— B306090272 Safety evaluation of DUR Owners Group response to 
NUN EG -0737* Item II K 3 IS. "Mod of Automatic 
Dapressurl lation 8y* Logic., , Acceptable options include 
elimination of high drywell pressure permissive, 

e Office of Nuclear Reactor Regulation, Director 03/06/08 5pp 
1^795-202 aqX Fiche 90-545*03/06/00,8306090267 
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8306130396 Poruards safety evaluation supporting util decision not to 
reroute reactor uater cleanup return line per 
NURE0-O6J? Decision based on value-impact analysis It sleeve 
leakage measurements 

aJHEAiJ J Operating Reactors Oranch 5 03/06/09 COUNSIU U 0 

Northeast Nuclear Energy Co {subs of Northeast Utilities) 5pp 
10022 133 24X Fiche 50-345. QJ/06/09, Q306I303S6 


— 0306130358 Safety evaluation supporting util decision not to reroute 
reactor uaier cleanup sys return line per NUREO-0619 
Decision based on value-impact analysis & sleeve leakage 
measurements 

s Office of Nuclear Reactor Regulation# Director 03/06/09 2pp 
10023 159 34X Fiche 50-349. 03/06/09# 0306130356 


0306160412 Forwards draft Rev 5 to '*QA Program Topical Rept " 
COUNSILiW 0 Northaast Utilities Service Co COUNSIL, M Q 
Northeast Utilities 03/06/09 MUHLEV# T E Region 1# Office of 
Director 6pp 10059 090 34X Fiche 90-000, 03/06/09# 0306160412 


—8306160424 Draft Rev 5 to <'QA Program Topical Rept ” 

a Northeast Utilities 03/06/09 laSpp 18059*096 34X 

Fiche 50-<00()# 03/06/09, 0306160412 


0306230289 Forwards addl info per TMI Item II K 3 28 re qualification 
of automatic depressur i jation sys accumulators# in response 
to NRC 030310 request W/tun oversiiP drauilngs Aperture cards 
are available in I’DR 

COUNBIL,U 0 Northeast Nuclear Energy Co {subs of Northeast 
Utilities) 03/06/15 CRUTCHFIELD# D Operating Reactors Branch 5 
19pp 10942 108 24X Fiche. 50-245. 03/06/15# 0306230289 


6306240200 Forwards listed revs to Corporate Organization fdr Nuclear 
Incidents procedure manual# per Section V of App E to 
t0CFR50 N/o end 

COUNSIL, W 0 Connecticut Yankee Atomic Power Co COUNSIL, N 0 
Northeast Nuclear Energy Co {subs of Northeast Utilities) 
GaUN0IL#U 0 Northeast Utilities 83/06/17 EIOENKUTiD 0 
Division of Licensing 3pp 18980 263 24X Fiche. 50-000# 83/06/17# 

8306240200 


8306200534 Forwards proprietory Suppl 7 to '‘8TR Bundle Bubmitiol 
HI 1 Istone-l, Segmented Test Rod Bundle#" updating 741003 
rept, per Reload 2 license amend 00 Sherwood affidavit end 
Rept withheld {ref iOCFR2 790). 

COUNBILjU 0 Northeast Nuclear Energy Co {subs of Northeast 
Utilities) C0UN81L#N.0. Northeast Utiliiiee B3/06/17. 
CRUTCHFIELD# D Operating Reactors Branch 5 Spp 19016.292. 24X 

Fiche 50-245# 03/06/17# B3062B0534 


8306200412 Forwards response to 830432 request for addl info re Rev 1 
to NUREO-0313 concerning Leakage detection sys 
CDUNB1L#W 0 Northeast Nuclear Energy Co. (tubs, of Northeast 
Utilities), COUNBILtN 0 Northeast Utilities 03/06/21 
CRUTCHFIELD, D Operating Reactors Branch 5. 95pp 19020 188 24X 

Fiche. 90-245# 83/06/21# 0306200412 


0306200321 Discusses impact of NUnE{3-oe24i 6EP Topic 111-4 B# "Turbine 
Missilesi" on control valve surveillance testing program No 
changes to current testing program warranted. Item dosed. 

COUNSIL.N 0 Northeast Nuclear Energy Co (subs, of Northeast 
Utilities) caUNBILiM 0 Northeast Utilities. 83/06/22 
CRUTCHFIELD# D, Operating Reactors Bronch 5 Spp 19001*312. 24X 

Fiche. 50-345# 03/06/33# 8306200331 


0306300478 Provides info re SEP Topic VI~4# '‘Containment Isolation 
9ys# " to resolve concern raised by NURE<J-O024, "Integrated 
Plant Safety Assessment#" for which NRC unable to determine 
adequacy of penetrations X-311A X-3D4 

CDUN8IL#N 0 Northeast Nuclear Energy Co. (subs of Northeast 
Utilities) COUNSlLiNO Northeast UtlUtios 83/06/23, 
CRUTCHFIELD, D. Operating Reactors Branch 5 2pp 19010:313. 24X 

Fiche 90-345# 83/06/22# 8306200470. 


B306300140 Informs that addl nondagraa personnel will he assigned to 
shift technical advisor position per NUREO-0737, Item 
1 A 1 1 Info re experience# col lege educ 6 current operator 
licenses end 

C0UN8IL, W. 0 Northeast Nuclear Energy Co, (subs, of Northeast 
Utilities] COUNdlLrH 0 Northeast Utilities 03/06/23. 
CRUTCHFIELD# D Operating Reactors Branch 5 CLARK# R A Operating 
Reactors Branch 3. 3pp. 19122 330. 24X Fiche* 50-245, 03/06/23. 

8306300140. 


8306290406 Forwards safety evaluation of licensee compliance w/ 
NURE0-0737i Item 11 B, i# "RC8 Vents#" based on review of ancJ 
LUL technical evaluation rept. High point vents on primary 
coolant aide of isolation condenser not required, 

CRUTCHFIELD# 0. Operating Reactors Branch 5. 03/06/27 CQUN9IL# M. 0 

Northeast Nuclear Energy Co. {subs, of Northeast Utilities) 6pp, 

1 9093: 140 24X Fi c h e . 50-24 5# B3/06/27. B306290406. 


— 8306290413 "Belected Operating Reactor Issues Program It RCB Vents 
{NUREG-0737> Item II B 1)#" final technical evaluation rept 
HELD# J T Energy Incorporated a Lawrence Livermore Laboratory 
FIN A-0290 TF-3B2/O023A 03/04/06 ALBERTHAL, 0 Oivision of 

Licensing 4pp 19053 146 24X Fiche 50-345, 03/06/27# 03O6S9D4O6 


Q Inspection reports# IE Dullotlns b correspondence 


G3D6060160 Forwards IE Insp Rapts 50-245/83-06 b 50-336/83-00 on 
030*237-0416 6 notice of violation 

0TARaSTECK2,R Region 1# Office of Director. B3/05/23 
COUN01L, N 0 Northeast Nuclear Energy Co. (subs of Northeast 
Utilities) 2pp 10719 205. 24X Fie h e 50-349# 03/05/23, 0306060160 


—8306060165 Notice of violation from insp on 030327-0416 

« Region 1, Office of Director 83705/23. Ip 10719 207, 24X 

Fiche 50-245# 03/09/33# 0306060160 


— 0306060 L71 IE Insp Repts 50-345/83-06 b 50-336/03-00 on 030227-0416 
Noncompliance noted failure to maintain reactor power 
below 897. while monitoring core linear heat rate w/ex-core 
detector monitoring sys 

SHEDLOaKYiJ T # LIPINSKI# 0. R. # ELBASSER, T C Region 1# Of fie* of 
Director. 03/05/21 i9pp. 10719.800, 24X Fiche 90-245, 03/05/23# 

8306060160 


8305110458 IE Info Notice 03-32# "Ruptured Affl-241 Sources Contained in 
Nell Logging Device," 0vc list end. 

TAYLOR# J M Division of Bafeguards U Inspection Programs {Post 
030103), 03/05/26 Consolidated Edison Co. of New York# Inc. 

135pp 10031.043 24X Fiche, 50-000# 83/05/26, 03051 10450. 


0305110460 1£ Info Notice 03-34# "Event Notification Info Horksheet " 
8vc list and 

JORDAN# E L Division of Emergancy Preparedness 4 Engineering 
Response (Post 030103) 83/05/36 Consolidated Edlaon Co nf New 

York, Inc 115pp 18733 005 34X Ft ch e: 90-000# 03/09/26, 03091 10460 


8306090238 Forwerdi IE Insp Repts 50-345/03-11 tt 90-336/83-13 on 
830417-0507, No noncompl jianct noted 

8TAR08TECKI,R. Division Of Project k Resident PrograMs. 03/09/27 
COUNSIL# H 0. Northeast Nuclear Energy Co, (subs, of Northeast 
Utilities) 8pp, 18795.29?. 24X Fi ch** 50-245# 03/05/27# 8306090338. 


•0306090241 IE Insp Repts 50-245/03-11 It 90-336/83-13 on 030417-0907. No 
noncompliance noted Hajor areas inspected; evaluations of 
plant operations, startup testing# equipment alignments k 
readiness# radiation protection physical security. 

8HEDL03KY# J, T # LIPINBKI,D. R Region 1, Office of Director. 
ELBA9BER#T C Division of Project L Resident Programs 03/09/20. 
17pp 10795 301 34X Fiche. 50-245# 83/09/27# 0306090330. 


8309110461 IE Info Notice 03-35# "Fuel Hovement N/Control Rods 
Uithdrawn at DWRs " Bve list end 

JORDAN# E, L, Division of Emergency Preparedness 9r Engineering 
Responee (Post 030103). 03/09/31 Consolidated Edison Co. of New 

York# Inc. il6pp 10732*308 24X Fich e. 90-000# 03/09/31# G3091 10461 


0306170391 Responds to IE Bulletin 03-03# "Check Valve Failures in Raw 
Water Coding Bys of Diesel Oeneratnrs " No check valves 
installed in loop of piping to diesel generators from sve 
water piping 

CaUN0IL,N, 0, Northeast Nuclear Energy Co (subs, of Northeast 
Utilities). CDUNBIL.W 0 Connecticut Yankee Atomic Power Co 
COUNaiLrN. 0 Northeast Utilities 03/09/31, HURLEY# T.E, Region 1# 
Office of Director. 3pp 10000*340. S4X Fiche* 50-0(X)# 03/05/31# 
0306170391 


8309110464 IE Info Notica 03-36, "Impact of Security Practices on Bafe 
Dparationi. " 8vc list end. 

JORDAN# E L Division of Emergency Preparedness k Engineering 
Response (Post 030103} 03/06/09 Consolidated Edleon Co. of New 

York# Inc, U9pp 10830 200 24X Fi che* 90-000# 83/06/09, 83051 10464. 


8309110470 IE Info Notice 83-30, "Defective Heat Sink Adhesive Ic 
Beiimically Induced Chatter In Relays Mlthin Printed 
Circuit Cards." 0vc list end, 

JORDAN# E.L, Division of Emergency Preparedntti li Engineering 
Response (Poet 030103). 03/06/13. Consolidated Edison Co of Nsw 

York# Inc 118pp. 18920.225. 24X FI che. 90-000# 03/06/13# 03091 10470 


0306090010 IE Info Notice 03-37# "Transformer Failure Resulting From 
Degraded Internal Gonnsetton Cables " 8vc list end, 

JORDAN# E.L, Division of Emergency Preparedness l< Engineering 
Responee (Post 030103) 03/06/13, Consolidated Edison Co. pf New 

York# Inc. 243pp, 10921.001, 24X Fi cha: 90-000# 03/06/13, 0306090010. 
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030^200307 Ack rtxtipt 030225 l< 0^13 lire iJifopjnlng NflC of steps 
token tc correct violations notiil in IE Insp Repts 
30-243/03-01 «c 50-33&/83-0£ CoTifireii undtritand Infi tJ^at 
uninttrruptatile power supply syi «ias operable by 030501. 

MARTlNhT. T Divliion of engineering •< Technical Programs B3/06/13. 

COWSiLiM 0 Northeast Nuclear Energy isubs. of Northeast 
Utilities) 2pp f0?OOM^4 24 K Fic he 30-245, 03/0^/15# 83 0&200307 


— BdOtS00313 Retpands to NRC Itr re violations noteif in IE Irtsp 
Ripti 50-245/03-01 & 5O-3J&/03-O1 Forward i info reqtiesteif 
during 10 security insp. Info MlthJield (ref 10CFR73 21 b 
lOCFRZ 790 J, 

COUNSIILjU 0. Northeast Nuclear Energy Co (subs of Northeast 
Utilities) CDUNGIL, N. 0 Northeast Utilities, 03/02/23 

HAVNEOifl C Region Office of Director Ip 10900 16&. 24X 

rich e * 50-245. eO/OA/ 1 3. 8305200307. 


—*0306200322 Reipondi to NRC Itr re violation noted in IE Insp Repts 
50-245/03-01 tt SO-33A/83-01. Foruards info requested during 
IE security insp. Info withheld (ref J0CFR73 2i t< 
i«:FR2 790) 

CDUNSlLitr 0, Northeast KueJeer Energy Co. <ivbs of Northeast 
Utiutifs), COUN0rL.W e. Northeast UtiUtiei 03/04/J5. 

ALLAN, J.M. Region I, Office of Director Ip 10900 167, 24X 

Fiche. 50-245,03/06/15. Q306Z00307 


0305110475 IE Infa Notice 93-40, **Need ta Environmentally Ouallfy 
Epoxy tirouti ft dealers " Bve list mcl, 

■JORDWiE. L. Division of Emergency Preparedness ft Engineering 
Response (Post 030103) 03/06/22 Consol iifeted Edison Co of New 

York, Inc 115pp. I902I 179 24X FI c he. 50-000, 93/06/22, 0305 1 10475 


0305110477 IE Info Notice 03-41* "Actuation of Fire Suppression Sys 
Ca-uiing Inoperahii i ty of Safety-Related Equipment “ five list 
end 

JORDAN, E L Division of Emergency Preparedness ft Engineering 
Response (Post 030103) 03/06/22. Contulidatfd Edison Co of New 

York# IfJt, J2app 10997-007. 24X FIche 50-000,03/06/22,0305110477 


0305110479 IE InfD Notice 83-42, "Reactor Mode Switch NaJ functl one. " 
9vc list end. 

JORDAN, E.L Olvision of Emergency Prepartdntsi ft Engineering 
Rfsponse (post 830103). 83/06/23, CansoHdeted Edison Co. of New 

York, Inc. 116pp. 10996' 242 24X Fiche 50-000, 83/06/23, B3051 10479 


03O511D4B3 IE Info Notice 03"43. "Inproper Settlnge of Intermediate 
Range (IR) High Flux Trip Setpoints. " 0/c list end. 

JORDAN, E L Olvisiott nf Emergency preparedness ft Engineering 
Response IPost 030103). 93/06/24 Consolidated Edison Co of New 

York, Inc. 11 6pp. 19046:277 24 X fiche- 50-000, 03/06/24, 8305110483. 


R. Periodic operating reports ft relateif correspondence 


0306020004 Konthly operating rapt for Her 1903 2/630415 Itr. 

HMRAN, 0 , 1 hfflOCZKAj £. J, Northeast Nuclear Energy Co. Isubs cf 
Northeast Utilities) ftftDCZKAr E. J. Northeast Utilities. 03/04/02 
Office of Resource Management, Director, 6pp 16691:210, 24X 

Fiche: 50-245, 93/04/02, 6306020004. 


6306160380 Monthly opiretlng rapt for Apr 1903 W/030518 Itr, 
HARRAKfO.i MRD(;rKA. E- J, Northeast Utilities, HROCZKA, E J, 
Northeast Nuclear Energy Co (subs of Northeast UtiJitiss). 
03/05/03. 6pp, 10061 152- 24X Fiche: 30-245,03/05/03, 0306 J 60300- 


8306060263 Docgmsnts undent tand ing that 30-ilay extension for submitial 
of ttmlatinusl natl balance reft for Oct 1902 <- Mar 1903 
acceptable, per 630427 ft 0503 discusslprie Extension necessary 
due to computer problcuis at fiE, 

caUN9lLiM, 0 Northeast Nuclear Energy Co. (subs of Northeast 
Utnittei). COUNSILrWO. Northeast Utilities. 03/09/04. 

BURNETT* R.F. NRC - Ho Detailed Affiliation Olven. Ip 18727:025. 
84X Fiche* 90-245, 03 /D5/04 , 6306060263, 


S Reportable eccurrenceti LERs ft related correspondence 


BSOAOKMM Updated LER 03-O12/O3X-I: on 830326. during repair of 
containment leakage, LPCI/CB valve permissive interlock 
•witch velved out of lyc. Caused by switch not restored to 
proper lineup after testing, W/6305ao Itr 

THULL, T. 8 I HERBERT, R.J , NROCZKA, E. J Northeast Nuclear Energy Co, 
(subs of Northeast Utnitles). 83/05/23. MUPLEYiT E, Region I, 
Office of Director Opp. 16674M51. 24 X Fiche 50-245, 03/09/23, 

B 306010484, 


8306020397 RO 93-02, an 030283* excessive levels of activity observed in 
sample of muiasls Dose coneequencas evaluated for First 
Q-varter 1983 b-y using effluent transport models. Ne 
operational corrective actions necessary. 

MRDCIAArE J. , HERBERTiR, J, Nertheaft Nuclear Energy Co, (subs, of 
MflCJCZKAiEJ Northaast UtiUtles 03/09/84 
nURUV,T. E. Region 1* Office of Director, 5pp, 18695:100 24X 

Fiche: 50-845, 03/05/84, 0306020397. 


8306030319 LER a3-0l7/O3L-0 on 03O5O2, during reactor low pressure 
punpstart functional ft calibr test, pressure switch 263-54A 
tripped at 379 paig Caused by setpoint drift Switch adjusted 
ft tested sati sfac tor 1 ly H/030527 Itr 

THULLi T 3 , HROCXKAtE J Northeast Nudoar Energy Co (subs of 
Northeast Utilities) MROCZKA, E J Northeast Utilities 03/05/^. 
HURLEY, T E Rogion 1, Office of Director 3pp, 10700.265 
Fiche 50-243,83/05/27.0306030319 


8306D3D326 LER 83-016/031-0 on 03O3O2i pressure switch 263-S3A tripp, 
at 1*109 p&ig, exceeding Tech Spec requirements of lese than ^ 

or equal to 1,085 psig Caused by setpoint drift Switch 
recall hr M/03OS27 Itr. 

TKULL, T 8 * MRDCZKA. E J Northeast Nuclear Energy Cq. (subs of 
Northeast Utilities) MROCZKA, E J Northeast Utilities 03/OS/^s 
MURLEY, T E Refllon 1, Office of Director 3pp 10708 260 34X 

Fiche 50-845,03/05/27,8306030326 


8306170046 LER 03-O19/O3L-O an 830503, during reactor i oui pressure vak 
permissive functional ft callbr test, pressure switch 263-52A * 

tripped at 364 psig Caused by setpoint drift Pressure su/i tch 
adjusted to proper setpoint ft tested U/030602 Itr 
THULL. T B , HROOZHAiE J Northeast Nuclear Energy Co (subs of 
Northeast Utilities) HROCZKAiE J Northeast Utilities 03/06/0^ 
MURLEY, T E Region 1, Office of Director 3pp 10070 295 24X 

FIcha SO-245, 03/06/02, 0306170046 


0306170300 RO 83-20/ IP on 030607, crack indication identified an ) x & 
Incii weldolet we Id, Nel dolet supports nipple ft flange to 
relief valve l-CU''73 Investigoti on ft encapsulation of wold 
for repair In pragress 

MRDC2KA,E J Northeast Nuclear Energy Co (subs of Northeast 
Utilltias) MROCZKA, E J Northeast Utilities 03/06/00 

MURLEV,T E Region 1, Office of Director Ip 10877*014, 34X 

Fiche 50-245,93/06/08, 0306170300 


0306270129 LER B3-021/031-0 on 030517, time delay relays 590-1256 ft D 
tripped at limits exceeding Tech Specs Caused by tolerance 
established on surveillance data sheets less than setpoint 
accuracy of ralays Setpoints decreased H/B306t6 Itr 
THULL* T 0 , MROCZKA, E J Northeast Nuclear Energy Co (subs of 
Northeast Utilities) MROCZKA, E J Northeast Utilities. 03/D&/i6 
MURLEY, TE Region I* Office of Director 4pp J09Ba'OI4 94X 
Fiche, 58-2491 03/06/16. 8306270129 


0306230001 FNB-I-BS-0 1 5 en 830616, unannounced narcotics search of tiii 
initiated ft one marijuana cigarette found in pecketbooJc 
belonging to contract security uatchporson Individuals 
employment terminated 

HADDEN, N , ODDV* A , JOYNER, J. Region I, Office of Director 
03/06/17, Ip J8947. 077 24X Fiche SO-245, 03/06/17, 0306230001 


V Operator Examinations 


8306140453 Extends Invitation to attend 630627 meeting in King of 
Prussia, PA to discuss transfer of reactor operator 
licensing function from DethesdaiMD to Region I ofc 
BTAROaTECKI.rt Division of Project ft Resident Programs. 03/06/09 
COUNSIL.N 0 Northeast Nuclear Energy Co. (subs of Northeast 
Utilities). Spp 10034 311 24X Fiche 50-245, 03/06/09* B3061 404 53 
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F Security* medical, emergency ft fire protection plans 


0306010365 Forwards 16 Insp Rept 50-247/83-11 on 030405-0502 ft notice 
of violatlo-n 

aTAROSTECKIi R, Division of Project ft Resident Programs 03/05/16 
□ 'TOOLE, J D Consalldated Edison Co of New York, Inc 3pp. 
18602.073 24X Fiche: 50-247, 03/05/16, 0306010369 


—0306010370 Notice of violation from insp on 830405-0502 Safeguardi 
deleted <reP 10CFR73 21) 

ft Region 1, Office of Director 03/05/16 Ip 10682.076 24X 

Fiche. 50-247*03/05/16, 0306010365 


—0306010378 IE Insp Rept 50-247/03-11 on 830405-0502 Noncomp J ianee 
notedrfftllure to fotluu procedures Safeguards info deleted 
(Tftf IDCFR7321), 

FOLEY, T., KOLTAY, P. Region i, Office of Director KI0TER,HB- 
Dlvlston of Project ft Resident Programs 63/05/11. 14pp. 

10602 077 24X Fiche 50-247, 83/05/16, 0306010365 


9306090299 Confirms by Itr ef intent, contract to make buses avallftbls 
during evacuation caused by radiological emergency 
VHAAD, E.R Consolidated Edison Go of New York* Inc « Power 
Authority of the State of New York, CORUIN, 0 Affiliation Unknown 
93/06/01 CDRMlNi 8 Affiliation Unknown Ip 16799*230 24X 

Fiche. 50-247, 03/06/01*8306090299 



DOCKETED ITEMS 


41 


9306070:^17 Conflrmsjby 1 tr oF intent* ronfcrac t ta matte buses available 
during evacuation caused bg radiological emergency 
VHAAD* E R Consolidated Edison Co of New Vork* Int DAYNEt J P 
Power Authority of the State of New York e Affiliation Unknown 
B3/O6/0I S1LUAN10*U Affiliation Unknown ip 10793 S30 94X 

Fiche 50-347*03/06/01.8306090317 


G3D6090325 Confirms. by 1 tr of intent* contract to make buses available 
during evacuation casued by radiological emergency 
* Consolidated Edison Co of New York* Inc BAYON* J P Power 
Authority of the State of New York MURPHY* J Liberty Lines 
Transit* Inc 83/06/02 MURPHY* J Liberty Lines Transit. Inc Ip 
10795 069 24 X Fiche SO-247* Q3/06/OS. 0306090325 


0306090340 Confirms. by Itr of intent* contrac t to make buses available 
during evacuation caused by radiological emergency 
e Consolidated Edison Co of New York* Inc BAYON* J P Power 
Authority of the State of New York * Riverdale Transit Corp 
83/06/02 murphy, d Riverdale Transit Corp Ip 10794 321 S4X 
Fiche 50-247* 03/06/02* 03O6D9O34D 


0306150206 Staff requirements memo re 030526 oral presentations in 
OethesdaiHD re emergency planning h preparedness at Indian 
Point List of participants end 

CHILK, s d Office of the Secretary of the Commission S3/06/07 
Office of the Secretary of the Commission 2pp 18070 045 24X 

Fiche 50-247*03/06/07.0306150206 


0306170396 Forwards FEHA B3O6O0 Itr to NRC, provi d Iny current evaluation 
of plant offsite emergency planning 

HASSELL* 0 r Hearing Branch S 03/06/09 OLEASON* d P * 6H0N, F J . 
PARIS* 0 H Atomic Safety and Licensing Board Panel 46pp 
10879 333 24X Ficho 50-247.03/06/09*0306170396 


03D6SOOO3O Staff requirements memo re 030609 discussion St vote In 
Hashing ton* DC on continued operation of Indian Point 
Commission agreed by vote of 3-2 to allow continued 
operation 

CHILK. 0 J Office of the Secretary of the Commission 03/06/14 
Office of the Secretary of the Commission Ip 10900 356 24X 

Fiche 90-247*83/06/14*8306200030 


D Adjudicatory correspondence 


0305160024 Forwards I Levi affidavit clarifying 830211 testimony on 
suggested method of making sensible probability judgments 
described in Section 5 

HARTZMANrR M Friends of the Earth 83/05/10 0LEA80N, J P Atomic 
Safety and Licensing Board Panel Ip 16452 353 P4X 
Fiche 90-247*83/05/10*8305160024 


0306010451 Supports continued operation of facility Impact of shutdown 
would be devastating 

a'SHAUOHNHBSV Af fi 1 iati on Unknown 83/09/20 PALLADINO* N J 
Commissioners 2pp 10674353 24X Fiche- 50-847* 83/05/20, 

8306010451 


0306060180 Response opposing util 830509 motion for rtronelderation 
Deposition inadmissible as evidence under federal rules 
PQBNERrP Parents Concerned About Indian Point 83/03/20 Atomic 
Safety and Licensing Board Panel 3pp 18720 101 24X 

Fiche 50-247. 03/05/20. 03060601 00 


8306010458 Requests extension of 830609 deadline for planners to 
provide adequate emergency evacuation lltil acting in good 
faith in expressing concern for quality of life of 
community residents 

BARNETTiT Affiliation Unknown 03/09/24 PALLADINO*N J 
Commissioners Ip 10674 327 24 X Fiche 90-247*03/05/241 
G3060I0458 


0306010348 Response supporting licensee 030509 motion for 
reconsideration of ruling on admissibility of PP HcOuire 
disposition Admission of testimany would not prejudice 
parties W/Certl f Icate of 9vc 

HASBELL*P F Hearing Branch J 83/05/31 Atomic 9afety and 
Licensing Board Panel llpp. 18681 336 24X Fiche 50-247*83/09/31* 

8306010348 


8306020443 Order requesting comments on end rept r« PRA by B3D620. 
OLEABON* J P Atomic Safety and Licensing Board Pane) 83/09/31 
Consolidated Edison Co of New York* Inc tp, 18694 011 24X 

richf50-247. 03/09/31* 83060204 4 3 


— 8306020440 Forwards final rept* "Analysis of PRA Testimony Indian Point 
A6LB Hearings* Commission Ouestion 1 " Rept conclusions 
coincide w/condusion« in 830902 Itr 

AMICOrP J Applied Risk Technology Corp 03/06/01 0LEA80N*J P * 
SHONiF J , PARIBrO H Atomic Safety and Licensing Board Panel. 

Ip 10694 OIS 24X Fiche 90*247*03/09/31*8306020443 


— 8306020452 '^Analysis of PRA Testimony Indian Point A8LB Hearings* 
Commission Ouestion 1*“ final rept 

AMICO.P J Applied Risk Technology Corp ARTECH-a3-001 
83/06/01 NRC - No Detailed Affiliation Olven 67pp 
10694 013 24X Fiche 50-247*83/05/31*8306020443 


8306200290 Affidavit Of RA Rosen on Cnmnii sslon Ouestlon 6 3 E8R0 nodal 
underastimated average 1902 saltwater PWR capacity by 9. 5X 
Value of model should be assessed based on ability to track 
experience over period of time 

ROSEN* R A Greater New York Council on Energy 83/09/31 9pp 
18901 055 24X Flcha 50-247, 03/05/31 * 0306200290 


8306070414 Response opposing Friends of the Earth/Niw York City Audubon 
6oc request to flic I Levi afpidavl t. Testimony by affidavit 
Improper since no cross-examination possible Ctrtificate of 
9vc end 

BRANDENBURG* B Consolidated Edison CP of NsW York* Inc. 

COLARULLI.P F Powsr Authority of the Gtatc pf New York 
COLARULLl*p F Morgan Associates 83/06/03 Atomic Safety and 
Licensing Board Panal 7pp 18742 264 24X Fiche- SO-247* 83/06/03* 

0306070414, 


6306070421 Expresses Views on plant tmergency preparedness in light of 
newly submitted state of NY interim plan Conceptual problams 
L inaccuracies identified in plan for implemsnting 
compansatlng measuras for Rockland County 

HOLT*J Public Interest Ressarch Oraup* New York 83/06/03. 
PALLADlNa*N J . AHEARNE* J. F * GILINBKV*V ComMlssioncrs 4pp. 

18742 198 24X Fiche 90-247*80/06/03*0306070421 


8306000200 Comments on "Governors Plan*' prepared by NY Biatt Disaster 
Commission Evacuation of wheelchair l< bedridden patients 
t( shelter for 1*200 mentally retarded patlente overlooked 
FL£I8HER*Z 0 West Branch Conservation Association 83/06/06 
PALLADIN0*N * OlLINSKy*U* AHEARNE* J, F. Conml as inner s* 16pp. 

10770 239 24X Fiche' 50-247* 83/06/06* B306080200 


8306090359 Responds to Commission 830526 meeting questions b updates 
miscellaneous responses Record justifies continued plant 
operation Commlstlon would be fully jiistlfled In suspending 
further enforcement action 

CONWAY* JT Consolidated Edispn Co of New York* Inc. 8AYNE*J.F. 
Power Authority of the Btate of New York 83/06/07. FALLADINO* N. J. , 
O1LIN0KY*V * AHEARNE* J F Commissioners. 3pp 1 8795. 036 24X 

Fiche 90-247,83/06/07*8306090399 


0306090300 Recommendations for emergency planning process. Plans should 
originate at local govt lavtl Ic should be supported It 
enforced at state St federal govt levels 

a Public Intefeet Research Group* New York a Parents Concerned 
About Indian Point 83/06/08. 2pp 18795{239. 24X 

FI c he 90-247* 83/06/08, 0306090300 


8306090308 Btatement on role of federal* state It local govts t< utils in 
p lanntng* testing I* executing emergency response procedures 
HOLT, U Public Interest Research G-rogo* New York, 63/06/08, 3pp 
18795, i 19 a4X Fiche 50-247* 83/06/08* &3D6090308. 


6306100006 Forwerds evaluation of offsite tmergency planning* providing 
factual batle for use in Commission B30609 licensing 
decision 

BRAGG* J 8 Federal Emergency Nanagemant Agency. 63/06/08 
PALLADrNO*N J Commisel oners, 49pp. 10802.046 24X 

Fiche- 90-247* 03/06/08* 0306100006 


6306100209 Memorandum It order denying lleaneee 630509 motion for 
reconsideration of ABLB 030429 ruling disallowing edmlsslon 
Into evidence of DP McGuire deposition Federal rule 
inapplicable It no exceptional circumstances shown. 

GLEABON* J P Atomic Safety and Licensing Board Pantl 03/06/00. 
Coniolldatid Edison Co of Nsw York* Inc, 4pp 10009-202. 24X 

Fiche 90-247*03/06/00*8306100209 


8306130434 Order ruling I Levi af f idavt t* f i led by Friends of the Earth 
It New York City Audubon Boc on 830510* Inadmissible Affidavit 
providee addl substantive testimony it will not be admitted 
unleee wltnese available for crpes-eeaMinetlon. 

GLEASON* J,P Atomic Safety and Licensing Board Panel, 83/06/09. 
Friende of the Earth 2pp 18821,192 24X Fiche: 50-847* 03/06/09* 

8306130434. 


8306170378 Advises that NRC will file comments on Anlco final rept. 
Separata commente on interim Itr rapt will not be filed, 

MOORE* J E Hearing Branch 1, 03/06/09. 0LEA6DN* J P. . BHON* F J. , 
PARISrO H Atomic Safety and Licenaing Board panel. Jp 10860-210. 
24X Fiche 50-247*83/06/09*6306170378. 


8306170396 Forwards FEMA 830600 Itr to NRCi providing current evaluation 
of plant offsite emergency planning. 

KA8BELL*DF. Hearing Branch 2 63/06/09. GLEASON* J. P. * 8H0N*F.iJ*> 

PAR18*0 H. Atomic Safety end Llcenelng Board Panel 46pp, 

18079 333 24X Fiche- 90-247* 03/06/09, 0306170396, 
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6306150-389 io A5LB tonvtJl tanti PJ Ami co« B30502 Itr ta i«&u»E on 

■ ccHtnt probability raquirinp addi t«at Imong, Niu York City 
Audubon Soc /Frltndi of tha Earth comntonti f-ndorsad 
Cartlflcatt of Svc and. 

MElSSiE R Union of Concarned Sclantists HElBSiE R Public 
Intaratt Rttaarch Oroupi Mcui York MEl&Sr E R. Harmon 6 Uais^ 
03/06/10 7pp 10847.103 24X FI ch e: 50-247» 83/06/ 10* 0306130389 


6306130429 Ad yi»a» that util* will raipond to P«J Amico summary Itr rapt 
6 final rapt on 030620. 

BRAHOENBUROf B Consolidated Edison Go. pf New York* Inc. 

COLAHUULliP F Horjan Associates. COLARULLI* P F Power Authority 
of tha State of Ntu York 63/06/10 OL EASON * J P * PARJa*0 H , 

EHOMrF. J Atomic Safety and Ulcenilng Board Panal tp. 18647 069 
S4X Flcht 50-247103/06/10,6306150429. 


8306200324 Rtsponde to P AmlcP 030302 Itr rept ra rec ommamrattons for 
addl ttstlnony nn PRA Reopanlng record on FRA would unduly 
prolong proceeding 

KARTZtfANrR M. Friends of the Earth HARTZNAN. R. M New York City 
Audubon Society. 03/06/10 OLEASON^x/ P , SHPNrF. J . PARIS. O H 
Atomic Safety atid Licensing Board Panel. Spp. 16901:010 24X 

F I c h e 50“247. 83/06/ 1 0, 0306200324 


6306230376 Responet to PJ Amico 630502 Hr to A8LB Ic analysis of PRA 
testimony. Areas in which addl testimony recommended do not 
present lieut* materially affecting record te are too 
coetly R/Certif 1 cat e of 6vc 

HRANI>ENBUAej 8 Consolidated Edison Co of New York» Inc 
COLARULLliP F Power Authority of the Btata of New York 
COLAAULLItP F. Hot g an Ai sod a it*. 63/06/20 |9pp 10943 258, 24 X 
Flch*' 90-247i 03/06/20. 6306230376 


0306240290 Response to ABLB consultant P Amico rept re addl testimony 
on Commission Question 1 No addl teetlmonv necessary for 
coapltti record. 

HOOREfJ. ^ HC9URREN. H, J Hearirg Branch 1 83/06/20 15pp 

10979' 241. 24X Fic he. 50-247* 63/06/20. 8306340290 


—6306240295 Affidavit of ^F Heyer RH Bernero re ASL6 consultant 
P Amico 830601 rept.HARCH 1. I Code used to assess core-melt 
accident progression 6 containment loading eharacierl sties 
N/prpf Aualificetioni 

MEYER. JF Reactor Systems Branch BERNERDiR M Accident eourco 
Tara Progrea Office. 83/06/17 tSpp 18979256 24X 

Fi ch e 50-247* 03/06/20 . 0306240290, 


6306290S50 Request a-uk extension to file findings of fact for 
Commission Ouestioni 3 &< 4 Attg familiar w/cass resigned 
MILLER, FO Westchester County. NY 03/06/32 OLEABDN. J P Atomic 
Safety and Licensing Board Panel Ip 19052 216 S4X 
Flche 30-247,03/06/22, 0306290550 


0306270139 Response supporting PIRO of NY motion for reconsideration of 
Commission 030609 dec 1 stoti, permi tting facility opoiation w/o 
restriction despite continued noncomp 1 lance w/emerpency 
planning requirements Certificate of 3vc end 
NEI88,E R Union of Concerned Scientists 83/06/23 
Commissioners 6pp 1B992 043 24X Fiche 50-247.03/06/23. 

□306270139 


0306270267 Hemoranduei advising that ASLQ will not reopen record to 
receive further testimony on Commission Question l.AOLD 
consuLtont PJ Amico recoermendod addl testimony immaterial R 
cover* topic sufficiently addressed or is unavailable 
0LEA3DN, J P Atomic Safety and Licensing Board Panel 03/06/24 
2pp 1D990 S02 S4X Fiche 50-247.83/06/24,0306270267 


H General correspondence 


030600(1191 Oppose* facility shutdown 

FRENCH* J F Affiliation Unknown D3/06/02 PALLADlNOiN xi 
Commissioners ip 1B770 234 g4X Fiche 50-247,83/06/02, 
8306000191 


B306S0009B Requests NRG 830609 determination re facility QLs bo 
reversed, per end Rockland County Resolution 302 Request 
based on inability of FEMA to assure that public health 6 
safety can be protected within 10-mile lone W/o stated end 
TH0H8EN,E 0 , SCHOENBEROEn. I Rockland County, NY 03/06/13 
Office of Nudoar Reactor Regulation. Director Ip 1G9D3 336 24X 

Fiche 50-247.83/06/13,8306200090 


J Ineurance (< indemnity information 


03O6O2O31D Forwards Endorsements 134 S( 110 to NEUIA Policy Nf-lOO &. 
MAELU Policy MF-29, reap ectl vd y 

DJEMAL, A Marsh %t McLennan, Jne 03/05/26 BALTZMAN, J Assistant 
Director for State 6 Llconseo Relations 3pp 10694 273 24X 

Fiche 50-247, 83/05/26,8306020310 


'8306240301 Affidavit of -OS VafTtado re A8LB consultant PJ Amlce» 
recommindatlon to provide expert testimony on risk 
significance of sabotage NRC studies Si PRA do not estimate 
risk af sabotage Prof qualifications end 

YARftAIMI. 0 B. Sanifia Laboratories 03/06/07. 4pp, 10979 260. 
24X Flchs. 50-247, 03/06/20. 8306240290. 


■0306240305 Affidavit of HW Woods r* ABLE consultant PJ Artilco 030601 
rept, TfStlnony on conditional probability of core melt h 
release tfue to pressuriied thermal shod event unavailable, 

W/pref qualification! 6 Certificate of 0ve 

WOODS, H.W. NRC - No Detailed Affiliation Given 03/06/16. 7pp. 
J0979. 27S. 24X F4cft# 30-247, 03/06/20, 8306240290 


830623035(1 Motion for extension until 030711 to file proposed 
findings of fact, Time needed since intervonor* filing 
Consslldated findings $c one atty suffered death in family, 
Certificate of Ovc encl 

WEIfiS.E. R. Union of Concerned Bcientists, WE100,E H. Harmon Bi 
Weiss. 03/06/21 Atomic Safety and Utcenslng Board Panel 6pp, 
10943,201. Z4X Fiche- 50-247, 03/06/21* 0306230350. 


8306230346 Motion for immediate reconsideration of Commieslan 030610 
Order CLI-e3-l6 permitting continued plant operation 
Commisslofi did not consider current statue of emergenev 
planning i-n decision Certificate of 0vc end 
NOLTiJ, Public Interest Research Oroup, New York 03/(16/22 
CommisslDnere. 12pp 10942:264 24X Fiche 50-247,03/06/22, 

8306230346, 


B306270140 Order granting intervenor 830621 potion fur extension of 
deadline until 030711 to file proposed findings Extension 
JfS-li**. V partles.Consol idatlon effort cofiitructlv* 

0LEA80N, J P. Atomic Bafety and Licensing Board Panel, 03/06/22 
Union Of Concerned Scientists, 8*0 19013 360 84X 

F 1 c h e ! 50-847. 03/06/28* 0306870 1 40. 


030 ^70160 Answer opposing Intervenor motion for extension of time j 
submit proposed findings. Motion is attempt to delay 
hear ngs, If intervenor motion granted, esenption should apply 
to all parties. Certificate of 0vc end. 

Consolidated Edison Co of New York* Inc. 
rSrSS'H'E ^‘'^horlty of the Btat* of New York 

COLARULLI. P, F. Morgan Associates, 03/06/82. Atomic Safety ant 
8306570160^'’“*^'* Panel. Apf* 10992? 037, a4X Fiche: 50-247, 03/06/; 


P Operating license stage documents 6 correspondence 


8306070343 Responds to Generic Ltr 02-16 re NUREO-0737 Tech Specs 
for listed TMI items Some Tech Specs incorporated . spmo 
not applicable 6 some unnecessary 

O'TOOLE, J D Consolidated Edison Co of New York, Inc 03/05/31 

EI8ENBUT.D G Division of Licensing 6hp 10748 031 24X 

Fiche* 50-247. B3/05/3J , 0306070343 


0306200257 Forwards addl info In support of 030304 application for 
amend to License UPR-26* r equesting changes to Tech Specs re 
reactor cavity lavsl monitoring Instrumentation Info 
submitted in response to 030506 teUon 

0'T00LE,0 D Consolidated Edison Co of New York, Inc 03/06/14 
VARGA. 0 A Operating Reactors Branch 1 5pp 10901 179 24X 

FUh# 50-247,03/06/14.0306200257 


0 Inspection reports, IE DuUetino tc correspondence 


0306010363 Foi-words IE Insp Rept 50-347/03-11 on 030405-0502 6 notJci 
of violation 

STARoaTECKI* R Division of Project h Resident Programs 03/05/16 
O'TQQLE, J D. Consolidated Edison Co of New York, Inc 3pp 
10682 073 a4X Ftchn 50-247,03/05/16,0306010363 


—0306010370 Notice of violation Prom 
deleted (ref 10CFR73 21), 

* Region 1, Office of Director 
Fiche 50-247.03/05/1^,0306010365 


insp on 030405-0502 Bapeguards info 
03/05/16 Ip 10602 076 B^X 


—0306010378 IE Insp Rept 50-247/03-11 on 030405-0502 None omp 1 lance 
noted failure to follnui procedures Safeguards info deleted 
I ref lOCrfi73.31) 

FOLEY, T , KOLTAV* P Region t, Office of Director, KIBTER.HD 
Division of Project 4t Resident Progroms 03/0S/J1 14pp, 

10662 077 24X Fiche 50-247,03/05/16,0306010365 


0306010115 Ack receipt of B30416 Ur informing NRC of steps taken to 
correct violations noted in IE insp Rept 50-847/83-05 
WAffTlN, T T Division of Engineering !< Technical Programs. 03/03/23 
O'TOOLE, J.D. Consolidated Edison Co of New York, Inc 2pp 
10673.342 a4X Fiche. 50-847, 03/05/85, B306010U3 



DOCKETED ITEMS 


43 


>'-'83060101126 Re&pond« to NRC 830317 Itr re violations noted in IE Insp 
Rept 50-S47/G3-00 Correctivr actions cast handlinp procedure 
revieuedi approved t< implemented b advance transport 
notification sent to governor Disputes Violation D 
O'TDDLEiJ 0 Consolidated Edison Go of Neu Yort» Inc 83/04/16 
MARTINiT T Division of Engineering & Technical Programs 12pp 
18673 344 24X Fiche 50-247,03/00/25,0306010115 


Q305U04S8 IE Info Notice 03-32, "Ruptured Affl-241 Sources Contained in 
IJell Logging Device " Svc list end 

TAYLOR, J M Division of Safeguards 8< Inspection Programs (Post 
830103) 03/05/26 Consolidated Edison Co of New York, Inc 
I25pp 10031 043 24X Fiche 50-000.03/05/26,0305110450 


0305110460 IE Info Notice 03-34, “Event Notification Info Worksheet 
Svc Hat end 

JORDAN, E L Division of Emergency Preparedness kc Engineerinfi 
Response (Post 830103) 03/05/26 Consolidated Edison Co of New 

York, Inc li5pp 10732 005 24X Fiche 50-000,03/05/26,0305110460 


8305110461 IE Info Notice 03-35, ''Fuel Movement W/Control Rods 
Ml th drawn at DNRs “ Bvc list end 

JORDAN, E L Division of Emergency Preparedness S< Engineering 
Response (Post 830103) 83/05/31 Consolidated Edison Co of New 

York, Inc il6pp 18732 200 24X Fiche 50-000, 03/05/31, 83051 10461 


8305110464 1£ Info Notice 03-36, “Impact of Security Proctices on Safe 
Operations, •' Svc list end 

JORDAN, E L Division of Emergency Preparedness S, Engineering 
Response (Post 030103) 83/06/09 Consolidated Edison Co of New 

York, Inc li9pp 10830 280 24 X Fiche 50-000,83/06/09,0305110464 


8306170226 Ack receipt of 030525 Hr In Phrasing NRC of steps taken to 
correct violations noted in IE Inop Ropt 60-247/03-10 
STAROSTECKI, R Division of Project U Resident Programs 03/06/10, 
O^TOOLEi J D Consolidated Edison Co of Now York, Inc 2pp 
10882 290 24X Fiche 50-247,03/06/10,0306170226 


— 0306170230 Responds to NRC 830425 Hr re violations noted in IE Insp 
Kept 50-247/03-10 Corrective actions continuous fire watch 
established until investigation of alternate matls k 
feasibility of repairing penetration seals complete 
O'TOOLE. J D Consolidated Edison Co of New York, Inc 03/05/25 
fiTAROBTECKi* R Division of Project k Resident Programs epp 
10002 292 24X Fiche, 50-247, 03/06/10,0306170226 


8306230203 Forwards IE Insp Rept 50-247/03-12 on 030503-31. No 
noncomp 1 lance noted 

8TAR0STECK1,R Division Of Project k Resident Programs 03/06/10. 
O'TOOLE, J 0 Consolidated Edison Co of New York, Inc, 2pp, 

1894S 203 24X Fiche 50-247,03/06/10,0306230203 


—8306230212 lE Insp Rept 50-247/03-12 on 630503-31 Na noncompliance 
noted Major areas inspected licensee action on previously 
Identified insp f i nding s, fac i 1 i ty operations review, plant 
trips, TNI action items surveillance 

FOLEY, T , HOLTAY, P Region I, Office of Director, COLLIN©, 8 
Division of Project Resident Programs, 03/06/07 i4pp 
10945 205 24X Fiche 50-247,03/06/10,8306230203 


0305110479 I£ Info Notice 83-42, "Reactor Made Switch Kalfunctiane “ 
8vc list end 

JORDAN. E L Division of Emergency Preparedness k Engineering 
Response (Post 830103) 03/06/23 Consolidated Edison Co, of New 

York, Inc it6pp 10996 242 24X Fiche 50-000,03/06/23,8305110479 


8305110483 IE Info Notice 03-43, "Improper Settings df Intermediate 
Range (IR) High Flux Trip Setpoints." Cvc list end 
JORDAN. E L Division of Emergency Preparedness k Engineering 
Response (Post B3DI03) 83/06/24 Consolidated Edison Co of New 

York, Inc 1 16pp 19046 297 24X Fiche 50-000,03/06/24,0305110483 


R Periodic operating reports k related correspondence 


0306020276 Monthly operating ropt for Mar 1903 U/030415 Hr 

EICH,E I O'TOOLE, J D Consolidated Edison Co of New York, Inc. 
83/04/04 8pp 10690' 290 24X Fich c. 50-247, 03/04/04, 0306020276 


8306160462 Monthly operating rept for Apr 1983 N/830315 Itr 

EICH, E , Q'TOOLE, J D Consolidated Edison Co of New York, Inc. 
83/05/04 MCDONALD. W 0 Office of Resource Management, Director. 
tSpp 18063 096 24X Fiche 50-247,83/05/04,8306160462 


6306270171 Forwards revised pages to aemiatinual effluent & waste 
disposal repts for Jan-June 1902 k Jul-Dec 1982, 
ra "Radiological Impact on Man" sections 

0 'TOOLE, J.D Consolidated Edison Go. of New York, Inc. 83/06/16 

AULANrJ H Region 1, Office of Director. ip 18991-358 24X 

Fiche 50-003,83/06/16,0306270171 


— 8306270179 Revised pages to Bsmiannual effluent It waste disposal rept, 
Jan-June 1982 

e Consolidated Edison Co of New York, Inc. 63/06/16. 3pp 
18991 359 24X Fiche. 50-003, 03/06/16, 0306270171 


— 8306270104 Revised pages for semiannual effluent It waste disposal rept, 
Jul-Dec 1902 

« Consolidated Edison Co of New York, Inc 83/06/16, 3pp. 

10991' 362 24X Fiche 50-003,03/06/16,0306270171 


9 Reportable occurrences, LERs k related correspondence 


6306170415 LER 03-O12/O3L-O. on 830419, reactor cavity continuous sump 
level monitor LI-3302 indicated above 20-ft, but 
independent cavity level alarm did nob annunciate Reactor 
cavity Pound dry Caused by instrument drif t. W/030519 Hr. 

MOONEY, J , O'TUOLE, J, D CnnsDlldated Edison Co of New York, Inc. 
03/05/19 HURLEY, T E Region 1» Office of Director. 3pp 
18079 004 24X Fiche 50-247,83/05/19,8006170415 


8306170383 LER 03-O2O/O3L-O on 030420, high steam flow bistable FC449A 
setpoint found higher than Tech Bpec limit Caused by 
defective Internal dc power supply board. Board replaced 
bletable reset 

MOONEY, J P. , Q'TODLE, J. D Consolidated Edison Co. of New York, Inc. 
03/03/20 ALLAN, J.M Region li Office of Director 2pp, 

10070; 244. 24X Fiche; 30-847, 03/05/20, D306170323. 


0305)10470 IE Info Notice 03-30, "Defective Heat Sink Adhesive k 
Baismically Induced Chatter in Relays Within Printed 
Circuit Cords." Bvc list end. 

JORDAN, E L Division of Emergency Preparedness h Engineering 
Response (Post 030103), 03/06/13 Consolidated Edison Co of New 

York, Inc ilOpp, 1092O'225 24X Fiche' 50-000, 83/06/13, 0305110470. 


0306170405 LER 03-013/031-0 on 030420, during surveillance testing of 
containment Isolation valves, valve 1702 did not fully close 
Cause not stated Shaft k Inside of actuator cleaned Air 
motor diaphragm replaced as preventive measure, N/8305SO Hr. 
HlNRICHrO , Q'TOOLEiJ D. Consolidated Edison Co. of New York, Inc. 
83/09/20 HURLEY, T E. Region 1, Office of Director. Hpp. 

18079 318 24X Fiche' 50-247, 03/05/20, 8306170405. 


8306090010 IE Info Notice 83-37, "Transformer Failure Resulting From 
Degraded Internal Connection Cables " Ovc list end 
JORDAN, E L Division of Emergency Preparedness k Engineering 
Response (Post 830103) 83/06/13 Consolidated Edison Co of New 

York, Inc 243pp 10921 001. 84X Fiche 50-000,03/06/13,0306090010. 


6306240223 Raspcnds to IE Bulletin 83-03, "Check Valve failure in Raw 
Uater Cooling Sys of Diesel Oenerators " No chack vaWes 
In svc water sys leading to or exiting from diesel 
generators DuUetln not applicable 

a 'TOOLE, J D Consolidated Edison Co of Now York, inc 03/06/17, 
DEVQUNOj R Director's Office, Office of Inspection and Enforcement 
Ip 1B9B0'236 24X Ficha' 50-247, 03/06/17, 0306240225, 


8306170044 LER 03-^14/031-0 on 830421, char g ing pump 21 developod leek 
k declared inoperable Caused by defective head gasket on 
cylinder head 4. Oesket replaced 

HINRICH8, 0 , □'70DLE,J.D. Consolidated Edison Go. of New York, Inc. 
03/09/21 ALLAN, J M. Region 1, Office of Director. 2pp. 

18B78'293, 24X Fiche; 90-247, 03/05/21 , 0306170044 


8306170189 LER a3-017/03L-0' on 030422, leak observed in isolation valve 
seal water sys. Caused bg damage to 3/8-lnch stainless steel 
weld connection FNiOOl6, Held repaired N/B30522 Hr. 

HINRICHB, (J , O'TOOLE, J D. Consolidated Edison Co. of New York* Inc, 
83/09/22 ALLAN, J.M Region 1, Office of Diractor. 2pp 
18870.327 24X Fiche 50-247,03/09/22,0306170189 


8305110475 IE Info Notice 63-40, "Need to Environmental ly Qualify 
epoxy Grouts aeelers. " Svc list end 

JORDAN, E, L. Division df Emergency Preparedness It Engineering 
Response (Post 830103) 03/06/22 Consolidated Edison Co. of New 

York, Inc. 115pp 17021.177 24 X Fiche; 50-000, 83/06/22, 8309110475. 


6309110477 lE Info Notice 03-41, "Actuation of Fire Supprosslon Bys 
Causing Inoperability of 8af ety-Related Equipmant “ Bvc list 
and 

JORDAN, E L Division of Emergency Preparedness St Engineering 
Response (Post 030103) 03/06/22. Consolidated Edison Co, of New 

York, Inc. 120pp. 10977.007. 24X Fiche. 50-000, 03/06/22, B305H0477 


8306170197 LER 83-021 /03L-D. on 030422, analg sis revealed adsorption 
efficiency for methyl iodine of 82 3%. Cause under 
Investigation. Charcoal filters replaced M/830922 Itr. 

HINRICHB,0 , D'TOOLE,J D. Consolidated Edison Co. of New York, Inc 
83/05/22, ALLAN, J.M Region 1, Office of Director. 3pp 
10870' 321. 24X Fiche - 50-247, 03/05/22, 0306170197. 
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03O617OS71 LER aa-OW/Oat-O.eft a30422>v«Iv« 743, nonautomatii: 
CBTitaHnatrit itoUtion vilvfi in RHR pu«p jainlflokii line would 
not afltrat# C«u«t not ttoted Ro*ch rorf* d 1 BConn«ct«if fc valve 
itffl l« uni venal ^ointi cltOTiKl k lutrtc^ted^ W/fl30523 Itr 
HjiWlCWB^O r Q'TOOLS^J D Coneol Idatfd Edlean Co oP Wew Vork, 
03/05/22 ALLAN, U M Region li Office of Director Opp 
18873 252- 24X FIch* 50-247,83/05/22.830*178271 


Inc 


830*170397 UEH 83-01 &/03L-0. on 030422, boron injection tanl level 
cAinncl 944F btceot inoperable Caused by erroneous Uv«l 
Indiretlon due to boric acid folidlf Ication In inattumant 
ivpulee line Affected t«gulie line cleaned, W/03OS22 itr* 

KOONEY, J P. , G'TdOLEiJ D Consolidated Edison Co of Hew Vork, Inc 
83/05/22 ALLAH, UK Rtlion li Office of Director «?pp 
IB879 017 24X Flche- 50-247, 83/05/22, 830*170397. 

830*170410 LER 83-018/031-0 on 8304S2i plant shutdown conwitncad whan 
binding of volve 1870 could not be corrected within Tech 
Spec iiat period, Cause not itated. Blndinp alleviated by 
lubricating valve stea t< univtrtal joints 14/630522 Ur. 

NINRION9,0 , O'TDQLE.J 0 OontolUaied Edltun Co. of Heu York, Inc 
83/05/22 ALUN. J H Region 1, Office of Director 2pp 
1B679 029. 24X Fichi 90-2 47 j 83/05/22, 830*170410. 

B30&1702OO LER 83-O15/03L-0 on 830427, shutdown inUiated when 
centalAftint spray puap 21 did not acet operabilUg criteria 
Repeiri not coaplattd within allowable time period Oeusad by 
high vibrttionsvPuep replaced H/B30927 Itr 

HZ1AICN9,0 , O'TOOLE. Jd Consolidated Edison Co of New Vork, Inc 
83/05/27. ALLAN, U.H Region 1, Office of Director 3pp 
18878:324 24X Fich* 50-247,83/05/27,830*170200. 

830*230349 PHO-l-03-Oi9 on B3M17, contract between util I, Util Worker* 
of Aaerlca Local i-2 aspired Union/egt turnover conducted 
w/o Incident Rtverlf icetloh of sys lineups 4, insp of 
aguipaeni coapleted Kedia attention evident. 

OREEWAN. E Q Region 1, Office of DirectoT, B3/08/20 
18943 280 24X Fi chef 90-247, 83/06/20, 830*230349 

T Hearing transcripts an non-anti trust ffattera 


Ip 


8306020709 Transcript of Coealsston 830526 meatlng in Washington, DC, 
re earrpeney planning k preparedness Pp 1-117. Eopporkina 
docuaentetion tnti, 

a Com U« loners 83/09/26 836pp, 18716:001. 24X 
riche: 90-247,83/09/26, 8306020709 

83060«347 StatMent before House of Repreientativti Subconuiittee on 
Bnerijj Coneervation tc Power re eeerptnrp planning Pv9Jlc 
■ust be involved jn planning k testing process 

83/06/08. 4pd. 1B794.M6 
24X Fi chi 50-247,83/06/08,8306090347 1B/V4 336, 

a»^350 TeiUnon^ of J HoU,K Toicani k P Posner before House of 
energy Coniirvatlon k Power 

A Interest Rtitarch Oroup, New York TOBCANi.k 

a3.S''X. 

83061 80900 Transcript of 030609 CoMission diecuaeien A vote nn 

S -rLrr i-r-"" --r . 

Edison Co 0 # York, Jnc * Consolidated 

Piche. 90-847, 83/06/19, BaS^boSW ^ IBVOO SIS 


24X 


U,w o, mdun pstn. 


U Congressional/Ciecut) ve Carr espondo^u u 

8306030196 nespoiid* to 030906 ruquoet for c 1 ar 1 f ii.«l Ion bf |» i r 
r* conilderatlnn of views of nuhlic A partlee to sparial 
proceeding in 830609 decisioit <,om,nents figei 1 i c wrtsess, 
agencies A public Invited 

PALLA01ND,N xf Comml ss loners C)3/05/lU ilTTIHOrW^fM ir^„se 
Rep , HnOTgy h Cttissterco Upp 10/ 3«.'6 i34X riche 30 24/, 

83/09/12, 03060:10136 

—0306030198 Re quasi B Cpeifnlssioin PG0909 order be revised lo tiree« r-eil 
for parties tP safety Investigation views an ehuldnwh Ma^ 
requested by 030911 

QTTINOCR.R, L House of Rep , Energy k Coismei'ce in/(>1/|i-A 
PALUADINO.N. Cnmrtl s* loners . ^pp UV/.U :>U0 ;»4X 

Flchsi aO-247, 03/03/18. 03060:1(11 06 

V. Operator Csaminatl ons 

8306140370 extends Invitation to attend 11.1062/ aieatlng in King ui 
Prussia. PA to discuss transfer of reuctur operaipr 
lIctnstiiD function from Dethasde.fiO ta Region 1 oft 
8TAR0QTECK1, R Division of Rrojecl i Resident r*ro8i'o«e 
O’TOOLE. Ur 0 Consolidated Edison Co of Hew Vort. int ‘/pp 
10032' 112 24X riche 90-847, 113/06/09, 1)3061 4 ODfH 


DOCKET 90-249 DRCBDEN NUCLEAR Pnwi R PlAl HlN. UNIT H 
F flicurity, medical, emergency I, fire pioiectlon pUns 

8306210314 FOIA request for NRC records re securltv vlnlatle'n k 
safeguards events at nuclear raiUiiies 
OOLOEWaGRQiO Ocri pps^Houuird Newspapers OJ/04/28 
Office of Administration 8nii I0V8D IVII WAX 
Flche> flO-000, D3/04/88, 030601 OJJ 4 

03062 i 0306 Partial resporrse tp MJIA request fur NRC records re ePi>x* 4 i| 
yiolationi k lafeguardi events at nuclear facilities Rvfti 
lilted on App A available in PDN Search fur add] documents 
■ub/ to request cuntiouing 

FELT^,U K. Division of Rules and Recnrda 03/09/JA. «li C 

Scrlpps-lloward Newspapers. 8pp lovaiii 196. tf4X 
FUh» 90-000,03/09/16, 0306210306 

8306090247 Confirms 030601 ttlcnn re changes to exercise windetris inr 
Prtiden E Dvrun Nuclear Ppwer Qtations Dresden partial 
acerciee will be cunrfuctad during wh of 030712 w/llyrun 
erarcise beginning wk nf orililR 
A Oa/06/Dl KK|JPH,R,U Heel Art :J. 

S«nc,! redeial Emirgeney Hanapeatni 

Cp<h^onw#a) til Edison Ca la 10799- DiV Jf 4 I 

Flche: 80-000, 03/06/01, 0306070247. 

0306210385 Releases public version of revised vmerpanev plan 
implementing prpctdurt ' ' 

« division of Rules and Records. D3/OA/OA rwtva* *1 
8306210359 ^ * ^^' 1D739 B93 SflX i'Uhe 50-010, «3/(N^/0A. 

-'-0306210387 Public version of Rev I to Emeretneu Plan l»e 1 eHumEir s 
W/0308l6'’ltJ“ ftfil/Chifli Director. « Recalpl fnra* end 

Commonweelth Ed is an Gp 03/05/ U 0EMIDH,tl H t?eFj»a 

®^0-24?/03-01*‘?IlilS-l!!ii*^ 50-010/03-01,80^237/03 01 b 

breIrIm‘*diiSi'uSI75^* • e^tian survetllanca notlflcatlan 
JeveUpeg for annual di strlbutlnn of public info 
FMbab IV !-»-t'P-n‘5V punning *''***^ 

03/06/07 PAPEnieuO.C ^ 

'S 

Agency WAOWEn^o^' ANDEReON, 3 Federal Emargeney Hanagemi'sl 

Flch.%0-Mo!^:.?i/o5,S3S2w8M. " ®“' 

rfnewmehte %, torrespondence 
0, 10CFH80. 47. 

MM 


Flche: 80 .^ 000 , 03 /O 6 /O 3 r 03 O 6 a;S ;74 
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0306(40408 Fgru/drda evdluation of OWf? OuiiierE Group generic response to 
NLIfiE0“0737j Iton IJ K 3 10. "Mod of Automatic 
Dpprtssuri zation Sy a Log i c-Foasi bi 1 i ty for Increased 
Diversity for eomc Event Bequencea " Two options listed 
CftUTCHFlELDi D Operating Reactors Branch 3 03/06/03 FARffAHj D L 

Cgirmanuealth Edison Co 2pp 10837 354 RAX Flche 50-237> 03/O6/O3i 
0306140408 


B306090227 Informs that response to Oenoric Ltr 03-00 will be submitted 
bv 030713 Info will include stress repts to determine mod to 
vacuum breairers on Mari* I containments 

HYDAKifl CommontiJoaUh Edison Co 03/06/06 DENTON. H R Office of 
Nuclear Reactor Regulation. Director Ip 10796 334 24X 

F i c h B 50-000. 03/06/ 06 , 0306090237 


B306160333 Advises that manufacturers whose repts were used In 
technical evaluation ropt» re environ qualification of 
electrical equipment have been contacted List of proprietary 
pages detailed in util 030313 ltr R/Ot affidavit 

RVBAK. B Commonu/ealth Edison Co 03/06/06 DENTQNj H R Office of 
Nuclear Reactor Regulation. Director 5pp 10061 304 24X 

F ic h ff 50-000. 03/06/06. 0306160233 


B3061302S6 Application for amend tn License DPR-SS. propos Ing changes to 
Tech Spec Tables 3 6 1 a & b re safety-related hydraulic Ir 
mechanical snubbers, respectively Changes have no effect on 
piping stresses Amend fee enc 1 

RVDAK. B Commonwealth Edison Co 03/06/07 DENTON. H R Office of 
Nuclear Reactor Regulation. Director Ip 10024 311 S4X 
F i c h e 50-249. 03/06 /07. 0306 1 30226 


— 03O613OS3O Proposed Tech Spec Tables 3 6 1 a (< b re safety-related 
hydraulic & mechanical snubbers, reopec tively 
a Commonwealth Edison Co 03/06/07 2pp 10024 312 24X 

FI Che 50-249.03/06/07.0306130226 


0306130254 Confirms 030610 moetlng in Olen Ellyn. IL to discuss design 
data supporting analysis Indicating that missing snubber on 
torus was not significant item 

NOREL1U0. C E Division of Project Resident Programs 03/06/07 
REED.C Commonwealth Edison Co Ip 10023 319 24X 

F i c h a 50-249. 03/06 /07 . 0306 1 30254 


0306100120 Forwards safety evaluation technical evaluation rept. 
"Monitoring of Electric Power to Reactor Protection 0ys for 
Dresden Nuclear Power Station Units 2 & 3 " Proposed mods 
acceptable 

CRUTCHFIELD. D Operating Reactors Branch 5 03/06/07 FARRAR. D L 

Cemmonweatth Edison Co 3pp 10801 101 24X Fiche 50-237.63/06/09. 

0306100120 


—0306100131 Safety evaluation re monitoring of electric power to reactor 
protactlon sys Proposed mods providing automatic protection 
of sys components from sustained abnormal power supply 
aceep table 

s Office of Nuclear Reactor Regulation. Director. 03/06/09 Ppp, 
10001.184 24X Flche 50-237.03/06/09.0306100120 


-•>0306 100135 “Monitoring of Electric Power to Reactor Protection 8ga for 
Dresden Nuclear Power Station Units 2 t. 3." technical 
•valuation rept 

8ELAN. J C Lawrence Livermore Laboratory FIN A-0250 
UCrD-l970S 03/OS/la NRC - No Detailed Affiliation Given 
9pp 10001 106 24X Flche. 50-237. 03/06/09. 0306100120 


0306240030 Application to amend Licenses DPR-19 ^ DPR-2S. estendltig 
time limits far Inoperability of ECC0 ring header snubbers 
Alio updatis Unit 3 Tables 3 6 1 2 L b to reflect changes 
In type of snubbers installed 

RYBAK. B Commonwealth Edison Co. 03/06/13 DENTON) H R Office uf 
Nuclear Reactor Regulation. Director 2pp 18901 095. 24X 

Flche. 50-237. 83/06/13. 8306240030 


— 0306240039 Proposed Tech Specs extending time limits for inoperability 
of ECCB ring header snubbers updating Unit 3 Tables 
3 6 1 a 8c b to reflect type of snubbers installed, 
e Commonwealth Edison Co. 03/06/13 20pp 109Bl'O97 24X 

Flche- 50-237. 03/06/13. 8306240030 


Q Inspection reports. IE Bulletins it correspondence 


0306220216 Aek receipt of 030414 payment of proposed civil penalties. 
Response to notice of violation 8i proposed imposition of 
civil penalties will be evaluated 8. corrective actions 
examined during future insps, 

AXELRAD. J A Enforcement Staff 03/04/21, REED. c Commonwealth 
Edison Go 2pp. 10950 357 24X Flche 50-000.03/04/21.8306220210 


0309260230 Responds to violations noted in lE Insp Repts 50-237/03-00 h 
30-249/03-07 Corrective actions radiation protection mgt 
personnel increased surveillance -of respiratory devices If 
addl radiation control technician addad 

FARRAR. D L Commonwealth Edison Co 03/05/20 KEPPLER. U 0 Region 
3, Office of Director 5pp 10!399 3S5 24X Flche 50-237.03/05/20. 

030526023a 


630911045G IE Info Notice 03-32. "Ruptured Affl-241 Sources Contained in 
Weil Logging Device " Sve list enc I 

TAYLOR. J t1 Division of Safeguards 8< Inspection Programs (Post 
830103) 03/09/26 Consolidated Edison Co of New York. Inc 
t29pp 18031 043 a4X Fiche 50-000. 83/05/26, 03051 10450, 


0305110460 IE Info Notice 03-34. "Event Notlficatibn Info Uorlrsheet. " 
0VC list ei>cl 

JORDAN, E L Division of Emergency Preparedness I, Engineering 
Response (Post 030103} 03/05/26 Consolidated Edison Co of New 

York, Inc lispp 10732 005 a4X FI the* 50-000. 83/05/26. 03051 10460 


8306100101 Forwards IE Insp Repts 50-237/03-13 8, 50-249/03-11 on 
030426 No noncompliance noted 

LITTLE. W S Region 3, Office of Director 03/05/27 REED. C 
Commonwealth Edison Co 2pp 10002 332 24X Ficlie 50-237.03/05/27. 

0306100101 


-0306100109 IE Insp Repta 50-237/83-13 8. 50-249/03-11 an 030426. No 
noncomp 1 lance noted Major areai insp acted, 1 Icentee action re 
IE Bulletin 00-11. “Masonry Nall Design “ 

NORTON. J F . NILLIAM0. C C Regictn 3. Office of Director 
83/05/27. 4pp 1GB02 334 24 X Flche 50-237.03/05/27.0306100101. 


0305110461 IE Info Notice 83-35. “Foal Movement N/Control Rod# 
Withdrawn at BNRs “ 8vc list end. 

JORDAN. E. L Division of Emergency Preparedness Ic Engineering 
Responee (Post 030103) 03/05/31. Consolidated Edison Cp of New 

York. Inc 116pp 10732’ 200 24X Flche: 50-000. 83/05/31, 8305110461 


8306130330 Confirms plan diicussed on 030601 for 030620 enforctaant 
conference to discuss post-maint problems 8. significance of 
missing snubber on torus 

NORELIUB. C E Division of Project If Resident Programs. 03/06/03. 
REED. C. Commonwealth Edison Co, Jp 10823*001 S4X 
Flche 50-23^7.03/06/03.0306130330 


8306100149 Forwards Rev 3 to “ISO-Day Rept in Responst to IE Bulletifi 
00-11 for Dresden 2 h 3 h Quad Cltias 1 It 9. “ 

RYBAK. 0 Commonwealth Edison Co 83/06/06. KEPPLER. J 0, Region 3. 
Office of Director 2pp 1 8004. i 61 24X Fiche* 50-000. 03/06/06, 

0306100)49 


—0306100156 Rev 3 to “IBO-Day Rept in Response to IE Dullctln 80-<ll for 
Dresden 2 8t 3 8( Ouad Cities 1 I, 2 " 

e Commanweatth Edison Go. 83/03/09. I29pp. 10004:163. 24X 

Flche 30-000.03/06/06.8306100149 


8306100094 Forwards response to IE Bullatln 83-03 ra diesel generator 
cooling watar check valves. Plants utlliie Mission Duo-Check 
valves employing hinge-to-pin deeign for protection against 
Vibration-Induced failure. 

BARNEBi P. L Commonwealth Edison Co 83/06/07. KEPPLER, J.O Region 
3, Office op Director 7pp 10002 200 24X Flche j 90-000* 03/06/07, 

0306100094, 


0306100210 Responds to IE Insp Repts 50-010/03-01,90-237/83-01 li 
50-249/03-01 Corrective action: survel 1 lance notification 
program developed for annual distribution of public info 
brochures on emergency planning 

FARRAR. DL. Commonwealth Edison Ca 03/06/07. PAPERIELLO. C. J. 
Region 3. Office of Director 4pp. 1B809. 113 24X 

Flche* 90-010. 83/06/07. 0306100210 


0306170300 Farwards respons# to IE Bulletin 83-03 re diesel generetor 
cooling wetar check valvae Valves at Dresden t LeSalle 
ecceptable w/o further inip. Rept on valve failures at Quad 
Cities will be submitted within 90 deys of Insp completion. 

BARNE0.P, L. Commonwealth Edison CP. 03/06/07. REPPLER, J. 0, Region 
3, Office of Director 7pp. 10800 211. 24X Fiche. 90-000. 03/06/07, 

8306170380 


0309110464 IE Info Notice 83-36. ''Impact of Becurity Practices on Safe 
Operetiofis. “ 0vc list end. 

JORDAN, E L. Division of Emergency Preparedntis 6 Engineering 
Response (Post 830103) 03/06/09. Consolidated Edison Cp. of New 

York, Inc n9pp. 10030,880, 24X Flche- 80-000. 83/06/09. 8309110464. 


8309110470 IE Info Notice 03-30. “Defective Heat Sink Adhesive It 
Stismlcallu Induced Chatter in Relays Within Printed 
Circuit Garde “ Sve list end 

JORDAN. E L. Division of Emergency Frepmrednass 6 Engineering 
Response (Post 030103) 03/06/13. Consolidated Edison Co of New 

York, Inc 110pp. 10920:239 24X FI che. 90-000, 03/06/13, 0309110470 
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030^090010 JE In/o 03-37^ '•Tr«n^fo^^ne^ Failure (Jenwltinj) Frurn 

Oegraifeif Infearn*! Conn«ctlan Cftbles " Svc U«t «ncl 
JOflDANiE, t Oivltlon cf Emergtncg PrcparednesB &- Enfllnettring 

(Paat 830tOaK Qa/Q^/ia Cor»QU<fatc<f Ediian Co of Kvw 
York* Inc. 243p|». 10901 001. S4X Flcho SO-000# 83/06/ 13« 0306090010 


0306300235 F«rwftnl» l€ In*p R.pt» 50-237/83-1;?. 30-049/03-10, 
30-054/83-13 It 30-263/03-11 on ©20410-14 6 0306 fc 16 i 
noiici of violation. 

LITTLEiWS. ««0ioii 3i Offlca of Dlrattor B3/06/16 RECD.C 
CoMionwoaltli Etfiton Co 0pp t9l22>279 a4X Flcbe 50-000, 03/06/16, 
8306300033. 


— 8306300030 Notice of vlalotion frcn intp on 830410-14 !< 0906 6 16 
Lira^.ue Regions, Qfflco of Director. 03/06/16 0pp, 
19100 ? 201 24 X Ficlir 3 O-OOOi 83/06/ 16j 8306300235 


—0306300246 IE Imp R*pt» 90-237/83-12, 50-249/83-10, 50-834/03-13 St 
90-065/03-11 cn 030412-14 fc 0506 li 16. Noncomp H«nc. noted: 
Bi-butlt conf iTpuretlon <for pipe Anchor 0133 In preeture 
luppraitlon egt) differed fron» orlglnel deelgn 

YINrl, T. , OANICLSDN, D H. Replan 3, Office of Director. 83/06/15 
9pp 19132:283 24X Flche 50-000,03/06/16,8306300035 


8309110475 IE Info Notice 03-40, ''Need to Envtroneientel Ig Ouelify 
Cpoiy Oroute b Seelcre. ** Svc li«t end 

JORt>^, 8, L. Dlviflon of Eaergtncy PreperetfneeB 8 Engineeriny 
Reipotiee IPaet 030103). 03/06/22. Coniol Idetf d Edleon Co. of New 

York, Inc. tlOpp. 19021 179. 24K Flche: 50-000, 83/06/22, 0305110479. 


8309110477 I£ Info Notice 83-41, **ActU4tlPn nf Fire auppreteion Sge 
Ceutinp Xnoprrebili tg of 8«f Equipetent " Bvc lift 
end. 

JORDAN^E. L Dlvieion of Emergency Preperedneet & Engineering 
Reeponee •(Poet 830103). 03/06/22. Caneolldated Edleon Ca. of New 

York, Inc. 120pp. 10997!OO7. 04X Flche. 50-000, 83/06/82, 0305110477. 


8305110479 IE Infp Netlce 83-42, "Reactor Node Owltch Half unction* ** 
Bvc net end 

liORDANi E. L. Divieion af Emergency Preperednetc 6 Engineering 
Reeponee (Pott 830103). 83/06/23. C-aneolldatecf Edifon Co of New 

York, Inc 116pp. 18?96;243. 24 X FI c he. 50-000, 83/06/23i 83051 10479. 


8305110483 lE Info Notice 03-43, **Inpraper Betting > of Interned late 
Renge MR) High Flue Trip Betpolnte. ” Bvc Hit end. 

JORDAN, E. L Oivielon of Emergency Prepar edneee 6 Engineering 
Reeponee (Poet 030103) 83/1)6/24. Cone olldeted Ed 1 ton Co of New 

York, Joe. Il6pp 19046.297. 24X Flche. 50-000, 03/06/24, 8309110403 


R. Periodic operating report! & related eorre»pandettce 


@306i302?S "Senlannuel Rept of Radioactive Effluents 1982 " M/03OaO2 

itr. 

BCOTT, D, J CoeMonwealth Edleon Co 83/03/02 KEPPLERi^/, 0 Region 
3, Office of Director. 20pp. 18923:277 24X Flche' SO-0 10, 83/03/02, 
8306130279. 


8306140086 Nonthly operating rapt* for Hay 1903 H/03O6Ot Itr, 
8CNR0EDER, B A , 0COTT, D J. Commonwealth Edison Co. 83/06/01. 
Oirector's Office, Office of Inapedlon end Enforcement 10pp. 
1 8838 '347. 24X Flche, 50-237, 03/06/01 , 8306140006. 


0306130494 Forwardi corrected "1981 Rapt of Occupational Peraonnel 
Radiation Doiee - Contract Norhers,** per Reg Oulde 1. 16 
Number of people per etanram should he listed In malnt not 
angineerlng cetegorv< 

HAONER, O.P, CoRtmonwea 1th Edison Co. B3/06/07. REPPLER, J.O. Region 
3, Office of Director Ip. 18881:179. 84X Flche? 90-010, 03/06/07, 

8306130454 


6306130457 Forward* eorrfeted *1981 Rept of Occupational Pareonnel 
Radiation Do*es - Contract Norkerm, " per Reg Oulde 1.16 
Number of people per manrem should he listed in malnt not 
engineering category. 

KA0NER,0.p CgMmonwealth Edison Co. 03/06/06. KEPPLER,J,0. 
Region 3, Office of Director. Ip. 18821:100. 24X 

Flche; 50-010,83/06/071 8306130454 


—0306130460 Corrected **1981 Rapt of Occupational Periennel Radiation 
Doae* - Contract Worktrs. ■ 

e Commonwealth Ed lion Co 03/06/06. 9pp, 18821:181 24X 

F 1 ch a : 50-01 0/ 83/06/07, 0306 1 30454 . 


8 Reportable octurrrncus, LbH& b related correspondence 


0306070234 Updated uER 01-033/01X-1 on 811083, Unit 2/3 diesel generator 
(0/0) tripped due to high cooLiog water temp 6 Unit 3 D/0 
manually tripped during testing Couaod by failure of cooling 
water pump discharge valve U/030523 Itr 

NOl-LANDrP , OCOTT, D J Commonwealth Edison Co 83^05/23 
KEPPLEft.vJO Regions, Office of Director 4pp 18746 142 24X 

Flche 90-849,03/05/23,0306070234 


0306070279 LER G3-Oia/031_-0 un B30502,|_PCJ core spray pump pressure 
alarm annunciated U cleared after close signal sent to core 
spray valve NO 1402-256, tr 1 pp i ng indicating lights b 
breaker Caused by incorrect trip setting M/03053t Itr 
AN6ND6PPA,A . SCOlT.D J Commortwe^iith Edison Co 03/09/31 

KEfPLER,UO Region 3. Office of Director 3pp 10744 003 24X 

Flche 50-249.83/09/31,0306070279 


8306130346 LER e3-Ol7/03L-0 an 030504, after actuation of HPCI deluge 
sys, weight releasing lever of deluge valve tripped Probably 
caused by misaligned trip linkage Solenoid 6 valve linkage 
d isassemb led/assemb led w/na anontallos noted N/030531 Itr 
HERR ITT, S , GCOTT, D J Comnonwealth Edison Co, 03/05/31 
KEPPLER, J 0 Region 3, Office of Director 3pp 18022 212 24X 

Flche 50-249,03/05/31,83061^0346 


8306130325 LER 83-021/OtT-O on B30933, d if f erentlal pressure switches 
P8 1349A t D actuated above Tech Spec limit Caused by 
instrument drift switches reset Trip point repeatability 
verified W/030601 Itr 

CHRISTEL, D . 0COTT, D J Commonwealth Edison Co 03/06/01 
KEPPLER, J 0 Region 3, Office of Director 4pp 1Q0S2 193 84X 

Ficho 50-249, 03/06/01 , 8306130325 


8306170409 LER 03-019/03U-0 on 030521, M3JV 203-lD found w/closure time 
of 2 7 s exceeding Tech 8poc limit of 3 to 9 s Caused by 
m i aadiustmeni to timing mechonlom on HR1V''203-18 NBIV 
adjusted within Tech Spec limits N/630606 Itr 
HAXUELL,P C Commpnwealth Edison Co 83/06/01 KEPPLER, J 0 
Region 3, Office af Director 3pp 18079 320 24X 

Fiche 50-249,83/06/01,83061704 09 


6306270111 Updated LER 03-OO3/O3X-1 on 830109, pinholo leak found on 
connecting pipe weld between 3-1201-10 inch A 6 3-1292-2 
inch lino A of water cleanup sys Probably caused by 
intergranular stress corrosion cracking W/e30603 Itr 
HERRlTr,0 , SCOTT, D J Commonwealth Edison Co 83/06/03 
KEPPLER, J 0 Region 3, Office of Director 3pp 18988 094 24X 

Flche. 90-249, 03/06/03, 0 30627 DJ 1 1 


Q306270083 LER 03-On0/03L-0 on 830 5S I, when control rod drive (CRD) 0--6 
pulled from core after scram L addl withdrawal signal 
app) iod, overtrave 1 alarm came up L position indication lost 
Caused by detached CRP inner filter W/03D613 Itr 
HHALEN R J , SCOTT, 0 J Confiolidotcd Edison Co of New Vorh, Inc 

B3/06/13 KEPPLER, U 0 Region 8, Office of Director 3pp 

19013 122 24X Piche 90-249,83/06/13,0306270003 


6306270282 Potential Part 21 rapt re discrepancy in welding of 
turnbuckle assemb ly, iurnbuck 1 r-bol t interface L on top plate 
assembly variable springs SA307 Oradu D bolts not AaMt 
Section IX matl InvastigotLon underway. 

KARAOIANI0. J A. Eicon Metal Products Co 83/06/17 KEPPLERrUO 
Roglpn 3, Office of Director 2pp 10996.207 24X 

Flche SO-aOO, 83/06/ 1 7, 8306270282 


DOCKET 90-290 TURKEY POINT PLANT, UNIT 3 


P Sscurltyi medical, emergency If fire protection plans 


6306070050 Forwards IE Safeguord* Insp Repts 50-290/83-17 L 
90-251/83-17 on 830420-22,0302-05 L 10-12 No noncompliance 
noted 

DANCE. H C Division of Project L Resident Programs 83/06/01. 

UHRI<J,R E Florida Power & Light Co 2pp 10740 033 24X 

Fiche 30-250,83/06/01,0306070050 


—0306070061 IE Safeguards Insp Rept* 30-250/83-17 6 50-251/03-17 on 
830420-22,0502-05 6 10-*12 No noncompl lance noted. Major areas 
inspected. 1 Icensee investigati on of two closed valves in 
auxiliary feedwater tye. Details withheld (ref 10CFR73. 21 ) 

TDDIN.N Region 2, Office pf Director MCGUIRE, D R. Division of 
Emergency Preparedness L Mater i els Safety 83/05/31 Ip. 
18740*059 24X Fiche 90-250,03/06/01,0306070050 


6306130435 Forwards, for review, Rev 1 to 830408 fir« protection rept. Rev 
provides specific info L justl f Ication for 10CFR50, App R, 
exemption requests. Exempt Ions unnecessary for Fir* Areas/ 

Zones D,E, 82, 87, 91 6 92 

UHRI0,8 E. Florida Power L Light Co 83/06/06 ElSENHUTf D. 0. 

01 Vi si on of Licensing Ip 18821:036 24X Fiche 50-250,83/06/06, 

8306130435 
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— B306130441 Rev 1 to "Fire Protection Rept " 

• Florida Powar 8< Light Co 83/06/30 lAlpp 10021 037 aAX 
Fiche 50-2S0i 03/06/06^ 0306130435 


0306230371 CotiPirm* recent conversationfi w/utll re control of acceet 
Into containment during sKutdoun Security plan change* 
reiltitsted uithln 60 days of Itr receipt Safeguards info 
^J^thhe^d Iraf 10CFft73 21 ) 

^AROAiB A Operating Reactors Branch 1 03/06/20 l/HRIO. R E 

Florida Power 8< Light Co Ip 10944 135 24X Flche 50-230» 

83/06/20. 0306230371 


J Insurance it indemnity Information 


8306010390 Forwards Endorsement 65 to NELIA Policy NF-105 it Endorseaient 
5S to MAELU Policy MF-55 

OUCKrJ R Marsh U McLennan. Inc 83/05/20 8ALTZMAM* J Assistant 
Director for State & Licensee Relations 3pp 10682 237 24X 

FI Che, 30-250. 03/03/20. 0306010390. 


8306230123 Forwards Endorsement 66 to NELIA Policy NF-105 & Endorsement 
36 to MAELU Policy MF-53. 

DUCK. JR Marsh 8f McLennan. Inc 03/06/16, QALTZMAN. J Assistant 
Director for State If Licensee Relations 3pp 10947 054 24X 

Fiche 90-250.03/06/16.0306230183 


P Operating license stage documents it correspondence 


8306030056 Act receipt of 821027 application it S30307 rev re proposed 
revised pump valve inservice test program Remittance of 
Class 111 S( I fees requested 

DlOOa. R M License Fse Management Branch 03/05/87 UHRIO.R, E, 
Fiorlda Power 8» Light Co Ip 13733 203 24X Fiche* 50-250, 

83/09/87. 0306030056 


B306090358 Application for amend to Licenses DPR-31 it DPR-41. revising 
Tech Specs to support fuel design change from Westinghouse 
low parasitic fuel assembly to optimized fuel assembly it use 
of new Uestinghouse wet annular burnable absorber rods 
UHRIO.R. E. Florida Powsr it Light Co 03/06/03 EI0ENHUT. D 0 
Division of Licensing 3pp 10795 003 24X Fiche S0‘‘850. 03/06/03. 

0306090392 


‘“‘0306090355 Proposed Tech Specs supporting fuel design change from 
Uestinghouse low parasitic fuel assembly to optimised fuel 
assembly it use of new Hestinghoust wet annular burnable 
absorber rods 

e Florida Power 4c Light Co. 03/06/03. 2ipp. 18795 006. 84X 

Fiche 50-250.03/06/03.0306090352 


0306160335 Forwards response to 030422 request for addl info re 
Criteria 2.10 4< 11 of NUREO-0737. Item II B 3. 'Tost-Acc ident 
Sampling.*' Interim core damage estimate guidelines will be 
submitted by 030630 

UHRIOtR E Florida Power 8< Light Co 03/06/10 VAROA. B A 
□ptrating Reactors Branch i 3pp. 10061 171, 24X 

Fiche 90-290.83/06/10.0306160339 


Q Inspection reports. IE Bulletins Sc correspondence 


8306140577 Confirms mgt meeting on 030316 at Region 11 ofe to discuss 
recent Insp findings re failure to properly evaluate 
radiation exposures at faci lity. Proposed meeting agenda 
and 

O'REILLV.JP. Region 2, Office of Director 03/03/19. UKRIO.R.E, 
Florida Power it Light Go. 2pp 10844:160 24X 

Fiche: 90-250. 03/03/19. B306140577, 


8306140393 Confirms 030420 enforcement meeting at Region H ofes to 
discuss recant Incident of unavailability of auxiliary 
feedwater u/Unit 3 operating at full power, per 030422 
telcon, Proposed agenda end 

0 'REILLY, J P Region 2, Office of Director. 03/04/26. UHRIO.R E 
Florida Power 4, Light Co. 2pp. 10832:096, 24X 

Fiche; 50-290. 03/04/26. 8306140393. 


0309110490 IE Info Notice 03-38. "Ruptured Am-841 Sources Contained In 
Nell Logging Device " 8vc list encl. 

TAYLOR. J.H Division of Safeguards 4, Inspection Programs <Post 
830103), 83/09/26, Consolidated Edison Go, of New York. Inc, 
125pp 10031.043, 24X Fiche: 50-000, 83/09/26. 03091 10490. 


8305110460 IE Info Notice 03-34, "Event Notification Info Morksheet. " 
Sve list encl. 

JORDAN. E L, Division of Emergency Preparedness 4. Engineering 
Response <Poit 030103). 03/05/26 Consolidated Edison Co. of New 

Vork, Inc llSpp, 10732*089 84X Fiche. 90-000. 83/09/26. 03091 10460. 


0305110461 IE Info Notice 03-33. "Fuel Movement N/Control Rods 
Ultbdrawn at BNRs " Sve list end 

JORDAN. £ L Division of Emergency Preparedness 4. Engineering 
Response {Post 030103} 83/05/31 Consolidated Edison Co of New 

York. Inc 116pp 1B732 200 24X Fiche 30-000. 03/05/31. B3051 10461. 


0306890204 Forwards IE Insp Repts 50-2S0/B3-13 tc 90-251/03-13 on 
830903-06 No noncomp 1 ianc e noted 

OANCE, H C Region 2. Office of Director 83/09/31 UHRIO. R.E. 

Florida Power Ic Light Co 2pp 19056: 229 24X 

Fiche 90-290, 03/09/3 J . 8306290204 


—0306290212 IE Insp Repts 90-290/83-13 & 50-291/03-13 on 830503-06 No 
noncompliance noted Major areas inspected* containment 
integrated leakage rate testing 

BROOKB. E . JAPE.F Region 2. Office of Director 03/05/84. 4pp 
19056 231 24X Fiche 90-290.03/05/31.0306290204 


0306070050 Forwards IE Safeguards Insp Repta 90-250/03-17 1* 
50-291/03-17 on 030420-22.0902-05 4c 10-12 No noncompliance 
noted 

DANCE, H C Division of Project 4. Resident Programs 83/06/01. 

UHRIO.R E Florida Power «. Light Co 2pp 18740’ 093 24X 

Fiche 90-290. 03/06/01 . 0306070050 


—0306070061 IE Befog uard* tnsp Repts 50-850/83-17 4. 90-291/03-17 on 
630420-22.0502-05 it 10-12 No nancomp I lance noted, Major areas 
Inspected licensee investigation of two closed valves in 
auzillary feedwater sys Details withheld (ref 10CFR73. 21) 

TOBIN. N. Region 2. Office of Director MCGUIRE. D R. Division of 
Emergency Preparedness It Materials Safety. 03/09/31 Ip. 

10740 095 24X Fiche 50-250.03/06/01,3306070050 


8306000003 Forwards util response to Enforcement Action 03''31 It payment 
of proposed civil penalty 

O'REILLY, J.P Region 2, Office of Director. 03/06/03 DEYOlAW.fi C 
Director's Office. Office of Inspection and Enforcement ip. 

10772 394 24X Fiche 90-890.03/06/03.0306080003 


—0306000004 Responde to NRC proposed civil penalty r# violations noted 
in IE Insp Rspts 90-290/Q3-06 It 90-251/03-06 Corrective 
actions; operating instructions revised detailing dutiie 
during outage It nonoutage conditions for technicians 
UHRIO.R E Florida Power tt Light Co 03/06/01, O'REILLY, J. P. 
Region 2. Office of Director. 0pp. 18778; 399. 24X 

Fiche 90-290,03/06/03, 0306000003, 


0306290390 Responds to IE Bulletin 03-03. "Check Ualve Failures in Raw 
Water Cooling Bys of Diesel Generators " Closed cooling 
radiator sys contains no check valvta. Dul letin not 
applicable. 

UHRIO.R, E. Florid* Power 4t Light Co. 03/06/00 O'REILLY. J P 
Region 2. Office of Director 2pp, 19052’ 103, 24X 

Fiche. 50-000. 03/06/08, 8306290390 


B3051 10464 IE Info No tics 83-36. "Impact of fiecurity Practices on Safa 
Optra t ions ’* Bve list end 

JORDAN. E L Division of Emergency Preparedness It Engineering 
Response (Post 030103) 03/06/09 Consolidated Edison Co. of New 

York. Inc. 119pp. ieB3O’20O. 24X Fiche. 90-000. 03/06/09, 0309110464. 


0305110470 IE Info Notice 83-30. "Defective Heat 0tnk Adhesive i 
0eismlcally Induced Chatter in Relays Nithin Printed 
Circuit Cards " Bve list end 

JORDAN. E. L, Division of Emsrgency Preperedness It Engineering 
Response (Post 830103) 03/06/13. Consolidated Edison Co. of New 

York. Inc ilBpp 18980:229. 24X Fich e- 50-000. 83/06/13. 8305110470, 


8306090010 IE Info Notice 83-37. "Transformer Failure Resulting From 
Degraded Internal Connection Cables " 8vc list end. 

JORDAN. E. L Division of Emergency Preparedness It Enplnsering 
Response (Post 030103) 83/06/13. Consolidated Edison Co, of New 

York, tnc, 243pp. 10921.001. 24X Fich e; 90-000. 83/06/13. 0306090010. 


8306290341 Ack receipt of 830512 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 90-890/03-07 4, 
50-251/03-07. 

LEWIS. R C, Division of Project 4, Resident Programs. 03/06/16. 
UNRIG, R E Florida Power i< Light Co Ip 19055*245. 24X 

Fiche. 90-250. 03/06/ 16, 0306290341 


■8306290345 Responds to NRC 630411 Itr re violations noted in IE tnsp 
Repts 50-290/03-07 I, 90-251/03-07 Corrective actions’ 
requests for relief from ASHE Code requirements will be 
documented prior to insp. Disputes noncompliance for Unit 4. 

UNRIG, R.E. Florida Power b Light Co 63/05/18. O'REILLY. J. P. 
Region 2. Office of Director. 4pp. 19055.846. 24X 

Fiche. 90-250, 03/06/16. 0306290341. 
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-'“9306a'70349 Forward* IE Inap Rapta 50-250/83-07 Ic 50-251/03-07 on 
0303I5-1B & notlcB of violation 

DANCEiH C DlvIiioP of Projact «< Proflradis B3/04/U 

UKniO*R. £ Florida Pomer tc Uigfti Cn 2pp 19055 &30 24X 

F t c h a ! 50-S50* 83/06/ i6, 030629034 1 


— 9306290354 Hotit* of violation from Imp on 030313-10 

♦ RaHlo*' 2# Offtca of Dlractor 83/04/11- 2pp 19055 232 
F 1 c h a 50-250. 9 3/06/ 1 6. 0306 29034 1 


24J( 


DOCKET 50-251 TURKEV POINT PLANT. UNIT 4 


F Sacurltgi rvedlcali emargenty 6 fire protaction plans 


03O&O7OO9O Forward* lE aafaguards Insp Repts 50-250/83-17 & 
50-251/03-17 on 030420-22, 0302-05 & 10-12 No noncomp I iance 
noted 

DANCE.M. C Dlvlslan of Project 8 < fiasident Programs 83 / 06/01 
UHRI 0 ,II E Florida Potuer U Light Co 2 pp 10740 033 94 X 

F 1 Che 50 - 250 . 03 / 06 / 0 1 . 0306070050 


—0306290337 IE Imp Rept* 50-250/03-07 «< 50-291/83-07 on 630315-10 
Moncompllanc t natad pump U valve insarviea tasting i, 
component Inservlca Imp not performed par ASHE fiollar l» 

Prassura V/t*sal Codr, Bactl on Xf> 

HLEJN3OR0E. H P » DLAKEi J J Refllon 2, OffUa of Dtractor 

83/04/07 9pp 19085-254 24X Rich a, 30-280, 03/06/ 16- B30629034 1 . 


— S306070061 IE Safeguard* Inflp Rapt* 30-S50/83-17 6 50-251/83-17 on 
03O4aO‘-22< 0302-05 it 10-12 No noncomp J ianca noted Major areas 
inspected licenoea invasti gat Ion of tuo clOBStf valves In 
ausiliertf feedwater sya Datolls withheld (ref 10CFR73 21) 

TOaiN. W Region 2. Office of Director 03/03/31 Ip J074O- 058 
24X Flche 50-250.03/06/01,0306070050 


6309110475 IE Info Notice 83“40i "Mead to Environmrntally Qualify 
Epoxy Orout* Saalrr*. " 9vc list oncl, 

JORDAN. E.L Division of Emarflency Preparadno** Ir Engineering 
Rasponaa (Post 0301031. 83/06/22 Consolidated Edlion Co of New 

Vork. Inc USpp 19021 179 24X FI c ha: 50-000, 83/06/23. 0305110473 


8305110477 IE Info Notice 83-41, "Actuation of Fire Suppresalon Bys 
Gauilng Inoperat 1 1 1 tg of Safety-Related E^ulpmant ■' Svc list 
enc 1 

JORDAN, E L. Division of Efliargency Preparedness it Engineering 
Responee (Post 030103). 03/06/22 Comolidated Edlion Co of NaU 

Vork, Inc t20fp 10997.007 24X Flchs’ 50-000. 03/06/22. 03091 10477. 


0306130439 Forward*, for review. Rev 1 to B3040B fire protection ri*pt Rev 
provides specific info justification for t0CFR30, App R, 
exemption requests Exetmptions unnecessary for Fire Areas/ 

Zones D.C,PS.07. 91 U 92 

UHRlOiR E riorldA Power & Light Co 03/06/06 EI8CNHUT, D 0 
Division of (Licensing ip 18021 036 24X Fiche 50-950103/06/06, 

0306130433 


— 0306130441 Rev I to '‘Fire Protection Rept " 

* Florida Power t LiflJjt Co 03/06/30 l4Jpp IDB^I 037 S4K 
Flcha 50-290.03/06/06,0306130433 


0305110479 IE Info Notice 03-42. "Reactor Mode Switch Halfnnc tions '* 
Svt Hat end 

JORDAN. E.L Division of Cmerjaney Preparedness 4, Engineering 
Response (Post 830103) 03/06/23 Conaoli dated Edison Co of New 

York. Inc ll6pp ia996'84a a4X Flc he- 50-000. 83/06/23. 030511047^, 


0303110403 IE Info Notice 03-43, "Improper Battings of IntsTmediata 
Range (IRl High Flux Trip Setpoints ** Svc list end 
JORDAN, E U Division of Emergency Praparadnsss S< Engineering 
Response IPost 030103) &3/06/24, Consolidated Edison Co. of New 

York. Inc U6pp 19046:297 24X Flche; 50-000. 03/06/24, 03091 104B3 


fl Periodic gperating reports h related correspondence 


8306020216 Monthly operating repts for Mar 1983. W/630419 Itr. 

PACE. P L . WILLIAMS, J. H Florida Power B< tight Co B3/04/15. 
Office of Rasourc* Management, Director 13pp. 18690 296 24X 

Fiche 50-000.03/04/15.0306020216 


8306160630 Monthly operating repts for Apr 1983 W/0305J6 Itr 
PACE, P. L , UILLIAHS.J W Florida Power >< Light Co 03/09/16. 
Office of Resource Managiment, Director 17pp. 10066. 109 24X 

Flcht 50-000.03/09/16.8306160630 


8306230371 Confirms recent conversations w/utll re control of access 
into containment during shutdown Gecurity plan changes 
requasted within 60 days of itr receipt Safeguards info 
uJt66aJd (r«f J0CFM72 21 ) 

VAROA.B.A OparatlilB Reactors Dranch 1 03/06/20 UMRIO.R E, 

Florida Power fc Light Co Ip 10944 139. 34X Fic he* 50-230, 

03/06/20, B306230371 


J Insurance & indemnity inf or mail ort 


0306010398 FoTuards Endorsement 65 to NELIA Policy NP-105 h endorsement 
99 to MAELU Policy MF-99 

DUCK, J R Marsh 6 McLennan, Inc. 03/05/20 0ALT/HAN, J Assistant 
Director for Bteta 6 Licensee Rolatlons Qpp, 10682.237 24X 

Fiche* 90-290, 03/09/20. 0306010390 


0306230123 Forwards Endorsement 66 to NELIA Policy NF-189 8. Endorsamenl 
96 to ffACLU Policy ffP-99 

DUCK.J f) Marsh (< McLennan, Inc 03/06/16 0ALT2HAN, J Assistant 
Director for State it Licensee Relations 3pp 18947 094. 24X 

F iche* 50-890, 03/06/ 1 6, 0306230129 


P Operating license stage daeuments 6 corraspondanca 


a Reportable occurrences, LERs it related corrospondance 


8306210071 RD on 830916, savara I fire barrier penetrations breached for 
longer than 7 days, Caused by implementation of design 
changes . Includ Ing niu computer room t aurlllary power 
upgrade. Hour ly fire watch established 

UHRIO, R E Florida Pauar & Light Co 03/06/16. DENTON. H.R Office 

of Nuclear Reactor Regulation, Director ip 10912’ 309. 24X 

Fiche* 90-S50 .33/06/16, 830621 007 1 


830628016B Updated LEFt 03-006/OlX-l on 03O4O9i notified that some 
masonry walls in control b)dg do not comply u/orlglnal 
designs. Imp within control bldg completed & expanded tc 
Include outside wall* Repairs scheduled N/030620 Itr 
ARZA9, J. , ULULIAItB, J y, Florida Power tc Light Co. 03/06/20, 
O'REILLV.J P Region 2r Office of Director. 3pp. 19019.109 24X 

Fiche- S0'250i 03/06/20. 0306200168. 


U Operator Examinations 


B306140127 Request* approved ref matl rs operator exams by 030314. 
Misting ifaadllne win result in delay in administering 
exams. Applications should be submitted at least 60 dags 
prior to first exam scheduled for wl of 030502 
DANCE.M C Division of Project tc Resident Programs 83/02/17, 
VILLIAMS, J L. Florida Power fc Light Co. 4pp 10839:163. 24X 

Fiche ■ 50-290. 03/03/ 17 1 8306140127. 


8306030096 Ack receipt of 021027 application 6 830307 rev rs proposed 
revised pump 6 valve inservice test program Remittance of 
•Class III tt I fftos requested 

DIOOa,« M License Fee Management Branch. 03/09/27 UHRIO. ft. E 
Florida Power 6 Light Co Ip 10/33.203 24X Fiche 50-290, 

03/03/27, 0306030056 


8306090392 Application for amend to Licenses DPR-31 tr DPR-41, revising 
Tech Spec* to support fuel design change from Nestlnghouee 
low parasitic fuel assembly to optlmixed fuel assembly 6 use 
of new Nestinghouse wet annular burnable ebsorbar rods 
UHRlOiR. E Florida Power U Light Co. 83/06/03, EI0ENHUT, D 0, 
Division of Licensing 3pp 10799.003. 24X Flcha. 90-250, 03/06/03, 

8306090552. 


— 8306090399 Proposed Tech Specs supporting fuel design change from 
Nestlnghouse low parasitic fuel assembly to optimized fuel 
assembly 6 use of neie Uestinghouse wvt annular burnable 
absorber rods 

a Florida Power 6 Light Co. 03/06/03 21pp. 18799 006. 24X 

FUha: 90-250, 03/06/03, 0306090392, 


0306160338 Forwards raspomss to 830422 request for addl info re 
Criteria 2,10 U U of NUREO-0737. Item H D. 3, "Post-Accident 
Bampllng " Interim core damage aitlmata guidsllnas will be 
cub/hitted by 330630. 

UHRIO, R.E. FI pride Power Ik Light Co, 03/06/10 VARDA. 0 A. 
Operating Reactors Branch 1, 3pp, 18061*171, 24X 

Fiche' 90-290, 83/06/10, 0306160335. 
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Q InipBction reports^ IE Qulletins carr Q»pond»nce 


B30614O577 Confirms mgt meeting on 830316 at Region I! ofc to discuss 
recent Insp findings re failure to properlg evaluate 
radiation exposures at facility Proposed meeting agenda 
enc 1 

a^RElLLYi J P Region 3, Office of Director 93/03/lD UKRI0» R E 
Florida Power & Light Co 2pp 18044 160 24X 

Flche 90-250,03/03/15-8306140577 


6306140-393 Confirms 830428 enforcement meeting at Region II ofci to 
discuss recent incident of unavai lab i 1 i ty of auxiliary 
feedii>atfir w/Unit 3 operating at f ul 1 power, per 830422 
telcon Proposed agenda end 

Q'REIULV.JP Region 2. Office of Director 83/04/26 UHRlOi R E 
Florida Power «< Light Co 2pp 18832 076 24X 

Flche 50-950,83/04/36,8306140393 


G3051104SB IE Info Notice 83-32, ^'Ruptured 6rn'-’241 Sources Contained in 
Moll Logging Device " 6vc list end 

TAYLOR, J, M Division of Safeguards & Inspection Programs {post 
830103). 83/05/26 Consolidated Edison Co of New York, Inc 
125pp 18831 043 24X Fiche 50-000.83/05/26,6305110458 


8305110460 IE Info Notice 83-34. "Event Notification Info Worksheet " 
Sve list end 

JQRDANr r L Division of Emergency Preparedness & Engineering 
Response (Post 630103) 83/05/26 Consolidated Edison Co of New 

York, liic llDpp 18732 065 24X Flche 50-000,83/05/26,0309110460 


8306290804 Forwards lE Insp Ropts 50-250/83-13 I. 50-251/83-13 on 
630503-06 No noncomp 1 i once noted 

DANCE, H C Region 2, Office of Director 83/09/31 UHRIO, R E 

Florida Power 6 Light Co 2pp 19056 229 24X 

Flche 50-250,83/05/31,6306290204 


--6306290812 IE Insp Ropts 50-250/83-13 t< 50-291/83-13 on 830503-06 No 
noncortip I iance noted Major areas Inspected containment 
integrated leakage rate testing 

PROQKG, E , JAPE, F Region 2, Office of Director. 83/05/24 4pp. 
19056 231 24X Flche 50-250,83/09/31,8306290204 


83060700SO Forwards lE Bafeguards Insp Repts 90-290/83-17 it 
90-251/83-17 on 830420-22,0502-05 t, 10-12 No noncomp 1 iance 
noted 

DANCE. H. C Division of Project S, Resident Programs 83/06/01. 

UKRIO, R E Florida Power & Light Co. 2pp 18740 053 24X 

Flche 50-250,03/06/01,8306070050 


—6306070061 IE Safeguards Insp Repta 50-290/83-17 6 50-251/83-17 on 
630420-22,0502-05 6 10-12 No noncomp 1 lance noted Major areas 
inspac ted. licensee investigation of two dosed valves in 
auxiliary feedwater sys Details withheld (ref 10CrR73 21) 

TOOIN. N Region 2, Office of Director HCOOIRE, D R Division of 
Emergency Preparedness 6 Materials Eafety. 83/09/31 Ip 
18740 055, 24X Fiche 50-290,63/06/01,8306070090 


6306080003 Forwards util response to Enforcament Action 63-31 St payment 
of proposed civil penalty 

O'REILLY. JP Region 2, Office of Director. 03/06/03 DCYOUNO, R. C 
Director's Office, Office of Inspection and Enforcement Ip 
18772 054 24X Fiche 50-290,03/06/03,8306080003 


— 8306080004 Responds to NRC proposed civil penalty re violationa noted 
in IE Insp Ropts 50-290/03-06 It 50-251/83-06 Corrective 
ac tians, operating instructions revised detailing duties 
during outage It nonoutage conditions for technicians 
UHRIO, R E Florida Power It Light Co 83/06/Oi □'REILLViJ. P 
Region 2, Offlco of Director 8pp 10772'355 24X 

Fiche 50-250, 83/06/03, 0306080003 


830629039B Responds to lE Oulletin 03-03, »Check Valve Failures In Raw 
Neter Cooling 8ys of Diesel Generators " Closed cooling 
radiator sys contains no check valves Dulletin not 
app I i cable 

UHRIO, R.E. Florida Power It Light Cp 03/06/08 O'REILLY, J P. 
Region S, Office of Director. 2pp i9052dQ3 24X 

Fiche - 50-000, 83/06/08, 8306290398. 


0305110464 IE Info Notice 03-36, "Impact of Security Practices on Safe 
□peratlons " Sve list end. 

JORDAN* E L Divlelan of Emergency Preparedness It Engineering 
Respanee (Post 830103) 03/06/09 Consolidated Edison Co. of New 

York, Inc li9pp 18830 280 24X Flche; 00-000, 83/06/09, 83091 10464 


8305110470 IE Info Notice 83-38, "Defective Heat Sink Adhesive I, 
Beismlcally Induced Chatter in Relays Hlthin Printed 
Circuit Cards." &vc list end 

JORDAN* E L. Division of Emergency Preparedness It Engineering 
Response (Post 030103) 83/06/13 Consolidated Edison Cp. of New 

York* Inc, llSpp 18920.225 24X Fiche 50-000,83/06/13,8305110470 


8306290341 Ac k receipt of 03OS12 1 tr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-250/83-07 6 
SO-25 1/03-07 

LEWIS. R C Division of Project 6 Resident Programs. 83/06/16 
UKRIG, R E Florida Power it Light Co Ip 19055 243 24X 

Fiche 90-250.03/06/16,0306290341 


—0306290340 Responds to NRC 030411 Itr re violations noted in IE tnep 
Repts 50-250/83-07 & 90-251/83-07 Corrective actions* 
requests for relief from ASMS Code requirements will be 
documented prior to insp Disputes noncompliance for Unit 4 
UHRIO, n E Florida Power 6 Light Co 03/05/12 O'REILLY, J. P. 
Region 2, Office of Director 4pp 19055 246 24X 

Flche 90-250,03/06/16,0306290341 


— S306290349 Forwards IE Insp Repts 50-250/03-07 8, 50-251/03-07 on 
830319-10 l( notice of violation 

DANCE.H C Division of Project 6 Resident Programs 83/04/11. 

UHRIO, n E Florida Power L Light Co 2pp 19055 250 24X 

Fiche 50-250, 83/06/16, 0306290341. 


— 0306290354 Notice of violation from Insp on 030315-18 

» Region 2, Office of Director 03/04/11 2pp. 19055.252, B4X 
Flcho 50-250,03/06/16,0306290341 


—8306290357 IE Insp Rspts 50-250/03-07 8, 90-291/03-07 on 030319-10 
NoncompHance noted pump & valve Inservice testing 6 
component inservlce insp not performed per ASHE Bailer 6 
Pressure Vessel Cods,aectlon XI. 

KLEINSOROE, W P , BLAKE, J J. Region 2, Office of Director. 
03/04/07 9pp 19099 254 24X Fiche 50-250,03/06/16,0306290341 


8305110479 IE Info Notice 83-40, "Need to Environmentally Qualify 
Epoxy Grouts 6 Sealers," Bve list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 03/06/22 Consolidated Edison Co of New 

York, Inc ilSpp, 19021 179 24X Fiche, 50-000, 83/06/22, 8305110479. 


0305110477 IE Info Notice 03-41, "Actuation of Fire Buppreselon Bye 
Causing Inoperability of Safety-Related Equipment " Bve list 
end 

JORDAN, E L Division of Emergency Preparidness Ic Engineering 
Response (Past 030103} 83/06/22 Consolidated Edison Co of New 

York, Inc 120pp 16997.007. 24X Flche. 50-000, 63/06/22, 83051 10477. 


8309110479 IE Info Notice 83-42, "Reactor Node Bwltch Halfunctlons' " 
Bve list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Reeponse (Post 830103} 83/06/23 Consolidated Edison Co, of New 

York, Inc. 116pp. 10996,242 24X Fiche, 9D-000» 03/06/23, 83091 10479. 


8309110403 IE Info Notice 03-43, "Improper Bettings of InterMsdlatv 
Range (IR> High Flux Trip Betpoints " Eve list end 
JORDAN, E L Division of Emergency Preparedness tc Engineering 
Response (Post 030103}. 83/06/24 Consol Idatsd Edison Co. of New 

York, Inc 116pp. 19046' 297 24X Flche 90-000,83/06/2410305110483. 


R Periodic operating reports It related correspondence 


6306160638 Monthly opereting repts for Apr 1903 U/630516 Itr. 
PACE.P L , HILLlAMBiJ U Florida Power 6 Light Go. 83/05/16. 
Office of Resource Management, Director 17pp 18866. 105. 24X 

Flche 50-000,83/05/16,0306160630 


8 Reportable occurrences, LERs It related correspondence 


8306210197 Updated LER B3-001/01X-li on 030331, while in refueling 
shutdown, dl screpandei identified in bolting of platform 
framing steel to containment liner embedments. Bolts 
improperly instal led, Deficiencies corrected. M/B30610 Itr. 

ARIAS, J , HILLIAMB, J H Florida Power !< Light Co. 63/06/10, 
O'RElLLYiJ.P Region 2, Office of Director 3pp. 10914.195. 24X 

Fiche* 90-251, 83/06/i0, 03062101 97. 


0306270200 LER 83-005/01 T-0; on B30601, mechanical nalnt supervisor 
determined thet safety-related snubber inoperable due to 
incomplete mod to attachment. Caused by personnel error li 
procedure defldenc ies. Mod completed H/630619 Itr. 

ARIAS, J , NILLIAMS, J. W, Florida Power 6 Light Co. 03/06/19 
O'REILLY, J.P, Region 2, Office of Director. 3pp. 10991; 200. a4X 
Fiche: 90-251, 03/06/19, 0306270200. 


0306210071 RO on 030916, severe! fire barrier penetrations breachad for 
longer than 7 days Caused by implementation of design 
changes, including new computer room Si auxiliary power 
upgrade. Hourly fir# watch established 

UHRIO, R E Florida Power h Light Co 03/06/16 DENTON, H.R. Office 
of Nuclear Reactor Regulation, Director. ip 16912*309. 24X 

Flche. 90-250, 83/06/16, 0306210071 
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V Op»T4tor Eianinatjons 


630&140127 R<ciu»ifei approvfd ra^ aatl ra operator aiaA* by 030314 
Hdiltig ifaarfUnf will mult in Jelag in admini atcr ing 
axan« Appllcationa should be subnlttad at least 60 da^s 
prior to #irst »tan scheduled for uk of 630503 
DANCE* H C Division of Project & Resident Prograns 63/03/17 
dfLLIAMgr J L Florlfia Pourr It Ljght Co 4pp 16837 163 24X 

Flcha*30-250*B3 /Oa/ 1 7* 83061 401 27 


DOCKET J50-354 QUAD-CITIES STATION* UNIT 1 


F fiieurity* taedicali aaergetity 4c fire protection plans 


6306130405 Forwards IE Insp Repts 50-234/63-15 & 50-265/63-13 on 
630510-13 No tioncojipllance noted 

PAPERIELLO.C J Replan 3* OfflCE of Director 63/05/27 REED*C 
Coaaianuaalth Edison Co 2pp 16623 064 24X Flcbe 50-254* 63/03/27* 

0306130405 


•9306130418 IE Inip Repti 50-254 / 63-15 It 50-265/83-13 on 630510-13 No 
noneonpllance noted Major areas inspected etnarpeneg 
preparedness eMsrclse 

PHli-LlP8*M * PUOSKI.T < OLOERSEN* N N Region 3* Office pf 
DlTictor 83/05/27 26pp 10623 066 24^ Flche 50-254*63/05/27* 

6306 1 30405 


6306160071 Rilaites public version of revised ensrganeg plan 
iMplaAinting procedures 

FELTCW*JH Divlalon of Rules and Records 83/06/07 Document 
Kanag«A«nt Branch Ip 16672 34? 24X FUhe 50-254*83/06/07, 

8306160071 


Q Inspection reports* IE Bulletins 6 correspondence 


8306220216 Ack receipt of 830414 poyment of proposed civil panel tioi 
Response to notice of violation proposed imposition of 
civil penalties ulli be evaluated & corrective actions 
eiafliined during future insps 

AXELRAOtJ A Enforcement Staff 63/04/21 REED* C Commonueal th 
Edison Co 2pp 1B950 357 24X Tic he 50-000.03/04/21*8306280211} 


8306030139 Forwards IE Insp Repts 50-254/62-14 6 50-265/02-12 on 
630419-20 No nencompl lance noted 

LITTLE, MS Region 3, Office of Director 63/05/17 REED* C 
Commonwealth Edison Co 2pp 16704 291 24X Fiche 00-254* 63/05/17^ 

8306030139 


— 6306030143 IE Insp Repts 50-254/02-14 5c 50-265/03-12 on 630419-20 No 
noncomp 1 lance noted Major areas Inspected action re IE 
Bulletin BO-IJ. "Masonry Wall Design " 

NORTON.JF , WILLIAMS.C C Region 3* Office of Director 
83/05/16 4pp 16704 293 84X Flche 50-234,03/05/17*03060301:19 


8306010179 Informs of results of NRC review of relief requests from 
Inservice insp requirements Relief granted In part,por end 
safety evaluation 

VA8SALL0* 0 D Operating Reactors Branch 2 03/05/1? FARRAR* D L 

Commonwealth Edison Co 3pp 10696 010 24X Flche 50-254*63/03/19. 

0306010179 


•8306010102 Safety evaluation supporting* in part fc denying in part, 
requests for relief from inBorvice insp requirement# 

* Dfflca of Nuclear Reactor Regulation* Director 03/05/19 9 bp 
18696 013 24X Flche 50-254*63/05/19*0306010179 


—8306160077 Public version of Rev 11 to Emergency Plan laplementing 
Procedure OEP 550-0* "Emergency Equipment tt Supplies" 6 Rev 
5 to OEP 550-TJ, "Environ Sampling Supplies." Receipt 
form end 

* CoMonweelth Ediion Co 83/05/04 Office of Nuclear Reactor 
*©672 350 a4X Fi the* 50-254* 83/06/07, 

S30o J q0071 

P Operating license stage documents t correspondence 

8306090194 Difcusies util interpretation of 10CFR50 49, "Environ 
Qualification of Electrical Equipment Important to Safety 
for Nuclear Power Plants * Intent of rulemaking it to 

program for replacament equipment not parts 
FWRAR, D L Commonuealih Edison Co 03/06/03 DENTON. H R Office 
of Nuclear Reactor Regulation* Director 3pp 18796.090 24X 

Ficfii 50-000* 03/06/03, 8306090194 

response to Oentrlc Ltr 03-OB wilt be submitted 
t, 030713 Info »,ll Includ. .tro.i ro,t. to d.t.rain. io* to 
> «"toin«ontt 

RYB^. B Commonwealth Edison Co. 83/06/06 I>ENTON,H R Office of 

Nuclear Reactor Regulation, Director Ip ie 7 ? 6 < 234 24 V 

Flche: 50-000*83/06/06* 8306090227. ^ 

7*,t. u.r. uo.d in 

• '"''‘’'O" duollflc.tion 0 * 

electrical equipment have been contacted List of proprietoru 
SiSlI i***^*'' Ur M/OE affidavn 

flYB^*B. CoMonwealtfi Edison Co 63/06/06 DENTON. H ft, Office af 

Fichi 50-254,83/06/13*0306270108 

KK?IIV:.rv*' n 


— 0209200365 "Quad Cities Nuclear Power Station Units 1 I* 2 inservlce 
Insp Program*" technical evoluatlon rept 

* Bclence Applications* Inc NnC-03-ea-096. 8Al-ia6“020-ao 

82/09/17 NRC - No Detailed Affiliation Oiven 45pp 
10696 023 24X Flche 50-254*83/05/19*0306010179 

8305110458 IE Info Notice 03-32* "Ruptured Am-241 Sources Contelnetf In 
Well Logging Device " Sve list end 

Safeguards & Inspection Programs (Post 
830103) 83/05/26 Consolidated Edison Co of Now York, Inc 

12Spp 10831.043 24X Ficho 50-000*03/03/26*0305110456, 

03OSUO46O IE Info Notice 03-34, "Event Notification Info Worksheet. " 
ovc list end 

/D emergency Preparednesm S, Engineering 

Response <Post 030103) 03/03/26 Consolidated Edison Cu of New 

York* Inc U5pp 10732 065 24X Ficho 50-000*83/03/26,0305110460 

50-254/03-15 It 30-865/03-13 on 

830510-13 No noncompliance noted 

Off*" “f Dlr.ctor, B3/0S/27 BEFD, C 
8306130405* *®®23 064, 84X FI chfl’ 50-894. 03/08/87. 

“-=*'>■'83-15 fc 50-869/03-13 on 030510-10 No 
noncompl lance noted Major areas inspected emmroency 
preparedness exercise * ^ 

PHILLIPB.H , PL09KI,T , OLOERSEN, N M Region 3, Office of 
8306130405 100S3 066 24X Fiche' 50-254, 63/03/27. 

Il6pp 16732 208 Fiche‘ SO-OOOi 63/05/31 , 0305110461 

!*’■ ‘S*'”"'*", *«>C 0* .Up. t.k.n to 

50-265/82-20 ^ ^ ^ 50-254/02-24 t< 

iSSl*^ 03/05/31. 

iIHraSiF 

*0-854/03-14 6 

oSStU*^ 84f^?^^°“b0-S54:’BS>06/03. 
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--8306070190 Corrected Page 1 to IE Insp Roptfi 30-254/83-14 St 
&O-26S/03-12 an 830419-20 No nonconipl lance noted Major 
areas inspected licensee action re IE Dulletin 80-11* 

"Masonry Nall Design " 

NORTON* J F * WILLIAMS* C C Region 3* Office of Director 

B3/06/02 Ip 10736 332 24X Fiche 50-234* 83/06/03* 8306070175 


8306100149 Forwards Rev 3 to "100-Dag Rept in Response to IE Dulletin 
80-11 for Dresden 2 & 3 & Quad Cities 1 b 2 " 

RyBAKiB Commoniiiealth Edison Co 03/06/06 KEPPLER* J 0 Region 3. 
Office of Director 2pp 18804 161 24X Fiche 50-000*03/06/06* 

0306100147 


— 0306100156 Rev 3 to "180-Dag Rept in Response to IE Dulletin BO-11 for 
Dresden 2 6 3 & Quad Cities 1 (* 2 " 

» Commonujealth Edison Co 03/03/09 I29pp 18804 163 24K 

Fiche 50-000*03/06/06,0306100149 


0306100094 Foruiards response to IE Bulletin 03-03 re diesel generator 
cooling uater check valves Plants utilize Mission Duo-Check 
valves omploging hinge-to-pin design for protection against 
vibration-induced failure 

BARNEBiP L Commonusalth Edison Co 83/06/07 KEPPLER* J 0 Region 
3* Office of Director, 7pp. 18002 230 B4X Fiche 50-000*03/06/07* 
0306100094 


8306170380 Forwards response to IE Dulletin 03-03 re diesel generator 
cooling uater check valves Valves at Dresden & LaSalle 
acceptable u/o further insp Rept on valve failures at Quad 
Cities will be submitted within 90 dags of insp corspletion 
DARNEBrP L Commonwealth Edison Co 03/06/07 KEPPLER* J 0 Region 
3r Office of Director 7pp 18880 211 24X Fiche 50-000*03/06/07* 

8306170300 


B305110464 IE Info Notice 03-36* "Impact of Security Practices on Bafe 
Operations " 9vc list end 

JORDAN* E L Division of Lmergencg Preparedness & Engineering 
Response (Post 030103) 83/06/09 Consolidated Edison Co of New 

York* Inc ll9pp 18030 SSO 24 X Fiche 50-000*03/06/09,0309110464 


8305110470 IE Info Notice 83-38* "Defective Heat Sink Adhesive E 
SeUmicallg Induced Chatter in Rolags Within Printed 
Circuit Cards " Sve list encl 

JORDAN* E, L, Divisian of Emergency Preparedness ^ Engineering 
Response (Post 030103) 03/06/13 Consolidated Edison Co of Neu 

York* Inc ilBpp 18920,225 24X Fiche. 30-000* 83/06/13, 03051 10470 


BG06090010 IE Info Notice 03-37* "Transformer Failure Resulting From 
Degraded Internal Connection Cobles *' 8vc list encl 
JORDAN* E L Division of Emergency Preparedness h Engineering 
Response (Post 030103) 83/06/13 Consolidated Edison Co. of New 

York* Inc 243pp 18921 001 24X Fiche 30-000*83/06/13*8306090010 


8306220067 Summarizes revised schedule for util review of automated 
analytical instrumentation sgs multiplet analysis 
capability per IE Insp Repts 50-254/02-13 & 50-269/82-15 
RYDAK*D Commonwealth Edison Co 03/06/13. PAPERlEULa*C J Region 
3, Office of Director 2pp 18928 180 24X Fiche. 50-254, 83/06/13* 

8306220067 


8306200149 EN-03-043, on S30621* notice of violation it proposed 
imposition of civil penalties in amount of 4150,000 will be 
issued re Security Level III violations concerning shutting 
down reactor by Inserting control rods In reverse order 
BARBER, 0 * AXELRAD, J. Director's Office* Office of Inspection and 
Enforcement 83/06/16, ip. 18903.120. 24X Fiche 50-254*83/06/16* 

8306200149 


0306300235 Forwards IE Insp Repts 50-237/83-12*50-249/03-10* 
50-254/83-13 it 50-265/83-11 on 820412-14 it 0506 S< 16 St 
notice of violation 

LITTLE, W 8 Region 3* Office of Director. 83/06/16 REED* C 
Commonwealth Edison Co 2pp, 19122,279 24X Fiche. 50-000* 83/06/16, 

8306300235. 


—8306300236 Notice of violation from Insp on 830412-14 t 0506 it 16. 
LITTLE* W 8 Region 3* Office of Director. 83/06/16 2pp 
19122 281 24 X Fiche. 50-000. 63/06/16. 8306300235 


—0306300246 IE Insp Repts 50-237/83-12*90-249/83-10*50-254/83-13 it 
SO-269/83-il on 830412-14 S. 0506 it 16. Noncompl ianca noted, 
as-butlt confirguration (for pipe anchor R133 in prasiure 
luppreesion eye) differed from original daiign 

YIN* 1 T * DANIELSON* D. H. Region 3* Office of Director 03/06/15 
9pp 19122 283. 24X Fiche. 50-000* 83/06/16* 6306300235 


0306220028 Ack receipt of B30S09 Itr informing NRG of steps taken to 
cornet violations noted In IE Insp Repts 50-294/82-26 Si 
50-265/82-26 

KEPPLER, 0 Region 3* Office of Director. 03/06/17 REED* C 
Commonwealth Edison Co. Ip. 18930,036. 24X Fiche* 50-254* 83/06/17, 

6306220028 


— B306220034 Responds to NRC 830411 Itr re violations noted in IE Insp 
Repts 50-254/02-26 Si 50-269/82-26 Corrective actions startup 
procedure revised to include sign-off space verifying alarm 
has cleared 

REED* C Commonwealth Edison Co 03/05/09 Director's Office* 
Office of Inspection and Enforcement 7pp 18930 037 24X 

Fiche 50-254*83/06/17*0306220028 


8306270293 Forwards notice of violation Si proposed imposition of civil 
penalties to be issued to licensee Action based on Improper 
manipulation of control rods which occurred during IE 
safety insp on B303IO-1 1 

KEPPLER* J 0 Regions* Office of Director 03/06/21 0'CQNNOR*J. J 
Commonwealth Edison Co 4pp 10990 141 24X Fiche 50-254* 

03/06/21* G306270293 


— B30627D298 Notice of violation 4( proposed imposition of civil 
penalties in amount of 4150* ODO* based on Improper 
manipulation of control rods which occurred during IE safety 
insp on 830310-11 

KEPPLER* J 0 Region 3, Office of Director. 03/06/21. 5pp. 
18990 149 24X Fiche 50-254*63/06/21*9306270293 


8309110475 IE Info Notice 03-40* "Need to Environmentally Qualify 
Epozy Grouts li Sealers, ■' Bve Hat encl 

JORDAN* E L Division of Emergency Preparednaes li Engineering 
Response (Post 030103) 03/06/22 Consolidated Edison Co of New 

York* Inc 115pp 19021 179 24X Fiche. 90-000, 83/06/22, 03051 10475 


0309110477 IE Info Notice 03-41, *'Actuation of Fire Buppression Sys 
Causing Inoperability of Bafety-Related Equipment 8vc list 
end. 

JORDAN* E. L Division of Emergency Preparedness ti Engineering 
Response (Post 030103) 03/06/22 Conealldeted Edison Co of New 

York. Inc 120pp. 10997 007 24X Fiche. 50-000* 03/06/22* 83091 10477. 


8305U0479 IE Info Notice 83-42* ^’Reactor Mod# Switch Malfunctions." 
8vc list encl 

JORDAN* E L Division of Emergency Preparedness ti Engineering 
Response (Post 830103) 03/06/23 Consolidated Edison Co of New 

York* Inc il6pp 18996*242 24X Fiche 50-000*03/06/23,0305110479 


8305110483 IE Info Notice 03-43* "Improper Settings of Intermediate 
Range <1R) High Flux Trip eetpoints. " Bve list end. 

JORDAN, E L Division of Emergency Preparedness It Engineering 
Response (Post 830103). 83/06/24 Consolidated Edison Co. of New 

York* Inc 116pp 19046-297 24X Fiche . 50-000, 03/06/24, 03051 10483 


R Periodic operating reports I, related corr espondence 


0306170314 Monthly operating repts for May 1 ?Q3. M/830606 Itr. 

WEINFURTER.E , HIBAK* A , KALIVIANAKIB* N Camnonwealth Edison Co 
03/06/06. Director's Office* Office of Inspection and Enforcement 
22pp 18877 042 24X Fiche; 50-254* 83/06/06* 8306170314. 


a Reportable occurrences* LERs It related correspondence 


8306130337 LER 83-020 /03L-0’ on 830510* while performing monthly Exercise 
GOB 1600-1, Div II indicating tights for vacuum breaker 
i-1601-33F did not operete when valve exercised. Caused by 
slight binding in vacuum breaker main shaft H/B30926 Itr. 

«* KALIVIANAKXB.N Commonwealth Edison Co 63/05/26. KEPPLER, J.O, 
Region 3, Office of Director. 4pp. 18022-273 24X 

Fiche, 90-254, 03/05/26* 0306130337 


8306130329 LER 83-021 /OlT-0: on 830520, plnhol e leak discovered oh 
reactor continuous head vent line, Caused by elag entrapment 
within wold during initial installation Indication removed li 
rewelded N/G30601 Itr 

TIETZ,0. , KALIVIANAKI8*N Commonweal th Ed 1 son Go. 83/06/01. 
KEPPLER, J. Region 3* Office of Director 9pp. 18822-356 84X 

Fiche- 50-254, 83/06/01, 8306130329 


8306300043 LER B3-033/03L-0. on 830522, elec troma tic relief Velve opened 
for no obvious reason at aprrox 60 pslg Caused by 
■lectromatic relief pilot valve asiembly stuck in open 
poeltion Pitot valve replaced, M/B3060Q Itr. 

C00K,D. , KALIVIANAKIB,N, Commonwealth Edison Co, 83/06/08. 
KEPPLERfJ.O, Region 3* Off Ice of Director 4pp. 19120.223 24X 

Fiche- 50-294, 63/06/00, 8306300043. 


8306270252 LER 83-022/03L-0‘ on 830523, ROIC steam supply valve 
HD-l-1301-t6 did not give open position Indication when 
operated from control room, 9alvo found open. Caused by loose 
wire on open limit switch M/830616 Itr. 

RU8TIGK*fl , KALIVIANAKI6* N. Commonwealth Edison Co 83/06/16. 
KEPPLERtJ, 0. Region 3, Office of Director. 2pp. 18990:225 24X 

Fiche- 50-254, 63/06/16* 8306270252 
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6306270202 Potsntlal Part 21 rept rp- discrepancy in ur^Hlng of 
turnbucklr assembly* turnbuc k le-bol t interface ti on top plate 
jkSimfaly variable sprlngi 8A3D7 Grade 0 bolts not ASHE 
Section LX matl Investigation underuay 

KAFtASlANrSi J A Elcen Metal Products Co S3/06/17 KEPPLERi J O 
Region 3* Office of Director 2pp 18976 SD7 24X 
F i c h e : 50-000* 03/'0&/ 1 7 . 9306270202 


0306240293 Tor wards response to NPC 030306 tc 09 Itrs re security «t 
s uitab 1 1 itgi trainl ng 8« qualification p lonsi rospec tivel y 
Response uiithheld ( 10CFn73 31 i 

VANDEWALLE.D J Consumers Pouier Co 03/06/20 CRUTCKFlELDi D 
Operating Reactors Drancb 5 2pp 1G9SO i51 24)f 

Ftche 90-000.03/06/20^0306240295 


DOCKET 50-295 PALISADES MUCLEAR PLANT 


F, Security* medical* emergency & fire protection plans 


63060702D1 Releases public version of Rov O to Emergency Flan 
Implementing Frocedure El 7 I* "Post-Accident Sampling " 

FELTON* J M Division of Rules and Records 63/06/01 Documeint 
Hinagenent Dranch Ip 10BO? 236 24X Flche 50-295*83/06/01. 

8306090201 


J Insurance h Indemnity information 


93062101BI Forward# Endarsoments 7V & 60 to NELIA Policy NF-179 i* MA.EHI 
Policy Hr-50. respectively 

FROUNFELKER* R Conaumers Power Co 03/06/14 SALTZMAN. J 
Antitrust & Economic analysis Branch (Utility Finance) 4pn 
10715 243 24X Firhc 50-255*03/06/14.0306210131 


P Operating llcanse stage documents & correspondence 


— 8306090203 Public version of Rev 0 to Emergency Flan Implementing 
Procedure EJ 7 I* "Pcit-Ace i dent ffampllng " U/830519 Itr It 
receipt form 

EMDREY. B Consumers Power Co 83/09/17 14pp 18807 237 24X 

FI C h e 50-255* 83/06/01 * 030607020 1 , 


Q30603036S Forward# revs to "Environ Qualification of 9af ety-Related 
Electrical Equipment*" in response to SER open items per NRC 
request Rev affects Ends 1*9*4 6 5 re schedule of 
equipment qual i f Ir a tlon for Items I B* H AjII D ?< IV 
TONER* K A Consumers Power Co. 83/05/20 CRUTCliriELD^ D Operatino 
Reactors Branch 3 277pp 18703 OOi 94X Flcho 50-855*03/05/90. 

8306030362 


0306070285 Releasee public version of revised einirgency plan 
implementing procedure 

FELTON* J M Division of Rules and Records 03/06/01 Document 
Henegement Branch Ip 10010 026 24X FI c he. 50-259* 03/06/01 * 

8306090285 


— 8306090287 Public version of Rev 0 to Emergency Plan Implementing 
Procedure El-*? 5* “Boronr Mannitol Titration Hethod 
Post-Accident H/B305a0 Itr tt receipt form 

ENBREYiB Consumers Power Co 83/05/19 9pp 10010 027. 24X 

riches 50-255.63/06/01* 0306090205 


B3O614O028 Releases public version of rovited emergency plan 
inplementlng procedure. 

FELTDHiJ M Division of Rules and Records 03/06/01 Document 
Ha nageaent Branch ip 10853’ 206 24X Fiche, 50-255* 83/06/01* 

8306140020 


—0306140631 Public virilon. of Rev 0 to Emergency Plan Implementing 
Frocedure El-7 6* "Guarvtitetive Analysis of Chloride in 
Feat-Accident Solution *• N/830520 Itr tc receipt form. 

EKQREY.B Consumers Foutr Co 03/05/10 7pp 18053 208, 24X 

Fi c h s 50-255* 83/06/01 * 0306 140028 


0306150008 Advise# that G305O5 changes to security plan do not decrease 
effectiveness of plan 6 are consistent W/10CFR50 54(p) & 
are acceptable 

CRUTCHFIELD* D Operating Reactors Branch 9 03/06/06 

VANOEHALLEi 0 J Consumers Power Co. 2pp 18072 123 24X 

Ficht 50-299* 03/06/06* 03061 5(X}6e 


0306130334 Forwards "Ouppi 1 to NLIRE0-O7D7* Milestone Activity - 
Bubnittal of Updated Detailed Control Room Design Review 
Program Plan " 

TONER* K A. Consumers Power Co 03/06/07 CRUTCHFIELD. D, Operating 
Reactors B rends 8, Ip 10022; 197, 24X FichS’ 50-253* 83/06/07* 

B306 130334 


—0306130335 "Buppi I to NUREO-0737* Milestone Activities - Oubmittal of 
Updated Detellt-d Control Room Design Review Progren Flan ■" 
e Consunirs Pquer Co 83/06/07, 12pp I0B22, I9B 24X 
F 1 c h B : 80-259* 83/06/07* 0306 L3033 4 


0306220025 Confirms B30623 security enforcement meeting Ir Olen Ellyn. 
lU to review breech of security event on B30523* corrective 
ectloni & to discuss enforcement actions. 

KEPPLER.J. 0 Region 3* Office of Director. B3/06/16 SELDY* J D 

Flche; 80-258. 63/06/16* 

B30622002S 


0306300014 Foruards IE Insp Rejit 90-293/B3-.13 on B3050£-31.Wo 
nonco-mpl lanes noted 

SHAFERiH.D. Region 3* Office of Director 83/06/16. DEWITT. R. 8 
BaSiSoooI/”"" ““ ®”- 84X Fie ht, 90-ass, B3/04/li, 


- Baoi^oaj IE Imp Eipt so-sss/aa-ia pn eaosoi-ai.No nonconpii«n» 

noted. Major areas Jnspetted^LERs* op eratlanel safety* 

** nistellaneoui items 
■ »OYD,l>.«. R, pi Off 3, OPPlc. nr 

81^300014 ^^^^^*' 24X Flche; 50-288* 03/06/16* 


B306060M& Forward# Engineering AnolyBis EA-B3-8RO-000* "Addl Resistive 
Isolation Devices for RPS/ELP Computer Interconnections," 
per util 020216 commitment re SEP Topic VI 11-1 A 

TONER* K A Consumers Power Co 03/05/27 CRUTCiriEUO* D Operatlrfi 
Reactors Branch 5 3pp lB/19 131 24X Flche 50-255.03/05/27* 

0306060145 


--0306060149 "Addl Resistive Isolation Devices for nPB/FLP Computer 
Interconnection# ” 

» Consumer# Power Co EA-BS-BRO-OOS 03/04/10 28gp 
18719 134 24X Flche 50-298*83/05/27*0306060145 


fl3D6060044 Responds to 830908 amend application Forwards FR notice of 
consideration of issuance of att>ehd re intarvols between 
testing certain components Ic sys 

CRUTCHFIELD, D Operating Reactors Branch 5 83/05/31 

VANDEWALLEi D J Consumer# Power Co 2pp 18719 233 24X 

Fiche 50-253,03/09/31*0306060044 


—0306060047 Notice of cons Iderot ion of issuance of amend to pravislorali 
OL Ic proposed no significant hazards considerat ion 
determination h opportunity for hearing re surveillance 
test frequency 

CRUTCHFIELD* D Operating Reactors Branch 8 03/09/31 /pp 

10719 235 24 X Flche 50-259*03/03/31*0306060044 


0306070062 Forwards safety evaluation of proposed resolution of 
integrated plent BAR Section 4 27 re sve tc cooling water 
sys.Hods acceptable. 

WAMBACHi T U. Operating Reactors Branch 5 03/03/31, 

VANDEUALLE* D J Consumers Power Co 2pp 10740 100 24X 

Flche, 90-285, 03/05/31 * 0306070062 


■0306070063 Safety evaluation on Integrated plant SAR Section 4 27 ra 
ivc I* cooling water sys 

» Operating Reactors Branch 5 83/05/31 3pp 10740 102 24X 

Flche &0-259, 03/05/31. B30607006B 


0306070247 Forwards SER of 021101 response to integrated plant safety 
assessment rapt* Section 4 SQ re ventilation sys Proposed 
mnifa acceptable 

WAH&ACH* T V, Dperating Reactors Branch 5 03/06/03 

UANDEWALLEj D U Consumers Pouer Co 2pp 1B740 314 B4X 
Flche* 50-a3{5, 03/06/03* 0306070247 


‘8306070250 SER of util B2il01 response to integrated plant safety 
analysis rept* Section 4 20 re ventilation sys Issues 
resolved 

e Office of Nuclear Reactor Regulation* Director 03/06/03 3(>p 

18740 316 24X Ftc he- 80-299, 83/06/03, G306070247 


0306160396 Advises that design of electrical penetrations slmilsr to 
other SEP plants Probability of electrical failure low 6 
any leakage path due to penetration failure would be small 
Issue completed No further action required 
WAHDAC^f^T. V Operating Reactors Branch 5. 03/06/10 

VANDEWALLEfD J. Consumers Power Co 4pp 18860 191 24X 

Flche. 50-253, 03 /06/ 1 O* 0306 160396, 


8306220020 Provides util action plan to close BEP Topic II1-6* 

"aelsmlc Design Considerations," 

TONER* K A Consumers Power Co 03/06/19 CRUTCHFIELD* 0 Opera t Ini 
Reactors Branch 9, 3pp. 10920 216. 24X Flthe 50-255,03/06/15* 

8306220020 
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Q306S30374 Hi thdraiun 810509 Tech Spec change re^iuiet re steam generator 
i nsp pragram & 810^02 0702 supplt to change request 

JOHNSONiD D Consumers Power Co B3/06/ib CRUTCHFIELD. I) 

Operating Reactors Drench 5 Ip 18942 34i 24X 

Fiche 50-255, B3/06/lSi 8306230374 


030^230413 Supplements 830202 1 tr dlicussing alternative to automatic 
Ifolation of 9-7? OJchaust sgs when radiation detected, per 
NURE0-0737 j Itfi/n II F 1 1 Explanation op why alternatives to 
proposed mod investigated discussed 

JOHNSON, D D Consumers Power Co 83/06/17 KEPPLER,tl 0 Region 3. 
Office of Director 3pp 10V41 340 24X Ficho 50-255. 83/06/ 1 7. 

8306230413 


8306260439 Formal ds evaluation of integrated plant 8AR. Sections 4 ? 
4 15 re pipe brrat inside containment RCPD leakage 
detection requlraments Section 4 ? complete Corrective 
measures required for Section 4 15 within 70 days 
WAMBACH, TV Operating Reactors Dronch 5 83/06/22 

VANDEWALLE. D J Consumers Power Co 8pp 190IB 329 24X 

Fiche 50-255.83/06/22,8306200439 


8306290323 Forwards safety evaluation of proposed resolution of 
classification of struc tures. sys & components issue in 
5actipn 4 5 of integrated plant safety assessment rept 
(NURE0-0B20) Info acceptable to resolve open items 
MAHDACH. T Operating Reactors Dronch 5 83/06/27 VANDEUALLE.D J 

Consumers Power Co 7pp 19055 306 24X Fiche 50-255.03/06/27. 

0306290323 


0 Inspection reports. IE Dulletins (< c or r aspondenc e 


6309110458 I£ Info Notice 83-32. ^’Ruptured Am-241 Sources Contained in 
Hell Logging Device ^ Svc list end. 

TAVLOR'J M Division of Safeguards ti Inspection Programa iPost 
030103) 63/05/26 Consolidated Edison Co of New York, Inc 
12Spp 18031 043 24X Fiche 50-000. 83/05/26, 6305110498 


03OS11O46O IE Info Notice 83-34. "Cvent Notification Info Worksheet 
Svc list end 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 83/05/26 Consolidated Edison Co of New 

York. Inc U5pp 18732 089 24 X Fiche SO-OOOi 03/03/26. 63051 10460 


0305110461 IE Info Notice 03-39. "Fuel Movement N/Control Rods 
Withdrawn at DWRs " Svc list end 

JORDAN, E L Division of emergency Preparedness <i Englnoerlng 
Response (Post 630103) 03/05/31 Consolidated Edison Co. of New 

York, Inc li6pp 18732' 208 24X Fiche 50-000.83/05/31,6305110461 


Q30607006Q Responds to 830310 IE Bulletin 83-03. "Check Valve Failure 
In Raw Mater Cooling 8yi of Diesel (Joneraturs " Design of 
cooling water flow path to diesel generators does not 
utilifft check valves !£ Bulletin 83-03 not applicable 
JDHNBON.B D Consumers Power Co 03/05/31 KEFPLER, J. 0 Region 3, 
Office of Director 2pp 10740’ 093 24X Fiche 50-255,63/05/31, 

0306070068 


8305110464 1£ Info Notice 03-36, ‘'Impact qf Becurlty Proctices on Baf* 
Operations " 8vc list end 

JORDAN, E L Division of Emergency Preparedness (< Engineering 
Response (Post 030103) 83/06/09 Consolidatid Edison Cn of New 

York. Inc 119fp 18830 200 24X Fiche. 90-000. 03/06/09, 83051 10464 


0306130376 Forwards addendum. Table I I> confirmatory measurements program 
data sheets to be included in IE Insp Rept 90-359/82-22 
transmitted 62JO20 

PAPERIELLO.C J Region 3. Office of Diredor 83/06/10 
DEMITT, R B Consumers Power Co 2pp 18023 273 24X 

Fiche. 90-255, 83/06/10. 8306130396 


B305110470 IE Infp Notice B3-38, "Defective Heat Sink Adhesive tt 
Beismically Induced Chatter in Relays Mithin Printed 
Circuit Cards. " Svc list end 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 83/06/13 Consolldeted Edison Co of New 

York. Inc llBpp 18920 225 24X Fiche 50-000.83/06/13^0305110470 


0306090010 IE Info Notice 83-37. "Transformer Failure Resulting From 
Degraded Internal Connection Gables " Bve list end, 

JORDAN. C L Division of Emergency Preparedness it Engineering 
Response (Post 630103) 83/06/13 Consolidatid Edison Co of New 

York, Inc 243pp. 18921 001 24X Fiche 50-000,83/06/13,8306090010. 


8306230374 Mithdrews 810S05 Tech Spec change request re steam generator 
insp program I, 010602 ft 0703 suppls to change request 
JOHNSON. B.O Consumers Power Co 03/06/15 CRUTCHFIELD. D 
Operating Reactors Branch 5 ip 10942 346 24X 

Fiche. 50-255, 83/06/ 1 9, 8306230374 


8306300014 Forwards IE Insp Rept 50-255/03-13 on 630501-31, No 
noncompliance noted 

SHAFER, W D Region 3. Office of Director 83/06/16 DEWITTiR 0 
Consumers Power Co 2pp 19120 255 24X Fiche’ 50-295. 03/06/16, 
0306300014 


-8306300021 IE Insp Rept 50-299/03-13 on B30901-31 No none omp 1 ience 
noted Mejor areas inspected LERs, optretionel eafety. 
surveillance, nteint. reactor trip ti miscineneoue items 
JORGENSEN. » L . HELLER, J K . BDYO, D C Region 3. Office of 

Director 03/06/16 7pp 19120 2 57 24X Fiche 50-239.03/06/16. 

8306300014 


0305110475 IC Info Notice 03-40. "Need to Envlronatentally Ouelify 
Eposy Grouts 8c Bealers '* 0rc list end 

JORDAN. E L Division -of Emergency Preperednesi I, Engineering 
Response (Post B30103) 83/06/22 Consolidated Edison Co of New 

York, Inc 119pp 19021 179 24X Fiche 90-000, 00/06/22. 03051 10475. 


0305110477 IE Info Notice 83-41. "Actuatipn of Fire auppresslon Age 
Causing Inoperability of Baf ety-Related Equipment Qvc list 
end 

JORDAN. E L Dlvleion of Emergency Prepartdnesi It EnglneiTing 
Response (Post 030103) 83/06/22 Consolidated Edison Co of New 

York. Inc 120pp 10997 007 24X Fiche 50-000.03/06/22^0305110477. 


0309110479 IE Info Notice 03-42. "Reector Mode Buitch K« If unction*. “ 
Svc list end 

JORDAN.EL Division of Emergency Preparedness t. Engineering 
Response (Post 830|03) 03/06/23 Consolidated Edison Co of New 

York. Inc 116pp 18996 242 24X FLche 50-000, 03/06 /23i 0305110479. 


8305110483 lE Info Notice 03-43. "Improper Bettlnge of Intermediate 
Ring# (IR) High Flu* Trip Setpoints " Bve list end 
JORDAN. E L Division of Emergency Preperednest 8, Engineering 
Response (Post B3O103) 03/06/24 Consolidated Edison Co of New 

York, Inc ll6pp 19046,297 24X FI che 50-000, 03/06/24. 03051 10483 


R Periodic operetlng reports It related correspondence 


8306100179 Forwerds revised Tables RBD-E-03A tt R80-E-03D to 1902 
redlological environ monitoring rept. Rev reflects review of 
rept on unit of measur* for air sample. 

JOHNSON, B D Consumers Power Co 03/05/10. KEPPLER. J.O Region 3, 
Office of Director. Ip 18005.253. 24X Fiche 50-255. 83/05/ IS. 

8306100179 


—0306100101 Revised Tables RBD-E-03A it RBP-E-030 for 1902 radiological 
anvlron monitoring rept. 

e Consumors Power Co 83/05/JB 3pp, 10805^ 254. 24X 

Fiche 50-255,83/05/10,8306100179 


8306130310 Monthly operating rept for May 1903 M/030608 Itr, 

PETERSON, D A , KENNEDY, D M Consumer e Power Co, 03/06/00 NRC - 
No Detailed Affiliation Given 5pp J0033 323 S4X 
Fiche 50-255.03/06/08.0306130310 


8306230207 Corrects statement in environ operating rept for 1982 re uee 
of herbicides Small quantity of herbicides sprayed on site 
property during 1982 

JOHNSON, 8 D Consumers Power Co 83/06/16 KEPPLER, J 0. Region 3. 
Office of Director Ip 10945 164 24X Fiche. 50-259. 03/06/16, 

8306230207 


8 Reportable occurrences. LERs fc related correspondence 


0112090561 RO on 73OE12i»i0IV CV0510 failed to close following shutdown 
S( cooldown at plant Ceusad by hardening of velvs packing. 

Packing will be removed L components cleaned 

8EWELL,R. 8 Consumers Power Co 73/08/22 O'LEARYiJ. F. Atomic 
Energy Commission, Directorate of Licensing, tp 65760^206 84X 

Fiche: 90-255, 73/00/22. 01 12090561. 


8306070236 L£R 83-034 /OlT-0 on 890516,0 eafety Injection tank 1-820 
level fell below Tech Spec limit during routine eaispling. 

Caused by delay In fill operations due to failure of relief 
valve RV-316I to reseat within I h, M/0aO53l Itr 

JQHNSONrB D Consumire Pouar Co 03/05/31 KEPPLER, J G. Region 3. 
Office of Director 2pp. 1B74M97. 24X Fiche’ 50-295. 03/05/31, 

0306070236 


8306070248 LER 03-O32/O3L-O on B30429, declaration of operability 
signature found incomplete for maint order on fire berrler 
panatretion Causad by parsonnrl oversight re new maint order 
closeout procedures. M/03O53i itr 

JOHNBON.fi 0 Consumers Power Ce> 03/05/31 KEPPLER.J. 0. Region 3, 
Office of Director 2pp. 18/40’ 320 24X Fiche. 50-255. 03/05/31 , 

0306070248. 
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3306070282 L£R Ba-OGS/OaL-O on 630429,8 safety Injection tank T-B2D 
itepUnf Indicated boron concentration below Tech Spec 
Halt caused by minor laakage past loop check valve k SIT 
check valve or fill 8« drain valve U/e30531 Itr 

JOHNSON, fl D Coniiftners Power Co 03/05/31 KEPPLER, J O Region 3, 
Office of Director 2pp 18741 2ia 24X Fiche 50-255,83/05/31* 
9306070262 


9306130394 LER 83-035/031.-0 on B30505, safety Injection tank 18IT) C 
reached Tech Spec Unit of 196 inches Caused by minor 
leakage pest loop check valve k 81T check valve or fill it 
drain valve Leak rat* being aonitored 11/030603 Itr 

JOHNSON, B D Consumer* Power Co 03/06/03 KEPPLER, J 0 Region 3, 
Office of Director 2pp 16623 016 24X Fiche 50-255.03/06/03, 

0306130394 


0306220013 LER Q3-036/03L-0 on 830515. during normal power operation, 
safety injection tank ISIT) D level reached Tech Spec limit 
Ceused by minor leakage past loop check valve 6 0IT chick 
valve or fill 6 drain valve Leak monitored W/e306iO Itr 
JOHNSON, B D ConsUAira Power Co 63/06/10 KEPPLER. J 0 Region 3, 
Office of Director 2pp 18927 342 24X Fiche 50-255,83/06/10, 

0306220013 


8306220029 Telecopy RO on 630610, safety injection tank C (T-B2C} 
becaae inoperable due ta low level resulting from sampling 
Caused by lifting of relief valve Lou level switch cleared 
KRKH,R K Coniurnsrs Pouer Co. 03/06/13 Region 3, Office of 

Director Ip 16930 044 24X Fiche 50 ’>255. 03/06/13, 0306220029 


DOCKET 50-259 BROWNS FERRY NUCLEAR POWER STATION, UNIT 1 
F Security, medical, emergency & fire protection plans 


8306140107 Forwards summary of 030315 moeting at Reg j on II ofr re 
proposed security mods for future const activltios at 
facilities List of attendees end 

LEM18.R C Division of Project fif Resident Progronts □□/OJ/25 
PARRIS, H 0 Tennessee Valley Authority 4pp 16639 082 24X 

Fiche 50-259,03/03/25,0306140107 


8306270007 Forwards revised physical security p Ian, ref lec ting NRC 
830412 comments Rev withhold (ref I0CFR73 21) 

NILLGfL N Tennessee Valloy Authority 03/06/03 Q'RklLLY, J P 
Region 2, Office of Director Ip 1D9D0 153 24X 

Fiche 50-239,83/06/03,0306270007 


0306210010 Forward* “Program Plan for Control Room Design Reviews for 
all TVA Nuclear Plants,*' in response to Generic Ltr 62-33 
re upgrade of emergency plans 

KAHMER,D8 Tennessee Valley Authority, 03/06/09 ADENSAM, C 
Licensing Branch 4 3pp 18913 001 24X Fiche 50-000,03/06/09, 

0306210010 


— 9306210016 Procedure 862209 10, “Program Plan for Control Room Dosipn 
Reviews for all TVA Nuclear Plants " 

« Tennessee Valley Authority 83/06/09 200pp 10913 004 24X 

Fiche 50-000,83/06/09,0306210010 


03O627(X}63 L£R B3-039/01T-0 on 030603, hydrogen recombiners 
t Imultaneouily loaded to respectivt HCC for surveillance 
testing, contrery to standing order Caused by Inadei^uate 
Survill lienee procedure, V/B30617 ltr 

JOHNSON, 8 D Consumeri Power Co 03/06/13 KEPPLER, J G Regions, 
Office of Director 2pp. 18993 219 24X Fiche 50-258,03/06/13, 

0306270063 


8306230201 Notification of G30621 meeting w/util in DBthe*da,MD In 
discuss potential rev to App R submittal based on revised 
criteria u/respect to analyses on loss of offsite power & 
availability of other oneite units tc condensate pumps 
CLARK, D Operating Reactors Branch 3 03/06/16 VA8SALL0, D. B 

Operating Reactors Branch 2 Ip 10954.357 24X 

Fiche 50-259,03/06/16,0306230201 


0306220256 LER 03-037/017-0 on 030601, rack mounted circuit board 
replaced w/ene from stock resulting in total loss of valve 
control during restoration of automatic control of CV-0737A 
Caused by faulty rack mounted circuit board W/830615 ltr 
JOHNSON, B D Consumers Power Co 03/06/15 KEPPLER, J 0 Region 3, 

Office of Director 3pp 18926 026 24X FI the < 50-255, 03/06/15, 

0306220256 


0306210194 Ack receipt of 830603 ltr Informing NRC of steps taken tp 
correct violations noted in IE Bafeguaid* Insp Rtpts 
50-259/83-10,50-260/03-10 L 50-296/03-10 

LEWIS, R C Division of Project 6 Resident Programs 03/06/17 
PARRIS, H G Tennessee Valley Authority ip I09I7*O3O S4X 
Fiche 50-259,83/06/17, B306210J94 


6306270432 LER 63-038/01T-0 on 030603, W/T-02C (safety injection tank C} 
inoperable due to routine evolution 6 tank T-e2D became 
Inopereble due to low level Caused by leakage past fill 6 
drain valve Valve* to be Inspected W/B306I7 ltr. 

JOHNSON, 8 D Consumers Power Co 83/06/17 KEPPLER, J.O. Region 3, 
Office of Director 8pp. IB993 043 24X Fiche 50-255,63/06/17, 

0306270432 


0306270435 LER 83-040/01T-0 on 830607, safety injection tank D sample 
showed boron concentration below Tech Spec limit of 1,720 
ppm Caused by minor leakage past loop check valve Valves 
win be checked during neit outage W/630620 ltr 

JOHNSON, a D Consumers Power Co 03/06/20 KEPPLER, J G Region 3, 
Office of Director 2pp. 18993 067 24X Fiche 50-255,03/06/20, 

0306270435 


DOCKET 50-257 JULICH TESTING REACTOR 


0 Inspection reports, IE Bulletins 8, correspondence 


— 0306210203 Foruerds response to NRC 030429 ltr re violations noted in 
IE Safeguards Insp Repts 50-259/03-10,50-860/03-10 «( 

50-296/03-10 Corrective actions withhold (ref 10CFR73,an 
MILLS, L M Tennessee Valley Authority 03/06/03 O'REILLV, J P 
Region 2, Office of Director Ip 10919 031 P4X 
Fiche 50-239, 03/06/ 1 7, 0306210194 


— 0306210213 Forwards 16 Safeguards Inap Repti 50-239/63-10,50-260/03*10 
6 50-296/03-10 on 830404-00 & notice of violation Nnfclce 
of violation withheld (ref 10CFR73 2l> 

LEWIS, R C Division of Project Resident Programs 03/04/29 
PARRIQ,K 0 Tennessee Valley Authority, 2pp J89J9 032 24X 

Fiche 50-259,83/06/17,6306210194 


— 0306210224 IE Safeguards Insp Repts 50-239/03-10,50-260/03-10 & 
30-296/03-10 on 830404-00 None ompl lance noted failure to 
follow access control procedures Details withheld 
(ref I0CFR73.21) 

MOORE,D E Region 2, Office of Director 03/04/27 Ip 
10919 034 24X Fiche 50-259,03/06/17,0306210194 


0305110461 IE Info Notice 03-35, "Fuel Movement W/Control Rods 
Withdrawn at BURs Sve list end 

JORDAN, E L Division of Emergency Preparedness tc Engineering 
Response (Post 830103) 03/05/31 Consolidated Edison Co. of New 

York, Inc i!6pp 10732. 208. 24X Fiche 50-000,03/05/31,6305110461. 


0306090010 IE Info Notice 83-37, “Transformer Failure Resulting From 
Internal Connection Cables " Sve list end 
JORDAN, E.L. Division of Emergency Preparedness I, Engineering 
Risponie (Post 830103), 83/06/13 Consolidated Edison Co of New 

York, Inc 243pp 18921 001. 24X Fiche, 50-000, 03/06/13, 8306090010 


^ operating reports i related correspondence 


P Operating license stage documents ft correspondence 


0306060051 Addl response to FOIA reauest for three categories of 
documents re PRA of reactor safety study methodology 
application program repts interim reHabillky evaluation 
program repts Forwards App A documents 0earch continuing 
FELTON, J M Division of Rules and Record* 03/04/07 SHOLLY, 8 C 
Union of Concerned Scientists 3pp 10752 001 24X 

Fiche 50-000,03/04/07,0306060051 


vvriu, ^ Lurrenc ssacul « 

action re interim i natl reliability evaluation proorams 
e NRC - No Detailed Affiliation Given 82/12/31 2i)i). 
18752 059 24X Fich* 50-000,03/04/07,0306060031 


H/030415 ltr 

OffflC M. Florida Power tr Light Go 03/04/15 

upfict of Rffsouree Management, Director 13pp. 10690:256 24X 

Flth*. 50-000, 03/04/15, 0306020216 


evaluation re valve operability for 10,10 be 
20-lnch butterfly valves used for purge or vent of 
containments. Info submitted falls to demonstrate valve 
pressure buildup during LOCA 

VA88ALL0, DB. Operating Reactors Drench 2 03/05/1? PARRI0. h 0 

Tennessee Valley Authority 3pp 10701 113 S 4 i P'AHKI8,H.0. 
Fiche 50-259,03/03/19,8306020100 
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— e306020lB7 Safety evaluation re valve operability for 10*10 Sr SO-inth 
butterfly valves used for purge or vent of c ontaln/nents Info 
submitted failo to demonstrate valve ability to close 
against pressure buildup during LCJC/S 

e Office of Nuclear Reactor Regulation* Director 83/03/19 4pp 
18701 116 2AY. Fiche 50-209,03/05/17,0306020100 


8306130260 rorinards ‘‘Control of Heavy Loads {C-10>r TVAi Drowns Terry 
Nuclear Power Statl on. Uni ts 1. 2 8< 3." draft technical 
evaluation rept Conference call rctiueated within 4 to 5 
wks to discuss revietu results 

VAS8ALLO. D B Operating Reactors Branch 2 83/05/26 PARRIS. H 0 

Tennessee Valley Authority 2pp 10B69 322 24X 

Ficho 50-259,03/05/26.0306150260 


— 8306150266 "Control of Heavy Loads <C ^10). TVA. Droiuns Ferry Nuclear 
Pnwor Statl on. Uni ts 1,2 & 3." draft technical evaluation 
rept 

DOMQEROHR,C . AHMED, N , SARGENT. I H Franklin Ins t 1 tute/Frank 1 In 
Research Center NRC-Oa-0 1-130 TER-C 3506 -337/338/33 03/04/05. 

CLEMENHON. F NRC - No Detailed Affiliation Given 2Spp 
18869 324 24X Flche 30-259. 03/05/26, 0306150260 


— 8306150272 "Synopsis of Issues Associated w/NUREO -0612 " 

e Operating Reactor* Branch 2 03/05/26 llpp 18869 349 24X 

Flche 50-259, 03/05/26, 0306 1 50260 


0306150243 Suppl 6 to 020914 application for amend to Licenses DPR-33, 
DPR-52 & DPR-60, changing Tech Specs 3 10 C 8< 4 10 C r*» min 
depth of water required over single iriadiated fuel 
assembUcs during handling 

MILLS, L M Tennessee Valley Authority 03/06/03 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2p|> 1B846 127 

24X Flche 50-259,03/06/03,0306150243 


—0306150248 Proposed changes to Tech Specs 3 10. C t. 4 10 C re min 
depth of water required over single irradiated fuel 
assemblies during handling 

* Tennessee Valley Authority 03/06/03 lOpp 10046 139 24X 

Fiche 50-259. 83/06/03. 0306150243. 


8306140656 Forwards response to 830519 request for info re 8EFL 
Section 4 0. on containment puige it vent valves Operability 
of valves justified under LOCA conditions 

MILLS, L M Tennessee Valley Authority 03/06/07 DENTPN. H R 
Office of Nuclear Reactor Regulation, Director 9pp 10634 000 
24X riche. 50-259. 03/06/07. 0306140656 


8306160507 Application for emergency amend to Licenses DPR-33, DPR-52 It 
DPR-60J changing Tech Spec standby gas treotment sys required 
surveillance interval to once per operating cycle 
MILL9.L M Tennessee Valley Authority 83/06/13 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 16064 157 
24X FUho’ 50-259. 83/06/13, 0306160507. 


—6306160523 Proposed Tech Gpecs changing standby gas treatment sys 
required surveillance interval to once per operating cycle 
Justification for emergency nature of proposed Tech Spec 
change end 

# Tennessee Valley Authority 03/06/13. 5pp. 10064 159 24X 

Flche 50-259.03/06/13.0306160507 


0306210014 Confirms agreement w/NRC re interpretation of Tech Spec 
4 7 B 3 a requirements Spec satisfied by commitment to 
actuate annually standby gas treatment blowers in primary 
containment isolation sys logic, Tech Spec 109 needed 
KlLLBiL N Tennessee Valley Authority. 03/06/16. PENTDN.H R 
Office of Nuclear Reactor Regulatiani Director 2pp 10911 357 
24X Fiche- 50-259. 83/06/16, 0306210014 


8306S90400 Application to amend Licenses DPR-SS, DPR-52 & DPR-6B, 
changing Tech Specs to require annual rept of main steam 
saf ety/rel 1 ef valve actuations. in response to NURH0-0737i 
Item 11 K 3 3 6 Generic Ltr 03 02 

MILLB, L M Tennessee Valley Authority 03/06/20 DENTON. H, R. 
Gfflce of Nuclear Reactor Regulation. Director 2pp 19053 133 
24X Flche. 50-259. 83/06/20. 8306290400 


— 8306290400 Proposed Tech Spec revs. requiring annual rept of maln/steam 
f afety /rel lef valve actuations, in responsa to NDHEO-0737. 

Item II K 3 3 * Generic Ltr 83-02 

e Tennessee Valley Authority 03/06/20 5pp. 19053*135 24X 

Fiche - 50-259. 83/06/20, 8306290400. 


8306240354 Notification of 830629 meeting u/util In Be tliesda, HD to 
dlscUBs util analysis on intervening combustibles 
separation of circuits 

CLARK, D. Operating Reactors Branch 2 83/06/22 VA83ALL0. D B 

Operating Reactors Branch 2 2pp. 18999, 157 24X 

Fiche- 50-259. 33/06/22, 8306240354 


03O62BO415 Buppls 821220 response to NUREG-0313 request for addl info 
Ferrite content of cast austenitic stainles* steel ranges 
from 15 to SOX Valves highly resistant to intergranular 
stress corrosion cracking 

MILL8. L M Tennessee Valley Authority 03/06/22 DENTON, H R. 
Office of Nuclear Reactor Regulation, Director 2pp 19010 351 
24X Flche 50-259,83/06/22.8306280415 


B3062B0567 Advises that 6E equipment item* discussed In B30520 ltr re 
environ qualification reclassified as nonpropr letavy. 

MILLS, L M Tennessee Valley Authority 03/06/23 DENTON. H R 
Office of Nuclear Reactor Regulation, Director Ip. 19010 020. 24X 

Flche 50-259, 83/06/23. 0306280567 


0306300177 Discusses continuing problem re extreme length of tine 
required for approval 8< resulting backlog of pending 
requests for Tech Spec changes Majority of changes 
admlni stratlve tc require minimal review time 

MILLS, L M Tennessee Valley Authority, 03/06/27 DENTON. H R. 
Office of Nuclear Reactor Regulation, Director. 3pp 19122 044. 
24X Flche 50-259,83/06/27.8306300177 


0306200000 LOBS DF DHR BEQUENCE9 AT BROWNS FERRY UNIT ONE - ACCIDENT 
SEQUENCE ANALYSIS 

COOK.D H I GREENE, 8 R , HARRINGTON. R H Dak Ridge National 
Laboratory FIN D-0452 MUnEO/CR-2973 03/06/30 Division of 
Accident Evaluation IBOpp 1906B 295 24X Fiche- 50-259. 03/06/30, 

8306200000 


G Inspection reports. lE Dulletins Ic correspondence 


8306290210 Forwards IE Insp Rept* 50-259/03-03.50-260/83-03 tt 
50-296/03-03 on 030110-14 U notice of violation 
LEWIS, R C Division of Project tc Resident Programs 03/03/21 
PARRIS, M.G. Tennessee Valley Authority 2pp 19056 135. 24X 

Fiche 50-259.83/03/21,0306290210 


—0306290224 Notice of violation from insp on 830110-14 

e Region 2. Office of Director 83/03/21 9pp 19056 137 84X 

Fiche 50-259.03/03/21,8306290210 


— 830629022B IE Insp Rept* 50-259/83-03,50-260/83-03 Si 80-296/03-03 on 
030110-14 Noncomp 1 lance noted failure to perforin evaluation 
of radiation haxards to personnel tt employee failure to wear 
gloves In contaminated xone 

DEBS. B T . BARR.K P. Region 2. Office of Director 83/03/03 
9pp 19056 139. 24X Flche 50-259.83/03/21.8306290218 


8306140543 Confirms mgt meeting on 830421 in Chattanooga, TN to review 
results of first phase of annual appraisal of regulatory 
performance, per 830328 telcon 

LEWIS. R C Division of Project 6 Resident Programs 83/04/12 
PARRIS, MO. Tennessee Valley Authority. 3pp. lB834d76. 24X 

Flche 50-000. 03/04/12. 83061 40543. 


0306140422 Confirms B30601 mgt meeting at site to discuss mgt controls 
for refueling operatlonsi per 030519 telcon 

LEWIS, R C Division of Project Resident Programs 03/05/23 
PARRIS, H G Tennessee Valley Authority 3pp 10030,04? 24X 

Flche 50-259,83/05/23,0306140422 


8306140605 Forwards IE Insp Repts 50-259/83-17,50-260/03-17 «i 
30-296/03-17 on 830509-12 No noncompliance noted 

VERRELLIiO K Division of Project Si Resident Programs 83/05/25. 
PARRIS.HG Tennessee Valley Authority 2pp 10041036 24X 

Fiche 50-259. 83/05/25, 0306140605. 


—0306140692 IE Insp Rept* 50-259/03-17,50-260/03-17 «i 50-296/03-17 on 
830509-12 No noncompliance noted Major areas inspected* 
followup on IE Bulletin BO-lti "Masonry Wall Design." 

LENAHAN, J J i CONLON, T E Region 2, Office of Director. B3/OS/S5. 
3pp. 10841 330 24X Fiche 50-259, 83/05/25r 8306140605 


8305110458 IE Info Notice 03-32. "Ruptured Am-241 Sourcee Contained In 
Well Logging Device " Sve list end. 

TAYLOR, J.H Division of Safeguards fli Inspection Programs <Post 
030103) 03/05/26 Consolidated Edison Co of New York, Inc 
I25pp, 18031 043. 24X Ficho 50-000.03/05/26,8305110450. 


0305110460 IE Info Notice 03-34, "Event Notification Info WorJeshret. " 
8vc list end. 

JORDAN, E L Division of Emergency Preparednese Engineering 
Response (Post 030103) 83/05/26 Consoltdated Edison Cp of New 

York. Inc llSpp 18732 005 24X Fiche 50-000,83/05/86.8305110440 


0306150625 Requests approval Pot M Tokar to visit site on 030613 
In order to observe exam of fuel removed from reactor*. 

Specific info for discussion Hated. 

VA80ALLO. D. B Operating Reactors Branch 2 03/05/27. PARRIS, H 0 

Tenneases Valley Authority 3pp 18867*205 S4X 
FUhe 50-259, 03/05/27. 0306150625 



DOCKETED ITEMS 


T''** H/eontr.l Ro<Ie 

•?pon»« If Po»t ^0301031^°^ Preparudne** «< EnBineering 

Con*ollrfat*d Edison Co of Keui 
or It I me impp 1073S:20(a. 24X Fleho 50-000,03/057^1,0305110461, 


eaosas Itr informing WRC of steps taken to 

S-SJoJeSioi i SS-aSS)S3-oS. "" 

OF Prpjtect Resident Programs. 83706/02 
VttIJmy Author 1 tv Ip 18832 236 24X 

Iche !^0~*25^ I 83/06/0^1* 83061 A 0251 


J06i40a66 me ^30410 Ur re violations noted in lE Insp 

Rept* 50-259/03-09, 00-260 7e3-09 V 50-294/03-09 Corrective 
AcVkonn all conduit support* for safety-related equlp<r»ent 
S!LI1S» n‘‘« * ‘J"" *'■ '"»*'>* r.<ll...t. 

KAMMERiD 0 Tanr>e«a«« Veiliipy Authority 83/05/25. O'nEJUl.V.J P 
lltflitiii 2i Office of Director 6pp, 10832 337 24X 

riche! 50-359, 03/06/02. 0806 1 4023 1 


106140276 ror wards 16 Inap 50-259/03-09,50-260/03-09 1, 

*» notice of violation 

P' Division of Project Ir Resident Programs 83/04/10 
PARRID, H Q Tennv«B«« Vallru Authorltv> i^PP 10832 243 24X 

FI the: 90-2591 03/O&/OS. 0306 140231 


106140204 Notice of vloiatior, from Insf on 030226-0325. 

» Region 2i Dfflc* of Director 83/04/18 2pp 18032 245 24X 

Pic he. 50-259# 03/06/02, 8306 140251. 


06140297 IE Imp Rapia 50-259/03-09,50-360/03-09 l< 50-296/03-09 on 
030226-0325, None omp 1 lance nated. fai 1 ure to meet design flow 
requl remente B( failure to fiave OA review 1< irsp on maint 
raqusiis 

PAULK, O.L. Region 2, Office of Director, CAWTrELL, F. 0 Division 
of pToject U Best don t Profl ram*. 83/04/13 Upa 18832.247. 24X 

Plcfie. 50-809, 03/06/02, 0306140251 


—0306290283 Respondij to NRC B30452 Ur re violations noted in IP Insp 
Refts 90-259/83- 12, 30-260/83-12 & 50-396/03-13 Corrective 
actions radiological incident ropts issued for each instance 
died 

HII-LS»L M Tcniirasee Valley Authority 03/05/23 0'RCllLV»sl P 
Region 2» Office of Director 5pp 19036 039 24X 

F i c h e 50-259, 03/06/14. 8306290277 


—8306290280 Forwards IE Insp Repts 50-239/03-12.50-260/83-12 h 
50-296/83-12 on 030321-25 L notice of violation 
LEUI8, R C Division of Project tc Resident PrOBrams 83/04/32 
PARRIS, H 0 Tarmsssea Valley Authority 0pp 19056 044 a4X 
FiChe 50-359,83/06/14,0306290277 


—8306290292 Notice of violation Prom insp on 830321-95 

• Region 2, Office Of Director 83/04/22 2pp 19056 046 24X 

Fiche 50-259, 03/06/14. 8306290277 


—8306290297 IE In up Repts 50-259/83-12. 5D-260/B3-12 1* 50-296/93-13 on 
830321-25 NonCnnip 1 lance noted radioactive waste operator 
inside contamination zone u/o protective clothing or 
radiation monitors 

DEBB.R T , RARK.K P Region 2, Office of Director 93/04/20 
6pp 19056 048 24X Fiche 50-259, 03/06/14,8306290277 


0306290250 Forwards response to It Bulletin 03-03 re check valve 
failures in raw water cooling sys of diesel generators 
Current test program sufficient to verify integrity of check 
valves 

MILLS, L M Tennossae Valley Authority 83/06/15 O'REILUy.JP 
Region 2, Office of Director Qpp 19056 081 24X 

Fiche 50-259, 83/06/ 15, 0306290250 


8306290272 Ack receipt of supplemental 930610 Itr informing WtC of 
steps taken to correct violations noted in IE Insp Hepts 
50-259/81-20,50-260/81-28 t< 50-296/01 '20 

Lem9#R C DivUiort of Project 6 Resident Proqrams, 83/06/16 
PARRIS, H 0 Tennessee Valley Authority Ip, 19056 054 24X 

Fiche 50-259, 83/06/ 1 6, 0306290972 


090331 Forwards rkaponpm to IE Bulletin BO-lt re masonru wall 
sign wall «ri splac e/nwnt ann t y « 1 s, Naennry ualle uitt remain 
stiff undvr nkt dl f fa-rant £ail bldg dlf p lacement I, other 
tdi caupffd by 03H 

.LSiL.H TanriffiHda t/ailay AuthPrity. 03/06/03 DEKTON.H R. 
Hcff of Nuclear Raactur Ragulation, Director. 3pp 1879S'O70 
( FI c h a f 50-25 ?, Q3/Oi6/oa # 0306 09033 1 


—8 3 06290275 Buppl emen tal repponse to NRt 811031 Iti r« violations noted 
In IE Inep Repts 50-259/81-20, 50-260/01-20 k 50-296/01-20 
Carractive actions five pump air vent valves removed t, 
replaced w/stronger 6 improved upper float guides 
KILLS, L H Tennessee Valley Authority 03/06/10 O'RCILLViJ F 
Region 2, Office of Director 3pp 19056.055 24X 

Flcba ♦ 50-299, 03/06/16, 0306290273 


10464 IC Info Natlca Impact of Bacuriby Practices on Safe 

ration*, DVe list and 

E L> Division af Emargancy Preparedness 4, Engineering 
portse IPaat 030103). 03/06/09. Consolidated Edison Co. of New 

If Inc IIVpp. IO03O:i?aO 24X Fiche 50-000, 03/06/09, 03051 10464 


90199 Ack receipt of 0304IZS Itr Infarming NRC at steps taken to 
rect vlolaklcns noted In IE insp Rapt* 50-259/83-03, 

260/03-03 fc 00-296/03 -W3. 

I 8 ,n.C. Division of Projmet *<■ Resident Frogrems. 83/06/09. 
RI8»IL0. Tennestsa Vall*v Authority. Ip. 19056:221. 24X 

h s r 00-259, 03/06/09# 0 □ 06Q9 0 1 9 3^ 


6290203 Farwards r»mpoii*a to NRO 030321 Itr re vioiatians noted in 

E Insp Repts 30-959/03-034 DO-S6O/03-O3 & 50-296/83-03 

lolation re Pallura to pwrfos'sn Tsdistion hat*irds evaluation 

snied, PsrsdYinel caunselmil on radiological control 

tHMEfi, D 8. Tennesaae Vallsey Authority 03/04/25 Q'BEILUY»J,P 

sglon 2 | Office of Director. Spp 19056 . 222 , 24 X 

I Che: 50-259, 83/06/09, 03062901 9ft. 


8306210194 Ack receipt of 020603 Ur informing Nrc of steps taken to 
correct violations noted in 16 Safeguards Insp Repts 
30-259/03-10,50-^60/83-10 L 50-296/02-10. 

LEI4I0, R C Division of Project 6 Resident Programs 83/06/17 
PARRIS* H 0 Tennessee Valley Authority Ip. 1B9J9 030 24X 

Fiche 50-239,83/06/17,0306210194 


— 8306210203 Forwards response to NRC 030429 Ur re violations noted In 
fE Bafoguards Inep Repts 50-259/83-10,50-260/03-10 L 
90-296/03-10 Carrective actions withheld (ref 10CFR73, 21) 

HILLa, L M Tennessee Valley Authority 83/06/03 0 ^REILLY, U P 

Region 2, Office of Director. ip 18919 021 24X 

Fiche 50-259, 03/06/17, 8306210194 


— 0306210213 Forwards IE Safeguards Insp Repti 50-259/03-10,50-260/83-10 
U 5D-296/83-10 on 030404-08 & notice of violation Notice 
of violation withheld (ref lOCrB73 2i) 

LEUI0, R C, Oivislpn of Project 6 Resident Program* 03/04/29 
PARRIS, MO. TannesseB Valley Authority 2pp 10919022 24X 

Fiche 50-259^03/06/17,0306210194 


10470 re Info Notice »*D*fectiva Heat Sink Adhesive 6 

nnicalltf Induced Chaitar Its Helaye Within Printed 
uit Cardi. " 8vc lieL anc). 

>AM, E. V.. OWUlom of Emmro«ncy Preparatfnees L Englnaaring 
lOnse (Post 030103). B3/06/i3 Consolidated Edison Co of New 

I Inc itepp ia9srO:S!aS S4X Fiche; 50-000, 03/06/13, 9309110470 


— 0306210224 IE Safeguards Insp Rept« 50-259/03-10,50-260/82-10 It 
90-296/83-10 on 030404-00 None pmp I lance noted failure to 
fallow access control procedures Details withheld 
(ref J0CFR73 21) 

MOORE.D.E., MCfilJIRE,D R Region 2, Office of Director 02/04/27 
ip 18919 034. 24X Fiche 50-259,83/06/17.8306210194 


OOlO IC Info Natlt* B3-B73 ’'Transformer Failure Resulting From 
aded Intsrnal Connection Cables « Sve list end, 

ANi E L. Division of Emei'Rancv Prepar*iJn»*s t# EnsineeTlng 

onms lPi>st 8301031. 03/06/1^ Consolidated Edison Co, of New 

< Inir. C43pp. 109*1:001, »4X Fiche 50-000# 03/06/134 0306090010. 

0B77 Ack racsiat Uf Itr informing NRC of stepi taken to 

•Cb violet I an. noted In IE tnap Repts 50-259/03-12# 

60/03-12 6 50-296/09-12. 

S,r:o. DivUloT) o? Project fa flssUss^t Program* 03/06/14. 
toV 0, TtnriUMO Valleg AwthoTlty. Ip. 19056:030 24X 

er 50-259# 03/O6/14J 03O6S^OS?77 


G3062904B3 Approves issuance of SALP Repls 50-259/03-04,50-260/03-04, 
50-296/Q3-04. 50-327/63-04, 50-320/93-04, 50-390/03-07, 

50-391/03-06, 50-438/03-06 6 50-439/83 06 for Jul 1901 - Dec 
1982. No reply reyplred 

O^REILLV.J P. Repion 2, Office of Director 82/06/17, PABRJ81HO. 
Tennessee Valley Autharltv 3pp 19050.212 24X 

Fiche. 50-000, 83/06/17. 0306290403. 


—0306290490 Forwards SALP Rapt* 50-259/03-04, 50-260/83-04, 
50-296/03-04. 50-327/02-04, 80-328/03-04, 50-390/83-07. 
50-391/03-06,50-430/03-06 6 50-439/83-06 for Jul 1901 - Dec 
19B2 

LENI8,B C. Division of Project 6 Resident programs. 03/04/13 
PARRIS, H O Tennessee Valley Authority, Dpp 19050 215 SAX 
Fiche 50-000, 03/06/17, 0306290402. 



DOCKETED ITEMS 


67 


--8306290503 SAL/> Rcpts 50-259/a3-04, 50-060/83-04* 50-296/03-0^, 

SO' 307/03- 04, 50-320/03-04, 50-390/03 07, 50-391/83-06. 

50-430/83-06 & 30-439/83-06 fof Ju I 1901 - Di»i: 1982 
# Region 2, Office of Uiicctor 03/04/13 92pp 19050210 ?4X 

Fiche 50-000* 83/06/17, 8306290483 


—8306290510 Cummentc on SALP Rcpts 50-259/03-04,50-260/83-04, 
50-296/03-04,50-327/83-04, 50-320/83-04,50-390/03 07. 
50-391/83-06,50-438/83-06 & 50-439/03-06 for Jul 1981 - Det 
1 902 

MILLS. L M lonnessee ValJeg Authority 83/05/10 O'REILLV, J P 
Region 2. Office of Director 2pp 19050 310 24X 

F 1 ch e 50-259. 83/06/ 17, 8306290483 


83051104/5 1C Info Notice 83-40, "Need to Cnvironmentol ly Qualify 
Epoxy Grouts & Seoiees " Sve list end 

JORDAN, E I Divialon of emergency Preparedneas t* Engineering 
Reaponae (Post 830103) 83/06/22 Conaolldated Edison Co of Netu 

York* Inc llOpp 19021 179 24 X Fit he 00-000. 03/06/22, D305J 10475 


8305110477 IE Info Notice 83-41, "Actuation of Fire Suppression Sya 
Causing Inoperability of Baf ety-Re)ated C<iuipment " Sve list 
one 1 

JORDAN* E I Uivlttion of Emergency Preparedness fc Engineering 
Responac <Pt*st 830103) 83/06/22 Consolidated Edison Co of Neiu 

York, Inc i20pp 1S997 00/ 24X Flthe 50-000*03/06/22*0303110477 


0305110479 1£ Infn Notice 83-42, "Reactor Mode Switch Malfunctions " 
Sue Hat end 

JCRDAN, C L Division of f.morgency Preparedness 1* Engineering 
Response (Post 030103) 83/06/23 Consolidated Edison Co of Neu 

York. Inc 116pp 18996 242 24X Fit he 50-000.83/06/23*8305110479 


8305110403 IE Info Notice 83-43, "improper Sottinps of Intermediote 
Range <IR) High flux Trip Beipoints ” Bve list end 
JORDAN, C L Division of Emergency Preparedness Ingineerlng 
Response iPost 830103) 83/06/24 Consolidated Edison Co of New 

York* Inc i)6pp 19046 29/ ?4X Flthc 50-000.03/06/24,0305110403 


R Periodic operating reports h related correspondonc c 


8306160482 Monthly op«rating ropts for Apr 1983 iJ/830bJl Hr 
THOM, T * CQFrEY, J A Tennessee Valley Authority 03/03/01 
Office of Management and Program Analysis 39pp 10064 085 24X 

Fiche 50-259, 03/05/01*8306160402 


8 Reportable occurrences, LEIH U related correspondence 


8306010269 Deficiency rept re inability of prompt notification syc 
mobile sirens to complete routes in required time Initially 
reported on 03O5OP Addl sirens will bo procured *< mobile 
routes modified Full compliance expected by 830901 
KILLS* L M Tennessee Valley Author iiy 03/05/23 O'nClLLV, J I* 
Region 2* Office of Director 2pp 106/4 324 24X 

Fiche 50-259, 03/05/23* 83060 J 0069 


8306070092 LER 83-023/01T-0 on 030513, while performing Insp per IE 
Bulletin 03-02, crac k-U ke indications detected R conPlrmod 
by ultrasonic insp in weld KR-l -37 Cause not stated Weld 
will be repaired before startup H/030',*if) Hr 

HOLDER* E T , GREEN, H J Tpnnefifiee Valley Authority 83/05/25 
O'REILLY* J P Region 2, Office of Dliedur 3pp 18739 155 ?4X 

FlchP 50-259.83/00/25*83060/0072 


0306070007 LER 03-024/OlT-O on 03051 /* deni gn review pf dlosel periprator 
room ventilation indicated syi, may not keep eloctrlcnl 
components below design max temp ll/nlts Dissipated heat 
loads underostimabed Ducting being Installed W/030537 Hr 
ELY*J O , GREEN* H J Tennessee VoUeq Authority 83/05/27 
O'REILLYrJ P Region 2, Office of Director 3pp 18/3/ 347 24X 

Fiche 50-259, 03/05/27, 030607000/ 


8306070241 LER 03-O22/O3L-O on 030429, downstream HEFA filters in 
standby g^B treatment sys trains A U exceeded Tech Spec 
IB-month test frequency Caused by personnel error Procedure 
01 4 7 0-4 review rOBcheduJed, 

ELYiJ O , ORCENiH J Tennossne VulJey Authority 03/05/27 
□ 'REILLY* J P Roqion 2, Office of Director 3pp 18746044 24X 

Fiche 50-259* 83/05/27* 03060/024 J 


8306070159 LER D3-025/03L-0 on H30502* standby gas treatment sys 
circuitry switch l-PdlS-64-15 found sot above max Tech Spec 
limit Caused by incorrect switch setting Setpoint corrected 
Caution tags placed on panel VJ/Q3060I Hr 

BASBiG W , GREEN, H J Tennessee Valley Authority 83706/01 

□ 'REILLY, J P Region 2, Office of Dncctor 3pp 18809 202 24X 

F i c h e 50-259, 83/06/0 1 . 9306070 1 57 


8306070043 PfJO- 1 1-0J-O44 util announced scheduling pf etifarcernent 
conference w/N«C for B306O1 to discuss offloading of 130 
fuel bundles into high density fuel rock not verified for 
borai content 

BUTCHER.R C * CANTRELL, F S Region 2, Office of Diractor 83/06/02 
2pp JR739 361 24X Fiche 50-259. a3/06/02„ 8306070043 


0306210270 Updated LER 82~0S3/0iX-l on 020730, secondary containment 
integrity could not be confirmed Caused by displaced relief 
panel allowing loahage from turbine bldg Into containment 
Panel replaced b leakage paths sealed N/0306i 5 Itr 
WILLIAMSON, B , GREEN. H J Teunossee Valley Authority, 03/06/13. 

0 'REILLY* J P Region 2, Office pf Director 4pp 1B91S 037 a4X 
Fiche 50-259- Q J/06/ 1 5, 830621 0270 


8306300139 LED 03-OS7/03L-0 on 030526* d i scovered that Surveillance 
Instruction 4 O' 3 4-3 fpr reactor bldg vent monitoxlng sya 
calibr not performed within required interval Caused by 
persannel error Calibr performed W/0306Ci Hr 

CAHPOELL.G a * GREEN. H J Tennessee Valley Authority, 83/06/21 
O'REIILY.J P Region 2, Office pf Direetpr 3pp 19122 31 7 24X 

Fiche 50-259, 03/06/21 , 8306300139 


030630020Q LER 0D-OO6/03L-O an 830523* containment atiDOsphtr* dilution 
tank D level transmitter LT-U4-i3A indicated above Tech Spec 
limit Caused by transmitter zero drift Transmitter recalihr 
W/e30622 Ur 

IRDV.D J , OREEM. H J Tennessee Valley Authority 83/06/S2 
a'REILLY-JP Region 2. Office of Director 3pp 19122 UG 24X 
Fiche 30-259*03/06/22,8306300200 


8306300066 Updated LER B3-009/0iX-0 on 830823* design revitui of 
emergency diesel generator engine coplrrt showed coolers may 
not be able to maintain cooling water beluw hot setpoint 
Caused by design error Setpoint raised W/8306S3 lir 
ELY*J 0 , GREEN* M J Tennessee Valley Authority 83/06/23 
O'REIUV.JP Region 2* Office of Dirretor, Opp 19120 269 24X 

Fiche 50-25*/, 83/06/23, 8306300066 


V Operator Examinations 


830614068/ Diacusaes operator tt senior operator licensing exams !< 
schedule to facilitate written & oral oeoms to be 
administered during wk of 830627 Approved ref matl listed in 
end requested by 830427 

VERRELLIiD M Division of Project S* Resident Pragrans. 83/03/30, 
GREEN.Hxl Tennessee Valley Authority 3pp. 18041 346 24X 

Fiche 50-259, 83/03/30, B3061406B/ 


8306140626 Respaitds to 830330 request for renewal of OT HcChrlstian 
Senior Operator License SOP-2938-2 License expired 
HcChrlttian should reapply for license NRC trill considvr 
request for waiver of exams 

VERREiLLD M Division of Project 8* Resident Programfr 83/05/12 
GREEN* H J Tennessee Valley Authority Ip 18842 086 24X 

Fiche 50-259* 83/05/12, 8306 1 4 0626 


X Qnslte Btorage of Low Level Waste 


8306060102 Reaponds to 030423 Ur re determination of fea* foi 
low level radwosie amend applications Fee determination 
ac ceptab le 

MILLS, L H Tennessee Valley Authority 63/06/01 ftlUER. W O 
License Fee Management Branch Jp 10/19 399 S4X 
Fiche 50-000.03/06/01*8306060102 


DOCKET 50-260 BROWNS FERRY NUCLEAR POWER QTATIPN, DNIT 2 


F Security* medical* emergency tc fire protection plans 


830614010/ Forwards summary of B303I5 meeting at Region 11 ofc re 
proposed security modi for future const activities at 
facilities List of attendees end 

LEWlSfR C DivlBion of Project 6 Resident Programs. 03/03/25 
PARRIO.HG Tennessee Valley Authority. 4pp 10039‘O02 24X 

Fiche 50-259. 0 3/03 /25, 8306 1 4 0 1 07 


83D6270007 Foruai ds revised physical security p Ian* ref 1 acting NRC 
030412 cpmmonts Rev withheld (rof 10CFR73 21) 

MILLS* L M Tennessee Valley Authority 03/06/03, O^REILLY, J, P. 
Region 2* Office of Director ip 10980 153, 24X 

Fiche 50-259. 03/06/03, 8306270007 


0306210010 Forwards "Program Plan for Control Room Design Reviews for 
all TVA Nuclear Plants*" in response to Generic Ltr 82-33 
re upgrade of ewargency plans 

KAMMCRiD 8 Tennaisee Valley Authority 03/06/09 ADENSAM, E 
Licensing Dranrh 4 3pp 18913 OOJ, 24X Fiche 50- OOO. 83/06/09* 
83062100)0 



B8 


DOCKETED ITEMS 


— 830^210016 Proc«diire BA8209 IOj 'Trogr^M Plan far Control Room Design 
Review* for all TVA Nuclear Plant* " 

» TennesseB Valleg Author! tg 03/06/09 200pp 1G913 004 S4X 

F i c h e ' 50 - OOOi 83/06/09. 830621 0010 


9306230201 Notification of 330621 nesting u/utll in Betiie^da.MD to 
diecui* potential rev to App R submittal based on revised 
criteria u/respect ta analyse* on lass of offsite ptruer & 
evallat ility of other onsite units 6 - condensate pumps 
CLARK 4 t> Operating Reactors Branch 2 63/06/16 9AS8ALL0. D B 

Operating Reactors Branch 3 ip 18954 357 a4X 
Flche; 50-259. 83/06/16, 8306230801 


3306210194 Acl receipt of 830603 1 tr informing NRC of steps taken to 
correct violations noted in lE Oafeguards tnsp Repts 
00-259/33-10. 50-260/83-10 6 50-296/83-10. 

LEMtSiR C DivisioTi of Project 6 Resident Programs. 03/06/17 
PAHRrS»MO Tennessee Valley Authority ip 18719030 34X 

F I c ha : 30-239J 83 / 06 / 1 7. 830621019 4 


—8306210203 Forwards response to NRC 8304S9 Itr re violations noted in 
IE Safeguard s Insp Repts 50-259/03- 10, 50-260/03-10 t 
30-296/03-10 Corrective action* withheld Craf 10CFR73 21) 

HILLS, L M Tennesiea Valley Authority. 83/06/03 D'REILLY.J P 
Region S, Office ef Director Ip. X0919 031 24X 

Fiche 50-259,03/06/17,8306210194 


-8306210213 Forvard* IE Safeguard* Insp Rept* 50-259/83-10,50-260/03-10 
4t 50-296/03-10 on 830404-00 6 notice of violation Notice 
of violation withheld (ref 10CFR7P 21) 

LENIS.R C. Division of Project &, Resident Program* 03/04/29 
PARRIB 1 H.C}. Tennessee Valley Authority 2pp. 10919 032 24X 

FI cha - 50-259. 83/06/17, 0306210194 


-8306210224 IE Gafoguard* Insp Rept* 50-259/03-10.50-260/83-10 l< 
50-296/83-10 an 030404-00 Noncempllanc e n-oted: f ai lure to 
follow accB** central proesdure* Details withheld 
iraf 10CFR73.21) 

NOaREiD E, Region 2, Office of Director 03/04/27 Jp 
18919 034. 24X Flche 50-259,03/06/17,0306210194 


. Operating licenie ttage ducunents 6 correspondence 


306020180 Forwards safety evaluation re valve operability for 10,18 tt 
20-lnch butterfly valves used for purge or vent of 
containments Info submitted fall* to demonstrate valve 
ability to close against pressure buildup during LQCA 
VASSALLO, D. B. Operating Reactors Branch 2 83/05/19 PARRIS, HO 

Tenneisee V/alLey Authority 3pp 18701 113 24X 

Fiche. 50-259, 83/05/19, 8306020100 


-8306020187 Safety evaluation re valve operability far 10,18 tt 20-lnch 
butterfly valves used for purge or vent of containments Info 
submitted falls to demonstrate vaivs ability to close 
against pressure buildup during LOCA 

« Office of Nuclear Reactor Regulation, Director 03/05/19, 4pp 
18701:116. a4X Flche- 50-259, 03/05/19.0306020100 


K)6150260 Foruarde ''Control of Heavy Loads <C-10> , TVA, Brauns Ferry 
Nuclear Power Station, Uni ts 1,2 6 G, ** draft technical 
eveluation rept Conference call requested within 4 to 5 
uks to discus* revieu results 

VA&3ALLD,DB Operating Reactors Branch 2 03/05/26 PARRIB.H 0. 

Tennessee Valley Authority 2pp. 10669:322 24X 

F i c h a. 50-259, 83/05/26, 8306 1 50260 


0306150266 "Central of Heavy Loads IC-IO)^ TVA, Drown* Ferry Nuclear 
Powar station, Units 1,2 t, 3," draft technical evaluation 
rept. 

BOHBEROER, C. . AHHED, N , 8AR0ENT, I H Franklin Inst itute/Frankl in 
Research Canter WRC“O3-0i-13O. TER -C 3506-337/ 330/33 03/04/05 

CLEMEN 8 ON 1 F. NRC - No Detailed Affiliation Oiven 25pp 
10069:324 24X Flche 30-259,83/03/26,0306190260 


106160453 Application far amend to Licenses DPB-52 6 DFR-60, changing 
Tech 0p*ci to allow operation w/increased core flow 
MILL0, L H. Tern e see* Valley Authority 83/06/02. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director 2pp 18863*312. 
24X Flche: 50-260. 03/06/02, 03061604 53 


0306160456 Proposed Tech Spec changes allauing operation w/increased 
core flow 

a TennesstB Valley Authority. B3/06/03 i4pp 10063-314 24X 

Flche J 50-260, 83/06/02. 0306160453. 


06150243 Suppl 6 to 820914 appllcatlan for amend to Licenses DPR-33i 
DPR-52 6 DPR -60, changing Tech &pec* 3. 10, C 6 4. 10 C re aln 
depth of water required over single irradiated fuel 
esstmblies during hendling. 

H1LL8,L. H, Tennessee Yell ey Authority. 03/06/03 DENTON. H R 
Office of Nucleer Reactor Regulation. Director 2pp. 10846.127 
24X Fiche: 50-259, 03 /06/03, 0306150243 


— 8306150240 Proposed changes to Tech Bppcs 3 10 C 6 4 10 C re min 
depth of water required over single irradiated fuel 
assQffibliBS during handling 

« Tennessee Valley Authority 03/06/03 lOpp 10046 129 24X 

Fiche 50-259. 03/06/03, 0306150243 


0306140656 Forwards rosponso ta 030519 request for info re BLR, 
Section 4 O, an containment puige & vent valves Qperabillty 
of valves justified under LOCA conditions 

filLLG, L M Tennessee Valley Authority 03/06/07 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 9pp 18834 OOB 
24X Fiche: 50-2S9, 03/06/07, 0306140656 


0306160507 Application for emergency amend to Llcenf>e5 DPR-33i DPR-SR f, 
I}FR-6B, changing Tech Spec standby gas treatment sgs required 
surveillance Interval to once per operating cycle 
MILLS, L M Tennessee Valley Author! tq 03/06/13 DENTON, H R 
Office of Nuclear Rsactor Regulation, Director 2pp 18064 157 
24X Fiche. 50-259, 03/06/ i 3, B306160507 


— 0306160523 Proposod Tech Specs changing standby gas ti eatment ay* 
required surveillance interval to once per operating cycle 
vfusti fication for emergency nature of proposed Tech Spec 
change end 

# Tennessee Valley Authority 03/06/13 5pp 10B64 159 34X 

Fiche 50-237, 03/06/ i 3, 8306 1 60507 


8306210014 Confirms agreement w/NRC re interpretation of Tech Spec 
4 7 B, 3 a requirements Spec satisfied by commitment to 
actuate annually standby gas treatment blowers in primary 
containment isolation sys logic Tech Spec 109 needed 
MILLS, L M Tennessee Valley Authority 03/06/16 DENTON. H R 
Office of Nuclear Reactor Regulation, Director 2pp 18911 357 
24 X Fiche - SO-257, 03/06/16, 8306210014 


0306290400 Application to amend Licensee DPR-33, DPR-5a I, DPR-6B, 
changing Tech Specs to require annual rept of main steam 
*af ety/rel l«f valve actuations, in response to NUREO-0737, 

I tarn II K 3 3 L Generic Lti 03-02 

MILLS, L M Tennessee Valley Authority 03/06/20 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 19053 133 
24X Flche SO-259, 03/06/20, 03062904 00. 


— 0306290400 Proposed Tech Spec revs, requlri t>g annual rept of main/steam 
safety/relief valve actuation*, in response to Nt7REG-0737, 

Item IJ H. 3 3 8, Generic Ltr 03-02 

tf Tennessee Valley Authority 03/06/20 5pp 19053 135 24X 

Fiche 50-259, 03/06/20, 0306290400 


0306340354 Notification of 83062? meeting w/utll In Bethesria,MD to 
discuss util analysis on intervening combustibles it 
separation of circuits 

CLARK, D Operating Reectors Branch 2 03/06/22 VAS8ALLG, D D 

Operating Reactors Branch 2. 2pp 1B779 157 24X 

Flche 50-239,03/06/22.8306240354 


8306200415 Suppls 021220 response to NUREG-OSIS request for addl info 
Ferrite content of cast austenitic stainless steel ranges 
from 15 to SOX Valves highly resistant to intergranular 
stress corrovion cracking, 

HILLS, L M Tennessee Valley Authontii 83/06/22 DENTON, H R 
Office of NucUar Reactor Regulation, Director, 2pp 19018 351 
Z4X Fiche 50-259,03/06/22,0306200415 


0306200567 Advises that CE equipment items discussed in 030520 ltr re 
environ qualification reclassified as nonpropr lets fy 
HILLG, L M Tennessee Valley Authority 83/06/23 DENTONrH R 
Office of Nuclear Reactor Regulation, Director Ip 1901B 020 24X 

Flche 50-259, 03/06/23. 0306200567 


9306300177 Discusses continuing problem re eitrvne length of time 
requirod for approval it resulting backlog of pending 
requests for Tech Spec chang es, Majority of changes 
administrative it require minimal review time 

HILLS, L,M Tennessee Valley Authority 03/06/27 DENTON# H R 
Office of Nuclear Reactor Regulation, Director 3pp 19122’ 044 
24X Fiche 50-259.83/06/27,0306300177 


0 Inspection reports, IE Bulletins & correspondence 


B30629021B Forwards IE Insp Repts 50-259/83-03,50-260/83-03 it 
90-296/83-03 on 030110-14 it notice of violation 
LEUlSpR C Division of Project it Reeident Programs 03/03/21 
PARR IB, H 0 Tennqssea Valley Authority 2pp 19056 13S 24X 

Flche 50-259, 83/03/21 , 030629021 0 


— 8306290824 Notice af violation from insp art 030110—14 

• Region 2, Office of Director 83/03/21 9pp 19036M37 24X 

Fich*: 50-259, 83/03/21, 0306290318 
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—830629022a IE Insp Repts 90-239/03 -03» 50-260/83-03 6 50-296/03-03 on 
830110-14 Noncomp 1 idnct noted Failure to perporni evaluation 
of radiation haatartts to personnel & employee failure to wpai* 
gloves in contaminated zone 

DEBS. 0 T , BARR, K P Region 2. Office op Director 03/03/03 
9pp 19056 139 24X Ficho 50-259.03/03/21.0306290210 


8306140543 Confirms mgt meeting on 030421 in Chattanooga. TN to revieui 
rasultfi of fust phase of annual appraisal of regulatory 
p er f or/nance. per 030328 tel con 

LEl^ISt R C Division of Project & Resident Programs G3/04/I2 
PARRJB. H 0 Tennessee Valley Authority 3pp 18034 176 24X 

F i c h o 50-000. 03/04/1 2. 8306140543 


0306140041 Forwards results of testing required by IE Bulletin 60-06. 
"Engineered Safety Feature <GSF> Reset Controls *' Two valves 
each in MPCI sys 6 RCIC ays do not remain closed on reset of 
sys line isolation signal 

KAMMERi D S Tennessee Valley Authority 03/09/12 O'REILLY. JP, 
Region 2. Office of Director 2pp 18030 231 24X 

Fiche SO-260. 63/05/12. 0306140041 


0306140422 Canflrms 83D601 mgt meeting at site to discuss mgt controls 
for refueling operations. per 030319 telcon 

UEHI8. R C Division of Project & Resident Programs 03/05/23 
PARRIS. n 0 Tennessee Valley Authority 3pp 10038 049 24X 

Fiche 50-259. 03/03/23. 0306140122 


0306140685 Forwards IE Insp Ropts 50-399/03-17.90-260/03-17 It 
50-296/63-17 on 030509-12 No rioncomp 1 lance noted 

VERRBLLI.O M Division of Project 9* Resident Programs 03/09/25 
PARRIS. H 0 Tennessee Valloy Authority 2pp 10041 336 24X 

Fiche 50-259.03/05/25.0306110605 


—0306140692 IE Insp Repts 50-259/03-17.50-260/83-17 6 50-296/03-17 on 
830509-12 No none omp 1 i anc * noted Major areas inspected 
followup on IE Bulletin 60-11. "Masonry Nall Design " 

LENAHAN. J J . CONLON. T E Region 2, Office of Director 03/09/25 
5pp- 16841 338 24X Ficho 90-299.03/05/25.8306140685 


0305110156 IE Info Notice 63-32. "Ruptured Am-241 Sources Contained in 
Well Logging Device *' Bve list end 

TAVLOR. J M Division of Bafeguards l( Inspection Programs (Post 
830103) 03/05/26 Consolidated Edison Co of New York. Inc 
I25pp 16831 043 24X Fiche 50-000/63/09/26.0305110458 


6305110460 IE Info Notice 03-34. "Event Nutlfication Info Norksheet *' 
Sve list end 

JORDAN. E L Division of Emergency Preparedness t< Engineering 
Response (Rost 030103) 63/05/26 Consolidated Edison Co of New 

York/ Inc liDpp 10732 085 24X Fiche 50-000. 63/05/26. 8305J 10460 


0306150625 Requests approval for M Tokar to visit site on 830613 
in order to observe exam of fuel removed from reactors 
Specific info for discussion listed 

VABSALLO/D B Operating Reactors Branch 2 03/05/27 PARRIS. H 0 

Tennessee Valley Authority, 3pp 10067 205 24X 

Fiche 50-259/ 03/05/27, 0306150685 


0305110461 lE Info Notice 03-39. "Fuel Movement N/Cpntrol Rods 
Withdrawn at BWRs " Sve list end 

JORDAN. E L Division of Emergency Preparedness 6 Hnglpeering 
Response (Post 630103) 03/05/31. Consolidated Edison Co of New 

York/ Inc ll6pp 10732 200 24X Fiche, 50-000. 03/05/31. 03051 10461. 


8306140251 Ack receipt of 630525 Ur informing NRC of steps taken to 
correct violations noted in It Insp Repts 50-259/03-09, 
50-260/03-09 it 50-296/83-09 

LENZ8. R C, Division of project 1. Resident Programs 03/06/02 
PARRIS.H 0 Tennessee Velley Authority Ip 10032.236 24X 

Fiche. 50-259. 03/06/02. 0306140251 


— B306140266 Responds to NRC 630418 Itr re violations noted in IE Insp 
Repts 50-259/03-09.50-260/03-09 it 50-296/63-09 Corrective 
actlons'all conduit supports for safety-related equipment 
corrected by work plan or malnt request 

KAMMER.Da. Tennessee Valley Authority 03/05/25 O'REILLY, JP 
Region 2. Office of Director 6pp 10832-237 24X 

Fiche- 50-259, 03/06/02, 0306140251 


—8306140276 Forwards IE Insp Repts 50-259/83-09.30-260/83-09 «< 
90-296/03-09 on 030226-0325 it notice of violation 
LENI8. R C Division of Project fc Resident Programs 03/04/16 
PARRIS. M 0 Tennsssee Valley Authority 2pp. 18032 243 24X 

Fiche- 50-259. 03/06/02. 0306140251 


—0306140204 Notice of vlolatlotr from insp on 030226-0325. 

e Region 2/ Office of Director 03/04/18 2pp. 18032 243 24X 

Fiche 50-259. B3/O6/02. 0306 140251 


—8306140297 IE Insp Repts 50-259/83-09,50-260/03-09 it 50-296/83-09 on 
030226-0325 Noncompl lance noted faiiure to meet design flow 
requlroments 6 failure to have OA review it imp on malnt 
requests 

PAULK, 0 L Region 2. Office of Director CANTRELL. F fl Division 
of Project it Resident Programs 83/04/13 Mpp 10032 247 24X 

Fiche 50-299.03/06/02,0306140251 


0306090331 Forwards response to IE Bulletin 60-11 re masonry wall 
design wall itisplacsment analysis Masonry walls will remeln 
stable under max differential bldg displacement & other 
loads caused by DDE 

MILLS, L N Tennsssae Valloy Authority 03/06/03 DENTON. H R. 
Office of Nuclear Reactor Regulation. Director 3pp 10795 D7B 
24X Flcho 50-259.03/06/03.0306090331 


0305110464 IE Info Notice 83-36. "Impact of 3ecurlty Practices on Safe 
Operations " Sve list end 

JORDAN. E L Division of Emtrgency Preparednist it Engineering 
Response (Post 630103) 83/06/09 Consol idat*d Edison Co of New 

York, Inc 119pp 18030 280. 24X Fiche 50-000,83/06/09.0309110464. 


0306290195 Ac k receipt of 030425 Ur informing NRC of steps taken to 
correct violations noted in IE Imp Repts 50-259/03-03. 
50-260/03-03 it 50-296/83-03 

LENI8. R C Division of Project Ic Resident Programs, 03/06/09 
PARRIS. H 0 Tennessee Valley Authority Ip 19056.221 24X 

Fiche 50-239, 03/06/09.8306290195 


— 8306290203 Forwards response to NRC 8303S1 Itr re violations noted In 
IE Insp Repts 50-259/83-03. 50-26O/B3-O3 <c 50-296/B3-03 
Violation re failure to perform radiation hazards evaluation 
danled FersonnsI counseled on radiological control, 

KAMMER.D 8 Tennessee Valley Authority 83/04/25, 0 'REILLY. J, P. 

Region 2, Office of Director 5pp, 19056; 222 24X 

Fiche 50-259.03/06/09.8306290195 


6305110470 IE info Notice 03-38, "Defective Heat Sink Adhesive l< 
Seismicallg Induced Chatter in Relays Within Printed 
Circuit Cards " 8vc list end 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 03/06/13 ConsoMdated Edison Co. of New 

York. Inc llOpp 18920 225 24X Fiche' 50-000. 83/06/13, 83051 10470. 


0306090010 IE Info Notice 83-37. "Transformer Failure Resulting From 
Degraded Internal Connection Cables " 6vc list end 
JORDAN. E L Division of Emergency Preparedness I, Engineering 
Response (Post 830103) 83/06/13 Consolldattd Edison Co. of New 

York. Inc 243pp 10921 001 24X Fiche. 50-000. 83/06/13, 0306090010. 


8306290277 Ack receipt of 030523 Ur informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-259/03-12. 
50-260/03-12 it 50-296/03-12, 

LEWIS. R C Division of Project & Resident Programs. 83/06/14 
PARRIS, HO Tennessee VaUey Authority Ip 19056.030 24X 

Ft Che ’ 50-259, 03/06/14. 0306290277 


— 0306290283 Responds to NRC 830422 Itr re Violations notad in IE Imp 
Repts 50-259/03-12.50-260/03-12 k 90-296/83-12 Corrective 
actions radiological incident repts issued for each instince 
cited 

HILLB.L H Tennessee Valley Authority. 83/05/23 O'REJLLYiJ P. 
Region 2. Office of Director 5pp 19056 039 24X 

Fiche 50-259. 03/06/14. 0306290277. 


—0306290200 Forwards IE Insp Repts 50-259/03-12.50-260/03-12 It 
50-296/63-12 on 830321-25 It notice of violation. 

LEWIS. R C Division of Project 6 Resident Programs. 03/04/22. 
PARRIS. H 0 Tennessee Valley Authority 2pp 19056:044, 24X 
Fiche 50-259.83/06/14. 8306290277. 


— 8306290292 Notice of violation Prom insp on 83032t-‘2S 

a Region 2. Office of Director 83/04/22. 2pp 19056:046. 24X 

Fiche- 50-259. 83/06/14. 0306290277 


—0306290297 IE Insp Repts 90-299/83-12.50-260/83-12 it 50-296/03-12 nn 
830321-25 Noncompl iance noted radioactive waste operator 
inside contamination zone w/o protective clothing or 
radiation monitors 

DEBS. D T . BARR.K P. Region 2. Office of Director. 03/04/20. 

6pp 19056 048 B4X Fiche 50-259.83/06/14.8306290277 


8306290250 Forwards response to IE Bulletin 83-03 re check valva 
failures in raw water cooling sys of diesel gentratdra. 

Current test program sufficient to verify integrity of check 

valves 

HILLB.L M Tennessee Valley Authority 83/06/15. O'REILLV. J. P. 
Region 2. Office of Director. 3pp 19056 001. 24X 

Fiche 90-259, 83/06/ 1 9. 8306270250, 
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&290a72 Acl T»csi(it of iuppl«in*nt*l 030610 Itr inforntnj} WftC of 
iipi -t^kon to- corrtct vlo-lotJon* not*«l In IE Inip Rapt# 

0-3597 01 -28 » 50-260 U 50-296701-28 

EUia.R C Divltlorn of Projoct l< Rokidont ProaTOm* 83706/16 
ARR104 If 0> Tcnnoisoo Vallog Authority. Ip 190S6 054 24X 

1 c h » 9 0-S59i 03/067 1 6i 030629027 2 


306390275 8uppl«iitf nkal rtaponta to NRC 011031 Itr re violations notod 
In IE I nop R«pt^ 50-259/81-20*50-260/01-28 & 00-296/01-20 
Comctiv* actious’flv* pump air vent valvos removed St 
replaced u/stronger & improved upper float guides 
MILLSiLR TeiiTi«**«e \/alleti Authority B3706/10 a^RElLLYjJP, 
Region 2i Office of OlrectoT 3pp 19056:039 24X 

FIche 90-259. 83/06/16. B306290273 


6210194 Ack receipt of 030603 Itr Informing NRC of etep* taken to 
orrect viotations noted in IE Safeguardt Inap Repti 
0-259/83-10. 50-260/03-10 St 50-296/03-10 

EWie.R C, Dlviilon of Project Sc Resident Programs 83/06/17 
ARRIS. H D TcnneetRe Valley Authority, tp 18919,030 SAX 
1 c h t . 50-2 59. 83/06/ 1 7. 03062 1 01 94 


1306210203 Foruarde raipanae to NRC B3D429 Itr re violations noted iki 
IC Bafeguardt Insp Rtpts 9O-SS9/03-lOt 50-260/83-10 St 
50-296/03-10 Corrective actions urithheld (raP i-0CFft73 21) 

KtLLBiL M Tennesiae Valley Authority 03/06703, O'REILLWJ P 
Region 2. Office of Director Ip 10919; 031, a4X 
Fi Che: 50-259. 83/067 17. 0306210194 


1306210213 Foruarde IE Safeguards Insp Repti 50-259/83-10.50-260/03-10 
Ic SO-296/03-lO cin 830404-00 It naklee of violation. Not Ue 
of violation wlthhald <ref 10CFR73 21) 

iEWIBiR C. Division of Project Sr Resident Programs, 63704/29. 
PARRlB.HfO Tennaisee Val ley Authority 2pp 18919-032, 24X 

Fiche 50-259. 03/06/17. 0306210194. 


J3O6210224 IE Bafeguards Imp Reptt 50-259/83-10.50-260/83-10 I. 
50-296/83-10 on 030404-08 Noncompllance noted; failure to 
fallow access control pToceduree. De tal Is withheld 
<ref iocFR7a. 2i>. 

MOQflE.D E I MCOUIRE. 0 R, Region 2, Office of Director 83/04/27 
Ip. 18919:034 24X FUhe, 50-299.83/06/17. 8306210194, 


)6S?0483 Approves Issuance of 0ALP Repts 50-259/03-04.50-260/83-04. 
JO-296/B3-04. SO -3a7/fl 3-04, 50-328/03-04. 90-390/83-07, 
10-391/03-06.50-438/83-06 Sr 50-439/83-06 for Vul 198 J - Dec 
1982 No reply required 

J^REILLY.J P. Region 2. Office of Director. B3/06/I7, PARRia.M 0. 
fenneeeee Valley Authority 3pp< 19050 212 24X 

•lehe- 50-000,83/06/17, 0306290483. 


1306290490 Forwards BALP Repts 50-259/83-04.50-260/83-04, 
00-296/03-04. 30-327/03-04. 50-320/03-04. 50-390/03-07, 

*0-391/ 83-06, 50-438/ 83-06 6 50-439/83-06 for i/ul 1981 - Dec 
1982, 

LEWIS. R C, Division of Project N Resident Programs. 03/04713. 
PARRIS, HO Tennessee Valley Authority. 3pp 19050.215 24X 

Fiche. 50-000. 83/06/17. 8306290483, 


S3062905O3 BALP Repts 90-859/83-04.50-260703-04,30-296/83-04, 
50-327/83-04. 50-320/03-04, 50-390/83-07, 50-391/03-06. 

50-438/03-06 It 50-439/83-06 for Oul 1981 - Dec 1982 
♦ Region 2. Dfflcs of Director 83/04/13 92pp, 19050 218 24X 

Fiche; 50-000, 03/06/17. 8306290403 


3306290510 Comnente on 8ALP Repts 50-259783-04,50-260/83-04. 
50-296/83-04, 30-a27/B3-04i 50-328/83-04. 50-390/83-07, 
30-391/83-06,30-430/83-06 b 50-439/83-06 far Jul J98I - Dec 
1982. 

HILL8, L H Tennessee ViHey Authority, 03/05/10 Q-'REILLY, J P. 
Region 2. Office of Director 2pp. 19050' 310 24X 

Fiche' 50-259,03/06/17.8306290403 


35110475 IE Infci Natice B3-40. "Need to Envlr«nment«Uy Qualify 
Ipoxy Oroute tc Bealcrs. ** 8vc list end 

JORDAN. E L, Division of Emergency Preparednees It Etigineerinfi 
^etponie (Post B30103> B3/06/22 Coni el Ida ted Edison Cu. of Neui 

/ark. Inc U5pp. 19021:179. 24X Fiche 50-000. 03/06/22, 03051 10475, 


55110477 XE Info Notice 83-41, ’'Actuation of Fire Suppressian 8ys 
Causing Inoperability af Safety-Related Eq^ulpment ** 3vc list 
end. 

JORDAN, E L. Olvislort of Emergency Preparedness V Engineering 
Reepense (Ppst BINllOS). 03/06/22. Consolidated Edison Cu, of New 
Vork, Inc. i20pp. 10997' 007. 24X Fiche. 50-000. 83/06/22. 03051 10477, 


05110479 IE Xnfe Netlce 83-42, *«Reactor Ned# Switch Malfunctions." 
Bve liet end. 

JORDAN. E.L, Division of Emergency Preparedness b Engineering 
Reepense IPeet 630103), 83/06/23, Consolidated Edison Co of Neu 

Yorl, Inc. I16pp, 18996- 242. 24X Fiche 50-000,83706/23.0305110479 


0305110403 IE Info Notice 83-43, "Improper Bettings of Internieiiiote 
Range (1R> High riwx Trip Setpoints " Sve list end 
JORDAN. E L Division of Emergency Preparedness l< Engineering 
Response (Past 83Ol03> B3/06/24 Consolidated Edison Co of Neu 

Vork. Inc 116pp 19046 297 24X Fiche 50-000.03/06/24.0305110483 


R Periodic operating reports tr related correspnndence 


0306160482 Honthly operating repts for Apr 1983 W/a305ll Itr 
THQM. T . COFFEY, J A Tennessee Valley Authority 83/05/01 
Office of Management and Program Analyfiit 39pp 18864 005 24X 

Fiche 50-259. Q3/05701. 03O616O4B2 


8 Reportable occurrences, LERs b related correspondence 


8306010269 Deficiency rept re inability of prompt notification sye 
mobile sirens to- complete routes in required time Initially 
reported on 830502 Add] sirens will be procured 6 m-obile 
routes modified Full compliance expected by 830901 
MILLe. L M Tennessee Valley Authority 03/05723 □■'REILLY, J P 
Region 8. Office af Director Spp 1B674 324. SAX 
Fiche 30-239, 03/05723. 03060 1 026V 


0306010237 Updated LER BI-050/03X-4 on B1 1003. conta Inment atmpsphere 
torus hydrogen analyser 2-H2H-76-104 removed from sve for 
corrective maint Caused by water in sensing lines Design 
Change Request P-S693 evaluated M703O524 Itr 
OREEN. H J , BU1IN3. R Tennessee Valley Authority 03/05/24 
a 'REILLY, J P. Region 2, Office of Director Spp 1B672 300. 24X 

Fiche 50-260.03/05/24.0306010237 


0306070084 LER 03-O23/O3L-O on 030602. while performing BT 4 l,A-6 
drguell pressure s-ultch found operating above Tech Bpec 
trip setting. Inl tia ting drywel 1 high pressure half scram 
Caused by setpoint drift W/B3D527 Itr 

CHAMBERS. 0 T . GREEN. H J Tennessee VaUey Authority 03/05/27 
O'REILLY, JF. Region 2. Office of Director 4pp 10739 802 24X 

Fiche 50-260. 03/05 /27, B3O6O7OO04 


8306070099 LER 03-O22/O3L-O on 630503, scram discharge vel scram switch 
failed to operate. Reac tor protection syi logic switch 
trippad upon actuation Caused by Magnetrol model switch 
drift outside operating band Switch adjusted W/03D587 Itr 
OOODMtN.D C.i GREEN. H J Tennessee Valley Autharity 03/05/27 
O'REILLY, JP. Region 8, Office of Director, 3pp, 18737-361 24X 

Fiche - 60-260. 03/05/27, 0306070099. 


0306210826 LER B3-085/0aL-0: on 830520. pressure switch PB-3-23S as-found 
latpolnt eat above Tech 9pec limits during performance of 
SI 4 l.A-S Caused by calibr dri f t. Bar ksrfal e D2T-A138B 
pressure switch recalibr W/830614 Itr. 

GOODWIN. D C . OREEN.H J Tennessee Valley Authority. 03/06/14 
O'REILLY. JF Regions, Office of Director 4pp 19916 031. 24X 

Fiche' 50-260. 03/06/14, 0306210226 


8306270090 LER B3-024/03L-0 on 83051 5, r ec irculation pump 2A tripped 
after isolation valve 2-24-744 failed closed Caused by 
sheared coupling pins. Crane Model XP-3600 valve repaired & 
pump returned to svc. (>1/830614 Itr 

LQCHBAUM. D , GREEN, H J Tennessee Valley Authority 03/06/14 
O'REILLY. JP Region 2, Office of Director 3pp 18908 0B2 24X 

F i C h e ' 5 0-260. 03706/ 1 4 . 0306270090 


8306170294 PNO-XI-63-047 on B306I3, standby gas treatment sys train H 
declared Inoperable due to problems u/filter heaters Cause 
not stated Event Involved no equipment damage, no personnel 
error or injury & no radioactive releases 

aUTCHFR.R C . VERRELUI.D M Region 2, Office of Director 03/06/15. 
2pp 18679 04B 84X FI che 50-260. 63/06/ IS. 0306170294 


0306210136 LER 03-027/031-0 on 930520. d i fferentlal pressure switch for 
pressure suppression chamber-reactor bldg vacuum breakers 
found operating above Tech Spec limits Caused by switch 
drift Switch 2-PDIB-64-20 recalibr W/e306£S Itr 

CHANBERa, 0 T . GREEN. H J. Tennessee Valley Authority. 03/06/15 
□ 'REILLY, JP Region 3. Office of Director 3pp 18914-109 24X 

Fiche 50-260,83/06/10, 8306210136 


0306270327 Updated LER B3-014703X-1 on 030330, air operator of main 
steam relief valve PCV-1-100 found assembled Incorrectly, 

Caused by personnel failure to follow procedure Valve 
repaired N insp prncedure revised W/030616 Itr. 

HOLDER, e T t GREEN. H J Tenneesee Valley Authority 83/06/16, 
O'ReiLLY, J P. Region 2. Office of Director 3p 16993 051 24X 

Fiche- 50-260. 83/06/16, 0306270327 


8306260375 LER 83-026 /03U-0' on 930521, d urlng rod sequence exchange, 
calculated R factor less than R setpoint Caused by R fector 
calculated out during power shaping rod moves Rod pattern 
adjusted |i verified W/6306J7 Itr. 

MINGO, H.D., GREEN. H J Tennessee Valley Authority 03/06/17 
□ 'REILLY, J P. Region 2, Office of Director 3pp 19014’ 067 24X 

Fiche 50-260,03/06/17.0306280375 
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8306300224 UER e3-02Q/OaL-0 on 830026< dui mg normal oporati on> HPCI sijfi 
declared inoperable due to bloion inverter fuse Fuse 
replaced HHCt turbine control valve failed to open due to 
mlsadjUBted rod Rod adjusted 11/830622 Itr 

CARTERtS < OREENiH d Tennessee Valleij Authority S3/06/22 
a'RElLLViJ P Region 2, Office of Director 3pp 19119 203 24X 

Fi Che 50-260i 03/06/22, 8306300224 


8306300181 LER 83-029/03L-0 on 030528. during normal operation, dryuel 1 
radiation monitor RE-90*~256 sample pump tripped Caused by 
bloion fuse Fuse replaced & dryuell air sampling sys returned 
to SVC W/a30624 Itr 

CARTER. S j OREEN. M d Tennessee Valley Authority 03/06/24 
D^REILLViJ P Region 2. Office of Director 3pp 19122 196 24X 

Fiche 50“260i 83/06/24. 0306300101 


V Operator Examinations 


8306140607 Discusses operator h senior operator licensing exome & 
schedule to facilitate uirltton & oral exams to be 
administered during uk of 830627 Approved ref mail listed in 
end requested by 030427 

VERRELLI.D M Division of Project 8< Resident Progiams 03/03/30 
OREEN. H.J Tennessaa Valley Authority 3pp 18841 346 24X 

Fiche 50-239. 83/03/30. 03O614O6Q7 


8306140626 Responds to 830330 request for renewal of OT McChristian 
Bonier Operator License 90P"29ao-2 License expired 
McChristian should reapply for license NRC mill consider 
request for uralver of exams 

VERRELLl.D M Division of Project 8< Resident Programs 83/05/12 
GREEN* H J Tennessee Valley Authority Ip 18042 006 24X 

Fichd 50-259.03/05/12.8306140626 


X Onsite Otorage of Lou Level klaste 


8306060102 Responds to 830422 Itr re determination of fees for 
lou level raduaste amend applications Fee determination 
acceptable 

MILL8<I- M Tennessee Valley Authority 83/06/01 HILLER. W 0 
License Tee Management Dranch ip 18719 399 24X 

Fiche 50-000. G3/06/01. 8306060102 


DOCKET 50-261 H D ROBINSON PLANT. UNIT 2 


F Security, medical, emergency ti fire protection plans 


0306140698 Ack receipt of 630131 Itr informing NRC of corrective 
actions taken in response to 621101 confirmation of action 
Itr re emergency preparedness program 

LEWIS. R C Division of Project U Resident Programs 03/03/31 
FURR.B J Carolina Power t< Light Co Ip 18641*268 24X 

Fiche 90-000. 03/03/31 . 8306140698 


— 8306140708 Submits status of corrective actions for deficiencies noted 
in 021101 confirmation of action Itr re emergency 
preparedness program 

UTLEY. E E Carolina Power Sc Light Co 83/01/31 O'REILLY.J P 
Region 2. Office of Director 2pp 18841*269 24X 

Fiche 90-000.03/03/31.8306140690 


8306090391 Releases public version of revised emergency response 
p Ian 

FELTON. J M Division of Rules and Records 83/06/01. Document 
Management Branch Ip 18014 004. 24X Fiche 50-261. 63/06/01 c 

8306090391 


—8306090394 Public version of Rev 13 to emergency response plan 
ZIMMERMAN. B R Carolina Power U Light Co, 83/05/16 3l2pp 
18814 089 24X Fiche* 50-261. 83/06/01 . 8306090391 


B3060801S5 Forwards addi info re App R exemption requests for pipe 
a 1 1 ey. component cooling water pump room Sr reactor coolant 
pump bay areas Exemption request for pipe alloy withdrawn 
W/two overslxe drawings Aperture cards are available in PDR. 
EURYjL. W Carolina Power Sr Light Co 83/06/07 VAROAi 8 A 

Operating Reactors Branch 1. J02pp. 10770 257 24X 

Fiche. 90***261. 83/06/07. 8306080122, 


8306290420 Forwards IE Insp Rept 90-261/83-13 on 830902-06, No 
noncompliance noted 

VERRELLI.D M Division of Project Sr Resident Programs. 83/06/06 
UTLEV.E E Caroline Power Sr Light Co 2pp 19053.101 24X 

Fiche* 90-261. 83/06/08. 8306290420. 


—8306290426 IE Insp Rept 90-261/83-13 on 830502-06 No noncomp liance 
noted, Major areas inspected emergency preparedness 
CLINE. W E. r DECKER. T R. Rsgion 2. Office of Director. 

JENKINS. 0 R. Division of Emirgency Preparedness Sc Materials 
Safety. 03/06/07 7pp 19053163 24 X Fiche 90-261.83/06/00, 

8306290420 


0306220273 Confirms tolcon w/IE r* acceptability of emergency responae 
facilities Locations of alternate locations for offsite 
personnel to assemble to communicate w/emergency operations 
facilities acceptable 

HURFORD.W J Carolina Power Sr Light Co 83/06/17 DENTON. H. R 
Office of Nuclear Reactor Regulation. Director, Ip 18926*033 24X 

Fiche 50-000.03/06/17.8306220273 


0 Adjudicatory correspondence 


8306160007 Advises that NRC will prepare ElB for steam generators AQLB 
will be informed of projected issuance date 
KARMAN. M Hearing Dranch 1 03/06/14, MAR0ULIE8, M B i 

HETRICK. D L . KLINE. J R Atomic Safety and Licensing Board Panel 
Ip 10Q61 396 24X Fiche 90-261.83/06/14,8306160007 


P Operating license stage documents Sr correspondence 


8306070193 Responds to B21013 Ur finding util position on NUREG-0737, 
Item II K 3 25 re power on pump seals acceptable Addl 
info re componsnt cooling water pumps B 6 C clarified 
Both pumps autDfflatlcally tripped by containment spray ays 
ZIMMERMAN. 8 R Carolina Power Sc Light Co 83/05/31 VAROA, 9 A 
Operating Reactors Branch 1 2pp 18736 241 24X 

Fiche 90-261. 03/05/31,8306070153 


0306070101 Responds to 821001 Itr re util 801231 response to 
NUREO-0737. Item III.D 3 4. ‘’Control Ropm Habitability.'" 
Control ream J-IVAC sys modified to reduce unflltered leakage 
Evaluations 6 recommendations re NU8-3696 end. 
eURY.L W Carolina Power it Light Co 83/06/02 VARGA. 6 A 
Operating Reactors Branch 1 17pp 1073B 347 24X 

Fiche 50-261.83/06/02,6306070101 


8306100260 Forwards updated response to 030321 St 23 requests for addl 
Info re final steam generator repair rept. 

ZtMMERMAN.9 R Carolina Power 6 Light Co. 83/06/03 VAR 0 A. 8 A 

Operating Reactors Dranch 1 22pp 16907 013 24X 

Fiche 50-261.03/06/03. 0306100260 


8306170460 Notification of 030628 meeting u/util in Beth«sda,HD to 
discuss plans for repair/replacement of steam generators 
Agenda end. 

REOOA.G Operating Reactors Dranch 1 93/06/14 VAROA. 9 A 

Operating Reactors Branch 1 4pp 19906 355. 24X 

Fiche. 50-261.83/06/14. 8306170460 


8306200018 Notification of 930624 meeting u/util in 0ethesda,MO to 
discuss It schedule multi-plant actions. NUREO-0737 it plant- 
specific open items. 

REOUArO Operating Reactors Branch 1, 83/06/14. VAROA. 6 A 

Operating Reactors Branch 1 3pp 19709 121 24X 

Fiche* 90-261. 83/06/14. 8306200010 


5306220005 Documents B30606 tele on re util 630209 response to NUREO- 
0737, Item II. C 1 2. "Auxiliary Feedwater 8ys AutomaWc 
Initiation Sc Flow Indication ” Bypass signals do not block 
indicator. annunciator or reactor trip signals 

ZIMMERMAN. B R Carolina Power & Light Co. 63/06/17 VAROA. 9. A. 
Operating Reactors Dranch 1 2pp. 16927 360 24X 

FI Che 90-261.83/06/17.6306220009 


8306260003 Informs of progress made since 820719 meeting re Unresolved 
Befety Issue A-47, "Safety Implications of Control Sys. " 

Task Action Plan for A-47 completed Sept 1982 6 EOStO 
contracted for plant design review List of info needed and. 
EI8ENHUT, D.O. Division of Licensing 63/06/20 UTLEY. E E 
Carolina Power h Light Co 34pp. 19044*043. 24X 

Fiche 90-261.63/06/20,6306260003 


8 Inspection reports. IE Bulletins I, correspondence 


8306140076 Confirms 630328 enforcement meeting at Region H ofc tn 
discuss recent events at Brunswick 1 re standby gas 
treatment deluge sys St violation Involving radwaste 
shipments from Robinson 2 per 630322 telcon Agenda encl 
O'REILLY, JP. Region 2. Office of Director. 83/03/25 UTLEY, E.E. 
Carolina Power b Light C<» 2pp. 10838.342 24X 

Fiche* 90-000, 83/03/25, 6306I4007B 


8306140698 Ack receipt q# 930131 Itr informing NRC of corrective 
actions taken In response to 621101 confirmation of action 
Itr re emergency preparsdness program 

LEWIB,R C. Division of Project it Resident Programs. 63/03/31. 
FURR.B J Carolina Power it Light Co ip. 16841.268 24X 

Fiche. 90-000, 83/03/31, 8306140696 
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“-03OA1-4O7OB of corrective action* far deficiontle* noted 

in 62*1101 confiTRetion of action Itr re fimerflenctf 
l>re|iareifneii- program 

UTLEY. Caroilna Power L Lijjht Co B3/01/31 O^REILLV.J P 

Rasioni 2> Office of Oirector, 2pf 1B04J 2A^ 24X 

Fiche 30-000. 83/03/31. 8306 M0&*?8 


a30A140SA4 auppl* 810119 response to IE Bulletin 80-1 3. descr i b in^ 
relocation of emorgencii notification av* <EN9> power 
supply to emerffency power source EMS to be rslocateil in new 
tachnlcal support ctr presently under const* 

B, J Carolina Power & Light Cp 83/04/29 cJ'fiEILLVtJ P 
Region 2. Office of Director Spp 18832:219 24X 

Fi c h e • 3 0-2&1 « 83/04/29. 0306140264. 


B3O6S90524 Approves issuance of 8ALP rept Notes improvement in 
safetv~rela ted activi ti es. emei gencg preparedness 1< 
security & safeguards Weaknesses in 8A program will be 

O^RElLLYrJ P Repion 2. Office of Director 03/06/14 UTLEV, E E 

Carolina Power it Light Co 5pp 19049 282 24X 

F i c h e 50 * OOO. 03/06/ 1 4 . 0306290524 


—0306290531 Forwards 8AUP fiepts 50-325/93-09. 50-324 /B3'09, 50-261/03-07. 
aO“4OO/03-'lO «< 50-401/83-10 for Jen 1902 - Jan 1903 
Evaluation will he discussed in Raleigh. NC on Q30510 
LEWI8.R C Division of Project If Resident Programs 83/05/03, 

UTLEY, E E Carolina Power 8f Light Co 2pp 19049 207 24X 

Fiche 50-000.03/06/14.0306290524 


03061.40399 Conflrns 030510 mgt meeting in Raleigh. NC to review SALP 
proflram (first phase) results, per 830418 telcon Proposed 
agenda end. 

LEU£9rR.C Division of Project tt Resident Program* 83/04/89 
UTLEY, E.E, Carolina Power «c Light Co 3pp 10932 093 24X 

Fiche t SD-ODO.. 03/04/29, 0306140399 


0305110459 IE Info Notice 83-32, "Ruptured Am-24l flources Contained in 
Nall Logfllng Device." 5vc list end 

TAYLOfl. a, « B1 vision of aafegwardi <s Inspection Program* fPost 
830103), 03/08/26 Consolidated Edison Co of New Yorl. Inc 

125PJI 110831:043 24X Fiche: 50-000. 03/05/26# 83051 10450 


0305110460 IE Info Notice 83-34, -event Notification Info Worksheet “ 
Bye list 'frnd. 

JORDAN. E L Division of Emsrflenev Preparedness 4 Engineering 
Response (Post 830103). 83/05/26. Consolidated Edison Co, of New 

Ygrki Inc, 119pp. 18732.083 24 X Fic he. 60-000. 03/05/26, 8305110460 


8309110461 IE Irtft Notice 03-35, “Fuel Movement W/Control Hods 
Hlthdrawii at BWRs " Sve list end 

JORDAN, E. L Division of Emergency Preparedness 4 Etiginserlfig 
Retpense (Post 030103). 03/05/31. ConsoUdated Edison Co of Nsw 

York I rnd. U6pp 10738 200 24X Fiche DO-OOOi 83/05/31, 0305110461, 


•0306290537 BALP rept for Jan 1903 ■ 
« Region 2, Office of Director 
Fiche 50-000. 03/06/14. B306290B24 


Jan 1903 

03/OS/O3 64pp 19049 289 S4X 


-8306290553 Responds to 830503 SALP rept for Jan 1902 - Jan 1903 Reduced 
NftC attention may he approfiriate for Category 1 re fire 
protection NRC attention should be maintained at normal 
levels for emergency preparedness 

UTLEY, E E Carolina Power 8( Light Co 03/09/20 O^RElLLY, J P 
Region 2, Office of Director )6pp 19D49 354 24X 

Fiche 50-000, 83/06/ 1 4 . 0306290524 


—0306290595 Forward* replacement Page 8 to Attachment 2 of D309B0 Itr 
which commented on SALP rept 

EORY. L W Carolina Power it Light Co 03/09/27 O'REILLY, J P 
Region 2, Office of Director 2pp 19090' 009 24X 

Fiche 50-000,03/06/14,8306290524 


0306240470 Forwards request for addl info needed for Franklin Research 
Ctr review of 030204 response to IE Bulletin 00-11 on 
masonry wall design Info should be submitted by 830789 
VAROA. 9, A Operating Reactors Branch I 03/06/17 UTLEY. E E 
Carolina Power 6 Light Co 3pp. 10990 002 24X 

FJehs. 90-261. 03/06/17, 8306840470 


8306070173 Aclr receipt of 030426 Itr requiitlng TLD data colUcted 
during steam generator Insp for independent analysis af 
h»t« dose Data will be provided as eooit as available. 

ZIMMERMAN, e R Carolina Power fc Light Co B3/09/31 VAR0A.8. A 
Operating Reactors Branch 1 ip. 10/36:279. 84X 

F 1 c h e ; 9 0-86 1 , 33/05/ 3i , 0306070 1 72, 


B305H0479 IE Info Notice 03-40, "Need to Environmentally Qualify 
Epoxy Orowts 6 Sealers " Sve lift end 

JORDAN, E L Division of Emergency Preparedness Engineering 
Response (Post 830103) 83/06/22. Consolidated Edison Co. of New 

York, Inc. I13pp 19021: 179, 24X Fiche* 50-000, 03/06/22. 0303110475 


0306290247 Hespond* to IB Bulletin 03-03, "Check Valve Failures in 
Niter Cooling Eye of Diesel Oenerators. " No check valves 
installed in branch connection piping from main sve water 
hiacfars to diesel generator components 

FUflft^D J C«rollna Power h Light Co 03/06/00. O'REILLV, J. P. 
Region 2, Office of Director ip, 19056.004. 24X 

Fiche: SO-261, 03/06/00, 8306290247 


8306290420 Forwards IB Insp Rept 50-261/03-13 on 830502-06, No 
noncompliancB noted. 

VBRRELLlfO M. Division of Project 8c Realrient Programs, 03/06/00. 
UTLEY, E. E. Carolina Fewer tc Light Co, 2pp 19053' J81 24X 

Fiche* S0-S61, 03/06/08, 0306290420. 


—8306290426 IE Insp Rept 50-261/03-13 bn 030902-06. No noncomp 1 1 ance 
nated Kajor areas inspected* emergency preparedness. 

CLiiNEpN.E. , D6CHER,T H, Region 2, Office of Director. 
jeNKINa,0. R. DivisUn of Emergency Preparedness h Meterlals 
Safety. 03/06/07. 7pp. 19093 103. 24X Fiche; 50-261, 03/04/00/ 

0306270420, 


8305110477 IE Info Notice 03-41, "Actuation of Fire Suppression Sys 
Causing Inoperabl 1 1 ty of Safotg Related Equipment " Sve list 
enc I. 

JORDANjC. L Division of Emsrflency Preparedness fc Engineering 
Rtsppnse (Post 030103). 03/06/22 Consolidated Edison Co. of New 

York, Inc 120pp. 10997:007 84X Fiche: 90-000, 03/06/22, 03O5UO477 


0309110479 IB Info Notice 03-42, "Reactor Mode Bultch Malfunctions " 
8vc list end 

JORDAN, E.L Division of Emergency Preparedness fc Engineering 
Retponss (post 030103) 03/06/23 Consolidated Edison Co of New 

York, Inc 116pp. 18996' 242 24X Fiche 90-000,03/06/23,8309110479 


8305110403 IE Info Notice 83-43, "Improper Bettings of Intermediate 
Range <IR> High Flux Trip Betpolnts " Bve list end 
JORDAN, E. L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 03/06/24 ConsoUdated Edison Co. of New 

York, Inc Il6pp 19046*297. 24X Fiche 50-000,03/06/24,0309110403 


R, Periodic operating reports b related correspondence 


6300110464 TE Info Notice 63-36, '*Imp*ct of Security Practices on Safe 
Operatiors- " 8vf list end, 

■JORDAN, E.L. Division of Emergency Prepar edness L EiTglnterlnp 
Reeponse (Post 030103} 83/06/09. Consolidated Edison Co. of New 

York, Inc, 117pg. 10030 200, B4X Fiche 90-000, 03/06/09, 0308110464. 


0306160420 Montlily operating rept for Apr 1903 W/830910 Itr 

NOHRJ0, M,R., 0TARHEV,R. fl Carolina Power 6 Light Co. 03/09/08. 
DEYOUNOfR C Director's Office, Office of Inspection and 
Enforcement. 4pp. 18860; 033. 84 X Fiche. 50-861, 63/09/02, 0306160420 


0305110470 ZE Info Notice 03-30, "^Oefective Heat Sink Adhesive 6 
Bileisicallv Induced Chatter In Relays Within Printed 
Circuit Cards. " 8vc list end. 

JORDANtE. L. Division of Emergency Preparedness it Engitieering 
Rttponsf <Ppst 030103} 83/06/13. Consolidated Edison Co of New 

Yorkf Inc. ii0fp. 10920; 225 24X Fiche ; 50-000, 83/06/13, 0309110470. 


0306140405 Monthly operating rept for Mey 1903 W/030610 Itr. 

NORRIS, H R.f BTARKEYiR. B Caroline Power it Light Co 83/06/02 
DEY0UN0i9 C. Director's Office, Office of Inspection and 
Enforcement. 9pp. 18830:091. 84 X Fiche; 90-261, 03/06/02, 0306140409. 


0 Repoftabls occurrences, LERs A related correspondence 


0306090010 IE Info Notice 83-37, ^Transformer Failure Reeulting From 
Degraded Internal: Connection Cables. ** Bve list end. 

JOflD^,-E. L. Division of Entrgency Preparedness & Engineering 
Response {Poet 830103), 03/06/13. ConsoUtfated Edison Co. of New 

V«rk« Inc. 843pp. 10921:001 84X FI c h e* 50-000f 03/06/13, 0306090010. 


0306070161 LER 03-006 /03L-0: on B30427, during testing of spare pump 
installed to replace sve water pump A, pump tripped on 
overeurrent Apparently -caused by internal binding of shaft 
as result of debris in iwpeHet* assembly. W/030926 Itr. 

COX,H. T. , STARKEY, R.B Caroline Power it Light Co. B3/09/86 
O'REILLY, J.P Region 2, Office pf Director. 4pp. 10736:204. 24X 

Fiche* 50-261 1 03/09/26, 0306070 1 6 1 . 
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0306070102 LER Q3-007/03L-0 on 030429, PORV RC-455C bailed to niet*t 
required cycle time & failed to open full^ on eubsequent 
attempt Caused by galling of </alve plug to cage due to 
rubbing of Btalnless steel in dry condition W/B30527 Itr 
CQXfH T I STARKEY, R B Carolina Pouor Si Light Go B3/0S/27 

O'REILLY, J P Region 2. Office of Director 4pp 1G736 321 24X 

Flche S0-S6I. 03/03/27. 0306070109 


8306200002 LER 03-OOB/O3L-O on 030506, safety injection accumulator 
level transmitters found out of calibr Caused by instrument 
drift Transmitters recalibr & replacement mod developed 
W/830606 Ur 

COXi H T j STARKEY, R Q Carolina Pouer & Light Co 83/06/06 

O'REILLY, J P Region 9. Office of Director 3pp IG904 022 94X 

Flche 50^26 i , 03/06/ 06, 0306200009 


8306200109 LER 03-OO9/O3L-O on 830507, ui/un it shut down for steam 
generator insp outage, flou transmitter rT-‘495, loop C Bteam 
flou found out of calihr Caused by instrument drift 
Transmitter recalibr & returned to sve W/D30607 Itr 
COX, H T , STARKEY, R D Carolina Power !< Light Co 03/06/07 

O'REILLY, J P Region 2, Office of Director 3pp 18903 iso 94X 

Flche 50-261 , 03/06/07, 03062001 08 


0306200109 LER GS-OlO/OlT^-O on B30525, revi ew of eddy current date 
revealed 137 S( 906 defective tubes identified in steam 
generators D & C, respec lively All defective tubes taken out 
of SVC W/030608 Ur 

GOX.H T , STARKEY, R B Caioljna Power U Light Co 03/06/00 

O'REILLY, JP Region 2, Office of Director 3pp 10903 2S5 24X 

Flche 50-261.03/06/00, 8306200109 


B3062804S9 Informs that operational data for completion of HEPA 
filtration sys extended to 031001 due to difficulty in 
adopting ventilation sys to accommodate demands of HEPA 
filtration per Suppl 1 to NUREO-O/a? 

HOSOLF, D Northern States Power Co 83/06/90 Office cf Nuclear 
Reactor Regulation, Director Ip 19010 320 24X 

Flche 50-000,83/06/20.0306200459 


P Operating license stage documents & correspondence 


0306010441 Buhmiti response to lOCFRSO 49, "Environ Qual i f icati an of 
Electrical Equipment Important to Safety foi* Nuclear Power 
Plants " Master list of safety-related electrical equipment 
end 

MUSOLF, D M Northern States Power Co 03/05/19. Office of 
Nuclear Reactor Regulation, Director 30pp 10674,878. &4X 

Fiche 50-263, 83/05/19,8306010441 


0306150576 Foruardf safety evaluation of util submittals re HUREQ-0737i 
Item XI D 2 on plant shielding mods Item resolved, 

VA99ALL0, D 8 Operating Reactors Branch 8. 83/03/23 MU80LF, D, M 

Northern Btetes rower Co 4pp, 10067; 034 , 24X 

Fiche 50-263, 03/05/23, 8306150576 


8306020523 Notification of 030616 meeting ui/ut Ll« Bechtel 8, 00 in 
Bethesda.HD to discuss pipe cracks in recireulat ian sys 
piping 

NtCOLARAB.H Operating Reactors Branch 8, 03/05/25. VASSALLO, P, S, 

Operating Reactors Branch 2 Ip. 10715,143. 84X 

Flche 50-263, 83/05/25, 0306020523. 


DOCKET 50-863 MONTICELLO NUCLEAR OENERATINO PLANT 
F Security, medical, emergency & fire protection plans 


0306060247 Forwards IE losp Rept 50-263/03-07 on 030402-0501 No 
noncomp 1 lance noted 

SHAFER, W 0 Region 3, Office of Director 03/05/19 LARBON.C E 
Northern States Power Co 2pp IB727 235 24X 

Fiche 30-263, 03/03/19. 0306060247 


—0306060251 IE Insp Rept 50-263/83-07 on 030402-0501. No noncompHance 
noted Major areas inspected operational safety verification, 
including physical security plan imp lementation, onsite 
review committee S, personnel changes 

DROWN, C H , WALKER, R D Region 3, Office of Director. 03/05/i9 
3 pp 10727 237 24X Flche. SO-263, e3/05/19i 0306060847 


8306100095 Forwards finalized rept re emergency preparedneaa insp 
followup on 030516-20 Procedures for containment air 
sampling completed & implemented 

MARTIN, JD, THOMAS, WV Dattello Memorial Institute, Paclfip 
Northwest Laboratory 83/05/25 PATTERSON, J Region 3, Office of 
Director. i7pp 1 0802 845 94X Flche. 50-263, 83/05/25, 0306100095. 


8306160430 Bubmits addl info to close out open items Identified in 
010212 firs protection SER per App R, Section III.O 2 
requirements Cable tray penetrations supply ducting 
verified for 3 h resistance. 

HU80LF, D. Northern States Power Co 03/06/07 Office of Nuclear 
Reactor Regulation, Director 4pp 1GB60'226 24X 

Flche 50-263, 03/06/07, 03061604 30 


8306200108 Inform* of change in design of control room ventilation 
sys smoke detection & isolotion sys to upgrade control 
room ventilation «ys to satisfy NUREO-0737, 

Item III D 3 4 requirements, 

MUSOLFiD Northern States Power Go, 03/06/13 Office of Nuclear 
Reactor Regulation, Director Ip 13903 250 24X 

Fiche. 50-263, 03/06/13, 0306200100, 


0306210094 Forwards Rev 13 pages to security plan Pages withheld 
<rff 10CFR73 211, 

MUBOLF, D Northern States Power Co 03/06/14 Office of Nuclear 
Reactor Regulation, Director 2pp 10914 ISO. 24X 
Flche 50-263, 03/06/14, 83062 1 0094, 


8306210072 Forwards lE Safeguards Insp Rept 50-263/03-00 on 830510-13 9c 
notice of violation Notice of violation withheld 
(ref 10CFR73 Pi) 

MILLERiJ R. Region 3, Office of Director 83/06/15. LARSON, C.E. 
Northern States Power Co 2pp 10914; 280 24X 

Fiche - 50-263, 03/06/15, 0306210078 


—0306210075 IE Safeguard* Insp Rept 50-263/83-00 on 030510-13, 
Noncompliance noted portions of protected area intrusion 
alarm ftys failed to function a* described, Detai Is withheld 
(ref 10CFR73 21) 

KNICELEY, J R , STAPLETON, B W , CREED, J R Region 3, Office of 
Director. 03/06/14 8pp 10914 222 24X Fiche, 50-263, 83/06/ 13i 

8306210072. 


0306230034 Notification of 830616 mPdting w/utiI,DC Bechtel in 
Bethesda.MD to discuss preliminary plans for modifulng 
recirculation sys piping 

NiCOLARASiH Operating Reactors Branch 2 83/05/25. VASSAL LQi P* B , 

Operating Reactors Branch 2 Ip, 10954,342. 24K 

Flche- 50^263, 83/05/25, 0306230034 


8306150466 Forwards safety evaluation of util submittals on NURE2-0737 
Items 1 A. 2 I 4, "Upgrading Reactor Operator Ic Qenlor 
Reactor Operator Training*' Ic 11. B 4, ‘'Trainirg for 
Mitigating Core Damage " Items resolved 

VA88ALLO,DB Operating Reactors Branch 2 03/06/03. MUDOLFiP.M. 

Northern Btetes Power Co 5pp 10069,214 24X 

Flche- S0>-263, 03/06/03, 0306150466. 


0306170353 Forwards Rev I to "8gs Description Bafety Relisf Valve 
Blowdown Control Bys for Nonticello Nuclear Generating 
Plant " Rept describes control lys mods to be implemented 
during 1904 refueling outage 

HU9DLF,D Northern Stats* Power Co. 83/06/13. Office of Nuclear 
Reactor Regulation, Director Ip 10080; 163 24X 

Fiche 50-263, 83/06/13, 0306170353. 


— 0306170354 Rev 1 to "Bys Description Safety Relief Valve Slowdown 
Control Bys for Monticillo Nuclear Oeneratlng plant.** 

REIMERSiO A , BETMA, 0 E , NAAF, D E NUTECH Engineers^ Inc. 
N8P-40-11O3 ROl. 03/05/10. 14pp. 18880.164 24K 

Flche. 50-263, 03/06/13, 8306170353. 


Q Inspection reports, IE DuUetina It cprreapondtnce 


8305060453 Informs that revised process as stated in responae to 
violation noted in IE Insp Rept 00-263/82-11 will not be in 
full effect until 030601. Rev Involved substantial changes 
in areas not originally anticipated 

LARBONtG E. Northern States Power Co. 03/04/26 NORELIim, C. E. 
Division of Engineering Ip 18343.144. 24X Fi che: 50-263, B3/04/&6r 

0305060453. 


B306060247 Forwards IE Insp Rept 50-263/83-07 on 830402-0501. No 
noncompHance noted. 

SHAFER, W D. Region 3, Office of Director. 03/05/19. LARSON, 0. E, 
Northern States Power Co 2pp. 18727*235. 24X 

Flche* 50-263, 83/05/19, 0306060247. 


—8306060251 IE Insp Rept 50-263/03-07 on 030402-0801. No ncncamp 1 lane# 
noted Major areas inspected* operetianal safttg verlf 1 eatioiif 
including physical security plan Impleaionia tion, on* i te 
review committee 6 personnel changes. 

DROWN, C.H , WALKER, R D Region Office of Director. 03/05/19. 
3pp. 10727.237. 24X Fiche 50-263, 83/09/19, 0306060247. 


8306100095 Forwards finalized rept re emergency prapartdnese insp 
followup on 830516-20. Procedures for containment air 
sampling completed 6 implemented. 

MARTIN, J B , THOMAS, U V Sattelle Memorial Institute* Pacific 
Northwest Laboratory. 83/05/25 FATTER SON r J. Region 3, Office of 

Dlractor 17pp 10802,245. 24X Flche* 50-263, 03/05/25, 0306100098. 
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630911045B IE Ihfo Notlct Q3-S3i "Ruptured An)-241 Boiircbs Contained in 
Mill Logging Device " Svc litt end 

TAYLOR 4 J M Dlvitian Safeguards Inepection Program* <Ptt*t 
830103) 83/09/26 Conaol idatetf EdJ son Co New York* Inc 
125pji 18631.040 24X FI che; 50-000t 83/05/26, 830 91 1045G 


0305110483 IC Info Notice 83-43, "Improper Botting* of Intermediate 
Range < IR) High Flux Trip Setpoints '* Qvc list end 
v/ORDANi* E L Division of Emergency Preparedness 1, Engineering 
Response <Po*t 030103) 03/06/24 Consolidated Edison Co of New 

York, Inc ll6pp 19046 297 24XFiche 50-000,83/06/24.0305110483 


6305110460 IE Info Notice 83-34, "Event Notification Info Worksheet ** 
Svc lift end 

JORDAN. E L Oivifion of Emergancy Praparednast it Engineering 
Retponie (Post 830103) B3/05/S6 Caneolldated Edison Co of New 

York. Inc llSpp 18732 089. 24)E Fiche: SO-000. B3/09/26. 83081 104&0 


8306060084 Commands NRC re result* of piping inep at BMRs 
Leak-befare-break concept continues to sustain validity of 
technical bases. Utils giving consideration to mare permanent 
Measure*. 

NEILS. O H Northern State* Power Co. 83/05/26 DENTDN*H R Office 
of Nuclear Reactor Regulation* Director 2pp 16719*335. 24X 

riche 50-000* 83/05/26 . 8306060084 


R Periodic operating reports 8( related correspondence 


8306020088 Nontttly operating rept for Mar 1933 W/830412 Ur 
HYRABD, A L . NUBOLF. D Northern States Power Co 03/04/05 
Office of Resource Hanegement, Director 5pp 18691 198 24X 

Fiche 90-263.83/04/05.8306020083 


8306200105 Monthly operating rept for May 1933 N/030610 Ur 
HYRABO. A. L . MUBOLF, D Northern States Power Co B3/06/02 
Office of Resource Management. Director 5pp 19903 269 84X 

Fiche 50-263.03/06/02. B306200105, 


0303110461 IE Info Notice 83-35* "Fuel Movement M/Control Rod* 
Wtthdraiim at BWRs. ** Svc list end 

JORDAN* E. L, Division of Emergency Preparedness 8 Engineering 
Response CFost 830103) 83/05/31. CnnsoHdated Edison Cp of New 

Yorkr Inc I16pp. 10732,208 24X Fiche 50-000.83/05/31.0305110461 


0306170134 Responds to IE Bulletin 03-O3.An applicable check valves 
will be tested in accordance u/bulletin following revs to 
surveillance test praeedurae ti installation of described 
mods during 19B4 refueling outage 

LARBON. C E. Northern Btatas Powar Co 93/06/06. KEPPLER.J Q 
Region 3. Office of Director. 2pp. 1S07B 347 24X 

F i c)) e: 50-263 . 03/06 / 00, 83061 70 1 34 


6305110464 IE Info Notice 63-36. "Impact of Security Practices on Safe 
Operatione. " Bvc list end. 

JORDAN. E L Division of Emergency Preparedness !< Engineering 
Response (Post 030103). 03/06/09 ConsoU dated Edison Co. of New 

York. Inc. U9pp. 16830 2fl0 24X Fiche 50-000*83/06/09.8305110464 


0305110470 IE Info Notice B3-30. '^Defective Heat Bink Adhesive te 
Seltmlcally Induced Chatter In Relays Mithin Printed 
Circuit Cards ** Bvc list end 

JORDAN. E L Division cf Emergency Preparedness 1. Engineering 
Reeponse (Post 030103). 03/06/13 Consolidated Edison Co. of New 

York. Inc llBpp. 10920:225 24X FI c he: 80-000. 83/06/13. 03051 10470. 


8 . Reportable occurrences, LERs It related correspondence 


8306130430 LER 03-O1O/O3L-O on 030226. during surveillance testing, 
outboard MSIVi A0-2-86B closed faster than value stated in 
Tech Bpec Table 371 Caused by oil leak from needle valve 
asaembly on bottom dashpot cylinder head W/B30601 Itr 
RUBY.O T, MUBOLF. D Northern States Power Co 03/06/01 Region 
3. Office of Director 2pp 10021 190 24X Fiche 50-263,03/06/01, 

8306130438 


DOCKET 50-265 QUAD-CITIES STATION. UNIT & 


F Becurliy, medical, emergsncy Ic fire protection plans 


0306130405 Forward* IE Insp Rept* 50-254/03x15 tt 50-266/03-13 on 
830510 x 13 No noncompliance noted 

PAPERlELLOrC, J Region 3. Office of Director 83/05/27 REED. C 
Commonwealth Edison Co 2pp 18023 064 24X Fiche. 50-254. 03/05/27. 

8306130405 


—8306130412 IE Xnsp R«pbs 50-254/83-15 it 50-265/B3-13 on 030510-13 No 
noncampl lance noted Major areas inspected: emergency 
preparedness esercise 

PMILLIPB.M.i BKITH.M, , AXEL0DN. N L Region 3. Office of Director 
03/05/27 26pp 10823*066. 24X Fiche* 50-S94* 03/05/27, B30613040S. 


0306090010 IE Info Notice 83-37, “Transformer Failure Resulting From 
Degraded Internal Cannection Cables." Svc list end. 

JORDANrE.L. Division of Emergency Preparedness tc Engineering 
Response <Post 030103}. 03/06/13 Consolidated Edison Co, of New 

York. Inc. Q43pp 10921:001. 24X Fiche* 50-000. 83/06/13* 0306090010 


8306160071 Releases public version of revised emergency plan 
implementing procedure* 

FELTDN, J M Division of Rules and Records. 03/06/07 Document 
Management Branch Ip 10072*349. 24X Fiche; 50-254, 03/06/07. 

0306160071. 


0306210072 Forward* IE Safeguard* Insp Rept 50-263/03-00 on 830810-13 b 
notice of violat 1 on. Not i ce of violation withheld 
Cref 10CFR7a2U 

miller* J.R. Region 3. Office of Director. 03/06/15 LARBONiC. E 
Northern Btates Power Co 2pp. 19914*220 24X 

Flchej 80-263. 03/06/18*8306210072. 


—0306210075 IE Bafaguards Insp Rept 90-263/03-00 on B305ID-13. 
Noncompliance noted . portions of protected area intrueion 
alarai sys failed to function at described Detail* withheld 
(ref 10CFR73.Zt), 

KNXCELEY.J, R * 0TAPLETONi B. U. , CREED. J. R Region 3* Office of 
Director 03/06/14 2pp 10914! 22S 54X Fiche. 00-263, 83/06/15* 

8306210072. 


0306210177 Ack receipt of 830511 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 90-263/03-01 
KEPPLERiJ. O. Region 3, Office of Dirac tor. 03/06/19 LARBON* C.E. 
Northern States PoNer Co, ip. 10915*156 24 X Fiche. 50-263, 

03/06/15* 0306210177. 


0305110475 IE Info Notice 03-40* "Need to Envlronmonte LI y -(kualify 
Eposy Orout* -Ic 5ealirs. " Svc list end. 

JORDAN. E. L. Pi vision of Emergency Praparadnes* It Engineering 
Response (Post 030103). 03/06/22. Consolidated Edison Co of New 

York. 2nc. Il9pp. 19021.179. 24X FI ch ■: 90-000. 03/06/82. 0309110475 


6305110477 IE Info Notice B3-41. "Actuetion of Firs Suppression By* 
Causing Inoperability of Oaf ety-Relatad Equipment. " Svc list 
end. 

JORDAN* E. L. Division of Emergency Preparadnes* Ic Englnterltig 
Rasponse (Post 830103). 63/06/82. Consolidated Edison Co of New 

Yorlf* Inc. 120pp. 10997.007. 24X Fiche* 90-000, 03/06/22, 8305110477. 


Notice 63-48* "Reactor Mode Switch Nal-f uncti ona, " 

ision of Emergencv Preparedness 6 Engineering 
.30103). 63/06/23. Consolidated Edison Co, of New 

ip. 10996:248. 24X Fiche: 50-000*03/06/23*8305110479 


— 0306160077 Public version of Rev 11 to Emergency Plan Implementing 
Procedure OEP 950-0. "Emergency Equipment it Bupplles" it Rev 
5 to QEP 590-Tl. "Environ Sampling Supplies." Receipt 
form end 

e Commonweelth Edison Co, 03/05/04 Office of Nuclear Reactor 
Regulation. Director. 6pp 10878*390. 24X Fiche: 50-294* 83/06/07* 

0306160071 


P Operating license stage documents It correspondence 


8306090194 Discusses util interpretation of 10CFR90 49, "Environ 
Quelification of Electrical Equipment Important to Bafety 
for Nuclear Power Plant* " Intent of rulemaking Is to 
require upgrade program for raplacemeni equipment not parts. 
FARRAR.DL Commonwealth Edison Co 03/06/03. DENTON* H R Office 
of Nuclear Reactor Regulation* Director 3pp 16796,090 24X 

Fiche; 30-000, 83/06/03* 0306090194 


0306090227 Informs that response to Oenaric Ltr 83-08 will be submitted 
by 030713 Info will include stress repts to detarmlne mod to 
vacuum breakers on Hark I containments 

RYBAK*B Commanweelth Edison Co. 63/06/06 DENTON* H R Office of 
Nuclear Reactor Regulation. Director Ip 10796 234 24X 

Fiche. 50-000. 03/06/06. 8306090227 


0306160333 Advises that manufacturers whose repts were used in 
technical avaluetion repts re environ qualification of 
flfctrical equipment have been contacted List of proprietary 
pages detailed In util 030513 ltr N/OE affidavit 

RYBAK* B Commonwealth Edison Go. 03/06/06 DENTON* H R Office of 
Nuclear Reactor Regulation. Director 5pp. 10861.304. 24X 

Fiche. 50-000* 83/06/06. 8306160233 


0306270324 Advisee that beta spectre measurements will be conducted 
et facilities on 030628-29 for NRC project* "Beta Particls 
Measurement 6 Dosimetry Requirements at NRC-Ltceneed 
Facilities " 

RATHBUNiL. A. Battelle Memorial Institute. Pacific Northwest 
Leboratory FIN B-244B 03/06/17 KEPPLER*J p Region 3. Office 

of Director Ip 18994 074. 24X Fiche, 50-854, 83/06/17* 0306270324. 
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Q Inspection reports. IE Bulletins correspondence 


0306320218 Act receipt of B304M payment of proposed civil penalties 
Response to notice of violation & proposed imposition of 
civil penalties tiiill be evaluated it corrective actions 
Biortiinod during future insps 

AXELRADiJ A Enforcement Stoff 03/0^/21 REED. C Commonueal th 
Edison Co 2pp IS'fSO 357 SdX Fiche 50-000,03/04/21.8306220218 


B306030139 Forwai ds IE Insp Repts 50-254/02-14 (. 50-265/82-12 on 
830419-20 No none omp 1 1 anc e noted 

LITTLE, W S Region 3. Office of Director &3/05/17 REED, C 
Commonwealth Edison Co 2pp 18704 39J 24X Fiche 50-254,83/05/17, 

8306030 1 39 


--0306030143 IE Insp Repts 50-254/02-14 ic 50-265/03-12 on 830419-20 No 
noncompl iance noted Major areas inspected action re IE 
Bulletin 00-11, "Masonry Uall Design *' 

NORTON, J F , WILLIAMS. C C Region 3, Office of Director 
03/05/16 4pp 18704 293 24X Fiche 50-254,83/05/17,8306030139 


8306010179 Informs of results of NRC review of relief requests fraei 
Iniervlce Insp requirements Relief granted in part, per end 
safety evaluation 

VAQSALLO. D D Operating Reactors Dranch 2 83/05/19 FARRAR, D L 

Commonweal th Edison Co 3pp 18696 010 24X Fiche 50-254,83/05/19, 

8306010179 


— 0306010162 Safety evaluation supporting, in part t. denying In part, 
requests for relief from Inservice insp requirements 
# Office of Nuclear Reactor Regulation, Director 03/05/19 9pp 
18696 013 24X Fiche 50-254,03/05/19,8306010179 


—0209200365 "Quad Cities Nuclear Power Station Units 1 li 2 Inservice 
Insp Program, " technical evaluation rept 

s Science Applications, Inc NRC~03-8n-096 SAI -186-020-30 

82/09/17 NRC - No Detailed Affiliation Given 45pp 
10696 023 24 X Fiche 50-254,83/05/19,8306010177 


8305110458 IE Info Notice 83-32, "Ruptured Affl-241 Sources Contained In 
Well Logging Device " Bve list end 

TAYLOR, J, N Division of Safeguards it Inspection Programs {Post 
830103) 83/05/26 Conso I i da ted Edison Co of New York, Inc, 
123pp 18031 043 24X Fiche 50-000,83/05/26,0300110458 


030SU0460 IE Info Notice 83-34. "Lvent Notification Info Worksheet. » 
Bve list end 

JORDAN, C U Divifllon of Emergency Preparedness 8, Engineering 
Response (Post 030103) 03/05/26 Consolidated Edison Co of New 

York, Inc U5pp 10732 085 24X Fiche 50-000.03/05/26,0305110460. 


0306130405 Forwards IE Insp Repts 50-254/83-15 & 50-265/83-13 on 
030510-13 No noncompliance noted 

PAFERIELLOrC J Region 3, Office of Director 03/05/27 REED, C 
Commonwealth Edison Co 2pp 18823 064 24X Fiche 50-254,03/05/27, 

8306130405 


—8306130412 IE Ihsp Repts 50-254/03-15 & 50-265/03-13 on 030510-13 No 
noncompl lance noted Major areas inspected emergency 
preparedness exercise 

PHILLIPS, M , PLOBKIrT , 0L0ER8EN, N W Region 3, Office of 
Director 03/05/27 26pp 10023 066 24X Fiche 50-254,03/05/27, 

8306130405 


8305110461 IE Info Notice 83-35, "Fuel Movement W/Control Rods 
Withdrawn at BWRs " 8ve list end 

JORDAN. E L Division of Emergency Preparedness tt Engineering 
Response (Post 030103) 83/05/31 Consolidated Edison Co. of New 

York, Inc. Ii6pp 18732 208. 24X Fiche 50-000,83/05/31,0305110461 


03O6O6O3OB Ack receipt of 030405 Itr informing NRG of eteps taken to 
correct violations noted in IE Insp Repts 50-254/02-24 Ac 
50-265/82-28 

8PE98ARDiR.L Division of Engineering 03/05/31 REED, C 
Commonwealth Edison Co ip 18727 351 24X Fiche* 50-254, 03/05/31. 

0306060200. 


— 0306060212 Responds to NRC 030309 Itr re violations noted in IE Insp 
Repts 50-234/02-24 8, 30-265/82-20. Correct Ivt actions onsite 
review conducted on 030228 documenting computer program need 
for integrated leak rate test, 

RYBAK* B Commonwealth Edison Co 83/04/03 KEPPLER, J 0 Region 
3, Office of Dlrsctor 6pp, 10727' 352 24X Fiche 50-254, 

03/05/3 1 , 8306060200 


0306070175 Forwards corrected Page 1 to IE Insp Repts 50-234/83-14 It 
50-263/83-12 on 030419-20 No noncomp 1 lance noted 
LITTLE, W 8 Region 3, Office of Director 03/06/03 REED.C 
GommonueaUh Edison Co Ip 18/36 331 24X Fiche 30-254,83/06/03, 

8306070175 


—0306070190 Corrected Page 1 to IE Insp Repts 50-254/03-14 it 
50-265/83-12 on 030419-20 No none omp 1 ianc# noted Major 
areas Inspected licensee action re IE Bulletin 00-11, 

"Masonry Wall Design " 

waWTON. J F , WILLIAMS, C C Region 3, Office of Director 
03/06/02 ip 18736 332 24X Fiche 30-254.83/06/03,0306070175. 


6306100149 Forwards Rev 3 to "IBO-Dag Rept in Response to IE Bulletin 
BO-li for Dresden 2 & 3 6 Quod Cities 162" 

RVDAK, B Commonwealth Edison Co 03/06/06. KEPPLER, J 0 Reglbn 3, 
Office Of Director 2pp 10BO4 161 24X Fiche 50-000,83/06/06, 

8306100149 


—0306100156 Rev 3 to "iBO-Day Rept In Response to IE Bulletlfi 00-11 for 
Dresden 2 Sc 3 |< Ouad Cities 1 tc 2 *' 

• Commonwealth Edison Co 83/05/09. 129pp 10004 163. 24X 

Fiche 50-000,83/06/06,8306100149 


8306100094 Forwards responie to IE Bulletin 03-03 re diesel genirator 
cooling water check valves Plants utllire Mission Duo-Check 
valves employing hlng»-to-pin design for protection against 
vibration-induced failure 

BARNE0, P L Commonwealth Edison Go 03/06/07. KEPPLER, J.O Region 
3, Office of Director 7pp 100 02 230 24X Fiche- 50-000, 03/06/07, 

8306100094 


8306170300 Forwards response to IE Bulletin 03-03 re diesel generator 
coaling water check valves Valves at Dresden It LaSalle 
acceptable u/o further insp Rept on valve failures at Quad 
Cities will be submitted within 90 days of insp completion. 

BARNES, P L Commonwealth Edison Co 03/06/07. KEPPLER, J.O Regian 
3, Office of Director 7pp 10Q0O 211 24X Fiche: 50-000, 83/06/07, 

0306170300 


0305110464 IE Info Notice SQ-36, "Impact of Security Practices on Safe 
Operations " 8vc list enc 1 

JORDAN, E.L Division of Emergency Preparsdnest It Engineeriing 
Response (Post 030103) 03/06/09 Consolidated Edison Co of New 

York, Inc iiVpp. 18830 280 24X F 1 c hs: 50-000, 03/06/09, 8305110464. 


0305110470 IE Info Notice 03-30, "Defectiva Heat Sink Adhtsiva 6 
Beiimicallg Induced Chatter in Relays Within Printed 
Circuit Cards " 8vc list encl 

JORDAN, £ L Division of Emergency Preparedness Ic Engineering 
Response (Post 830103) 03/06/13 Consolidated Edison Co. of Neu 

York, Inc liBpp 18920 225 24X Fichs 50-000, 03/06/13, 0305110470. 


0306090010 1£ Info Notice 03-37, "Transformer Failure Resulting From 
Osgraded Internal Connection Cables ** Sve list encl 
JORDAN, E L Oivlilon of Emergency Preparedness I, Engineering 
Response (Post 830103} 63/06/13 Consolidated Edison Co of New 

York, Inc 243pp 10921 001 24X Fiche* 50-000, 03/06/13, 0306090010 


0306220067 Oummarites revised schedule for util review of automstsd 
analytical Instrumentation sys multlplet analyiii 
capability per IE Insp Repts 50-254/02-13 It 50-265/02-15 
RYBAK, B Commonwee 1th Edison Co. 83/06/13. PAPER 1 ELL D, C. J. Region 
3, Office of Director. 2pp. 18928’ 100. 24X Fiche. 50-254, 63/06/ 13> 
8306220067 


0306300235 Forwards IE Insp Repts 50-837/03-12,50-249/03-10, 
50-254/03-13 If 50-265/83-11 on 820412-14 It 0506 l< 16 It 
notice of violation 

LITTLE, W 8 Region 3, Office of Director 83/06/16 REED, C, 
Commonwealth Edison Co 2pp 19128’ 279 24X Fiche: 50-000, 83/06/16, 

8306300235 


—0306300238 Notice of violation from Inep on 030412-14 It 0506 It 16. 
LITTLE, W 8 Region 3, Office of Director. 03/06/16, 2pp. 

19122 201 . 24X Fiche ’ 50-000, 03/06/16, 8306300235. 


—8306300246 IE Imp Repts 50-237/03-18, 50-249/03-10, 50-854/03-13 It 
50-265/83-11 on 830412-14 it 0506 it 16 NoncompUsnce noted' 
as-built confirguration (for pipe anchor R133 in pressure 
suppression sys) differed from original design. 

YlNiI.T. Regions, Office pf Director. 83/06/15. 9pp. 

19122’ 283. 24X Fiche 50-000, 83/06/16, 0306300235. 


8306220028 Ack receipt of 030509 Itr informing NRC of stepi taken to 
correct violations noted in IE Inep Rspti 50-854/08-26 6 
50-265/82-26 

KEPPLER, J.O Region 3, Office of Director 03/06/17. REED,C. 
Commonwealth Ediion Co Ip 18930 036. 24X Fiche. 50-854, 03/06/17, 

0306220020, 


—0306220034 Responds to NRC B304U Itr re violations noted in IE Insp 
Repts 50-854/82-26 I. 50-265/02-26 Corrective actions, startup 
procftdure revised to Include sign-off space verifying alarm 
has cleared 

REED,C Commonwealth Edison Co 03/05/09. Director's Office, 
Office of Inspection and Enforcemant. 7pp. 18930:037. 24X 

Fiche 50-254, 83/06/17, 0306220020, 
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6303110475 IE Infd Notic* 63-40. “Ndtd to Environni«ni« Ily duality 
El^ojry Orout^ & Saalars 8 src liifc rnc 1 

JD6I>ANj E L Division of Emarganey Pr e-paradnaii EnginaaTing 
Rasponia <Post 630103) Q3/0&/22 Consolidated Edison Co of Neu 

VoTfci Inc 115pp. l'902l:179 24X Fl ch«; 50-000i B3/0A/22. 6303110475 


8305110477 lE Info Notice 63-41. '‘Actuation of Fire eupprassion 9ys 
Causing Inoperab i litg of Safety-Related Equipment," Svc list 
and 

JORDAN. E, L Divleion of Emergency Praparedness St Enginaering 
Responaa (Post 630103) e3/0&7SS ConsoUdatad Edison Co of New 

York. Inc ISOpp 18997 007 24X Ficha 30-000. 63/0 A/S2> 63051 10477 


6305110479 IE Info Notice 83-42> "Reactor Node Suitch Halfunctions " 

8 VC list and 

JORIlANi E. L Division of Emergency Prapareifnass Si Enginaering 
Response (post 630103) 63/06/23 Consolidated Edison Co of New 

York. Inc. Ii 6 pp 18996:242 24XFiche 30-000.63/06/23*8305110479 


6305110463 IE Info Notice 63-43. "Improper Settings of IntoTAsdlate 
Range flR) High Flui Trip Setpoints.^' Svc list and 
JORDAN. E L Division of Emergency Praparadness Si Engineering 
Response (Past 630103) 63/06/24 Consolidated Edison Co. of New 

York. Ine n 6 pp. 19046:297. 24X Fl ch a: 30-000. 63/06/24* 83031 10463. 


R. Parladtc operating reports U related correspond once 


6306170314 Honthly operating repts for Hay 1963. W/B30606 Itr 
REINFURTER . E. • HZBAKiA « KALIVIANAKI&. N Cammonuaalth Edison Co, 
03/06/06. Diractor's Office* Office of Inspection and Enforcement 
22pp, 18077:042. 24X Ficha 50-2S4i 63/06/06. 630617031 4. 


3. Reportable occurrences. LEfts it related corraepondanc* 


B306170344 LER 63-000 / 03 L-0. on B30520.RHR pump 2B room watertight doer 
could not ba shut tlgfi tly. Ceuiad by bant pivot arm. Arm 
rapairad Ic RHR E loop declared opsrab 1 a. N/e30607 Itr. 

EAOLEiJ. * KALIV1ANAKI6. N Commonwealth Edison Co. 63/06/07 
KEPP(.£R*J. Region 3* Office of Director 2pp. 1086O'29i. 24X 

Ficha. S0-269i 63/06/07* 8306170344. 


8306270262 Potential Part 21 rapt re discrepancy In welding of 
turnbucktle aesamb 1 y. turnbud le-bol t interface it on top plate 
aseembly variable tpringe, 9A307 Orada B bolts not ASHE 
Section IX matl. Invest igatl on underway 

KARACIANIB, a, A. Elcan Natal Products Co 03/06/17 KEPPLER.JO 
Region 3. Office of Director 2pp. 16996:207. 24X 

Fleha: 50-000. 63/06/17. 6306270263. 


D0CHE7 30-266 POINT BEACH NUCLEAR PLANT. UNIT 1 


F. Sacurltyi msdlcali etnargancy fi fire protaetion plans 


6306020199 Ragutsts route approval for Irradlatad fuel ihipmentf 
from 0£ Morris facility at Harris* XL to reactor site in 
Two Rlvers.m.Bafeguardt info withheld <raf iOCFR73 21). 

DANEBEiF. L Nuclear Aeturanca Corp 83/05/10 HILLHAN. C, Division 
of Baftguards 3pp 18701:064 S4X Fi ch a. 50-266. 63/08/10. 
8306020199. 


8306060156 Provides update to 630426 Itr ra mods proposed to support 
App R esamptlon r agues ts. basad on 830523 Insp of Unit 2 AOS 
l( A06 iwltchgaar cabinets, 

FAV.C.W, Wisconsin Electric Power Co. B3/05/31. DENTON. H. R 
Office of Nuclear Reactor Regulation. Director. CLARK. R. A 
Operating Rctc.t«rs Branch 3 2pp. 1B72B 103, 24X 

Ficha: 50-266. 63/05/31. 63060601 56. 


6306140218 Responds to 630510 reguest far approval for abipmant of 
spent reactor fuel from Norrisj IL to fac ility. Route approved 
par 10CFR73, 87. Beni tl tad data ra arrangements 6 epprovad 
route encl. 

BHERR.T. 9. Kateriai Transfer Baftguards Licensing Branch.' 63/06/02, 
OAfCSE.F.L. Nuclear Assurance CfiTp. 7pp. 10644.315. 24X 

Ficha: 50-266. 03/06/02. 6306140216. 


8306090177 Ack receipt of 630406 V 0523 Itr informing NRC af etapa 
taken to correct violations noted in lE Insp Repts 
50-266/83-01 li 50-301/63-01. 

PAPERIELLO. C. J. Region 3. Office of Director. 63/06/06 
BUR 8 TEIN 18 . Uiscansin Electric Power Co. Ip, 16796:061. 24X 

Ficha: 30-266.93/06/06. 8306090177. 


—9306090185 Responds to NRC 630309 Itr re violations noted in IE Insp 
Repts 90-266/03-01 tr 50-301/93-01 Notice of violation 
inappropriately based on imp I enantatlon of listed iiamt. 

Plftf en-mlnute n-o tif lea tlons Inconsistent w/minor events 
FAV^O.W. Ml scons in Electric Power Go, 93/04/06. KEPPLER.JO 
Region 3. Office of Director. 3pp 16796:092, 24X 

Picbe: 50-866. 03/06/06. 6306090177. 


630613D447 Notifies that LAGL vital area analysis program personnel 
will reanalyxe original sites visited during early stages of 
program Revlst necessary to gather add! info due to major 
mods 6 redirection by NRC 

HINDiJ A Division of Radiological it Haterials Bafety Programs 
83/06/06 BURSTEIN.S Ul scons in Electric Power Co Spp 
16B21 209 24X Flcho 50-266.83/06/08.8306130447 


6306130431 Forwards SER re compliance (j/NURE 6-0737. Item III A \ 2. 
"Min Staffing Levels for Emergency Situations " Provisions 
for onshift staffing & augmentation acceptable 

HfND.J A Division of Radiological it Materials Safety Programs 
63/06/10, aURBTEIN. 9 Wisconsin Electric Power Co Bpp 
18821 215 24X Fiche 30-266.03/06/10.6306130431 


6306210100 Responds to 830603 Itr advising of status of util request to 
locate emergency operations facility at corporate 
headquarters in Milwaukee. WI New communication apparatus fic 
revised procedures enhance emergency capabilities 
FAY. C M Miscansin Electric Power Co 83/06/16 DEYOUNO. R C 
Director's Office. Office of Inspection and Enforcement 2pp 
10914 13B 24X Fiche 50-266,03/06/16.8306210100 


6306230356 Ack receipt of NRC 830603 Itr re status of util request to 
locate emergency operations facility (EOF) at corporate 
headquarters in Milwaukee. MI Past communication difficulties 
unrelated to divided EOF concept 

FAYrC U Mlsconsln Electric Power Co 63/06/16 DEYGUNO. R C 
Director's Office. Office of Inspection and Enforcement 2pp 
10943 317 24X Fiche 30-866.83/06/16.0306230356 


O, Adjudicatory correspondence 


B3D6090296 Order extending time until 030708 for Commission to act to 
review ALAD-7I9 

CHILK. 9 J Office of the Secretary of the Commission. B3/06/07 
Commissioners Ip. 10795237 24X Fi cho- 50-266. 03/06/07. 

6306090290 


J Insurance li Indemnity Information 


8306070404 Forwards Endorsement 71 to NELIA Policy NF-176 it Endorsement 
50 to MAELU Policy MF-53 

DUNDASi M J Mtsconsin Electric Power Co 63/05/lB Antitrust St 
Economic analysis Drench (Utility Finance). 3pp 10741 352. 24X 

Fiche 50-266. 83/05/ IB. 0306070404 


P Operating license stage documents h correspondence 


03O6O1O42B Advises of failure to complete installation 8 . place in 
operation portions of radioactive monitoring equipment for 
compliance w/NUREQ-0737. Item II. F 1 1. "Noble Oas 
Nonltortng '* Completion expeci^ed by B30630 

FAY. C U Wisconsin Electric Power Co. 03/05/25 DENTGN.H. R. 
Office of Nuclear Reactor Regulation. Director. CLARK.R A 
Operating Reactors Branch 3 3 pp 16679 32i 24X 

Fiche 50-266.03/05/25, 0306010426, 


6306100016 Requests route approval for irradiated fuel shipments from 
Nest Valley. NY to Two Rivers, Ml. 

DANEBE,F.L Nuclear Assurance Corp 63/05/26 HILLMAN. C. Division 
of Safeguards 3pp 18915.306 24X Fich e. 50-266. 83/05/26. 

B 3061 00010 


6306070086 Provides results of ch lor ine. b oron Sc pH analyses performed 
for chamica) test matrix, per NirRE(9-0737. Item 11 B 3. 

Criterion 10. to demonstrate analytical capabilities in 
praoencs of Interfering ion concentrations 

FAY. C (I Wisconsin Electric Power Co 83/06/03 DENTON. H R 
Office of Nuclear Reactor Regulation. Director Spp 10737 350 
24X Fic he. SO-266. 03/06/03. 0306070086 


0306200267 Forwards latest rev of FSAR Bretion 1 0. describing OA 
program, per 10CFR50 54(a>(2) Changas do not reduce OA 
program commitments previously accepted by NRC Bubstantlve 
changes summarixed, 

FAY, C W. Wisconsin Electric Power Co 03/06/10, KEPPLER.V 0 
Region 3. Office of Director 36pp 16901.063 24X 

Fiche 90-266.03/06/10.0306200267 


9306200260 Informs of further delay in implementing posi-THl-related 
Issues (fue to delay in shipment of auxiliary safety 
instrumentation panels from vendor* in response to 830314 
order 

FAVrC H Wisconsin Electric Power Co 03/06/16 DENTON. H R. 
Office of Nuclear Reactor Regulation. Director CLARK. R A 
Operating Reactors Branch 3 4pp i8901 J73 24X 

Fiche: 50-266. 63/06/16. 0306200260, 
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0306210091 Ri?quBst« mod to WPDES Permit WI -*0000957-2, removing pH 
limitations on sewage treatment plant retention pond 
effluents Hod will allow operation of plant & pond u/reduced 
additions of dissolved solids to envii on 

LIHOLE, vlU Hieconsin Electitc Power Co 03/06/16 Wisconsin. 
State of 3pp 1Q914 080 24X Flche SO-266, 83/06/16. 6306210071 


0306270275 Requests mod to WPDE8 Permit WI-0000957-2 to remove pH 
limitations on sewage treatment plant retention pond 
effluents Removal of limits will allow operation u/reduced 
additions of dissolved solids to environ 

LlNGLEivf W Wisconsin Electric Power Co 63/06/16 Wisconsin. 
State of 2pp 10996 170 fidX Flche 50-266.03/06/16.0306270275 


0306260443 Proposes hardware mod to ensure automatic initiation of 
auxiliary feedwater flow to affected operating unit w/o 
operator action Hod only affects motor driven auxiliary 
feedwater pumps motor-operated isolation valves 
FAY, C W Wisconsin Electric Power Co 83/06/20 DENTON. H R 
Office of Nuclear Reactor RegulatiQni Director CLARK. R A 
Operating Reactors Drench 3 3pp 19019 174 24X 

Flche 50-266. 00/06/20. 8306200443 


0306270146 Informs that util response to NUREQ-0737. Items II F 1 4. 
II F 1 5 II F 1 6 acceptable re installation of 
containment pressur e. water level St hydrogen monitoring eye. 

SER end 

CLARK, R A Operating Reactors Drench 3 83/06/21 FAY. C W 

Wisconsin Electric Power Co Bpp 19046 258 24X 

Flche 30-266.03/06/21.0306290146 


0306200397 Requests extension of deadline for certain environ 
qua 1 1 f 1 ca 1 1 on i terns. 1 isted in SER in Categories II A fic II C. 
until 3 months after meeting held to resolve deficiencies 
DUnSTEJN, S Wisconsin Electric Power Co 03/06/22 DENTON, H R 
Office of Nuclear Reactor Regulation. Director CLARK. R A 
Operating Reactors Dranch 3 2pp 19001 339 24X 

F i c h 0 30-266. 03/06/22. 8306200397 


Q Inspection reports. IE Dulletins (< correspondence 


03051 1045B IE Info Notice 03-32. "Ruptured Am-241 Sources Contained In 
Well Logging Device " Sve list end 

TAYLOR. J M Division of Oafeguards k Inspection Programs (Post 
830103) 03/03/26, Consolidated Edison Co of New York. Inc. 
12Spp 10031 043 24X Flche 50-000.03/03/26.0305110458 


0305110460 IE Info Notice 03-34. "Event Notification Info Worksheet '* 
Sve list end 

JORDAN. E: L Division of Emergency Preparedness S. Engineering 
Response (Post 030103) 03/05/26 Consolidated Edison Co of New 

York. Inc H3pp 10732 083 24X Flche 50-000.83/05/26.0303110460 


0305110461 IE Info Notice 83-33. "Fuel Hovement W/Control Rods 
Withdrawn at UWRs " Bve list end 

JORDAN. E, L Divioion of Emergency Preparedness 1. Engineering 
Response (Post B30I03) 83/05/31 Consolidated Edison Co of New 

Vark. Inc 116pp 18732 208 24X Fiche 50-000.83/05/31.8305110461 


8306070324 Confirms 830616 meeting u/util at Region 111 ofe to discuss 
8ALP Interested parties should submit advance notification 
by 830613 

NOR ELI US. C E Division of Project 8( Resident Programs 83/06/01 

BURBTEIN. B Wisconsin Electric Power Co Ip IO746'O0O 24X 

Ficha 50-266.03/06/01. 0306070324 


0306090177 Ack receipt of 830400 & 0523 Itr informing NRC of steps 
taken to correct violations noted in IE Inip Repts 
30-266/ 03-Oi k 50-301 /03-O1 

PAPERIELLO. C J. Region 3. Office of Director. 83/06/06 
BUR8TEIN.B Wisconsin Electric Power Co Ip. 18796 001 24X 

Flche* BO-266, 03/06/06. 8306090177 


—8306090185 Responds to NRC 830308 Itr re violations noted in IE Insp 
Repts 50-266/83-01 k 50-301/83-01. Notice of violation 
inappropriately based on implementation of listed items 
Fifteen-minute notifications inconsistent w/mlnor events. 

FAY. C. W. Wisconsin Elsctric Power Co 63/04/08 KEPPLER. J 0 
Region 3. Office of Director 3pp. 18776 082. 24X 

Fiche 50-266. 83/06/06. 0306090177. 


8306130146 Advises that no check valves Installed In flow path of 
cooling water for diesel generators. in response to lE 
Bulletin 83-03 re check valve failures in raw water cooling 
sys of diesel generators 

BURSTEINi 0, Wisconsin Electric Power Co, 83/06/06, KEPPLER, J 0 
Region 3, Office of Director. ip 18824:277 24X 

Fiche. 50-266, 83/06/06. 0306130146 


8305110464 IE Info Notice 03-36. "Impact of Security Practices on 6afe 
OperationB " Sve list end 

JORDAN. E L Division of Emergency Preparedness It EnglnteTifig 
Response (Post 830103) 03/06/07 Consolidated Edison Co of New 

York. Inc 117pp 10030 280 24X FI c h e 50-000. 83/06/09. 03071 10464 


0306230274 Forwards IE Insp Repts 50-266/B3-IO It 50-301/83-10 on 
830523-26 No noncompliance noted 

STREETER. J F Region 3> Of f ice of Direc tor 83/06/10 BURSTEINi 8. 
Wisconsin Electric Power Co 2pp 10745 127 24X 

Fiche 50-266. 83/06/10. 8306230274 


— 8306230277 IE Insp Repts 50-266/03-10 It SO-301/83-10 on 030523-26 No 
noncompl iance noted Hsjor areas Inspected nonllccnsad 
personnel training It licensed personnel requal i f icatlon 
programs 

HA08E. R A . HAWKINS. F G Region 3. Office of Director 03/06/10, 
4pp 18945 131 24X Flche 50-266. 83/06/10.8306230274 


8305110470 IE Info Natice 03-38. "Defective Heat Pink Adhesive It 
Selsffllcalty Induced Chatter in Relays Within Printed 
Circuit Cards *' 9vc list end 

JORDAN. E L Division of Emergency Preparedness Ic Engineering 
Response (Post 030103) 83/06/13 Consolidated Edison Co of New 

York. Inc llBpp 18920 225 24X Ficha: 50-000. 83/06/13. 8305110470. 


8306090010 IE Info Notice 83-37. "TransformeT Failure Resulting From 
Degraded Internal Connection Cables " 8vc list end 
JORDAN. E L Division of Emergency Preparedness It Engineering 
Response (Post 030103) 83/06/13 Consolidated Edisen Co of New 

York. Inc 243pp 18921 001, 24X Fic he- 50-000. 03/06/13. 8306070010, 


0306230260 Ack receipt of 830525 Itr infarmitig NRC of steps taken to 
correct violations noted In IE Insp Repts 50-266/83-04 It 
50-301/83-04 

NORELIUStC E Division of Project k Resident Progrema. 83/06/20. 
BURBTEIN* 8 Wisconsin Electric Power Co ip 18945:072 24X 

Fiche 50-266,83/06/20.8306230260 


—0306230261 Responds to NRC 030425 Itr re violations noted in IE Insp 
Repts 50-266/83-04 It 50-301/03-04. Corrective actions: 

Procedure HP 2 4 re containment entry chec k-in/chech-out 
sys deleted on 030520 

FAY.C W Wisconsin Electric Power Co 83/05/25 KEPPLER. J 0, 
Region 3. Office of Director 2pp JB945'073. 24X 

Fiche, 50-266. 03/06/20. 6306230260 


0305110475 IE Info Notice 83-40. "Need to Ervironmentallv Oualify 
Epoxy Orouts It Sealers " 6vc list end, 

JORDAN. E L Division of Emergency Preparedness It Engineering 
Response (Post 030103) 03/06/22 Consol idated Edison Co of New 

York. Inc il5pp 19021 179 24X Fic ho; 50-000. 83/06/22. 03051 10475, 


8305110477 IE Info Notice 03-41. "Actuation of Fire Suppression Sys 
Causing Inoperability of Safety-Related Equipment." Sve list 
end 

JORDAN. E L Division of Emergency Preparedness fa Engineering 
Response (Post 030103) 83/06/22, Consolidated Edison Co. of New 

York, Inc 120pp 18997 007, 24X Fiche: 50-000. 83/06/22. 03031 i0477. 


8305110479 IE Info Notice 83-42. "Reactor Node Switch Halfunctions " 
Sve list end 

JORDANi E L Division of Emergency Preparedness fa Engineering 
Response (Post 830103) B3/06/23 GonsoLldated Edison Co. of New 

York. Inc. 116pp, 18996,242 24X Flc h#“ 50-000, 83/06/23. 8305110479. 


8305110483 IE Info Notics 83-43, "Improper Bettings of Intermediate 
Range (IR) High Flux Trip Setpoints " 9vc list tncl 
JORDAN. E.L Division of Emergency Preparadness fa Engineering 
Response (Post B30103) 83/06/24. Cnnsol idated Edison Co. of New 

York, Inc 116pp 17046! 297 84X Flche: 50-000. 03/06/24, 0305110483. 


R, Periodic operating reports fa related correspondence 


0306200137 Monthly operating repts for Mag 1903 W/B30615 Itr, 

FAY, C W Wisconsin Electric Power Co 83/06/06 9pp. 18701:046. 
24X Fiche. 50-266, 83/06/06.0306200137, 


8 Reportable occurrences. LERs fa related correspondence 


8305020208 Forwards LER B3-003/01T-0, 

BURBTEIN, 8 Wteconiin Electric Power Co. 83/04/19 KEPPLER. J. 0. 
Region 3. Office of Director Ip 10277.271. 24X 

Flche* 50-266, 83/04/19, 8305020208, 
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—0305020231 LER B3-003/OIT-0 on 830406^ crit 1 c*l control pouir failure 
ilera received Ceuied by breaker* acc idental Jy opened by 
contractor per»nnttel eettin# up to pull wire* for control 
board aodt Brcakere cloaed 

FAViC. H Wl»coniln Electric Power Co B3-/04/1? Reyion 3. 
Office of Director. 2pp 1B277 272 24X Flch* 50-2d»&, 83/04/19* 

8305020208 


B30&300130 Ack receipt of 830506 1 tr re 8^0331 notice of deviation 
contained in IE Inep Rept 5O-267/03-O3 Implamentatl on of 
corrective actions will be rcvieuied dUT itiQ future insp 
Emergency plan procedure* must bo clarified 

MADSEN* 0 L Region 4* Office of Director 83/06/06 LEE. 0 R 
Public Service Co of Colurado 2pp 19122 329 24X 

FI Che 90-267,83/06/06*0306300130 


8306060078 bPDES noncomplianci. on 830525* daily «a« pH affluent limit 
•icetded Util coamenced invaetlgation of incident Ltr to be 
tent to Dept of Natural Reiourcee outlininfl raeolts 6t 
corrective action 

FAViC U Wliconiin Electric Power Co 83/05/27 Wiiconeln* State 
of Ip 18723 022. 24X FI Che S0-266i 83/05/27* 8306060078 


8306300058 NPDE8 noncompl lance notification on 830523, pH of retention 
pord diecharye eicetdid Unite Cauted by Ivake in retaining 
board used to elphon eludge from pond to diteharga Leak* 
rip air td on 830526 

FAViC W Hliconiln Electric Power Co 03/06/23 Wliconain* State 
of Ip 19120 237 24X Flchi 50-266.83/06/23,8306200058 


DOCKET 50-267 FORT BT, VRAIN NUCLEAR OENERATINO STATION 


F Security* aidieal* anergency Hre protection piano 


8306900104 Forwirdf cicluiion area boundary, emergency planning eon« 
• urvey team inventory, lilted in Health Phyileo Procedure 
HPP-37 6 Burvtlllanc# Procedure BR-HE-3-8A, in reiponet to 
NAC 821102 Itr 6 IE Imp Rept 50-267/82-14. 

LEE*O.R Public Service Co of Colorado BB/ll/17. MADSEN, 0 L, 
Region 4. Office of Director 4pp 19048:522 24X 

F i c h e. 50-267, 82/11/ 17, 8306300104. 


■0306300107 Rev 15 to Health Phytic* Procedure HPP-37^ “ftadlol ogical 
Emergency Reiplratorg Protection Inventory Litt " 
e Public Service Co of Colorado 82/10/01 i4pp. 1904B. S26 
24X Fiche 90-267,82/11/17*8306300104 


— 8306300111 Rev I to Surveillance Procedure 8R-HE-3-8A* “Radiation 
Protection Dept - On/Offeite Emergency Monitoring Eierclie, " 
e Public Service Co of Colorado 82/09/30 7pp 19048.240. 
24X Fiche 50-267*82/11/17,8306300104 


8306010293 Eitendf invitation to attend 830617 meeting in Denver* CO to 
dlicUii variom emergency planning I, preparednett topics 
including NRC* FEHA* State of CQ I, Held County roles in 
emergtncy response 4 evaluation 

COLLINS, J.T Region 4* Office of Director. B3/05/25. LEE* 0 R. 
Public Service Co. of Colorado 2pp 16672,190 24X 

Fiche. 50-267, 83/09/59, 83060 1 0293 


B3063000S9 Forward s corrected pages to radiological emergency cnercise 
scheduled for 030615 

WAREMflClUflO.D W Public Service Co of Colorado 03/06/07 
MONTCaMERV*J , COLLINS, J T Hegion 4* Office of Director llpp 
19120 579. 24X Fiche 50-267,03/06/07*0306300059 


P Operating license stage documents It correspondence 


0306010335 Responds to NRC 030413 order re environ qualification of 
saf ety-related electrical equi pment, pei 10CFR90 49 Environ 
qualdf 1 cat ion records audit will be completed by 801231 
LEE, D n Public Service Co of Colorado 83/05/17 COLLINS* J T 
Region 4, Office of Director 0pp 10681 279 34X 

Flcha: SO-267* 03/05/17. B3O6OIO305 


8306070103 Forwards “Results of POX Oraphito Burvoi 1 lance* For t St 
Vrain, *' per Tech Spec BR9 2 2? 

eREViH L Public Service Co of Colorado 83/05/19 COLLINS* J T 
Region 4* Office of Director 2pp 10738 284 24X 

Fiche 50-267, 03/05/19. B306070 103 


—8306070106 ^’Results of POX Oraphite Surveil lanca* Fort 8t ^/raln “ 
BEAVAN, L A Public Gervlce Co of Colorado 906624 88/10/21 

99pp 10738286 24X Fiche 50-267*83/05/19*0306070103 


8306010343 Forwards application for amend to License DPR-34, revising 
App A Tech Specs re inservice surveillance requirements for 
snubbers in secondary RC8 

LEEiO R Public Service Co of Colorado 03/05/20 COLLINS, J T. 
Region 4* Office of Director 2pp J860J 893 P4X 
Fiche 50-267*83/05/20*6306010343 


—8306010344 Application for amend to License DPR-34* revising App A Tech 
Specs 4.3 4 5 3 re Inservice fiurvolUanco requirement* for 
snubbers in secondary RCS 

LEEfO R. Public Service Co of Colorado 83/05/20 2pp 
10601-295 24X Fiche 50-267* 63/05/20* 8306010343 


— B30601034S Proposed Tech Speca 4 3 4 5 3 re intervice surveillance 
requirements for snubbers in secondary RCB 

a Public Gervice Co of Colorado 03/05/20 39pp 18601.297. 
24X Riche- 50-267* 83/03/20* 8306010343 


8306070199 Forwards responses to open items in IE Emergency 
frcparednei* Appraisal Rept 50-267/83-03 HEPA 4 charcoal 
filter equipment installed on technical eupport ctr 
ventilation sys 

UAREMBOlAIOi D H Public Bervice Co of Colorado, 03/09/27, 
CXtlNSiJ, T Region 4, Office of Director. 21pp. 18747-099, 

F 1 ch e ' 90-267, B3/05/S7* 8306070199 


24X 


Requests remittance of Class IS fa«s for review of 820420^ 
0914 4 030407 applications re review commit tee, thift 
staffing 4 fire protection. Basis for fee determination 
discussed 

HIL^, U 0 License Fee Management Branch. 83/09/31 LEEiO R. 
Public Service Co. of Colorado, 2pp 18044,306, 24X 

Fiche 30-267, 83/03/31 , 8306 140279. 


8306010411 Forwards application to amend License DPR-34, ravising App B* 
environ protection plan (nonradiolog teal ), Tech Specs 
LEE,0 R Public Service Co of Colorado 03/05/20, COLLINS* J T 
Region 4, Office of Director 3pp 18679 341 S4X 
Fiche* 50-267. 83/09/20, 0306010411 


— 0306010416 Application to amend License I>PR-34i revi * ing App D* environ 
protection plan (nonradlological)* Tech Specs 
LEE«Q n Public Service Co. of Colorado 83/05/20 8pp 
10679 344 24X Ficha 50-267,83/05/20*0306010411 


— 8306010419 App B Tech Specs re environ protection Plan 
inonradiologlcall 

* Public Service Co of Colorado 03/05/30 I2pp 
24X Riche 50-267, 83/09/20, B30601 04 U 


18679. 346 


6306130459 Recomaends License DPR-34 be amended incorporating 63032C 
revs to security plan Copy of response to licensee 
requsited. 

of Licensing. 83/06/06, OAOLIARDQ, J. E 

Project 4 Enginesring Progrems 2 pp 
1 8630: 1 71. 24X Fi c h • . 90-267, 83/06/06* 8306 1 304 99, ^ ^ 


8306060130 Forwards payment of fees for review of amend to License 
DPR-34 j changing Tech Spec Section 441 
WAREMBQURO* D. Public Service Co of Colorado 83/05/24 
GOLLlNBiJ. T Region 4, Office of Director 2pp 18719.007 24X 

Fiche 30-267*03/05/24*0306060130 


8306210368 Releases public version of revised emergancy plan 
impUmentlng proeadura* r»pnte 

"d Record* 83/06/06 Document 
630^10^ Branch Ip. 18937:090. 24X Fiche: 90-267* 83/06/06, 


—83^10373 Forward* public version of revised emergencu plan 

Pfocadures RERP Phone List 

le h” Incli ^ '*^«P-<=R-ALEBT re Issue 

^EMBa*Q,DR Public Service Co. of Colorado. 83/09/03, 
Aegion 4, Office of Director 3oa 18937* 09f 

Fiche. 90-267, 63/06/06, 6306210366 


8306070319 Advises that addl requirements incorporated in Tech Bpecs 
w/Amend 28 issued on 621015* assuring acceptable percent 
region peaking factor survelllancK Further changes not 

necessary 

MADBENi 0 L, Region 4, Office of Director 03/05/26 LEE, □ R 
Public Service Co of Colorado, 2pp 18746 061 24X 

Fiche 30-267*03/05/26*6306070319 


8306140279 Requests remittance of Class II fee* for review of G20420* 
0914 4 830407 applications ra review commi ttee* shi f t 
staffing 4 fir# protection. Basis for fee determination 
discussed 

MILLER* W D Licenss Fee Management Branch. 03/05/31, LEE, 0 R. 
Public Service Co, of Colorado. 2pp, 18044*306. 24X 

Fiche; 90-267. 83/05/31, 6306140379, 
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03O&O&O139 Requests FR publication of notice of consideration amending 
License DPR-34 re radiological affluents 8( proposed no 
significant haTards consideration determination tc 
opportunity for hearing 

KADSEN, 0 L Region 4, Office of Director B3/0b/0l CLARK. R A 
Operating Reactors Branch 3 3pp 13719 019 24X 

Ficha 50-2^.7.03/06/01.030^060139 


0306160206 Outlines plan to complete revieui & update Tech Spec 
requirements for inservico in&p i* testing pertaining to 
other reactor auxiliary $c support sys that perform safety 
function for postulated design basis events 

BREY. H L Public Service Co of Colorado 03/06/01 COLLINS. J T 
Region 4. Office of Director 2pp 1B061 011^ 24X 

Flche 30-267.03/06/01.0306160206 


0306160341 Foruards OA Co Repts 906303.906377 It 0A''A16Ga9 describing 
results of oxams on fuel elements le/cracked uebs Repts 
convey belief that cracks in fuel block graphite uebbing do 
not intersect fuel holes 

BREYrH L Public Gervice Co of Colorado 03/06/02 COLLINS. J T 
Region 4. Office of Director Ip 10865 140 24X 

Pi Che 30-267,03/06/03. 8306160341 


—0306160345 "NOE of Fort St Vrain Fool Element 1-S41S 

SAURNElN.vJ J OA Technologies. Inc /Oeneral Atomic Co, 906505 
02/03/17 9pp 10063 149 S4X Fiche 30-267.83/06/02,6306160341 


— 8306160360 ‘"Visual Exam Reoults of Segment 2, Fort 8t Vrain Fuel 
Elements 1 ->24 13. 1-0172, 2-2693. I -01 00 it 3-OSOl " 

KETTEVER.vl W OA Technologies. Inc /Oeneral Atomic Co. 906577 
03/04/04, 21pp 10063 130 S4X Fichej 30-867. 83/06/02. 0306160341 


— 0306160564 "NDE of 54 Fuel Ic Reflector Elements From Fort 8t Vratn 
Core Segment 2 *' 

SAURNEIN. J OA Technologies. Inc /General Atomic Co 0A-AI6829 
82/10/31 I96pp 18065 179 24X Fiche 30-267.83/06/02. 

8306160341 


03O62BO354 Submits list of NRC It in-house project electrical 
commi tments 

0REY.H U Public Service Co of Colorado 83/06/03 WAONER.P 
Region 4. Office of Director 3pp 19001 269 24X 

Fiche 50-267. 83/06/03. 0306200334 


8306090344 AcV receipt of 030520 application to change Tech Specs re 
hydraulic snubber testing It Hurveillanre requirements for 
mechanical snubbers Payment of Class 111 fee requested. 

010001 R M License Fee Management Dranch, 83/06/06 LEE, 0 R. 
Public Service Co of Colorado Ip 18797.109. 24X 

Ficha. 50-267. 83/06/06, 0306090344 


8306880343 Forwards description of changes Incorporated in updated 
FSAR.QA program through Amend 32 It of changes to updated 
F8AR OA program since 830311 Changes since 630311 will be 
included in Jul 1983 FGAR rev 

LEE. 0 R Public Service Co of Colorado, 83/06/09. COLLINS. J. T 
Region 4. Office of Director 20pp 19001.240 24X 

Fiche 50-267 .03/06/09. 030628034 3 


0306140733 Forwards amend fees re 830407 it 19 applications for 
license amends 

NAREMfiOVRO. 0 N Public Service Co of Colorado, 83/06/10 
KILLER. N 0 License Fee Management Branch, Ip 1884t'09l 24X 

Fiche. 50-267, 83/06/10. 8306140733 


0306160280 Requests publication in monthly FR of notice of 
consideration of issuance of amend to License DFR-34 U 
proposed no significant hazards consl drrati on determination 
& opportunity for hearing 

MADSEN, 0 L Region 4i Office of Director 03/06/10 CLARK, R. A, 
Operating Reactors Branch 3 2pp 10061,300, 24X 

Fiche 50-267. 83/06/ 10. 8306160220. 


O Inspection reports. lE Oulletini St correspondenc » 


8306300104 Forwards exclusion area boundary. emergency plenning zone 
survey team inventory . I i sted in Health Physics Procedure 
HPP-37 tt Sorvelllance Procedure SR-HE-3-SA. In response to 
NRC 021102 Ur St IE Insp Rept 50-267/02-14 

LEE.O R Public Service Co of Colorado. 02/11/17 MADSEN. 0 L. 
Region 4. Office of Director 4pp 19046-222, 24X 

Fiche 50-267,88/11/17.8306300104 


—0306300107 Rev 15 to Health Physics Procedure HPP-37. "Rediological 
Emergency Respiretory Protection Inventory List *’ 
e Public Service Go of Colorado. 02/10/01. 14pp, 19048-226. 

84X Fiche* 50-267. 82/11/17/ 8306300 104 


— 0306300111 Rev 1 to Surveillance Protedure 8R-HE-3-6A. "Radiation 
Protection Dept - On/Of fslte Emergency Monitoring Exercise," 
e Public Service Co of Colorado 82/09/30 7pp 19048*840 
24X Fiche 50-267.02/11/17.8306300104 


8306080042 Forwards IE Insp Rept 50-267/02-29 on 021213-17 No 
noncompliance noted 

MADSENi 0 L Region 4. Office of Director 03/03/21 LEE.O, R. 
Public Gervlce Co of Colorado 3pp 18773 191. 24X 

FUhe 50-267, 03/03/21 . 8306000042 


— 0306000046 IE Insp Rept 30-267/02-29 on 021213*^17 No noncompl iance 
noted Major areas inspected radiochemi stry program 
including s taf f ing. trai ning program. samp la collection, 
sample treatment It analysis 6 lab instrument calibr 
NICHDLA8.J D, . N18E. R . HURRAY.B, Region 4. Office of Director 
03/02/24 20pp. 18773 155. 24X Fiche- 50-267, 03/03/21. 0306000042 


0306010132 Forwards IE Insp Rept 50-867/83-09 on 030411-19 St notice 
of violation 

MADSEN, 0 L Region 4, Office of Director 83/05/14 LEE.O R, 
Public Service Co of Colorado 2pp 10674 025 a4X 
Fiche- 30-267. 83/05/14. 0306010132 


— 9306010135 Notice of violation from insp on 030411-15 

• Region 4. Office of Director 03/03/14 2pp. 18674 027. a4X 
Fiche 90-267.03/05/14.8306010132 


—8306010141 IE Insp Rept 90-267/03-09 on 830411-15 Noncompliance noted! 
failure to foUau Procedures OCIM-1 U 012 ri OC/QA dept 
measuring tc test equipment program It results. 

REDANO.R T . WEBTERMAN. T. F. Region 4. Office of Director 
83/05/13 t2pp 10674 029 24X Fiche 90-267.83/05/14.0306010132 


8306010335 Responds to NRC 830413 order re environ qualification of 
Safety-related electrical equipment, per 10CFR5D 49 Environ 
qualification records audit will be completed by 831231 
LEE.O R Public Service Co of Colorado 83/03/17. C0LL1N8. J. T. 
Region 4. Office of Director. 0pp 18601.279. 24X 

Fiche 50-267. 03/05/17. 0306010335 


0306060129 Forwards IE Insp Rept 90-267/83-10 on 830401-30 No 
noncompliance noted 

MAD8EN.0.L Region 4. Office of Director 83/05/20. LEE. Q, R. 
Public Service Go of Colorado 2pp. 18722:289, 84X 

Fiche 90-267. 83/05/20.8306060129. 


— 8306060126 IE Insp Rapt 50-267/03-10 on 030401-30 No noncompliance 
noted Major areas inspected operational safety verification, 
surveillance. maintr bulletin f ol lowup. f ol lowup of previous 
insp findings review of periodic b special repts. 

DICKERBON.M M . PLUMUEE. 0. L . WE0TERMAN.T F Region 4. Office of 
Director 03/09/19 7pp. 187221291 24K Fiche* 90-267. 03/09/20. 

0306060129 


8309110458 IE Info Notice 81S-32, "Ruptured Am-241 Sources Contained in 
Well Logging Device " 8vc list end. 

TAYLOR. J M Division of Safeguards b Inspection Programs IPost 
830103} 83/05/26 Consolidated Edison Go. of New York. Inc. 
125pp. 18B3i:043 24X Fi ch a 90-000. 03/05/26. 83051 10498 


8309110460 IE Info Notice 83-34. "Event Notification Info Worksheet. " 
8vc list encl 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 030103}, 83/05/26 Consolidated Edison Go of New 

York. Inc I15pp 18732 009 24X Fiche. 80-000. 83/05/26. 03051 10460, 


6306070199 Forwards reepontas to open items In IE Emergency 
Preparednees Appraisal Rept 50-267/83-03, HEPA St charcoal 
filter equlpinant installad on technical support ctr 
Ventilation sys. 

WAREMBOURO.D, W Public aervict Co of Colorado 83/05/27. 
CQLLINB.J.T Region 4. Office of Director. Blpp. 18747:099 24X 

Fichet 90-267, 03/05/27. 0306070199. 


83Q5110461 IE Info Notice 83-35. "Fuel Movement W/Contral Rods 
Withdrawn at SWRs. 8vc list end, 

JORDAN. E L Division of Emergency Preparedness it Enginsaring 
Reeponse (Post 030103) 83/05/31. Consolidated Edison Co, of New 

York. Inc 116pp. 18732:208, 24X Fiche. 90-000. 83/09/31. 8309110461. 


0306160286 Outlines plan tu co-mplete review b update Tech Gpec 
requirements for inservice insp St testing pertelning to 
other reactor auxiliary $. support sys that perform safety 
function for postulated design basis events. 

BREY.H L, Public Service Co. of Colorado. 03/06/01. CQLLIN9. J. T. 
Region 4. Office of Director 2pp. 18061:011. 84X 

Fiche. 90-267. B3/06/01. 0306160206. 
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@306300130 AcJc recaipt of @30506 Itr r« B30331 notice of deviation 
contained in IE Znsp Rapt 50-367 /GO-OO Imp lamantation of 
corrective actiona uill ta ravieued durirg future in&p 
Eiaergencv plan proeeduraa muat be clarified 

MADSEN.O L Region 4. Office of Director 03/06/4)6 LEE. 0 R 
Public Service Co of Colorado. 2pp. 19122 329 24X 

F 1 ch e 50 -267. @3/06/ 06. B2063001 30 


@3062{0253 Reeponds to NRC G30S14 Itr re violations noted iit IE Insp 
Rtpt 50-267/83-09 Corrective actione measorinD Sr test 
«tutp«e-nt (nalnt/hl story cards revieued Si calibre updated 
Procedure GC-1 revised to Include quarterly revieu 
HAREMCDURG. D W, Public Service Co of Colorado B3/06/07 
CDLLlNBi^/ T Region 4, Office of Director 3pp 10914 001 24X 

F 1 c he 50-267. B3/06/07. @30621 0253 


0306210011 Clarifies proposed solution to Open Item 3 re raduaste sys 
idsntifled In lE Insp Rep is 50-267/713-15 & 30-267/03-06 
Resolution ulll be included £n nest F8AR rev. scheduled for 
830722. 

BREV. H. L Public Service Co of Coloradti 03/O6/O& COLLINS. J T 
Region 4. Office of Director 2pp 1B910 335 24X 

Flche* 50-267.03/06/08. 8306210011 


@305110464 IE Info Notice @3-36* ^’Impact of Security Practices on Safe 
Cperations @vc list end 

JORDAN* E L Division of Enerpency Preparedness & Engineering 
Response (Pott 830103) @3/06/07 Consolidated Edison Co of Neu 

York. Inc 119pp 10030 200 24^ Fiche 30-000.03/06/09,0305110464 


@305110470 IE Info Notice @3-30* ‘'Oefetiivt Heat Sink Adhesive 6 
Bsiimicelly Induced Ohattsr in Relavs Within Printed 
Circuit Cards “ Svc list end. 

J0flDAN*E L Division of E/aerpency Preparedness 6 Engineering 
Response (Post @30103) @3/06/13 Consolidated Edison Co oP New 

York. Inc. llGpp 18920 235. 24X Fiche 50-000.03/06/13,3305110470 


0306090010 IE Info Notice 03-37* ''Transformer Failure Rasulting from 
Degraded interneL Connection Cables." Svc list end 
J0RDAN*E L Division of Energency Preparedness 6 Engineering 
Response (Post 030103), @3/06/13, Consolidated Edison Co oP New 

York, Inc 243pp 10921*001 24X Fiche 50-000,03/06/13,8306090010 


830511:0475 IE Info Notice 83-40* "Need to Environnenta 1 ) y Qualify 
Epoiy Grouts Ci Sealers " 8vc list end 

JORDAN*^ L Division of Emergency Preparedness 6 Engineering 
Response (Post @-30103) 03/06/22 Consolidated Edison Co oP Neu 

York, Inc llSpp 19021. 179 S4X Fiche: 50-000, 03/ 06/22. 8305110475 


6305110477 IE Info Notice 63-41. "Actuation of Fire Suppression 9yi 
Causing Inoperability of Eaf ety-Related Ef^uipment " Bvc list 
end. 

JORDAN. E. L Oiviilon of Emergency Preparedness Si Engineering 
Response (Post @30103), @3/06/22 Consolidated Edison Co oP New 

Vork. Inc 120pp. 1B997.0O7. 24 X Fiche 50-000.03/06/22,8305110477 


@305110479 IE Info Notice 03-42, "Reactor Mode Guitch Malfunctions " 
Svc list end 

JORDAN. E L Division of Emergency Preparedness I. Engineering 
Response (Post @30103) 03/06/23 Consolidated Edison Co, of New 

York. Inc 116pp 10796:242 24X FI cha; 50-000. S3/06/23, 0305 1 10479 


8305110403 IE Info Notice 03-43. "Improper Settings of InterAerfiets 
Range (IR) High Flux Trip Oatpo ints. " Svc list end 
JDRDANrE L Division of Emergency Preparedness 6 Engineering 
Resportse (Pott 030103) S3/06/24 Consolidated Edison Co of Neu 

York, Inc U6pp. 19046-297 24X Fiche* 50-000,03/06/24.0305110403 


R. Periodic operating reports !< related correspondence 


8306160434 Monthly operating rept for Hay 19B3 W/@30614 Itr 
FULLERr C. H, . WAREMB0UR9. 0 Public Qer vice Co of Colorado. 

03/-O6/O9. Director's Office* Office of Inspection and Enforcement 
10pp. 18361:131 24 X Fiche 50-267* @3/06/09, S306160434 


9 Reportable occurrences, LERs & related correspondence 


8306060134 LER G3-017/01T-0: on 030512, Insp performed per IE Bulletin 
B3-03 Identified six qf eight check valves froien in mid- 
position. Caused by corroslan Ir rusting valve internal parts. 

Valves cleaned I* internal conponents replaced 
UAREMSOURO, D. Public Service Cu of Colorado B3/05/26, 
C0LL1NB*J. T Region 4. Office of Director. 7pp. 10719*009 84X 

Fiche, 50-267. 03/05/26. 0306060134. 


@306200217 Forwards updated LERs 78-027/03X-Ai 79-032/03X-2 l< 
79-056/03X-I,et al. 

WAREHSOllRO. D, Public Eervice Co. of Colorado 03/06/06 
COLLINS. J T. Region 4, Office of Director 2pp. 19001 06J 24X 

Fiche: 50-267. 03/06/06. @306280217 


—@306280228 Updated LER 7a-027/03X-6 on 780706. numerous failures of ITT 
Darton Model 209 pressure differential switches reported 
Caused by dirt accumulation 6 oxidation on contact surfaces 
Switches replaced w/Model 752 pressure transmitters 
a Public Service Co of Colorado 03/06/06 Region 4. Office 
of Director Spp 19001 063 24X Fiche 30-267. 03/06/06. 

8306200217 


—0306200236 Updated LER 79-032/03X-2 on 790913. dur ing testing, four of IS 
helium circulator seal malfunction pressure differential 
switch units would not trip Caused by dirt accumulation in 
electrical switches Switches replaced 

a Public Service Co of Colorado 83/06/06 Region 4. Office 

of Director Dpp 19001 060 24X Fiche 50-267. @3/06/06. 

8306280217 


— @306200246 Updated LER 79-036/03X-1 on 791030, dur ing testing, seven of 
12 helium circulator seal malfunction pressure differential 
switch units tripped outside limits Caused by dirt 
accumulation in electrical switches Bwitchss replaced 
* Public Service Co of Colorado @3/06/06 Region 4. Office 
of Director 3pp 19001 073 24X Fiche 50-267.03/06/06, 

B306200217 


—0306200260 Updated LER 0O-OO7/O3X-1 on @00219. during testing, two of 18 
helium circulator seal malfunction pressure differential 
switch units tripped outside limits Caused by dirt 
accumulation In electrical switches Switches replaced 
* Public Service Co of Colorado 03/06/06 Region 4, Office 
of Director Spp 19001 070 24X Fiche 50-267,03/06/06, 

0306280217 


—0306280262 Updated LER BD-016/03X-1 on 000322, dur ing testing, four Of 12 
helium circulator seal malfunction pressure differential 
switch units tripped outside limits Caused by dirt 
accumulation in electrical switches Switches replaced 
e Public Bervico Co nf Colorado 03/06/06 Region 4. Qfficc 
of Director Spp 19001 003 24X Fiche 50-267,83/06/06, 

8306200217 


— 0306200266 Updated LER @D-020/03X-t on 800410, dur ing testing, two of 12 
helium circulator seal malfunction pressure differential 
twitch units tripped outside limits Caused by dirt 
accumulat ion in electrical switches Ewitches replaced 
* Public Servlco Co of Colorado 03/06/06 Region 4, Office 
of Director Spp 19001 OBG 24X Fiche, 50-267. 03/06/06, 

03O62GO217 


—0306280272 Updated LER 0O-O26/O3X-1 on 000524, dur ing testing, ei g)it of 
12 helium circulator seal malfunction pressure differential 
switch units tripped outside limits Caused by dirt 
accumulation in electrical switches Switches replaced 
« Public Service Co of Colorado 03/06/06 Region 4, Office 
of Director Spp 19001.093 24X Fiche 50-267, 03/06/06, 

0306200217 


—@306280270 Updated LER 80-034/03X-i * on 000619. during testing, two of 12 
helium circulatar seal malfunction pressure differential 
switch units tripped outside 1 imits, Caused by dirt 
accumulation in electrical switches Bwitches replaced 
a Public Service Co of Colorado G3/06/06 Region 4. Office 
of Director 5pp 19001 0?G 24X Fiche 50-267,03/06/06. 

0306260217 


—@306200203 Updated LER eO-04l/03X-l on 600721, during testing, one of 12 
helium circulator seal malfunction pressure differential 
switch units tripped outside limits Caused by dirt 
accumulation in electrical switches Bwitches replaced 
* Public Bervlce Co of Colorado 83/06/06 Region 4, Office 
of Director 6pp 19001:103 24X Fiche 50-267,03/06/06. 

0306200217 


— 8306280280 Updated LER 80-051/03X-1 on 000922. during testing, five of 12 
helium circulator seal malfunction pressure differential 
switch units tripped outside 1 imi ts. Caused by dirt 
accumulation In electrical switches Owitches replaced 
# Public Service Co of Colorado @3/06/06 Region 4. Office 
nf Director 5pp 19001:109 24X Fiche 50-267. 03/06/06. 

@306200217 


— @306200293 Updated LER e0-072/03X'-i* on GOl 1 17. during testing, three of 
12 helium circulatar seal malfunction pressure differential 
switch units tripped outside 1 Imiti, Caused by dirt 
accumulation in electrical swi tches, Switches replaced 
« Public Service Co of Colorado G3/06/06 Region 4, Office 
of Director. Spp 19001: U4, 24X Fichet 50-267, 03/06/06. 

8306200217. 


—0306280298 Updated LER ai-006/03X“i* on 010107. during annual testing h 
calibrislx of 12 helium circulator seal malfunction pressure 
differential switch units tripped outside 1 Inits, Caueed by 
dirt accumulation in electrical switches Switches replaced, 

» Public Service Co of Colorado 03/06/06. Region 4. Office 
of Director. 5pp. 17001,180, 24X Fiche. 50-267. 03/06/06. 

0306200217 
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--8306280302 Updated LEFI ai-016/03X-l on 810213. dur inj) tHAting. three of 
12 helium Circulator seal malfunction preftaure differential 
suitch units tripped outside limits Caused by dirt 
accumulation in electrical suitches Suiitches replaced 
e Public Service Co of Colorado 83/06/06 Region 4, Office 

of Director 5pp 19001 in'! 24X Fiche 50-267,03/06/06. 
8306280217 


—0306280309 Updated LER 01-O24/O3X-1 on 810317, dur Ing testing, five of 12 
helium circulator seal malfunction pTossure differential 
suitch units tripped outside limits Caused by d ii t 
accumulation in electrical switches Suiitches replaced 
* Public Service Co of Colorado 83/06/06 Region 4, Office 
of Director 5pp 19001 190 24X Fi che 50-267,03/06/06, 

8306280217 


—8306280313 Updated LER ai-047/03X-l on 810B07. dur Ing testing, one of 12 
hallum circulator seal malfunction pressure differential 
suitch units tripped outside limits Caused by dirt 
accumulation in electrical suitch Suiitch replaced 
e Public Service Co of Colorado 83/06/06 Region 4, Gffice 
of Director 5pp 19001 199 24X Fiche 30-267.83/06/06. 

8306280317 


8306300107 LCR 83-0ia/03L-0 on 030517. w/reactor shutdouimall outside 
pouer lost due to high ulnds it snotu Emergency diesel 
generator load shedding t< sequencing relays failed to 
operate Caused by coil failures Relays tested N/630616 Itr 
WrtREMBOURO, D Public Service Co of Colorado 83/06/16 
CDLLINS.J T Region 4, Office of Director 7pp 19JI9 256 24X 

Fiche 50-267 , 83/06/16. 83063001 07 


8306300090 LER 83-019/017-0 on 630606, d iscovered that reactor operated 
betueen 5X pourr S. shutdoun u/o operable analytical 
moisture monitors on Q3D603 Coused by accidental isolation 
of sample paths to monitors 

NOVACHEK. F . WAREMDQURO, D Public Service Co of Colorado 
03/06/17 COLLINS. U T Region 4. Office of Director Bpp 
19122 001 24X Fiche 50-267.03/06/17.0306300098 


DOCKET 50-269 DCONCE NUCLEAR STATION, UNIT 1 


F Security, medical, emergency C< fire protection plans 


8306090361 Forwards request for exemption from emergency operatione 
facility <EtlF) location requirements per Generic Ltr 02-33 
Proposed EOF to be located 125 air miles f i pm facility. w/ 
joint news ctr remaining in Oconee. NC 

TUCKER. H 0 Duke Power Co 03/06/03 DENTON, H, R. Office of 
Nuclear Reactor Regulation. Director 8T0LZ. J F Operating Reactors 
Branch 4 2Bpp 10795 039 24X Fiche 50-269,83/06/03,8306090361 


630617028S Forwards IE Safeguards Insp Repts 50-269/83-14 
50-270/83-14 «< 50-287/03-14 on 030509-13 No noncompHancp 
noted 

DANCE, H C Division of Project I. Resident Programs 83/06/t5 
TUCKER. H 0 Duke Power Co 2pp 18877.233. 24X 

Fiche. 50-269, 03/06/ 1 9. 83061 70285 


—8306170307 IE Safoguards Insp Repts 50-269/83-14,50-270/83-14 (c 
50-287/83-14 on 830509-13 No noncomp 1 i ance noted Major areas 
Inspected security plan b implementing procedures b security 
organixation mgt Safeguards info deleted (ref 10CFR73.211. 
TILLMAN. A Region 2. Office of Director 03/06/15 2pp, 
10877*235 24X Fiche 90-269,83/06/15,0306170285 


0306240030 Advises that preliminary fee review of 830603 request for 
exemption from location requirements of emergency operations 
facility determined that Glass III appropriate 

DIOO0, R M License Fee Management Branch 83/06/15 TUCKER, H, B 
Duke Power Co Ip 10907.229 24X Fiche 50-269,83/06/15, 

0306240038 


P Operating license stage documents b correspondence 


0306060051 Addl response to FQIA request for three categories of 
documents re PRA of reactor safety study methodology 
application program repts b interim reliability evaluation 
program repts. Forwards App A documents. Search continuing 
FELTON, J M Division of Rules and Records 83/04/07. SHDLLV, 8 C 
Union of Concerned Bcientists 3pp 10752:001 24X 

Fiche; 00-000, 83/04/07, 8306060051 


—0306060076 Discusses interim actions taken to reduce impact of turbine 
bldg flooding Doors between turbine I, auxiliary bldgs at 
basement level sealed shut. component cooling water crossover 
velves closed b condensete cooler isolated 

TUCKER. H.B. Duke Power Co 02/12/01 O'REILLY, vi. P. Region 2, 
Office of Director 2pp 10752.198, 24K Fiche* 50-000. 83/04/07, 

8306060051 


— 8306060005 ProvidoB info on boron precipitation clogging HPI lines b 
failure of operator to switch to hot leg injection In order 
to flush out boron residue from core during recirculation 
Info obtained from PRAs 

DAVIS, 8 NRC - No Detailed Affiliation Given 03/02/24 
THADANI.A NRC - No Detailed Affiliation Given 6pp 10752 206 
24X Flcho 90-000.83/04/07.0306060051 


0306020103 Proposes 830608 meeting in Dethesda.MD to discuss Suppl 6 to 
BER for HcOuire b SER for standby shutdown facility for 
Oconee 

STOLZ.%/ F Operating Reactors Branch 4 83/09/17 TUCKER, H.B 

Duke Power Co Ip 10701 279 24X Fiche 50-000.03/05/17. 

8306020103 


6306070051 Forwards summary of 030512 meeting w/util b BbR. in respanse 
to 630327 request for addl info re reactor vessel 
surveillance capsule dosimetry results contained in fiAR-1697 
b 1699 

TUCKER. H B Duke Power Co 83/05/27 DENTON, H R Office of 
Nuclear Reactor Regulation. Director BTDLZ. J F Operating Reactors 
Branch 4 4pp. 1 6740 059 24X Flcho 50-269.83/09/27,6306070051, 


6306030122 Forwards addl info to aid in completion of review re NUREG- 
0737, Items II F 1 4. II F 1 5 b II F 1 6. per 830110 ltr 
request b justification concerning Item It. F 1 9 Amend ta 
830310 confirmatory order requested 

TUCKER. H B Duke Power Co 83/05/31 DENTON. H R Office of 
Nuclear Reactor Regulation, Director STOLZ.U F Operating Reactors 
Branch 4 iSpp 1B704 302 24X Fiche 90-269.03/05/31.8306030122 


0306070272 Forwards BAW-17e4, "BbM Owners Group Bolting Task Force 
Bummary Rept of NRC/BbU Owners Group 830506 Meeting on 
Reactor Vessel Internals Bolting " Agrees w/ovtrall 
f indings. w/exception re neutron noise surveillance 
TUCKER. K B Duke Power Co 83/05/31 DENTON. H R Office of 
Nuclear Reactor Regulation, Director 6T0LZ. J F Operating Reactors 
Branch 4 2pp 10744 086 24X Fiche 50-269.83/09/31,6306070272 


— B306O702Q0 Forwards B AW- 1704, '‘BbW Owners Group Bolting Task Force 
Summary Rept of NRC/DbW Owners Group 830906 Meeting on 
Reactor Vessel Internals Bolting." 

TAYLOR, J H Dabcock b Wilcox Operating Plants Owners Group. 

TAYLOR, J H Dabcock b Wilcox Co 03/05/20 MINER, B NRC - Ha 

Detailed Affiliation Given ip. 10/44 OBB 24X 
Fiche. 50-269, 03/05/31. 8306070272 


— 8306070206 •'BbW Owners Group Dotting Task Force Buwtmary Rept of 
NRC/BbW Owners Group 030906 Meeting on Reactor Vessel 
Internals Bolting " 

e Babcock b Wilcox Co DAW-1704. 03/05/31 184pp. 10744- 009. 

24X Fiche 50-269.63/09/31.8306070272 


0306140736 Forwards topical repts, "Boundary Analytical Ateessment af 
NUREG-0630 on LOCA b Operating kW/Ft Limits," per B30602 
request 

TUCKER.H. B Duke Power Co 03/06/26 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 0TOLZ,O, F Operating Reactors 
Branch 4 Ip. 10B4S OOi a4X Fiche 50-269,83/06/06,0306140738. 


—0306140746 "Boundary Analytical Assessment of NUREO-0630 on LOCA b 
Operating kW/Ft Limits " 

e Babcock b Wilcox Co 77-1141296-00. B3/D6/06 29pp. 

10049.002 24X Fiche 50-267.03/06/06,8306140738 


—8306140752 "Bounding Analytical Assessment of NUREG-0630 on LDCA b 
Operating kW/Ft Limits " 

e Babcock b Wilcox Co 77-1140899-00 03/06/06 29pp 

16845* 032 24 X Fiche, 50-269. 03/06/06, 8306140730. 


8306200105 Summary of B30512 meeting w/util b DbW in Betheeda. MD re 
neutron dosimetry b uppershelf mail properties provided in 
Topical Repts BAW-1697 b BAW-i699. Li st of attendees, agenda 
b vlewgraphs eticl. 

8UERMANN. JF Operating Reactors Branch 4 03/06/06 Operating 

Reactars Branch 4 39pp 18909 163 24X Fiche; 50-269. 83/06/06. 

8306200185 


8306140377 Forwards revised Table D-1. "Preliminary Stress Level 
Comparison." showing value of stress concentration factor b 
higher calculated peak stresses Higher peak stresses do not 
affect conclusions from 830506 meeting Meeting summary sncl. 
TAYLOR, J H. Babcock b Wilcox Co 03/06/07. MINER, B NRC - No 

Detailed Affiliation Given 2pp 18843 067. 24X 

Fiche 90-000. 83/06/07. 0306140377, 


8306220279 Informs that 030310 proposed wide-range hot leg level/ 
reactor vessel head monitoring satisfactory Evaluation b 
addl info request re conformance of addl inadequate core 
cooling instrumentation sys components to NURE0-O737 j end. 
STOLZ,J F Operating Reactors Branch 4 63/06/08. TUCKER, H.B 

Duke Power Co lOpp 10977*199 24X Fiche; 90-269, 03/06/08, 

0306220279 
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0 IniF^Bctlun rBportsr IE Ilull?tins correBpondBnc e 


830£0BQ402 ConPlrwi- 830513 telcon tb proposed s i t«/c orporete visit on 
Q30989^S7 to TBvisu ma&onrg uall con&ti drauings tt 
c j 1 culations rsvlAui of IE DullBtin 80-11 rasponse Uganda 
«nc I 

aT0LX,J F Operating Rsactors Branch 4 63/05/20 TUCKER. H B 

Duka Power Co .4pp. 10789 342, a4X Fiche 30-26-9, 03/09/20, 

0306080402 


03Q511O498 IE Info Notice 03-32. "Ruptured Anv-341 Sources Contained in 
Mali Logging Device " Qvt list end 

TAVLOR. J M Division of Gafeguards tr Inspection Prograffis {Post 
G30i03) 83/03/26 Conaoli dated Edison Cq of Nbi>» Vork, Inc 
12Spp 1003 1 043. 24X Fiche 90-000,83/09/26.8303110450 


B309110460 IE Info Nstice 83-34. "Event Notification Info Worksheet " 
Bvc lift end 

JORDANi E L Division of Emergencg Freparednets t* Enginaerihg 
Response {Post 030103). 03/05/26 Consolidated Edison Co of N»u 

YorJii Inc ilSpp 18732-005 24X Fiche 90-000. 03/05/26, 0305110460 


8306010310 EM-03-030 notice of violation 6 proposed imposition of civil 
p ins 1 ties in entount of i LOO. 000 to be Issued on B30602 
Action based on three Eevarltg Level III violations re 
failure to maintain primary containment integrltd^ 

BARBER. 0 I AXELRAD. J Director's Officei Office of Inspection and 
Enforcenent 83/05/27 Ip 18672 317 2AX Flche 50-269*83/05/27. 
0306010310 


0305110461 IE Info Notice 03-35, "Fuel Movement W/Control Rods 
Uithdreun at BtfRs " Svc list end 

JORDAN. E L Division of Emergenev Preparedness 6 Engineering 
ftssponis (Post B3D1D3) 03/05/31 Consolidated Edison Co of Neu 

Yort, Inc lUpp 18732:200 24X Flche. 50-000. 03/05/31. 03051 10461. 


0306220171 Ditcufses IE Insp on 630317-20 & forDards notice of 
violation 6 proposed imposition of civil penalty 

O'REILLY, JP. Region 2. Office of Director. 83/06/02. TUCKER, MB, 
Duke Power Co 4pp 10-937 201 SAX Flche 50-269.03/06/02. 

B 306220 171 


—9306220175 Mo-tice of violation L proposed imposition of civil penalty 
In a-nount of $180,000 Noncomplla-nc-e noted* Inadsiiwate 
procedures to ensure that air lock ays restored to 
operability after malnt 

O'REILLY* J P. Director's Office, Office of Inspection and 
Enforcemfot. 63/06/02 4pp 1G937 205 24K 

Flche 50-269, 03/06/02* 03062201 7 1 


8306890245 Informs that response to lE Bulletin 83-03, lt«av 4 re 
feilures of check valv-as used In diesel generator water 
cooling sysiwlll be submitted bg 830622 

TUCKER, H.B Duke Power Co, 03/06/00 O'REILLY, P Region 2* 
Office qf Director Ip 19056*009 a4X Fiche 50-269.03/06/00* 
0306290245 


8309110464 IE Info Notice 63-36. "Impact uf Bicurlty Practices on Bafe 
Operations." 8ve list end 

JORDAN. E L Division of Emergency Preparedness It Engineering 
Responto (Post 830103) 83/06/07 Consolidated Edison Co of New 

York, Inc 119pp. 1063D-2BO 24X Fiche 50-000. B3/06/09* 03051 10464. 


8309110470 IE Itife Notice 83-38, "Defective Heat Sink Adhesive L 
Selsmlcally Induced Chatter in Relays Within Printed 
Circuit Cards ** Sve list end. 

JORDAN, E.L Division of Emergency Preparedness 1. Engineering 
Response (Post 03O1O3> 83/06/13 Consolidated Edison Co of New 

York, Inc. UBpp, 10920 825 a4X FUba SO-000, 03/06/13* 83091 10470 


8306090010 IE Info Notice 03-37, "Transformer Failure Resulting From 
Degraded Internal Connection Cables, " Bvc list end 
JDRDAW. E. L. Division of Emergency Preparedness L Engineering 
Response (Post 030103} 03/06/13 Consolidated Edison jCo of New 

York, Inc atSpp, 18921 001 84X Flche 90-000,03/06/13.0306090010 


0306170285 Fo-rwerds IE Bafeguerde Insp Repts 50-269/03-14 
90-270/03-14 U 50-207/03-14 on 030509-13 Np noncomp 1 lance 
noted. 

DANCE.H C. Division of Project 8c Resident Programs 03/06/15 
TUCKER, H.B. Dgle Power Co. 2pp, 18977 233, 34X 

Flche; 90-269. 03/06/15, 8306170209 


*8306170307 lE Safeguards Insp Repts 50-269/83-14. SO -270/03-1 4 1^ 

90-207/83-14 on 030509-13 No ntneomp I lance noted. Major areas 
inspected security plan 6 implementing procedures L security 
omanLcation mgt. Safeguards Info deleted {ref 10CFR73 21}. 
TILLMAN, A . ENNiBrtf Region 2* Off ice of Director MCOUIRE. D- R 
Division of Emergency Preparedness t Materials Safety 03/06/lS 
Bp p. 18077 .239. 24X F i c h e * 50-269* B3 /06/ 1 5. 83061 7028 5 


63051104/5 IC Info Notice 83-40. "Need to Environmentally Gualifg 
Epoxy Orouts L Sealers " Sve li&t end 

JORDAN, E L Division of Emergency Pr^parednoss L Engineering 
Response (Post B30103) B3/06/22 Consolidated Edison Co of New 

York. Inc 115pp 19021 179 24X Fic ho 50-000. Q3/06/B2. Q3051 10475 


8305110477 IE Info Notice 83-41, "Actuation of Fire Suppression Bye 
Causing Inoperability of Safety-Related rqulpment " Sve li&t 
end 

Jordan, E L Division of emergency Preparedness L ETngineer ing 
Response (Post 830103) 03/06/22 Consolidated Edison Co of Neiii 

York, Inc I20pp 18997 007 34X Flche 50-000. 83/06/22, 03051 10477 


0305110479 IE Info Notice 03-42, "Reactor Mode Sultch Malfunctions " 
Sve list end 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Respeose (Post 830103) 03/06/23 Consolidated Edison Co of New 

York. Inc 116pp 18976 242 24X Fiche 90-000i 03/06/23, 8305110479 


030511-0483 IE Info Notice 03-43, "Improper Settings of Intermediate 
Range (IR) High Flux Trip Setpoints " Bvc list end 
JORDAN, E L Division of Emergency Preparedness & Enginaoring 
Response (Post 030103) Q3/06/S4 Consolidated Edison Co of New 

York, Inc 116pp 19046 297 24X Fiche 50-000.03/06/24,0305110483 


R Periodic operating reports tt related correspondence 


6306170297 Monthly operating rapts for May 19B3 W/030615 Itr 
REAV18, J A , TUCKER. H D Duke Power Co 83/06/15 I7pp 
10878 1 77 24X Flche 30-269.03/06/15.6306170297 


8 Reportable occurrences. LtRs L related correspondence 


8306300220 Part 21 rept re loose locking clips used to secure terminal 
boards to rear terminal panels of safety-related instrument 
cab Inets. Initial ly reported on 821203 All D6N plants 
notified 

TAYLOR. J H Dobcock 8. Wilcox Co 82/12/03 DEVOUNO, R C 
Director's Office, Office of Inspection and Enforcement 4pp 
19121 356 24X Ficho 50-269,82/12/03,0306300220 


DOCKET 50-270 OCONEE NUCLEAR BTATIOM, UNIT & 


F Security, medical, emergency (< fire protection plans 


6306090361 Forwards request for exemption from emergency operations 
facility (EOF) location roqulrements per Generic Ltr 82-33 
Proposed EOF to be located J2b air miles from facility. w/ 
joint news ctr remaining in Oconee, NC 

TUCKER, H D Duke Power Co 03/06/03 DENTON. H R Office of 
Nuclear Reactor Regulation, Director ST0L7. J F Operating Reoctors 
Branch 4 20pp. 18795 039 S4X Ficho. 50-269, 03/06/03, 8306090361 


8-30617020$ Forwards IE Safeguards Insp Repts 50-269/03-14 
80-270/83-14 6 50-287/03-14 on 830509-13 No noncompliance 
noted 

DANCE. H C Division of Project (< Resident Programs 03/06/15 
TUCKER* H B Duke Power Co 2pp 18877 233 24X 

Flche 50-269.03/06/19.0306170205 


—8306170307 IE Safeguards Insp Repts 50-269/03-14.50-270/03-14 U 
90-287/03-14 on 830509-13 No noncomp I lance noted Major areas 
1 nspected < security plan 6 Implementing procedures 6 security 
organixatlon mgt Safeguards info deleted (ref iOCFR73 21) 
TILLMAN, A Region 3, Office of Director 83/06/15 2pp 
IBQ77 235 24X Fiche 50-269.83/06/15.8306170285 


0306240038 Advises that preliminary fee review of 830603 request for 
exemption from location requirements of emergency operations 
facility determined that Glass III appropriate 

DIGOB. R M License Fee Management Qranch 83/06/15 TUCKER. H D 
Duke Power Co Ip 18907 229 24X Fiche 50-269.83/06/15, 

8306240030 


P Operating license stage documents L correspondence 


8306060051 Addl response to FOIA request for three categories of 
documents re PRA of reactor safety study methodology 
application program repts & interim reliability evaluation 
program repts. Forwards App A documents Search continuing 
FELTON* J M Division of Rules and Records 83/04/07 SHDLLY. 8 C 
Union of Concerned Scientists 3pp 18752.001, 24X 

Flche 50-000.83/04/07, 0306060051, 
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— 03OAO6OO76 DIbcussbb interim actions taken to reduce impact of turbine 
bldg flooding Doors betuoen turbine «< aiixillari/ bldgs at 
basement level sealed shut* component cooling mater crossover 
valves closed & condensate cooler isolated 

TUCKEDtH D Duke Pouer Co 82/13/01 0'REILLY< J P Peg ion 9, 
Office of Director 2pp 18/53 170 Ftche 50-000.03/04/07, 

8306060051 


— 63060600B5 Provides info on boron precipitation clogging HPI lines tt 
failure of operator to suiitch to hot leg Injection in order 
to flush out boron residue from core during recirculation 
Info obtained from PPAs 

DAV16.8 NRC - No Detailed Affiliation Given 83/03/34 
THADAN1,A NRC - No Detailed Affiliation Given 6pp 10752 306 
24X Ficho 50’ 000, 03/04/07. Q306060051 


0306020103 Proposes 030600 meeting in Bethesda.HD to discuss Ouppl 6 to 
5ER for McGuire tc 8ER for standby shutdouin facility fur 
□cones 

STOLZ.J F. Operating Reactors Branch 4 03/05/17 TUCKER, H D 

Duke Power Co ip 1B701 279 34X Ficho 30-000,03/03/17. 

8306030103 


8306070051 Forwards summary of 830513 mooting u/util !< QbW, in response 
to 030337 request for addl info re reactor vessel 
surveillance capsule dosimetry results contained in nAW-169/ 

& 1699 

TUCKER, H B Duke Power Co 03/05/37 DENTON. H R Office of 
Nuclear Reactoi Regulation, Director 8T0C2, J F Oporating Reactors 
Branch 4 4pp 10740 059 34X Fichc 50-369i 03/05/27, B306070031 


0306030123 Foruaids addl info to aid in completion of review ro NUREG- 
0737, Items 1 1 F I 4, H F 1 5 & M F I 6.per 030110 Itr 
request justification concerning Item II F 1.3 Amend to 
830310 confirmatory order requested 

TUCKER. H D Duke Power Co 03/05/31 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 8TCJLZ, J F Operating Reactors 
Branch 4 15pp 10704 303 34X Piche 30-269. 03/05/31, 0306030122 


8306070272 Forwards BAN-17e4i "D(<U Owners Group Bolting Task Force 
Summary Rept of NRC/B&W Owners Group 030506 Meeting on 
Reactor Vessel Internals Bolting *' Agrees w/everall 
if indings, w/ekception re neutron noise surveillance 
TUCKER, H B Duke Power Co 03/05/31 DENTON, H R Office of 
Nuclear Reactor Regulation, Director BTOLZ, J F Operating Reactors 
Branch 4 2pp 1B744 086 34X Fiche' 60-369. 03/05/31, 0306070272 


— 03D6O7D2BO Forwards DAN-1704, *'DS,N Owners Group Bolting Task Force 
Bummary Rept of NRC/DtiW Owners Group 030506 Meeting on 
Reactor Vessel Internals Bolting ** 

TAYLOR, J H Babcock & Nilcox Operating Plants Owners Group 

TAYLOR, J H Babcock 8c Wilcoi Co 03/05/20 MINER, 8 NRC - No 

Detailed Affiliation Given Ip 18/44 000 24X 

Ficho. 50-369, 83/08/31, 0306070273 


—8306070206 "B8<W Owners Group Bolting Task Force Summary Rept of 
NRC/B&N Owners Group B30506 Meeting on Reactor Vessel 
Internals Bolting " 

# Babcock 8c Nil cox Co BAW-1704 03/08/31 i24pp. 10744 009 

24X F 1 c h e 50-269, 03/08/31, 0306070272 


0306140730 Forwards topical repts, "Boundary Analytical Assessment of 
NUREO-0630 on LOCA Operating kW/Ft Limits," per 030602 
request 

TUCKER, H B Duke Power Co 03/06/26. DENTON, H R Office of 
Nuclear Reactor Regulation, Director. 8T0LZ. J F. Operating Reoctors 
Branch 4 ip. 18B48 001 24 X Ficho 50-269.03/06/06,0306140730. 


— 0306140762 "Bounding Analyticol Assessment of NUREG-0630 on LOCA tr 
Operating kW/Ft Limits " 

* Babcock U Wilcox Co 77-1140098-00 03/06/06 S7pp, 

10045 032 24X Flche 50-269,03/06/06,0306140730. 


8306200185 Summary of 030512 meeting w/utll 8. BtiW In Bethesda.MD re 
neutron dosimetry & uppershelf mail properties provided in 
Topical Repts BAW-1697 U BAW-1699 List of attendees. agenda 
viewgraphs end 

5UERMANN, U F Operating Reactors Branch 4 03/06/06 Operating 

Reactors Branch 4 35pp 18909' 1B3 24X Fic he ' 80-269. 03/06/06, 

G306200185 


8306140377 Forwards revised Table D-1, "Preliminary Stress Level 
Comparison. " showing value of stress concentration factor 1. 
higher calculated peak stresses Higher peak stresses do not 
affect conclusions from 630S06 meeting. Meeting tummary end. 
TAYLOR, J H Babcock Wilcox Co. 03/06/07. MINER. S NRC - No 
Detailed Affiliation Given 2pp, 10843* 067 24X 

Flche 50-000, 03/06/07. 0306140377 


0306220275 Informs that 830310 proposed wide-range hot leg level/ 
reactor vessel head monitoring satisfactory Evaluation tt 
addl info request re conformance of addl Inadequate core 
cooling instrumentation sys components to NURE0-D737, end 
STOLZ. J F Operating Reactors Branch 4 03/06/00 TUCKER, H B 

Duke Power Co lOpp 10977 155 24X Fiche 50-269,03/06/08, 

0306220275 


Q Inspection reports, IE Bulletins L correspondence 


8306080402 Confirms 030513 telcnn re propoitd site/corporate visit on 
630525-27 to review masonry wall const, drawings |« 
calculations re review of IE Bulletin 80-11 response Aganda 
end 

8T0LZ,J F Operating Reactors Branch 4 03/05/20. TUCKER, H D 

Duke Power Co 4pp 18709 342 24X Fiche’ 50-269. 83/05/20, 

0306080402 


8305110450 IE Info Notice 03-32. "Ruptured Am-241 Sources Contained in 
Well Logging Device " 8vc list end 

TAYLOR, J M Division of Safeguards Ic Inspection Programs (Post 
830103} 83/05/26 Consolidated Edison Co of New York, Inc 
I25pp 10831 043 24X Fiche: 50-000, 03/05/26, 8305110450 


8305110460 IE Info Notice 03-34. "Event Notification Info Worksheet." 
Svc list end 

JORDAN, E.L Division of Emergency Preparedness L Engineering 
Response (Post 030103} 63/05/26 Consolidated Edison Co, of New 

York, Inc 115pp 18732 085 24X Fiche' 50-000. 83/05/26, 83051 10460, 


8305110461 IE Info Notice 83-35. "Fuel Movement W/Control Rods 
Withdrawn at BWRs " Svc list end 

JORDAN. E L Division of Emergency Preparedness t Engineering 
Response (Post 830103) 63/05/31 Consol idated Edison Go. of New 

York, Inc 116pp 10732 200 24X Fiche 50-000.83/05/31,9305110461 


0306220171 Discusses IE insp on 830317-20 I, forwards notice of 
violation L proposed imposition of civil penalty. 

0 ^REILLY, J P Region 2, Office of Director 83/06/02 TUCKER, H.B. 
Duke Power Co. 4pp 18937’ 281 24X Fiche. 50-269, 63/06/03, 

8306220171 


—0306220175 Notice of violation L proposed imposittdn of civil penalty 
in amount of $160,000 Noncompliance noted. inadequate 
procedures to ensure that air lock sys restored to 
operability after meint 

O^REILLYiJ P Director's Office, Office of Inspection end 
Enforcement 83/06/02 4pp 18937 205 24X 

Fiche 50-269, 83/06/02, 8306220171 


0306290245 Informs that response to IE Bulletin 83-03, Item 4 re 
failures of check valves used In diesel generator water 
cooling sys, will be submitted by 630622 

TUCKER. H D Duke Power Co 93/06/00 O^REILLV.J.P Region 2, 
Office of Director. Ip. 19056 005. 24X Flche. 90-269. 03/06/00, 

0306290245 


0305110464 IE Info Notice 63-36. "Impact of Security Practices on Baft 
Operations “ 9vc list end 

JORDAN, E L. Division of Emergency Preparedness 8. Engineering 
Response iPost 830103) 83/06/09 Consolidated Edison Co of New 

York. Inc U9pp 10630 ' 200 24X Fiche. 50-000. 03/06/09, 9305110464 


8305110470 IE Info Notice 03-38. "Defective Heat Sink Adhesive U 
Seiemically Induced Chatter in Relays Within Printed 
Circuit Cards," Svc list end 

JORDAN, E L Division of Emergency Preparedness li Engineering 
Response (Post 630103) 63/06/13 Consolidated Edison Co. of New 

York, Inc llBpp. 18920 225 24X Flche, 50-000. 83/06/13, 93051 L0470, 


8306090010 IE Info Notice 83-37. "Transformer Failure Resulting From 
Degraded Internal Connection Cables," Bvc list encl 
JORDAN, E. L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 63/06/13. Consolidated Edison Co. of New 

York, Inc 243pp 18921’ 001 24X Flche 50-000,83/06/13,9306090010. 


03O6I7O28S Forwards ZE Bafeguards Insp Rapts 50-269/93-14 
30-270/83-14 6 60-207/03-14 on 030509-13, No noncompl lanci 
notad 

DANCE, H C. Division of Project It Resident Programs 03/06/15 
TUCKER, M.B. Duke Power Co 2pp 10077 233 24X 

Fiche’ 50-269, 03/06/ 1 5, 8306170285 


*9306170307 IE Safeguards Insp Repts 50-269/93-14,50-270/03-14 ti 
50-207/03-14 on 830909-13, No noncompliance noted Major areas 
inspected, security plan 6 implementing procedures If security 
organlxation mgt. Safeguards info deleted (ref 10CFR73 21). 
TILLMAN. A , ENNIS, J Region 2, Office of Director MCGUIRE, D R. 
Division of Emergency Preparedness li Materials Safety 93/06/19 
2pp 10877 235. 24X Flche 90-269, 83/06/19, 0306170283. 
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8305110479^ IE Info Notice G3-40i “Need to Environinenta 1 1 ^ Oueliftf 
Cpoiy OroiftB tc SealsTs '* Sve list anc 1 

JOROANtE L Diviaian af Energcncij Preparedness tc Engineering 
Risponv* iPost 830103) a3/06/SE Consolidated Edison Co of Neu 

YorJci Inc llBpp 19021 179 24yFiche 50-000, 83/06/22. Q3051 10473 


G3051 10477 IE Info Notice Q3-41, "Actuation of Fire Suppression Sys 
Causing Inoperability of Saf etyfielated Equipment “ Sve list 
enc 1 

J OR DAN I E L Division of Emergency Preparadness & Engineering 
Response (Post 830103) 83/06/22 Consolidated Edison Co of New 

Yopfci Inc ISOpp 18997 007 24X Ficho 50-000,03/06/22,0303110477 


6303110479 IE Info Notice 63-42, "Reactor Made Euitch Half uncti otis *' 
Gve lilt »nct 

JORDAN. E L Division of Emergency Preparedness i< Engineering 
Response (Post B30103) 83/06/23 Consolidated Edison Co of New 

Yorlii Inc. Il6pp 13996 242 94X FLche 50-000,03/06/23,0305110479 


6305110483 IE Info Notics 83-434 "Improper Settings of Intermediate 
Range ( IR> High Flui Trip Setpoints 8vc list end 
JORDAN. E L Division of Etnergency Preparedness & Engineering 
Response (Post 830103> 33/06/24 Consolidated Edison Co of New 

York. Inc 116pp 19046 297 24X Fithe 50-000, 83/06/24, B3051 1<1483 


R, Periodic opsrating reports & related correspondence 


8306170297 Monthly operating^ repts for May 1983 M/a306l5 Itr 
REAJI81 J, A . TUCKER, H 6 Duke Power Co B3/06/15 17pp 
16678 177 24X Flthe- 50-269. 83/06/15, 6306170297. 


DOCKET 80-271 VERMONT YANKEE NUCLEAR POWER 8TATI0N 


F Becurlty, medical, emergency U fire protection plans 


G30601D301 FoTuards IE Insp Rapt 50-271/83-12 on 630503-04 No 
noncenp liance noted 

MARTIN, T T Dlvlfllon of Englnearlng if Technical Programs 83/05/17 
MURPHY, W P Vermont Yantoe Nuclear Power Corp 2pp. 16672 303 
24X FI c he: 30-271 . 83/05/ 1 7, 6306010301 


—6306010304 IE Insp Rept 50-271/03-12 on 800503-04 No none amp 1 lane e 
noted Major areas inspected public prompt notification sys 
COHENi 1 , OORDDNjC . CFIDCKER, M H Region 1, Office of Director 
03/05/16 5pp 1B672 305 24X Flche 50-27 i. 83/05/ 17, 0306010301 


8306070344 Forwards IE Insp Rept 50-271/83-01 on 030104-31 t( notice 
of violation. 

BTAROBTECKI, R Division of Project b Resident Programs 03/03/24 
HURPHYjW, P Vermont Yankee Nuclear Power Corp 2pp 16742 037 
24X Fiche 50-271.83/05/24,6306070344 


— 0306070353 IE Insp Rept 50-27 1/B3-01 on 030104-0131 Noncompl lance 
noted failure to foll-oui health physics survey procedure 6 
failure to maintain valve linoups per approved procedures 
RAYNONDiW. J , WI<30IN9, Jl T. , OALLO, R M Region 1, Office of 
Director B3/0S/19 a4pp 16748 041 24X Flche 50-271,83/05/24, 

0306070344 


6306010435 Proposed Change 110 tn License 0RR-2Br del etiny Tech Spec 
provision for annual site evacuation drill. Tech Spec 
requirement duplicated by 10CFR50, App E 

HEIDER. L, H Vermont Yankee Nuclear Pouier Corp 03/05/26 
EI8ENHUT. D 0 Division of Licensing 3pp 18674 268 24X 

Fiche 50-27 1 , 83/0 5/ 26 , 83060 10435 


--H306010436 Proposed Tech Bpec change, de 1 e ting provision for annual site 
•vacuation drill 

* Vermont Yankee Nuclear Power Carp 83/03/26 ip 18674 271 
SAX Flche 50-271,83/05/26,0306010435 


8306130290 Releases public version of revised emergency plan 
implementing procedures 

FELTON. J H Division of Rules end Records 83/06/06 Document 
Managemant Branch. ip 10869 276. 24 X Fiche 50-271.83/06/06, 

0306150290 


— 0306150293 Forwards public version of revised emergency plan 
implementing procedures, including Procedures OP 3500 re 
unusual events, OP 3501 re alert L DP 3502 re site area 
emergency 

MARKTj D Yankee Atomic Electric Co. 83/05/03 NRC - No 
Detailed Affiliation Given ip. 16669 277 24X 

Flche. 50-271 1 83/06/06, 0306150290. 


— 8306150299 Public version of levised emerciency plan implementing 
procedures, inc lud mg Proiedurus OP 3LU0 re unusual events, 

OP 3501 re alert 6 OP 350? te site ai ca emergency 
MARKT. D Yankee Atomic Electric Cd 83/05/03 Office of 
Nuclear Reactpi Regulation, Director 4Dpp 18069 270 24X 

Fiche SO-271, 83/06/06, 8306150290 


8306280112 Forwards Temporary Change 83-1 to physical security plan 
Change withheld 

MURPMV, W P Vermont Yankee Nuclear Power Corp 63/06/14 
VASSALLO, D U Operating Reactors Branch 2 Ip 19001 130 24X 

Ficho 50-271,03/06/14,0306200112 


H Gcnoral cot resp ondence 


8306210029 Oppases facility restart Uni esalved safety issues re 
Inadequato pipe supports It cracked feedwater naiile preclude 
safe operation Petition to follow 

RICHARDSON, C Vermont Yankee Docommissioning Alliance 03/06/16 
ROONEY, V . VA39ALL0, D Dperating Reactors Branch 2 Ip 18912 896 
24X Fiche 50-271,63/06/16,0306210029 


I Flnanctel information 


8306200073 Forwards annual financial statements for 1980,1901 t, 1902, 
pep IOCFR80 71 (h ) 

SINCLAIR, J D Vermont Yankee Nuclear Power Corp 63/06/15 
DENTON,M R Office of Nuclear Reactor Regulation, Director lOpp 
18904 001 24X Fiche 50-271,83/06/15,0306200073 


P Operating license stage documents b correspondence 


9306010246 Application to amend License DPR-28, cons 1 sting of Proposed 
Change 107, revising Tech Bpec Figure 3 6 1 ro reactor vossoi 
pressure temp limitations to permit reactor operation to 
power output of 1 DDOEB MHH(i) 

HEIOERi L H Vermont Yankee Nuclear Power Corp 03/05/26 
EI0ENHUT, D 0 Division of Licensing 4pp 18673 026 24X 

Fiche 50-271.03/05/26. 6306010246 


— 8306010P4Q Proposed Change 107 revising Tech Spec Figuro 3 6 1 ro 
reactor vessel pressure temp limitations for operation 
through 1 33OE0 MWH(t) 

a Vermont Yankee Nuclear Power Corp 83/05/26 3pp 10673 030 
24X Ficho. 50-271, 03/08/26, 8306010246 


B306010379 Application to amend License I‘PR-26, mod i fy ing App A Tech 
Specs to reflect new limiting conditions for operation b 
surveillance requirements for RC9 leakage monitoring sys 
HEIDERiL H Vermont Yankee Nuclear Power Corp 03/05/26 
EISENHUT,DO Division of Licensing Opp 10602 153 84X 

Ficho. 50-271.03/05/26, 0306010379 


— 0306010383 Proposed Tech Specs re limiting conditions for operation b 
surveillance requirements for RCB leakage monitoring sys 
e Vermont Yankee Nuclear Power Corp 83/05/26 4pp 10602 156 
24X Ficho 50-271,83/05/26,8306010379 


8306010435 Froposad Change 1 10 to License DPR-20, de 1 eting Tech Spec 
provision for annual site evaruotion drill Tech Spec 
requirement duplicated by lOCfRSO, App L 

HEIDER, L H Vermont Yankee Nuclear Power Carp 03/05/26 
EISENHUT, D 0 Division of Licensing 3pp 10674' 260 B4X 
Flche. 50-271,03/05/26, 8306010435 


— 0306010436 Proposed Tech Spec change, do) eting provision for annual site 
evacuation drill 

a Vermont Yankee Nuclear Power Corp 03/05/26 Ip 1B674 271 
24X Fiche' 50-271, 03/05/26, 8306010435 


0306020174 Forwards response to 820912 commitment to perform feedwater 
no2sle integrity evaluation during 1983 outage Post-ootage 
results of NDT nxoms per NRC 030126 request b affidavit for 
withholding proprietary info (ref 10CFR2 /90) also oncl 
SINCLAIR, J B Vermont Yankee Nucloar Power Corp 03/05/26 

VAS8ALLQ, D D Operating Reactors Branch 2 3pp 18695 051 24X 

Ficho 50-271.03/05/26,8306080174 


— 8306020170 "Insp Program Summary ” 

* Nuclear Energy Service, Inc 83/05/26 6pp 10695 054 24X 

Ficho 50-271,83/05/26,0306020174 


— 03D6O2O1B4 Rev I to Proredure 0OA7616, "Ultrasonic Exam Procedure for 
Reactor Vessel Feedwater Noizle Inner Radius " 

ALCINOi H E Nuclear Energy Service, Inc 03/01/20 33pp 
18695 060 24X Fiche 90-271,83/05/26,0306020174 


\ 
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8306130^93 Forwards si^nopsis or resolutions to open items re control of* 
heavy loads at nuclear pouer plants»per NUREO-061? 
guidelines Draft final technical evaluation rept & request 
for addl info end 

yASSALLQi 0 D Operating Reactors Qranch 2 83/03/26 SINCLAIR* J D 

Vermont Yankee Nuclear Potuer Corp l^lpp 1BB30 107 24X 

Fiche 50-271.03/05/26*0306130493 


8306030112 Provides updated list of qualified electrical aquipmetit 
important to safety par 830411 request List includes 
equipment scheduled to be qualified or replaced Diagrams of 
locations of control equipment end 

SINCLAIR* J U Voimont Yankee Nuclear Power Corp 03/05/31 
ElSENHUTfO 0 Division of Licensing 6pp 10704 352 24/ 

Ficho 50-271*03/03/31.0306030112 


8306090303 Responds to 0O1OOJ Itj re mods to sci am discharge sys Scram 
discharge volsinew instrument vols* insti umontations tt 
associated piping & valves installed sdsmically Operation 
justified during mods 

KElDERfL H Vermont Yankee Nuclear Power Corp 03/06/06 
VASSALLO. D U Operating Reactors Dranch 2 2pp 10795 177 94X 

F ich a 50-271 * 03/06/06. 8306090 J03 


0306140205 Forwards justification for continued operation re 830411 
request for addl info concerning environ qualification of 
safety-related electrical equipment Similarity of isolation 
valves in containment sgs verified by Target Rock 
SINCLAIR* vi B Vermont Yankee Nuclear Power Corp 03/06/09 
EISENHUT*D 0 Division of Licensing 7pp 10832 927 24X 

Ficho 50-271*03/06/09. 0306140285 


0306150161 Requests extension of imp lementaii on date for torus moils 
to 90 days following startup from current refueling outage 
All internal mods it all toT us related mods complete 
Extension applies only to torus-attached piping 
MEIDEH* L H Vermont Yankee Nuclear Power Corp 83/06/13 
EISENHUT.O 0 Division of Licensing 2pp 18846 319 B4X 
Ficho 50-271.03/06/13*0306150161 


8306220044 Forwards response to 830414 request for addl Info re Mark 1 
containment long-term program 

SINCLAIR. J D Veimont Yankee Nuclear Power Corp 03/06/17 

VASSALLO. D D Operating Reactors Branch 2 Ip 10932243 24X 

Flcha 50-271.83/06/17*0306220044 


—8306220053 Procedure 5960-3 *'Rcsponsec to NRC Request for Info* Mark 1 
Torus Program Plant Unique Rept “ 

e Telcdyne Engineering Services 83/06/10 31pp 18932 244. 

24X Ficho 50-271. 03/06/ 17. Q006P2004 4 


8306240170 Forwards list of proposed amends submitted prior to 030506 
effective date of Interim final Rule 4nFRJ4864i per Oenerlc 
Ltr 83-19 Copies of amend proposals to he prenoticed (« 
provided to designated state official 

SINCLAIR* J B Vermont Yankee Nuclear Power Corp 03/06/17 

VA08AULO* D D Operating Reactors Branch 2 3pp 10901:036 24X 

Ficho 50-271*83/06/17*0306240170 


Q Inspection reports* IE Bulletins i* correspondence 


0306010301 Forwards IE Insp Rept 50-271/03-19 on 030503-04 No 
noncamp 1 lance noted 

MARTIN*! T Division of Engineering k Technical Programs 03/05/17 

MURPHY* W P Vermont Yankee Nuclear Power Corp. 2pp 10672.303 
24X Fichr 50-971*03/05/17*0306010301 


—8306010304 lE Insp Rept 50-271/03-12 on 030503-04 No noncompliance 
noted Major areas Inspected public prompt notification sya 
COHEN. 1 * CORDON* C. . CROCKER* H N Region 1* Office of Director 
03/05/16 5pp 10672 305 94X Flche 50-271*03/05/17*8306010301 


0306070344 Forwards IE Insp Rept 50-271/83-01 on 030104-31 it notice 
of violation 

8TAR0BTECKI.R Division of Project U Resident Programs, 03/05/24 
MURPHY* W P, Vermont Yankee Nuclear Power Corp. 2pp 18742 037 
24X Ficho 50-971,03/05/24.0306070344 


— 0306070346 Notice of violation from Insp on 030104-31 

a Region 1* Office of Director. 03/05/24 2pp, 18742 037 24X 

Flche 50-271* 03/05/24* 8306070344 


—0306070353 IE Insp Rept 50-271 /B3 "01 on 030104-0131 Noncompliance 
noted failure to follow health physics survey procedure U 
failure to maintain valve lineups per approved procedures 
RAYMOND.^ J I NIOOIN9, J T * OALLO* R. M Region i* Office of 
Director 03/05/19 24pp 18742 041 24X Flche 50-271,00/05/24, 

0306070344 


8305110450 IE Info Notice 03-32* "Ruptured Am-241 Sources Contained in 
Nell Lagging Device '* Sve list end 

TAYLOR* J M Division of Safeguards & Inspection Programs iPost 
030103) 03/05/26 Consolidated Edison Co of New York* Inc 
125pp 10031 043 24X Flche 50-000*83/05/26,8305110450 


8305110460 lE Info Notice 03-34* "Event Notification Info Norksheet '* 
Sve list end 

JORDAN* E L Division of Emergency Preperednest & Engineering 
Response (Post 030103) 03/05/26 Consolidated Edison Co of New 

York* Inc llDpp 18732 005 24X Fiche 50-000*03/05/26*03051104 60 


8306020174 Forwards response to B20912 commitment to perform feedwater 
noxile integrity evaluation during 1983 outage Post-outage 
results of NDT exams per NRC 830126 request I, affidavit for 
withholding proprietary Info (ref 10CFR2 790) also encl- 
SINCLAIR.J D Vermont Yankee Nuclear Power Corp. 03/05/26 

VAB8ALLO*D D Operating Reactors Branch 2 3pp 10695 051 S4X 

Fiche- 50-271,83/05/26# 0306020174 


— 0306020170 "Insp Program Summary " 

e Nuclear Energy Service* Inc 03/05/26 6pp 10695 054 24X 

Fiche 50-271* 03/05/26* 0306020174. 


9306090350 Forwards IE Insp Rept 30-271/03-13 on 030502-05 it notiee of 
violation 

STAROSTECKI.R Division Of Project it Resident Programs 83/05/26 
MURPHY# W P Vermont Yankee Nuclear Power Corp 2pp 10793 027. 

24X Flche 50-271*83/05/26*0306090358 


— 0306090360 Notice of violation from insp on B30502-05 

e Region i* Office of Director 03/05/26 Ip 10795 029 24X 

Fiche 50-271*83/05/26*8306090350 


— 8306090366 IE Insp Rapt 50-271/03-13 on 030502-05 Noncompliance noted 
failure to follow established documentation 6 review 
procedure for implementation of engineering design change to 
cables C1045HRAn it G1B44CRB1 

WlOOlNBiJT,, 0ALL0*R M Region 1* Dffics of Director 03/03/80. 
6pp 10795*030 24X Ficho 50-371*03/05/26*0306090350 


0305110461 IE Info Notice 03-35* "Fuel Hovement N/Control Rods 
Withdrawn at DNRs " 0vc list end 

JORDAN* E L Division of Emergency Preparedness t. Engineering 
Response (Post 030103) 03/05/31 Consolidated Edison Co. of Mew 

York* Inc U6pp 18732 200 24X Fiche* 50-000* 03/05/31* 0DO5UO461. 


0306160003 Forwards IE Insp Rept 50-271/03-02 on 030201-0411 It notice 
of violation 

STAROBTECKI.R Division of Project It Resident Programs. 03/06/01. 
MURPHY* W P Vermont Yankee Nuclear Power Corp. 2pp. 10061.325, 
24X Fiche 50-871,03/06/01*0306160003. 


—0306160005 Notice of violation from insp on 030201-0411 

« Region 1* Office of Director 03/06/01 ip 10061 327 24X 

Flche 50-271*03/06/01*0306160003 


—0306160006 IE Insp Rept 50-271/03-02 on 830201-0411 NoncompI ianc e 
noted failure to post contaminated area It to central work 
in contaminated area 

RAYMOND* W J * COLLINS* B J , EICHENHOLZ* K Region 1* Office of 
Director 83/05/20 28|ip. 10861*320 24X Fiche 50-271*03/06/01* 

8306160003 


0306080076 Forwards response to IE Bulletin B3-02 re use of ultrasonic 
exam techniques for inservice insp program to assure 
Integrity of recirculation sys piping for continued 
operati on, Criteria selected & Insp results end 
MURPHY, « P Vermont Yankee Nuclear Power Corp 03/06/03 
VASSALLO, D B Operating Reactors Branch 2 174pp 10773 260 24X 

Fiche 50-271 , 03/06/03, B306080076 


0306200174 Forwards IE Insp Rept 50-271/03-09 on 030412-0502 St notice 
of violation 

0TARO8TECKI* R. Division of Project It Resident Programs. 03/06/06 
MURPHY, W P Vermont Yankee Nuclear Power Corp 2pp. 10903 126. 
24X Flche. 50-271,03/06/06,0306200174 


—0306200177 Notica of violation from insp on 830412-0502 

* Region Im Office of Director 03/06/06 Ip 10903; 120 24X 

Fiche 50-271,83/06/06.8306200174 


—0306200101 IE Insp Rept 50-271/03-09 on 030412-0508 Noncompliance 
noted!. Installation It Test Procedure SPN-VOl 15-770 re torus 
Internal motds not followed for gusset plates, 

RAYMOND* N J * HOLDEN, C F , QALLO, R M Region 1, Office of 
Director 03/06/03, I6pp 1B903 1 29 24X Fiche 50-271,03/06/06, 

0306200174 
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830S1104&4 IE Info Notice 83-3£ii ’’Imp^act of Security Practice® on Safe 
Dperations " Svc list end 

JORDAMiC L Division of Emergency Preparedness & Engineering 
Reip^onse <Post 830103) 03/0£i/0? Consolidated Edison Co pf Neu 

Vork. Inc ll^pp 18930 280 SAK Piche SQ-OOO. 83 /Q&/09» 0309110464 


8306140499 Forwards updated into re results pf past*'Overlay weld joint 
inspt In response to IE Oulletin 93-02* ''Stress Corrosion 
Cracking in Large Diameter* Stainless Steel Recirculation Bgs 
Piping at QUR Plants. ■” 

MIWPHV<W,P Vermont Yankee i/uclear Pauer Gorp. 93/06/09 
V^SSALLO* D D Operating Reactors Dranch 2 3pp 18843074 24X 

Flche SO-S 71 1 03/06/09. 9306140499 


8305110470 IE Info Notice B3'3ei '“Defective Heat Sink Adhesive 8c 
Qeltnlcallg Induced Chatter in Relays Hithin Printed 
Circuit Cards ” 8vc list end 

JORDANrE.L Division of Emergency Preparedness 8( Engineering 
Rasponss (Post 930103 } 03/06/13. Consol idated Edison Co of Neur 

York. Inc ll9pp 1B920 225 24 X Flche 50-000^93/06/13.0303110470 


9306090010 IE Info Ketice a3-37< "Transformer Failure Resulting From 
Dagradsd Internal Connection Cables ** Bvc list end 
JORDANiE. L Division of Emergency Preparedness it Engineering 
Response (Post B30103) 83/06/13 Consolidated Edison Co. of New 

York* Inc 243pp 18921 001 24 X Fiche 80-000. 03/06/13* 0306090010 


0306390472 Forwards IE Insp Rept 50-271/83-11 on G30503-06 No 
nonconp liancfi noted 

NARTINiT. T Division cf Engineering tr Technical Programs 83/06/13 

^IURPHV^N P. Vermont Yankee Nuclear Power Corp. 2pp, 19018' 315 
24X Flche 50-271. 83/06/13*8306200472 


—8306290474 IE Insp Rept 50-27i/Q3“il on 030503-06. No nonceapl ionce 
noted Najor areas inspected. 1 icensee radiation protection 
program. personnel training 6 internal 6 external exposure 
control. 

HC9RIDE.H H . BitANDAKY. M Region I. Office of Director 83/06/00 
6pp 19018.317 84X Flche SO- 27 1* 03/06/13. 9306290472 


0306200388 Responds to IE Bulletin 83-02 re commitment to inpleatent 
revised leakage monitoring provisions Insp 6/or mod of 
rec Irculat ion & other RCP9 piping sys for next refueling 
outage planned 

MURPHY. H.P. Vermont Yankee Nuclear Power Corp 83/06/18 
VASSALLOiD 9. Operating Reactors Branch S 3pp 10899 034. 24X 

Flche SO-271. 93/06/ 15* 8306200388. 


6306210223 Responds to notice of violation U proposed imposition of 
civil penalty from IE Insp Rept 50-271/83-04. Co rrec tive 
actions movement of fuel within spent fuel pool terminated 
tc automatic features of standby gas treatment sys restored 
MURPHY. N P Vermont Yankee Nuclear Power Corp. 83/06/16 
DEYOUNOrR.C Director's Office* Office of tnipection and 
Enforcement 6pp 18916 035 24 X Flche 50-271. 83/D6/16. 0306210223 


9306210110 Responds to NRC 630510 Itr re proposed civil penalty tc IE 
Insp Rept 50-271 /G 3-04. Amount of penalty should be reduced 
due to shorter length of time secondary containment was 
compromised Ic prompt corrective action 

MURPKYi W P. Vermont Yankee Nuclear Power Gorp, 93/06/17 
DEYOUNO. R C Director's □fflce* Dffice of Inspection and 
Enforcement 3pp. 10910114, 24X Ft c he. 50-271. 03/06/17* 6306210110 


0306230075 Confirmatory Action Ltr 03-04 re error in spacing table for 
thermal Ic dead weight stresses w/ANSI B3i 1 for installation 
of piping supports In svc water sys, 9afsty analysis to be 
performed It documented. 

9TAn09TECKti R Division of Project Ic Resident Programs 83/06/17 
MURPHY. H.P Vermont Vankae Nuclear Power Corp 2pp 10947.173 
24X FI c he - 50-27 1 . 83/06/ 17* 83D6230075 


9306280164 Forwards 8ALP rspt on 830613 for assessment period Hay 1902 
- Apr 1983 Hefting scheduled fep 630620 to discuss 

assessment 

9TARO0TECK I . R. Dlvliiori of Project Ic Resident Programs. 83/06/21 
MURPHY. H.P Vormont Yankee Nuclear Power Gorp. 2pp, 19D14 278. 

24X Flche: 50-271* 83/06/21. 0306280164. 


—9306290166 0ALP rept on 830613 

a Region 1* Dffice of Director. 83/06/13. 34pp, 19014 200. 24X 

Flche; 50-271.83/06/21*8306280164, 


6306280170 Ac k receipt of 630414 ltr responding to human factors revlaw 
forwarded in NRC 830211 ltr. Agnes that level of technics! 
training provided to nuclear safety engineer did not affect 
response to 820424 loss of feedwater transient, 

8TA808TECK1 * R Division of Project 6 Resident Programs 83/06/21. 
HURPHYt M P, Vermont Yankee Nuclear Power Corp, 2pe 19014 395, 

24X Flche; 50-271. 03/06/21* 0306280170 


— B306280173 Responds to NRC 830211 ltr forwarding human factors review 
evaluating shift technical advi sor/conti ol room design Lists 
salient features of program to enhance & redefine existing 
program 

MURPHY* M P Vermont Yankee Nuclear Power Corp 83/04/14 
9TAR09TECKI. R Division of Project It Resident F^rograms 2pp 
19014 3S7 S4X Flche 50-271.03/06/21*0306200170 


B3051I0475 lE Info Notice 03-40, "Need to environmentally Qualify 
Epoxy Grouts It dealers '' Svc list encl 

■JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Past 830103) 03/06/22 Consol idated Edison Co of New 

York* Inc 115pp 19021 179 24X Fiche 50-000,83/06/22,8303110470 


8305110477 IE Info Notice 03-41, ''Actuation of Fire Suppression Sys 
Causing Inoperability of Safety-Related Equipment '' Svc list 
encl. 

■JORDAN, E. L Division of Emergency Preparedness 6 Fngineering 
Response (Post 030103) B3/06/22 Consolidated Edison Co of New 

York* Inc 120pp 18997 007 24X Flche 50-000.83/06/23,8305110477 


B305110479 IE Info Notice 03-42. "Reactor Mode Switch Malfunctions •' 
Bvc list end 

■JORDAN. E 1. Division of Emergency Preparedness It Engineering 
Response (Post 030103) 93/06/23 Consolidated Edison Co of New 

York. Inc 116pp 1B996 242 24X Flche 50-000.03/06/23,0305110479 


03^O511O403 IE Info Notice 03-43. "Improper Bettings of Intermediate 
Range (IR) High Flux Trip Betpplnts " 0\c list encl 
JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 93/06/24 Consolidated Edison Co of New 

York* Inc 116pp 19046 297 24X Fiche 50-000.03/06/24,0305110403 


R Periodic operating reports It related correspondence 


0306170060 Monthly Operating Rept 83-05 for Hay 1983 W/030609 Ur 
DUROER.F J . MURPHY. W P Vermont Yankee Nuclear Power Corp 
83/06/09 Office of Resource Management. Director 7pp 
18882 203 24X Fi c he; 50-271. 63/06/09* 8306170060 


B Reportable occurrences. LERs 6 related correspondence 


8306170264 LER 83-013/03L-0 on 030413, while reactor shutdown* weekly 
environ air sample for 830405-12 at Btation ATI 3 not 
obtained. Caused by technician failure to test for sys 
vacuum Technician reinstrurted in procedure H/6305J3 ltr 
PELLETIER. J P Vermont Yankee Nuclear Power Corp 03/05/13 
ALLAN. JM Region 1, Office of Director 2pp 18878 161. 24X 

Flche 50-271.03/05/13*8306170264 


0306140154 PNn-I-83-054. on 830604. EC CS actuation signal caused HPCJ I* 
ROIC sys to actuate* but sys failed due to lack of steam 
(reactor temp at 105 F> Open ROIC I* HPCI lines created 
depressuri lation 

HOLDEN* OALLO* KEIHIO Region J* Office of Director 03/06/06, 2pp 
1083? 029 24X Flche 50-271,83/06/06.8306140154, 


0306170039 UER 83-O14/03L-0 on 030510* discovered surveillance frequency 
for eve water processs monltoi exceeded Tech Specs Caused by 
schedule error Analysis immediately performed Applicable 
personnel reinstructed W/83O607 ltr 

PELLETIER* J P Vermont Yankee Nuclear Power Corp 03/06/07 
HURLEY* T E Region 1* Office of Director 2pp 10082 225, 24X 

Fiche, 50-271. 83/06/07* 8306170039 


8306140476 PND-I~03-O58: on 830608. Yankee Atomic Electric Corp 
notified licensee of two support problems w/ECCG suction 
piping ettacheef to torus Ic svc water piping for cooling 
water to uninterruptible power supplies 

HOLDEN, KI8TER Region 1* Office of Director 03/06/09 Ip 
10034 335 24X Flche: 50-271, 03/06/09* 0306140476 


8306170332 PNO-I-03-061: on e30615*whil« conducting mod to reactor water 
level sensing lines, false law reactor water I* low-low 
reacter water level signals generated, Initiating ECCS 
l( starting emergency diesel generators 

OALLO* KISTER Region 1, Office of Director 83/06/15, Ip 
10000. 362 24X Fiche. 50-271. 83/06/15* 8306170332. 


V Operator Examinations 


0306140032 Requasts attendance at 830627 meeting w/Region I in King 
of Prussla*PA to discuss transfer of reactor operator 
licenslnii function from Bethesda. HD to Region I ofc 
STAR08TECKI* R Division of Project It Resident Programs. 83/06/09. 
MURPHY* U, P, Vermont Yankee Nuclear Power Carp. 2pp 18836.333 
S4X Fiche. 50-271*83/06/09* 8306140032. 
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DOCKET 50-272 SALEM NUCLEAR GENEHATINO QfATiDN. UNIT 1 


F SBCuritijf inDdicalj etnergoncij Firo pTott^ction plane 


03O&O7O15D Foriiiards Submittal 3 to security trainmy Ec qual i f i cat i un 
plan Submittal uitbbeld (roF 10CFR73 21 > 

LlDENiE A Public Service Electric «< Cos Co of New Uerteij 
83/05/02 Region li Office of Director 2pp 18736 291 24X 

Fiche 50-a72i 83/05/02, 8306070150 


D306070164 Requests that revocation of Chapter 9 be taken Into account 
during review of Rev 6 to security plan & that approval of 
plan not be delayed by review of Chapter V Notice 
withdrawing Chapter 9 Er Procedure SP7 p«cj 

LlDENfE A Public Service Electric Gas Co of New Jersey 
03/05/12 Region 1, Office of Director 3pp 16736 281 24X 

Fiche 50-272,83/05/12.8306070164 


8306020232 Foruiards Rev 0 to Salem Generating 9tation Emergency 
Operating Procedures Generation Package." per Suppl 1 to 
NUfiEO-0737 (Generic Ltr 82-33) 

LIDEN. E A Public Service Electric & Gas Co of New Jersey 

83/05/20 VARGA. S A OpeTOting Reactors Branch 1 tp 18689 001 

24X Fiche 50-872.83/05/20,8306020232 


— 6306020240 Rev 0 to "Salem Generating Station Emergency Opeiating 
Procedures Generation Package " 

GUELLER.J , FRV. L . BERKLEY. J Public Service Electric «. Gas Co 
of New Jersey 83/04/20 166pp 18689 002 34X 

Fiche. 00-272. 83/05/20. 0306020332 


G306170481 Forwards safety evaluation of util submittals re fire 
protection rule, incorporating BNL technical input Facilities 
in compliance w/App R to IOCFRSOj Items Ml G !< HI L re 
safe shutdown in relay cable spreoding or control t oom 
VAROAiS A Operating Reactoi s Branch J 83/05/31 UDERITZ. R. A 
Public Service Electric 8, Gas Co of New Jersey 2pp 18094 307 
34X Fiche 50-272.83/05/31,0306170481 


-’-0306170483 Safety evaluation of util compliance w/App R to iOCFRSO. 
Items HI 0 3 it HI L Facility design provides train of ays 
necessary to achieve & maintain safe shutdown conditions 
■s Office of Nuclear Reactor Regulation, Director 03/05/31 Spp 
18894 309 24X Fiche 50-272,03/05/31,8306170481 


8306090049 Forwards Rev 0. Amend 1 to security plan Rev withhold 
Crof 10CFR73 91) 

LIDEN, E A Public Service Electric «< Oas Co of New Jersey 
63/06/03. Region l> Office of Director 2pp 10793 311 94X 

Fiche 50-972, 03/06/03, 0306090047 


6306230471 Forwards IE Safeguards Insp Repts 50-272/03-17 
50-311/83-16 on 830516-20 No noncomp Uance noted 

MARTIN, T T Division of Engineering & Technical Programs 83/06/08 
UDERITZjR a Public Service Electric tc Gas Co of New Jersey 9pp 
1B94I 302 24X Fiche 50-279,03/06/08,8306230471 


— 6306230475 !E Safeguards Insp Ropts 50-279/83-17 k 50-311/83-16 on 
B305i6-20 No noncompliance noted Major areas inspected 
security plan, contingency plan & previously identified 
items 

SMITH, 0 C , ODDY. A T Region 1, Office of Director, 83/06/06 
3pp 10941 -304 24X Fiche 50-272, 83/06/00, 03O693O47i 


H General correspondence 


6306140043 Requests JM Zupko S, A Nassman be added to sve list for all 
correspondence re facilities HJ Midura should be deleted 
LIDEN, E A Public Service Electric S, Gas Co of New Jersey 

63/06/06 VARGA, 8 A Operating Reactors Branch 1 Ip 10838 319 

24X Fiche: 30-379, 83/06/06, 0306140043 


6306140604 Comments on recent near melt-down at facility NRC should 
begin to enforce regulations as required by law & shut down 
obviously accident-prone plants 

BATYiD. Affiliation Unknown 83/06/08 NRC - No Detailed 
Affiliation Given 2pp 18833.060 94X Fich«‘ 50-972, 83/06/08, 

6306140604. 


P Operating license stage documents correspondence 


0306030562 Clarifies 030219 81 environ qualification 8ERi Upon 

completion of plant-specific review of all plants, cross-ref 
of nonqualified equipment will be conducted to determine If 
same equipment in other plants determined qualified 
VARGA, a. A Operating Reactors Branch i 83/05/23 UDERITZ,R A. 
Public Service Electric t, Gas Co, of New Jersey 3pp 18715.190. 
24X Fiche* 50-279, 83/03/93, 8306020562 


B306030141 Submits long-term operational verification program for 
Uestinghouse DD-50 reactor trip breakers Data will be used 
to assess reliability of undervoltage trip attachments 
Results uf program expected in Ott i983 

UDERITZ, R A Public Service Electric 8i Qas Co of New Jersey 
83/05/31 EI8ENHUT,D 0 Division of Licensing Opp 18704 283 
24X Fiche 50-279,83/05/31,0306030141 


8306130064 COPPER IN THE INTAKE AND DISCHAROE ZONES OF THE SORRY 
AND SALEM NUCLEAR POWER STATIONS 

HARRlBON. F L , BISHOP, D J , RICE, D H Laurence Livermore Laboratory 
FIN A-0119 NUnC0/CR-296S 83/05/31 Division of Health. Siting 

k Haste Management Slpp Available at NRC 44 00 18069 921 

24X Fiche 30-000,83/05/31,8306150064 


0306220198 Forwards Vol 5, Number 4 to NUftEG-0090, ‘*Rept to Congress on 
AOs," for Fourth Quarter CYBG One AO reported at NRC 
licensees re inoperability of containment spray sys 
Agreement states reported no AOs 

AHEARNE, J F Commissioners 03/06/09 O'NEILL, TP House of Rep 
BUSH.G H H Senate 2pp 18940 024 94X Fiche 50-000,03/06/03, 

8306220198 


0306140059 Forwards "Analysis of Valve/Opera tar Interface Hardware for 
Containment Pressure Ic Vacuum Relief Valves 1 & 2 VC D, " 
in response to NRC 830519 request 

LIDEN, E A Public Service Electric 6 Gas Co of New Jersey, 

03/06/07. VARGA, 8 A Operating Reactors Branch 1 3pp 10038 967 

24X Ficlie. 50-979, 83/06/07. 8306140059 


— B306140063 "Analysis of Valve/Operator Interface Hardware fgr 
Containment Pressure & Vacuum Relief Valves 1 t< 9 VC 5 " 

FOLEY, J H , MOOL, J C , KRAMER, E N Public Bervice Electric «r Gee 
Co of New Jersey 03/06/03 t6pp 1883B 270 94X 

Fiche 50-272,03/06/07,8306140059 


8306160430 Forwards RA Uderlti affidavit per B30607 response to NRC 
03051? ltr re velve operability reviews for iO-inch 
pressure/vacuum relief valves used for purge or vent of 
containments 

LI0£N,E A Public Service Electric 6 Gas Co of New Jersey 
83/06/08 VARGA.8A Operating Reactors Branch t 9pp 100601074 
a4X Fiche 50-272,83/06/00,0306160438 


8306270299 Application for amend to Licenses DPR-70 t, DFR-75, rev! sing 
Amend Requests 79-01 6 81-19 re radiological effluent h 
administrative controls h Tech Specs re surveillance 
testing 9c reporting requirements for reactor trip breakers 
LIDEN, E A Public Service Electric Ic Gas Co of New Jersey, 
03/06/17 VARGA, 8 Operating Reactors Branch 1 3pp 18994:270 
24X Fiche. 50-272, 03/06/17, 0306270299 


— 0306270304 Proposed Tech Specs revising radiological effluent h 
administrative controls 6 surveillance testing & reporting 
requirements for reactor trip breakers 

e Public Service Electric k Oos Co, of New Jersey. 03/06/17 
249pp 18994 281 24X Fiche* 50-272, 03/06/17, 8306270299 


0306290313 Responds to 030523 clar I f icati an of BERi re environ 
qualification of safety-related electrical equipment 
requesting review of equipment in Categories IV, 1.0 6 II. A 
LIDEN, E A Public Service Electric 6 Gas Co, of New Jersey 

83/06/21 VARGA. S A Operating Reactors Branch 1 3pp 19055:313, 

24X Fiche 50-272,83/06/21,8306290313 


0306300190 Forwards Off sits Dose Calculation Manual per NRC 790118 
ltr 

LIDEN, E A. Public Bervlci Electric It Gas Co of New Jersey 
83/06/24 VARDA, 8 A Operating Reactors Oranch 1. Ip 19122 199 
24X riche. 50-272,83/06/24,0306300190 


— B306300194 Offsite Dose Calculation Manual 

e public Service Electric It Gas Co of New Jersey 03/03/31. 
73pp, 19122 200 24X Fiche* 50-272, B3/0*/24i 0306300190. 


0 Inspection reports, IE Bulletins It correspondence 


0306240046 Discusses IE insp on 030302-06 k forwards notice of 
violation 6 proposed imposition of civil penalty. 

DEY(X1N0,R C Director's nfflce, Office of Inspection and 
Enforcement. 03/05/05 SMITH, R Public Service Electric It Oas Co. 
of New Jersey 4pp 18907 217. 24X Fiche 50-272, 03/03/05, 

8306240046. 


— 8306240049 Notice of violation It proposed imposition of civil penalty 
in amount of 4850,000 Noncomplianct noted reactor trip 
breaker failed to automatically open following receipt of 
valid trip signal. 

DEYDUNO.R.C. Director's Office, Office of Inspection and 
Enforcement 03/05/05 8pp 18987.221. 24X 

Fiche* 00-272, 03/05/05, B306240046 
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DOCKETED ITEMS 


0 


8305il045Q IE Info Notice B3'~33 j "Rupturcdi Am-241 Sources Can tailed in 
Uell Loflgino I>evice. ” Svc Uftt end 

T/\YLOR# J M D-iv£aloTi of BafegMerd* & tnapection Program* (Post 
B30l>03l B3/'03-/26 Canso 1 J dated Edi*an Co of Nout Yor>-i Inc 

ISSpp 10831 043 S4X Piciiit SO-OOO^ Q3/05/S6« 83051 i04S8 


6305110460 IE Info Notice 83*'34r "Event No ti f icatson Info Uorkafiaet " 
Svc lilt end 

JOnOANifE L Dlvielon of Emergency Preparednees & Engineering 
Reipoitse <Po«t 630103) 63/05/36 Consolidated Edlfon Co of Neu 

York* Ire llSpp 16733 0D5 24X Fiche 50-000, 63/05/?6. 83051 10460, 


03-03110461 IE Info Notice 63-35, "Fuel Movement M/Control Rods 
Ulthdraum at OURa ” Bve list end 

JORDAN, E L Divieion of Emergency Preparednoi* fc Engineering 
Responee iPost 630103) 63/05/31 Consolidated Edison Co of Neu 

Yorfci Inc, 116pp 16732 206. 24XF1 c6b 50-000,83/05/31,8305110461 


B306140856 Ack receipt of 030317 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-2^72/02-36 & 
50-311/62-33 

BTARDSTECKl , R Division of Project b Resident Programs 03/05/31 
UJ>ER1TZ,R A Public Service Electric it ^a% Co of Neui Jersey. Ip 
10033 019. 24X FI eha; 50-272, B3/05/31, 3306140256 


—6306140261 Responds to NRC 030215 lir re violations noted in IE Insp 
Rspt* 50-372/02-36 ic 90-311/02-33 Corrective actions 
Ilperations Olrective 12, Tech Bpee Interpretations, eJcpanded 
to- include end Ouid«-ll & footnotes added to Logs 
U1>ER1TZ,R A Public Service Electric 4, Oas Co of Neu JarBeg. 
03/03/17, HAVNEa-R C, Region U Office of Director 
STAROdTECKI, R, Division of Project U Resident Programs 3pp, 
1&633 020 24X Ffche SO-272, 83/05/31, 0306140256 


0306160130 Forwards IE Imp Repts 50-272/83-18 S( 50-311/83-13 on 
83D326-051Q 6 notice of violation 

8TAR0arECKl,R, Divisidfi of Project tc Resident Programs 63/05/31 
UG£R1TZ,R. A Public Service Electric 6 Oas Co. of New Jersey 8pp 
10B62 005. 24X Ficbe 50-272,63/05/31,0306160130 


—0306160137 notice of violation from Insp on 030326-0510 

» Region 1, Office of Director 63/05/31 Jp 10862 007 24X 

Fit he 50-272,63/05/31,6306160130 


—8306160144 IE Imp Rspts 50-872/83-12 U 50-311/83-13 on 030326-0510 
NDnconpliance noted failure td submit timely LERs 
NORRRDLMhL J , 8UKKER6,R J , TRIPP, L E Region 1, Office »f 
Director. 03/05/27. 17pp 18B62:00B. 24X Fi c be: 50-278, 03/05/31, 

0306160130, 


0306070177 Requests SO-day extension for response to 830503 notice of 
Violation (< proposed Imposition of civil penalties Oelay 
due tfl conplesity of issues I, consideration of available 
op tions 

0DERITZ,R A. Public Service Electric fc Qas Co. of New Jersey 
03/06/01. DEYOUNO, R.C Director's Officer Office of Inspection and 
Enforcement 2pp 18736.32? 24X Fiche 50- 272i B3/06/01, 8306070177. 


B306160440 Ack receipt of 630415 Itr informing NRC of steps taken to 
correct violeticns noted In IE Insp Repts 50-272/83-01 & 

50-311/83-01 

MARTIN, T.T Division of Engineering & Technical Programs 03/06/07 
UDER1T2, R A Public Service Electric fc Oes CO of Neu Jersey, tp 
18864^214 24X Fiche. 50-272, 83/06/07, 0306160440 


— 0306160440 Responds to NRC 030304 Itr requesting addl Info re 
violations noted in IE Insp Repts 50-272/03-01 & 

50-311/03-01. Correct Ive act ions: Me ter M-137 returned to 
vendor for repair cast estimate. 

UI>ERtTZ,R A public Service Electric & Oas Co, of Neu Jersey. 
83/04/15. MARTIN, T.T Division of Engineering tc Technical 
Pregramt. 3pp. 18064 215, 24X Fiche 50-272, 83/06/07, 6306160440 


8306210176 Respond* to IE Bulletin 03-03, "Check Valve Failures in Raw 
Water Cooling 0ys of Diesel Oenerators " Affected checlr 
valves associated v/each diesel generator listed 
LlDEff, E, A. Public 0ervlc* Electric St Das Co of New Jersey 
83/06/07 ALLAN, J.N Region ii Office of Director 3pp 
10915 239. 24X Fit he, 50-272, 03/06/07, 83062 i 0176. 


8306230471 Far ward* IE Safeguards Insp Repts 50-272/83-17 6 
50-311/03-16 on 030516-20. No none ompl ia nee noted. 

MARTIN,! T. Division of Etiglneerlng it Technical Progroms. 63/06/00, 
UDERITZ, R. A Public Service Electric tr Oas Co, of New Jersey 2pp 
10941'3O2. 24X Fiche 50-272,03/06/00,0306230471. 


—8306230475 lE Bepeguards Imp Reft* 50-272/03-17 6 50-311/03-16 on 
030516-20. No noncamp 1 lance noted Major areas inspected: 
security plsn, contingency plan & previously identified 
itejsi, 

SMITH, 0 C., OaDy,A.T Region 1# OfPic* of Director. 83/06/06. 
3pp, i8941‘304 84 X Fiche* 50-272, 03/06/00. 0306230471. 


0303110464 IE Info Notice 63-36i “Impact of Security Practices on 0afe 
Operations ” Svc list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 03/06/09 Consolidated Edison Ca of New 

York, Inc li9pp 18B30 2BO 24X Fiche 50-000,63/06/09,0305110464 


8305ll‘047D IE Info Notice 83-3B, "Defective Heat Sink Adhesive h 
Selsnically Induced Chatter in Relays Within Printed 
Circuit Cards *' Svc list end 

JORDAN, E i Division of Emergency Preparedness 6 Engineering 
Resp-onee iPost B3O103) 63/06/13 Consolidated Edison Co of New 

York, Inc ilOpp 16930 225 34X Fiche 50-000, B3/06/13, 6305110470 


0306090010 lE Info Notice B3-37, "Transformer Failure Resulting From 
Degraded Internal Connection Cables " Svc list end 
J0RDAN,E L Division of Emergency Preparedness & Engineering 
Response iPost 030103) 03/06/13 Consolidated Edison Co of Neu 

York, Inc 243pp 10921 OOl 24X Fiche 50-000,03/06/13,0306090010 


8305110475 IE Info Notice 83-40, “Need to Environmentally Qualify 
Epoxy ©routs <« aealers “ 3vc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response iPost 630103) 03/06/22 Consolidated Edison Co of New 

York, Inc llSpp 19021 179 24X Fiche 50-000, B3/06/22, 63051 10475 


B305110477 IE Info Notice 03-41, "Actuation of Fire Suppression Sys 
Causing Inoperability of Safety-Related Equipment “ Svc list 
end 

J0RDAN,E L Division of Emergency Preparedness & Engineering 
Response (Post 630103) 83/06/22 Consolidated Edison Co of New 

York, Inc 120 pp. 10997 007 24X Fiche 50-000, 03/06/22, 03051 10477 


0305110479 IE Info Notice 03-42, “Reactor Mode Switch Malfunctions “ 
Svc list end 

JORDAN, E L Division of Emergency Preparedness l( Engineering 
Response (Post 630103) 83/06/23 Consolidated Edison Co of New 

York. Inc ll6pp 18996 242 24X Fiche 90-000i 03/06/23, 03051 10479 


B3051104B3 IE Info Notice 83-43, “Improper Settings of Intermediate 
Range (IR) High Flu« Trip Setpoints *' five list end 
JORDAN, E L Division of Emergency Preparedness Ic Engineering 
Response (Post 030103) 03/06/24 Consolidated Edison Co of New 

York, Inc 116pp 19046 297 24X Fiche 50-000, 63/06/24, 8305110483 


R Periodic operating reports h related correspondence 


6306150267 Forwards annual radiological rept for 1902, "Artificial 
Island Radiological Environ Monitoring Program “ 

LIDEN, E A Public Service Electric 6 Oas Co Of Neu Jersey 
63/06/02 ALLAN, J M Region 1, Office of Directoi Ip 16049 263 
24X Fiche 50-272, 63/06/02, 0306150267 


—0306150270 “Artificial Island Radiological Environ Monitoring Program," 
annual radiological rept for 1902 

LIDEN, E A Public Service Electric It Oas Co of New Jersey 
RMC-TR-03-03 03/04/20 ia6pp 18049 264 24 X 

Fiche* 50-278, G3/06/02, B306I30267 


6306280542 "NP0E9 Discharge Monitoring Repts for May 1903 “ W/030606 
Itr 

KILLER, L K Public Service Electric It ©as Co of New Jersey 
03/06/06 21pp 19019 343 24X Fiche, 50-272, 83/06/06, 6306200542 


8306200240 "Annual Environ Dparating Rept (Nonradlolog ical ) , 1962 " 
W/03O6OB Itr 

LIDEN, E A Public Service Electric It Oos Co of New Jersey 
03/06/08 ALLAN, J M , B0REa,R J Region 1, Office of Director 
I7pp IB902 129 24X Fiche 50-272,03/06/08,0306200240 


8306200226 Monthly operating repts for Hay 1963, U/B3D610 Itr 

MILLER, L K , ZUPMO, J M Public Service Electric tc Oas Co of New 
Jersey B3/0&/1O Director's Office, Office of Inspection and 
Enforcement 14pp, 16902 300 24X Fiche 50-272,63/06/10, 

0306200226 


3, Reportable occurrences, LERs 8< related correspondence 


0306070461 Forwards draft rept, "AEQD Study on Implications of ATW8 
Events at Balem Nuclear Power Plant on NRC Program for 
Collection St Analysis of Operational Experience, " Review 
h comments requested by 830610 

HELTEMEB, C. J Director's Office 83/05/26, DENTDN, H. R Office of 
Nuclear Reactor Regulation, Director DAVIS, J 0, Office of Nuclear 
Katsrial Safety le Safeguards, Director. MINOOVE, R fi. Office of 
Nuclear Regulatory Research, Director I06pp 1G762! 3S6 S4X 
Fiche 50-272, 03/03/26, 6306070461 
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8306030137 Staff r^quirenients memo inPor/ning of CommifisJan 630^13 
briefing in Wafihington»DC on NURCO— 1000. “Ooneric 
Implications of ATU5 Events at Salem Nuclear Poiuer Plant " 
Operating criteria requested 

CHILK.8 J Office of the Secretary of the Commission 03/05/37 
DIRCKSj W J Office of tho Enecutive Director for Operations Ip 
10733 313 3AX Pi the 30-372183/05/37.0306030137 


8G06030349 Forwards “Review of P6B4.0 Corrective Action Program re 
Reactor Trip Sreaker Failures at Salem Generation Station. 

Unit I " 

UDERITZiR A Public Service Electric Oas Co of New Jersey 
03/03/31 EIGENHUTiD 0 Division of Licensing ip 10706 J27 
24X Flche 50-372.03/05/31.0306030349 


— 0306030351 “Review of PSE&G Corrective Action Program re neoctor 
Trip Oreaker Failures at Salem Generating Station.Unit 1 “ 

* Basic Energy Technology Associates 03/05/27 3tpp 
18706 120 a4X Flche 50-270103/03/31.0306030349 


0306170144 LER D3-Oa0/03L-0 on 030506, pins found installed in two 
spring hangers supporting resistance ti^mp device bypass 
lines Hanger pins removed U tested & procedure developed 
for lead shielding installation U/03O6OS Itr 

FRAHM.R , ZUPKP. J M Public Service Ulectric & Gas Co of New 
Jersey 03/06/01 ALLAN. J Region 1. Office of Director 4pp 
10070 351 24X Fiche 50-272.03/06/01.0306170144 


0306170338 LER 03-O22/O4L-O on 030513, entimoted 131 uCi of activity 
released when 350 gallons low level radioactive water pumped 
into ground Caused by contaminated piping penetration area 
Control measures implemented tf/03060/ Itr 

FRAHM.R r ZUPKD. J M Public Bervico Electric If Gas Co of New 
Jersey 03/06/01 ALLAN. J Region 1. Office of Director 5pp 
10080 279 24X Tie he’ 50-272. 83/06/01 . 0306170330 


8306170381 LER 03-021 /03L-D' on 830507. emergency diesel generator lA 
tagged out duo to broken differential current relay Caused 
by personnel accidentally breaking glass relay cover Relay 
cleaned tJ/e30602 Itr 

FRAHM.R . 2UPK0. J M Public 3ervico Elec tile l< Oas Co of New 
Jersey 83/06/01 ALLAN. J Region 1. Office of Director 4pp, 
18000 049 24X Fiche 50-272.03/06/01.0306170381 


0306810109 Supplemental LER e2-035/99X-i on 020526. fire pump 8 failed 
to start Caused by damaged fire pump electrical sys voltage 
regulator/al ternator. due to faulty wiring harness Damaged 
cemponents replaced N/030606 Itr 

FRAHMjR.i ZUPKO. j M Public Service Electric it Gas Co of New 
Jersey 03/06/01 ALLAN. J Region 1. Office of Director 4pp 
18916 0i8 g4X Fiche 50-378. 83/06/01. Q3O621OI09 


0306200400 Bupplemenial LER BP-0B3/03X-1 on 821102. control room 
operator observed temp recorder for air temp-delta T 
channels not printing Caused by failure of pinion gear on 
chart drive motor Motor replaced W/B30606 Itr 
FRAHM. R . 2UFK0. J M Public Service Electric l< Oas Co of New 
Jersey 03/06/01 ALLAN. J Region 1. Office of Director 4pp. 
19010 890 24X Fiche 50-872.03/06/01,0306800400 


0306130455 Forwards NRR comments on draft AQ rept to Congress for 
First Quarter 1903 

DENTON. H R Office of Nuclear Reactor Regulation. Director 
83/06/07 HELTEMCS. C J Director's Office 3pp 10030 176 24X 

Flche 50-000,03/06/07.8306130455 


0306280256 Supplemental LER e2-09l/OlX-l ■ on 821 130. operator discovered 
leakaga from weld of sve water piping to component cooling 
HX 12 Caused by extensive blofouling l< corrosion of 
circumferential welds W/030614 Itr 

FRAHM.R . ZUPKO I J. M Public Qervice Electric !< Gas Co of New 
Jersey 83/06/00 ALLAN. J Region 1. Office of Director 5pp 
19014 106 24X Fiche 50-272.03/06/00.0306800236, 


0306240432 Comments on AEOD study re implications of Bolem ATW9 events 
on NRC program for collection it analysis of operational 
e xper lance. per 030926 request Summary of trip breaker 
failures at Farley 1 !< 2 encl, 

DENTON. H R Office of Nuclear Reactor Regulation. Director, 

83/06/10 HELTEME8.C J. Director's Office 6pp 10990117 24X 

Flche. 50-272. 03/06/10. 0306240452 


0306270269 LER G3-025/03L-0. on 830525. containment air particulate 
monitor indicated alarm condition u/o receiving 
purge/pressure relief Isolation function, Causad by channel 
output alarm relay wire ball out of place, N/03O6t4 Itr. 

FRAHM.R I ZUPKO. J M Public Service Electric 1. Oas Co. of New 
Jersey. 03/06/14, ALLAN. J M Region 1, Office of Director 9pp. 
18990 204 24 X Flche 50-272.03/06/14.8306270269. 


8306270343 LER 03-O23/O1T-O on 030602. notification received from 
Mestinghouse re potential increased power peaking in bottom 
of core Procedures will be implemented to insure operation 
within Tech Hpec limits g/030615 Itr 

FRAHM.R , ZUPKO. J M Public Service Electric & Gas Co of New 
Jersey 03/06/15 ALLAN. J Region 1, Office of Director 4pp 
10993 129 24X Flche 50-372.03/06/15.8306270343 


U Congressional/Executive Correspondence 


0306060300 Responds to 03040/ Itr re ATMS events & reactor trip breaker 
malfunctions Language used in IE bulletins revised to ensure 
specific Sc general responses 

PALLADINO.N J Commissioners 83/05/16 MARKEY. E J House of 
Rep . Interior Ic Insular Affairs 24pp 10792 349 24X 

Flche 90-272.03/05/16,8306060300 


— 8306060392 Requests info re unreported breaker fal lures, reporting 
requirements l< reliability of 25 cycle pre-startup testing 
to better understand LER sys. 

MARKEY. E J, House of Rep , Interior tt Insular Affairs 03/04/07. 
PALLADINO.N J Commissioners 2pp 10793 010 24X 

Flche 50-272.03/03/16.0306060308 


0306150933 Responds to 830304 Itr requesting Info 1. responses to 
questions re 030282 & 29 events Failures of safety sgs 1. 
broader implications for nuclear power industry discussed 
PALLADINO.N J Commissioners 03/06/02 BIDEN. J R Benate 27pp 
> 10066 334 24X Fiche 90-272.03/06/02.0306190333 


— 8306150543 Expratses concern re 630222 & 29 events when manual shutdown 
of reactor required following failures of automatic 
safety sys Investigation by NRC requested prior to restart 
Questions encl for NRC response 

BIDENiJ R Senate 83/03/04 PALLADINO.N J Commissioners. 

3pp 10067 023 24X Fiche 50-272,03/06/02.0306190533 


V Operator Examinations 


8306140036 Requests NRC concurrence In speciel requali f ication training 
program for JD Driscoll Failure of reactor trip breakers in 
late Feb Ic ensuing Investlgeti on St corrective ection 
development prevented attendance w/scheduled shift. 

LIOEN.E A Public Service Electric 8, Oas Co of New Jarsty 

03/06/08 VARGA. 8 A Operating Reactors Dranch t 2pp. 10030’ 309. 

24X Flche 90-272.03/06/00.0306140036 


0306140403 Extends invitation to attend 030627 meeting in King of 
Prussia. PA to discuss transfer of reactor operator 
licensing function from Bethesda.HD to Region I ofc. 

BTAR08TECKI.R Division of Project I. Resident Programi 03/06/09, 
UDERITZ.R A Public Service Electric It Oos Co of New Jersey, 2pp. 
10830 001 24X riche 50-272.03/06/09.0306140403 


DOCKET 90-274 U. 8. OEOU0O1CAU SURVEY RESEARCH REACTOR 


F 8ecurity* medical, emergency It fire protection pLont 


8306240140 Forwards IE Bafcguardi Insp Repts 90-274/03-02 It 
70-0121/03-02 on 030410-20 Nb noncompliance noted. 

MAD8EN.GL Region 4. Office of Director 03/06/20 MILLARD. H 
Interior. Dept of. Geological Survey 2pp, 10980’ 162 24X 

Flche 90-274. 03/06/20. 0306240140 


—0306240140 IE Sefeguards Insp Rspts 50-274/03-02 If 70-0121/03-02 on 
030410-20, No noncompl lance noted Major areas inspected, 
nuclear mail control & accountabi 1 ity, inc ludlng facility 
organlxatlon It operations Details withheld (ref 10CFR2 790), 
GALDUELL. R A . KELLY. J A. F . NE8TERMAN. T, F Region 4. Office of 
Director B3/06/15 Ip 10900 164 a4X Fiche. S0-274i 03/O6/8 Oj 
0306240140. 


Q Inspection reports. IE Dulletlns It correspondence 


0306240140 Forwards IE Bqfeguards Insp Repts 90-274/03-02 It 
70-0121/03-02 on 030410-20 No noncomp 1 lance noted 
MADBEN.O.L Region 4. Office of Director 83/06/20. MILLARD. H 
Interior. Dept of. Geological Survey, 2pp 16980,162, 24X 

Flche. 90-274, 83/06/20. 0306240 J 40 


—8306240140 IE Safeguards Insp Repts 90-874/83-02 U 70-0121/83-02 on 
830418-20, No noncompliance noted. Major araai inspected' 
nuclear matl control 4< accountabi 1 ity. inc ludlng facility 
organliatton It operations, Detai It withheld (ref 10CFR2 790), 
CALDWELL, R. A . KELLY, J A. F , WESTERMANrT F. Region 4 . Office of 
Director 03/06/15 Ip. 10900.164 24X Flche. 50-274, 83/06/20, 

0306240140 
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DOCKET 50^275 DIABLO CANYON NUCLEAR POWER PLANTt UNIT 1 
F S*curHyj atdicaU «»»»‘9«ncv ^ protection 


— 830&160504 First sot of intorrogatori es Related correspondence 

NORTON, D Pacific <Ja * 8t Electric Co NORTON, D Norton, BurVe, 
Derri| tc French 83/06/10 Ca 1 1 foT ti ta. State of I7pp 

18066 167 24 X Fiche 30-275,83/06/10,0306160579 


8306060155 Notifies that B3041Q rfipo»ise to Oenerlc Ltr 82-33 re 
■ nersencv raiponte capabiUtv Indicating schedule For 
InpltAentation of Rea Guide 1 97, Rev 2, would he provided bg 

830015 , tusinedes 011022 cpiRiDitflient 

SChAJYLER, J 0 Pacific 6 Electric Co 83/05/31 KNIOHT* 0 H 
Li^Ini Br.nch 3 2PP 10728 101 24X Fiche. 50-275. 83/05/31. 

8306060153 


— 8306160595 First set of interrogatories Certificate of 8vc end nolated 
correspondence 

NORTON, D Pacific Oas 6 Electric Co NORTON. B Norton, Burke, 

Derry Tf French 83/06/10 Joint Intervenors-Di ab 1 o Cangort 

19pp 18866 104 24X Fiche 50''275 p 83/06/10. 8306160579 


8306170196 Ack receipt 6 provides evaluation of various changes to 
energencg plan 6 corporate energency plan implKoenting 
procedures Changes do not decrease effectiveness of 
energencu response planning » 

NOflDERHAUO. L R Region S, Office of Director 83/06/13 CRANE. P A 
Pacific Gas 6 Electric Co 2pp 18882 302 24K 

Fiche 50-275. 03/06/ 13f 8306170196 


8306170305 Ack receipt of Dec 1982, Rev I to 8an Luis abiipo Coisnty 
CAerisneg response plan FEHA will provide NRC w/urltten 
conflrnation of results of evaluations 

NDfiDERHAUG. L R Region 5, Office of Director 83/06/13 CRANE, P A 
Pacific Oas 6 Electric Co Ip 18877 145 24X 
rich# 50-275,83/06/13,8306170305 


0 Aijudicatorv correspondence 


8305040415 Responds to 830421 ltr requesting that meeting be arranged 
betwean NRC 6 person alleging improprieties in POfcE/Bechtel 
r tverif {cation program Individual not inclined to meet 
w /NRC. fearing P06E/Beehtil reprisals 

FLEISCHAKER, D Flelschaker. D. 3 83/04/28 EISENHUT.D 0 

Division of Licensing 4pp 18319.327 24X Fiche 50-275, 83/04/28, 

8305040415 


6306060182 Response supporting Governor Deukmejlan 830510 motion 
to reopen record in licensing proceeding re const OA Further 
evidence needed re const OA/OC Certificate of 8vc end. 
REVNOLOB.J.R Joint Intervenors-Dlablo Canyon flEYNOLOS, J R 
Center for Law in the Public Interest 83/05/31 Atomic RaFetg 
end Licensing Board Panel. 6pp 18728 186 24X 

Fiche 50-275,83/05/31.8306060182 


8306060275 Response opposing Joint Intervenors 630510 fc Governor 
Dtukmejian 630517 motions to reopen record on const OA.Const 
OA prograa vigorous, thorough 6 In full compliance w/NRC 
regulations Certificate of 8vc end 

NORTON, 8 Pacific -Gas 6 Electric Co NORTON, fl Morton, Burke. 
Berry i French 83/05/31 Atomic 8afety and Licensing Appeal 
Panel 630pp 18730 03l 24X Fiche 50-275,83/05/31.8306060275, 


B306140702 Notice of -withdrawal of appearance in prnceeding Certificate 
of Svc end 

OOLDBERO, J R Hearing Branch 2 83/06/13 3pp 18641 27 J 24X 

Fiche 50-275.83/06/13,8306140702 


8306220-038 Response opposing util ft NRC responses to intervenor motions 
to reopen issue on const OA NRC ignored util Improppp 6 
rampant disregard of OA requirement 6 obsession ui/hearing 
speed U schedul ing. Cert 1 f icate of Bvc end 

REYNOLDS. J R Joint Intervenoro-Diablo Canyon RLYNOLDB, J R 

Center for Law in the Public Interest 03/06/17 Atomic Oafsty 
and Licensing Appeal Panel iJpp 1 0930. ISO 24X 
Fiche 50-275.03/06/17, 8306220038 


B306220045 Reply to responses of NRC 6 util to Governor Deukmejion 
motion to reopen record on cotist QA Submits new evidence of 
safety regulation violations St contends NRC it util response 
unaccep table 

KAUFMAN, P N. California, State of 03/06/17 Atomic Safety and 
Licensing Appeal panel 45pp 18927 259 24X Fiche 50-271., 

83/06/17,0306220045 


— 8306220052 Affidavit of fi Hubbard re breakdowns in design it const OA/ 
DC program 6 implementation Util 6 NRC did not include 
significant items in const OA review Implementation of QA/OC 
measures unacceptable. Car ti ficate of Svc end 

HUBBARD, R D Cal ifornia. State of 83/06/15 I4pp 10727 305 
24X Fiche 50-275,83/06/17.0306220045 


0306240275 Response opposing Joint Intervenors 830600 petition for 
review of ALA!J-7a0 No important fiafety, procedural , common 
defense, antitrust or public policy issues raised Certificate 
of Svc enc 1 

CHANDLER, L.J Hear ing Branch 2 63/06/83 Commissioners Mpp 

189004 080 24X Fiche. 50-275. 03/06/83, 0306240275 


8306260522 Answer opposing Joint Intervenors 83060B petition for review 
of ALAB-728 Joint Intervenors fail to respond to rationale 
of A8LAQ declffion Certificate of 8vc one 1 

CRANE, P A Pacific Oas It Electric Co 03/06/23 CommissionerB. 
7pp 19019317 24X Fiche* 50-275, 83/06/23, G3062B0582 


8306070406 Responit supporting Governor Deukmejlan 830518 motion to 
reopen record on const OA Disclosure of thousands of 
deficiencies warrants rsopening Certificats of Svc end. 

REYNOLDS. J R Joint Intervenor s-Diablo Canyon 83/05/31, Atomic 

Safety and Licensing Appeal Panel 5pp 18742 275. 24X 

Fiehi 50-275.83/05/31,8306070406 


8306150314 Notice of appearance in proceeding Certificate of Svc end, 
HAVIAN, E, Joint Intervenor s-Diablo Canyon. HAVIAN, E Center for 
Law in the Public Interest 83/06/02 Spa, 10849 £32 24X 
Fiche- 50-275. 83/06/08, 83061 50314 


8306150230 Risponae opposing Joint Intervenors 830510 Governor 
Deufeatjlan 830518 motions to reopen record on const DA 
Movants fall to establish significance of Info to OA 
findings in A0LB 810717 dec ision. Certificate of Svc end 
CfW®LER,L J Hearing Branch 2 83/06/06. Atomic Safety ■nd 

044 34X Fiche- 50-275. 

83/06/06. 8306150230. 


allowing Joint Intervenors t< Govirnor Diukmejian to 
I motions to reopen record on const OA, 

Sifety and Licensing Appeal Panel 83/06/07 
Joint Intervenore-Diablo Canyon 2pp. J879S. 191 24X 

Fiche- 50-275.83/06/07.0306090309 -o/to. ivi. 


Dedflor ALAB-72a.to 

r!v!rii aoiId ^ briefing on issues raised 6 to 

SSJnOlSb^S^ Crtlflc-te of avc end. 

rllTSrr''*? ^ntsrvenors-OUblo Canyon. REVWJLD8, J. R, 

!s!" ar.;- -Si.';!;!: 

^dnt Intervenor s-Diablo Canuon 6 
1 B 866 . 16 I. 24X Fiche- 50-275, 83/06/10, 8306160579. * 


0306290535 Advises of concerns re evidence presented at 030614 
Independent design verification program meeting w/util/ 

Bechtel licensing team Util fails to appreciate meaning/ 
necessity of program Related correspondence. 

REYNOLDB.J R. Center for Laui in the Public Interest REYNOLDS, J R 
Joint I ntervenors-Diahlo Canyon 03/06/03 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 6pp 19052 318 24X 

Fiche: 30-275, 03/06/23, 0306290535 


0306280520 Proposes schedule for reopened hearings on d-esign QA 

NORTON, n Pacific Oas 8, Electric Co 83/06/24, Atomic Safety and 
Licensing Appeal Panel 3pp 19017:106 24X Fiche 50-875,03/06/24, 
8306200520. 


03O63OOO5S Order scheduling 030719 hearing on Governor Deukmejlan 8< 
Joint Intervenors motions to reopen record on const QA 
issue, NRC to provide ASLD tn parties u/NRC insp repts on 
const QA by 830700 

SHOEMAKER. C, J Atomic Safety and Licensing Appeal panel 83/06/20 
Office of the Executive Legal Director 4pp 19180 189. P4X 
Fiche - 50-275,83/06/201 8306300098 


0-306300064 Requests that arrangements be made for removal It storage 
of security metis in NRC storage room Room requires repair 
6 it needed for other purpnoeo 

CHANDLER, L J Hearing Branch 8. B3/06/S9. HTRUMWABBER, H. 

California, State of Ip 19121 011 24X Fiche. 50-275, 03/06/29. 

0306300064. 


H General correspondence 


0306010336 Expresses alarm re recent news rept thet POItE officials had 
seen preliminary drafts of NRC investigation rept concerning 
OA violations. NRC Invet tlgati on requested. 

REYNOLDS, J.R Joint Intervenors-Dlab lo Canyon. REYNOLOa, J, R, 

Center for Law in the Public Interest, 03/05/29 EISENHUT. D 0. 
Dlviflon of Licensing 4pp 10680 078. 84X Fiche* 50-875, 83/05/25, 

8306010336, 
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8306070036 Providea naniea & addresaea fop appropriate distribution 
of technical correspondence re Paciilties 

SCHUViERiJ 0 Pacific Oas S< Lloctric Co 03/06/02 DENTON, H R 
Office of NuclOdi' Reactor Regulation, Director EtSCNitUTiD 0 
Oiviaion of Licensing MARTlNi J D Region 3, Office of Director 
2pp 10739 337 24 X Fiche 50-000.03/06/02,8306070036 


P Operating license stage documents tc correspondence 


0306020619 Notification of 030520 meeting ui/util & Uestinghouse in 
Monroevi 1 le, PA to discuss seismic gual i f ir ation of main 
control board 

SCHIERLINO.H Licensing Drench 3 03/05/10 KNIGHTON, 0 U 

Licensing Dranch 3 4pp 18702 359 24X Fiche 50-275, 03/05/ ID, 

0306020619 


9305110460 Doard Notification 63-76 forwards Info items for design 
verification program, Inc lud ing verification of effects of 
high energy tine cracks t, semlmonthlg statue rept U/o end 
EISENHDT.O, 0 Division of Licensing D3/0S/37 PALLADIND, N J. , 
OILlNSKYiV 4 AHEARNE,J F Commissioners 3pp 24X 
Fiche 50-275,03/05/27,0305110460 


9306070270 Forwards application for amend to License DPR-76 changing 
level of reporting of manager t< OA to executive vice 
president of facilities & electric resources development 
SCHUYLER, J 0 Pacific Oas 6 Electric Co 03/05/27 DENTON, H R 

Office of Nuclear Reactor Regulation, Director Ip 10740 296 24X 

Fiche 50-275, 83/05/27, 8306070270 


— 8306070275 Applicotion for amend to License DPR-76 changing level 
of reporting of manager tt QA to executive vice president of 
facilities it electric resources development 
SCHUYLER, J 0 Pacific Oas & Electric Co 03/05/97 8pp 
10740 297 24X Fiche 50-275.03/05/27,0306070270 


— 8306070270 Proposed Tech Specs changing reporting level of manager it 
OA to executive vice president of facilities 6 electric 
resources development 

» Pacific Ops fc Cloetrlc Co 83/05/27 2pp 18740 299 24X 

Fiche 50-275, 03/05/27, 0306070270 


9306030162 Forwards response to Generic I tr 83-lOC re plons it schedules 
for resolution of TMI Action Item II K 3 5, *'Autamatic Trip 
of Reactor Coolant Pumps " Util not required to submit 
analyses supporting selection of pump trip criteria 
SCHUYLER, J 0 Pacific Oas & Electric Co 03/05/31 EI8ENHUT, D 0 
Division of Licensing 7pp 10703-344 24X Fiche 50-275,03/05/31, 

0306030162 


6306070463 Forwards design vepificetlon proprem status summary as of 
030506 Engineering effort it mod const required to be 
completed prior to fuel load 

DIRCK9, W J Office of the Executive Director for Operations 
03/05/31 PALLADINO.N J , OILINBKViV , AHEARNE, J F. Commissioners 
12pp 10700 316 24X Fiche 50-275,03/05/31,6306070463 


6306240473 Summary of 030520 meeting w/Uestinghouse & util in 
hfonroevi 1 1 »j PA re seismic quel 1 f i catinn of main control 
board 

SCHlERLINGrH Licensing Dranch 3 03/05/31 KNIGHTON, G W 

Licensing Dranch 3 4pp 10997-357 24X Fiche 50-275,03/05/31, 

0306240473 


63060B006B Describes Independent design verification program position 
on seismic reeveluatlon of turbine bldg & intake structure 
Corrective action reviewed from standpoint of both licensing 
& technical considerations 

WRAYiR, Teledyne Engineering Oervices. 03/06/03 DENTON.H R 
Office of Nuclear Reactor Regulation, Director NARTIN,U D Region 
5, Office of Director HANEAllOrG A Pacific Gas I, Electric Co. 

2pp 10773 191 24X Fiche. 50-275, 03/06/03, 0306000060 


6306000199 Board Notification DN-B3-77 forwards JR Reynolds 030525 it 
DO Elsenhut 030603 Itrs addressing allegation re prerelease 
of NRC rept on alleged deficiencos in OA program 
implementation at facility 

EIGENHUT.D G Division of Licensing. 03/06/03 PALLADINO, N. , 
OILJNSKY.V , AHEARNEiJ Commissioners. 9pp. 16772-223 24X 

Fiche 50-275, 03/06/03, 0306000199 


-^“0306000201 Ack receipt of 030525 Itr re potential prerelease of NRC 
rept, Ofc of inspector & Auditor requested to Investigate 
matter Commission it A0LAQ will be informed 

ElBENHUT, DO. Division of Licensing. 03/06/03. REYNOLDS, J. R. 
Center for Lew in the Public Interest 2pp 10772 231 24X 

Fiche. 50-275, 03/06/03, 0306000199 


8306240474 Act receipt of B30525 Itr re potential prerelease of NRC 
rept re independence of design verification program Ofc of 
Inspector Sc Auditor requested to investigate Commission fc 
A0LAQ being Informed vie board notification 

ElBENHUT, D 0 Division of Licensing 83/06/03 REYNOLDS, J, R 
Center for Lou in the Public Interest 4pp, 10790 071 24X 

Fiche 50-275,03/06/03,0306240474 


6306240464 Forwards request for addl Info needed to comp late review of 
laf ety-related masonry wells Ic necessary corrective actions 
based on review of 010701 submittal Info requested within 
60 days of 3tr receipt 

KNIGHTON. 0 N Licensing Branch 3 63/06/07. CRANE, P Pacific Oas 

t. Electric Co 5pp 10990 103 24X Fiche 50-27:5,03/06/07, 

6306240464 


8306140031 Forwards background for two articles published In Telegran- 
Tribune re welding deficiencies Info confiraii 
misunderstanding between util St reporter At no time did 
util review NRC drafts of subj rept 

8CHUYLER,J O Pacific Gas St Electric Co 63/06/07 ElBENHUT* D 0 
Division of Licensing 2pp 10039 331 ZAX Fiche 50-275,83/06/09, 
6306140031 


0306200451 Forwards Itr from project Info specialist giving background 
for two articles in Ban Luis Obispo Telegram-Tribune No one 
from util reviewed any NRC draft repts 

aCHUYLER.J O Pacific Gas 8. Electric Co 03/06/09, E 1 8ENHUT, D. 0. 
Division of Licensing 2pp 19010 275 24X Fiche' 50-275, 63/06/09* 

8306200451 


0305110471 Board Notification 03-70 forwards matls re independent 
design verification, program by participating organ! lationi 
Info relevant to eafetg issue on design adequacy of plant 
EISENHUT.D 0 Division of Licenslnn 03/06/10 PALLADINO, N , 
OILINBKViV , AHEARNE, J Commissioners 3pp 10647.313 atX 
Fiche 50-273, 03/06/ 10, 03051 1 0471 . 


—0305230345 Trip rept of 030406-07 visit to eite St Dechtel ofes In 8an 
Franc isco, CA re Insp of technical calculations supporting 
Diablo Canyon project Internal technical program 
POLKiH atructural 6 Geotechnical Engineering Dranch. 63/05/13. 
LEAR.G Structural St Geotechnical Engineering Branch. 5pp 

10040 025 24X Fiche 50-275,63/06/10,0303110471. 


—0305230135 Trip rept of 030329-30 site meetings w/independent design 
verification program personnel St licensee re progress on 
analysis of turbine bldg St containment annulus steel 
structure St auxi 1 lary/fuol handling bldg 

POLK, H C Btructural St Geotechnical Engineering Branch 63/05/16> 
LEARiO Structural St Geotechnical Etiglneering Branch. 5pp, 

10048 030 24X Fiche 50-275,03/06/10,0303110471. 


—8306150276 Transcript of 830520 meeting in Monroevi He* FA re seismic 
qualification of panel on main coThbrul board. Pp J-IRS 
Supporting documentation encl 

e Commlss loners 03/05/20 102pp, 16048 052 24X 

Fiche 50-275,03/06/10,0303110471 


—0306150201 Transcript of NHC Independent design verification program 
630521 meeting in Boston, HA Pp 1-90 
* Commissioners 63/05/21, 92pp 10046 234, 24X 

Fiche 50-275, 03/06/ iO,B305U 0471 


0306210111 Comments on util 790914 St 1226 submittals re moderate energy 
line breaks. Info responds to NRC request to evaluate plant 
deelgn for effects of line breaks on equipment required for 
safe shutdown Shield barrier requirements eliminated. 

SCHUYLER, J.O Paci f Ic Gas !< Electr 1 c Co 03/06/15 KNIGHTON, G, W. 

Licensing Dranch 3 tp 10914.170 24X Fi che. 50-275, 63/06/18, 

0306210111 


0305110401 Board Notification 03-01; forwards B3060? lir from 
JO Schuyler providing info on allegation that util received 
preliminary NRC rept prior to official release, 

ElSENHUTiDO Division Pf Licensing 63/06/17. PALLADINO* N. J. * 
OlLlNSKYi V, I AHEARNE, J.F. Gomml si i oners, Spp 16926:034. 24X 

Fiche. 50-275, 03/06/17,0305110401 


8306170313 Advises of 030614 masting u/uti 1 tt consultants in San 
FranclscaiCA to discuss status of Phase I inpinsering open 
item It Phase I programs 

COOPER, N E t CRAOINtJ G. Ttledyne Engineering Services. 03/06/17. 
DENTON, H R * MARTIN* J D NRC - No Detailed Affiliation Given. 

HANEATIO, 0 A. Affiliation Unlnown Ip. 16977.066 24X 

Fiche, 50-275, 03/06/17, 0306170313. 


8306170326 Announces 030615 meeting w/NRC in San Francisco, CA to 
diecuss auxiliary bldg structures St polar crane/rall 
effort, as part of independent design verification program. 

CoOPERrN E > CRAOINtJ Q, Telidyne Engineering Services, 03/06/17 
DENTON, H R. * MARTI N*J D , SCHIERLiNOi H. E. NRC - No Detailed 
Affiliation Olvin, Ip. 10876-251. 24X Fiche. 50-275, 03/06/17, 

6306170320 
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^305I104S9 Bgard Notification G3-OBO forward* Itr# & reptt re statu* af 
ectivltlos parforw-ed a* part of doiijirj vorification efforts 
End* include M fieich 630517 ItriTW Bishop 030519 Itr Ic 
"SemiaiontfiJg Statu* Ropt for Ha9 1983 W/o and. 

EISENHUTiDO Divltion of Liconslnj 63/0&/20 p-ALLADlND^N J # 
OlLlNSKYiV. i AHEARNEiJ F Cojnmls* loners ajp 18793:030 24X 

Flcha 50~275< 83/06/201 8309110469 


306280332 Forward* revised schedule for completion of activities 
required for fuel loedlnflrlou power testing & full power 
operation Target schedule for licensing milestones end 
Const will be completed by 630902 u/fuel loaded by 030930 
SCHUYLERi J 0. Pacific Oes & Electric Co- 03/06/23 EIBENHUTj D O. 
Division of Licansing 9pp 19001,310 S4X Fic he. 50-275, 03/06/23* 
8306200332 


306260389 Forwards application to amend License DPR-76, changing Tech 
Specs pe containment spray timing Clsss III amend fee end 
8CHUVLER»J O. Pacific Oas tc Electric Co. 03/06/23. DBNTQNiH R 
Office of Nuclear Reactor Regulation, Director Ip 19014 ODl 24X 
FI Che: 50-275,03/06/23. 6306200368 


-6306S60394 Application for amend to License DFR-76, changing Tech 
Specs re containment spray tinting 

SCHUYLER, J. 0. Pacific Oas 9i Electric Co 83/06/23 3pp 
19014.002 24)! F I C h e. 50 -275, 03/06/ 23, 8306200380. 


-0306200396 Proposed Tech Bpec changes re containment spray timing 
♦ Pacific QeS ft Electric Cp- 63/06/23 92pp 190145 0 0 3 24X 

FI c he. 50-275, 83/06/23, 6306200306 


306200565 Espressftf concern re util failure to rept that auxiliary 
bldg slabs not qualified for In-plane loadings, psr 
independent design verification program 630614 meeting re 
stetus af error open items. 

REYNOLDfi, J. R. %lolnt Intervenors-Dieb 1 d Canyon. REYNOLDS, J, R 
Center for Law In the Public Interest. 63/06/83, DENTON, H Office 
of Nuclear Reactor Regulation* Director 6pp 19017 332 S4X 
F 1 e h e , 50 -275, 83/06/23 , 0306800565. 


306300311 Forwards Rev 0 to "Suppl for As-Builts " 

BCHUYLEWiJ, D Pacific Oas k Electric Co. 63/06/24 CISENHUT.D 0 
Division of Llcensinfl. ip. 19119 104 24X Flch#- 50-279, 03/06/24* 
630630021 1 


•0306300217 Rev 0 to "Sup pi for As-Bullts 

e Pacific Oas 6 Electric Co. 63/06/24 10pp. 19119105 84X 

FI e h P : 90-275, 63 /06/84 * 630630021 1 . 


)09110499 Board Notification 63-67 forwards info Item re design 
verification program 

EISENHinr, D. 0 Division of Licensing 63/06/27, PALLADINO^N J , 
0ILINSKY,V-, ROBERTSrTM Commissioners. 2pp I90S3.035 24X 

F £ ch e : S 0-279, 83/06/ 27, 03051 1 04 99. 


6306290476 Notification of 030617 meeting w/BNLfRL Cloud Assoc, TED, 
Bechtel k util in 0ethesda,i1D to discuss seismic analysis of 
burisd tanks 

8CHIERLIN0* K. Llcentlng Branch 3. 83/06/15 KNIGHTON, 0. W, 

Licenelng Branch 3 SOpp. 24X Fiche- 90-875, 03/06/27,6309110499. 


OS 110500 Board Notification 63-069: forwards PN0-U-G3-28A did 030623 
re addl potential violations of min wall thickness of RC8 
P iplng. 

CreENNUr, D. 0. Division of Licensing 03/06/2^ PALLADINO, M J , 
OTLINSKY, V. , AHEARNE, J, F. Comml ssloners- 3pp. 19122:040, 24X 

FI Che: 50-275, 03/06/29. 0305110900. 


Inspection rsports, IE Bulletins 6 correspondence 


06100009' Addl reeponie to FOIA request for documsnts dtd 620101 or 
after rs 9ALP. Forwerd* App A documents-. Document s also 
available In FDR, 

FELTON, J M Division of Rules and Recorde. 63/04/11. CLARK, R. Ban 
Francisco EXBMiner. 3pp. 16B19. 252 84X Fie he. 50-000, 03/04/11, 

0306100007. 


0306100014 Gubislte schedule for Region V 6ALP Board meatings for 
620928-030823 

ENOELKEN, R. H. Raglon 9* Office af Director. 02/03/19. 

DENTON, H R. Office of Nuclear Reactor Regulation, Director. 
DAV16, J. 0 Office of Nuclear Hater la 1 6af*ty k 
Bafeguarde, Director HICNEL60N,C, Director's Office, ip. 
16815:259 24X plche: 90-000, 63/04/11, 6306100009. 


0306100036 Discusses assignment of BALP coordinaknrs for Reactor 
Operations Pro.rects Brench fad 11 ties, Opordlnators will be 
responsible for preparing input deta used ty board members 
In analysing functional areas. Draft note from 8 Miner end 
BTERNBERO, 0, K. Region S, Office of Director. 62/03/24. Region 
5, Office of Director ilpp. 10615:297. 24X 

FI Che: 50-000, 63/04/11, 8306100009. 


8306070360 Forwards £E Insp Repts 50-275/03-15 & 50-323/03-12 on 
030410-22 No none ompl lane B noted 

0I8H0P, 7 U Region 5. Office of Director 03/05/03 CRANE. P A 
Pacific Oqb & Electric Co 2pp 10742 116 24X 

F I c h e 50-275, 03/05/03* 8306070360 


— 0306070369 IE Insp Repts 50-275/83-15 k 50-323/03-12 on 030416-22 No 
noncomjil iance noted Major areas inspected const activities k 
mods to annulus structural steel* venti latlon duct supports* 
containment spray piping supports k circuit breakers 
flURDOlN, J F * ZWeTZIO.O B Region 5* Office of Director 
03/04/89, 5pp 10742 110 a4X Fiche 90-275*83/05/03,0306070360 


0306070093 Forwards IE Insp Repts 50-275/83-14 k 50-323/03-11 on 
630301-02 k 31 No moncompl lance noted 

DIBHOP. T U Region. ». Office of Director 83/05/11 CRANE* P A 
Pacific Gas k Electric Co 2pp 10739 135 24X 

Fiche 50-275, 03/05/ 1 1 , 8306070093 


— 8306070098 IE Insp Repts 50-275/03-14 k 50-323/03-11 on 030301-03 k 31 
No noncomp 1 lance noted Major area* inspected IE bulletins k 
c iTculars, fol Lowup an previous licenses commitments k 
independent insp. 

MORRILL* P J * KIRSCH, D F Region 5* Office of Director 83/05/09 
4pp 10739 137 24X Fiche 50-275*03/05/11*8306070093 


0305110456 IE Info Notice 03-32* "Ruptured Am~341 Bources Contained in 
Nell Logging Device *' Bve list and 

TAYLOR* J M, Division of Safeguards k Inspection Programs ippst 
S30103) 03/05/26 Consolidated Edison Co of New York. Inc 
125pp 100311 043 24X Flcha 50-000*03/05/26*0305110458 


B3O5U046O IE Info Notice 03-34, "Event Notification Info Worksheet " 
8vc list end. 

JORDAN* E L Division of Emergency Preparodneas k Engineering 
Response IPost 030103) 03/05/26 Consolidated Edison Co of New 

York. Inc llSpp 10732 005 24X Fiche 50-000,03/05/26,8305110460 


0306200109 Forwards lE Insp Repts 50-875/03-17 k 50-323/83-13 on 
630403-30 k notice of violation W/o notice of violation 
BlEHOPiT W Region 5* Office of Director 03/05/26 CRANE, P A 
Pacific Oas k Electric Co 2pp 19014 124 24X 

Flcha- 50-275, 03/05/26, 0306260187 


—8306200194 IE Inep Repts 50-275/83-17 k 50-3S3/B3-13 on 830403-30 
Noncompliance noted failure of general const personnel 
to inform plant manager of observed damage to RC8 piping 
CARL8QN, J. D, , NENDONCA, M H , KIRBCH.D F Region 5, Office of 
Director 83/05/25 lOpp 19014 1P6 34X Fiche 50-275,83/05/26, 

0306280109 


8309110461 IE Info Nobles 83-35, "Fuel Movement W/Control Rods 
Withdrawn at DWRs " Sve list end 

JORDAN.E. L Division of Emergency Preparedness k Engineering 
Response (Post 030103) 03/05/31 Consolidated Edison Co of New 

York* Inc 1 16pp 10732 208 S4X Fiche 50-000, 03/05/31, 83051 10461. 


0306300041 Responds tu IE Bulletin re check valve failures in raw water 
Cooling sys of diesel generators Check valves not used In 
closed-loop jacket cooling water sys. 

SCHUYtERrJO ^ CRANE, P A Pacific Oas k Electric Co 83/06/06 
MARTIN, J B Region 5* Office of Director 2pp 19160.129 24X 

Fiche 50-279, 83/06/06* 030630004 1 


0305110464 IE Info Notice 03-36. "Impact of Security Practices on Safe 
Operations " 5vc list end 

JORDAN, E L Division of Emergency Preparedness k Enginsering 
Response {Post 830103) 03/06/09 Consolidated Edison Co, of New 

York, Inc U9pp 1B830 280 a4X Fiche 50-000*83/06/09,0305110464 


8305110470 IE Info Notice 03-30* "Defective Heat Sink Adhesive k 
Balsmically Induced Chatter in Relays Within Printed 
Circuit Cards " Bvt list end 

JORDAN, E, L Division of Emergency Preparedness k Engineering 
Rasponss (Post 030103) 03/06/13, Consolidated Edison Co, of New 

York» Inc liepp 10920.229 a4X Fiche 50-000* 83/06/13, 03091 10470 


0306090010 IE Info Notice 83-37, "Transformer Failure Resulting From 
Degraded Internal Connection Cables ■' Sve list encl 
JORDAN* E t Division of Emergency Preparedness k Engineering 
Reiponse (Post 030103) 03/06/13 Consolidated Edison Co of New 

York, Inc 243pp. IB921'001 24X Fiche 90-000,83/06/13*8306090010 


8305110479 IE Info Notice 03-40, "Need to Environmentally Qualify 
Epoxy Grouts k Beelers " Bye list encl. 

JORDAN, E.L. Division of Emergency Preparedness k Engineering 
Response (Post 030103) 03/06/22. Consolidated Edison Co of New 

York, Inc. It 5pp. 19021 179 24X Fiche 90-000, 03/06/22* 63051 J 0475 
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0305110477 l£ Info Notica 83-41# '*Ac<:uAfciQn of Fira Suppression Sys 
Causing Inoperability of Sof ety-Relatod equipment " Sve list 
end 

JORDAN# e L Division of emergency Preparedness S# Engineering 
l^esponse (Post 830103) 83/06/3S Consolidated Edison Co of Neu 

Vorki Inc ISOpp 18797 007 24X Fiche 50-000# Q3/OA/22. 8305110477 


8305110479 IE Info Notice 83-42# “Reactor Mode Buitch Malfunctions *' 
Sve list end 

■JORDAN# £ L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 83/0^/23 Consolidated Edison Co of Neu 

York# Inc 116pp 1899<b 242 SAX Fiche 50-000# 83/06/23# B3051 10479 


B30S1104B3 lE Info Notice 83-43# “Improper Bettings of Intermediate 
Range (IR) High Flux Trip Setpoints “ Sve list end 
JORDAN) E U Division of Emergency Preparedness it Engineering 
Response (Post 830103) 83/06/24 Consolidated Edlsen Co of Neu 

York# Inc 116pp 19046 297 a4X riche 50-000# 83/06/24, 83051 10483 


B305110492 Board Notification 83-83 foruards info re violations of NRC 
reporting requlrsments re min uall thickness on RC8 piping 
EISENHUT#D 0 Division of Licensing 83/06/24 PALLADINO# N J # 
OILINBKYiV r AHEARNE) J F Commissioners 3pp 18996 228 24X 

Fiche 50-275# 83/06/24# 83051 1 0492 


— 8306270342 Forwards IE Insp Ropt 50-875/83-20 on 830523-0606 Ic notice 
of violation. W/o notice of violation 
BISH0P#TW Region 5# Office of Director 83/06/17 
aCHUVLER#J 0. Pacific Oas it Electric Co. 2pp 19046 104. 24X 

Fiche 50-275# 03/06/24) 8305110498 


—B 30627034 4 Notice of violation from insp on 830523-0606 

KiRSCHiD F Region 5# Office of Director 83/06/17. 2pp 
18996.233 24X Fiche 50-275# 83/06/24) 83051 10492 


—0306270350 JE Insp Rept S0-279/Q3-20 on 830523-0606 Noncofflp) lance 
noted licensee failed to promptly notify NRC of materially 
reportable conditions re min wall thickness on RC8 piping 
HERNANDEZ# 0 H # MENOONCA# M M # KIR8CH# D, F Region 5# Office of 
Director. 83/06/17 6pp. 18996; 236 24X Fiche 50-275,83/06/24# 

8305U0492 


8306300083 Ack receipt of 830519 Hr informing NRC of steps taken to 
correct violations noted in IC Insp Rept 50-275/83-00 
8I8H0P#T W. Region 5# Office of Director, 83/06/24 BCHUVLER#J 8. 
Pacific Oas it Electric Co. Ip. 19048 335 24X 

Fiche. 50-275# 83/06/24# 8306300083. 


— 83063D0DB? Supplemental response to NRC 830329 Hr re violations noted 
In IE Insp Rept 50-275/03-00 Corrective actions* reintp of 
lOX of fillet welded connections complete Insufficient 
training of new welders it inspectors cause of deficiencies 
CRANE# P A Pacific Oas 6 Electric Co. 83/05/19 MARTIN# J. 8. 

Rsgion 5/ Office of Director. 5pp 19048.336. 24X 

Fiche 50^275 1 83/06/24# 6306300083 


— 8306300093 Responds to NRC 830329 Itr re violations noted In IE Insp 
Rept 50-275/83-08. Corrective actions: HP Foley Procedure 
Oep-SA will be revised to clarify requirements for stamping 
welds by welders 8# inspectors 

CRANE# P, A. Pacific Oat it Electric Co. 03/04/25 MARTIN, J.B 

Region 5# Office of Director 4pp. 19040.341. 24X 

Fiche- 50-275# 83/06/24# 8306300083 


R Periodic operating reports it related correspondence 


8306020214 Monthly operating rept for Mar 1983 N/B30411 Itr. 

KELLy#W,J. # THORNBERRY, R. C Pacific Oas it Electric Co 63/04/11. 
Office of Resource Management# Director. 9pp. 1069i. 120 24X 

Fiche 50-275# 83/04/11,8306020214 


8306160535 Monthly operating rept for Apr 1983. M/B30503 Hr 

KELLY# W J # THORNBERRY# R C, Pacific Oas it Electric Co, 83/05/03 
Office of Management and Program Analysis. Spp. 18864.044 24X 
Fiche 50-275# 83/05/03# 8306160535 


8306010347 Forwards updated cactions of Phase 1 final rept for design 
verification program, covering fuel handling Ic turbine bldgs# 
large-bore 9( small-bore piping it HVAC equipment results, 

CRANE, P. A. Pacific das it Electric Go. 83/05/18. EI8ENHUT# D. 0. 
Division of Licensing 262pp, 18680:151 24X Fiche. 50-275, 

83/05/18# 8306010347 


B306010317 Forwards “Diablo Canyon Nuclear Power Plant Independent 
Design Verification Program# “ semimonthly rept for Hay 1983 
COOPER# W E, Teledyne Engineering Services 03/05/27. DENTONfH.R 
Office of Nuclear Reactor Regulation# Director. MANEATI8# 0, A. 
Pacific Oas it Electric Go, MARTIN# J B Region 5# Office of 
Director ip. 18680 001 24X Fiche 50-275# 03/05/27# 0306010317 


— 8306010319 “Diablo Canyon Nuclear Power Plant Independent Design 
Verification Program#" somimonthly rept for Hay 1983 
e Telodyne Engineering Services 83/05/27 69pj» 18660-002. 

24X Fiche 50-275, 83/05/27# 0306010317 


6306070292 Foruards design verification program# semimonthly Rept 30 for 
B30S10-23 per Commission Order CLl-Bl-30 

SCHUYLER# J 0 Pacific Oas l< Electric Co 03/05/27 DENTDN,H R. 

Office of Nuclear Reactor Regulation# Director Ip 10741.217 24X 

Fiche 50-275# 83/05/27# 0306070293 


— 8306070297 "Diablo Canyon Verification Program#" semimonthly Rept 38 
for 830510-23 

e Pacific Oas it Electric Co 83/05/27 64pp 18741 218, 24X 

Fiche 50-275, 83/05/37# 8306070292 


8306170293 Discusses preliminary draft of revised interim technical 
raptt re latest revs concerning Independent design 
verification program Documents provided for Info it not 
comment N/o end 

COOPER, M E. Teledyne Engineering Services 03/05/27, 

8CHIERLIN0#H. E Office of Nuclear Reactor Regulation, Director 
FRAV,R R Bechtel Corp DI6H0P# T E Region 5# Office of Director 
3pp 18878 171 34X Fiche 50-275, 03/05/27# 0306170293, 


8306100130 Forwards “Diablo Canyon Nuclear Power Plant Unit 1 
Independent Design Verification Program," third text 
submittal of final rept Next submittal scheduled for 830615 
& final submittal scheduled for 830630 

COOPER# WE Teledyne Engineering Services. 03/05/31 DENTON#H.R 
Office of Nuclear Reactor Regulation# Director KARTIN#ti B. Region 
5, Office of Director. KANEATIB, 0. A. Pacific Oas I# Electric Go. 

2pp 18806 069. S4X Fiche 50-275, 83/05/31# 0306100130 


— 8306100134 "Diablo Canyon Nuclear Power Plant Unit I Independent Design 
Verification Program," third text submittal of final rept. 
e Teledyne Engineering Services, 83/05/31. i03pp 10806.071, 

24X Fiche 50-275, 83/05/31 #0306100130 


8306100160 Forwards Rev i to "Verification of High Energy Line Break ti 
Internally Generated Missile Review Outside Containaient for 
Auxiliary Feedwater Sys l< Control Room Ventilation it 
Pressurltatlon Sys# “ Interim Technical Rept 23 

KRECKTING. J E Stone h Webster# Inc 83/06/02, DENTONtHR Office 
of Nuclear Reactor Regulation# Director MARTIN# J 8 Region 5# 
Office of Director MANEATI8#G A Pacific Gas It Eltetric Co. Ip. 
16806.035 24X Fiche 50-275# 83/06/02, 8306100160 


—0306100171 Rev 1 to "Verif icatien of High Energy Line Break It 
Internally Generated Missile Review Outside Containment far 
Auxiliary Feedwater Sys It Control Room Ventilation t< 

Pressurization Sys," Interim Technical Rept 23, 

BESTAKiF atone & Webster, Inc 83/05/27. 32pp 18006*036 24X 

Fiche 50-275# 83/06/02, 0306100168 


8306160526 Forwards “Diablo Canyon Verification Program# aemimonthly 
Rept 39. “ 

SCHUYLER# J. 0. Pacific Gas fc Electric Co. 83/06/10 DENTON,H.R. 
Office of Nuclear Reactor Regulation# Director. MARTIN# J.B. Region 
5, Office of Director ip. 18863 320 34X Fiche. 50-275# 83/06/10# 

8306160526 


— 0306160529 “Diablo Canyon Verification Program, Semimonthly Rept 39. ** 
e Pacific Oas it Electric Co 03/06/10, 66pp. 10863 329 24X 

Fiche. 50-275, 03/06/10# 0306160536 


6306170308 Forwards Open Item Repts 1123-1132 for independent design 
verification program semimonthly repts Conflict of interest 
statements for individuals assigned to program completed 
DENISON# E Robert L. Cloud Associates# Inc. 83/06/10 DENTON#H. R. 
□fflce of Nuclear Reactor Regulation# Director MARTIN# J.B. Region 
5, Office of Director MANEATiaiO, H Pacific Gas I# Electric Co. 
12pp. 1BS77 133 24X Fiche. 50-275# 83/06/10# 8306170300. 


0306170312 Forwards “Diablo Canyon Nuclaar Power Plant Independent 
Design Verification Program June Second Fridey Bemimenthly 
Rept. “ 

COOPER# W E. Teledyne Engineering Services. 83/06/10, DENTONiH. R. 
Office of Nuclear Reactor Regulation# Director, MARTIN# J B. Region 
5# Office of Director MANEATlSiO. A Pacific Gas it Electric Co. 
tp 18077 069. 84X Fiche 60-276# 03/06/10# 8306170312, 


—0306170319 “Diablo Canyon Nuclear Power Plant Indepsndant Design 
Verification Program June Second Friday Bsmimonthly Rept. "" 
a Teledyne Engineering Services. 83/06/10 35pp 10077:070. 
24X Fiche. 80-279# 83/06/10, 8306170312, 


8306170350 Forwards June 1903 semimonthly open item rept. 

KRECHTINGi J E. Stone it Webster Engineering Corp 03/06/10 
DENTONiH R Office of Nuclear Reactor Regulation# Director 
MARTIN. J 8. Region 5# Office of Director KANEATlSi 0, A. Pacific 
Gas it Electric Co. I3pp 10879*027 24X Fiche- 50-275, B3/06/10, 

8306170350 
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B30hi7Q270 Forwarifs -corrtcted paflffa to Apjis 01 
Technical Ropts 3A Sr SB U /0 ends 
OOOPER 4 U E Teledyne Eny 1 near Ing^ Services. 
Atojslc SftPetg and Llceneins; Qoard Panel Jp 
Flche: 50“275, 03/06/ 13< 0306170370 


& 02 to draft Interim 

03/06/13 H0DRE*T 8 
18876:15 4 24X 


6306210168 Poriiards ‘♦Phase IJ Final Rept^ Design Verification Pro grsmi ” 
per 81111? Itr specifying req.ulr«fflents far addl Info 
SRANOrO pacific Oas b Electric Cp 83/06/13 DEflTOff. H R. 

Office of Muclear Reactor Repulationi Director. Ip 16915 290 24X 

Flche. 50-275, 63/06/13,0306210168 


— 8306210171 "phase 11 Final Rept,Dtsipn Vefl ficati on Program " 

• Pacific Qas Sc Electric Co 83/06/30 lOOpp 16719 291 24X 

Flche. 90-275. 83/06/13, S3062I0I62. 


8306200249 Forwards ♦’Diable Canyon Nuclear Power Plant - Unit 1 
Independent Design Verification Program Final Rept, " fourth 
text eubjeittal Final text igbrniital scheduled for 630630 
COOPER, II E. Teledyne Engineering Services 83/06/15, DENTON. H R. 
Office of Nuclear Reactor Regulatiam Director IfARTIN. J B Region 
5, Office of Director HANEATI 8 , 0. A Pacific Oas 6 Electric Co 
8 pp 18901 ill. 24 X Flche’ SO-875, 83/06/19.8306800249. 


—8306200252 "Diablo Canyon Nuclear Power Plant - Unit 1 Independent 
Oiflgn Verification program Final Rept. ** fourth text 
submittal 

e Teladyne Engineering Services* 63/05/16. S9pp 18901 J 13 
24X Flche 50-279.63/06/19,8306200249 


B306290397 Forwards Rev 1 to 'Tinal Rept on Const OA Evaluation of 
OF Atiinson Co. " Intorim Technical Rept 36 6 Rev 2 to "Final 
Rept on Const QA Evaluation of Wismor & Decker. " Interim 
Technical Rept 3D N/o Iittarim Ropt 30 

5ESTAF*F Stone h Webster Engineering Corp 63/06/24 DENTON. H R 
Office of Nuclear Reactor flegwlatipn. Director MANEATI 8. 6 A 
Pacific Oas Electric Co MARTIN. J B Region 5. Office pf 
Director Ip 19055 041 24X Fiche 50-279.03/06/24.0306290397 


— 6306290401 Rev 1 to "Final Ropt on Const QA Evaluation of CF Atkinson 
Co. " Interim Technical Rept 36 

8E9TAK. F Stone S. Webster Engineering Corp B3/06/20 149pp 

19055 043 P4X Fiche 90-275.93/06/24.0306290397 


— 8306270545 Rev S to "Independent Design Verification Program. Final Rept 
an Censt OA Evaluation of Wismer & Decker " Interim 
Technical Rept 38 

BEBTAK. F fitane h Webster Engineering Corp 83/06/20 226pp 

19049 051 24X Fiche 50-275.83/06/24,0306290377 


8 RepprtaUle occurrences. LERs 6 related correspondence 


8306090174 PN0-V-B3-020 on P30504. 100 uCi Cb~ 137 check source found 
missing from gas decay tank discharge monitor RE-22 Licensee 
believes source stolen Dn B304I9. 9 uCl Cs-137 source found 
missing All sources removed from monitors 

OARCIA, E . WENSLAWSKI.F Region S. Office of Director 60/05/04 
Ip 10792.270 84X Fiche 50-275.83/05/04.0306090174 


6305110439 Board Notification 83-060. forwards Itrs t, repts rs status of 
activities performed as part of design verification efforts 
Ends includi H Reich 830517 Itr, TN Bishop 830919 Itr 1, 

"aenlaonthly Status Rapt for Nay 1903 ♦' W/« end 
ErSENHLir. D. ©. Division of Licensing 83/06/20, PALLADINO. N. J • 
0IL1N8KV. V , AHEARNE. J F. Coamif eloners 3pp 18973 038. 24X 

Fiche - 50-S75i 63/06/20. 83051 10489 


8306100067 LER 83-007/OIT-0 an 630507. water leaked from weld area of 
reinforcement pad on branch connection to non-vitol loop C 
component cooling water sgs Caused by flaw in root pass of 
shop weld Repairs to be made W/030523 Itr 

KELLY. W J . SNIFFER, J D Pacific Oas tt Electric Co 03/09/23 
HARTIN. J D Region 5. Office pf Director 3pp 16002 175 24X 

Flche 50-275,63/05/23.0306100067 


8306280483 Forwardi Errata 2 te Rev 0 to "Independent Peeign 
Virlficatlan Program Final Rept " 

COOPER, W E. Teledyre Enginrerlfig Services 63/06/20 DENTON. H R 
Office of Nuclear Reactor Regulation. Plrector. MARTIN, vP,B Region 
9i Office of DireetPr. HANEATIS.O.A Pacific Oas 6 Electric Co. 
24pp. 190 1 a 263 24X Fi c h e ■ 50-275, 03/06/20, 6306280483. 


8306100082 LER 83-006/01T-0 on BD0510. passible undersixe condition 
found on wejd WID-RC 2-17 Cause under Invostigatl on Below 
nin wall ihiebness welds to be analyzed or repaired per ASHE 
Section XI 0/830523 Itr 

KEULY.W J . BHIFPER, J D Pacific Oas b Electric Co 03/05/23 
MARTIN, vi B Region 5. Office of Director 3pp 16002 229 24X 

Fiche 50-275. 63/05/23, e 306 1 00062 


6306270416 Forwards Rev 3 to *'Jn<fcpetident Design Verification Prograa. 
Final Rept, " 

CDOPER.W.E, Teledyne Enpineerltig Services. 83/06/22 DENTON. H R. 
Office of Nuclear Reactor Regulationj Director NART1N,\I fi. Region 
9. Office of Director HANEATJ3. 0 . A Pacific Oas & Electric Co 
2 pp 10992:152 24X Fie h e 50-275. 03/06/22, 0306270416 


0306230422 LER e3-005/04X-0 on 03O5OS. prior to fuel Joad 6 following 
Coel inge earthquake, unusual event declared based an 
earthquake motion felt at plant w/ 9 q full upscale 
Indication Caused by faulty reset switch W/630601 itr 
kelly, W J . BHIFFER.O D Pacific Oas 6 Electric Co 03/06/01 
MARTIN, J B Region 5, Office of Director 3pp 18943 211 24X 

Fiche 50-275. 83/06/01 , 8306230422 


-0306270477 Rev 3 to "Independent Design Verification Program, Final 
Rept " 

♦ Teledgne Engineering DerVicei 83/06/21. IBOpp, 10992’ 156 
24X Fiche, 50-275,83/06/22, 0306270416. 


0305110495 Board Notification fl3-0B6 forwards 8141 'Vune SemieionthLy 
Repti** RL Cloud Assae "June Open Ittfie Reptf,** b Teledyne 
Engineering Qvee "Independent Design Verification Progrem 
TEB June Senlmonthlv Rept " 

ETSENHUTrD. D, Dlvlilon of Licensing 83/06/24 PALLAOINO. N. J, i 
OXLlNKSVi- V. I AHEARNE, J F Cornffilss loners. 3pp. 0 18992,336 24X 

Fiche' 90-275. 83/06/24,8309110495. 


8309110478 Board Notification 03-85* forwards TeLedytie Engineering 8 vci 
"Independent Design Verification Program Final Rept - Fourth 
Test Bubmlttal, ** Info will be considered in formulating 
recommendation re r e Instetenant of low power license 
EtSENHUT. 0, 0. Division of Licensing, 03/06/24. PALLADINO. N. , 
01LtN8KY,V. . AHEARNE. J Commissioners. 3 pp. 19015 106. 24X 

Fiche? 50-279, 83/06/24. 8309 1 1 0498. 


0306200469 Forwards "Diablo Canyon Nuclear Plant Indepandent 'Design 
Verification Program," femlmonthlv etatus rept for Vune 
1983 

COOPER. W.E. Teledyne Engineering Services 83/06/24. DENTON, H.R, 
Office pf Nuclear Reactor Regulation, Director, HARTlNrJ, B Region 
5, Office of Director HANEATia.O A Pacific 0at b Electric Co. 

Ip. 19080-044 24X FI c A er 50-275/ 03/06/24, 8306280469. 


—0306280470 "Diabln Canyon Nuclear Power Plant Tndependent Deeign 
Verif itation Program." ismimonthly rept for June 1983 
e Ttledyne Enginttrlng Barvicei. 83/06/84 Tipp 19020*045, 
24X Fiche: 50-275, 83/06/24 . 8306280467 . 


0306230365 LER 83-009/03L— 0 on B30505. power switch to plant vent iodine 
sampler <RE-S4> found in off position Power switch 
inadvertently moved to off position during const Const 
personnel cautioned W/03O6O6 Itr 

KELLV.M J , fiHlFFER.J P Pacific Oes b Electric Co 83/06/06 
MARTINrvl. B. Region 5. Office of Director 2pp JB744 126 24X 

Fiche 50-275.03/06/06,0306230365 


0306210164 LER 03-OO8/O3L-O. an 630510, const electrician inadvertently 
deenergixed new fuel storage area monitor <RH-5) It oily 
water separator effluent lino monitor <RM-3>, resulting in 
lose of bus i-lA Cauoed by lifting wrong wire W/830607 Itr, 

KELLY. M J . SHIFTER. J D Pacific Gas b Electric Co 03/06/07 
MARTIN. J.B Region 5, Office of Director 2pp 10918 097 24X 

Flche* 50-275, 03/06/07, 6306210164 


6306210044 LER 03-O14/O1T-O: on 830526, during adjustment of Limitorque 
operator, binding of torque switch observed. Ceuio under 
Investigation Torque switch mounting bolts substituted for 
original bo 1 ts. U/630609 Itr 

KELLY. M J , SHIFFER. J D Pocific Gas b Electric Co 83/06/09 
MARTIN, J D Region 5, Office of Director 2 pp 18912- 297 24X 

Flche: 50-275, 83/06/09, 630621 0044 


0306810078 LER S3-010/03L-0 on 630514. prior to fuel load, power to all 
mein control rnom annunciators lost during const in 
annunciator cabinets Caused by electrician touching hot wire 
to ground, short circuiting panel N/03O6J3 Itr, 

KELLY, W.J., SHIFFERiJ D Pacific Gas 6 Electric Co 03/06/13 
MARTIN. J B Region 5. Office of Director 3pp 16911 229. 24X 

Flche 50-275, 03/06/13, 630 62 J 0070 


8306260421 LER 83-01 3/03L-0’ on B3051B, prior to fuel load, air sample 
pumps for plant vent radiation monitors RM-i4A b B 
inoperable Caused by removal of control b instrument fuses 
for work inside RM20 A b 8 cabinet. N/B30617 Itr 
KELLY, M.J. I BHIFFER,J D Pacific Gas b Electric Co. 03/06/17. 
HARTINiJ fi Region 5. Office of Director. 3pp 19018 303 24X 

Fiche: 50-S7S, 03/06/17, 6306280421. 
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DOCKET 50-277 PEACH &0TT0M ATOMIC POWER BTATIOM* UNIT J2 
F 8ocurltiy« medicals emargency tt fir« protection plan* 


63062805^3 LER 83-012/03L-0 on B30918* prior to fuel laad»air sample 
pufiipe for plant vent radiation monitors found tripped Caused 
by eKcesslve debris clogging radiation monitor filter paper 
due to const artivitles W/Q306I7 Itr 

KELLViW J , BHlFFCRrJ D Pacific Oas 8< Electric Co B3/06/17 
MARTIfJr J 0 Region 5, Office of Director Ip 19019 313 2i|X 
F 1 ch e SO-275. 03/06/ 1 7. 0306280523 


0306200526 LER e3-Oll/03L-0 on 8305101 prior to fuel load, d iscovered 
source check of oily uater separator effluent line monlter 
not performed monthly Caused by administrative error during 
procedure rev W/D30617 Itr 

KELLY. W J . SHlFrhRiJ D Pacific Gas fr Electric Co 03/06/17 
MARTIN. U 0 Region 5. Office of Director 3pp 19019 286 24)f 

Fithe 50-273,03/06/17.0306280526 


8303110486 Doard Notification B3-72 forwards info item re potential 
violation of min uall thickness on RGB pipe at facility 
Region Y currently examining licensee response to Incident 
EISENHUT. D 0 Division of Licensing 83/06/20 PALLADINO.N , 
OILINBKI.V . AHEARNE^J Commi ss i oper s 3pp 18900 M6 34X 
Fiche 50-275183/06/20.8305110486 


—0306240318 Confirms 030310 telcon re potential for one uicld in reactor 
coolant loop 2 beloui min uall thiclcness Ultrasonic thickness 
testing indicates that pipe to pipe ucld In reactor coolant 
pump less than design min wall thickness 

SHAFFER. J D Pacific Oas fc Electric Co 03/05/11 MARTIN, J E 
Region 5, Office of Director Ip 1B9Q0 149 24X 

Fiche 50-27Si 03/06/20. 0305110486 


0305110488 Doard Notification 03-73 foruards 830509 Itr U PNa''V-B3-021 
re potential for Inadequate uelds in component cooling water 
piping sys 

EISENHUT.O 0 Division of Licensing 03/06/20 PAULADINO, N J . 
OILINGKY. V , AHEARNE. UF Commissioners 6pp 18978 003 24X 

Fiche 50-275.83/06/20.0305110480 


0306200017 PND-9-S3-022A on B30622. personnel determined that RC8 piping 
in areas of uelds other than i eported on 030510 may be less 
than min uall thickness Reduction in uall thickness occurred 
during original preservice exam 

KIR8CH, D F Region 5. Office of Director 03/06/23 ip 
19001 119 24X Fiche 50-275.03/06/23.8306200017 


T Hearing transcripts on non-anti trust matters 


0305110471 Board Notification 03-70 forwards mails re independent 
design verification program by participating organ! rations 
Info relevant to safety issue on design adequacy of plant 
EIBENHUT. D 0 Division of Licensing 03/06/10 PAULADINO, N , 
OILINSKY. V , AHEARNE. U Commissioners 3pp. 10B47 313 24X 

Fiche 50-275,03/06/10.0305110471 


— 0306150276 Transcript of 030520 meeting in Monroevi 1 le. PA re seismic 
qual 1 f icatlon of panel on main control board Pp 1-125 
Supporting documentation end 

« Commissioners 03/05/20 102pp 10840 052 24X 

Fiche 50-275.03/06/10.0305110471 


— 0306150281 Transcript of NRC Independent design verification progrmm 
030521 meeting In Boston. MA Pp 1*'90, 

• Commissioners 63/05/21 92pp 18040 234 24X 

Fiche 50-275. 03/06/10. 8305110471. 


0305110499 Board Notification 03-0/ forwards info item re design 
verification program 

EI8ENKUT, D G Division of Licensing 03/06/27 PALLADINO. N. <J * 
OlLINBKViV , ROBERTS, T M Commissioners 2pp 19053 035 84X 
Fiche 50-275. 03/06/97» 0305110499 


— 0306290470 Transcript of 030617 public meeting in Bethesda.MD re design 
verification program. Pp 1-45 

» Comailssioners 03/06/17 4Gprt 24X Fiche* 50-275, 03/06/27, 
6309110499 


—0306290476 Notification of 630617 meeting w/DNL.RL Cloud Assoc, TES, 
Bechtel k util in Bethesda.MD to discuss seismic analysis of 
buried tanks 

8CHIERLIN0,H Licensing Branch 3 83/06/19 KNIGHTON, Q W 

Licensing Branch 3 20pp. 24X Fiche* 50-279. 83/06/27, 63051 10499 


V Operator Examinations 


6306240465 Approves 030315 request for variance in std cold licens* 
certification on program. al lowing abbreviated 5 wk version 
of Phase 1 1 program for li on-shift operaiors, 

KNIGHTON, G W. Licensing Branch 3 83/06/13 CRANE, P A. Pacific 

Ob« k Electric Co 2pp 16970 101 24X Fi ch«' 50-275. 63/06/13. 

0306240465 


0306030096 Informs that NUREG-D737i Item III A 2 1. "Emergency 
Preparednes s. Upgrad s Emergency Plans to App E, 10CFR50, " 
complete Item closed 

ST0L2, J r Qperatlng Reactors Branch 4 03/05/1-8 DAU£R,E> 0. 

Philadelphia Electric Co 3pp 18733 293 24X 

Fiche 50-277. 03/05/ 10. 0306030096 


0306070323 Forwards IE Insp Hopts 50-277/83-09 k 50-270/83-09 on 
03-0402-0512 No none amp 1 lance noted 

STARQSTECKI, R Division of Project <r Resident Programs 03/09/24, 
DALTROFF.O U Phil adel ph la Electric Co 2pp. 18746 112 24X 

Fiche 50-27 7, 03/05/24 . 0 306070223 


"0306070226 IE Insp Repts 50-277/03-09 50-270/03-0? on 030402-0512 No 

noncampl l^nce noted Major areas ini pected, accessib le 
portions of facil i ties. operati anal safety i radiatl on 
protection, physical security tc control room activities. 

DLOUOH,A n , MU LIAMS. J, a , MCDREARTY.R A Region I, Office of 
Director 03/05/23 l6pp 18746.114 24X Fiche. 50-277. 03/05/24. 

03OAO7O22:> 


0306060157 Forwards "Fire Frotection Mod Pragrets Rapt," per 030225 
Itr. Request for exemptions re smoke detection 6 penetration 
seals 8i description of addl administrative controls dealing 
<u/translent combustibles also end 

BOYER, V 9 Philadelphia Electric Co 83/05/27 EIBGNHUT.D G. 
Division of Licensing 0pp. 18732 059. 24X Fiche- 50-277, 03/05/27, 

8306060197 


— 8306060158 "Fire Protection Mod Progress Rept " W/four oversiie 
drawings Aperture cards are available In PDR 

« Philadelphia Electric Co 03/09/27 ?pp 10732*067. 24X 

Fiche 50-277,03/05/27.0306060197 


8306140301 Releasii public version of revised emergency plan 
Implementing procedures 

FELTON, J H Division of Rules and Records 03/06/06 Document 
lianegement Branch Ip 18053 216 24 X Rich v 50-277, 03/06/06, 

0306140381 


-’-8306140391 Forwards public version of revised emergency plan 
Implementing prop edurei. including Procedures EP~201 ft 
technical support ctr ac tlvat ioni CP-205 re radiatioii 
protection team activation (t EP-207C r* flrit aid 
DALTR0FF,8 L Ph iladelp hta Cl actr U Co 83/05/24. ALLAN, J, N. 
Region 1. Office of Director 2pp 18053; 217 24X 

Fiche 50-277,03/06/06.0306140301 


— 0306140390 Public version of revised emergency plan implementing 
procedures, including Procedure* EP-20J re technical support 
ctr activation. Er-205 re radiation protection team 
activation Ir EP-2D7C re first aid. 

s Philadelphia Electric Co B3/04/25 149pp. 18853:219, 84X 

Fiche 90-277,03/06/06,0306140391 


0306200159 Ack receipt of 830904 Itr Informing NRC of step* taken to 
correct violations noted in IE Insp Repts 50-277/Q3-04 Sc 
50-270/03-04. 

MARTIN, T T Division of Engineering V Technical Programs. 83/06/14 
DALTROPFiS U Philadelphia Electric Co. 2pp. 10902 357. 24X 

Fiche 50-277 , 83/06/ 1 4, 03 062001 59 


—0306200165 Responds to NRC 030404 Itr re Violations noted in ZE Insp 
Repti 50-277/03-04 8, 90-270/83-04 Corrective actions 
withheld (ref 10CFR3 790 It 73.211 

DALTR0FF.8. L, Ph llads I phla El et tr Ic Co 03/05/04. MARTIN, T. T. 
Division of Engineering St Technical Progrems. Ip, 10902*359. 24X 

Fiche 50-277,03/06/14.0306200199 


P Operating license stage documents St correspondence 


0306030110 Forwards safety evaluation re BWR Owners Group 001230 
respanee to lJUREO-0737, I tem II K, 3. 45, "Depressurl xa tion 
M/Other Than Automatic Depressur i ration Bys ** No mod to 
plant design or operation required 

BT0U2.J F. Operating Reactors Branch 4, 83/05/10 BAOER, E 0. 

Philadelphia Electric Co 2pp 10733-297. 24X 

Fiche 50-277. 83/05/18, 0306030110. 


8306O2O2?9 Forwards responses to NRC questlotis addressed at 030520 
meeting I, pruvides dsecription of augmented leak dstection 
■ys It Interim surveillance requirements 

DALTRDFF, B L Philadelphia Electric Co 03/05/33. EI8ENHUT, D 0 
Division of Licensing 8lpp. 10694.190. BAX Fiche. 83/09/23, 

8306020299 



DOCKETED ITEMS 


— 8306-020303 Rev A to PTOceduro PD 03-l» "Ultrdionlc E*o« of WeJds In 
Pipe. « 

» Oonerel Electric Co B3/04/03 S3pp 10694 166 24X 

FI Che* 30-277. B3/05/S3i 0306 02029? 


83060S0325 Inforois that lead r eepoiis i bl 1 1 tij tratteferred from Region I 
to IffiR iPoT review of pipe crack Indicatl one. evaluation -of 
retponiB to IE Bulletin B3-02i approval of Unit 3 restart 
ac-cep tabl 1 1 tg of continued operation of Unit 2 
BTOLZj J F Operating Reactors Branch 4 03/09/23 D/VUER.E 0 

Philadelphia Electric Co 2pp 1Q71S 279 S4X 
F 1 c h » 90-277* 03/<l9/23. 8306020325 


0306020370 Foruardi ”Creck Growth Analysis of Peach Bottom Unit 2 RUR 
Flaui '' providing addl info to support continued operation of 
faciUtg.per util 03OS23 Itr 

DALTROFF.e L Philadelphia Electric Co 03/03/26 ElflENHUT*0 <J 
DlvUlon of Licensing Ip 10695 122 24X Flcho SO-277* 03/05/26* 

8306020370 ^ 


—0306020379 '^Crac k Growth Analgeis of Peach Bottom Unit S RHR Flaw " 
n/mOANATHra General Electric Co B3/05/S5 i9pp. 10675 123 
24 X Fleh# 50-277*03/09/26*0306020370 


8306070363 Responds to 030202 request for addl Info re NURE0-D7a7* Item 
II K 3 2 Bj ''Verifg Qualification of Accumulators on 
Automatic Oepreasur i xat i on Bgs Ualvee. " U/on« overslxe 
drawing Aperture card is available in FOR 

DALTROFF.S L Philadelphia Electric Co 83/ 06/02 B7DLZ.J F 

Operating Reactors Branch 4 llpp JB743 075 24X 

Fi Che* 50-277, 03/06/02. 0306070363 


— B306070374 Rev 0 to *^8urvel 1 lance TBBt:BT 2 1 23AiCalibr of PT/PR 
ai02A t( PT/PI/ PS/DPS 0143A « 

e Philadelphia Electric Co 02/06/07 16pp 1B743 087 24X 

FI Che: 50-277. 83/06/02, 0306070363 


—0306070376 Rev 0 to "BurvellUnce Test, 07 2 1 23B. Calibr of PT/PR ai02D 
6 PT/P2/P3/DPB 8143E. ” 

e Philadelphia Electric Co 82/07/15 i6pp 10743 103 24X 

F 1 ch e • 50 -277. 83/06/02* B30607036 3 


—9306070379 Rev 0 to "Surveillance Test 9T 2 5 30Ai Calibr of FT-8130A> 
Ffi-0I30A " 

« Philadelphia Electric Co 02/00/23 6pp 10743 119 24X 

Flch»:S0-277* 03/06/02, 0306070363 


— a3060700B3 Rev S to ’■BuTvall lance Test ST 7 9 2, Daily Check of aeismlc 
Dai Bupply Dottle Pressures ** 

e Phlladtlphia Electric Co 83/03/17 lipp 10743.125 24X 

F 1 c h e 50-277* 03/06/02 , 9306070363 


—0306070397 Rev 0 to "'Surveillance Test, BT 20 129*LLRT AD3 Dock-Up 
Supply Penetrations N-47 l< M-J02B ♦' 

« Philadelphia Electric Co 82/05/23 19pp 10743 1 36 24X 

F 1 C h t * 50-277, 03 / 06/02 * 0306070363 


— B306070391 Rev 0 to "Burvel 1 Unce Test &T 30 131, ABB Accumulator Check 
Valve Si Solenoid Valve LLRT “ 

e Philadelphia Electric Co. 01/10/14. llpp 1S743. 151 24X 

F i c h # 50-277, 03 / 06/02 , 0306 070363 


— 03O6Q7O39S Rev 3 to "BorveiUonce Test' BT 13 28, ADS Relief Valve 
Solenoid Valve Functional. " 

* Philadelphia Electric Co 03/03/17 5pp 18743 162 24X 

Fiche. 50-277, 83/06/02, 0306070363 


—8306070398 Rev 1 to "Gurveil lance Test. ST 2 6 3A, Calibr Check of 
Pr-9202A U PR-91 02A fOreen PenK " 

* Philadelphia Electric Co 03/03/11. 16pp 1B74>3 167 24X 

Fiche: 50-277,03/06/02* 0306070363 


—8306070403 Rav 1 to "Burveil lance Teat; ST 2 6 238, Calibr Check of 
PT 9102S I, PR 9102 (Oreen Ren) " 

e Philadelphia Electric Co. 03/03/10 IGpp, 18743.183. 24X 

Fiche. 50-277.03/06/02* 0306070363 


0306090219 Ferwards revlstd Tech Spec Pages 36 I, 36a to limiting 
cundlfclon of operaticn ta meke 011223 application for emend 
to Tech Specs re reactor protection sgs consistent w/model 
Tech Spec, per NRC 030511 telcon request 

DAUTflOFF.S L Philadelphia Electric Cd 83/06/02. 0TOL7. J F 
Qperatitig Reactors Branch 4. 2pp 18796,115 24X 

Fiche; 50-277, 03/06/02, 830609021 9 


•0306090226 Revised Tech Spec Pages 36 b 36* changing limiting condition 
of operation to ba consistent w/modal Tech Spec re reactor 
protection sgs. 

e PhiUdelphle Electric Co. 83/06/02. 2ap 1B796. L17 24X 

Fiche; 50-277, 83/06/02, 9306090219 


03O6I7O47I Foru/arda evaluation of DWR Owners Group generic response to 
NUREG-0737* Item II K 3 16 "Automic Depressurization 0ys 
Logic Mods " Two of aevon alternatives acceptablo One 
alternative should be chosen for facility mod 

STOLZi U F Operating Reactors Branch 4 03/06/03 BAUER* E 0 

Philadelphia Electric Co 9pp 1BB94 330 24X 

Fiche 50-277,63/06/03.0306170471 


8306200130 Forwards “Control of Heavy Loods, Phi lade Iph ia Electric Co* 
Peach Bottom Atomic Power Stat ion* Units S h 3* " draft 
technical evaluation rept 

STOLZ. JF Operating Reactors Branch 4 03/06/14 BAUER, E 0 

Philadelphia Electric Co 2pp 19043 359 24X 

Fiche 50-277,83/06/14.0306200130 


— 8306060329 “Control of Heavy Loads* Peach Bottom Atomic Powez* Station* 
Units 2 6 3**' draft technical evaluation rept 
DDMBEROERtC R Franklin Instltute/Frank 1 in Research Center 
NRC-03-01-130 TEfl-CS506-37V/380 03/05/17 NRC - No Detailed 

Affiliation Given 4Spp 19043 361 24X Fiche 50-277* 03/06/14. 

8306200138 


0306200156 Forwards revised safety evaluation re degraded grid voltage 
protection for Class IE power sys* based on review of util 
820312*0722 & 1029 submittals 6 LLL technical evaluation 
rept Cl ass IE adequately protected 

GTQLZ. J F Operating Reactors Branch 4 03/06/14 BAUER, E 0 

Philadelphia Electric Co 3pp 19046 072 24X 

Flcho 50-277.03/06/14,0306200156 


— 8306200162 Revised safety evaluation re degraded grid voltage 
protection for Class IE sys Proposed electrical design mods 
acceptable 

e Office of Nuclear Reactor Regulation, Director 03/06/08 7pp 
19046075 24X Flcho 50-277,03/06/14,0306200156 


—0306300167 Supplementary safety evaluation re proposed testing 
frequency for degraded grid protection sys Request for 
6-month test should be denird Testing should be performed 
monthly 

e Office of Nuclear Reactor Regulation* Director 03/06/14 5pp 
19046 079 24X Fiche 50-377*83/06/14*0306200156 


—0304070100 Rev 1 to "Proposed Design Mods 6 Tech Spec Changes on Grid 
Voltage Degradation for Peach Dottom Atomic Power Station* 

Units 2 6 3," technical evaluation rept 

0ELAN*U C Lawrence Livermore Laboratory FIN A-0250 UCID-19115 

ROl 03/03/11 NRC - No Detailed Affiliation Given lOpp 

19046 084 24X Fi che* 50-877, 03/06/14, 8306280156 


0306270261 Forwards application for amend to Licenses DPR-44 b DPR'-56 
revising list of shock suppressors to reflect mods made 
since lost amend to 810324 application 

BRADLEY, E J Philadolphla Electric Co 03/06/22 DENTON* H R 
Office of Nuclear Reactor Regulation* Director Ip 10990 101 24X 

Fiche. 50-277. 03/06/22, 8306270861 


— 0306270264 Application for amend to Licenses DPR-44 b DPR-56, 
revising list of shock suppressors to reflect mods made 
since last amend to 810324 application 

BAUER. E 0 , BRADLEY. E J Philadelphia Electric Co 03/06/22 
5pp 10990 102 24X Fiche 50-277* 03/06/28* 0306270261 


— 8306270268 Proposed Tech Spec Table 3 II D 1 revising list of shock 
suppressors to reflect mods made since last amend to 
810324 application 

# Philadelphia Electric Co 03/06/22 3pp 10790 107 24X 

Fiche 50-277,83/06/22,0306270261 


Q Inspection reports. lE Bulletins b correspondence 


03O628D181 Discusses IE Insps on BU013-B20915 b forwards notice of 
violation b proposed Imposition of civil penalty 
HAYNES, R C Region 1, Office of Director 83/03/29 BOYER, V 
Philadelphia Electric Co 6pp 10977 310 24X 

Fiche 50-277 ,03/03/29, 83062 20101 


— B30622D191 Notice of violation b proposed imposition of civil penalty 
in amount of ^140.000 Noncompliance noted Improper valve 
1 Ineups, inadequat* valve lineup veri ficatloni* improper use 
of tost procedures b inadequate monitoring of parameters 
HAYNEB.R C Region 1. Office of Director 83/03/29 0pp 
10977 324, 84X F iche: 50-277. 03/03/29, 0306220101 


8306030291 Fowards IE Enforcement Conference Repts 50-277/03-13 
b 50-270/03-13 on 030506 No noncompliance noted 

aTARQBTECKl* R Division of Project b Resident Programs. 03/05/20, 
OALTROFF, a L PblladBlphio Electric Co 2pp 18708 336. 24X 

Fiche 50-277,03/05/20*8306030291 



DOCKETED ITEMS 


87 


— 830603031S IE EnforCBtnsnt Conference Repts 50-277/0*1-13 8< 50-370/03-13 
on 030506 No none omp 1 lanc e noted Major topics discussed 
violations of procedural controls 8c Tech Spec requirements 
OLOliOHcA R . UrLLr/\M5rJ H i MCCADEi E C Region 1< Office of 
Director 83/05/13 4pp 10700 337 24X Flche 50-277,03/05/20, 

0306030291 


□306020299 Forwards responses to NRC questions addressed at G3D520 
meeting 8( provides description of augmented leak detection 
sgs & interim surveillance requirements 

DALTROFF, 3 L Philadelphia Electric Ci> 03/05/23 EISENHUT, D 0 
Division of Licensing 0ipp 10694 150 24X Fiche 50-277,03/05/23, 

8306020299 


— 0306020303 Rev 4 to Procedure PD 03-1, “Ultrasonic Ekam of Melds in 
Pipe ” 

» Oeneral Electric Co 63/04/05 53pp 10694 166 24X 

Fichu 50-277, 03/05/23, 0306020299 


0306020325 Informs that lead r esponsibi li tg transferred from Region 1 
to NRR for review of pipe crack indications, evaluation of 
response to IE Dulletln 03-02, appro va 1 of Unit 3 restart 
acceptablUtg of continued operation of Unit 2 
STOLZjJ F Operating Reactors Dranch 4 03/05/23 BAUER, E 0 

Philadelphia Electric Co 2pp 10715 299 24X 

Fiche 50-277, 83/00/23. 8306020325 


8306060162 Foruards IE Insp Repts 50-277/03-12 it 50-270/83-12 on 
030410-22 & notice of violation 

MARTIN,! T Division of Engineering i< Technical Programs 83/05/23 
DALTRDFF, 8 L Philadelphia Electric Co 2pp 18719 197 84X 

Fichu 50-277, 03/05/23, 0306060 J 62 


—8306060166 Notice of violation from insp on 630410-22 

« Region 1, Office of Direclar 03/03/23 Ip 16719 199 24X 

Fiche 50-277, 83/05/23, 8306060162 


—8306060170 IE Insp Repts 50-277/83-12 h 50-270/83-12 on 030418-22 
Noncomp 1 lance noted failure to folloiii jumper log procedures 
8f OA plan 

RICHARDS, 0 , ANDER0ON, C Region 1, Office of Director 63/05/16. 
5pp 1B719 200 24X Fiche 50-277,03/05/23,6306060162 


8306070223 Forwards IE Insp Repts 50-277/03-09 S, 50-378/03-09 on 
030402-0512 No noncompl iance noted 

STAR08TECKI, R Division of Project I, Resident Programs, 03/05/24 
DALTROFF, 8 L Philadelphia Electric Co 2pp 10746.112 24X 

Fiche 50-277,63/05/84,8306070233 


‘8306070226 IE Insp Repts 50-277/83-09 8< 50-278/03-09 on 630402-0512 No 
noncompUance noted. Major areas inspected accessible 
portions of fac 1 1 ities, operational safety, radiation 
protection, phy si c al security 4, control room activities 
DLOUOH, A R , WILLIAMB, J H , MCDREARTY, R. A. Region I, Office of 
Director 03/05/23 16pp 16746 114 24X Fiche 50-277,03/05/24, 

0306070223 


8305110450 IE Info Notice 03-32, “Ruptured Am-241 Bources Contained in 
Nell Logging Device." 8vc list end 

TAVLQR, J M, Division of Safeguards & Inspection Programs iPost 
030103) 83/05/26 Consolidated Edison Co of New York, Inc. 
125pp i8031 043 24X Fiche 50-000,83/08/26,0305110458 


8305110460 IE Info Notice 83-34, “Event Notification Info Norksheet “ 
Sve list end. 

JORDAN, E L, Division of Emergency Preparedness << Engineering 
Response (Post 830103) 83/05/26. Consol idated Edison Co of New 

York, Inc. U5pp 18732,005 24X Fiche. 50-000, 83/08/26, 0309110460 


0305110461 IE Info Notice 03-35, 'Tuel Movement W/Contfol Rods 
Ntthdraun at BMRs “ Bve list end, 

JORDAN, E U. Division of Emergency Preparedness It Engineering 
Response iPost 03OiO3) 83/08/31 Consolidated Edison Co of New 

York, Inc il6pp 10732'2OB. 24X Fiche 80-000, 03/08/31, 03031 10461, 


8306160054 Notification of 830616 significant licensee meeting In 
Delta, PA to discuss 0ALP 

TRIPP, L E. Region I, Office of Director. 03/06/02. DIRCK8, M J, 

□ fftcfl of the Executive Director for Operations 8TELL0, V. Regional 
Operations It Oeneric Requirements DEY0UN0,R C. Director's Office, 
Office of Inspection and Enfnrcoment Ip 18892 327. 24X 

Fiche 80-277, 03/06/02, 8306 1 60054 


8306200125 Foruards IE Insp Repts 50-277/B3-U l< 50-270/03-11 on 
030419-22 No noncomp J iance noted 

MARTIN,! T, Division of Enginuurinp l< Technical Programs 83/06/06. 

DALTROFF, 8 L Philadslphia Electric Co 2pp 16903’ 291 24X 

Fiche 50-277, 03/06/06, 03062001 25 


—0306200130 IE Insp Repts 50-277/03-11 It 50-278/03-11 on 8304 i 9-22, No 
noncompliance noted Major areas Inspected Inservics testing 
of pumps It valves, local leak rate tasting. Integrated leak 
rate testing Ic facility tours 

PULLANl,a V , DETTENHAUBEN,L Region t. Office of Director 
03/06/01 lOpp 18903 293 84X Fiche 50-277,63/06/06,8306200125 


8305110464 IE Info Notice 83-36, “Impact of Becurity Practices on Safe 
Operations ” Bve list end 

JORDAN, £ L Division of Emergency Preparedness It Engineering 
Response (Post 830103) 03/06/09 Consolidated Edison Co of Neu 

York, Inc n9pp 10830 200 24X Fiche 50-000,03/06/09,8305110464 


8306140258 Ack receipt of 030526 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Repts S0-277/B3-07 It 
50-278/03-07 

MARTIN,! T Division of Engineering St Tachnical Programs 83/06/09 
DALTROFF, B L Philadelphia Electric Co Ip. 10633.027 24X 

Fiche 80-277,83/06/09,0306140250 


— 8306140262 Responds to NRC B30429 Itr re violations noted in JE Insp 
Repts 50-277/83-07 It 50-276/03-07 Corrective action, 
radiation area immediately reposted V health physicist 
assigned to monitor reactor bldg 

OALLAOHER. J W Philadelphia Electric Co 63/05/26 MARTIN, T. T. 
Division of Engineering It Technical Programs 2pp 10B33’ 020 
24X Fiche 50-277, 03/06/09, 6306140250 


6306160483 Ack receipt of 030517 Itr informing NRC of steps taksn to 
correct violations noted In IE Insp Repts 50-277/82-10, 
90-270/02-10,50-277/02-14 it 50-270/02-14 

STARO0TECKI, R Division of Engineering I, Technical Programs 
83/06/10 DALTROFF, BL Philadelphia Electric Co Ip. 10664: 124 
24X Fiche 90-277,63/06/10,6306160403 


—0306160486 Responds to NRC 030416 Itr re violations noted in IE Insp 
Repts 50-277/02-10,50-270/02-10,50-277/82-14 It 50-270/02-14 
Corrective actions personnel reinstructed re procedural 
controls governing operation 

DALTROFF, 8 L Philadelphia Electric Co 63/09/17. 8TAR03TECK1 , R. 

Division of Project It Resldont Programs 3pp 18864 125 S4X 
Fiche. 50-277. 03/06/10, 6306160463 


0306200235 Responds to 1£ Bulletin 63-03, “Check Yalve Failures in Raw 
Mater Cooling 6ys of Diesel Oenerators. “ Two check valves 
identified which could fail it possibly prevent coolant from 
reaching diesel generators 

OALLAOH£R,J M Philadelphia Electric Co. 63/06/10 ALLAN, J.M 
Region 1, Office of Director 6pp 19015 030 24X 

Fiche 50-277, 03/06/10, B3062B023S. 


6305110470 IE Info Notice 63-30, “Defective Heat Sink Adhesive It 
Beiemlcally Induced Chatter In Relays Mlthin Printed 
Circuit Cards “ 8vc list end 

JORDAN, E L Division of Emergency Preparedness It Engineering 
Response (Post 030103), 83/06/13 Consolidated Edison Co of New 

York, Inc 116pp 18920 225 24X Fiche 50-000,03/06/13,8305110470 


0306090010 IE Info Notice 83-37, “Transformer Failure Resulting From 
Degraded Internal Connection Cables “ 0vc list end. 

JORDAN, E L. Division of Emergency Preparedness It Engineering 
Response (Post 030103) 03/06/13 Consolidated Edison Co of New 

York, Inc 243pp 10921 001 84X Fiche 50-000,03/06/13,8306090010 


0306200159 Ack receipt of 830504 Ur informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-S77/83-D4 It 
90-270/03-04 

MARTIN, T, T Division of Engineering It Technical Programs 83/06/14. 

DALTROFFtS L PhlUdslphle Electric Go 2pp. 18902 397 24X 

Fiche. 90-277, 03/06/14, 8306200159 


— 0306200169 Responds to NRC 830404 Itr re violations noted in IE Insp 
Repts 50-277/03-04 It 50-276/63-04. Corrective actions 
withheld (ref tOGFR2 790 It 73 21) 

DALTR0FF,8L, Philadelphia Electric Co 63/05/04. MARTIN, T.T. 
Diviiion of Engineering I, Technical Programs, ip 18902; 359. 24X 

Fiche 50-277.83/06/14,6306200159. 


8305110479 IE Info Notice 83-40, “Need to Envlronmintall y Qualify 
Epoxy Oroutf It Sealers “ 8vc list end, 

JORDAN, E L Division of Emergency Preparedness I, Engineering 
Responee (Post 830103) 63/06/22 Consol idated Edison Co. af New 

York, Inc. llDpp 19021' 179 24X Fiche. 90-000, 83/06/22, 83091 10475. 


8309110477 IE Info Notice 83-41, “Actuation of Fire Suppression 8yi 
Causing Inoperability of Safety-Related Equipment “ 3vc list 
and 

JORDAN, E L Division of Emergency Preparedness It Engineering 
Response (Post 030103), 83/06/22 Consolidated Edison Co of New 

York, Inc 120pp 18997 007. 24X Fiche 50-000,03/06/32,8305110477 
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8ao&il0479 re Irfo Notic* es-Aa* “Reactor Moifa Switch Kalfunc tiona 
Svc lift sncl. 

JORDANtE L Dlvialon of Emergvncg Pr eparcdneiK tr Engineering 
Rteponse (Poet B30103) 83/06/23 Coneolldatrd Ed lion Co of New 

York, Inc I16pp 10996 242 24X Ti c he. 90~00Oi 83/06/23t 030:^110479 


0309110403 IE Info Notice 03-43* “Improper Oettlnge of Intermediate 
Renge <IR) High Flux Trip Setpcinti “ Svc list end 
JORDAN* E i- Division of Emergency Pr eparednees te Engineering 
Response (Poet 030103) 03/06/24. Consol idatrif Ed lion Co of New 

Yorki Inc. 116pp 19046 297 24X FUhe SO-OOOi 03/06/24. 03091 10403. 


R. Periodic operating reports b related correspondence 


0306170163 Rev I to ^Peach Sottom Atomic Power Station Units 2 3 

Semiannual Effluent Release Rept 14rJul-Dec 1902.“ N/030606 
1 tr 

FLEISCHMANNi R . ALDEN. W M Philadelphia Electric Co. 02/12/31 
ALLAN, J H. Region ij Office of Director 11pp. 10070*332 24X 

Flehe S0-277i 02/12/31 • 0306170163 


0306160379 Monthlg operating repti for Apr 1903 H/B30512 Itr 

ALDENiN H , COONEY, K. J. Fh Had elphla Electric Co 83/05/09 lOpp, 
1 0060 092 24> F 1 c h #. 50-277, 03/03/09 1 0306 1 60379. 


8306210076 Monthlg operating repts for Hag 1903 W/030615 Itr 
ALDEN*W. H , COONEYiM J Philadelphia Electric Co. B3/06/IO 
Director's Office, Office of Inspectiait and Enforcement 12pp, 
10913-330. 24X F1 che- 50-277, 03/06/10* 8306210076 


S. Rtpartable occurrences, LERs & related correspondence 


8306OS0S77 LER 03-01 1/OIT-O: on @305-061 during forced outage, Indl cations 
found In heat affected tone of 20~lnch RBR shutdown cooling 
suction line weld Caused' by Intergranular stress corrosion 
cracking Uater sensitive tape applied to welds, N/03OS2O Itr 
COONEY, H.J. Philadelphia Electric Co. 83/OS/SO. ALLAN, J N Region 
1. Office of Director, 7pp 10690-329 24X Flehe 30-277,03/09/20, 

0306020277 


B306020299 Foruards responses to NRC questions addressed et B30920 
rneetlng It provides deecrlption of augmented leek detection 
igs (f interim surveillance requlra/nents 

DALTR0FF,8L Philadelphia Electric Co. 03/05/23. E18ENHUT, D. 0. 
Division of Licensing 0£pp. 18694 150. 24X Fiche- 30-277. 03/03/23, 

B306020299 


0306020396 LER e3-004/03L-0. on 030424, ref ueltng floor ventilation 
radiation Monitor 002-17-4320 esperienced downscale spike 
Caused bg defective Oleg er/Hucl ler tube Tube replaced tc 
faulty connector rebuild 

COONEY, H.J Philadelphia Electric Co, B3/09/24. ALLAN, J. M Region 
i, Office of Director. Ip 10694 361. 24X Fi che: 90-277, 03/05/24. 

0306020396. 


0306170017 LER 03-012/017-0 on 63091 1. inadequac 1 ts found in fire wells 
tc penetration seals in eight emergeneg switchgear rooms h 
four snergeTicy batterg rooms. Caused bg const or design 
error. W/030525 Itr. 

COONEY, H,J, Philadelphia Electric Co 83/09/23. ALLAN, J H Region 
1, Office of Director. 9pp 10082*247 24X Fiche; 30-277, B3/09/29, 

0306170017 


8306170270 LER 0>3-OlD/O3L-O. on 030427, samp 1 e line flow meter Indicated 
no flow ti 3-uag selector valve 8V-2924 found stuck, Caused bg 
dirt buildup inside solenoid valve* (AECO Model 8’-36-734). 

Valve tapped k flow returned. 

COONEV,riJ Philadelphia Electric Co. 83/03/26 ALLAN, J.H, Region 
1, Office of Director. Ip 18870:057 24X Fiche- S0-277i 83/09/26, 

03O617(>270 


DOCKET 50-378 PEACH BOTTOM ATOMIC POWER STATION, UNIT 3 


F Security, medical* emergency fire pTotectxon plans 


6306030096 Informs that NU-REO- 0737, 1 tom 111 A 2 1, “Emergency 
Preparedness, Upgrade Emergency Plans to App E, iOCFRSO, “ 
complete Item closed 

STOLZf J F Operating Reactors Branch 4 03/05/18 BAUER, £ 0 

Philadelphia Electric Co 3pp 1B733 293 24X 

Fiche; 50-277, 03/05/18, 8306030096 


0306070223 Forwards IE Insp Repts 50-277/B3-09 k S0-37B/D3-09 on 
030402-0512 No noncomp 1 lance noted 

STARQBTECKI, R Division of Project Resident Programs B3/05/24 
DALTROFF. B L Philadelphia Electric Co 2pp 10746 112 247 

Fiche 50-277,03/03/24,8306070223 


—0306070226 IE Insp Repts 50-277/03-09 k 50-27B/B3-09 on B30402-0512 No 
noncompIiancD noted Hajor areas inspected accessible 
portions of fad 1 It let , operational safety, radiati on 
protection, phgsl cal security Ir control room activities 
OLaU&H, AR. , TRIPP, L E. Region 1, Office of Director 03/05/23 
16pp 10746 J14 24X Fiche 50-277,03/05/24,0306070223 


8306060137 Forwards **Fire Protection Hod Progress Rapt, “ per 830225 
Itr Request for exemptions re smoke detection k penetration 
■•alt t description of addl admlnistratl ve controls dealing 
w/tramlent combustibles also end 

BOYER, V 0 Philadelphia Electric Co 03/05/27 F19ENHUT,D0 
Division of Licensing Bpp 18732-059 84X Fiqho 50-277,83/05/27, 

0306060157 


— 0306060150 "Fire Protection Mod Progress Rept ” W/four overslxe 
drawings Aperture cards are available in PDR 

a Philadelphia Electric Co 03/05/27 9pp 1B732 067 24X 

Fiche 50-277,63/05/27,0306060157 


03O614O3B1 Releases public version of revised emergency plan 
implementing procedures 

FELTON, J H Division of Rules and Records 03/06/06 Document 
Management Branch ip 1BB&3,216 24X Fiche 90-277,03/06/06, 

9306140381, 


—8306140391 Foruards public veislon of revised emergency plan 
Implementing procedures* Including Procedures EP-201 re 
technical support ctr ac tivation, EP-S09 re radiation 
protection team activation 8, EP-207C re first aid 
DALTROFF, 8. L. Ph 1 ladciphia Electric Co 03/05/24 ALLAN, J H 
Region 1, Office of Director 2pp 10B53 217 24X 

Fiche 50-277,03/06/06,0306140381 


—8306140390 Public version of revised emergency plan implementing 
procedures, Includ ing Procedures EP-201 re technical support 
ctr activation, EP-209 re radiation protection team 
activation <t EP-‘207C re first aid 

« Philadelphia Electric Co B3/04/25 145pp IQB53 219 24X 

Fiche. 50-277, 03/06/06, 0306140301 


8306200159 Ack receipt of 030904 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-277/83-04 k 
30-270/83-04 

MAWTIN* I T Division of Engineering Technical Pr-ograms 03/06/14 
DALTROFF* 8 L, Philadelphia Electric Co. 2pp. 10902.397 24X 

Fiche 90-277,03/06/141030620015? 


—8306200169 Responds to NRC 030404 Itr re violations noted In IE Insp 
Repts 90-277/03-04 k 0O-27B/B3- 04. Corrective actions 
Withheld (ref 10CFR2. 790 I< 73 21) 

DALTROFF, 8. L, Ph i ladel phia Electric Co 03/05/04 MARTIN, T T 
Division of Engineering & Technical Programs. Ip 10902 399. 24X 

Fiche 90-277,83/06/14*8306200199 


6306200144 LER 83-013/03L-0* on 030903* fluctuating readings observed on 
iodine Monitor t, downscale reading found on gas monitor. 

Caused bg poor connections in drgwell air sampling radiation 
dstecter circuitry due to oxidation buildup on connectors. 

COONEY, H.J. Philadelphia Electric Co 03/06/01. ALLAN, J.M. Region 
1, Office of Director. Ip. 18903:246 24 X FIchei 90-277, 03/06/01. 

8306200144. 


V. Operator Examinations 


P Operating license stage documents k correspondence 


6306030110 Forwards safety evaluation re 6WR Owners Group 001230 
raiponse to NUREO-0737, Item II K 3 45, “Deprassuri lation 
W/Other Than Automatic Dapressuri xation Sys '* No mod to 
plant dssign or operation required. 

BTOLZjJF Operating Reactors Branch 4. 03/09/10 BAUER.E 0. 

Philadelphia Electric Co 2pp. 10733*297. 24X 

Fichej SO-277, 03/05/10, 03060301 iO. 


8306140936 Eiietifi invitation to attend 030627 meetlnn In King of 
Prussia, PA to discuss transfer of reactor operator Itcanelng 
function from Bethasda, md to Reg ion I ofc 

BTAROSTECKItR. Division of Project k Residant Programs 03/06/09. 
DALTROFF, 0. L. Philadelphia Electric Co. 2pp. 10034; 336. fi4X 
Fiche: 50-277* 03/06/09, 0306140536. 


0306020360 Foulards missing Tech Spec Page 142e of Amend 92 to License 
DPR-56, issued B30904, Amend changed Tech Specs tp permit 
reactor operation w/Reload 9 core (Cycle 6). 

OEARB.O, Operating Reactors Branch 4 83/09/19. BAUER, E 0. 

Philadelphia Electric Co. 2pp. 10716;, 346 24X 

Fiche: 50-270, 03/09/19, 8306020360. 
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-~a306030&72 Page 142g to Amend 92 to Licence LPR-56i i fisuod 030504. 
changing Tech Upccs to permit pporation u/Heload S Core 
(Cycle 6] 

« KRC - No Det.iiled Affiliation Given 03/05/19 Ip 10716 340 
24X Fiche SO-S/U. 03/05/19.0306020360 


8306020325 Inform* that lead responsibility transferred from Region 1 
to NRR for revieie of pipe crack ind i cations, cvaluat i on of 
response to l£ Rulletin 03-02. approva 1 of Unit 3 rOfitart & 
acceptability of continued operation of Unit 2 
STOUZ.J F Operating Reactors Branch 4 03/05/23 BAUER. ^ 0 

Philadelphia Electric Co 2pp 10715 297 24X 

F i c h 0 50-277. 03/05/23. 0306020325 


8306070363 Responds to 030202 request fnr addl info re NUREO-0737. Item 
II K 3 20. "Verify Qualification of Accumulators on 
Automatic Ueprensur 1 ration Sys Valves " U/one avaTSiio 
draulng Aperture card is available in PDR 

DALTROFF. S L Philadelphia Electric Co B3/06/02 eiOLZ. J F 
Operating Reactors Branch 4 llpp 10743 075 24X 

riche 50-277. 03/06/02, Q306070363 


—0306070303 Rev 5 to ^'Qurvol 1 loncc Test BT 7 9 2. Daily Check of Seismic 
Gas Supply Bottle Pressures " 

« Philadelphia Electric Co 03/03/17 llpp 10743 125 24X 

Fiche 50-277,03/06/02. 0306070363 


— 0306070391 Rev 0 to "Surveillance Test ST 30 131. ADQ Accumulator Check 
Valve & Solenoid Valve LLRl ** 

» PhUadelphia Electric Co 0J/1O/J4 llpp 10743 151 24X 

Fiche 50-277, 03/06/02. 0306070363 


--8306070395 Rev 3 to "Surveillance Tost ST 13 20. AD9 Relief Valve 
Solenaid Valve Functional " 

M Philadelphia Cloctrlc Co 83/03/17 5pp 10/43 162 P4X 
Fiche 50-277. 83/06/02. 0306070363 


— 03O6O7O39B Rev 1 to "Surveillance Test BT 2 6 3A. Calibr Check of 
PT-9202A & PR-9102A (Green Pen> " 

* Philadelphia electric Co 03/03/11 16pp J0743 167 24X 

Fiche 50-277. 03/06/02. 0306070363 


—6306070403 Rev 1 to "Surveillance Tost.BT 2 6 23D,Calibr Check of 
PT 91021J l< PR 9102 (Green Pen) " 

« Philadelphia Electric Co 03/03/10 10pp 10743M03 24X 

Fiche 50-277. 03/06/02. 0306070363 


63060902J9 Forwards revised Tach Bpec Pages 36 & 36a ia limiting 
condition of operation to make 011223 application for amend 
to Tech Specs re reactor protection sys cotisistent ur/model 
Tech Spec. per NRC 030511 telcon request 

DALTROFF. 0 1. Philadelphia HI ec trie Co 03/06/02 STOLZ. J P 
Operating Reactors Drench 4 2pp 10796 115 24X 

Fiche 30-277.03/06/02.8306090219 


-•'0306090226 Revised Tech Spec Pages 36 & 36a changing limiting condition 
of operation to be consistent te/model Tech Spec re reactor 
protection sys 

e Philadelphia Electric Co 03/06/02 2pp 10796,117 24X 

Fiche. 50-277. 03/06/02. 0306090219 


B3O617047J Forwards evaluation of BUR Owners Group generic response to 
NUREO-0737. Item 1 1 K 3 18 "Automlc Dopi essuri lation Sys 
Logic Mods '* luo of seven alternatives acceptab le, One 
alternative should he chosen for facility mod. 

ST0L2.J r Operating Reactors Branch 4 03/06/03 BAUER, C G 

Philadelphia Electric Co 9pn 18094 338 24X 

Fiche- 50-277, 03/06/03. 0306170471 


6306240476 Informs of GE 030520 request for generic approval of Type 1 
Hybrid I control rods during Refuel 5. Charges will not be 
attributed to util docket or util organJiation 
BTOLZ.U F Operating Reactors Branch 4 03/06/14 BAUER, E 0 

Philadelphia Electric Co 2pp 10997 05b 24X 

Fiche 50-278.03/06/14.0306240476 


6306200130 Forwards "Control of Heavy Loads# Phi ladelph ia Electric Co, 
Peach Bottom Atomic Power Btotlon, Uni ts 2 8, 3# " draft 
technical evaluation rept 

STOLZiU I* Operating Reactors Branch 4, 03/06/14. BAUER. E.G 

Philadelphia Electric Go. 2pp 19043 359 24X 

Fiche. 50-277i 03/06/14. 8306200130 


— 6306060329 "Control of Heavy Loads# Peach Bottom Atomic Power Station# 
Units 2 3. " draft technical evaluation rept. 

BOMBERGER# C R, Franklin Instltute/Frankl in Research Center, 
MRC-03-at-l30 TER -C 5 506-379/300. 03/05/17 NRC - No Detailed 

Affiliation Given 45pp, 19043 361. 24X Fiche 50-277.83/06/14# 

8306200130. 


0306200156 Forwards revised safety evaluation re degraded grid voltage 
protection for Glass IE power sys. based on review of util 
020512.0722 tt 1029 submittals 8. LLL technical evaluation 
rept Class IE adequately protected 

BT0L2, J F Operating Reactors Branch 4 03/06/14 BAUER# E 0 

Philadelphia Electric Co 3pp 19046 072 24X 

Fiche 50-277.03/06/14,0306200156 


— B3062D0162 Revised safety evaluation re degraded grid voltage 
protection for Class IE sys Propased electrical design mods 
acceptable 

tt Office of Nuclear Reactor Regulation. Oirictor 03/06/00 7pp 
19046 073 24 X Fiche 50-277,03/06/14.8306200156 


— 8306200167 Supplementary safety evaluation re proposed tasting 
frequency for degraded grid protection sys Request for 
6-month test should be denied Testing should be performed 
monthly 

» Office of Nuclear Reactor Regulation. Director 03/06/14. 5pp 
19046 079 24X Fiche 90-277.03/06/14.0306200156 


— 0304070100 Rev 1 to "Proposed Design Hods 6 Tech Spec Changes an Grid 
Voltage Degradation for Peach Bottom Atomic Power Station# 

Unit* a I# 3i " technical evaluation rept 

8ELAN. J C Lawrence Livermore Laboratory FIN A-0250, UCl0-t91t9 
ROl 83/03/11. NRC - No Detailed Affiliation Given lOpp 
19046 004 24X Fiche 50-277. 03/06/14. 0306200156 


8306270261 Forward* application for amend to Licenses DPR-44 I# 0PR*‘96 
revising list of shock suppressors to reflect mods made 
since last amend to 010324 application 

BRADLEY.ej Philadelphia Electric <Jo 03/06/22, DENTON# H. R. 

□fflce of Nuclear Reactor Regulation. Director. Ip 10990 101 84X 

Fiche 50-277.83/06/22.0306270261 


—0306270264 Application for amend tu Licenses DPR-44 DPR -56# 

revising list of shack suppressors to rsfltct nods made 
since last amend to 010324 application 

BAUER, E 0 , DRADLEV.E J Philadelphia Electric Co. 03/06/22 
5pp 18990 102 24X Fiche 50-277, 03/06/22# 0306870261 


—8306270260 Proposed Tech Spec Table 3. 11 D 1 revising list of shock 
suppressors to reflect mods made since last amend to 
810324 application 

« Philadelphia Electric Co 03/06/28 Ppp 18?90 107, 24X 

Fiche 50-277.03/06/22. 0306270261 


0 Inspection reports. IE Bulletins ti corrsspondsnee 


0306220181 Discusses IE insps on BU013-B20915 tc forwards notice of 
violation & proposed imposition of civil penalty 
HAYNES. R C Region 1# Office of Director 03/03/2? BOYER, V 
Philadelphia Electric Co 6pp 10977 310. 24X 

Fiche 50-277.83/03/29.0306220101 


— 0306220191 Notice of violation It proposed imposition of civil penalty 
in amount of 4140.000 Noncompllanc a noted’ improper valve 
1 ineupsi Inadequate valve lineup verifications# Improper use 
of test procedures Ic inadequate monitoring of parameters 
HAYNES# R C Region I, Office of Director 03/03/29 Bpp 
10977*324 84X Fiche 50-277,03/03/29.8306220101 


0306030291 Fowards IE Enforcement Conference Repts 90-277/83-13 
it 50-270/03-13 on 030506 No noncomp 1 1 anci noted. 

STAROBTECKI.R, Division of Project N Resident Programs 03/05/20 
DALTROFF.BL Philadelphia Electric Co. 2pp. 16700336 24X 

Fiche- 50-277, 03/05/20, 0306030891 


—0306030312 IE Enforcement Conference Repts 90-277/03-13 li 50-270/03-13 
on 030506 No noncompliance noted Hajar topics discussed: 
violations of procedural control* It Tech Bpec requirements. 

BLQUGHiA R # WILLIAMS, J H , MCCABE# E C. Region 1, Office of 
Director 03/05/13 4pp. 10700:337. a4X Fiche* 50-277. 03/05/20. 
8306030291 


8306020325 Informs that lead responsibility transferred from Region 1 
to NRR for review of pipe crack indications# evaluation of 
response to IE Bulletin BS-'OO. approva 1 of Unit 3 restart li 
acceptability of continued operation of Unit 2, 

STOLZ. J F Operating Reactors Branch 4 83/05/23, BAUER. E 0> 

Philadelphia Electric Co. 2pp 10715* &?9. 24X 

Fiche* 50-277. 03/05/23. 8306020325 


0306060162 Forwards IE Insp Repts 50-277/03-12 it 50-270/03-12 on 
830418-23 it notice of violation 

MARTIN# T T Division of Engineering Se Technical Programs. 03/09/23 
DALTROFF.BL Phi ladelphla Electric Co 2pp. 10719*197. 24X 

F I c h a . 50-277. 03/05/23. 8306060162. 


—0306060166 Notice of violation Prom Inep on 030410-22. 

e Region 1. Office of Director 03/05/23. tp 10719. 199 24X 

Fiche, 50-277. 83/05/23. 0306060162 
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— 0306060170 IE Insp Rept* 50-277/03-13 8f 30-378/83-12 on SSO^lS-Sa 
None Q flip ft noted fftilur-e to follou juntpir log procedures 
S< QA plan 

niCHARDSjS j ANDERSON, C Region l« Office of DlrectoT 03/05/16 
Spp. 1B719 200 a4X Fiche 50-277,83/09/23,0306060162 


B306070233 Forwerd* IE Inep Repts 50-277/83-09 k SO-27Q/B3-09 on 
830402-0912 No nanconp I iatic ft noted 

BTARD9T8CK1, R- Dlvleion of Project & Fft*ldent PrograRs. 03/09/24 
DALTROFF, 8. L, Philadtlphia Electric Co 2pp 18746,112 24X 

F I ch a: BO -277, 83 / 09/84 , 8306070223 


—8306070236 IE jRftp Repts 50-277/03-09 f, 30-278/a3-O9 on 030402-0512 No 
nonconp 1 lance noted Major areas Inspec ted* accessili 1 e 
portions of fad 1 Itl •», operationft 1 eef ety, Tftdiati on 
protection! physical sftcurity & contrial room activities 
BLQUOH,A R , NlLLlAffS, J H , KC8REARTY, R A Region Ir Office of 
Director 03/05/23 I6pp 1074 6 U4 24 X FI die 50-277, 03/05/24, 
8306070223 


8309110438 IE Info Notice 83-32, “Ruptured Am”24i 8dutcps Contained tn 
Mtll Logging Device “ Bve list end 

TAYLOR, J H DivislDn of Dafeguards V Jnspectlan Prog-rams IPost 
030103) 83/05/26, Consol i dated Edison Co of Neui Vort, Inc 
lS9pp i8831’043 24X Fiche 50-000,83/05/2618305110450. 


8309110460 IE Info Notice 03-34, "Event Notification Info Norkeheet " 
Bv< list end 

JORDAN, E.L Division of Emergenev Preparedness tr Engineering 
Response (Post 030103) 03/05/26. Consolidated Edison Co of Neu 

York, Inc. 115pp. 10732,005 24X Ficht' 50-000, 03/03/26, 83051 10460 


0305110461 IE Info Notice 03-35, "Fuel Movenant H/Control Rods 
Withdrawn It BNRs " Bve list end. 

JORDAN, E.L Divl fieri of Emergency Preparedneii it Engineering 
Response (Post 030103). 03/05/31 Co-nsolidatcd Edison Co of Neu 

York, Xnc tl6pp 18732,208 24X Fiche 50-000,03/03/31,0305110461 


0306160094 Katiflcatlon of 030616 significant licensee nesting In 
Delta, PA to dlscuis SALP 

TRIPP,L.E Region 1, Office of Director 03/06/02. DIRCK8, N. J. 
Office of the Eseeutlve Director for Operations 8TELL0, V Regional 
OpaTatlors U Oenerlc Requirements DEYOUNO, R C Director's Office, 
Office of Inipectian end Enforcement ip. 18892 327 24X 

Fiche. 90-277, 03/06/02, 8306160094 


8306200125 Foruards IE Imp Rep is SO-277/03-U It 50-278/03-11 on 
030419-22, Wo none amp liance noted 

MARTIN, T.T Division of Engineering 6 Technical Program 03/06/06 
DALTROFF18 L Philadelphia Electric Co 2pp. 18903 2?1 24X 

FIchf 90-277,03/06/06,8306200129 


—8306200130 IE In»p Refts 90-277/83-11 k 50-270/03-11 on 830419-22 No 
noncampl lance noted. Major areas Inspected, inservl ce testing 
of pumps E valves, local leak rate testing, integrated leak 
rats testing k faeitltg tours. 

PU-LAWI,B V , BETTENHA08EN, L Region l> Office of Director 
03/06/01. lOpp 10903.293. 24X Fiche 80-277, 83/06/06, 8306200125 


0305110464 3E Info Notice 03-36, "Impact of Security Practices on Safe 
Operations." 8vc list end, 

JORDAN, E L. Division of Emergency Preparednees !< Engineering 
Response fPost 030103) 93/06/09, Consolidated Edison Co of Neu 

York, Inc. il9pp. 18030 200. 24X Fiche: 50-000, 83/06/09, 0305110464 


6306140290 Ack receipt of 030526 1 tr Informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-277/83-07 k 
90-279/03-07 

MARTIN) T.T Division of Engineering Technical Programs 03/06/09, 
DALTROFF^S.L Philadelphia Electric Ce. Ip. 18033 027 24X 

Fiche. 50-277, 03/06/09,0306140250. 


--0306140262 Responds to NRC 030429 Itr re vloJetlpns noted In IE Insp 
Repts 90-277/03-07 «> 80-270/03-07. Corrective action, 
radiation area Ineedlatetu reposted I, health physicist 
assigned tp monitor reactor bldg, 

OALLAOHER.J W, Philadelphia Electric Co, 03/05/26. MARTINET T 
Division of Engineering Technical Programs. 2pp. 18933 028. 

24X Fiche: 50-277* 83/06/09, 8306140250 


8306160403 Ack receipt of 030917 Itr Informing NRC of steps taken to 
correct violations noted in IE insp Repts 50-277/02-10, 
90-278/82-10, 90-277/82-14 & 90-278/82-14 

STARMTECKl, R. Division of Engineering -It Technical Programs 
03/06/10. DALTROFF, E. L. Philadelphia Electric Co Ip 10064:124 
24X Fiche* 50-277103/06/10,8306160483. 


— B3D6I60486 Responds to NRC 030418 Itr re violations noted in IT Insp 
Repts 50-277/02-10,50-270/02-10,50-277/02-14 «, 50-270/82-14 
Corrective actiona personnel relnatructeri re procedural 
controls governing operatiDu 

DALTROFF, a L Ph 1 1 ario 1 ph la Electric Co 03/05/17 STAROSTECKli ft 

Division of Project & Resident Programo 3pp 10064 125 24X 

Fiche 50-277,03/06/10.6306160403 


8306200239 Responds to IE Dulletin 03-03, "Chock Valve Failures In Rau 
Nater Coaling Sys of Diesel Oenerators " Tuo check valves 
identified uhich could fall & po&siblg prevent coolant from 
reaching diesel generators 

OALLAOWER, J W Philadelphia Electric Co 03/06/10 ALLAN, J M 
Region 1, Office of Director Bpp 19015 030 24X 

Fiche 5 0-277, 03/06/ 1 Oi 03062002,75 


0305110470 IE Info Notice 03-30. "Defective Heat Sink Adhesive tc 
Seismically Induced Chatter in Relays Nithin Printed 
Circuit Cards " 8vc list end 

JORDANi £ L Division of Lmorgency Preparedness 8, Engineering 
Response CPost 020103) 03/06/13 Consolidated Edison Co of Neu 

York, Inc ll8pp 10920 225 24X Fiche 50-000,83/06/13.0303110470 


0306090010 IE Info Notice 83-37, "Transformer railore Resulting From 
Degraded Internal Connection Cables " Bve list and 
JORDAN, E L Division of Emergency Preparedness t, Engineering 
Response (Post 830103) 03/06/13 Consolidated Edison Co of Neu 

York, Inc 243pp 10921 001 SAX Fiche 50-000,83/06/13,8306090010 


0306200199 Ack receipt of 830504 Itr infnrming NRC of steps token to 
correct violations noted in IE Insp Repts 50-277/03-04 
50-270/03-04 

MARTIN, T T Division of Ctigineering 6 Terhnlcal Programs 03/06/14 
DALTROFF, 8 L Philadelphia Electric Co 2pp 10902 397 24X 

F i c h e . 50 -277 , 03/06/ 1 4 . 83062001 59 


— 0306200165 Responds to NRC 830404 Itr re violations noted in IE Insp 
Repts 50-277/03-04 6 50-270/03-04 Corrective actions 
withheld (ref I0CFR2 790 b 73 21 ) 

DALTROFF, 9 L Phllatfolphia Electric Co 03/09/04 MARTIN, T T 
Division of Engineering It Technical Programs Ip 18902 359 24X 

Fiche: 90-277, 03/06/14, 0306200159 


8305110475 IE Info Notice 03-40. "Need to Environmentally Qualify 
Epoiy Grouts b Sealers " Sve list enc 1 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 03/06/22 Consolidated Edison Co of Neu 

York. Inc ll9pp. 19021 179 24X Fiche 50-000,03/06/22,0309110475 


0305110477 lE Info Notice 03-41, "Actuation of Fire Suppression 9ys 
Causing inaporab i 1 1 ty of Bafcty-Relatcil Equipment " Svt list 
end 

JORDAN, C L Division of Emergency Preparedness b Engineering 
Response (Past 030103) 63/06/22 Consolidated Edison Co of Neu 

York, Inc I20pp 18997 007 24X FUhe 50-000,03/06/22,0305110477 


0305110479 IE Info Notice 03-42, "Reactor Mode Switch Mol functions " 
Sve list and 

JORDAN, E. L Division of Emergency Preparedness b Engineering 
Response (Foot 030103). 83/06/23 Consolidated Edison Co of N«w 

York, Inc. I16pp 18996 242 24X Fiche 50-000,03/06/23,0305110479 


8305110403 IE Info Notice 03-43, "Improper Bettings of Intermediate 
Range ( IR) Nigh Flux Trip Setpoints " 0vc list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 03/06/24 Consolidated Edison Co of Neu 

York, Inc 116jip 19046 297 24X Fiche 50-000,03/06/24,0305110403 


R Periodic operating reports b related correspondence 


0306170163 Rev 1 to "Peach Doitom Atomic Power Station Units 2 b 3 
Esmiannual Effluent Release Rept 14iJul-Dec 1902 " W/B306O6 
Itr 

FLEIBCHMANN, R , ALDEN, U M Philadelphia Electric Co 82/12/31 
ALLAN, J M Region 1, Office of Director llpp 10870 332 24X 

Fiche 50-277,02/12/31.0306170163 


8306160379 Monthly operating rapt* far Apr 1983 W/03O5t8 Itr 

ALDEN.W M 4 CODNEY, M J Philadelphia Electric Co 03/05/09 lOpp 
10060:092 a4X Fiche 50-277.03/05/09,0306160379 


0306210076 Monthly operating repts for May 1903 VI/B30615 Itr 
ALDEN, U M * COONEY* H J Philadelphia Electric Co 03/06/10 
Dlrector'^a Office, Dffice of Inspection and Enforcement 12pp 
18913 350 ^4X Fiche 50-277,03/06/10,0306210076 
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S Rpportdble occurrencBs^ LLJ(5 & i correspondence 


B3O&D1O430 Foruiards LER B3-01 2/ -OIT '0 Dotoiled event analysis end 

COONEY, M J PhiUdelphlfl Electric Co 83/09/09 ALLAN. J M Region 
1. Office of Director 3pp 18679 316 24X Flche 10-370,03/05/09. 

8306010430 


— 0306010445 LER B3-013/01T-0 an B30425, during refueling outage, uih i le 
performing NDE, intorgranolOT stress corrosion crocking 
indications found in heat affected lone of 13 (uelds Caused 
bij stress corrosion Weld itifp increased 

COONEY, M J Philadelphia Electric Co 03/03/09 Region 1, 
Office of Director ip 18679 315 24X Fiche 50-378,83/05/09, 

8306010438 


f Operator Exarninati ono 


3306140536 Extends invitation to attend 830637 meeting in King of 
Pru*»ia,PA to discuss transfer of reactor operator licensing 
function from Dethosda,MD to Region 1 ofc 

STAROSTECKI.R Division of Project & Fiesident Programs 83/06/09 
DALTROFF.S L Philadelphia Electric Co Spp 10834 336 a4X 
Ficho 50-377,83/06/09,8306140536 


IQCKET 50-280 SURRY POWER STATION, UNIT 1 


8ecurlty, medical, emergency t< fire protection plans 


306140621 Forwards IE Insp Repis 50-280/88-31 b 50-281/82-31 on 
BS1004-31 Enforcement action addressed in UP O'Reilly 
830324 Ur 

DANCE, H C Division of Project & Resident Programs 93/03/35 
STEMART, W L Virginia Electric ie Power Co 3pp 18843 009 24X 

Ficho, 50-280, 03/03/25, 83061 406S1 


-8306140627 IE Insp Repts 50-880/82-31 & 50-281/02*31 on 821004-31 
Inoperable containment spray chemical addition tank 
identified follouilng Unit i startup 

Ei/RKE.D J , DAVIS, N J Region 2, Office of Director. JULIAN, C 
Division of Project S( Resident Programs 83/03/24 Bpp 
10843' on 84X Fiche 50-200,83/03/25.8306140621 


306140950 Confirms lE enforcement conference on 830405 at Region 11 
ofc to discuss mgt of health physics operations proposed 
agenda end 

O'REILLY, J P Region 2, Office of Director 83/04/01. STEWART, W L 
Virginia Electric «« Power Co 2pp IB034 204 24X 

Fiche 50-280,83/04/01,8306140550 


306170327 Application supplementing 810921 it 820415 proposed changes 
to Tech Specs re fire protection sys, by deleting reporting 
requirements Prom Spec 3 21 

STEWART, W L Virginia Electric 8. Power Co 03/06/14 DENTON, H, R 
Office of Nuclear Reactor Regulation, Director, VAROA, 9 A. 
Operating Reactors Drench 1, 3pp 10877 ODi 24X 
Fiche 50-280, 83/06/14, 8306170327 


'8306170331 auppl to proposed Tech Gpocs re fire protection sys, 

» Virginia Electric & Power Co 03/06/14 10pp. 10077.004 e4X 

Fiche, 50-280, 83/06/14, 83061/0327 


Insurance 8c indemnity Information 


106300113 Endorsement 44 to NbLIA Policy NF-240 

e Nuclear Cnetgy Liability Insurance Association 83/06/01 Ip. 
£9121 069 24X Fiche: 50-280, 03/06/01, 8306300113 


Utility final Safety Analysis Report <F9AR> & amends 


06300149 Forwards Rev i to updated F0AR Rev current as of 830101. 
STEWART, W L Virginia Electric 8< Power Co 83/06/22 DENTON, H R 
Office of Nuclear Reactor Regulation, Director Ip. 19115. 135. 24X 

Fiche 90-200, 03/06/22, 03063001 49 


B306300151 Rev 1 to updated F0AR 

» Virginia Electric it Power Co 83/06/22 646pp. 19115.136 

24X Fiche 50-200, 03/06/82, 0306300149 


Opsratlng license stage documents h r oi rcspondence 


06060091 Addl response to fOlA request for three categories of 
documents re PRA of reactor safety study methodology 
application program repts t. Interim reliability evaluation 
program repts Forwards App A documents Search conirinuing. 

= ELTON, J H Division of Rules and Records. 83/04/07 SHOLLY, 8 C, 
Jtilon of Concerned Sciintists 3pp 10752 001, 84X 

- iche: 50-000, 03/04/07, 0306060051 


— 0306060083 Provides info on boron precipitation clogging HPI Unas b 
failure of operator to switch to hot leg injection in order 
to flush out boron residue from core during recirculation 
Info obtained from PRAs 

0AV19, 8 NRL “ No Detailed Affiliation Given 03/02/84 
THADANIiA NRC - No Detailed Affiliation Olven 6pp 18752' 206 
24X Ficho 50-000,03/04/07,8306060051 


8306030441 Forwards "Control of Heavy Loads (C-'IO), Surry Power Station 
Units I b 2, ” draft technical evaluation rept h summary of 
addl info required to complete review Response requested 
Within 60 days 

VARGA, S A Operating Reactors Branch 1 03/05/16. STEWART, W L 

Virginia Electric & Power Co 2pp 18735 207 84X 

Fiche 50-200. 03/05/16, 0306030441 . 


— 0306030446 "Control of Heavy Loads (C-10>, Surry Power Station Units 1 I, 
2," draft technical evaluation rept 

V09DURy,F W , SARGENT, I. H Franklin Insti tute/FranU in Research 
Center NRC-03-01-130 TER -09506-395/396 DR. 03/01/14 NRC - 
No Detailed Affiliation Given. 40 pp 18735 209, 24X 

Fiche 50-280,03/05/16,8306030441 


0306190064 COPPER IN THE INTAKE AND DIBCHAROE ZONES OF THE BURRY 
AND SALEH NUCLEAR POWER STATIONS 

HARRiBONiF L , DIBN0P,D J, , RICE, D. W Lawrence Livermore Laboratoru. 

FIN A-0119 NURCG/CR~2963 B3/09/3I Division of Health, Siting 
& Waste Management 31pp Available at NRC «4 00 18869.221 

S4X Fiche. 50-000, 03/05/31, 83061 9006 4 


8306100170 Updates 0S1112 Ur providing info on schedule for submitting 
results of motor-operated valve studies b replacement of 
valves w/unsatisfac tory starting capabilities Permonent 
schedule will be provided by 03131S. 

STEWART, W L Virginia Electric b Power Co 83/06/03 DENTON, H R 
Office of Nuclear Reactor Regulation, Director VAROA, 0. A 
Operating ReaetPrs Branch 1 2pp 10005 263 24X 

Ficho 50-260, 03/06/03, 8306 i 00 1 70 


6306170281 Advises that 021227 commiltment to complete installation b 
testing of post-accident yampHng sys per NUREO-0737, Item 
II D 3 by 830601 has been met Final proeedurei for sys will 
he complete by 030701 

STEWART, W L Virginia Electric b Power Co 63/06/14 DENTON, H R. 
Office of Nuclear Reactor Regulation, Director EiaBNHUT, D G, 
Division of Licensing 2pp 10877-025 24X Fiche. 50-200, 83/06/14, 

6306170281 


8306170327 Application supplementing 810921 b 820419 preposid changes 
to Tech Specs re fire protectio-n sys, by deleting reporting 
requirements from Bpec 3 21 

STEWART, W L. Vlrginlo Electric b Power Co. 03/06/14 DENTON, H. R 
Office of Nuclear Reactor Regulation, Director VARGA, B A, 
Operating Reactors Branch 1 3pp. 1DB77 001. 24X 

Fiche 90-280,03/06/14,8306170327 


— 0306170331 Buppl to proposed Tech Specs re fire protection sys, 

e Virginia Electric b Power Co 83/06/14. lOpp 18077 004. 24X 

Fiche 50-200103/06/14,8306170327 


8306220033 Application to amend Licenses DPR-32 b DPR-37, changing Tech 
apeci by adding addl accident monitoring instrumentation b 
reactor vessel bead vents per NUREO-0737. 1 terns 11 F i b 
1 1 g 1, respectively 

STEWART, M L. Virginia Electric 4c Power Co 03/06/16 DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director VARDA, 8 A. 

Operating Reactors Branch 1 3pp. 16927' 233 24X 

Fiche 50-280, 83/06/ 1 6i 0306220033. 


— 8306220047 Proposed Tech Specs adding addl accident monitoring 
instrumentation b reactor vessel head vents, per NUREO-0737, 

Items I] F, 1 b II S 1. respectively. 

e Virginia Electric b Ppwer Co 03/06/16. 23pp. 16927.237. 34X 

Fiche- 90-200,83/06/16, 0306220033 


Q Inspection rsporte, IE Bulletins b correspondence 


8306140556 Confirms mgt meeting on 830217 in Richmond, VA to review 
results of first phase of annual appraisal of regulatory 
parformance. Proposed matting agenda end, 

LEWIS, R.C, Division of Project b Resident Programs. 03/02/08. 
STEWART, W L Virginia Elactrlc b Power Co 3ap. 10834 217 24X 

Fiche, 90-000, B3/02/0Bi 8306140596, 


8306140328 Confirms 83030? enforcament conference w/uti 1 to discuss 
Unit 1 821016 Incident re containment spray sys chentcal 
addition tank being valyed out when required to be operable 
by Tech Specs Proposed meeting agenda encl 

O'REILLY, J P Region 2, Office of Director 83/03/04 STEWART, J. L 
Virginia Electric b Power Co 2pp 18832 215. 24X 

Fiche’ 90-200, 83/03/04, 0306140320 
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a30AM062I Forward! TE Imp R»pti 50-280/82-31 & 30-381/02-31 on 
Q2i004-31 fivforcafflVTit act:£on adifre«S9if in O'ReiHij 
830324 Ur 

DANCEtH Ch D£vl>lon of Project & Roiidert Pragramft 63/03/25 
STfiHARTrH L Virginia Electric Power Co. 2pp. 18643 00-9 24J£ 

F i ch f 30-280-1 83/03/23* 83 06 1406 2t 


— B306140&27 IE ln«p Repti 50-280/83-31 Jr 50-281/82-31 on 821004-31 
Inoperable containment »prav chemical addition tank 
idartlfieil following Unit 1 startup 

BURKE. 0 J . DAVIBiM J. Region 2. Office of Director JULIAM. C 
Divliion of Project 8f Resident Program* 83/03/24 Gpp, 
18843-011, 24X Fi rhe, 50-280* 83/03/25. 8306140621 , 


S30614D710 Subevlti confirmation of action Itr re B3040B 2*11 telcons U 
830405 enroromant meeting In AilantatOA re util failure to 
perforev adequate radiological air eampling ^ to monitor 
pereonnel radiation expoiure 

Q «REXLLy« J. P, Region 2* Office of Dlrecfcor, 83/04/11 STeWAIlT. g U 
Virginia Electric !< Power Co 2pp 10841:290 24X 

ri Che : 5 0-200* B 3/04/ 1 1 . 0306 1 407 1 0 


B306140397 Forward* IE tnsp Rapt* 50-280/63-12 it 50-281/83-12 on 
830415-21, No nonconf 1 lanca noted 

DAMCEiH.C, Region 2. Office of Birectar 83/05/17 STEUART* U L 
Virginia Electric & Power Co 2pp 16032 084 24X 

riche: 50-200* 83/05/17. Q3061 40397. 


—0306140400 IE In«p Repti 50-580/83-12 & 50-281/03-12 on 830415-21 No 
noncoAp llance noted. Major areai Inipectcd containment 
integrated leakage rate tetting it pipe cupport* & 
reitralnt* 

ER0QK8.EH.* JAPEtF. Region Si Office of Director. 63/05/12 
3pp 19832; 006, 24 X Flche 50-280. 03/03/17. B3061 40397 


0305110458 IE Infe Notice 03-32. ‘‘Ruptured An-241 Source* Contained in 
Mell Logging Device ^ 8vc Hat end 

TAYLOR. J n Diviaian of Safeguard* it Inspection Programs (Post 
8301031 83/05/26 Consolidated Edison Co of New Yorlij Inc. 

125pp iea3r043 24X rich e. 50-000. 03/05/26. 0305110438 


8305; 10460 J£ Info Notice 83-34. "Event Notification Info Nork sheet •• 
ave U»t encl> 

JORDAN. £ L. Division of Emergency Preparedness it Engi-neering 
Response (Post 8301031, 03/05/26 Consolidated Edison Co, of New 

York* Inc liSpp. 16732 DBS. 24X Flche 50-000*83/05/26*0305110460. 


B30SII0461 IE info Notice 03-35* "Fuel Movement N/Controi Rods 
Withdrawn at SNRs ** 8vc list end. 

JORDAN* E L. JOivlsion of Emergency Preparedness & Engineering 
Rcspanie (Post 630103), 83/05/31 Conffolldated Edison Co of New 

York* Inc. Ii6pp 16732 206 24X Flche 50-000* 63/05/31* 6305J 10461 


6306290331 Forwards response to IE Bulletin 63-08. "Check Valve 
Faliuris in Raw Uatir Cooling 6ys of Diesel (Generators " 

Su-rry has no valve* in emergency dieee) generator cooling 
sys. Raw cooling water sys not used at North Anna. 

BTCtlART.U L Virginia Electric & Power Co B3/06/0B 6 ‘REILLY. J.P 

Region 2. Office of Director 3pp 19055 303 S4X 
Ficke, 50-000*63/06/08. 8306290331. 


6305110464 IE Itifo Notice 83-36. "Impact of Security practices on Bafe 
Operation!. '* Bve list end 

JORDAN. E. L Division of emergency Preparedness 6 Engineering 
Response (Post B30103) 83/06/09 Cuniolldated Edison Co of New 

York* Inc. 119pp 18830:280. 24X Flche 50-000.83/06/09*8305110464 


B30S1 10470 IE info Notice 03-30. "Defective Neat Dink Adhesive & 
Beiimlcally Induced Chatter in Releys Nithin Printed 
Circuit Cards." 8vc list end. 

JORDAN. E L Division of Emergency Preparedness Sc Engineering 
RespQnse (Post 8301031. 03/06/13 Consolidated Edison Co of New 

York. Inc, llBpp 18920.225. 24X Eiche' 30-000* 83/06/13* 83051 10470. 


8306200219 Revises 830603 response to Enforcement Action 03-36 
cantainod In IE insp reft re whole body counts 1. ether 
outage-related requirements Corrected Page 3 enc], 

9TEiMRT*W.L, Virginia Electric 6 Power Co, 03/06/15 DEYOUN{J* B. C. 
Director's Office. Office of Iripection and Enforcement 2pp 
18902,266. 24X Flche; 50-280* 83/06/15. 8306200219. 


8305110475 IE Irtfo Notice 83-40* "Need to Envlronmentallv Owalify 
Eposy Oreutf tc Sealera, " Sve list end 

JORDAN. E.L, Division of Emergency Preparedness L Engineering 
Response (Post 930103). 83/06/22. Consol ideted Edison Co of New 

York. Inc. U5pp. 19021.179. 24X Fic he. 50-000* 83/06/22. 6305110475, 


8305110477 lE Info Notice 83-41* "Actuation of Fire Suppression Sys 
Causing Inaperehill ty of Baf etif^Ra^atsd Equipment," Sve list 
enc I 

JORDAN. E. L, Division of Emergency Preparedness 5. Engineering 
Response (Post 830103) 63/06/22 Consolidated Edison Co. of New 

York* Inc, tffOpp 19997-007 24X Fic he; 50-000. 83/06/22. 9305110477 


8305110479 IE Info Notice 03-42. "Reactor Mode Switch Malfunction! “ 
Sve list end 

JORDAN. E L Division of Cfnergpiicy Preparedness & Engineering 
Response (Post 030103) 03/06/23 Consol idatod Edison Co of Hu. 

York. Int ll6pp 10996 242 24XFiche 50-000. 03/06/23, Q30Sn047'9 


8303110403 IE info Notice 03-43, "Improper Settings of Intermediate 
Range CIR) Hloh Fluit Trip Setpoints •' Sve list end 
JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 03/06/24 Consolidated Edison Co of Mte 

York. Inc 1 i.6p p 19046 297 24X Fiche 50-000.03/06/24,030511040:3 


R Periodic operating reports it related correspondence 


0306020159 Forwards monthly operating repts for Mar 1983 & corrected 
pages to health physics rept for monthly operating repts for 
Jan t< Feb 1903 ^ ^ 

9TEWART.W L Virginia Electric It Power Co 83/04/14 KALiCRiNH 
Office of Resource Management. Director Ip 18691 006 24X 

Flche 90-200.03/04/14.0306020159 


— 03O6D2O162 Monthly operating repts for Mar 1903 

JONES* V Virginia Electric 8. Power Co 83/04/19 47pp 
10691 007 24X Fiche 50-200,03/04/14.0306020159 


— 0306020166 Correct page to health physics rept for monthly operatinj 
rept for Jan J9B3 

a Virginia Electric & Power Co 03/04/14 Ip 10691 054 i-iX 
Fiche 50-200*63/04/14.8306020159 


— 8306020173 Corrected page to health physics rept for monthly opsrstlr^ 
rept for Feh 1963 

* Virginia Electric !< Pouet Co 03/04/14 ip 18691 055 2(1 

Flche 50-200*63/04/14.8306020159 


8306160375 Monthly operating repts Per Apr 1903 W/030513 Itr 
JONES. V . STEWART. W L Virginia Elec tile L Power Co 83/05/13 
48pp 10061 074 24X Flche 5O-S0O. 03/05/13. 0306160375 


B Reportable occurrences. LERs 1. related correspondence 


0306070220 UER 03-021 /03L-0 on 830427. Per iod Ic Tests 10 IS 10 lA 
degraded protection function H train it J train, revealed 
emergency bus separation L dipsel start time delay setpoint 
tolerance exceeded Delays reset V1/G30519 Itr 

WILSON. J L Virginia Electric it Power Co 83/05/19 Q'RLILLY.JP 
Region fi. Office of Director 4pp 1B746 146 P4X 
Flche 50-2D0. 03/05/19,0306070220 


8306210205 LER 03-O23/O3L-O on 030513. steam generator blowdown 
released to discharge canal u/o monitor Caused by procedures 
not requiring flow verification in radiation monitor 
Blowdown checklist will be modified W/B306i0 Itr 
WILSON. J L * WILSON. J L Virginia Electric «< Power Co B3/0fi/IO 
□ 'REILLY. J P Region 2. Office of Director app 10915 019 
Fiche 50-200,03/06/10.0306210285, 


0306270005 LER 03-O24/O3L-O on 830517. RHR pump D removed from sve, 
rendering RHR loops inoperable Caused by pump cavitation due 
to inaccurate standpipe level indication RC8 level 
increased RHR pump vented 6 relumed to sve W/B306i6 Itr 
W1L8DN. J L Virginia Electric 8» Power Co 03/06/16 □'ftCILLV, JP 
Region 2. OPficB of Director 3pp 10900 194 24X 

Flche 50-200. 03/06/16, 0306270005, 


DOCKET 50-201 fiJRRY POWER 3TATI0N. UNIT 2 


F, Security, medical, emergency it fire protection plans 


0306140621 Forwards IE Insp Repts 50-200/02-31 it 50-201/02-31 on 
02iOO4-3l Enforcement action addressed in JP Q'Reilly 
030324 Itr 

DANCE. H C Division of Project 6 Resident Programs Q3/03/S5 
STEWART* W L Virginia Electric & Power Co Bpp 10043-009 
FLche 50-260,03/03/25.0306140621 


—0306140627 IE Insp Repts 50-200/82-31 it SO-201/B2-31 on 02IQO4-3I 
Inoperable containment spray chemical addition tank 
identified follaulng Unit J startup 

OURKE* D J Region 2r Office of Director 03/03/24 Bpp 
18D43:0£1 24X Flche 50-280.03/03/25.0306140621 


8306140550 Confirms IE enforcement conference on 030405 ot Region M 
ofc to discus* mgt of health physics operations Proposed 

0 'REILLY* J p Region 2. Office Of Director. 03/04/01 BTEWARTiML 
Virginia Electric 8< Power Co Bpp 16034*204 24X 

Fiche. 50-280. 03/04/01.8306140550 
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0306170327 Application aupp 1 ^meriting eiOVr*l t 820^115 propo&od chungps 
to Tech Gpacs tg fire protoction sy&» by deleting reporting 
requirements frotp Spec 3 21 

ST£WARTj W L Viiglnia Electiir ?« PouJet Co 03/06/1^ DENlONiH R 
Office of Nuclear Roactor Flegulation/ Uirectur app 1BB77 001 
24X Flche 50-2B0, 83/06/1 4, 03061 70327 


— 0306170331 Suppl to proposed lech Specs le fire protection sys 

e Virginia Electric ft F^owei Co 03/06/14 lOpp 10877 004 ?4X 

F 1 c h e 50-200, 03/06/ 14,83061 70327 


^ Ineuronce & indemnity informntion 


8306300113 endorsement 44 to NCLIA Policy NF-240 

* Nuclear Energy Liability Insurance Aseociotion 03/06/01 Ip 
19121 069 24 X riche 50-280, 83/06/01. 0306300113 


K Utility Final Safety Analysis Report (F9AR) & amends 


S306300149 Forwards Rev 1 to updated FSAR Rev current as of 830101 
STEWART, W U Virginia Electric «< Power Co 83/06/22 DENTON, H R 
Office of Nuclear Reactor Regulation, Director Jp 17113 133 24X 

FI Che 50-200,83/06/23,0306300149 


— 0306300151 Rev 1 to updated T&AR 

* Virginia Electric 8< Powei Co 83/06/22 646pp 19115 136 

24X riche 50-200, 03/06/22, 0306300149 


P Operating license stage documents & correspondence 


8306060051 Addl response to FUlA request for three categories of 
documents re F'RA of reactor safety study methodology 
application program repts ft interim reliability evaluation 
program repts Forwards App A documents Search continuing 
FELTON, J M Division of Rules and Records 83/04/07 SHOLLV, 8 C 
Union of Concerned Scientists 3pp 10752 001 24X 

Fiche 50-000,03/04/07,8306060051 


— 33D606D005 Provides info on bnroti precipitation clogging HPl lines It 
failure of operator to switch to hot log injection in oi'dcr 
to flush out boron residue from core during rec ire uJatlon 
Info obtained from PRAs 

DAVia.S NRC - No Detailed Affiliation Olvon 03/02/24 
THADANI.A NRC - No Detailed Affiliation 01 von 6pp 10752 206 

24X Fiche 50-000,03/04/07,8306060051 


8306030441 Forwards "Control of Heavy Loods iC“10),0urvy Power Qtation 
UnltP I & 2» '* draft technical evaluation rept & summary of 
addl info required to complete review Response requested 
within 60 days 

VARGA, 8 A Operating Reactors Dronch 1 03/05/16 STEWARf, W L. 

Virginia Electric tt Power Co 2pp 18/35 267 24X 

Fiche 50-280,83/05/16,0306030441 


— G306030446 "Conti ol of Heavy loads <C^10), Surry Power Station Units 1 
2," draft technical evaluation rept 

vaSDURV,F W , SARGENT, I M Franklin I nstl tute/Fi ank 1 in Research 
Center NRC-O3-01-iaO TEn-C5606-P95/096 DR 03/01/14 NRC ^ 
No Detailed Affiliation Given 40pp 10735 289 24X 

Fiche 50-280,83/05/16,0306030441 


8306150064 COPPER IN THE INTAKE AND DISCHARGE ZONES OF THE SURRY 
AND SALEM NUCLEAR POWER STATIONS 

HARRISON, F.L , KNF.ZOVICH, J. P Lawrence Livermore Laboratory FlN 
A-01i9. NURCO/Cn-2965 03/05/31 Division of Health, Siting Sc 

Waste Management ^ilpp Available at NRC *4 00 10869 221 24X 

Fiche 5O-OO0, 03/05/31, 0306150064 


8306100170 Updates 821112 Itr providing info on schedule for submitting 
results of motor-operated valve studies U leplacement of 
valves u/unsatisfac tory starting capabiJltiei Permanent 
schedule will be provided by 031215 

STEWART, W L Virginia Electric 8c Power Co 03/06/03 DENTON, H. R 
Office of Nuclear Reactor Regulation, Director, VARGA. 0. A 
Operating Reactors Branch 1 Ppp 18005 263 24X 

Fiche’ 50-280, 83/06/03, 0306100170 


0306170281 Advisee that 021227 commitment to complete Installation & 
testing of post-acc ident sampling sys par NUREO-0737, Item 
1 1 D 3 by 830601 has been met Final procedures for sys will 
be complete by 030701 

STEWART, W L Virginia Electric «< Power Co. 83/06/14. DENTON, H R. 
Office of Nuclear Reactor Regirlatian, Director EIRENHUT, D, 0. 
Division of Licensing 2pp 10077 025 24X Fiche; 50-200, 83/06/14, 

83061/0201 


8306170327 Application supplementing B10921 & 020415 proposed changes 
to Tech Specs re fire protection &ysj.by deleting reporting 
requirements from Spec 3 21 

STEWART, W L Virginia Electric 6 F>Dwer Co 03/06/14 DENTON, H R 
Office of Nuclear Reactor Regulation. Director VARGA, 9 A 
Operating FteoetDrs Branch 1 3pp 18077 001 24X 

Fiche 50-200,83/06/14,0306170327 


— 8306170331 Suppl to proposed Tech Specs re fire protection sys 

» Virginia Electric & Power Co 83/06/14 lOpp, 10077 004 24 

Fiche 50-200,03/06/14.8306170327 


6306220033 Application to amend Licenses DPR-32 & DPR-37, changing Tech 
Specs by adding addl accident monitoring instrumentation k 
reactor vessel head vents pei NURE0-0737i Items II F 1 b 
II D 1, respectively 

STEWART, W L Virginia Electric 6 Power Co 03/06/16 DENTON, H R, 
Office of Nuclear Reactor Regulation, Director VARGA, B A 
Operating Reactore Branch 1 3pp 18927 233 24X 

Fiche 50-280. B3/06/ 16, 0306220033 


— 0306220047 Proposed Tech Specs adding addl accident monitoring 
Inetrumen tation k reactor vessel head ventf, per NURE0-0V37. 

Items 11 F 1 l( 11 0 1, respec tively 

« Virginia Electric 6 Power Co 93/06/J6 23pp 18927 237 24) 

Fiche 50-280.83/06/16,0306220033 


O Inspection reports. lE Bulletins correspondence 


8306140556 Confirms mgt meeting on 830217 In Richmond, VA to review 
results of first phase of annual appraisal of regulatory 
performance Proposed meeting agenda end 

LEWI0, R C Division of Project (< Resident Programs Q3/08/OB. 
STEWART, H L Virginia Electric U Power Co 3pp 10B34 217 24X 

Fiche 50-000, 83/02/00, S3061 40556 


Q306140320 Confirms 630309 enforcement conference w/util to discuss 
Unit i 821016 incident re containment fipray sys chemical 
addition tank being valved out when required to be operabla 
by Tech Specs Proposed meeting agenda end 

0 'REILLY, U P Region 2, Office of Director 63/03/04 STEWART, J L 
Virginio Electric & Power Co 2pp 18032 2iS 24X 
Fiche 50-280,03/03/04,0306140328 


9306140621 Forwards IE Insp Repts 50-2B0/G2-31 «t 50-281/82-31 on 
621004-31 Enforcement action addressed in JP P'Reilly 
030324 Ur 

DANCE, H C Division of Project & Resident Programs 03/03/25, 
STEWART, W L. Virginia Electric Power Co 2pp 18043 009 24X 

Fiche. 50-200, 03/03/23, 0306140621 


— B306140627 IE Insp Repts 50-200/82-31 k 50-201/02-31 on 021004-31 
Inoperable containment spray chemical addition tnnk 
Identified following Unit 1 startup 

DURKE,D J , OAVlBiM J Region 2, Office of Director JULIAN, C 
Division of Project 6 Resident Programs 03/03/24. 8pp. 

10043 OH 24X Fiche 50-200,83/03/254 8306140621. 


8306140710 Submits confirmation of action Itr r» 030408 If il telcons If 
030405 enforcement meeting in Atlanta, OA re util failure to 
perform adequate radiological air sampling !< to monitor 
personnel radiation exposure 

0 'REILLY, J p Region 2, Office of Director. 83/04/ii. 8TEWART,W L 
Virginia Electric 6 Power Co 2pp 18041 290 24X 

Fiche 50-200183/04/11.8306140/10 


0306140997 Forwards IE Imp Repts 50-280/83-12 & 50-281/03-12 on 
830415^21 No noncompl iance noted 

DANCE, H C Region 2, Office of Director, 03/05/17 eTEWART.W. L. 
Virginia Electric If Power Co 2pp 18032-004. 24X 

Fiche' 50-200,03/05/17. 0306140397 


—0306140400 IE Insp Rept* 50-200/03-12 Sc 50-281/83-12 on 830415-21 Nn 
noncompliance noted Mejor ai eae insp ected' containment 
Integrated leakage rate testing 6 pipr supports I, 
restraints. 

BROOKS, E H , JAPE>F Region 2, Office of Director. 03/05/12. 

3pp 10032 086 24X Ficho' 50-200, 83/05/17, 0306140397 


8305110458 IE Info Notice 83-32, "Ruptured Am-24J eources Contained In 
Well Logging Device. *' Sve list encl 

TAYLOR, JM Division of Safeguards &r Inspection Programs (Post 
630103) 83/05/26. Consolidated Edison Co of New York, Inc 
i23pp 10031,043 24X Fiche 50-000, 03/05/26, 0303110450 


0305110460 IE Info Notice 83-34, "Event Notification Info Worksheet," 
8vc list end 

JORDAN* E.L Division of Emergency Preparedness l< Engineering 
Response (Post B3D103), 03/05/26 Consolidated Edison Cd of New 

York, Inc tiSpp. 10732 085. 24X Fich »’ 50-000. 83/05/26, 8905110460. 
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QSOSt 10^61 IE IttfD Notice G3-35t "Fuel Novome-nt M/Copitrol Rods 
Withdrawn «l FtJRm ** five Hit encl 

JORDANi £ L Dlviclon of Fnerflenci^ Preparednes* It EnBlnffor ing 
Re&panss {Post 030103) Q3/05/31 Conialidafced Edison Co of Neui 

York. Inc lUpp 10732 200, Fiche SO-000. Q3/03/31 . Q3051 104il 


830^290331 Forwards responjo to IE Sulletin 03-00, "Chacli Valve 
Failures in Raw Water Cooling 3ij6 of Diesel Oanaratora " 

Surry has no valves in emergency diesel generator cooling 
tyi Hatj cnoling water sys not uBsd at North Anna 

STEWART, W L Virginia Electrii; h Power Co B3/0&/09 D^REILLV, J P 
Region 5, OPfice of Director 3pp 1<7>053 303 E4X 
Flche. SO-OOOf 03/06/OQ. 0306290331 


8305110464 IE Info Notice B3-36, 'MntpocI; of Security Practices on Safe 
Oporationi '* Sve list end 

JORDAN. E L Division of Emergency Preparednesa & Engineering 
Response <Post 030103) 03706/09 Consoli dated Edison Co af New 

YorJi4 Inc li9pp, 10030 360 24X Ftcha 50-000. 03/06/07, 830St 10464 


0305110470 IE Info Notice 03-30. ‘^Defective Heat Sink Adhesive U 
Belsmically Induced Chatter 1 ti Flelags Within Printed 
Circuit Cards " Sve list end 

JORDAN. E,L Division of Emergency Preparedness & Engineering 
Response iPost 630103) 03/06/13 Coneo 1 idated Edison Co of New 

York, Inc llBpp. 16920:225 24)C Fic he, 50-000, 63/06/13, 03051 10470 


8306090010 IE Info Notice 03-37i ♦'Transformer Failure Resulting From 
Dtgraded Internal Connection Cables ” Sve list end 
JI)RI>ANjE.L Division of Emergeucy Preparedness fc Engineering 
Response (Post 630103} 63/06/13 Consolidated Edison Co of New 

York, Inc- 2A3pp 16921 001. 24X Fic he* 50-000. 03/06/13, 0306090010 


— 6306020173 Corrected page to health physics rept for monthly operating 
rept for Feb 1703 

# Virginia Electric t< Power Co 83/04/14 Ip 10691 055 B4X 
Fiche 50-200,03/04/14 . 0306020139 


B3D6160375 Monthly operating repts for Apr 1903 W/B30513 Itr 

JONES, V , STEWART, W L Virginia Elect! ic & Power Co 03/05/13 
40pp 16961 074 24X Fithe 50-200,03/05/13,6306160375 


8 Reportable occurrences, LERs t. related correspondence 


S306070236 Forwards LEfls 03-O22/O3L-O I, Q3-0B3/O3L-0 

WILBOM, J L Virginia Electric & Power Co 03/05/27 O^REJLLY.J P 
Region 2, Office of Director ip 1Q744 222 24X 

Fiche 50-201,83/05/27,0306070230 


'—8306070243 UER 83-022/03L-0 on 030430, PT -27 revealed amp readings for 
heat tracing panel B, circuits 5A h 22A,bdouj acceptance 
criteria Caused by encessive heat Defective heat tracing 
repLeced h tested Design change prepared 

WlLOaN, J L Virginia Electric tt Power Co 83/05/27 Region 2, 
Office t»f Director 2pp 10744 223 24X Fiche 50-281.83/05/27, 

0306070230 


—0306070245 LER 03-O23/O3L-O on 03051 l.PT 278 revealed amp readings tor 
heat tracing panel ?.drcuit 20A, below acceptance criteria 
Caused by boric add buildup on heat tape, corroding 
terminals tc resulting in open circuit Heat tracing replaced 
WILSON, J L Virginia Electric 6 Power Co 03/05/27 Region 2, 
Office of Director 2pp 10744 225 24X Fiche 80-201, 83/08/27, 

0306070230 


0306170130 Wlthdraus 030503 extension reauest for first lO-yr AQHE 
Section XI inservica insp pragrBrn Relief reguestad from code 
re^iuircments rc Insp tolerance band for completion of 
interval insp requirements limited to 1 yr 

STEWART, H L Virginia Electric tc Power Co 03/06/ 14 DENTON. H R 

Office of Nuclear Reactor Regulation. Director VAROA. B A 
Operating Reactors Branch i 3pp I007D 355 24X 

Fiche 80-201.83/06/14,0306170138 


0306200219 Revise* 030603 response to Enforcement Action B3-36 
contained Jn IE insp rept r« whole body counts 6 other 
outage-related requirements Corrected Page 3 end 
SieWARTrW L Virginia Electric U Power Co 03/06/15 DEVOUNO, R C 
Director's Office, Office of inspection and Enforcement 2pp 
10902 2B6 24X Fiche 50-260,63/06/15.0306200219 


8305110478 IE Info Notice 63-40, "Need to Environmentally Qualify 
Epoxy Grouts Sr Sealers ” Sve list end 

JORDAN. E I. Division of Emergency Preporednesi & Engineering 
Response (Post 630103} 63/06/22 Conso-1 Idated Edison Co of New 

York, Inc ll5pp 19021 179 24X Fiche 50-000,03/06/22,0308110473 


8305110477 IE Info Notice 03-41, "Actuation of Fire Suppression Bys 
Causing Inoperability of Saf ety-Relatei! Equipment " 8vc list 
end 

JORDAN. E L Division of Emergency Preparednes* It Engineering 
Response (Post 830103) 03/06/22 Consolidated Edison Co of New 

York. Inc. ISQpp 10997 007 24X Fiche 50-000, 03/06/22. 03051 10477 


0306100106 LER 03-024/OaL-O: on 030517, PT-27D revealed that ampere 
readings for heat tracing Panel 0, Circuit 13C below 
acceptance criteria in FT-27D Caused by excessive heat 
Defective heat tracing rcplocud W/03O6O3 Itr 

WILSON, J L Virginia Electric Ic Power Co 03/06/03 O'REILLY, J P 
Region 3, Office of Director 3pp 10006 021 24X 

Fiche 50-201, 03/06/03, 0306100106 


0306270351 Forwards LERa 83-02S/03L-0 8« e3-026/03L-0 

WILSON, J L Virginia Electric l< Power Co 03/06/13 O'RElLLYi J. P. 
Region 2, Office of Director ip 10993 143 24X 

Fiche* 50-201, 83/06/13. 0306270351 


—0306270357 LER a3-025/O3L-0, on 030510, w/unit at iOOX power, M0V~SW-202D 
failed to close electrically from control room Caused by 
rust buildup between clutch I, motor operator housing Rust 
removed 

MIL80N,J L Virginia Electric U Power Co 03/06/13, Region 8. 
Office of Director 2pp JS993 144. 24X Fiche. 50-801, 03/06/13, 

8306270351 


—0306270364 LER 83-026/ 03L-0 on 830516, w/unit at lOOX power, breaker 
for MDV-SW-'202B Pound open 8, motor gi ounded Cause unknown 
Breaker could have been accidentally bumped Motor dried due 
to maslture t. breaker closed 

WILB0N,J L. Virginia Elect! ic & Power Co 03/06/13 Region 2. 
Office of Dlroctor 3pp 10993.146 84X Plche* 50-201, 03/06/13, 

B306S70351. 


B30511047? IE Info Notice 63-42, "Reactor MdJe Suitch Malfunctions." 
0VC list end, 

JORDAN, E L Divlsian of emergency Preparednees I, Engineering 
Response (Post 0301031 03/06/23 Consolidated Edison Co of New 

York. Inc 1 16pp 10996 242 24X Fiche 50-000,03/06/23,0305110479 


0305110403 lE Info Notice 03-43. "Improper Betting* of Intermedlatn 
Range <IR) High Flujc Trip Bntpnlnts '♦ 8vc list and 
JORDAN, E L Division of Emergency Preparedness l( Engineering 
Response (Past 030103) 03/06/24. ConsoUdaied Edison Co «f New 

York. Inc 1 16pp 19046 297 24X Fiche 30-000.03/06/24.8305110403 


R Periodic operating reports fit related correspundence 


B306020159 Forwards monthly operating rept* for Mar 1983 fit corrnctad 
pages to health physics rept for monthly operating repta for 
Jan fit Feft 1903. 

aTEMART.W L Virginia Electric 6 Power Co. 03/04/14, HALLER. N M 
Office of Resource Management, Director Ip. 1869J 006. 24X 

Fiche 50-230,83/04/14.0306020159 


— 0306020162 Monthly operating repts for Mar 1903, 

JONES. V Virginia Electric U Power Co 63/04/19 47pp 
10691:007 C4X Fiche 50-280,83/04/14.0306020159 


8306300199 LER 83-027 /03L-0, on 830523, PT-27C revealed that amp reading 
for heat tracing panel 0, circuit 28A below Tech Spec limit. 

Caused by excessive heat Heat tracing replaced Design change 
Initiated W/a30620 

WILSON, J L. Virginia Electric fi< Power Co. 03/06/20 O^REILLY, J. P, 
Region 2, Office of Director. 3pp 19122 177 24X 

riche. 50-201. 03/06/20, 8306300199, 


DOCKET 50-202 PRAIRIE IQLAND NU(]LEAR STATION, UNIT 1 
F, Security, madlcal, emergency It fire protection plans 


G306100059 "Control Room Design Review Plan, Prairie Island Nuclear 
Oeneratlng Plant," response to Oeneric Ltr 82-33, Suppi 1 to 
NUREO-0737 M/e30527 ltr 

MUaOLF, D. Northern States Power Co 03/05/27 47pp 18002 123 
24X Ftcfis 50-202,03/05/27,8306100059 


0306090237 Forwards "Emergency Operating Procedures Generation 
Package, " in response to Generic Ltr 02-33, Suppi i to 
NUREO-0737. 

MUSDLR, D. Northern States Power Co. 03/05/31. Office of Nuclear 
Reactor Regulation, Director ip 18797*001 24X 

Fiche; 50-202, 03/05/31 , 8306090237 


— 0306020160 Correct page to health physics rept for monthly ciperatlng 
rep* for Jan 1703. 

a Virginia Electric U Power Co. 03/04/14. ip 18691.054. S4X 
Fiche - 50-260, 83/04/14, 0306020159. 


— 0306090239 "Emergency Dperatlng Procedures Generation Package " 
e Northern States Power Co 03/05/31, i6pp. 16797.002 24X 

FI Che 50-SB2, G3/05/3 1 , 0306090237. 
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S5 


03O6O9OS94 public version of revised eniergencu plan 

implementing procedures 

F ELTON I J M Division of Hules and Records 83/06/01 Document 

Management Branch ip 18809 261 S4X Fiche 50-2SSi 63/06/01 « 
8306090354 


— 0306090257 Forwards public version of revised emergency plan 
implementing proc eduresi inc luding Procedures A 2-301 re 
emergency evacuation! A 2-3-2 re assembly point activation fit 
A 2-303 re search 6 rescue 

WARD! E C Northern States Power Co Q3/OS/17 Region Di Office 

of Director Ip 18809 26? 24X Fiche 50-282,83/06/01, 

8306090254 


— 0306090261 Public version of revised emergency plan implementing 
procedures! Inc lud Ing Procedures A 2-301 re emergency 
evacuation, A 2-302 re assembly point activation fit A 2-303 
re search S, rescue 

FEY, F L Northern fitatas Power Co 83/03/09 112pp 1BB09 263 

24X Fiche 50-283,83/06/01,8306090254 


8306090263 Forwards Rev 9 pages for security plan Pages withheld 
(ref 10CFR73) 

MU8PLF, D Northern States Power Co 83/06/06 Office of Nuclear 
Reactor Regulation, Director Ip 10795 279 34X 

Fiche 50-282,83/06/06,8306090263 


B3O6230D73 Releases public version of revised emergency plan 
implementing procedures 

FELTON, J M, Division of Rules and Records 83/06/06 Document 
Management Branch Ip 10902-106 24X Fiche 50-282, 03/06/06, 

0306230073 


“8306230079 Forwards public votsion of revised emergency plan 
implementing procedures, inc luding Procedures F3-3 re 
responsibilities during notification of unusual event fit 
F3-13 re offsite dose calculation 

WARD, C C Northern Qtates Power Co 83/05/16 Region 3, Office 
of Director Ip 18982 187 24X Fiche 50-282,83/06/06, 

8306230073 


—0306230087 Public version of revised emergency plan implement Ing 
procedures, inc lud ing Procedures F3-3 re responsibilities 
during notification of unusual event, rO-13 re offsite dose 
calculation tc F3-14 2 re operations emergency suTVeys 
SCHUELKE, D. A Northern Btates Power Co 83/04/26 Region 3, 
Office of Director 9ipp JQ902 188 24X Fiche 50-202,83/06/06, 

8306230073 


0306200459 Informs that operational data for completion of HEPA 
filtration sys extended to 031001 due to difficulty in 
adopting ventilation sys to accommodate demands of HEPA 
filtration per Suppl 1 to NURE0-07d7 

MUaOLF, D Northern atetes Power Co 03/06/20 Office of Nuclear 
Reactor Regulation, Director Ip 19018 328 24X 

Fiche 50-000, 03/06/20, 03O62BO4 59 


P Operating license stage documents !< correspondence 


8306010349 Forwards updated equipment lists reflecting plant mods, 
current NRC views fi< licensee continuing review, in response 
to iOGFRSO 49, "CnvlrDn Qualification of Electrical 
Equipment Important to Safety for Nuclear Power Plants '* 

MUSOLF, D M Northern States Power Co 03/05/19 Office of 
Nuclear Reactor Regulation, Director 60pp. 18680 091 24X 

Fiche 50-202,83/05/19,8306010349 


8306090230 Submits 30-day response to NRC B30425 safety evaluation of 
environ quail f icati on of safety-related electrical 
equipment. Faci 1 ity can operate safely while environ 
qualification deficiencies being resolved 

HUBOLFiD. Northern States Power Co, 83/05/27. Office of Nuclear 
Reactor Regulation, Director 2pp 10795 346 24X 

F 1 c h e . 50-282, 83/05/ 27, 8306090230 


8306200281 Advises that justification for continued operation re 
environ quali f icati on of safety-related electrical equipment 
acceptable Rosemount transmitters 1152 Series D reclassified 
from NRC Category II B to II C. 

CLARK, R A Operating Reactors Branch 3 83/06/03. NUSDLF, D, H 

Northern Btates Power Co 2pp 10919.264. 24X 

Fiche 50-282, 83/06/03, 830620028 1 


— 53062002B3 Safety evaluation supporting justification for continued 
operation w/safety-related equipment unqualified 

e Office of Nuclear Reactor Ragulation, Director 03/06/06 Spp. 
16919, 266 24X Fiche. 50-282, 83/06/03, 8306200281 


6306170053 Concurs w/findlngs contained in technical evaluation rept, 
“Control of Heavy Loads ■' Ouidelints in NUREO-0612, Section 
5 I 1 satisfied, per util 810402,0715,0831 t, 1209,820203 fit 
1108 fic 830408 submittals 

CLARK, R A Dpprating Reactors Branch 3 83/06/06 HUBOLF, D. H. 

Northern States Power Co 2pp 1B906 314 24X 

Fiche 50-202,83/06/06,8306170053 


— Q306170058 Safety evaluation supporting util Phase I actions re control 
of heavy loads NUREO-0612, Section 5 1 1 guidelines 
satis fled 

* Office of Nuclear Reactor Regulation, Director 83/06/06. Ip. 
16906 316 24X Fiche 50-202,83/06/06,0306170053 


—830523002! "Control of Heavy Loads (C-10>, Prairie Island Nuclear 
Generating Plant, Units 1 fi< 2, “ technical evaluation rept 
VOaUURY, F M Franklin Instl tute/Franfc lin Research Center. 
NRC-03-ai-l30 TER-C53O6-304/3B5 83/05/17 NRC - No Detailed 

Affiliation Given 31pp. 66794 100 24X Fiche 50-202,83/06/06, 

6306170053 


B306200390 Forwards safety >< licensing portioi) of Ue&tlnphouftc Apr 1962 
rept, providing addl Info re fuel assembly failure effect on 
insertion of control rods or core cooling geometry 

HUSOLFiD Northern States Power Co B3/06/07. Dffice of Nuclear 
Reactor Regulation, Director 2pp iB899 052 24X 

Fiche - 50-282, 83/06/07, B306200390. 


Q Inspection reports, IE Bulletins fic correspondence 


B30S1 10456 IE Info Notice 63-32, “Ruptured Am-241 Sources Contained in 
Well Logging Device.*' Sve list end 

TAYLOR, J M Division of Safeguards fic Inspection Programs (Post 
830103) 83/05/26 Cansolldatod Edison Co of New York, Inc 
l2Spp 16831 043 24X Fic ha^ 50-000, 83/05/26, B30511045B, 


8305110460 IE Info Notice 63-34i- "Event Notification Info Worksheet. * 
Bve list end. 

JORDAN, E L Division of Emergency Preparedness fic Engineering 
Response (Post 030103) 83/05/26 Consolidated Edison Co. of New 

York, Inc 115pp. 10732 085. 24X Fiche- 50-000, 03/05/26, 0305110460, 


8306060084 Commends NRC re results of piping insp at BWRs, 

Leak-btf ore-break concept continues to sustain validity of 
technical bases Utile giving consideration to mora permanent 
measures 

NE1L8,0. H Northern etates Power Co 83/05/26 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 2pp 18719*335 24X 

Fiche 50-000, 83/05/26, 0306060064, 


8305110461 IE Info Notice 83-35, "Fuel Hovement W/Control Rods 
Withdrawn at BWRs " Bve list encl 

JORDAN, E L. Division of Emergency Preparedness Engineering 
Response (Post 830103) 83/05/31 Consolidated Edison Co, of New 

York, Inc 116pp 10732 208 24X Fiche* 50-000, 83/05/31, 0305110461, 


8306170232 Submits list of affected valves, test method fic test schedule 
in response to IE Bulletin 83-03. Inservice imp program will 
be revised to include testing of listed valves 
LARSON, C. E Northern States Power Co 83/06/08 HEPPLER, J. 0, 

Region 3, Office of Director 2pp 10878 284. 24X 

Fiche* 50-202, 83/06/08, 8306 1 70232. 


8305110464 1£ Info Notice 03-36, "Impact of Security Practices on Safe 
Operations,'* Sve list end 

JORDAN, E L, Division of Emergency Preparedness fit Engineering 
Response (Post 830103) 03/06/09 Consolidated Edison Co. of New 

York, Inc ll9pp 18030-260. 24X Fiche. 50-000, 63/06/09, 03051 J0464 


8305110470 IE Info Notice 63-38, "Defective Heat Sink Adhesive fii 
Selsmically Induced Chatter In Relays Within Printed 
Circuit Cards, ** Sve list end. 

JORDAN, C L Division of Emergency Preparedness fic Engineering 
Response (Past 830103). 83/06/13 Consolidated Edison Co. of New 

York, Inc. IlBpp 18920:225 24X Fiche; SO-OQO, 83/06/13, 8305110470, 


8306090010 IE Info Notice 03-37* "Transformer Failure Resulting FroM 
Degraded Internal Connection Cables. " Sve list end 
JORDAN, E.L Division of Emergency Preparedness I, Engineering 
Rteponee (Post B30103> B3/06/13 Consolidated Edison Co of New 

York, Inc 243pp 18921.001. 24X Fiche. 50-000, 83/06/13, 0306090010. 


8305110473 lE Info Notice 03-40, "Need to Environmentally Qualify 
Epoxy Grouts fic Sealers." Sve list ind 

JORDAN, E,L. Division of Emergency Preparedness fit Engineering 
Reeponse (Post 830103). 83/06/22. Consolideted Edison Co. of New 

York, Inc li5pp. 19021:179, 24X Fiche* 50-000, 83/06/22, 83051 J047S. 
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03O5ltO477 IE Jn^a Notic* 03-41* "Actuation of FIt** BuppraBaion Sy& 
Cauiinp Inoperab { 1 1 tg of 0afetg-Rp lated Equlpjrtivnt " Svc li&t 
9ncl 

JOROANjE L DiviBlon of Emer'iiencg Prepar«dne»« b Engineering 
Reiponse (Pait ^30103 ) 03/O&/23 Consolidated Edison Co of Nbui 

Yorti loc, laOpp. 1899/ 007 S4X Fiche 50-000*03/06/22.0309110477. 


8305110479 IE Info Notice 03-42* "Reactor Node Suitch Malfunctions." 
8vc list end, 

JORDAN* E L Division of Emarjeneg PTsparednass li Engineering 
Response (Post 0301 031. 03/06/23 Consolidated Edison Co of Neui 

York* Inc. ll&pp. 10996 S4S 24X Ficbe. 50-000* 83/06/ 83* 0305110479 


8305110403 IE Info Notice 83-43* "Inprsper Settings of Intereied iate 
Range (IR) High Flu* Trip Setpoint* ** Sve list end 
JORDAN* E L. Division of Emergenc^f Preparednes* 8* EngiFeorlng 
Response (Post 0301031 03/06/24 Consolidated Edison Co. of Nes* 

Yorl. Inc ll6pp, 19046:897 2 4)( Fich e* 50-000* 03/06/84* 03091 1 04B 3 


0306200340 Reiiuests relief fron requlrenent re lO-gr inservlce insp of 
reactor ceolant pueip casing uelds of ACME Soiler fc Pressure 
Vessel Code* Eection Xl* ^Inservire Fnsp '* Request submitted 
a* ReV 9 to instrvice Insp •< testing program 

NVSOLFiD Narihsrn 0tates Power CP. 03/06/24 Office of Ndclsar 
Reactor Regulation* Director, 3pp 19014 070 24X 

Fiche* 50-802* 03/06/24.0306280340 


— B3D620O349 Rev 9 to "ASNE Code Rection KI Inservice Insp tt Testing 
Program • 

* Northern Etates Power Co. 83/06/84 9pp 19014 073. 24X 

F i e h B . 50-202, 03/0 6/24* 0306200340 


R. Periodic operating reports lit related correspondence 


8306020167 Monihlv operating repts for Her 1983 N/B30-411 Ur 

MU90LF*D * DOOBTAD.D Northern States Power Co 83/04/05 9pp. 
10691:079. 24X Fiche 50-282* 83/04/05* 8306020167. 


0306140002 Hontbly operating repts for Mav 1903 N/a30607 Itr, 

DWSTAD*D. * MUSOLFiD Northern States Power Co 83/06/07 Office 
of Resource Hanagement* Director 9pp. 18036’ 219 24X 

Fiche? 50-282* 03/06/07* 6306140002 


DOCKET SO-BBS FORT CALHOUN STATION, UNIT 1 


F. Becurltv* medical* emargencu protection plans 


8306090029 Releaies public version of changes to radiological emergency 
response plan. 

FELTON* J H Division of Rules and Records. 03/06/01 OocuMent 
Nan^genent Dranch Ip 16790 022 24X Fiche- 50-205* 88/06/01* 

8306090029 


— 8306090032 Forwards public verelon of chetiges to radiological emergency 
response plan N/o end 

JONES* M.c Omaha Public Pouar District. 83/05/11. COLLI NB* J T. 
Region 4* Office of Director Ip 18798-023 24X 

Fi the: 50-285, 83/06/0 i* 8306090029. 


0306160346 Re^leases public varslsn of changes to emergency plan 
implementing procedures. 

FELTON* J.K Division of Rules end Records. 03/O6/C6 Document 
Nanagemant Branch. ip. 10072:160. 24X FI c ha* SO'-309* 63/06/06* 

0306160346 


— 0306160354 Forwards public version af changed to eaergancy plan 
imp lementitig procedures. N/u end. 

JONES, N.C. Omaha Fub lie Fawer District B3/03/25 COLLlNB*J. T. 
Region 4* Office of Directur ip. 10072. 169 24X 

Fiche ; 50-285* 83/06/06, 0306160346 


0306210359 Releaiie public version of changes to emergency plan 
implementing procedures 

FELTON* J. H Division of Rules and Records 03/06/06. Document 
N.-« ip. 10935? 292. 24X Fiche: 50-205* 03/06/06, 


‘Sion of changes to emergency plen 
en-rl 

ler District. 03/04/27. C0LLIN8* J. T 

. ip. 10935:291 C4X 

0359 . 


P Operating license stage documents k correspondence 


8306300069 Forwards status of evaluation foT sampling waste decay 
tanks & data from RCB gas sampling progi am. in response 
to NRC 830339 Ur 

JONES, W C Omaha Public Power District 03/04/28 SEIDLC* W C 
Region 4. Office of Director 96pp 17048 001 P4X 
Fiche 30-205*83/04/28*0306300069 


8306060193 Forwards list of revised alternate shutdown panel (AI-1B5) 
drawings as of 830420 Drawing 13007 42'ESK-llD canceled 
JONESiM.C. Omaha Public Power District 83/05/02 SElDLiZiWC 
Region 4* Office of Director 4pp 18719 162 24X 

Fiche 50-289*83/05/02*9306060153 


0306010003 Notice of consideration of issuance of amend to OL h 
proposed no significant hazards consideration determination 
6 opportunity for hearirig re RC8 pressure-temp limit curves 
Enel determination available in Central Files only 

CLARK* R A Operating Reactors Branch 3 83/09/12 9pp 18603 232 

24X Fichc' S0-2BS* 03/05/12* 0306010003 


9306000249 Advises that proposal to bypass certain reactor protection 
■ys channels for more than 48 h* per 810722 application 6 
820615 & 1027 Itrs* unacceptable for listed reasons Addl info 
requested within 30 days of receipt of Itr 

CLARK* R A Operating Reactors Branch 8 83/05/23 J0NE3* W C 

Omaha Public Power District IBpp 18705 331 B4X 
Fiche 50-285*83/05/23*0306060249 


0306160157 Discusses 830412 meeting ui/utils re damage to reactor 
thermal shield support lugs at St Lucie 1 Safety evaluation 
concluding that continued opoTatlon lusbified end 
CLARK* R A Operating Reactors Branch 3 83/06/01 JONES, N C 

Omaha Public Power District 2pp J8B92 355 24X 

Fiche SO-Res* 83/06/01 *83061601 59 


—0306160164 Safety evaluation supporting continued operation of facility 
based on until familiarity u/thermal shield concerns 
e NRG - No Detailed Affiliation Given. 83/06/01 4pp 
10092 357 24X Fiche 50-285* 83/06/01* 8306160159 


8306100102 Application to amend License DPR-40, changing Tech Specs 
re proposed spent fuel storage rack mod 

JONE0*U C Omaha Public Power District 03/06/06 CLARK* R A 
Operating Reactors Branch 3, ip 10002 211 24X 

Fiche 50-280* 03/06/06*8306100102 


— 6306100106 Proposed Tech Specs re spent fuel storage rack mod 

» Omaha Public Power District 83/06/06 ISpp 10802; 212 24X 

Fiche 50-205*83/06/06, 8306100102 


8306130260 Comments on NUREO/CR-2337* Vo 1 s 1 h 4* ^'Aquatic Impacts From 
Operation of Three Midwestern Nuclear Power Stations " 

Author evaluation conclusions differ from util 

understanding gained in studies Supporting info end 

JONES* N C Omaha Public Power District 83/06/06 VOLLMER* R H 

Division of Engineering 40pp JBB24 194 24X 

Fiche 50-285*83/06/06* 8306130260 


0306160691 Forwards in-process OL amend requests currently being 
evaluated by NKC* in response to final rules* ef fee tive 
830506, specifying that when licensees request amend to OL* 
licensee muat notify appropriate State designee 

TOORlONYtE 0 Operating Reactors Branch 3 83/06/06 8INM0NS,H E 

North Dakota* Btata of 2pp 10876288 24X Fi che? 50-285* 83/06/06, 

B30616069I 


8306200065 Monthly notice of amends to OLs involving no significant 
haxardtt consideration* notice of consideration of issuance 
of amend to License DPR-40 h proposed no significant haiards 
determination 6 opportunity for hearing 

CLARK* ft A Operatins Reactors Branch 3 83/06/07 16pp 

18900 311. 24X Fiche. 30-205,83/06/07*0306200065 


0306290001 Requests Fft notice of consideration of issuance of amend to 
License DPR-34 6 proposed no significant haxards 
consideration determination re addl assurance that 
objectives of App I met 

CLARK* Ft A Operating Reactors Branch 3 83/06/13. KREUTZERip M. 

Operating Reactors Branch 3 2pp. 19046.165, 24X 

Fiche: 90-285, 03/06/13, 8306290001. 


8306270105 Forwards results of C-E analysis of effects of dropped 
thermal shield* per B30601 request Results do not differ 
eignificently from NRC preliminary assessment. 

JONES, g C Omaha public Power District. 83/06/17. CLARK* R. A, 
Operating Reactors Branch 3 2pp. 18900.113 24X 

Fiche, 50-205* 83/06/17* 8306270105. 
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B306S90190 ForiLrards safptt^ evaluation concluding that requircmontB of 
THI Items 1 1 F 1 4# 11 F 1 5 l< H F 1 6 ro containmont 
p r 0 B<urei wa ter level h hydrogen monitors mot Items 
r eiolved 

CLA-RKi R A Operating Reactors Branch 3 Q3/OA/17 J0NE8> U C 

Omaha Public F>o(JBr District 9pp 190^16 ?7l 
FI Che 50-2B^. 03/06/ 17, Q3Q659Qlba 


•0306^40347 Requests publication of FR notice re issuance of Amend 74 to 
License DPfi-40 concarning RCS prosiure-tamp limits far 
operation to 7 0 effective full pouer yi s 

CLARKrR A Operating Reactors Qranch 3 03/06/20 KnEUTZFR.P M 

Operating Reactors Branch J ip 10799 170 24X 

Flche 50-203.83/06/20,8306340347 


83062Q0073 Foruaids Amend 74 to License r)PR-40 6 safety evaluation 
Amend revises Tech Specs for RC3 pressure-temp limits for 
operation to 7 0 effective full pouior yrs 

TDUniGNY.E 0 Operating Reactors Branch 3 03/06/20 JQNFS/W C 

Cmaha Public Pouior District 2pp 19042 321 34X 

F i c he 50-2051 03/06/20, 0306200073 


— B3O620DD73 Amend 74 to License [)PR'-40, rev i sing Tech Specs for RGB 
pressure-temp limits for operation to 7 0 effective full 
pouior yrs 

CLARK, R A Operating Reactors Branch 3 B3/06/20 18pp 

19042 323 24X Fiche 50-205,03/06/20,8306200073 


— 0306200070 Safety evaluation supporting Amend 74 to License DnR-40 
e Office of Nuclear Reactoi Regulation, Director 03/06/20 3pp 
19042 341 24X Fiche SO-285. 03/06/20, 0306200073 


—0306000211 IE Intp Rept 50-285/03-03 on 030117-21 Noncompl lance noted- 
bag containing radioactive matl observed In noncompac tlb le 
L/aste bln & u/o hot spot stlcher attached 

WILBQRN.L , NORRAY, H . JOHNSON, U D Region 4, Office of Director 
03/03/29 I2pp 10771 257 24X Fiche 50-285,03/04/13,0306080109 


0306090349 Forwards IE Insp Rept 50-205/03-06 on 030307-11 No 
noncomp 1 iance noted 

OEIDLE, W C Region 4, Office of Blrector 03/04/13 JONES. U C 
Omaha Public Power District 3pp 10795 150 24X 

Fiche 50-205,03/04/13,0306090349 


—8306090334 IE Insp Rept 50-285/03-06 on 030307-11 Mo noncdmp 1 i ante 
noted Major areas Inspected radwaste sys B* qualification 
criteria for supervisor of chemical radiation protection 
CHANEY, H D , HURRAY, D , JOHNSON, R D Region 4, Off let of Director, 
83/04/12 17pp 10795 153 24X Fiche 50-205,03/04/13, 

0306090349 


8306130364 Responds to IE Bulletin 03-03 re check valve failures In 
diesel generator raw water coollnD avs.ChecI valves not used 
at facility 

JONES, U C Omaha Public Power District 03/05/20 COLLINS, J T. 
Region 4, Office of Director 3pp 10022, 161, 24K 

Fiche 50-205,03/05/20,0306130364 


83OS11O430 IE Info Notice 83-32, ''Ruptured Am-241 Bources Ceriitainad In 
Nell Logging Device '* Sve li&t end 

TAYLOR, J M Division of Safeguards li Inspection Programs (Post 
030103) 03/05/26, Consolidated Edison Co. of Nay Yorki Inc. 
t25pp 18031 043 24X Fic hr' 50-000, 03/05/26, 0305110450 


0306280233 Forwards correct version of App A, ‘'Mechanical Errors From 
NUREO/CR-2337, Vol 1, Aquatic Impacts Finm Qparatlon of Three 
Miduiestern Nuclear Power Plants " Draft version 
i nadvertently attached to 030606 submittal 

JONES, W C Omaha Public Ptituti District 03/06/22 VOLLMEIMI H 
Division uf Engineering lOpp 19015 008 24X 

Fiche 50-205,03/06/22,0306200233 


0306200407 Discusses problems w/post-acc idont sampling sys (PA98) 
m i croprocessor, on-line pH meter sample flow & ion 
chromatograph Proposed PASS completion pe? NUnEO-0737, I lem 
ZI D 3i scheduled for 030730 

JONEB, U C Dmeha Public Power District 03/06/23 CLARK, R A 
Operating Reactors Branch 3 3pp i90l9 106 24X 

Fiche 50-205, 03/06/23, 0306200407 


0305110460 IE Info Notice 03-34, "Event Notification Info Norktheat " 
Bve list end 

JORDAN, £ L Division of Emergency Preparedness E Enginesrlrtg 
Response (Pott 030103) 03/05/26 Consol idsted Edison Co, of New 

York, Inc 115pp 10732 005 24X Fiche 50-000, 03/05/26, Q3051 10460 


8305110461 IE Info Notice 03-35, "Fuel Movement W/Control Rods 
Uithdrswn at BWRs " 8vc list end 

JORDAN, E L Division of Emergency Preparedness ii Engineering 
Response (Post 030103) 03/05/31 Consol 1 dated Edison Co of Neu 

York, Inc ll6pp 107 3 2 2 0 0 24X Fiche. 50-000, 03/05/31, 0305110461 


8306160159 Discusses 030412 meeting u/utlls rs damage to reactor 
thermal shield support lugs at 3t Lucie 1 Safety evaluation 
concluding that continued operation justified end, 

CLARK, R A Operating Reactors Branch 3 03/06/01 J0NE8, N C 

Omaha Public Power District. 2pp 10092 355 24X 

Fiche 50-205,83/06/01,8306160159 


9306200464 Responds to 030523 lir re Tech 0pec amend application 
concerning Inoperability of reactor protection ays (RPS) 
channels Meeting requested to resolve differences between 
util ii NRC Tech Spec amend pioposals 

J9NE8, N C Omiiha Public Power District 03/06/24 CLARK, R A 
Operating Reactors Branch 3 2pp 19020 133 24X 

Fiche 50-285.83/06/24,0306200464 


— 0306160164 Safety evaluation supporting continued operation of facility 
based on until familiarity w/thermal shield concerns 
* NRC - No Detailed Affil lotion Qiven 83/06/01. 4pp. 

18092 357 24X Fiche 50-205*83/06/01,0306160159 


a Inspection reports, IE Bulletins 8, coi i espondence 


8306000231 Act receipt of 030223 Itr Informing NRC of steps taken to 
correct violations noted In IE Insp Rept 50-205/02-21 Addl 
Info re sampling equipment & techniques. espec ial 1 y for 
g ases, roquestod within 30 days of Itr date 

0EIDLE, W C Region 4. Office of Director 03/03/29 JONE9, W C 
Omaha Public Power District 8pp 10771 OOi 24K 
Fiche 50-205, 03/03/29, 0306000231 


--03O6ODO336 Responds to NRC 830119 Ur re violations noted in IE Insp 
Rept 50-205/62-21 , Correc tlve actions program implemented 
to cross-calibr Canberro 6 TN-J I gamma spectrometer sys 
Program expected to be completed by 030401 

JONES, N C, Omaha Public Power District, 63/02/23 BEIDLEiN C 
Region 4, Office of Director Ip. 107/1 003 ?4X 

Fiche 50-205, 03/03/29, 0306080231 


8306000109 Forwards IE Insp Rept 50-265/83-03 on 630117-21 L notices 
of violation Ci deviation 

SEIDLE, W C Region 4, Office of Director 83/04/13 JQNCB, W. C 
Omaha Public Power District 2pp 18771 253 24X 

F 1 Che 50-205, 03/04/13, 03O6OBO1O9 


—8306000129 Notice of violation from insp on 030117-21 

e Region 4, Office of Director 03/04/13 Ip JD771'255 24X 

Fiche 50-205, 83/04/13, 8306000 109 


0306130117 Ack reclept of 030520 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-285/03-09, 

BEIDLE. U C Region 4, Office of Director. 63/06/06 JONEB, U C 

Omaha Public Power District Ip 1GB24 295 24)( 

Fiche 50-285,83/06/06,8306130117 


— 0306130130 Responds to NRC 030422 Itr re violitione noted In IE Insp 
Rept 50-205/03-0? Corrective acti ons. chang e to Standing 
Order 0-30 to require that spot changes be specifically 
noted within text of procedures initiated 

JONEaiN C Dmaha Publ ic Power District 03/05/20. BEIDLE.M.C. 
Region 4, Office of Director. 2pp 10024 296, 24X 

Fiche 50-285,63/06/06.0306130117 


0305110464 IE Info Notice 03-36, "Impact of Security Practices on 8afe 
Operations," 8vc list end 

JORDAN, E L Division of Emergency Preparedness Si Englnttrlng 
Response (Post 830103) 83/06/09 Consolidated Edison Co, of New 

York, Inc 119pp 18830,200, 24X Fiche 50-000,83/06/09,0305110464. 


8308110470 IE Info Notice 03-30. "Defective Heat Sink Adhesive b 
Selsmlcallg Induced Chatter in Relays Mithln Printed 
Circuit Cards " 0vc list encl 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 03/06/13, Conso lidated Gdleon Co. of New- 

York, Inc llBpp. 18920 225 24X Fiche* 50-000, 63/06/ 13, 63091 10470. 


— 6306030134 Notice of deviation from insp on 630117-21, 

e Region 4, Office of Director 03/04/13 Ip 18771 256 24X 

Fiche 50-285,63/04/13,0306000109 


8306090010 IE Info Notice 83-37, "Transformer Failure Resulting From 
Degraded Internal Connection Cables " Sve list encl, 

JORDAN, E L Division of Emergency Preparedness b Engineerl-ng 
Response (Post 030103) 83/06/13. Consolidated Edison Co of New 

York, Inc 24app, 18921 OOJ 24X Fiche 50-000,63/06/13,6306090010. 
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G30S11047S IE In^o Notic* Sa-40* "Nvcd to Envi ronmontsllv Guali^V 
Epoxg Grouts & Bialori ” Svc list rncl. 

JOfiDANfE L Division of emsrijsncy Prepsrednoss Enfinssrins 
RtiponSB (Post flaoiOSJ Q3706/S2 Consol i datsif Edison Co of Nru 
Vorkf rnc. llppp l*?02t 17? 24X FUhs 50-D00. e3/06/22i B3091 10475 


03O5UO477 IE Info Noble* 03-41. "Actuation of Fir* Bupprasslon Syis 
Cauilnp InojJsrsbil 1 by of Safe ted E«iwlpM«nt " Bve list 
STICU 

>1 OR DAN I E L. Division of Emsrjency Preparsdnest it Eniineerlns 
Rtsponst (Post 030i03> 03/0^/22 Consolidated Edison Cn of Meu 

Yorlt^ Inc IMpp 1B997 007. g 4 X FI chs. 50-000. 03/0^/22. 63051 1 0477 


0305110479 IE Info Notics 03-42^ "Reactor Mod* Bwitch Hal function*. « 
Gve list encl. 

JORDAN* E L. Division of Ewtrgency Pr*|J arednsss & Enginterinfl 
Rstpons* (Post 030103} 03/06/23 Consol ldat«d Edison Co of Mew 

Vork. Inc tl6pp 10996*242 24X Ftehe 50-000. 03/06/23. 03051 10479 


0309110403 IE Info Nabiei 03-43. "IiApropar Bettings of Intermediate 
Rang* (IR) High Flux Trip Setpoints •» Bve list end 
JORDANt E L. Division of Em*rflencij Preparedness & Engineering 
Reiponse (Post 830103}. 03/06/24 Consolidated Edison Co of N*ia 

York. Inc. 116pp 19046.297 B4X Flch* 50-000.03/06/24.0305110403 


R, Periodic operating reports & related correspondent* 


G3O62OO390 KontU^ operating rapt for May 1903.^/030614 itr. 

NATTHEHEi T. P. . JONE0. W. C. Omaba Public Power District 03/06/14 
DEY0UN4.R. C. Director^* Office. Office of Intpectlon and 
Enforce aeni Upp. IS9C1 020 24X FI c he: 90-205* 03/06/14. 

0306200390. 


8 Reportable occurrences. LERs Ir related correspondence 


0306060299 Corrected LER 82-017/03L-J on 020030. valve po»ition 
Indication not noticed for inboard containment isolation 
valves HCV-020B 4i 0216. assoc lated w/hydrogen monitor VA-61A 
Causi<f bg failure of Cones tnviron seals. M/030929 itr 
CORE.H. R.« JONE0.M, C. Omaha Public Power District. 02/09/29 
BEIDtE. H. C. Region 4, Office of Director, 6pp, 10729.043. 24X 

Plebe. 90-285* 82/07/29i 03D6O6O299 


DOCKET C0-2S6 INDIAN POINT 9TATION* UNIT 3 


F aecuritg* nedicalt emergency Ic fire protection plans 


0306200403 Forward* exercise objectives Ir scenario outline for tetell- 
fcile enirgtncy preparedness exerci** scheduled for 030602* 

In responie to fRC 811026 axerclse quidelinei 

BRONgrJ, C. power Authority of the Btate of New Yort. 03/03/17 
HAYNERiR. C. Region li Office of Director. 0pp 10099.304 24X 

Fich*. 90-206* 03/03/17*0306200403 


— 0306200411 Forwards steal l-*cali emergency preparedness exercise 
scenario per guidelines established in NRC 011026 Itr. 

Beanario outlln* i expected tleie frame for events also end. 
BRONSrJ. C. Power Authority of the State of New York 83/04/22. 
ALLAN* a A. Region t* Office of Director. l9Spp. 18099:311. 84X 

Fich* ■ 90-286. 83/03/17. 0306200403 


0306030343 Act receipt of 030188 itr in response to NRC 021104 itr re 
1C Znap Rapt 90-286/02-09. Effective coverage by radial-type 
nottla not addressed in safety aval nation. Add 1 Info 
retuaetad 030220 not received 

MARTIN*! T. Division of Engineering Ir Technical Pragraeis. 03/O5/C3. 
DRONBrJ. (T. Power Authority of the Btate of New York. 2pp, 
10709:012. 24X Fie he: 50-206* 83/09/23. 6306030343 


—0306030349 Forwards eddl info re Installation of radial pattern 
■prlnkltr nasxlts in lieu of previously committed closed 
head* hori xontel side-well type, per IE Jnsp Rapt 
90-206/62 '-09. 

BRDN0.J. C, Powsr Authority of the State of New York 03/01/20, 
MARTIN* T. T. Division of Engineering li Technical Pragraias. 9pp 
10705: 014. 24X FI Che; 90-206* 63/09/23. 0306030343 


1306280243 Forwards SERi on ttis/aic qualification of ausiliarg 
feadwater sys (r fir* protection interim measures re restart. 
Plant pTovldas sufficient alaclrlcal redundancy It 
reiiablUty for interim operation. 

VAROA. a. A. Operating Reactors Branch i. 83/09/27. BAYNC* J. F 
Power Authority of the State of Neic York. 9pp, 10991:116. 24X 

F 1 c he : 50-206* 03/09/27* 8306220243 


-0306230291 Safety evaluation rt seismic qual if i cation of auxiliary 
feedisater sve.Sy* capable of withstanding 88E since open 
items re turbine automatic speed control 6 instrument air 
piping* identlfiad in end technical rept* rasolvsd 
a Office of Nuclear Raactor Regulation* Director. 03/09/27. 
12pp. 18991.121. 24X Flche; 90-206* 83/09/27* 0306220843. 


— 8306220261 Safety evaluation re fire piotection interim meaBures 
Licensee actions demonstrate that interim alternate power 
supplies will be available until long-term lOCFRSO.App R* 
requirements satisfied 

a Office of Nuclear Reactor Regulation. Director 03/09/27 2p p 
18991 133 24X Fichu 90-206.83/09/27.8306220243 


0306090299 Confirms by Itr of in tent. contract to make buses available 
during evacuation caused by radiological emergency, 

VHAAD* E R CoTisa J Idated Edison Co, of New York. Inc * Power 

Authority of the State of New York, CORWIN. S Affiliation Unknown 
83/06/01 CORWIN* 9 Affiliation Unknown Ip 10795 23B 24X 

Ficho 50-247.03/06/01,0306090299 


8306090317 Confirms* by Itr of intent* contract to makd buses available 
during evaluation caused by radiological emergency 
VHAAO.C R, Consolidated Edison Co of New York. Inc DAYNE. J P. 
Power Authority of the State of New York * Affiliation Unknown 
03/06/01 SILUANIO.J Affiliation Unknown Ip 10795 230 24X 

Flche 50-247. 03/06/01,0306090317 


8306090325 Confirms, by Itr of intent, contract to make buses available 
during evacuation casued by radiological emergency 
e Consolidated Edison Co of New York, Inc BAYQN* J P Power 
Authority of the Bt«te of New York MURPHY* J Liberty Lines 
Transit* Inc 03/06/02 MURPHY. J Liberty Lines Transit, Inc Ip 
10799 069 24X Flche 50-247,03/06/02,0306090329 


6306090340 Confirms, by Itr of intent* contract to make buses available 
during evacuation caused by radiological emergency 
* Consolidated Edison Co of Mew York, Inc BAYON* J P Power 
Authority of the State of New York e Rjvtrdalc Transit Corp 
03/06/02 MURPHY. J Rtverdale Transit Corp ip 10794 321 84X 

Flche- 50-247* 03/06/02* 8306090340 


8306090308 Forwards applicetion for amend to License DPn-64* changing 
Tech Specs re fire protection mods. In response to SA Uarga 
030421 itr Procedures re alternate eiectrlcal feed sys 
operation will he at site prior to startup 

BAYNE. J P Power Authority of the State of New York 03/06/03 
VARGA, 0 A Operating Reactors Branch 1 2pp 1G795-242 24X 
Flche- 50-206*03/06/03. 0306070302 


—8306090304 Application to amend License OPR-64. changing Tech Spec 
Bections 3 3,3. 14 4 12 re fire protection mods, in response 

to BA Varga 630421 Ur 

BAYNE. J.P. Power Authority of the Btate of New York 03/06/03 
Ip. 18799 244 24X Flche 50-206, 83/06/03* 8306070302 


— 8306090307 Proposed Tech Specs re fire protection mods. 

« Power Authority of the State of New York 83/06/30 Upp 
18799 249 24X Flche 90-206*83/06/03.8306090302 


0306190206 Staff requirements memo re 830526 oral presentations in 
Bethrsda.MD re cniergency planning t* preparedness at Indian 
Point.List of participants end 

<JHILK*B J Office of the Secretary of the Commission 83/06/07 
Office of the Secretary of the Commission 2pp 16870 049, 24X 

Flche dO-'SA?* 03/06/07. 8306190206 


0306170396 Forwards FEMA 030606 Itr to NRC* providing current evaluation 
of plant offsite emergency planning 

HABSELL.D F Hearing Branch 2 03/06/09 cL EASON* J P. Atomic 

Safety and Licensing Board Panel 46pp 18879-333 24X 

Fiche 50-247*03/06/09,8306170396 


0306200030 Staff requirements memo re 630609 discussion I* vote In 
Maehlngto-ni DC on continued operation of Indian Point 
Commlfliion agreed by vote of 3-2 to allow continued 
operation. 

CHILK*B.J, Office of the Secretary of the Commission. S3/D6/14 
Office of the Becretary of the Commission Ip 18908-356 24X 

Fiche: 50-247* 03/06/14* 0306200030. 


B30621013B Requests clarification of NRC position re approval of 
■ecurltg plan rave Util will adhere to revised security plan 
until NRC eutherlsetlon received to commence 2-yr 
Imp lementatlon period, 

BAYNE* J P. Power Authority of the State of New York. 03/06/19 
VAROA* 6 A. Operating Reactors Branch 1 »pp 18916 347 24X 
Fiche; 90-206* 63/06/19* 03062101 38. 


0 Adjudicatory correspondence 


0306010491 Supports continued operation of fad 1 i ty. Impact of shutdown 
would be devaitating, 

O'SHAWHNEBSY Affiliation Unknown 03/09/20. PALLADINO, N. J. 

Commi sal oners 2pp. 16674:352 24X Flche 50-247,83/09/20. 

8306010451 
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a3C}&060180 Pesponee opposins 830909 motion for reconsidorat ion 

Dtpoiition Inadml ssiblv At tvidsnce under federal rules 
POSNER* P Parents Concerned /^bout Indian Point 83/05/20 Atomic 

Safety and Licentlng Qoard Panel 3pp 1S728 iSl 24X 
Ficba 50-247*83/05/20.9306060180 


8306D1045B Requests extension of B30609 deadline for planners to 
provide adequate emergency evacuation Util acting in good 
faith in expressing concern for quality of life of 
community residents 

HARNETT. T Affiliation Unknown 83/05/24 PAULADINO. N J 
Comml as loners Ip 18674 327 24X Pic he 50-247.83/05/24. 

Q306010458 


8306010348 Response supporting licensee 830509 motion for 
reconsideration of ruling an admissibility of DP McOulre 
disposition Admission of testimony would not prejudice 
parties IJ/Certi f Icate of 8vc 

HASSELL. D F Hearing Drench 1 83/05/31 Atomic Safety and 

Licensing Board Panel llpp 18681 336 S4X Piche 50-247.83/05/31. 

8306010348 


B306020443 Order requesting comments on end rept re PRA by 830620 
0 LEA SDN. J P Atomic Safety and Licensing Doord Panel 83/05/31 

Consolidatad Edison Go of Now York. Ine Ip 18694 Oil 24X 
rich S' 50-247. 63/05/31. 8306020443, 


—8306020440 Forwards final rept. "Analysis of PRA Testimony Indian Point 
A8L& Hearings. Comtni Bslon Ouestlon 1 " Rept conclusions 
coincide u/conclusions in B30502 Itr 

AHICO. P J. Applied Risk Technology Corp 83/06/01 OLEABON. J P . 
&HON. F J . PARIS. Q H Atomic Safety and Licensing Board Panel 
Ip. 18694 012, 24X Flche 50-247.83/05/31.8306020443 


— 8306020452 '‘Analysis of PRA Testimony Indian Point A8LB Hearings. 
Commission Question 1." final rept 

AMIGO. P,v/ Applied Risk Technology Corp ARTECH-B3-001 
83/06/01 NRC - No Detailed Affiliation OWen 67pp. 

10694 013 24X Ficht 50-247.83/05/31.8306020443 


8306200290 Affidavit of RA Rosen on Commission Question 6 3 EBRO model 
underestimated average 1962 saltwater PNR capacity by 9 5% 

Value of model should be assessed based on ability to track 
experience over period of time 

ROSEN. R A Greater New York Council on Energy 03/05/31. 9pp 
18901.095 24X Flche 50-247.83/05/31.8306200290 


6306070414 Response opposing Friends of the Earth/Ncu York City Audubon 
Boc request to file X Levi affidavit Testimony by affidavit 
improper since no cross-examination possible Certificate of 
0VC encl 

BRANDENBURG. B Consolidated Edison Co. of New York. Inc. 

COLARULLIiP F Power Authority of the State of New York 
GOLARULLI. P. F. Morgan Associates 63/06/03 Atomic Safety and 
Litenelng Board Panel 7pp 18742 264 24X Fiche 50-247.83/06/03. 

0306070414 


8306070421 Expresses views on plant emergency praparednees in light of 
newly submitted state of NY interim plan. Conceptual problems 
& inaccuracies identified in plan for implementing 
compensating measures for Rockland County 

HOLT. J Public Interest Research Group. New York 83/06/03 
PALLADINO.N J . AHEARNE. J F . OILINSKY. V Commiesi oners 4pp 
18742 198 24X Flche 50-247.83/06/03.8306070421 


8306080200 Comments on "Governors Plan" prepared by NY State Disaster 
CommiSBlon Evacuation of wheelchair it bedridden patients 
b shelter for 1.200 mentally retarded patients overlooked 
FLEISHER. Z, 8 Nest Branch Conservation Association 83/06/06 
PALLADINO.N . OILINeKY. V . AHEARNE. U f Commiesi oners 16pp 

18770.239, 24X Flche 90-247.83/06/06.8306000200. 


8306090359 Responds to Commission 830526 meeting questions S. updates 
miscellaneous responses Record justifies continued plant 
operation Commission would be fully justified in suspending 
further enforcement action. 

CQNHAV.J.T. Consolidated Edison Co of New York. Inc BAYNE. U. P. 
Power Authority of the Btate of New York 83/06/07 PALLADINO.N J . 
GILINBKY.V. . AHEARNE. J F. Commissioners. 3pp. 18795 036 24X 

Flche' 80-247, 83/06/07. 0306090359. 


8306090300 Recommendations for emergency planning process Plans should 
origittate at local govt level S' should be supported l< 
enforced at state it federal govt levels 

e Public Interest Research Group. New York, e Parents Concerned 
About Indian Point. 83/06/08 2pp. 18795:239. 24X 

Flche: 50-247. 83/06/08. 8306090POO. 


8306100086 Forwards evaluation of offsite emergency planning. providing 
factual basis for use in Commlssian 830609 licensing 
decision 

BRAGG. U 0 Federal Emergency lianagement Agency 63/D6/0B 
PALLADINO.N J Comml ssiorrare 4Spp 1GB02; 046 24X 

Flche 50-247.03/06/0010306100006 


8306100209 Memorandum h order denying licensee 830509 motion for 
reconeideratlon of ASLD 630429 ruling ditallowlng admission 
into evidence of DP McGuire deposition Federal rule 
Inapplicable it no exceptional circumstances shown, 

GLEASON. vl P Atomic Safety and Licensing Board Panel 83/06/00 
Consolidated Edison Co of New York. Inc 4pp 10805’ 202. 24X 

Flche: 50-247,83/06/00, 0306100209 


8306130434 Order ruling I Levi af fidavi t. filed by Friends of the Earth 
Sc New York City Audubon Soe on 830510. inadmissi bit. Affidavit 
provides addl substantive testimony h will not be admitted 
unless witness available for croiB-txamlnatlon 
GLEASON. U P Atomic Bafety and Licensing Board Panel 03/06/09 
Friends of the Earth 2pp 1QB21 192 24X FI chs' 50-247. 83/06/09. 

8306130434 


0306170372 Advises that NRC will file comments on Amlco final rept 
Separate comments on interim Itr rept will not be filed 
MQORE.J E Hearing Branch 1 03/06/09. 0LEA30N. J. P . BHON. F. J. . 

PARIS. 0 H Atomic Safety and Licensing Hoard Panel Ip 18880:210. 

24X Fiche 90-247.83/06/09.0306170372 


8306170396 Forwards FEMA 830600 Itr to NRC. provld ing current evaluation 
of plant offsite emergency planning 

HABdELL.D F Hearing Branch 2 83/06/09 GLEABDN. U. P. . 0HON.F. J, ,i 

PARIS. 0 H Atomic Safety and Licensing Board Panel. 46pp. 

19079* 333 84X Fiche 50-247.83/06/09.8306170396 


6306150309 Response to A8LB consultant. PJ Amice. 030502 Itr re issuee on 
accident probability requiring addl testimony New York City 
Audubon Soc/Frlends of the Earth comments endorsed 
Certificate of Bve encl 

NEies. ER. Union of Concerned eclentists. NCI09.E R Public 
Interest Research Group. New Vork, NEIBB.E R Harmon h Neiii. 
83/06/10 7pp 18847 152. C4X Fiche* 50-247. 03/06/10. 0306150389. 


8306150429 Advises that utils will respond to PJ Amico eummafy Itr rapt 
it final rept on 83D620 

BRANDENBURG. B. Consolidated Edison Co, of New York. Inc 
COLARULLI.P F Morgan Asfociates. COLARULLI. P. F. Power Authority 
of the State of New York 83/06/10. OLEAfiON. 0. P. . PARIS. O.H.. 

BHON. F U Atomic Safety and Licensing Board Panel Ip. 1BS47:0B9. 
34X Fiche' 50-247.03/06/10.8306150429 


0306200324 Responds to P Amico- 030502 Itr rept re recommendaiions far 
addl teetintong on PRA Reopening record on PRA would unduly 
prolong proceeding 

HARTZMAN.R M Friends of the Earth. HARTZMAN.R H. New York City 
Audubon Society. 83/06/10. GLEASON. J. P. . BHON, F J . PARI8.0H. 
Atomic Safety and Licensing Hoard Panel 2pp. 10901 010, 24X 

Flche 90-247183/06/10.0306200324 


0306230376 Raeponse to PJ Amico B30502 Itr to A6LB h analytii of PRA 
testimony. Areas in which addl testimony recommended da not 
present leeues materially affecting record t are too 
costly N/Cartl f Icate of Bvc. 

BRANDENBURG. 0 Consolidatad Edison Go, of New York. Znc. 

COLARULLI.P F PDWtr Authority of the Btate of New York. 

COLARULLI. P.F. Morgan Associates. 83/06/20 19pp 10943:258. 84X 

Fiche. 90-247. 03/06/20. 8306230376 


8306240290 Response to A8LD consultant P Amico rept re addl testimony 
on Commission Question l.No addl testimony necessary for 
complete record. 

MOORE. J . MCOUnREN.H.J Hearing Branch 1 03/06/20. I5pp. 

18979:241, 24X Fiche 90-247.03/06/20.0306240290. 


—8306240295 Affidavit of JF Meyer l« RM Birnero re A8LD consultant 
P Amico 030601 rept MARCH 1 1 Code used to assess core-melt 
accident propTeeelon t containment loading characteristics. 

H/prof qual if icat ions 

MEYER. J F. Reactor Bystems Branch BERNERDi R. H. Accident Source 
Term Progrem Office. 83/06/17. 12pp, 18979:256 24X 

Flch e: 50-247. 83/06/20. 8306240290 


— 8306240301 Affidavit of GB Varnado re A6LB cors-ultant PU Amico 
recommendation to provide expert testimony an risk 
significance of sabotage. NRC studies h PRA do not estimate 
risk of sabotage. Prof qual Lf I cations encl. 

VARNADD.G. D Band! a Laboratories, 83/06/07 4pp, 18979.268, 
24X Fiche. 50-247. 03/06/20. 8306240290 


8306090308 Btatement on role of federal . state h local govts 1. utils in 
p lanning. testing I. executing emergency response procedures. 

HOLT. J. Public Interest Research Group. New York. 83/06/00. 3pp, 
10795: 1 19 24X Fiche- 50-247. 03/06/08. 0306090300. 
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•''•d30&240309 AfHdavii of HM Woodt r« ABLB consultant PJ A«ic{) BSO^Ol 
r#pt Tsitlinoniii on conditional prabab'i 1 itv op <ora nfllt *» 
n«l«as« du« to pnisurized thermal &hocJi «vtnt unavallablo 
W/proP (lual if i cations Sf Certificats oP Svc 

WOODBjH H* NUG - Wo D«t«lUd Affiliation Oivsn 83/06/1* 7fp 
IS979.272 24 ){ FicJv* 30-247,03/06/20*6306240290 


8306230346 Motion for l/nmadlate rsconsi iltration of Comoilss ion 630610 
Order CLr-83-16 parmittlna contlnuad plant operation 
Coanlfslon did not considsr currant status of taarpency 
planning) in decision. Certi flcata of Svc end 
KOLTi J. Public Interest Research Oroup* Neu Vork a3/0'6/22 
CpJnnl 11 loners* I2pp- 1B942 284, 24X Fichi 30-247103/06/22* 

8306230346 


8306270140 Order granting intirvanor 830621 motion for extension of 
dradlltis until 630711 to file proposed find ings. Eitensi on 
applies to all parties Consol idetlon effort constructive 
OLEASOPi# vf P Atonic Bafety and Licensinj Board Panel 63/06/22* 
Union of Concerned Scientists, 2pp. 19013 360 24X 

F 1 c he SO -247, 83/06/221 8306270140 


8306270160 Answer opposing Intervonor motion for extension of time to 
lUbmlt propoitd finding s, Motion is atte>mpt to dela\| 
firarlngi ff Intervsnor motion granted* exemption ebould applg 
to ell parties Certificate of Bvc end* 

fiJlAfJDEN&UROxfi* Consolidated Edison Co of Pfau York* Inc 
COLAflULLIi P, F* Power Authority of the State of New York, 

C(X-A«ULLJ*P F* Morgen Associates* 83/06/22 Atomic Safety and 
Licenslnp Board Panel. 6pp. 189925 037. a4X Fiche 50-247* 83/06/22, 
8306270160, 


8306290550 Request 3-wl( ixtension to file findings of fact for 
ConMilision Ousstions 3 b 4 Atty fan! liar w/ease resigned. 

HlLtER*F.O. Hesteheeter County* NY 83/06/22 OLEASON*^ P. Atomic 
Safity and Licensing Board Panel ip 19052,216 24X 

Fie he' 80-247* 83/06/22* 8306290550. 


0306270159 Rssponse supporting PIRO of NY motion for reconsidorat ion of 
Coaunlislon 830609 d eeisi on* permitting facility operation w/o 
restriction despite contlnusd noncoapl lance ui/energency 
planning requirements. Ceftif icate of Svc encl. 

WEISS* E.R. Union of Concerned Scientist! 03/06/23, 

Gommissianers 6pp, 10992^043 24 X Rich e' 50-247*83/06/23* 

3306270159 


6306270267 Hem or and um advifing that A8LB will not reopen record to 
receive further testimony on Conffilssion fluesbion I A8LD 
consultant PJ Amice reeomnended addi testimony immoterial tr 
covers topic sufficiently addressed or is unavailable, 

OLEASOMj J P. Atomic Safety and Licensing Board Panel 83/0-6/24 
2pp 18990:202 24X Fic he: 50-247* 83/06/24* 8306270267 


H Oaneral correspandencs 


B306QS0191 Opposes facility shutdown. 

FfleNCH*ilF. Affiliation l/nfcnown 03/06/02* PALLADINO* M J 
CotMtles loners Ip. 18770' 234. 24X Fiche; 50-247. 83/06/02* 

8306080191 


8306200096 Requests NRC 830609 determination re facility OLs be 
reyarsed*per encl Rocklan-d County Resolution 302, Request 
based on Inability of FEMA to assure that public health Ic 
safety can be protected within iO-mlle rone W/o atated encl, 

T80RBCN*E □. I GCHOENBEROER. I Rockland County. NY* 03/06/13. 

Offica of Nuclear Raaetor Regulation* Director Ip. 1B903 336 24X 

Fi Che: 50-247* 83/06/13* 8306200098 


1, Financial information 


0306130111 ^Annual Financial Rapt 1902,*^ K/830607 Itr* 

DYSON* vJ.B,. BAYNEiJ.P* Pouar Authority of the State of New York 
03/06/07, Office of Nuclear Reactor Regulation. Dlractor. 4ipp. 
18027.224 24X Flcha: 50-000. 03/06/07* 83061301 1 1 


P, Operating llcanse stage documents Ic correspondence 


0306140598 "Reload Safety Evaluation* Indian Point Nuclear Plant Unit 3* 
Cycla 4 " W/B306O9 Itr* 

0KARITKA.U * ARL0TT1*N*0. I BAYNE* J P. Power Authority of the State 
of New York, 02/02/20. 34pp* 18833:141, 24X Rich e. 50-206. 

82/02/28* 8306140570, 


0306030224 Notifies that util name changed from Power Authority of 
State of NY to New York Power Authority Heu name does not 
reflect change In status* hut clarlflei public Identity. 

BAYNE* xj P. powar Authority of the State of New York. 03/05/27. 
DENTON* M.R, Office of Nuclear Reactor Ragulatlon. Director. 2pp. 
1 0703: 332, 24X FI e h e . 50-000. 63/05/27* 0306030224. 


83061S0627 Forward s Amend 47 to License PPn-64. safety evaluati on. EM 8* 
notice of Issuance 6 availability Amends modify license to 
reflect repairs 6 *nods to steair generator tubes fc girth 
welds 

YAROA* 6 A Operating Reactors Branch J B3/05/27 OAVNE. J P 
Power Authority of the State of New York 4pp 1QB67 200 24X 

Flche* 50-206. 83/05/27* 0306150627 


— 0306150630 Amend 47 to LJeonse DPR-64, modify Ing license to reflect 
repairs &* mods to steam generator tubes 1* girth welds 
VAROA, B A Operating Reactors Branch 1 03/05/27 13pp 

10067 292 24X Fiche 50-206*03/03/27.0306150627 


— 0306150634 Safety evaluation supporting Amend 47 to License DPR-64, 
« Office of Nuclear Reactor Regulation* Director 03/04/27 
22pp 10067 305 24X Ficho 50-236.83/05/27,0306150627 


—0306150637 EIA supporting Amend 47 to License DPR-64 

♦ Office of Nuclear Reactor Regulation. Director 03/05/27 
lOpp 10867 327 24X FI the 50-286*03/05/27,0306150627 


— 8306150638 Notice of issuance 8c availability af Amend 47 to License 
DPR-64 

VAROA* S A Operating Reactors Branch 1 63/05/27 6pp 

18067 337 24X Ficbe 50-286,03/05/27*0306150627 


8306070185 Forwards application to amend License DPR-64 to conform 
requirements of <9L-02-16 concerning NUREO-0737 Tech Specs 
BAYNE* J P. Power Authority of the State of New York B3/06/01 
ElSENKOr, D 0 Division of Licensing 2pp 18736 304 24X 

Fiche 50-206*83/06/01*8306070185 


—8306070197 Application to amend License DPR-64 changing Tech Specs in 
accordance u/roquirements of Oeneric Ltr 02-16 re 
NUREO-0737 Items 

BAYNE. vJ P* Power Authority of the State of New York 03/06/01 
ISpp 18736 306 84X Flc ho. 50-206* 03/06/01* 0306070105 


8306080034 Forwards 30-day response to 821230 ltr Ic 830420 
Clarification of 8EF? for anviron qualification of safety- 
related electrical equipment. NRC Category H B & lY 
equipment not In use at facility 

BAYNE, J P Power Authority of the State of New York 03/06/01 

YAROAi 8 A Operating Reactors Branch 1 55pp 18773 090 34X 

Fiche S0-2Q6. Q3/06/0J , 8306080034 


0306200211 Summary of B3040B meeting w/util in Bethesda*MB re steam 
generator girth weld !< secondary water chemistry List of 
attendees 6 vlewgraphs describing girth weld repair effort 
encl 

MElOHOOnSfO Operating Reactors Branch 1, 03/06/02. Operating 

Reactors Branch 1 19pp 10909 210 B4X Fiche 50-286*03/06/02, 
030620021 1 


B306090302 Forwards epplication for amend to License DPR-64 j changing 
Tech Bpecs re fire protection mods* in response to SA Yarga 
830421 ltr procedures re alternate electrical feed sys 
operation will be at site prior to startup 

DAYNEjJ P. Power Authority of the State of New York 03/06/03 
VAR0A.8 A Operating Reactors Drench 1 2pp 18795' 242 24X 
Fiche' 50-286. 83/06/03,0306090302 


—8306090304 Application to amend License DPR-64, chang ing Tech Spec 
Sections 3 3i-3 14 I; 4 12 re fire protection mods, in response 
to BA Vary a 830421 Ur 

BAYNE, J P Power Authority of the State of New York 83/06/03 
Ip 16799 244. 24X Fiche 50-206,83/06/03,8306090302 


— 8306090307 Proposed Tech Specs re fire protection mods 

* Power Authority of the state of New York 03/06/30 llpp 
16793:249 S4X Fiche 50-206.83/06/03,8306090302. 


B306100LI3 Forwards addl info re time Promo for providing access to 
hydrogen recombiner panel area per 830215 commitment to 
NUREB-0737r Item II 0,2, "Plant Bhielding. '• Hydrogen 
racomblner panel access tioie of 5 days appropriate. 

BAYNE, J.P. power Authority of the State of New York, 83/06/03 
ElBENHUTiDO, Division of Licensing 5pp 1BB02 010 24X 

Fiche' 50-206, 83/06/03. 03061001 13 


6306100293 Forwards draft std radiological effluent Tech Specs, for 
technical review t. comments Formal amend application will 
be submitted by 830930 

BAVNEi* J P. power Authority of the State of New York 83/06/06 
YAROAiS A. Operating Reactors Branch J Ip 10007,065 P4X 
Fiche: 50-286* 83/06/06,8306100293 


— 8306100256 Draft std radiological effluent Tech Specs. 

e Power Authority of the State of New York 83/04/30 60pp, 

10807.066, 24X Fiche 50-286,83/06/06,0306100253 
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B306140277 Informs that analysis of inlet it distharqc piping for relief 
|( lafety valves refined to reflott more rejllatic 
c ond i 1 1 onsr p cr B3021^ 1 tr J< TMJ Action I tern II D 1 Listed 
options uti 1 1 be con^itlered if overstress condition revealed 
DAVNEf J P Power Authority of the Stoic of Nbio York Q3/Q6/QB 

VAROA. S A Operating Reactors Branch I PfiP 1QR32 225 24X 

Fiche 50-206, 03/06/08, 03061 dOJ/7 


8306160450 Forwards results of steam generator tube insp 6 tube repair 
programs implemented during IV02/03 maint & refueling 
outage, per 621018 submittal Info satisfies Tech bpec 4 9 2 
requirements 

BAYNE, J P Power Authority of the State of New York 83/06/10 

VAROA, B A Operating Reactois Branch 1 34pp 16064 049 24X 

Fiche 50-286, 03/06/10, 03061604 50 


0306170249 Advise* that schedule for unavailability analysis of ATHS 
mitigating sys actuation circuitry ays will be submitted 
after final designs & equipn>eni selection comp lotion, in 
accordance w/schedule requirements of ATWB final rule 
BAYNE, J P Power Authority of the 0t,:ite of New York 83/06/13 

V'AROA, 8 A OpeiatiPg Reactors Branch P 2pp 10078 274 24X 

Fiche 50-206. 03/06/ IJ* B3061 70249 


8306200401 Forwards Rev 1 to “Helood Bafrty Evaluat i on, Ind lan Point 
Nuclear Plant Unit 3,Cycle 4 '* Proposed Tech Spec changes 
reflecting steam generator equivalent tube plugging level of 
a4X submitted via util 830505 I tr 

BAYNE, J P Power Authority of the Btalv of New York 83/06/15 
V'AROAj 8 A Operating Reactors Branch 1 2pp 10899 016 24X 
Fiche 50-206,03/06/15,8306200401 


—8306200402 Rev 1 to "Reload Safety Eval uatl on, Ind lan Point Nuclear 
Plant Unit 3, Cycle 4 '■ 

BKARHKA.J , ARLOTU.M 0 Uestinghouse EUctric Corp 02/03/31 
16pp 10099 010 S4X Tithe 50-206,03/06/15,8306200401 


8306210144 Suppis 821012 & 030510 respontes to NUREO-0737, I tern 1 1 D 3, 
"Poat-Acc ident Sampling Sys " Commitment tu Criterion ?<b) 
re background radiation lovolt, fulfills Item requii ement 
BAYNE, J P Power Authority of the Striie of New York 83/06/1/ 
EEBENHUTiD 0 Division of Licensing 4pp 18914 092 24X 

Fiche 50-206.03/06/17,8306210144 


8306210170 ForwaidB “Offsite Dose Calculation Manual,^' for 030606 
radiological effluent Tech Specs 

JlAYNC, J P Power Authority of the Stole of New Yoi k 83/06/1/ 

VAROA, 8 A Operating Reactors Branch J Ip 10918 257 24X 

Fiche 50-206, 03/06/17, 0306210170 


— B30621018B ^'Offsite Dose Calculation H.inual " 

* Power Authority of the Olatc of New York 83/06/30 93pp 
1Q910 25Q 24X Fiche 50-206, 83/06/1 /, 03062101 /Q 


8306340413 INVEDTIOATION OF THE SHTUL CRACK I NO ON THE STEAM GENERATOR B 
OF INDIAN POINT NO 3 Docket No 50-206 (Consolidated Edison 
Campany ) 

CZAJIKONSKI, C Drookhaven National Laboiatory FIN A-3400 
NtJREO/CR-3S01 83/06/30 Division of Engineering 51 pp 
Available at NRC *4 00 18998 P73 24X Fiche 50-206,03/06/30, 

8306240413 


0 Inepection reports, IE Bulletins correspondence 


B3O60GD343 Ac k receipt of 830128 Itr in response to NRC 021104 Itr re 
IE Insp Rept 50-206/02-09 Effective coverage by radial-typo 
nozzle net addressed in safety evaluation Addl info 
requested 030220 not received 

KAHTINi T T Division of EnglTioering 8< Technical Programs 83/05/23. 

BRONSj J C Power Authority of the State of New York 3pp 
18705 012 24X Fiche 50-286,03/05/23,8306030343 


— 0306030345 Forwards addl Info re installation of radial pattern 
sprinkler naxiles in lieu of previously committed closed 
head, horl zontal side-wall type, per II Insp Rept 
50-206/82-07 

QRONS.J C Power Authority of the Otato of New York 83/01/28 
MARTIN, T T Division of Engineering 8» Technical Programs 5pp 
18705 014 84X Fiche 50-206.03/05/23,0306030343 


0306060264 Forwards IE Insp Ropi 50-206/83-08 on 030412-15 No 
noncomp 1 iance noted Corrective artions re violations noted 
In 830117 b 0217 Itrs verified 

MARTIN, T T Division of Engineering & Technical Pi ograms 03/03/23 

DRON8, J C Power Authority of the State of New York 2pp 

18727 026 24 X Fiche 50-206,83/05/23,8306060264 


— 8306060267 IE Insp Rept 50-206/03-08 on 830412-15 No noncompliance 
noted Major areas inspected status of previously identified 
L terns, package select ion, proc rdures, training, aud I ts, 
transuranic determinations it girth weld aLARA consideration 
CLEMONS, P , MCBRIDE, H , 0HANDAKY, M Region 1, Office of Director 
83/05/20 5pp 10727 OPO 24X Fiche 5O“206, 83/05/23, 9306060264 


8306070046 Forwards IE Insp Rapt 90-206/83-11 on 030416-0515 No 
noncomp 1 ianCe noted 

STAROBTECKI, R Division of Pi oject V Resident Programs 83/09/24. 
BRDNS. J C Power Authority of the State of New York 2pp 
18740 068 24X Fiche 50-206,83/05/24,0306070046 


—8306070052 IE Insp Rept 50-286/83-11 on 830416-0515 No noncortpl lance 
noted Major areas inipected shift logs, plant tour, 
survB i 1 lance. melnt, review of monthly operating rept U damage 
to chemical 6 vol control sys holdup tank 

KENNY, T J , ROBODACH, L U , K18TER.H Region 1, Office af Director. 
03/05/19 9pp 10740 070 S4X Fiche 50-286.83/09/24,8306070046, 


0305110458 IE Info Notice 03-32, "Ruptured Am-24i Sources Contained in 
Uell Logging Device *' 8vc list end 

TAYLOR, J M Division of Safeguards it Inspection Programs (Poet 
030103) 03/05/26 Consolidated Edison Co of New York, Inc 
125pp 1 0031 043 24X Fiche 50-000,83/05/26,8309110490 


8305110460 IE Info Notice 03-34, "Event Notification Info Worksheet.'* 

8 VC list end 

JORDAN, E L Division of Emergency Preparedness tc Engineering 
Response (Post 830i03) 83/05/S6 Consolidated Edison Co of New 

York, Inc llSpp 18732 085. 24X Fiche 90-000,83/09/26,8309110460 


6305110461 IE Info Notice 83-35, "Fuel Movement H/Cnntrol Rods 
Withdrawn at DHRs *' Bve list end 

JORDAN, E.L Division of Emergency Rreperednsss Ic Eng inter tup 
Response (Post 830103) 83/05/31. Consolidated Edison Co Of New 

York, Inc 116pp 18732 208 24X Fiche 50-000,83/09/31,8309110461. 


6306210060 Responds to IE Bulletin 63-03, "Check */alve Failures in Raw 
Mater Cooling 8yt of Diesel Generators *' No check velves In 
piping boundary at facility 

BRONSpJ C Power Authority of the State of New York 83/06/07. 
ALLAN, J M Region 1, Office of Director ip 18912 361 24X 

Fiche 50-286,83/06/07,0306210060 


B3O9U0464 IE Info Notice 03-36, "Impact of Security Practices on Safe 
Operations " 9vc list end. 

JORDAN, E L Division of Emergency Preparedness t. Engineering 
Response (Post 830103) 83/06/09 Consolidated Edison Co. of New 

York, Inc n9pp 18030 200. 24X Fiche 90-000, 83/06/09, 8309110464. 


8306160450 Forwards results of steam generator tube insp tr tube repair 
programs implemented during 1982/63 maint 1, refueling 
outage, per 021018 submittal Irfo eatlsfiee Tech Bpec 492 
requirements 

BAYNE, J P Power Authority of the State of New York. 83/06/10 
VAROA, 8 A Operating Reactor* Branch 1 34pp 18864*04? fi4X 
Fiche 90-206, 83 /06/ 1 Oi 0306 i 604 50 


0309110470 IE Info Notice 03-30. "Defective Heet Sink Adhesive U 
Belsmlcany Induced Chatter in Relays Mlthin Printed 
Circuit Cards " 8vc list end 

JORDAN, E L Division of Emergency Preparedness l< Engineering 
Response (Post B30103) 83/06/13 Consolidated Edison Co. of Mew 

York, Inc UOpp 18920 225. 24 X Fiche 50-000,83/06/13,0300110470. 


8306090010 IE Info Notice B3-S7i "Transformer Failure Resulting From 
Degraded Internal Connection Cables." Qvc Hit end 
JORDAN, E L Division of Emergency Preparedness li Enginsering 
Response (Post 830103) 83/06/13 Consolidated Edison Co. of New 

York, Inc 243pp 18921 001 24X Fiche 90-000, 83/06/13, 0306090010. 


8305110479 lE Info Notice 83-40, "Need to Environmentelly aualify 
Epozy Grouts t Btalers " 8vc list end 

JORDAN, E L Division of Emergency Preperidness tc Engineering 
Response (Post 830103) 83/06/22 Caniolldated Edison Co. of New 

York, Inc llSpp 19021 179. 24X Fiche. 90-000, 83/06/22, 0309110470. 


8309110477 lE Info Notice 03-41* "Aetuetion of Fire Bupprsssion Bys 
Causing Inoperability of 6af ety-Related Equipment '* 8vc list 
end 

JORDAN, E L Division of Emergency Preparedness t Engineering 
Response (Post 030103) 83/06/22 Consolidated Edison Co of New 

York, Inc. 120pp. 18997 007. 24X Fiche' 90-000, 83/06/22, 03091 10477, 


0309110479 IE Info Notice 03-42. "Reactor Mode Bwltch Malfunctlone. ” 
Bve list end 

JORDAN, E L Division of Emergency Preparedntts it Engineering 
Response (Post 030103) 03/06/23 Consolidated Edison Co. of New 

York, Inc ll6pp 10996 242 24 X Fiche 90-000.83/06/23,8309110479. 


8309110483 IE Info Notice 03-43. "laiproper Bettinge of Intermediate 
Renge (IR) High Flux Trip Betpolnts " 0vc list end 
JORDAN, E L Division of Emergency Prtparednees i Engineering 
Response (Post 830103) 83/06/24. Consolidated Edison Co pf New 

York, Inc 116pp 19046 297 24X Fiche 90-000,03/06/24.8309110463. 
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R Periodic Dpiratinfl raporta & raletad c orrei p ondanc? 


Ba0&1603B9 Month Ig opirablng rapt Por Apr 19G3 W/B30509 Jbr 

KELLY^L. , flROWaiJ C. Powtr Authoritg of tha fltat* of Nau York 
63/03/01 Offlca oP RafOiirce ManaaimBntf Director 7pp 
16860 067. 34 y Flcho 50- 3B6, 00/05/01, 03061 6D3BS 


B Rtportibl* Qccurrenceti LERs it related c urr e epandence 


6306010346 LER B^'-OOl /OBL-^O on 630482, d uring procBiting oP uster from 
chemical Sc vol cantrol age holdup tank 33 to uiaete 
flgt, partial tfef artnat Ian of tank occurred due to lou 
preature. Cauied bg vacuum due to closed vmt W03O913 Itr 
OtlMBLG, F. U I BROMB* vl C Pouer Authoritg of the State of Neu Vork 
B3/0S/13. ALLAN, J h Reiglon i, Office of Director 3pp 
10660 076 S4X Fiche> 50-866, 03/05/ 1 3, 8306010346 


6306020490 LER 03-QO2/O3L-O on 030512* during refueling outage, tmoll 
leak Identified on RHR miniflnin line at ureld joint between 
valve 1Q70 S( line 337 Cause not atated Leak i toleted, eec tion 
0^ pipe repaired Sc douinitream reducer replaced W/630584 Itr 
OUMBLE, F. H , DR DNS, J C Poyer Authority of the State of Neu Vork 
B3/09/24 ALLAN, J H Region 1, Office of Director 3pp 
186?4'OO0 24X Fiche 90-866, 63/03/24, 83060S0490 


0306140690 PNO''l-83-059 on 030600, cftveral tripo experienced during 
startup Caused bg feeduater fiou Inconsistency u/steam 
generator level demand Secondary boron soak performed 
KENNY, T., COLLINS, 0. Region I, Off ice of Director. 03/06/09 Ip. 
1BB4L 343 24X FI the 90-806,03/06/09,0306140690 


6306830002 PRa-I-63-064 on 030610, else trice 1 generator/turbine trip 
caused reactor to trip Investigation revealed fault 
originated ulthln main generator End turns on some windings 
melted L portions oY internals covered w/carbon 
OREENKAN.EO, flegion 1, Office of Director B3/06/20 Jp 
10947' 070 84X Fiche 50-886, 03/06/20, 0306230002 


T Hearing transcripts on non-anti trust matters 


9306080709 Trsntcrlpt of Commission B30926 meeting in Mashing ton, DC, 
re emergency planning 1, preparedness Pp 1-117 Supporting 
documentation end 

* Connlsf inner • 03/09/86 236pp. 10716 001 84X 

FI Che. 90-247, fl3/09/26, 6306020709 


0306090347 Btatement before Houee of Representatives Subcommittee on 
Energy Conservetion & Power re emergency planning Public 
must bt Involved in planning & testing process 

« Parents Concerned About Indian Point 03/06/08 4pp 10794*336 
84X Fiche 90-847,63/06/08,8306090247 


U Congressionol/Evpcut i VC Currr spondencp 


0306030156 Responds to 030506 request for clarification of 630505 order 
re consideration of virus of public 6 parties to Hpecial 
proceeding in 830609 decision Comments firm 1 Icensees, govt 
agencies L public invitod 

PALLADZNO, N J Commissioners 03/05/18 OTTINQLR.R L House of 

Rep . Energy & Commerce Spp 10733 3C6 L'4X Ficho 50-S4/, 

03/05/ 1 2, 0306030 1 5 6 


— 8306030 1 50 Reiiuests Commission 030505 order be revised to stress need 
for parties to safety investigation vleus on shutdown Rev 
requested by 030511 

OTTiNGERiR L House of Rep , Energy 8* Commerce 03/05/06 
PALLAUINQ, N Commissioners 8pp 10/33 32B 24/ 

Fiche 50-247, 03/09/ 1 8 , 030603 0 1 56 


V Operator Examinations 


6306140291 Extends invitation to ottend 030627 meeting in King of 
Prussia, PA to discuss transfer of reactor operator licrnaing 
function from DethesdaiiMD to Region I ofc 

STAROBTECKt, R Division of Project 6 Resident Program'^ 03/06/09 
DR0MS,J C Power Authority of the Blate of New York 2pp 
10032 217 84X Fiche 50-206, 03/06/09, OJ061 40291 
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F Security, medical* emergency & fire piotection plans 


6306090361 Forwards request for exemption from emergency operations 
facility (EOF) location requirements per Generic Ltv 02-33 
Proposed EOF to be located 125 oir miles Prom facility, w/ 
joint news ctr remaining in UconeetNC 

TUCKER, H D Duke Power Co 03/06/03 DLNTON, H R Office of 
Nuclear Reactor Regulation, Director 01ULZ, J F Operating Reactors 
Branch 4 SDpp 10775 039 24/ Fiche 50-269,03/06/03,0306090361 


0306170205 Forwards IE Safeguards Insp Repts 50-269/03-14 
50-270/03-14 & 50-287/03-14 on 030509-13 No noncompliance 
noted 

DANCE, H C Division of Project it Resident Programs 03/06/15 
TUCKER, H D Duke Power Co 2pp 10077 233 24X 

Fiche 50-269.63/06/1910306170205 


—6306170307 IE Safeguards Inop Repts 50-269/03-14, 50-870/83-14 it 
90-807/03-14 on 030509-13 Ne noncompliance noted Major areas 
inspected sicurity plan 6 implomanting procedures 6 security 
organijation mgt Safeguards info deleted (ref lOCFR/3 21} 
TILLMAN, A Region 2, Office of Director 03/06/15 2pp 
10077 239 a4X Fiche 50-269, 03/06/ 15, 0306170265 


6306090390 Tsitimony of J Holt,K Toieani L P Posner before House of 
Rspresentatlvas Bubcommittee an Energy Conservetion L Power 
re public role in p lenni ng, testing L ImplamintlnB emergency 
response procedures 

HOLT^J, Public Interest Research Group, New York TOSCANl, K , 
P0SrCR,P Parents Concerned About Indian Point 03/06/00 24pp 
16794:340. 84X Fiche 50-847,03/06/06,0306090390. 


B306240030 Advises that preliminary Peo reviow of 030603 request for 
exemption from location r equiretnents of emergency operations 
facility determined that Class III appropriate 

DIGGS, R M License Fee Management Branch 63/06/15 TUCKER, M D 
Duke Power Cq Ip 10907 289 24X Fiche 90-269,03/06/lb, 

0 306240030 


6306150900 Trenscript of 030609 Commission discussion it vote on 
emergency planning deficiencies at Indian Point In 
Mesh in g tom DC Pp 1-24 

# Commissioners. 03/06/07 30pp 16066 849 24X 

Fiche. 90-847, 63/06/07, 6306 1 90 500 


6306800348 Forwards corrections to special proceeding transcripts 
BRANDENBURG, B Power Authority of the State of New York 
COLARULLIiP F Consolidated Edison Co of New Yorki Inc. 

COLARULLI.P F Morgen Associates 63/06/15 OLEABOM, J. P , 

PARIB.O H * SHONiF. J. Atomic Safety and Licensing Board Panel. Ip. 
10900 all. 84X Fiche 90-247.63/06/15,0306200342 


--630680G346 Corrections to special proceeding transcripts 

* Power Authority of the State of New York. # Consolidated 
Edison Co of New York, Inc. 83/06/15 58pp 10900.812 24X 

Fiche 50-847, 63/0 6/15,8 306200342 


5306840018 Transcript of Comnission 630617 briefing an Indian Point 
labor issues in Mash ington, DC Pp 1-44, 

♦ CoMmissioners 03/06/17. 47pp 10967.893 84X 

Fiche: 50-247, 03/06 / 1 7 , 0306240018 


P Operating license stage documents St correspondence 


8306Q60051 AddI response to I OlA request for three categories of 
documents re PRA of reactor noPoty study methodology 
application program repts it intorin reliability evaluotion 
program repts Forwards App A documents Search continuing 
FELTON, %l II Dlvinlon of Ruluc and Records 03/04/07 8H0LLY, 0 C 
Union of Concerned Scientists 3pp i07b2 001 24X 

Fiche 90-000,03/04/07,0306060051 


— 0109810310 Responds to 010020 momo re transmittal of NUREG/CR-1659, 
Vol 2, to licensee for comments Util comments on rept already 
requested 

BERNERaiR M Division of Risk Analysis 61/06/20 NOVAK, T M 
Aisistant Director for Operating Roactors 2pp 1B732 010 24X 

Fiche 30-000, 83/04/07, 0306060051 


— 0306060080 Forwards background info re PRA studies 
Netl Labs interim reliability evaluation program 
discussed M/o end 

arOLZ, U Operating Reactors Dranch 4 63/01/19 

Assistant Director for Operating Reactors 2pp 
Fiche 50-000,03/04/07. 8306060051 


Review of Sandia 
studl es 

LAINAB, 0 C 
10732 200 24 X 


— 0306060085 Provides info on bnron precipitation clogging HPl lines k< 
failure of operator to switch to hot leg injection in order 
to flush out boron residue from core during recirculation 
Info obtained from PRAs 

OAVIB, 0 NRC - No Detailed Affiliation Given 63/02/24 
THADANIjA NRC - No Detailed Affiliation Given 6pp 10752 806 
24X Fiche 50*000,03/04/07,8306060051 
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03O6{}2O1O3 Proposes B3060Q meeting in DotJiesdii«hD to discuss Buppl 6 to 
SEft for MtOuire & SER for standby ahutdouin facility for 
Oconee 

STOLZ. J F Operating ReactoY s OTanch A 83/05/17 TUCKER* If & 

Duke Power Co Ip 1B701 277 24X Fitfio 50-000.83/05/17, 

830^020103 


8306150504 Forwards request for addl info re 830310 proposed amend to 
License DPR-S5 It proposed rev to Tech Spec on expansinti of 
storage capacity of spent fuel pool Info requested uithin 30 
days of itr receipt 

STOLZi J F Opeiating Reactors Dranch 4 83/05/23 TUCKER. H D 

Duke Power Co 3pp 18834 356 24X Fiche 50-287,83/05/23, 

8306150504 


8306070051 Forwards summary of 830512 meeting w/util & OtcU, in response 
to 830327 request for addl Info re reactor vessel 
surveillance capsule dosimetry results contained In 868*^1697 
t 1679 

TUCKER, H B Duke Power Co 83/05/27 DERTON, H R Office of 
Nuclear Reactor Regulation, Director 5TOL2,J F Operating Reactors 
Branch 4 4pp 18740 059 24X Fithe 50-269.93/05/27,0306070051 


0306030122 Forwards addl info to aid in completion of review re NUREO- 
0737, Items 1 1 F 1 4. 1 1 F 1 5 1 1 F 1 6. per 830110 Itr 

request & justification concerning Item IJ F 1 5 Amend to 
030318 confirmatory order requested 

TUCKER, H D Duko Power Co 83/05/31 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 9TDLZ,J F Operating Reactors 
Branch 4 15pp 18704 302 24X Fiche 50-269,03/05/31,8306030122 


8306070272 Forwards DAW-1784, “RtiW Owners Oroup Bolting Task Force 
Summary Rept of NRC/B&U Owners Group 830506 NcetlnQ on 
Reactor Vessel Internals Bolting " Agrees u/overall 
f ind ing s, w/cxcep ti on re neutron noise sutvelllance 
TUCKER, H n Duke Power Co 83/05/31 DENTON, H R Office of 
Nuclear Reactor Regulation, Director STOLZ, J F Operating Reactors 
Branch 4 2pp 18744 086 24X Fiche 50-269,83/05/31,8306070272 


-“B306070230 Forwards DAW”1704, "B6W Owners Group Bolting Task Force 
Summary Rept of NRC/D6W Owners Group 030506 Meeting on 
Reactor Vessel Internals Bolting “ 

TAYLOR, J M Babcock tt Wilcox Operating Plants Owners Oroup 

TAYLOR, J H Babcock & Wilcox Co 03/05/80 MINER, S NHC - No 

Detailed Affiliation Given Ip 18744 008 S4X 
Fiche 50-269,83/05/31,0306070272 


--B3060702B6 "B&W Owners Group Bolting Task Force Summary Rept of 
NRC/B&W Owners Group 830506 Meeting on Reactor Vessel 
Internals Bolting " 

M Babcock tt Wilcox Co BAW-17e4 83/05/31 124pp 18744 089 

24X Fiche 50-269,83/05/31,8306070872 


63060B0375 Forwards review of “Reactor Safety Study Methodology 
Applications Program Oconee 3 PWR Power Plant 
{NUREO/CR-1659, 2 of 41 '* Review identified dominant core 
melt sequences V required licensing actions. 

erOLZ, J F Operating Reactors Branch 4 B3/06/0i. TUCKER, H B. 

Duke Power Co i4pp 18787 877 24X Fiche 50-807,83/06/01, 

0306080375 


0306200105 Summary of 830512 meeting w/uiil t, BteW in Bethesda.MD re 
neutron dosimetry Ic uppershelf matl properties provided in 
Topical fiepts DAW-1697 & BAW-1699 List of attendees, agenda 
L vlewgraphs end 

BUERMANNrJ F Operating Reactors Branch 4 83/06/06 Operating 

Reactors Branch 4 35pp 18909.183 24X Fiche* 50-269, 83/06/06, 

0306200185 


8306220375 Informs that 830310 proposed wide-range hoi leg level/ 
reactor vessel head monitoring sail sfac tory. Evaluation & 
addl Info request re conformance of addl inadequate core 
cooling instrumentation sys components to NUREO-0737, encl 
STOLZ^J F Operating Reactors Branch 4 83/06/08. TUCKER, H D. 

Duk* Power Co lOpp 18777 155 84X Fiche 50-269,83/06/00, 

03062202; 5 


8306300174 Forwards responses to 830583 request for addl Info re spent 
fuel pool Info supple 830310 Itr 

TUCKER, H B Duke Power Co 03/06/24. DENTON, H R Office of 
Nuclear Reactor Regulation, Director 8TDLZ, J, F> Operating Reactors 
Branch 4 9pp 19122 047 24 X Fiche, 50-207, 03/06/84, 8306300174 


0 Inspection reports, IE Bulletins 6 correspondence 


83060B0402 Confirms 930513 tolcon re proposed si te/corporate visit on 
030525-27 to reviow masonry wall const, drawings It 
ca iculatlons re review of IE Bulletin 80-11 response Agenda 
enc 1 

BTOLZiJ.F Operating Reactors Branch 4 63/05/20. TUCKER, H. D, 

Dukt Power Co 4pp. 10789*342 84X Fiche 50-269,83/05/20, 

0306060408 


83051 10450 IE Info Notice 83-38, “Ruptured Am-841 Sources Contained in 
Well Logging Device “ Sve list end 

TAYLOR, J H Division of Safeguards S« Inspection Programs (Post 
830103) 83/05/26 Consolidated Edison Co of New York, Inc. 
t25pp 10831 043 24X Fiche 50-000,83/05/26,8305110458. 


8305110460 IE Info Nptlce 83-34, “Event Notification Info Worksheet “ 
Sve list end 

JORDAN, E L Division of Emergency Preparednsss & Engineering 
Response (Poet 030103) 83/05/26 Consolidated Edison Co of New 

York, Inc lJ5pp 10732 085 84X Fiche 50-000,03/05/26,8305110460 


6306010310 EN-a3-038 notice of violation proposed imposition of civil 
penalties in amount of «1B0. 000 to be Issued on 030608 
Action based on three Severity Level III violations re 
failure to maintain primary containment integrity 
BARBER, 0 , AXELRAD, J Director's Office, Office of Inspection and 
Enforcement 83/05/27 Ip 18672 317 24X Fiche 50-269,83/05/27, 

0306010310 


0305110461 IE Info Notice 83-35, “Fuel Movement W/Control Rods 
Withdrawn at DWRs “ Sve list end, 

JORDAN, E L Division of Emergency Preparedness h Engineering 
Response (Post 830103) 83/05/31 Consolidated Edison Co of New 

York, Inc 116pp 10732 808 24X Fiche 50-000,83/05/31,8305110461 


8306220171 Discusses IE insp on 830317-88 fc forwards notice of 
violation it proposed Imposition of civil penalty 

O'REILLY, JP Region 2, Office of Director 83/06/02 TUCKER, H.B. 
Duke Power Co 4pp 18937 281 24X Fiche 50-269,83/06/02, 

8306220171 


— 6306820175 Notice of violation it proposed imposition of civil penalty 
in amount of tlQOi 000 Noncompliance noted. inadequate 
procedures to ensure that air lock sys restored to 
operability after maint 

0'nEILLY,J P Director's Office, Office of Inspection and 
Enforcement 83/06/02 4pp 18937 285. 24X 

Fiche 50-269,83/06/02,8306820171 


6306290245 Informs that response to IE Bulletin 83-03, Item 4 re 
failures of check valves used in diesel generator water 
cooling 8ys,wlll be submitted by 830622 

TUCKER, H B Duke Power Co 83/06/00 O'REILLV, JP. Ragion 8, 
Office of Director Ip 19056 085 84X Fiche, 50-269, 03/06/08, 

0306290245 


6305110464 IE Info Notice 83-36, “Impact of Security Practices on Baft 
Optrations *' Sve list end 

JORDAN, E L. Division of Emergency Preparedness tc Engineering 
Response (Post 630103) 63/06/0? Consolidated Edison Co of New 

York, Inc 119pp 18630 200 24X Fich e* 50-000, 63/06/09, Q305U0464. 


6305110470 IE Info Notice 83-36, “Defective Heat Sink Adhesive 8< 
aeismically Induced Chatter in Relays Within Printed 
Circuit Cards “ Sve list end 

JORDAN, E L Division of Emergency Preparedness h Engineering 
Response IPost 630103) 63/06/13 Consolidated Edison Co of New 

York, Inc IlBpp 10920.225 24X Fiche. 50-000, 83/06/13, 0305110470 


0306090010 IE Info Notice 83-37, “Transformer Failure Resulting From 
Degraded Intornal Connection Cables “ 8vc list end 
JORDAN, E L Division of Emergency Prcparedneti & Engineering 
Response (Poet 030103). 03/06/13 Consolidated Edison Go of New 

York, Inc 243pp 16921,001 24X Fiche* 50-000, 83/06/13, 8306090010. 


0306170205 Forwards lE Safeguards Imp Repts 50-269/63-14 
50-270/63-14 it 90-287/63-14 on 030509-13 No noncompl lance 
noted 

DANCE, H C Division of Project h Resident Programs 63/06/15, 
TUCKER, H B Duke Power Go 2pp 18877*233 24X 

Fiche 50-269,03/06/15,8306170265 


—8306170307 IE Safeguards Insp Repts 50-269/03-14, 50 -270/ 03- 14 h 
50-2B7/B3-I4 pn 030509-13. No noncompliance noted. Major areas 
inspected, security plan h Implementing procedures h security 
organlxation mgt Bafeguards info deleted (ref 10CFR73. 81) 

TILLMAN. A , CNN18j J. Region 2, Office of Director. MCGUIRE, D.R. 
Division of Emergency Preparedness h Materials Safety 03/06/19, 
2pp I0877'2a3, 24X Fithe* 50-269, 00/06/15. 8306170285 


8305110475 IE Info Notice 63-40, “Need to Environmentally Oualify 
Epoxy Grouts h Sealers “ 8vc list end 

JORDAN, E,L. Division of Emergency Preparedness it Engineering 
Response (Poet 030103) 03/06/82 Consolidated Edison Co of New 

York, Inc ilSpp 19081 179 24X Fithe 50-000.03/06/28,0309110475. 


6309110477 IE Info Notice 83-41, "Actuation of Fire Buppresslon Sye 
Causing Inoperability of Bofety-Relabed Equipment. “ 8vc list 
end 

JORDAN, E L Division of Emergency Preparedness h Engineering 
Rteponse (Poet 830103) 03/06/22 Coneolidatad Edison Co, of New 

York. Inc 120pp 10997*007 84X Fiche 50-000,03/06/22,6305110477. 
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0305110479 IE Info Notice 83-42i '^Reactor Hods Switch Halfunctions ** 
Svc list 4ncl 

JORDANi E. L Dlvliian of Emergoncy Propar ednoii b EnginoorlTig 
Roiponi* (Past 8001031 03706/23 ConsoHda tod Edison Co of Neu 

Vorki Inc. llfipp Ie9?6* 242 S4J( Fich« 90-000. B3/06/S3i Q3051 10479 


0306190095 Release B public 
& revlssd etnerg^ricy plan 
FELTOW. J M Division of 
Nanagejnant Dranch Ip 
0306150025 


version of revised administrative procedurcb 
inip lamenting procedure 

Rules and Records B3/06/07 Document 
1BB72 004 24X Fithe 50-209,83/06/07. 


0305110403 1£ Info Notice 03-43. '’Improper Settlnj^s of Intermediate 
Range (IR) High Flui Trip Setpoints ** Sve list enclv 
JDRE>ANiE. L Division -of Emergency Preperedness it Engineering 
Response (Post 0301031 03/06/24 Consolidated Edison Co of Nrhi 

Vork. Inc. 116pp. 19046 297 24X Ftche 90-000.03/06/24.8305110403 


R Periodic opereting reports & related correspondence 


8306170297 Monthly operating rejts for May 1903 W/a30615 Itr 
REAVia. . TUCKER.H.B Dule Power Co 03/06/15 J7pp 
18S70 177 24X Fic ha* 90-269. 03/06/19. 6306170297 


Q Rsportable occurrences. tERs U relatad correspondence 


8306310190 LER 03-OO&/O3L-O on 030513. during attempt to replece cell 
in battery 3PB« power lost from anterjency feedwater pump 
turbine auxiliary oil pump Causad fay personnel failure 
to follow procedure Personnel counseled U/B3061O Itr. 

PETTV. J C. , TUCKER. H B Duka Power Co 03/06/10 0 'REILLY. J P- 

Ragion 2. Office of Director. 3pp. 10914 119. 24X 

Ficha 50-207.03/06/10.0306210190 


6306220007 Part 21 rept re adciiuacy of fittings supplied by Tube-Line 
Corp through Capitol Pipe b Bteol Products Co for use on new 
auxiliary feedwater headers of staem genera tors. Flanges not 
heat-treated as required by matl specs, 

TAYLOR. J.R Qabcock 6 Uilcox Co 03/06/17 DEYOUNG. R C 
Director's Office. Office of Inepcctian and Enforcement 4pp 
1B927 354. 24X Flche 50-000.03/06/17.0306220007. 


8306300019 RO on 030527. c er tain contaitinent Isolatian valves may have 
failed In non-E8 puiitien due to loss of dc power. 

Invettigation & rept will lie completed 6 reviewed by 
630700 

TUCKER.H. B. Duke Power Co. 03/06/24 O'REILLY. JP. Regions, 
Office of Director. Ip. 19168 120. 24X Fiche. 90-207. 93/06/24, 

0306300015. 


— 9306190030 Public vareion of revised Administrative Procedures 1053 re 
■margency equipment readiness L 1055 re maintaining 
emergency preparedness revised Emergency Rian Implementing 
Procedure 1004 33 ro reactor coolant 

NELSON, M A . TOOLE. R Oenoral Public Utilities - QPU Service Cnrp 
03/05/02 43pp 1BB72 005 24X Fiche 90-209,03/06/07. 

03061 50025 


0306140732 Forwards Rav 0 to "(ire Protection Mods to TMl Unit I 
(Since Brauns Ferry Incident) " 

HUKILL.HD Oenoral Public Utilities - GPU Service Corp 03/06/09 
E16ENHUT,D Q Division of Licensing 3pp 1BB40 210 24X 

Ficha* 30-289. 03/06/09. 0306140732 


—0306140737 Rev 0 to "Fire Protection Mods to THI Unit 1 (Since Drounb 
Ferry Incident) " N/one ovorsiie chart Aperture cord is 
available in PDR 

HAFER.O 1 . DOUTRQB. F 0 . ONANNEN. N A Gi Ibert/Commoniuealth Coe 
2468 ROO 03/06/01. I95pp 10040 213 24 X Ficho 50-209. 

03/06/09. 0306140732 


B306170204 Ack receipt of operational QA plan for THI-1 6 Oyster Creek 
under review by QA Branch. per 10CFR30 54 future rovs/changes 
to program will be reviewed by Engineei ing Programu Dranch. 

Rtglon. I 

NARTIN. T T Division of Engineering 6 Technical Pt ograms 03/06/13 

MUKILLiH D General Public Utilities - GPU Service Corp 2pp 

10802.304 24X Fiche 50-000.03/06/13,0306170204 


0 Adjudicatory correspondence 


8306010351 Comments on 830924 Commission meeting 6 on IE Insp Rept 
90-209/83-10 Continued ref to Hartman allegations clouded 
purpose 9t results of rovalidation effort Bafe operation 

a sfured 

DIECKAHP.H General Public Utilities - GPU Service Corp 03/05/27 
PALLA0INO.N J Comnlssionors 4pp 10602 141 24X 

Fiche: 30-2B9. 03/05/27. 8306010351 


DOCKET 50-209 THREE MILE ISLAND NUCLEAR BTATION. UNIT 1 
F. Security, medical, emergency tc fire protection plans 


6306240319 Ack receipt of 030504 Itr re emergency info brochures, Util 
proposes to effect distribution primarily fay direct mail to 
agricultural community within plume exposurs pathway 
emergency planning lone. 

ROOAN.R.E. General Public Utilities - GPU Service Corp 63/09/31. 
HALLDHELL.P, Pennsylvania, Commonwealth of. Ip. 10900.153 24X 

Flche: 90-209, 03/05/31. 8306240319. 


8306090260 Releases public version of revised emergency plan 

FELTON. J h. Division of Rulss and Racords. 03/06/01 Document 
Hanagemcnt Branch, Ip. 10798:259. 24X Fi< he; 50-289. 83/06/01, 

8306090260. 


—8306090271 Public version of Rev 4 to emergency plan Receipt form 
end 

CLARK, P.R, General Public Utilities - GPU Service Corp 03/04/21. 
□Olpp, 10798.260 24 X Fic he. 50-209, 03/06 /0i.B3O609O26S 


8306100120 Foruerds Rtv 17 to security plan. Rev withheld 
(ref 10CFR73 21) Rev completes replacement of eslstlng plan 
except for exhibits follpulng Exhibit 1 2 TMI-S addendum 
should be retained. 

HUKILLjH D. General Public Utilities - GPU Service Corp. 83/06/03 
DENTON. H. R. Office of Nuclear Reactor Regulation, Director,' fp. 
10OO2.D3O. S4X Fic he 50-209.83/06/03,0306100120 


8306220293 Releases public version of revised emergency plan 
implementing procedure, 

FELTON I J h. Division of Rulee and Records. 03/06/06. Document 
Management Branch. ip 10940 315 24X Flche 50-209,83/06/06, 

8306220293 


8306220298 Public verilon of Rev 6 to Emergency Plan Implementing 
Procedure 1004.31, "Airborne Radioactivity Sampling It 
Analysis,-" Receipt form a-nel, 

BRADY, J. A General Public Utilities - GPU Servlet Corp, 83/05/24 
20 p p . iB9 4 Oj 316. 24X Flche: 50-289, 03 / 06/06. 8306220293, 


0306010494 Forwards H Dieckamp comments on IE Insp Rept 50-289/03-10 6 
related Com/nisslon B30524 meeting Certificate of Sve end 
N/o comments 

BLAKE,£ L. ahaui, Pittman. Potts 6 Trowbridge BLAKE. E L 
Metropolitan. Edison Co 03/05/31 CHILK. 8 J Office of the 

Secretary of the Commission 4pp 18674 318 24X 

Flche* 50-289. 03/05/31. 0306010454 


8306020441 Order extending time until 830624 for Commission to act to 
review ALAB-724 

CHILKtS. J Office of the Secretary of the Commission 83/05/31 
Commissioners Ip 10693 240 24X Riche 50-209,83/05/31. 

0306020441 


8306060190 Motion for extension of time to file comments re 1C Insp 
Rept 90-289/83-10 in response to 030523 order 
AANODT, MM Aamodts, The 83/05/31 Commissioners Jp 
18728-290 24X Fiche 50-289,83/05/31,8306060190 


8306070420 Comments on IE Insp Rept SO ’289/83-10 6 Commission 030524 
briefing Insp rept does not address issue of mgt integrity 
Significant number of TMI-l 6 GPU mgi personnel could have 
been Involved in events surrounding Hartman allegations 
AAMODT, M D , AAMODT, M M Aamodts, The 03/03/31 42pp 10742 203 
24X Fiche: 50-209.03/03/31,8306070420 


B306090339 RaiiueEts NRC documents r« Hartman allegations it memoranda 
on whether NRC attys or senior staff aware of T Martin views 
re record falsification 6 whether Martin views reported to 
ABLB or Commission 

0ILIN8KY,V Commissi oners 03/05/31. DIRCKS.W J Office of the 
Executive Director for Operations 2pp 18795*110 24X 

Fiche: 50-289. 83/05/21 . 8306070339 


83060203S5 Advises of inability to meet 830601 deadline for camnentirg 
on B6N trial record. Phys ical exhaustion W)1I not be risked 
l( substandard work based on sloppy research will not be 
submitted to meet arbitrary deadline W/Certl f icate of 8vc 
DDROBHQWiJ. Three Mile Island Alert. 03/06/01 PALLADINQ. N J . 
0ILIN8KY, U, AHEARNE. JF Commissioners 4pp 10694 290 24X 

Flche 50-289, 03/06/01 . 8306020355 
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G306030329 Requests avaUabU* evidence ^ conclusions re falsification 
of TMI-2 records per If Hartman Mai 19HO allegations Info 
iliould include NflC analgses & repts>mgt review records & 
specific citations supporting NR< statement 
BLAKEi e L Shaujj Pittmani Potts & frouibridge 83/OA/Ol 
PLAiNtfH H Office of the General t'ounsel 3pp 18700 OiO ?4X 
Fiche BO-Sa?! GJ/06/01# 03060303P9 


0306070271 Forwards PA Governor Thornburgh 030602 I ti U supplemental 
comments on immediate effectiveness of partial initial 
decisinns re mgt issues Filings constitute Commonwealth of 
PA comments on Commission 0301)24 mgetirig 

ADLFRj R U Pennsgl vaniai Commnnuical th of 4 03/06/02 CHII-Ki S J 

Office of the Secretary of the Commission Ip 18742 130 24X 

F i c h 0 30-289# D3/06/02i □3060702 7 1 


— 8306070277 Urges postponement of restai I decision until issues re 
operator cheating# TMl -2 cleanup & operator competence (< 
Integrity resolved 

TMORNOUPGHi D Pennsylvania# Commnnwralth of# (33/06/02 
PALLAOIND# N J Commissionei s 2pp 10742 131 24X 

Fiche 50-287# 83/06/02# 83060/02/1 


— aD06070407 Supplemental comments on immediate effectiveness of partial 
initial detisions re mgt issues# in response to Commission 
830553 order soliciting comments on Commission 030524 
brinfing Issues must be investigated U/Certi f icate of Bve 
ADLER# R U Pennsy 1 vanla# Commonuipaith of# 83/06/02 J2pp 

10745 133 74 X Fiche 30-209# 03/06/05. 0306070271 


0306060379 Comments on NRC 830524 Commission briefing on revalidation 
of WHC position supporting licensee mq t NRC briefing 
violates due process rights Mgt issues not addressed 
sufficiently Certificate of Ovc end 

OOnOSHOH#J Three Mile Jslond Alert 03/06/03 lOpp 10727 026 
34X Flcbe 50-289# 83/06/03# D306060279 


Q306070390 Order extending time until 830603 for Aamodts to file 
comments on IC Insp fiept 50-209/03-10 

CHILKiS v) Qffice af the Beci etary of the Commission 03/06/03 
Aamodts# The Ip 1B742 018 24X Fiche 50-209# 03/06/03# 0306070390 


0306070418 Comments on Commission Q30524 briefing on look rate 
f a 1 1 if i cation 6 objection to ex parte communication Drieflng 
violates due process since intervenoi fi not given reasonable 
opportunity to confront evidence Certificate of Sve eticl 
tJElS3#E. FI Union of Concerned 9 rieritii>ts 03/06/03 IJpp 
18745 2 59 24 X Ficho 30-209. 83 / 06 / 03 # 03060704 18 


B3O6O9O330 Forwards WJ Dircks 030607 memo to Commissioners re NRC 
recommendations for complation of restart review 

OaLDilERO#J R Hearing Branch 2 B3/06/0B EDLE3. D J # KOHL# C Ri 

DUCK# J H Atomic Safety and Licensing Appeal Panel i4pp 
19793 096 24X Fiche 50-389, 03/06/08# 0306090338 


0306150427 Errata to Aamodt comments re IE Intp Kept 50-209/03-10 6 
Cammlasinn 030324 briefing re Hartman matter Certificate of 
Sve ericJ 

AAMODT.M Aamodts. The 03/06/00 4p 1B047 005 24X 

Fiche 50-2B9 , 03/ 06/08. 03 06 1 5 04 27 


8306130390 Forwards util 830610 Itr to Commlssinn re mgt integrity 
issues 

BLAKE.E L Ghau. Pittman. Potts I. Trowbridge 03/06/10 CHILK# B J 
Office of the Secretary of the Commission. Ip 16021 023 54X 

Fiche 30-209. 03/06/10# 8306130390 


— 0306130395 Discusses mgt integrity issues Util confident in capability 
ti integrity of mgt organiiation t# pei sonnel Certificate 
of Sve end 

OIECKAHP.H General Public Utilities - GPU Bervica Corp 
03/06/10 PALLADiNOiN U Commissioners 9pp 10051 054 54X 

Fiche 50-589. 03/06/ 10# 8306130390 


8306130410 Foruards corrected Page 4 to GPU B30610 Itr to NRC re 
atsignmoiit of personnel to provide overview assessment., 
analysis or audit of plant activitios 

DLAKE# E L Ehaw# Pittman# Potts U Trowbridga SLAKE. E L 
Metropolitan Edison Co 03/06/10 CKILH # 8 J Office of the 

Secretary of the Commission 5pp 111R47 121 SAX 

Fiche 50-509.03/06/10# 0306150410 


8306150245 Answer to THI Alert 030523 motion to reopen record on Issue 
of util mgt competence it integrity Moves to defer ruling on 
motion pending further development of open iesues 14/ 

Certificate of 8 vc 

ODL08ERQ.J R Hearing Branch 2 HAONERrhl.E Hearing Branch 4 
03/06/13 Atomic Safety and Licensing Appeal Panel IBpp 
18846 110 SAX Fiche 30-509* 83/06/13. 8306190245 


8306160600 Opposes separation of util mgt from actions of util 
employees Issues re restart concern individual 6 local 
community control In determining std U quality of liPt 
HOCHENOONCn#L Dauphin County. PA 03/06/13# PALLADJMO.N J 
Cammissioners Spp 18666 095 24X Fiche 90-269.63/06/13# 

0306160600 


0306060173 Response opposing TMl Alert 030519 request for adjudicatory 
bearing on steam generator repair amend Request should be 
denied u/o prejudice re TMl Alert ability to file subsequent 
request for hearing per recent notice M/Cer t i f icatc of 9vc 
RAUSONiR j Hearing Branch 4 03/06/03 Commlss loners 15pp 

10771 DPI 24X riche S0-2Q9# 03/06/03# 0306000173 


0306150354 Corrected FR not Ir e# er ig Inol ly issued 030531# extending date 
by which licensees may request hearing parties may Pile 
urlttan petition for leave to intervene to 030630 re 030507 
application for amend to License DPR-50 

STOLZ.J F Operating Reactors Branch 4 03/06/03 3pp 10D67 359 

54 X Fiche 50-287# 03/06/03# 0306150324 


8306090297 Errata to Aemodl comments re 1C Insp Rep I 50-289/03-10 Ic 
Cemml as ion 030524 briefing re Hartman matter Carttflcatc of 
Sve enc 1 

AAMODT.M Aemndtr., The 03/06/06 4pp 10775 533 54 X 

Fiche 50-2B7# 03/06/06# 0306090297 


0306160604 Petition for review of ASLAS 030926 Decision. ALAB-729. J ssuas 
re adequacy of DHR not retolved Certificate of flve enel 
HEISS»E R Union of Concerned Bclentists NEIS 8 «E R Harmo-n Si 

He las 03/06/13 Commissioners lOpp 10869 086 S4X 

Fiche 50-289*81/06/13.0306160604 


G306160008 Forwards MJ Difcks 03O6JO memo tn Commltsian in responee tn 
Commissioner Oillnsky G30531 memo re Hartmen elleDatloni, 

H/o end 

WAOMERiH E Hcerlng Branch 4 03/06/ J 4. EDLEB# 0. J # KOHL,C N . 

DUCK. J H Atomic Bafaty and Licensing Appeal Panel Ip 10061 397. 
54X Ficho 50-209# 03706/14# B306 160000 


0306160297 Comments on EDO 830607 pi oposal re TMI-1 restert Restart si/o 
addressing questions re operator cheating Si util response to 
cheating Sc util competence t# i ntogrl ty . unacceptable. 

Certificate «f 8 vc enc 1 

HE100#E Union of Concerned Bclentists 03/06/14 7pp, 10060' 060 
24X Fiche 50-289.03/06/14,8306160297. 


03O6O9OS1 1 Response apposing TMl Alert 830523 motion to reopen record 
re llcersee mgt competence & integrity Certificate of 8 vc 
enc 1 

DLAKE. E.L Metrapolltan Edison Co DLAKb. E L Bhau. Pittman. Potts 
it Trowbridge 03/06/07 Atomic Bofety and Licensing Appeal Panel. 
40pp 18776 031 24X Fiche 50-289.83/06/07,0306090311 


8306090343 Advises that 03O53J memo to VI Dircks re Hartman ellegationi 
b NRC reply to memn should be served on parties 

PLAlWErH H Office of the General Counsel 03/06/07 OILINOKY. V 
Commissioners ip 10794 334 24X Ficho 90-289.03/06/07. 

0306070343 


B30613040B Response to util 030523 reply opposing NRC 030451 brief on 
review of ALAD-698 8 < response to util 030523 motion for 
k aave to file affidavit Util should be required to staff 
emergency operations facility W/Certi f icate of Svt 
ORAYrJ R Hearing Branch 4 03/06/0/ Commissioners 2?pp 

(0023 095 24X Fiche 50-209.03/06/07.8306130408 


0306160594 Urges restart deferral until significant issues resolved. 
QAGE.K National Lauiyeri Guild. Houston Chapter 03/06/14. 
PALLADINO.N j • OILINBKY. V , ROBERTS, T M Commisslnneri, ip. 
1 B 866 101 24 X Fiche 50-209.03/06/14.8306160594 


6306200320 Order scheduling 63Q750 oral argument on MM Aamodt 080903) 
N «( M Aamodt 030416 6 THI Alert 030523 motion* to reopen 
record in DethesdaiMD Parties must inform ASLAD of 
participation by B30630 

TOMPKINS. D A Atomic Safety and Licensing Appeal Panel 03/06/16. 
7pp 1B9Q0 353 24X Fiche. 50-209*03/06/16,0306200328 


0306220042 Notice of withdrawal of appearance In proceeding Certificate 
□ f Sve end 

STRAUBE.H Affllietipn Unknown 03/06/16 4pp. 10930.175 24K 

Fiche 50-287. 83/06/16. 0306220042, 


B306S2D046 Notice of withdrawal of appearance In praciedlng Certificate 
of Bve end 

ADLER, R H Pennsylvania. Commonwealth of.. B3/06/17 4pp, 

1B920 204 24X Fiche, 50-289. 83/06/17, 0306220046 
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830^2201^2 Commonia on H Oiscktunp 830927 & 0610 Itrs re imniediate 
■f f tctiv#nt&B of TOitart Oicckamp cdncoalment of imfo 
datrlmertal to evidences i^til policy of expediency 

Cartificete of 8v< encJ 

AAMOOr. N 0 * AAMOOT. N M Aamodts, The 33/06/18 8pp 1B92A 166 
24X FI Che 90-2e9i 83/06/18. 83D&220142 


8306220147 Cootniinta re NRC 830619 briefing of Oomnissioti an util 
compllanee w/apen items tr 830616 briefing of CommlsBipn re 
plant staffing to avoid employtsent of personnel involved In 
fal 1 1 f Icat Ion of leak ratea Certificate of 8vc end 
AAKOOTi M M. Aamodts. The 83/06/18 6pp 18926 190 24X 

riche. S0-2B9 . 03/06/ 1 0. B306220 M7 


8306220068 Hotlone to provide Info & to lift order of confidentiality 
of reopened hearing Order of ,conf identiajll ty should he 
lifted to pernlt discussion of staffing per DIrds fc 
Dledanp Itri Certificate of Sve end 

AAKODTj M H Aanorfts. The D3y-06/20 Atomic Safety and Licensing 
Appeal Panel Spp. 18930 100 24X FJehe 50-289,83/06/20, 

8306220060 


8306220071 Forward* INPO G30610 draft rapt on restart evaluation <( INPO 
May 1983 rept re corp assistance visit Sve list end. 

BLAKE, E L Shaw. Pittman, Potts & Trowbridge DLAKE.E L 
Metropolitan Edison Co 83/06/20. EDLES,!} J « BUCK, J H , KUifL*C N 
Atomic Safety and Licensing Appeal Panel 46pp 18927 i8B 24X 
Ff cha: 90-209, 03/06/20. 8306220071 


8306230367 Order extending time until 030715 for Commission to act to 
review ALAB-724 

CHiLKiS.J Office of the Secretary of the -Commission. B3/06/2J.. 
Commie I loners Ip 10944 I2B 24X Fiche 50-289,83/06/21, 
0306230367 


8306200532 Support* restart Four yrs more than sufficient time to 
reactivate Thl-I 

8PAN0*U,R American Society of Utility Investors 83/06/21 
PALLADINO. N J- NRC ~ No Oetalled Affiliation Given Ip J9019 007. 
24X Fiche 50-209.83/06/21,8306200532 


0306280530 Provides Dorough of High spire. Dauph in C«unty*PA Resolution 
4-83. supporting Governor of Pennsylvania position on TMI-1 
reetapt.in 030602 Itr TMJ-2 should be decontaminated 6 
defueled THI should be dosed permanently 

PCflTHEMDfiE. W Dauphin County. PA 83/06/21 PALLADINO.NJ 
Commissioners Ip 19020. OOJ 24X Fiche- 50-209, 83/06/21, 
0306280530 


8306300076 Rti^uest for hearing re util request for Tech Spec rev to 
address steam generator tub* repair te-chniques other than 
piogg ing, Pub lie perceives significant hatards 
considerations 

ODOOLtNOiB House of Rep 83/06/21 CMILK, B Office of the 
Secretary of the Commission, 2pp. 19i22 093. B4X 
Fiche. 50-289. 03/06/21,8306300076 


8306230360 Rtsponds to 030601 Itr requesting evidence on NRC staff 
member statement 4t Comml sslon B30924 meeting re 
fa 1 li ficaiion of leak rate tasting record Statement that NRC 
aware records falsified does not reflect NRC views 
FLAlNEiH.H Office of the General Counsel 83/06/22 DLAKE.E L 
Shaw. Pittnan. Potts & Trowbridge. Ip. 18943.331. 24X 

Fiche. 50-209. 83/06/22,8306230360 


0306240279 Forwards OELD 630614 memo to MR Denton re util untimely 
submittal of Basic Energy Technology Acsoc. Inc Ic Rohrer- 
Hlfa ler-Rep logla, Inc repts Matter to be referred to Ofe of 
Investigations 

DmcKSiW. J. Office of the Executive Director for Operations. 
03/06/22 PALLADINO, N U r GiLINQKY. V . AHEARNE. J Commissioners 
Ip. 18900-134 24X Fiche. 50-209,83/06/22.8306240279. 


— 8306240201 Advises that licensee failed to meet duty to make Board 
notlf icat ions Br obligations under Section 106 by failing to 
provide Rohrer-Hi blar-Rtplog 1 e , Inc L Basic Energy 
Technology Assoc. Inc rept* in timely manner 

CUMMlNOHAMiG H, Office of the Esecutive Legal Director 83/06/14. 
DENT0N,K, R Office of Nuclear Reactor Regulation. Director 9pp, 
18900; 139 24X Fiche 50-209. 83/06/22. 8306240279. 


8306270300 Expresses concerni re WIC proposal to waive asam of ©PU 
corp mgt policies tr to fncu* on allegations of individual 
misconduct. GPU established mgt policies I. practices should 
be Investigated. 

8KGDLEY, R. Three Nile Island Alert 83/06/22. Commi se loners. 
Ip. 18993.303. 24 X Fiche 50-289.83/06/23,8306270300. 


8306270265 Feriuards Chairman Pallarfino statement on Commissioner 
OlHnsky 830622 tentative concluslone re restbrt. 

CHILK.S, J, Office of the Secretery of the Commission 83/06/23. 
Office of the Executive Legal Director. Ip. 18990-210 24X 

Fiche: 50-209.03/06/23. 0306270265. 


— 0306270270 Chairman Pal lad mo statement on Commi sq i oner Gilin&ky 
tentative conclusions on rrttart Comments premature since 
relevant info unavailable 

PALLADINO, N J Camailss i onet c 83/06/23 Ip 1B970 211 24 X 

Fic ho 50-2B9. 03/06/33. 0306270269 


6306270273 Forwards Commissi onei Ahoarne Asselstine stotemont s on 
Commissioner Oilinsky 030622 tentative conclusions re 
raster t 

CHILK. B J Office of the Sen ctary of the Commission 03/06/P3 
Office of the Executive LeQol Director Ip 18996 190 .MX 
Fiche 50-209. 83/06/23. a3062701?73 


— B30627027B Commissioner Asaelstine statement re Commltslonor Gilinsky 
tentative conclusions on restart Agrees ui/ChaiTmun Palladino 
that Immediate Commission decision premature since relevant 
info currently unavailable 

ASSFLSTINE Commissioners 83/06/23 Jp 10996 19J 24X 

Fi c h D 50-299. 83/06/23. 830627027 J 


— 03O627O2B1 Cemmi as i oner Ahearne statement re Commissionor Oilinsliy 
tentative conclusions on restart Agi ees w/Chairmon 
Palladino statement 

AHEARNE. J Coinmi ssioners 03/06/23 Ip 1B996 19? 24X 

Pick e 50-209* 03/06/23, 03062/02/3 


63062702 06 Order directing that party answers to MM Anniodt 830621 
motion for provision of info I. to lift order of 
confidentiality of reopened hrarlnp. bo filed by 83U627 
SHOEMAKER, C J AtuPiic Safety and Licensing Appeal Panel 83/06/23 
2pp 10996 176 24X Fiche 50-269.03/06/23,6306270206 


6306270320 Forwards Conur i ss lonui Gilinsky 030622 memo rc restart 
CHILK»S J Office of the Serretriry of the Commission 03/O6/P3 
Office of the Exocutive Legal Director Ip 10994 041 ?4X 

Fiche 50-289.63/06/20,0 306270320 


—8306270323 Presents tentative conclusions re restart Continued 
shortcomings in util performance show conditions that led to 
accident have not been corrected Top mgt must be replaced 
to resolve problems 

OILIhrSKYiV Commissioners 63/06/22 Office of the Executive 
Legal Director 3Ipp J8794 042 24X Fiche 50-289.83/06/23. 

6306270320 


0306300095 Bubmits comments opposing Commission B3033I pi oposed no 
significant harards determination re util proposed Tech Spec 
amend addressing steam generator tube repairs utilixlng 
methods other than plugging 

DORGSHOM. J Three Mile Island Alert 83/06/23 Office of the 
Secretary of the Commission 2pp 19J20 013 24X 

Fiche 50-209. 03/06/23, 8306300095 


— 6306300097 Affidavit of PL Lujonac that TMl Alert planninp count il 
officially endorsed TMI Alert 830519 request for heariny on 
proposed license amend re steam generator lube repair. on 
830607 

LOJANAC.P L Three Mile Island Alert 63/06/16 Ip. 19120 016 
24X Fic ho 50-209.83/06/23.0306300095 


8306200527 Response of Ltr-Desig noted Individuals 0. W N. opposing 
Aamodt 030620 motion for provision of info to lift order of 
c onf tdentlal 1 ty of reopened hearing No substantial change In 
c ircuns tanres shown 

VOIOTrM H Affiliation Unknown VDIGT.H H LeDoeuf, Lamb. Lei by 6 
MacRae 63/06/27 Atomic Safety and Licensing Appeal Panel 3pp 
19019 266 24X Fiche 50-209.83/06/27.6306200527 


— 030628D530 ResponsD of Individuals employed at TMl on 790320. oppo&iriq 
Aamodt 030620 request for metis from federal grand jury NRC 
Lacks juri sd Ictl on since grand jury mails can be disclosed 
only by court order Certificate of Sve end 

VOIOT. H H Affiliation Unknown 03/06/27 Atomic Safety and 
Licensing Appeal Panel 6pp 17019 200 24X 

Fiche 50-209, 03/06/27, 0306200527 


8306290399 Answer opposing Aamodt 030621 motion for provision of iiifo b 
to lift order of confidentiality of reopened procedure 
Request for resumes af all new employee* excessively 
burdensome H/Csrtl f Icate of Bve 

SAU8ER. D B Metropolitan Edison Co DAUBER. D D &hau> Pittman, 
Potts 6 Trowbridge 03/06/27 Atomic Safety and Licensing Board 
Panel 9pp 19053 106 24X Fiche, 5O“209. 83/06/27. 0306290399 


0306290550 Answer opposing Aamodl 630601 motions for provision of Info 
6 to lift order of confidentiality Motion premature 8. overly 
broad In scope. Motion requesting info treated as discovery 
request for production of documents N/Lerti f Icate of 0vc 
NAGNER, M E, Hearing Branch 4 03/06/27 Atomic Safety and 

Licensing Appeal Panel 495pp, 19050 313 24X 

Fiche 50-209. 03/06/27. 0306270558 
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B30&30003? Response supporting Aamodt motion for provision of 

info re mgt competence & integrity issues Info directly 
relevant Certificate of Bvc end 

WEISBrE R Union of Concerned Scientists 83/06/37 Atomic 

Safety and Licensing Appeal Panel 6pp 19120 35B 24X 

Flche 50-aB9i 93/06/a7i 0306300039 


830627037S Ansuier opposing UCS B30613 petition for Commission review of 
ALAR-ya? No question of fact# law or policy affecting public 
health & safety presented for review Certificate of Sve 
enc 1 

CUTCHlNr J M Hearing Branch A Q3/06/20 Commissioners 12pp 
19055 aoa S4X Flche 50~2G9. fl3/06/28i 8306290372 


Q306300090 Answer opposing UCS G30613 petition for review of ALAB-7a9 
Petition docs not clearly identify Issues needing review 
Four factors not addressed Certificate of Bvc end 
BAXTER# T A Metropolitan Edison Co 83/06/20 Commissioners 
ISpp I9iai 019 24X Fiche 50“aB7. 83/06/28. 8306300050 


83063000B7 Forwards util 8( Pic kardj Lowe 8f Garrick correspondence re 
invest! getlon of potential safety issues 

BLAKE. E.L Shaw. Pittman. Potts & Trowbridgo BLAKE* E L 
Metropolitan Edison Co B3/06/2Q EOLES. 0 J . BUCK. J H . KOHL.O N 
Atomic Safety and Licensing Appeal Panel i47pp J9120 042 24X 

Fiche 50~a09. 83/06/28. 8306300087 


H Ocnoral coi rospoiidence 


P Operating license stage documents correspondence 


B3050604B7 Provides addl info per 030413 verbal request re emergency 
feedwater seismic qualification 

KUKILL. H D General Public Utilities - GPU Service Corp 83/09/02 
STOLZ.J F Operating Reactors Branch 4 2pp 18348 139 24X 

Fiche 30-289. 83/05/02, 8305060407 


8306010404 Foruards operational QA plan for TMl-l 8< Oyster Creek 
Nuclear Stations, per 10CFR50 54<a)<2) U/o end 

HUHILL. H General Public Utilities - GPU Ssrvlcs Corp 83/05/23 
Region 1. Office of Director Ip 18679 314 24X 

Fiche 50-000. 03/05/23*8306010404 


B306150297 Notice of consideration of Issuance of amend to License 
OPR-50 tc proposed no significant haiards consideration 
determination t* opportunity for hearing Amend revises Tech 
Specs to recogniie steam generator tube repair techniques 
8T0LZ.J F Operating Reactors Branch 4 03/09/24 9pp. 10870? 0i7 

24X Fiche 50-289.83/05/24,8306150297 


0306060181 Foruards revised list of fees paid S( fees due Indicating 
over payment by util re amend applications Agrees w/Items 
1**4 in NRC 830429 Itr but takes exception u/Item 9 re steam 
generator repairs Refund requested 

HUKILL, H 0 General Public Utilities ~ GPU Service Corp 03/06/01 
MILLER. N 0 License Fee Management Branch 2pp 10728 104 24X 

Fiche 50-209.03/06/01.0306060181 


0306060142 Supports restart NRC incompetence & ineptitude displayed 
In end 830925 news artido 

HILLIAMS.UO American Group Co 83/05/27 DENTON. H R Office of 
Nuclear Reactor Regulation. Director Opp 1B7S7 249 24X 

Fiche 50-209.83/05/27.8306060142 


SSOAIGOOB? Discusses restart issues 

LEEi J Affiliation Unknoun 83/06/06 Commissioners bpp 
10023 017 24X Fiche 5D’'309. 03/06/06. 8306130389 


S306100237 Ack receipt of 030602 Itr opposing restart of Unit 1 Ltr 
will be placed in docket file 

OILINSKT. V Commissioners 03/06/08 HURST. A Affiliation 
Unknown Ip 10805 135 24X Fiche* 50-209. 83/06/08. 0306100237 


— B306£00311 Opposes restart of Unit 1 

KURST.A Affiliation Unknown 83/06/02 NRC - No Detailed 
Affiliation Given 3pp 10805 136 24X Fiche 50-289.03/06/08. 

0306100237 


0306150174 Responds to 830523 ltr addressed to WJ Dircks & foiwards 
"Priority Concerns of Liceneed Nuclear Operators at TNI t< 

Oyster Creek {. Buggested Action Steps*' l< "Review of Current 
it Projected Expenditures S< Manpower Utilixation for GPU " 
CUNNINGHAM. 0 H Office of the Executive Legal Director 83/06/13 
LEVIS. M I Lewis. M 2pp 18851*001 24X Ftcho 50-000,83/06/13. 

8306150174 


--B306150179 "Priority Concerns of Licensed Nuclear Operators at TNI 8. 
Byeter Creek it Suggested Action Btape. " final rept 
D'ARCV. P F . SAUER. U R Affiliation Unknown 83/03/15 56pp. 

18051 003 24X FUhe 50-000.03/06/13.8306150174 


--8306150189 "Review of Current L Projected Expenditures fc Manpower 
Utilization for GPU Nuclear Corp " 

e Basic Energy Technology Associates 83/02/28 16ipp 

18051:099 24X Fiche 90-000.83/06/13,0306150174 


6306170377 Lists L Drown comments on restart 

GOLDSMITH. R Commissioners 63/06/13 Commissi oners. Ip 
18080 278 84X Fiche, 50-289. 03/06/13. 8306170377 


G306200246 Forwards list of procedures reviewed. changed if appropriate 
h typical examples of controls that exist to assure 
equipment returned to svc. per NUREO-060B. Suppl 1 

HUKILL. H D General Public Utilities - GPU Service Corp 83/06/01 

Region 1. Office of Director 19pp 18901 187 24X 

Fiche 50-289.83/06/01.8306200246 


8306220190 Forwards Vol 9. Number 4 to NUREG-0090, "Rapt to Congrtss on 
AOs." for Fourth Quarter CY82 One AO reported at NRC 
licensees re inoperability of containment spray sys 
Agreement states reported no AOs 

AHEARNE.J F Commissioners 83/06/02 O'NEILL. T.P House of Rep. 
BUSH. OHM Senate 2pp. 18940,024 24X Fiche' 90-000. 83/06/02, 

0306220198 


— 0306220268 Discusses importance of carefully analysing 830222 racord of 
hearing on util/DLW litigation to determine whether record 
contains info bearing on questions of competence Sc character 
requirements of DL holder Questions per TMI-2 accident end. 

UDALLiM K House of Rep . Interior St Insular Affairs 83/02^25. 
PALLADINO. N Commissioners 2pp 18940.112 24X 

Fiche 50-000.83/06/02.0306220190 


8306160606 Requests that NRR review listed DttH-GPU lawsuit documents re 
facility restart Conclusions St recommendations will be 
Integrated Into overall NRC conclusions on mgt integrity 
0IRCK8. W J Office of the Executive Director for Operations 
83/06/07 PALLADINO. N. J . 01L1N8KY. V . AHEARNG. J. F. Commissioners 
lapp iB084 315 24X Fiche* 50-269. 83/06/07. 0306160606, 


0306220207 Advises of NRC actlDDs initiated to reach currant position 
re impact of mgt integrity on restart Review should focus on 
past performance of individuals identified by various 
al legations. reviews 6 investigations 

DIRCKSrH vi Office of the Executive Director for Operations. 
83/06/07 PALLADINO. N J. . OILIN0KY.V, . AHEARNE. J Commlssionars 
i3pp 18951:023 24X Fiche* 50-209. 03/06/07. 8306220207. 


8306090330 Forwards MU Dlrcks 030607 memo to Commissioners re NRC 
recommendations for completion of restart review. 

GOLDBERG. J,R Hearing Branch 2 B3/06/OB EDLE8. 0. J . KOHL. C. N. . 

BUCK. J. H Atomic Safety and Licensing Appeal Panel. 14pp. 

18799 096 24X Fiche 90-289103/06/08,8306090338 


8306170305 Opines that NRC approach to separate corporate institution 
from corporate employees legally presumptuous 6 solidifies 
contention that NRC in collusion w/utils. 

LEE. J Affiliation Unknown, 83/06/13 Commissioners 4pp 
18BS0 066 24X Fiche 50-289.03/06/13.8306170309 


8306870370 Opposes decision to allow restart before serious questions 
ra integrity & competence of TMl mgt 6 staff resolved, 

FIHAMORE.O, A. . COCHRAN. T D. Natural Resources Defense Council 
83/06/23. PALCADINOiN J . GiLlNSKViV. . ROBERTS, T.M. CommUsioners 
Ip, 10993 314 24X Fiche 50-209.83/06/23.8306270370, 


6306270303 Disagrees w/Gommi ssioner Gilinsky attack on NRC chairman, 
president of GPU & president of GPU Nuclear GPU effort to 
recover from Mar 1979 accident commended 

MA1.8KE. C, Atomic Industrial Forum 83/06/24, PAL LADINO. N, J 
Commissioners. ip. 10999 287 24X Fiche, 50-289. 83/06/24. 

0306270303 


9306140014 Forwards amind fee 1. steam generator repair program review 
fee. per 030909 Tech Spec Change Request 125 it request for 
approval of steam generator repair 

HUKILL. H D General Public Utilities - GPU Bervlce Corp 83/06/00. 

0TOLZ.J F Operating Reactors Branch 4 Ip. 10830:326. 24X 

Fiche 50-209.83/06/00,8306140014, 


8306140480 Forwards revised schedule for post-accident instrumentation 
transmitted by 830520 ltr re environ qualification of 
electrical equipment (iOCFRSO. 49). Date of referenced ltr 
corrected. Or iginal end should be replaced 

HUKILL, H D. General Public Utilities - GPU Service Corp 83/06/08, 
DENTON. H, A, Office of Nuclear Reactor Regulation. Director 2pp. 
18843,279 24X Fiche 90-209.83/06/08.0306140480 
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630^140683 Advl»«« that util will, join other B6U oiNners- in performing 
«upple«€Tiital generic analyses to qirantiPy reactor coolant 
pump trip luhcfloting (tiarginsi per 830918 discueeion. 

SchadvlB will lie subnltted in gul 1983. 

KUKILL.K D Oenrral Public UtUitieo - OPU SerWee Carp. 63/O6/0B 
STOLZiJ.F Operating Reactors Branch 4* Ip. 18833 3S9 24X 

F i Che. 90-889. 83/^06/08^ 8306 14 0683 


8306170479 Request* current schedule* on hot functional testing 6 
plant readirevs far eriticalltg tr power sscal-atlon testing 
Identification of schedules of iten* controlling restart 
it eng updated info requested hg 830613. 

EIBENHIFT, D 0 Division of Licensing 83/06/00 HUKILL, H D. 
Oensral Public Utilities - OPU Gervlce Oorp. 3pp. 18894 332. S4K 
Piche. 90-889. B3/06/0B> 8306170475. 


B3068S0824 Forward* draft tables reflecting statu* of NUREO^VSS. 
flUREO-0737. hMlE0-O6G!0 & rKWEO-0746 restart certification 
items. Meeting proposed for 830614 to discuss status of Iteas 
listed in end 

arotz.j F. Operating Reactors Branch 4 83/06/09 HUKTLL.H D 

Oeneral Public Utilltle* - GPU Service Corp 3Spp 18990 318 24X 

Fiche, 50-869,83/06/09, B3062808S4. 


6306140S86 Forwards restart nilestone schedul *, Including hot functional 
testing Sc tero phgsics testing, in response to hnc 830608 
request. Vl/f our oversiie charts. Aperture cards are available 
in PIW. 

HUKlLLiH. D. General Public Utilities - CPU Service Corp 83/06/10 
EISEIMJT.6. 0 Division of Licensing. Spp. 18841 894 84X 

Fiche: 50-889, 83/06/ tO. 8306140586 


83Q61703S6 Inform* of post-repair testing result* of repaired once- 
through steam generators V plan* to proceed w/remainder of 
test pragraei Drip, bubble U eddg current testing exam* 
conducted. Addl plugging repair* will be made. 

KtMlLL, H D. General Public Utilities - GPU Service Corp 83/06/13 
8T0LZ, J F. Operating Reactors Branch 4. Spp 18670:165 84X 

Fiche 50-299,83/06/1318306170896, 


8306S20318 Request* FR publication of notice of consideratian of 
Issuance of amend to License DPR-90 6 proposed no 
significant hazards consideration determination re eteam 
generator repair techniques. 

STOLZiJ F Operating Reactor* Branch 4. 83/06/14 CLARK, R A 

Operating Reactor* Branch 3. 8pp. 18977,150 24X 

Fiche. 50-8B9, 83/06/144 8306280318. 


B3062B0036 Forwards evaluation It request fur addl Info on respunses to 
821810 order re »IURE0-0737i Item II. F 2. •detection of 
Inedequate Core Cooling. ** Clarification requeetsd within 
30 dags* Il'iflltal indicator* acceptable 

STDLZi'J. F Operating Reactor* Branch 4. 83/06/14. HUKILL* M. D. 

General Public Util it ic* - GPU Service Corp. 8pp 19048:348. 84ir 
Fiche: 50-289. 83/06/14, 8306280036. 


8306210361 Notification of 830620 meeting w/utll in Bethesde.HD to 
discuss action* taken to reinforce confidence in capabllitg 
Cl integritg of util urganization 6 personnel asiocieted w/ 
facility. 

VAN VLICTiJ. Operating Reactor* Branch 4 83/06/17 9T0LZ* 3 F 

Operating Reeckora Branch 4 2pp, 18937 226. 24X 

Fiche: 50-289, 83/06/ 17, 83062 10361. 


8306220071 Forward* INPD 830610 draft rapt an restart evaluation & INPO 
Hag i9G3 rapt re corp assistancm vislt.Evc Hat end. 

BLAKE* E.L Shaw, Pittman* Pott* t Trowbridge. BLAKE. E. L. 

Metropolitan Edison Co 83/06/20. EDLC8, 0 J. * BUCK.U, H , KOHL*C. N 
Atomic Safatg and Licensing Appeal PanvK 46pp 18927. 188. 24X 

Fiche* 50-289* 83/06/20, 8306220071. 


8306270231 Forward* application to amend License DPH-50* enn* luting of 
Tech 8pec Chmge Request 127 re centerline fuel «elt limit, 
flux to pump trip setpalnt k quadrant tilt. 

HUKILL, H D- General Public Utilities - GPU Service Corp 83/06/20. 
STOLZiU F. Operating Reacter* Branch 4. Ipp. 19968:240, '24X 

Fiche. 50-289, 83/06/20, 8306270231. 


—8306270233 Application to amend License BFR-50* consisting of Tech Spec 
Change Request 127 re centarlln* fuel melt limit, flup tq 
pump trip setpoint k quadrant tilt 

MAtlLLvH, 0 General Public Utilities - GPU Bervice Corp 
83/06/20. Spp. 18988 241 24X Fiche. 50-289* 83/06/20, 8306270231. 


8306270234 Proposed Tech Spec* re analvse* of significant hazards 
censlderatlons. 

e General Public Utilities - GPU Service Corp. 03/06/20. 4pp 
18988:246, 24X Pi chf - 50-289, 83/06/20, 8306270231 


0306300087 Forcjard* util t, Pickard, Uoue 8< OarrtcJi correspondence re 
i nvefit i gat ion of potential safety issues 

BLAKE. E L Show, Pittman, Potts & Irouihrxdgo DLAKE, E L 
Metropolitan Edison Co 83/06/28 EDLE8. 6 J , DUCK, J H , KOhH. , Q N 
Atomic Dnfety: and Licensing Appeal Panel 147pp 19120 04^ 24X 

Fiche 50-289, 03/06 /Sa> 8306300087 


Q Inspection reports, tE Oulletin* k c art esp and enc c 


0306200438 FOIA request for HRC Investigation Rept 1-83-003 rt 
f act Iz t le*. 

KILCOVWE, J-J Kilcoune. J J B3/03/2B FELTON, J DiviBXOii of 
Rules and Records Ip 18920 018 24X Fiche 50-289,03/03/20, 

8 30620 0438 


8306200434 Responds to FQIA request for NRC Investigatinn Rept 1-Q3-003 
re facilities Rept withheld (ref FQIA Exemptiona 5 k 7) 

FELTON, J M Division of Rule* and Records 83/05/02 KILCOYNE, J J 
Kilcoyne, J J Ip 18920 017 24X Fiche 50-287,03/05/02, 

8306200434 


8305110450 IE Info Notice 93-32, "Ruptured Ain-241 Sources Contained In 
Hell Lagging Device " Sve list end 

TAYLOR, J ft Divxsian of Safeguards 6 Inspection Programs (Post 
630103) 83/05/26 Consolidated Edison Co of New York, fne 
125pp. 18831 043 24X Fiche 50-000.83/05/26,8303110458 


8305110460 IE Info Notice 03-34, '‘Event Notification Info Worksheet ** 
Sve list end 

JORDAN, E L Division of Emergency Preparedness k Engineering 
Response (Post asoiOSl. 83/05/26 Consolidated Edison Co of Neu 
York* Inc llBpp 10732.085 84X Fiche 50-000, 03/0S/26, 83051 10460 


030S1IO461 IE Info Notice 83-35, "Fuel Movement Ul/Control Rods 
Withdrawn at DWRs " Sve list end 

JORDAN, £ L Division of Emergency Preparedness k Engineering 
Response (Post 830103) 03/05/31 Consolidated Edison Co of New 

York. Inc ll6pp 10732:200 24X Fiche 50-000, 03/05/31, 03051 10461 


03O61SI>OO5 Forwards IE Insp Rept 50-289/83-11 on 630329-0512 No 
noneompliance noted 

8TAR08TECKI, R Division of Project k Resident Programs 83/06/02 
KilKlLL,H D Oeneral Public Utilities - GPU Service Corp 2ap 
18846 348 24X Fiche 50-289, 83/06/02, 83061 5000S 


—8306150008 IE Insp Rept 50-289/03-11 on 830329-0512 No noncomp 1 lance 
noted Major areas inspected licensee action on previous insp 
find 1 ngs, plant operation (shutdown), inc lud ing steam 
generator repairs, re* tart mods k small break analysis 
YOUNG, F., BARR, K. f CONTE, R Region 1, Office of Director 

03/06/02 9pp 1004 6 390 24X Fiche 50-289,83/06/02,8306130005 


0306380366 Responds to IE Bulletin B3-03 Emergency diesel generators 
at facility differ fram those described in bulletin Problems 
not experienced w/emergency diesel generator check valves 
HUKILL, H D General Public Utilities - GPU Service Corp 03/06/08 
Region I, Office of Director 3pp 19018 187 24X 

Fiche 50-289, 03/06/00* 8306200366 


0309110464 IE Info Notice 83-36, "Impact of Security Practice^ on Oaf* 
Operation* " Sve list end 

JORDAN, E. L Division of Emergency Preparedness *t Engineering 
RespeinsB (Post 830103) 03/06/07 Consolidated Edison Co of New 

York* rnc llVpp. 10830:280 24X Fiche 50-000.83/06/09,8305110464 


0309110470 IE Info Notice 83-3B, "Defective Meat Sink Adhesive 6 
SeiSAically Induced Chatter in Relays Nithin Printed 
Circuit Card* Sve list end 

x^ORDAN, £, L Division of Emergency Preparedness li Engineering 
Response (Post 8301 03) 03/06/13 Consolidated Edison Co of New 

York* Inc llBpp 10920:225 24X Fiche 50-000,83/06/13,0305110470 


830609D010 IE Info Notice 03-37* "Transformer Failure Resulting From 
Degraded Internal Connection Cahles " Bve list end 
■JORDAN, E.L Division <jf Emergency Preparedness k Engineering 
Response (Post 030103). 03/06/13 Consolidated Edison Co of Neu 

York* Inc 24ppp 18921-001. 24X Fiche 50-000,83/06/13,8306090010 


8309110475 IE Info Notice 03-40, "Need to Environmentally Qualify 
Epoiy Grouts it Sealers." Sve list end 

JORDAN, £. L Divleian of Emergency Preparedness It Engineering 
Reiponsc (post 830103). 03/06/22, Consolidated Edison Co. af Neu 

York* Inc. lISpp. 19021*179 24X Fiche 50-000, 83/06/22, 0305110475 


B30911D477 IE Info Notice 83-41, "Actuation of Fire Suppression 8ys 
Causing Inoparabil i ty of Bafaty-Related Equipment " 8vc list 

end. 

•JORDANi E L. Division of Emergency Preparedness It Engineering 
Responsfl (Past 030103). 03/06/22 Consolidated Edison Co. ef New 

York. Inc, 120pp. 10997:007 24X Fich* 50-000,83/06/22,8305110477. 
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6305110479 IE Info Notice "Reactor Hade Suitch Hal functions ** 

3vc list end 

JORDANi E L, Division of Emerflency Preparedness 8< Engineerinp 
Rrsponse (Post 630103) 63/06/S3 Consolidated Edison Co of Neu 

V^ork. Inc 116pp 1B996 S4S a4X Ficite SO-000* 03/0&/23, 03051 10479 


030^300070 Foruards revised page to BS0920 summary of stresies an 
tlack wall elements per 030427 telconi in response to 
IE Bulletin BO-ll Rev reflects stresses following 
reinforcement repairs of reactor bldg elevator shaft 
HUKiLLi H D General Public Utilities ■>' GPU Bervice Corp B3/0&/S3 
STGLZ. J F Operating Reactors Branch 4 2pp 19048 330 34X 

F i c h e 50-2B9i 83/06/23. 8306300078 


8305110403 IE Info Notice 83-43. "Improper Settings of Intermedioie 
Range (IR) High Flux Trip Setpoints *' Bvc list end 
JORDAN. E L Division of Emergency Preparedness U Engineering 
Response (post 630103) 03/06/84 Consolidated Edison Co of New 

York. Inc U6pp 19046 297 84X Fiche 50-000.83/06/24.0305110463 


R Periodic operating reports related correspondence 


B3D60104O7 Correction to annual operating rept 1981 containing info on 
total aircraft movements at Marrisburq Inti Airport, 

HUKILL. H D General Public Utilities ~ GPU Serviee Corp 83/05/11, 
Region 1. Office of Director 8pp 18679'312 84X 

Fiche: 50-PB9. 83/05/ 1 i . 8306010407 


8306070215 Forwards “TMI Aquatic Study. Apr 1983 " 

RESSLER.M, C General Public Utilities - GPU Bervice Corp B3/06/01 
HICKEY. C NRC - No Detailed Affiliation Given Ip 18747 021 
24 X Fiche 50-209.83/06/01.8306070215 


—0306070219 "TMI Aquatic Study. Apr 1983 " 

NARDACCI.OA. If hthyol ogical Associates. Inc 83/04/30 19pp 
1 0747 .022 24X Fiche' 50-289. 03/06/01. 83060702 1 5 


8306300162 Forwards "ThI Aquatic Study. Monthly Rept for May 1983." 
prepared by Ichthoy ol og icaJ Assoc. Inc 

RESBLER.M C General Public Utilities - GPU Service Corp 83/06/27 
HICKEY. C NRC - No Detailed Affiliation Given Ip 19119 280, 

24X Fiche 50-289.83/06/27.8306300162 


—0306300164 "TMI Aquatic Study. Monthly Rept for Hay 1983 " 

NARDACCI.G A Ichthyological Associates. Inc 83/05/31 23pp 
19119,281, 24X Fiche 50-289. 83/06/27. 0306300162. 


8 Reportable occurrences. LERs Ir related correspondence 


6306010353 LER 83-Ot3/03L-0 on 830419. while in cold shutdown. relay 
room carbon dioxide fire protection sys pressure fell below 
Tech Specs Caused by seat leakage through bleeder valve Fire 
wetch posted New valve install ed. U/83051B Itr 

BTEPHENBON.C J. . HUKILL. H D General Public Util it lee - GPU Bervlce 
Corp. 83/05/18 Region 1. Office of Director 4pp 18681' 357 
24X Fiche- 50-209. 83/05/18. 0306010353 


8306200127 Updated LHR 62-002/03L-1 on 8P0128. during long-terift cold 
shutdown, leakage deposits observed on 2-inch nipple which 
connicts auxiliary bldg side of valve WD0-V4, Caused by 
stress corrosion cracking Pipe replaced U/B30606 Itr 
STEPHENBON. C, J > HUKILL. H D General Public Utilities - GPU Bervico 
Corp. 03/06/06, Region 1. Office of Director 8pp 18903,315 
24X Fiche 50-289.83/06/06. 8306200127 


6306310247 Forwards updated LERs 83-003/01T-1 b 02-011 /99X-1. 

HUKILL. H.O. General Public Utilitios - GPU Service Corp 03/06/06 
Region 1. Office of Director, Ip 10915,061 24X 

Fiche 50-289i 03/06/06. 8306210247 


—6306210254 Updated LER B2-011/99X-1 on 820B31. notification received 
from Myle Labs that PORV severely corroded Caused by use of 
acid sulfur compounds Spare valve installed 

STEPHENBON. C, J. General Public Utilities - GPU Service Corp, 
B3/06/06. Region 1. Office of Director, Ip. 18919,062, 24X 

Fiche 90-289. 83/06/06. 8306210247 


—8306210298 Updated LER e3-003/OlT-l* on 830211. PORV special Insp 
revealed corrosion Ceused by use of acid sulfur compounds 
PORV Internals replaced 1. leak tested h pressurlxer steam 
space inspected 

BTEPMENBON. C, J General Public Utilities - GPU flervlce Corp. 
83/06/06 Region 1. Office Pf Director. lOpp 18919 063 24X 

Fiche: 50-209. 63/06/06. B3062 10247 


8306210040 LER 83-015 on 630611. oxygen, concentration in miscellaneous 
waste storage tank gas space exceeded Tech Bpec limits 
Nitrogen used to purge oxygen from sys 6 reduce 
concentration 

TOOLE. R J General Public Utilities - GPU Service Corp 83/06/14, 
HURLEY. T E Region 1. Office of Director ip 18912 336 24X 

Fiche 50-289.83/06/14.6306210040 


6306280365 LER 83-014 /03L-0 on 830518. while in long-term cold shutdown, 
liquid radioactive effluent monitor RM-L6 found inoperable 
RI1-L6 functioned properly after monitor switch turned off 1. 
on RM8 recorder charts will be monitored U/B30617 Itr 
STEPHENBON.C J . HUKILL. H D General Public Utilitios - GPU Servics 
Corp 83/06/17 HURLEY. T E Region 1. Office of Director 4pp, 
19001 200 24X Fiche 50-269.83/06/17.8306280365 


T Hearing transcripts on non-antitrust matters 


8306170490 Transcript of Commission 830615 briefing in Uashlngton. DC 
re status of certification in TMI-1 reaiart proceeding Pp 
1-36 Supporting documentation end 

a Commissioners 83/06/15 BOpp. 1B906 234 24X 

Fiche 50-289.83/06/19.8306170450 


V Operator Examinations 


8306140170 Extends invitation to attend 830627 meeting in King of 
Prussia. FA to dicust transfer of reactor operator 
licensing function From Dethesda.KD to Region I ofc, 

8 TARO 8 TECKI 1 R, Division of Project & Resident Programs 83/06/09. 
HUKILL. H D General Public Utilities - GPU Service Corp, 2pp 
18839 036 24X Fiche 50-2Q9. 03/06/09. 8306 140 170 


DOCKET 50-293 PILGRIM NUCLEAR POWER QTATlONr UNIT 1 


P Operating license stage documents tt correspondence 


6305240436 Forwards addl info on implementation of Rev 1 to KUREO-0313. 
in response to NRC B3040B request H/two overslxe drawings 
Aperture cards are available in PDR 

HARRINGTON. W D Doston Edison Go 03/05/20 VASSALLO. D B. 

Operating Reactors Branch 2 8pp 10973 224 24X 

Fiche 60-293.63/05/20.8305240436 


— 8305240443 Rev 4 to Procedure 22 A 16. "’Ultrasonic Exam of Piping 
Welds " 

DEEDS. P.E Peabody International Corp 80/02/22 24pp 
16973 232 24X Fiche 90 -2 93. 63/09/80, 6305240436. 


— 8305240446 Rev 53 to Procedure BHRl-NDT- 600-3. "Hanual Ultrasonic Exam 
of Pressure Piping Welds " 

e Southwest Research Institute 79/07/31. 41pp 16573 256 24X 

Fiche. 50-293, 03/05/20. 8309240436. 


—8309240455 Rev 3 to Procedure BWRI-NDT-700-9, •'Metbaniisd Exam of 
Vessel Components. Vessel Welds 1. Piping Welds.’* 

* Southwest Research Institute 79/07/30 20pp. 19573:297 24X 

Fiche; 50-293. 63/05/20, 8305240436 


—6305240461 Rev 6 to Procedure 8WRI-NDT-700-5. "Hechenlxed Ultrasonic 
Exam of Vessel Components, Vessel Welds It Piping Welds," 

» Southwest Research Institute 81/02/28 GBpp, 16973' 317 24X 

Fiche' 90-293,83/05/20. 6309240436 


6306010334 Submits response to Generic Ltr 83-02 re Implementation 
of NUREG -0737 items No Tech Spec changas required for 
Iteme I A, 1 1. 3. 1 A 1 3. II E. 4. 1. II. E, 4. 2 5. 11 E 4 2 6, 

It E 4 2 7,II,H 3 3.11 K 3 13. II K 3 32 fc HI. K, 3,15. 

HARRINGTON. W D Boston Edison Go 83/05/24. EISENHUT, D. 0. 
Division of Licensing. 2pp 18672:315. 24X Fiche' 50-293. 83/09/24. 

B306010334. 


8306070167 Application to amend License DPR-35. revtelng Tech Bpeci to 
expand operating region of power/flow wap I. provide 
aeeociated changes in average power range monitor flux 
scram h rod block trip settings. (Proposed Change 03-05. ) 
HARRINOTON.W. D Boston Edison Co. 63/05/31. VASSALLO, D. B. 
Operating Reactors Branch 2 ip. 18739*004 24X 

Fiche' 50-293, 63/05/31. 8306070167 


■6306070170 Propoied Tech Specs expanding operating region of power/flow 
mep Ik providing associeted changes in average power range 
monitor flux scram h rod block trip eettinge 
e Boston Edison Co 83/05/31. tipp. 16739.005 24X 

Fiche. 50-293. 63/05/31, B306070167 


—8306070174 "GE BWR Extended Load Line Limit Analysis for PUgrim 
Nuclear Power Station Unit 1 Cycle 6. " 

FTRrMFR.n i . QRTDLEV.R I Flertrlr Pn NRVI-PP198 
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8306070045 ClanflBS misconception in 03O5J3 safety evelumtiou 
lubmitted in response to Nm£0-'0737i 1 II F I'-S re 
ccnteinasnt hifih'^engs radiation monitor* High^range dr-ijwell 
radiation monitors tt procedures In place when responee sent 
HAflR INOTON4 H D Boston Edison Co B3/06/01 VASBALLO, D B 
Opiratinji Reactors Branch 3 Ip 10739:343 24)t 

riche 50^2934 03/06/01. 0306070045 


0306070340 Foruardi fee far 030405 proposed changes to Tech Spec 
Sections S.2,2 B h Table 3 11 l.per lOCFRITO 
HAARINOTON4 U. O Boston Edison Co 03/06/01 VASSALtO. D 0. 
Operating Reactors Branch 2 Ip 10742 152 24X 

F I Che 50-293* 83/06/01. 8306070343 


0306140613 Forwards Rev I to Tfi-SSlO'-i* “Mark I Containment Program 
Plent Unique Analysis ftept of Torus Bupprrsslon Chamber for 
Pilgrim RtattoniUnit 1 

HARRtROTQN. R 8 Boston Edison Co 03/06/07 VASSALLO* 0 B. 
Operating Reectors Branch 2 tp 18B37 001 24X 

F 1 c h B. 50-293* 83/06/07. 8306 i 4061 3 


— 6306140616 "Kark I Contalnnent Program Plant Uniqua Analysis Rept 
of Torus Suppraseion Chamber for Pilgrim Station* Unit I " 

» Teledyne Engineering Services TR-S3I0-i ROl 83/04/2]« 12pp 
1B837 002 24X Fiche 50-293.83/06/07.0306140612 


8306220196 Advises that 830426 submittal of addl info re deletion of 
annual aerial photography acceptable Confirmation of 
coousiteent to Implement noriifiid breakuiiter monitoring 
program within 30 days requested 

VA8SALLO1D. B Dptratlng Reactors Branch 2 03/06/07 

KABftINOTON.M, D Boston Edison Co 3pp. 1B951 040. 24X 

F i c h e. 50-293. 83/06/07* 83062201 96 


6306150011 Forwards detailed design description of implemantation of 
NlinEO-0737. Item 11 F L 6. ^Containment Atmospheric Honltor. '* 
per 630411 request Task to be completed by 640601 
HARRIROTON*M D Boston Edison Co 03/06/09 VASSALLO. D R 
Operating Reactor* Branch 2 Mpp 1884 6 334. 24X 

Fi Ch B 50-293, 83/06/09. 63 06 1 5001 1 


6306220003 Forwards "Offsite Dose Calculation Hanual* ** per 030415 
commitment ra radiological effluent 6 environ monitoring 
Tech Spec*. 

HAflRlWOTON*W a Boston Edison Co 03/06/16 VASSALLO. D B 
Operating Reactors Branch 2 ip 18926.070 84X 

FI Che 50-293. 03/06/ 16. 6306220003 


“-6306220009 ''Offsite Dose Calculation Manual. ** 

4 Boston Edison Co 83/06/10 00pp 10928:079 24X 

Fi C h i 50-293. 03/06/ 16* 8 306220003 


— B209200370 "Pilgiim Nuclear Power Btatjon Unit 1 Infroi vice Inop 
Prograjn, " technical evaluation rept 

■» Science Applications. Inc NRC-03-02-096 BA 1 -1 06-0211- !iri 
82/09/17 NRC - No Detailed Affili^ition Given DApp 
18734 2 52 24X Fiche 30-293.03/05/19.0306030119 


— 0306030134 Notice of granting relief, in port, from ABME Codo QocilcTi 
inservice insp requirements 

VASSALLO. D B Operating Reactors Branch 2 03/05/19 L'pp 

18734 280 24X Fiche 30-293,03/05/19.0306030119 


0305110459 IE Info Notice 03-32, "Ruptured Afiv- 241 Sourcee Cantained in 
Nell Logging Device " Sve list end 

TAVLOR.J N Division of Safeguards S. Inspection Progroms ilPost 
830103), 03/05/26 Consolidated Edison Co of Neui Vorli* Inc. 

125pp 10031 043 24X Fiche 30-000. 03/03/26, 03031 1045D 


0305110460 IE Info Notice 83-34* "Event Notification Info Norhfthmot " 

9 VC list end 

JORDAN. E L Division of Lmergencg Preparedness 6 Engineering 
Response (Post 030103) 03/05/26 Consolidated Edisoni Co of New 

York* Inc I15pp 10732 085 94X Firho 30-000. 03/03/26. Q3051 JO4A0 


0305110461 IE Info Notice 83-35. "Fuel Nnvement U/Gontml Rado 
Withdrawn at DWRs " 8vc list end 

JORDAN. E L Division of emergency Preparednos* it Cnflinoorlnfl 
Response <Post 030103) 03/05/31 Consolidated Ed 1 Bon Co of New 

York. Inc tl6pp 10732 200 24X Fiche 30-000. 03/05/31 . Q303 1 10461 


0306200130 Forward* IE Insp Rept 50-293/33-0? on 030404-0503 t notice* 
of violation & deviation 

BTARD3TECKI, R. Division of Project it Resident Progroms QD/OA/OA 
HARRINGTON, M D Boston Edison Co 2pp 1Q903 OOL^ HAX 
Fiche 50-293.03/06/06.0306200150 


— 030-6200161 Notice of Violation from insp on 030404-0503 

* Region 1. Office of Director 03/06/06 Epp iD903 OtH I»4X 
Fiche 50-293,03/06/06.0306200150 


—8306200162 Notice of deviation from insp on 030404-0503 

* Region 1. Office of Director. 83/06/06 Ip 10903 006 D4X 
Fiche 50-293.03/06/06.0306200150 


— B306200166 IE Insp Rept 50-293/03-09 on 830404-0503. Nduc omp limn t • 
noted failure to maintain Q-llst. update FSAR it perform 
preventive maint. per Procedure 3 M 3-6 during lost refuel Ino 
cycle 

JOHNSON* J . EICHENHOLZ.H . EL8AS0ER. T Region 1* Orfice of 
Director 03/05/23 23pp 24X Fiche. 50-893. 83/06/06. □3062001 DO 


0306200331 Forward* addl Class III fee for praposed Tech Spec 
Change 03-8 r* m«i tritlcal power retio limits & safety 
rtUef valve simmer margin, per B30620 request. 

HARRINGTON. H. D Boston Edison Co 03/06/23 VASSALLO* B. B 
Operating Reactors Brsneh 2 ip 19001 222. 24X 

Fiche* 50-293* 63/06/23. 030620033 1 


0306170325 Forward* summary of 830810 mgt meeting w/utll in Boston* MA 
re status of performance Improvement program Apr 1903 
mllestcines complete 

Division of Project & Resident Programs 03/06/07 
HARRINGTON, M 0 Boston Edison Co. 5pp 13070 246 24X 

Flcbe. 50-293.83/06/07. 03061 7032S 


Q. Inspection raporti* IE Bulletins It correspondence 

8306020409 Forwards IE Insp Rept 50-293/03-12 on 830486-29 t notice 
of Vkolatlan. 

”k!JBTPjaT?Hj ^ Technical Programs. 03/05/18 

HARRINGTON. W D Boston Edison Co 2pp 10693*206 84 X 

Fiche; 50-293. 83/05/10. 6306080409 

93106020413 Notice of violation from insp on 630426-29 

♦ Reg^n I. Qfflc* of Director 03/05/18 2pp 18693.210 24 X 

Fiche, 50-293*03/05/10. 8306020409 

830426-89, N.n«»»pH.„c. n.t.d, 
failure to control high radiation areas per Tech Spec 6.13 
lOCFRM radioactivity a^.as per ^ 

Flebi- 50-293. 83/05/19,0306030119. ^ 

— Kiii:-!-;::: “ 
SKSi.rs5Si»f!r'" 


8306140632 Advises that 030280 response. Rev 2 to perfortnnnce 
Improvement program to 02OM0 order, acceptab le 8, 
incorporates 020927 comments Effectiveness of program 
stressed at future meetlnoii 

c.** Region 1. Office of Director 03/06/00 HAR R I NO T tIN* W Jl 

8306140632*’^°"^° 10043 060 24X FI ch e 50-293, 83/06/00. 

030*230309 Forward! IE In.p Rap* 50-293/B3-13 on 83091.0-13 .. naiicB 

Or VI>PlACLOn« 

^HARHINOTDN Engineering 6 Technical Progvomu 03/06/00 

HflRRiNOTPN. W D Boston Edison Co 2pn 18943 112 BAX 

Fiche 50-293, 03/06/08. 0306230309 

0306230392 Notice of violation from Insp on 830510-13 

» Region 1. Office of Director 03/O6/OB, la 18943-114 P4X 
Fiche 50-293.83/06/08.0306230389, ^ *0^93.114 

'“®^“??S®?at{urI’’JS ?a?f 90-8M/a3-13 an 03OS1O-13, Noi,nan.pl Inner 
Procedure* for chloride anmlysis 
** vendor lab proceduroa 


KOTTANTy‘""p!lBJ?li^u'" ePfluant samples,' 

KOTTAN. J, J . PA0ClAKrW Region 1. Office of Director 
7pp, 10943,115, 24X Fiche 50-293,83/06/03,8306230309 


03/OA/Oa 


®*pi^“t:nI^'S« Prrctlca. nn 8*f. 

(Paa'aMiss,"' tes;' . « 

Yank. Inc 1,9pp. ,0830 800. 24* F.rh, 50-00^ oSosjJoW 
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6306I40697 Ack rcteipt of B3093I Itr informing NRC of otops takon to 
correct violations notod in IL Insp Rapt 50*-293/Q3-'07 
STAROSTCCKIi R Division of Project Resident Programs 03/06/09 

KARRlNaTON^W D Boston Edison Co Ip 10034 005 94X 

Fiche 50-293, 0J/O6/O9, 0306140657 


— B3061<40662 Responds to NRC 030502 Itr io violations notod In IE Insp 
Ropt 50-293/03-07 Corrective actions personnel 
counseled for failing to implonient requirements of 
Procedure TP 02-43 re standby gas bi eabment sys 
HARRiNOTONiW D Boston Edison Co B3/05/31 8TAR09TECHI, R 
Division of Project Resident Progr&ms 2pp 10834 006 24X 

Fiche 30-293,03/06/09,0006140657 


0305110470 IE Info Nuiice 03-30, ''Defective Heat 0ink Adhesive l< 
Selsmically Induced Chatter in Relays Within Printed 
Circuit Cards " Dvc list end 

JORDANj E L Division of Cmeigency F^reparcdncss b Engineoring 
Response (Post 030103) 03/06/13 Consolidated Edison Co of Neio 

York, Int ll0pp 1B920 225 24X Tithe 30-000.03/06/13.0305110470 


0306090010 IE Info Notice 03-37* "Transformer Failure Resulting from 
Degraded Internal Connection Cables ” Bvc list end 
JORDAN. E L Division of Emergency Preparedness li Engineering 
Response (Post 030103) 03/06/13 Consolidated Edison Co of Neu 

York. Inc 243pp 10921 OOi 24X Fiche 30-000.03/06/13.0306090010 


0306200357 Foruards IE Insp Rept 30-293/83-00 on 030509-13 & nollte of 
violat i en 

MARTIN. T T Division of Engineering i< Technical Pt ogra/ns 03/06/13 

WAHR J NOTON, W. D Boston Edison Co 2pp 19020 283 24X 

Fiche- 30-293, 03/06/13. 0306200357 


S Reportable occurrences. LLRs U relatad correspondence 


0306010306 Updated EER 61-059/03L-1 on 01 1002. acceptance criteria for 
Test 0 7 3. "Secondary Containment Leak Rate Test." not met 
Caused by damper alignment reducing capability Engineering 
evaluations added to proceduic U/030509 Itr 

HARRINOTON, W D . VENDER, J Boston Edison Co 83/03/09 Region 1. 
Office of Director 2pp 10602 171 24X Fiche 30-293.83/05/09, 

3306010306 


0306010393 LER 03-020/011-0 on 030429, Tech Opec Sections 3 11 D l< 

4 II D not incorporated Sections issued u/Amend 39 
Inadvertently deleted by Amend 42 Caused by personnel error 
Procedural change Initiated U/030512 Itr 

MHITNEY.O 0 . HARRINGTON. W D Boston Edison Co 03/05/12 Region 
1. Office Df Director 3pp 106B2 231 24X Fiche 50-293.03/05/12, 

0306010393 


0306010157 LER B3-023/03L-0 on 030420 & 0504, diesel generator fuel pump 
belt A broke Caused by improper Installation Detailed 
instructions written Sc belt replaced W/B30513 Itr 

WHITNEY. 0 O , HARRINOTON. W D Boston Edison Co 03/05/13 Region 
1, Office of Director 2pp 10673 336 24X Fiche* 50-293. 03/05/13. 

0306010157 


0306010322 LER Q3-019/03U-0 on B30410, uprlnk ler head supply pipe on top 
of turbine stop valves found severed ui/water running from 
pipe Probably caused bg pipe fatigue due to vibration Pipe 
threaded. installed & visually inspected W/830513 Itr. 

GRAHAM. E T . HARRINOTON. W D Boston Edison Co B3/05/13 Region 
t, Office of Director 2pp 10602 275 24X Fiche 50-293.03/05/13, 
8306010322 


—8306200363 Notice of violation from insp on 830509-13 

e Region 1. Office of Director 03/06/13 Ip 17020 205 24X 

Fiche 50-293.03/06/13,0306260357 


— B3O620O4B4 IE Insp Rept 50-293/03-00 on 030509-13 Noncompl lance noted 
failure to conduct radiological environ monitoring program 
audit at required frequency $< failure to submit 1902 
radiological environ monitoring program ropt on time 
JACKSON. T J . STRUCKMAYER. R . PASCIAK. W Region 1, Office of 
Director 03/06/09, 7pp 19020 206 24X Fiche 50-293,03/06/13. 

0306200357 


9306240172 Informs that Rev 1 to A8ME testing program for pumps S. 
valves will be sent by 030715 Rev concerns second IO-*gr 
insp Interval for period 021200-921207 Submittal will also 
contain relief requests 

HARRINOTON.W D. Boston Edison Co 03/06/17 VA88ALLD. D D 
Operating Reactors Branch 2 Ip 18781 035 34X 

Fiche 50-293.03/06/17.0306240172 


8305110479 IE Info Notice 03-40, "Need to environmentally Qualify 
Epoxy Grouts fc Sealers " Sve list end 

JORDAN, E L Division of Emergency Preparedness Ic Engineering 
Response (Post 030103) 03/06/22. Consol 1 dated Edison Cp of New 

York, Inc ilSpp 19021 179 24X Fiche 50-000,03/06/22,0305110475. 


G3051 10477 IE Info Notice 83-41, "Actuation of Fire Suppression 0ys 
Causing Inoperability of Oaf oty-Relatod Equipment " Sve list 
enc 1 

JORDAN, r L Division of Emergency Preparedness it Engineering 
Response (Post B30i03) 03/06/22 Consolidated Edison Co of New 

York. Inc. 120pp 18997 007 24X Fir he 50-000, 03/06/22, 03051 10477 


0305110477 IE Info Notice 03-42, "Reactor Mode Switch Malfunctions," 
9vc list encl 

JORDAN, E L Division of Emergency Preparedness & Engineerlno 
Response (Post 03OiO3) 03/06/23 Consolidated Edison Co. of New 

York, Inc li6pp 10996.242 24X Fiche 50-000,03/06/23,0305110479 


6306010060 LER 03-O24/O3U-O on 030421, drywel 1 airborne leak detection 
sys (C-19> particulate channel found inoperable Caused by 
failure of heat tracing on sensing line to particulate 
detector Heat tracing repaired W/B30516 Itr, 

WHITNEY, 0 0 , HARRINGTON. W D Boston Edison Co 03/05/16 Region 
i, Office of Director 2pp 10674.084 24X Fiche- 50-293, 83/05/16, 

0306010060 


6306010275 Updated LER 62-047/03X-1 on 02100B. water leak observed on 
74-ft elevation of reactor bldg in reactor water cleeniip 
holding pump room Caused by socket uield cracks in vent 
assembly New assembly installed W/830516 Itr 

VENDER, J , HARRINGTON, W D Boston Edison Co 03/05/16 Region 1, 
Office of Director 2pp 10672 241. 24X Fiche; 50-293. 03/05/16, 

8306010275 


0306020419 LER e3-025/03L-0’ on 
iurvei 1 lance. si i ding door in 
close, Caused by Interference 
rope It security barrier Knot 
HARR I NOTON, W 0 , WHITNEY. 0 0 
1, Office of Director 2pp 
0306020419 


030425, during fire protection 
switchgear room did not fully 
between knot in counterweight 
removed. W/030534 Itr. 

Dostan Edison Go, 03/05/24. Region 
10694 125 24X Fiche. 50-293. &3/09/24# 


0306020456 Updated LER 82-034 /03X-2- a n 020026. both HPCl area smoke 
detector sys mad# inoperable to perform, corrective wafnt due 
to moisture inside detectors Caused by condensation from 
steam leak Detectors replaced W/B30524 Itr 

VENDER. J . HARRINGTON, W. D Boston Edison Co. 03/05/24. Region 1, 
Office of Director 2pp 10693 304 24X Fiche, 50-293, 03/05/24, 

8306020456 


B306210206 Updated LER 03-005/01 X-1 * on 030216, util operated u/o D. 2SX 
delta K shutdown margin required per Tech Spec 3 3 A J 
Caused by Inappropriate cold critical eigenvalue used in GE 
calculations W/B3053i Ur. 

VARNER, D M , HARRINOTON, W. D. Boston Edison Co 03/05/31 Region 
1. Office of Director 5pp 18917 02? 24X Fiche. SO-293. 03/09/31. 

8306210206 


0305110403 IE Info Notice 03-43, "Improper Settings of Intermediate 
Range (IR) High Flux Trip Setpoints." Sve list end 
JORDAN, E L Division of Emergency Preparedness it Engineering 
Responstt (Post 030103) 03/06/24 Consolidated Edison Co of New 

York, Inc. Il6pp 19046 297 24X Fiche. 50-000, 83/06/24, 0305110403. 


R Periodic operating reports I. related correspondence 


0306020154 Monthly operating rept for Mar 1703. W/030413 Ur. 

HARRINOTON, M D , WHITNEY. 6 0 Boston Edison Cq 03/04/13 7pp, 
1 8690! 347 24X Fiche 50-293.03/04/13,8306020154 


0306210184 Updated LER 81-05B/01X-1 on 81 1026, during refuel outage, 
cable spreading room carbon dioxide eye declared inoperative 
following abort of special operabill-ty test. Caused by design 
deficiency Halon 1301 flooding sys Installed W/83060B Itr 
VERRELLt.D M , HARRINGTON, W D Boston Edison Cp 83/06/00 
Raglan 1, Office of Director. 3pp. 10915 154 24X 

Fiche. 50-293, 83/06/00, 0306210184 


6306280072 LER 03-026 /03L-0 on 830519, d ur Ing Insp of control rod drive 
piping, number of vent valve plugs discovered missing No 
leaks abeerved. Caused by Inadequate procedures Missing plugs 
replaced. Procedures modified W/6306i3 Itr 

WHITNEy,G G , HARRINOTON. W. D Boston Edison Co 83/06/13 Region 
1. Office of Director. 2pp 19001.179. 24X Fiche: 50-293. 83/06/13, 

8306280072 
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B3O/>2SO330 LER e3-02S/C}3L“0 on B3051B* diesel generator fuel booster 
punp belt E parted Caused bg broken belt cHp St conif i tions 
not elloulng Imaedia-te repleeemant of belt D uhen belt A 
broken Belt B replaced U/830&t3 Itr 

UHITNEYifG 0 « HARR INOTONi U 0 Boston Edison Co 83/06/13 
Region Office of Olrector 2pp. 17001 274 24X 

F i c h e SO-293. 83/06/13. e3062aoa&B 


S306230219 Faruiards dddl info on control rooiri human factors items re 
nuisance alai ms. pi i ont i zati on of multiple alarms Ic 
communications le/brcathing apporatuB. in response to 03051J 
telcon 

LENTINE.r G f cimmonuica It h Edison Co 03/06/16 DLNTUN.HR Officr 

of Nuclear Reactor Regulation. Diroctoi I7pp lH94b 264 {ifix 
fiche 50-295. 83/06/16. 83062302 1 9 


V Operator Examinations 


8 Inspection reports. lE Dullciins & c nt r espondence 


8306140095 Extends invitation to attend 830627 meeting in King of 
Prusiia.PA to discuss transfer of reactor operator 
licensing function from Drthesda.KD to Region I ofc 
STAR05TECKI. R Division of Project «c Resident Programs D3/06/D9 
HARRINOTQN.H D Boston Edison Co 2pp 19838 337 S4X 
Fiche 50-293, B3/06/09f 8306140055 


DOCKET 50-294 MICHIGAN STATE UNIV RESEARCH REACTOR 


F aecuritg. medical, emergeneg ti fire piotcction plane 


B306210333 Foruardi req.uest for addl info re HI State Univ research 
r sac tor 621006 Emergency plan to continue rtvlfltit per 
requirements 10CFR50. App E.Reg Guide 2 6pRev t A ANSI/ 

AN3-15 16-1902 Info requested within 30 daijs of Itr date, 

THOMAS. C 0 Standardiietion S. Special Projects Branch B3/06/10 
HILKINSON. e M Michigan State Unlv 6pp 18921 334 24X 

Fichi 50-294,83/06/10.0306210333 


DOCKET 50-S95 ZION NUCLEAR POWER STATION. UNIT 1 


F Security, medical, emergency (i fire protection plant 


6306210314 FOIA request for NRC records re security violations tc 
safeguards events at nuclear facilities 

GCX.£>ENBEROr 8 Seri ppi -Howard Newspapers B3/04/22 FELTON# J H 
Office of Administration 2pp J8925 198, 24X 

Fiche 90-000.03/04/2510306310314 


030606051 B Forwaido lE I nap Rep Is 50-395/03" 04 t< 50-304/03-04 on 
830305-0429 & notice of violation 

SHAFER. WO Region 3. Office of Oirocior B3/05/J9 REED. C 
Commonwealth Edibon Co 2pp 10/27 J(>6 24X Ficho 50-295.03/05/19. 

8306060218 


— 8306060219 Notice of violation from iiisp on 030305-0459 

SHAFER.W D Region 3. Office of Director 03/05/19 2pp 
18727 308 24X Fiche 50-295,03/05/19.0306060218 


—0306060821 IE Inap Repts 90 -895/B3-04 U 50-304/83-04 on 830305-0489 
Noncompliance noted failure to provide proceduroc to account 
for plant condition changes after instrument callbr S. 
failure to keep high radiation door locked 

WATERS. J n . DUNAWAY. F R . HARTMANN. H L Region 3. Office of 
Director 03/05/18 12pp 18787 310 S4X Fiche 50-895.83/05/19. 
B306060210 


0309110458 IE Info Notice 83-32. "Ruptured Am-S4l Bources Contained In 
Well Logging Device *' Sve list oriel 

TAYLOR# J M Division of Hafoguards it Inspection Programs (Post 
030103) 83/05/86 Consolidated Edison Cn of New York. Inc 
I29pp 1883 1 043 24X Ficho 50-000. 03/05/26. 03051 104 50 


0305110460 IC Info Notice 83-34. "Cvont Notification Info Worksheet ** 
Sve list onrl 

JORDAN# E L Division of Emergency F*r oparednees 4. Engineering 
Rosponse (Post 830103) 03/05/26 Consolidated Edison Co of New 

York. Inc I15pp 18732 085 24X Ficho 50-000.83/09/26.8309110460 


B306210306 Partial response to FOIA request for NRC records re security 
violations b safeguards events at nuclear facilities Repts 
listed on App A available in PDR» Beareh for adtfl documents 
subj to request continuing 

FELTON. JM Division of Rules and Records 83/09/J6, GOLDENBERO, 0 
ScTippi-HouBrif Newspapers Spp 16925 196, 24X 

Fiche 90-000. 03/09/16# 03062 1 0306 


8306130294 Forwards FEMA final exercise evaluations of offsite 
emergsnev preparedness exercise conducted on ei0729« 1007 
it 830118 No major exercise deficiencies noted 
HIND.J A Region 3. Office of Dir tc tor 83/06/09, REE0#C 

Commonwealth Edison Co 2pp 10023 334 24X Fiche: 50-295. 03/06/09. 

B306 130294 


P Operating license stage documents t. correspondence 


8306030300 Forwards draft "ContTol of Heavy Loads iC-10>i Zion atatian 
Units i 8< 2. " per responses to fWC 000731 request for review 
of provisions for handling 8. control of heavy loads in 
conformance U/NUREO-061S Addl guidance end 

yARCA.0 A Operating Reactors Branch 1 03/05/19, FARRAR. D L 

CommonweaUh Edison Co. ISpp 10735.006 24X Fiche* 50-275. 

83/05/ 19. 8306030508 


—8306030513 Draft "Control of Heavy Loads (C-10>iZion Station Units 1 it 
2#* technical evaluation rept. 

SARGENT. I H . VITO. D J Franklin Institute/FrankLln Research 
Center NRC-03-ai-l30 TCR-C 5506-4 03/404 DR. B2/IJ/30 
CLEMENSONi F NRC - No Detailed Affiliation Given 
10733 021 24X Fiche 50-295,03/05/19.0306030500 


SCpp 


8306090194 Dtscuises otil in ter prate t ion of 10CFR90. 49. **Envirpn 
Oyalificatlon of Electrical Equipment Impqrtant to Befetu 
for Nuclear Power Plants " Intent of rulemaking U to 

program for replacement equipment not parts 
^ n Commonwealth Edison Co. B3/06/03. DENTON# N, R Office 
of Nuclear Reactor Regulation. Director 3pp, 1 0796* 090. a4X 
Fiche- 90-000. 83/06/03. 0306090194 


e3062lTO73 BuppU 030913 Itr re NUREG-0737. Item ir,F,i.5. "Cnntaiiwnen t 
rl! I Level Monitoring Sys " Lower value of tranemitter 
error should be used for calculating of overall loop 
uncertainties 

LENTINE.F 0. Commonwealth Edison Ca 63/06/15. DENTON# H ft Offlci 
«»P«l*Uon. Director. ip. 10912! 291 24X 

Fiche- 30-295. 03/06/ 15, 8306210073, ^ v,i<. icyi. 


0305110461 IE Info Notice 83-39. "Fuol Movement W/Contidl Rodr. 
Withdrawn at DWRs " five list oncl 

JORDAN# E L Division of Emorgency Preparednoee Sc Cnginoerlng 
Response (Post 830103) 03/05/31 Consolidated Edison Co of New 

York. Int 116pp 10732 200 24X Flcho 50-000.83/05/31,0305110461 


6306090125 Confirms B30602 telcun roquest for l-uk extonelon to reply 
to notice of violation L proposed imposition of civil 
penalty Request granted 

KEPPLER.J 0 Region 3, Office of Direr tor 83/06/06 0 'CONNOR, J J 

Commonwealth Edison Co Ip 10795 290 24X Fiche 50-399.83/06/06. 

8306090125 


B306100094 Forwatds response to IE Bulletin 03-03 re diesel generator 
cooling wetar chock valves Plants utiliie Mission Dug-Check 
valves employing hlnge-to-pin design for protection against 
V ibratlon-induc ed failure 

BARNE8.pl CommonweoUh EdisonCo 03/06/07 KLPPLCR. J 0 Region 
3, Office of Director 7pp 1G802 230 24X Ficho 50-000. 03/06/07, 

B 3061 00094 


0306170300 Forwards response to IE Bulletin 03-03 re diesel generator 
cooling water check valves Valves at Dresden 8. LaDolle 
acceptable w/o further insp Kept on valve failures at Quad 
Cities ulll be submitted within 90 days of insp completion 
DARNE8, PL Commonwealth Edison Co 03/06/07 KEPPLER, J 0 Region 
3r Office of Director 7pp JGQQO 211 24X Fiche 30-000# 03/06/07. 

6306170300 


9305110464 IE Info Notice 83-36i "Impact of Security Practices on Safe 
Operations " Sve list end 

JORDAN. E L Division of Emergency Preparedness !< Lngineering 
Response (Post 630103) 63/06/09 Consolidated Edison Co nf New 

York. Inc ll9pp 10030 200 24X Fiche: 50-000. 03/06/0?. 03051 10464 


0305110470 IE Inffj Notice B3-3B. "Defective Heat Sink Adhesive 
Seismically Induced Chatter in Relays Within Printed 
Circuit Cards " Ovc list end 

JOnDAN. C L, Divlaion of Emergency Preparedness it Engineering 
Response (Post 030103) 03/06/13 Consolidated Edison Co. of New 

York. Inc tlOpp 18920 225, 24X Fiche 50-000,63/06/13.0309110470 


0306090010 lE Info Notice 63-37. "Transformer Failure Resulting From 
Degraded Internal Connection Cables ’♦ Sve list end. 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Poet 030103) 63/06/13 Consolidated Edison Co. of New 

York, Inc 243pp, 16921 OOi D4X Ficho 30-000. 03/06/13# 030609001 0 
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8306170277 Forwards addendum cfitisi t-tinq of confirmatory meaBiirements 
program data shoot for IE Ititp Ropts J>O-29i>/0a-3O & 

50-30^/82-27 re Si -89 9r-90 Info will close Open J tpmfi 

295/82-30-0 t< 304/B2-27-01 

PAPERIEUQ. C J Rpgion 3, Office of Director B3/06/14 KECD. C 
Commonwealth Edison Co Opp 10U7B L'60 24X Ficho 50-295. 83/06/ M. 

03061/027/ 


8306220026 Ack receipt of Itr informinq NRC of steps tuken to 

correct vioJatione noted in IL limp Ropts 50-295/83-07 8c 
50-304/03-06 

PAPEfliEI-LO.C J Reqlon 3. Office of Director 83/06/17 RLri), C 
Commonwealth ndison Co Ip 1D92Q 210 D4X Fiche 50-295.03/06/17. 
8306220026 


0305110475 1C Info Notice 83 40# "Need to environmentally Quol i fy 
Epo3(>g Grouts ^ Sealers " 3vt list enc I 

■JORDAN# E L Division of emergency I’reparedness Ic engineering 
Response (Post Q30103) 03/06/22 Consolidated Edison Co ef New 

Yorif# I nr 115pp 19021 J7V 24/ Tic he 50-000,03/06/22.0305110475 


8305110477 IE Info Notice 83-41. ^'Actuation of Fire Suppression 8ys 
Causing Inoperability of Safety -Related Equipment '* Sve list 
enc 1 

JORDAN. C L Division of Emeigencu Preparedness it (nginoerlng 
Response (Post 830103) 6J/06/22 Consolidated Edison Co ef New 

York# Inc I20pp 10997 00/ P4X Fit he 50-000.03/06/23.0305110477 


8305110479 IE Info Notice B3-4y. “Heoi tor Mode Switch Malfunctions " 
Sve list end 

JORDAN. E L Division of Emergency Preparedness 1. I'ngineoring 
Resp-onse (Post B30103) 03/06/33 Consolidated Edison Cn of New 

York. Inc il6pp 18996 #"’4L> 24X Flfhe 50-000. 83/06/23. B3051 10479 


8306300197 Ack receipt of B30616 Itr informing NRC nf steps t.iken to 
correct violations noted in 11 limp Ropts 50-295/83-04 8( 

50-304 /B3-04 

SHAFER. W D Region 3. Of fir r of Diieclor 83/06/23 REED. C 
Commonwealth Edison Co Ip 191 ?2 133 D4X Fiche 50-295,83/06/23# 
8306300197 


--8306300216 Responds to NRC 830519 Itr re violations noted in IE Insp 
Ropts 50-295/03-04 & 50-304/03 04 Coirective actions entire 
Radiological Protection Procedure 1190-1 will bo kept at 
work site u/calibr sheet 

FARRAR# D L Commonwealth l::dison Co 83/06/16 KEHPLER, J 0 
Region 3# Office of Director 3pp J9123 184 24X 

Fiche 50-295. 83/06/23. 83063001 '7V 


0305110483 IE Info Notice B3-43, "Impi oprr Settings of Intermediate 
Range (IR) High Flux Trip Betpolnts '* Sve list enc) 

JORDAN# E L Division of Emergency Preparedness l< Engineering 
Response (Post 830103) 03/06/24 Consolidated Edison Co. of New 

York* Inc, U6pp 19046 29/ 24X FUhe 50-000.83/06/24,8305110483 


0306290329 Forwards "Inservice limp & Tost Program. 8ec ond Interval. 
2ian Nuclear Power Station F'rograms applicable for 120- 
month Intervol beginning 83iil31 for Unit I t< 840919 for 
Unit 2 

EENTINE, r Q Consolidated Edison Co of New York. Inc 03/06/27 
DENTON. H H Office of Nuclesr Rpoctor Ragulation. Director Ip, 
19054 027 24X Fiche 50-395.03/06/27.8306290329 


--0306290335 "Insorvlce Insp it test t^ropr am, Etcond Intel val i 21 on Nuclear 
Power Btation *' 

« Consolidated Edison Cn of New Yoi k. Inc 83/06/27 358pp. 

19054 028 24 X Flche 50-295.03/06/37,8306390327 


R Periodic operating reports t< related correspondence 


0306070233 "Zion Nuclear Oeneratlng Btation," second evaluation. 
» Institute of Nuclear Power Operations 83/04/30 PDpp 
*0741.117 P4X Fiche 50-295,83/04/30.0306070233 


0306140418 Monthly operating rapts for May 1903 W/030608 Itr 
AOSTlNiO j ORAEBQERrK L Coiniriontiiea J th Edison Co 03/06/08 
Director's Office. Office of Inspection and Enforcement 12pp, 
18830.069 54X Fiche 50-295,03/06/08.8306140412 


8 Reportable occurrences. LERs related correspondence 


8306100064 LER e3-013/03L-0 on 030430 gas cubicle radiation monitor 
GRrPR02B failed 8f would not respond to check source Caused 
by stuck check source due to accumulated grime Tube. through 
which check source travel s, c loaned W/030602 Itr 
WILLIAMS.^ 8., ORAEaSER.K L Commonwealth Edison Co. 03/06/02. 
KEPPLERjJ 0 Region 3, Office of Director. 2pp. 18803 067 24X 

Fiche: 50-295, 83/06/02, 8306100064 


8306130307 Updated 03-O12/O3X-1 on 830413, Class I pipe tunnel iodine 
monitor lRTPnO70 failed low Caused by personnel incorrectly 
adjusting high voltage setting on 03O4i2 High voltage 
readjusted N/830603 Itr 

NILLIAMS. V 3 , 0RAE8SER. K L Commonwealth Edison Co 83/06/03 
KEPPLER.J 0 Region 3, Office of Director 2pp 10823 297 24X 

Fiche 50-295# 03/06/03. 0306130307 


6306130351 LER 83-014/01T-0 on 830521. during prolonged forced reduction 
in power. routine extended cycle analysis revealed original 
final acceptance criteria analysis not still bounding Caused 
by inaccurate core depletion models N/e30603 Itr 
CHIN. R V . GRAESSER.K L Commonwealth Edison Co 83/06/03 
KEPPLER.J 0 Region 3. Office of Director 2pp 18822 324 24X 

Fiche 50-295. 03/06/03, 8306130351 


8306220060 PNO-1 1 1-83-044 on 030614. rad lation chemistry lab foraman 
found shot twice No known connection exists between apparent 
murder tc employment 

OOYD. D . SHAFER# W Region 3. Office of Director 03/06/15 Ip. 
18930 174 24X Fiche 30-295.83/06/1.5,8306220060 


8306230438 PNO-1 11-83-048 on 830615. contractor employee reentered plant 
unescorted after triggering contamination monitor on 
exiting plant Employee instructed to proceed to radiation 
protection ofe located in vital area for decontaminatien 
CREED, J , MILLER, J , HIND, J Region 3, Office of Director. 

03/06/17 Ip 18942 070 24X Fiche 50-295, 83/06/17# 8306230438 


8306270168 LER 83-015/03L-0 on 830425, reactor coolant wide-range 
pressure indicator lPl-403 found reading low Caused by 
degradation of two dc u709 amplifiers & gain factor switch 
on summator lPM-40-3 Bummator replaced W/030617 Ur 
CANTWELL#? F # 0RAES5ER.K L Commonwealth Edison Co 83/06/17 
KEPPLER#J 0 Region 3. Office of Director 2pp 18992 010 24X 

Fiche 50-295,83/06/17.8306270169 


DOCKET 50-296 BROWNS FERRY NUCLEAR POWER BTATION, UNIT 3 
F Security# medical# emergency 6 fire protection plans 


8306140107 Forwards summary of 630315 meeting at Region II ofc re 
proposed security mods for future const activities at 
facilities List of attendees enc) 

LEWIS. R C Division of Project it Resident Programs 83/03/25. 
PARRia,H<J, Tennessee Valley Authority 4pp 10839,082 a4X 
Fiche 50-259.83/03/25,0306140107 


8306270007 Forwards revised physical security plan. ref lectlng NRC 
030412 comments. Rev withhold (rof 10CFR73 21} 

MILLS. L M Tennessee Valley Authority 83/06/03, O'REILLY, -J P 
Region 2, Office of Director Ip 18908 153 24X 

Fiche 50-259, 83/06/03, 8306270007 


8306210010 Forwards “Program Plan for Control Room Design Reviews for 
all TVA Nuclear Plants,*' in response to Generic Ltr 82-33 
re upgrade of emergency plans 

KAMMEn,DB Tennessee Valley Authority 83/06/09. ADEN 9 A M. E. 
Licensing Dranch 4 3pp 18913 001 24X Fiche 50-000.83/06/09. 

0306210010 


— 6306210016 Procedure B62209 10. "Program Plan for Control Room Design 
Reviews for all TVA Nuclear Plants " 

« Tennessee Valley Authority 83/06/09. 200pp 18913 004 24X 

Fiche 50-000,03/06/09,0306210010 


8306230201 Notification of 830621 meeting w/util in Bethesda.MD to 
discuss potential rev to App R submittal based on revised 
criteria u/resp«ct to analyses on loss of offsite power 6 
availability of other onsite units Ik condensate pumps. 

CLARK, D Operating Reactors Branch 2 83/06/16 VAGBALLO. D. 3. 

Operating Reactors Branch 2 Jp 187b4 357 24X 

Fiche 50-259.83/06/16,0306230201 


6306210194 Ack receipt of 630603 Itr informing NRC of steps takan to 
correct violations noted in IE Safeguards Insp Repts 
50-259/63-10,50-260/83-10 it 50-296/83-10 

LEWIS. R C Division of Project 8i Resident Programs. 83/06/17 
PARRIS.HO Tennessee Valley Authority Ip 10919,030 a4X 
Fiche 50-259,03/06/17.8306210194 


— 0306210203 Forwards response to NRC 630429 ltr re violations noted in 
IE Safeguards Insp Repts 50-259/83-10,50-260/03-10 k 
50-296/83-10. corrective actions withheld (ref 10CFR73. 21). 

MILLS. L.M Tennessee Valley Authority. 83/06/03 O'REILLY, J. P. 
Region 2, Office of Director ip J09I9 031, 24X 

Fiche 50-259, 83/06/17, 03062)0194. 



114 


DOCKETED ITEMS 


— 8306310213 Forward B IE Safeguards Insp Repts SO-259/83-10. 50-260/B3-10 
U 50-2?6/^e3'10 on 830404-00 h notice nf violation Notice 
of violation withhold tref 10CFR73 31) 

LEHISiR C DlviBion of Project & Resident Programs 83/04/29 
PARRIEjH 0 Tennessee Valley Authority 2pp 18919 033 24X 

Flcha S0-2S9, B3/06/ 17. 8306210194 


— G306210S24 IE Safeguards Insp Repts &Q-259/B3- 10. 50-260/03-10 & 
5O-S9A/03-1O on 030404-08 Non c o/tip 1 1 ante noted failure to 
follou access control procedures Details withheld 
(ref 10CFn73 211, 

MQOREiD E Region 2. Office of Director 03/04/27 Ip 
ia919>034 24X Fiche 50 - 359 . 83/06/ 17. 0306210194 


0 Adjudicatory correspondence 


0306230350 Motion for eitension until 830711 to file proposed 
findings of fact Time needed since intervenors filing 
c o-ntol 1 dated findings tc one alty suffered death in family 
Certificate of Sve end 

HElSSiE B Union of Concerned Scientists WEISS. E FI Warmon tc 
WetSB, 03/06/21 Atomic Safety and Ulcenslng Board Panel 6pp 

1 8943 281. 24X Fiche 50-247103/06/21.8306230350 


P. Operating license stage documents & correspondence 


83060201BO Forwards safety evaluation re valve operability for 10.18 b 
ao-inth butterfly valves used for purge or vent of 
containnenis. Info submitted fails to demonstrate valve 
ability to close against pressure buildup during LOCA 
VASSALLOi D D. Operating Reactors Branch 2 03/05/19 PARRIS. H 0 

Tennessee Valley Authority Spp 18701 113 24X 

F i c h • • S 8-2S9* 03/05/ 1 9. 030602010 0 


— 6306020107 Safety evaluation re valve oporabllity for 10.18 1. 20-iiich 
butterfly valves used for purge or vent of containments Info 
submitted falls ta demonstrate valve ability to close 
against pressure buildup during LOOA 

* Office of Nuclear Reactor Regulation. Director 03/05/19 4pp 
10701 116 24X Ficha 50-259.03/05/19.0306020100 


B3061S0260 Forwards “Control of Heavy Loads (C-lOl. TVA. Browns Ferry 
Nuclear Power Station. Uni ts i.2 6 3.“ draft technical 
evaluation rept Conference call requested within 4 to 5 
uks to discuss review results 

VASSALLO.D B Operating Reactors Branch 2 83/05/26 PARRI8.H 0 

Tennessee Valley Authority 2pp 10869 322 24X 

F i c he 50-259. 83/05 / 26. B3061 50260 


-“6306150266 "Control of Heavy Loads lC-10 >. TVA. Drowns Ferry Nuclear 
Power Station. Uni ts 1. 2 & 3 » ** draft technical evaluation 
rept 

DOMBEROER. C . AHMED. N . SARCENTp 1 H Franklin InsU tute/Franltl In 
Research Center NRC-03-ai-130 TER-C5506-337/33a/33 B3/04/05 

CLEHEN30N.F NRC - No Detailed Affiliation Oiven. 25pp 
18869 324. 24X Flche 50-259.83/05/26.0306150260 


8306160453 Application fur amend to Licenses DPR-52 & DPR-6B. changing 
Tech Specs to allow operation w/incr eased core flour 
HILL8.L H Tennessee Valley Authority B3/06/02 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 2pp 16063 312 
24X Flche' 50-260. 83/06/02. B306 1 604 53 


— B306160456 Proposed Tech Spec changes allowing operation w/lncreased 
core flow. 

a Tennessee Valley Authority 83/06/02 14pp< 10063*314 24X 

Flche 50-S6D. 83/06/02. 0306160453. 


8306150243 Suppl 6 to 820914 application for amend to Licenses DPR-33f 
DPF?-52 L DPR -60. changing Tech Dpecs 3 JO C & 4. 16 C re min 
depth of water required over single irradiated fuel 
assemblies during handling. 

NILLBjL M. TenmesBee Valley Authority 03/06/03 DENTON. H R 
OPfic* of Nuclear Reactor Regulation. Director, 2pp 18846 127 
24X F i c h B ; 50-259* 63/06/03 . 0306 1 50243 


— 9306150248 Proposed changes to Tech Specs 3 10 C t. 4 JO, C re min 
depth cif water required over single irradiated fuel 
asienblles during handling 

a Tennessee Vallty Authority 83/06/03 lOpp. 10646 JS9 S4X 
Flche- 50-2 59< 83/06/03,8306150243 


8306140696 Forwerds reeponse to 03O5£9 request for Info re 8ER. 
Section 4. Oi on containment purge it vent valves. Cperabll Ity 
of valve* justified under LOCA conditions 

M1LL0.L.H. Tennessee Valley Authority 03/06/07 DENTON. H. R 
Office of Nuclear Reactor Regulation* Director. 9pp 1BB34; 000 
24X Flche. 90-259. 83/06/07. 8306140656 


S306160507 Application for emorguncy amotid to Licenses DPR-33, DPH-5? & 
DPR-6Q. Chang ing Tech Spec standby gas treatment sys required 
surveillance interval to once per operating cycle 
MILLS, L M TenneBsee Volley Authority 03/06/13 DENTON. H R 
Office of Nucloor fleactor Regulation. Director 2pp 10064 J 57 
24X Flche 50-259.03/06/13,0306160507 


—0306160523 Proposed Tech Specs changing standby gas treatment cys 
required surveillance Inteival to once per Dperating cycle 
Justification for emergency nature of proposed Tech Spec 
change enc 1 

» Tennessee Valley Authority 03/06/13 5pp 10064 159 24X 

Flche 50-259.83/06/13,0306160507 


0306210014 Confirms agreement w/NRC re interpretation of Tech Spec 
4 7 D 3 a requirements Spec satisfied by commitment to 
actuate onnuallg standby gas treatment blowers in primary 
containment isolation sys logic Tech bpcc 1G9 nuuJed 
MILLS. L M Tennes&ee Valley Authority 03/06/16 DCNTQN, H f< 
Office pf Nuclear Reactor Regulation. Director 2pp 10911 357 
24X Fichc 90-259,03/06/16,0306210014 


83 06290400 Application to amend Licenses DPn-33. DPR-DS t. DPR 68* 
changing Tech Specs to require annual repi of main steam 
safety/rel lef valve actuations, in response to NURr,0-0737. 

Item II K. 3 a L Generic Ltr 03-02 

MILLS, L M Tennessee Valley Authority 03/06/20 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 2pp 19053 133 
24X Flche 50-299,03/06/20.0306270400 


—8306290408 Proposed Tech Spec revs, requiring annual rept of main/stpon 
s« fety/rel ief valve actuations. in response to NUREO-O737j 
Item II K 3 3 «, Generic Ltr 03 03 

a Tennessee Valley Authority 83/06/20 5pp 19053 13D 24X 

FI Che 50-259, 03/06/20. 0306270400 


0306240394 Notification of 830629 meeting w/util in nethesdo.MD iu 
discuss util analysis on intorvoning combustibles h 
separation of circuits 

CLARK. D Operating Reactors Uranch 9 03/06/22 VARBALLO. D D 

Operating Reactors Dranch 2 2pp 10999 15/ P4X 
Flcho 50-259. 03/06/22, 0306240354 


B306280415 Suppls 021220 response to NURE0-03i3 request for addl Info 
Ferrite content of cast austenitic stainless steel ranges 
from 15 to 20X Valves highly reoiotont to intergranular 
stress corrosion cracking 

MIULB. L M Tennessee Valley Authority 03/06/22 DFNTON.H R 
Office of Nuclear Reactor Regulation. Director 2pp 19010,351 
24X FichD 50-299,03/06/22.0306280415 


0306200967 Advises that OE equipmont items discussed in 030920 ltr re 
environ qualification reclassified as nonpropr letarg 
MILLB.L M Tennessee Valley Authority 03/06/23 DENTON. H R 
Office of Nuclear Reactor Regulation. Director Ip 19010 020 P1X 
Flche 50-259. 03/06/23. 0306200567 


8306300177 Discusses continuing problem re extreme length of time 
required for approval & resulting backlog of pending 
requBsta for lech Spec changes Majority of changes 
adminls trativo & require minimal review time 

MILLB.L M Tennessee Valley Authority 03/06/27 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 3pp 19122 044 
24X Flche 50-299.03/06/27.030630017/ 


Q Inspection reports* IE Bulletins tc correspondence 


8306290218 Forwards IE Insp Repts 50-299/03-03.50-260/03-03 it 
90-296/63-03 on 830110-14 I. notice of violation 
LEIrllS.R C, Division of Project S. Resident Programs 03/03/21 
PARRia. H 0, Tennessee Valley Authority 8pp 19056 135 24X 

Flche 90-299. 03/03/21. 0306290218 


—0306290224 Notice of violation from insp on 830110-14 

* Region 2. Office of Director 83/03/21 9pp 19036 137 24X 

Flche 50-259.83/03/21,0306290218 


— 0306290228 IE Insp Repts 90-299/83-03.60-260/83-03 «< 50-296/03-03 on 
030110-14 Noncomp 1 lance noted failure to perform evaluation 
of radiation haTords to personnel I< employee failure to wear 
gloves In contaminated lone 

DEDB, D T , DARR.K P Region 2. Office of Director. 03/03/03 
9pp 19096 139 24X Flche 50-259.83/03/21.0306290210 


8306140943 Confirms mgt meeting on B30421 in Chattanooga. TN to review 
results of first phase of annual appraisal of regulatory 
p erformance. per B3032B telcon, 

LENia.R C, Diviaion of Project $< Resident Programs 03/04/12 
PARRI0. H 0, Tennessee Valley Authority 3pp 10834.176. 24X 

Fi Che. 90-000. 63/04/12. 0306140043 



DOCKETED ITEMS 
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0306140041 Forwards results of testing required by IF Bulletin Q0-06r 
"Engineered Safety Feature (ESFl Beset Controls '* Two valves 
each in HPCI sys Ic RCIC sys do not rentoin closed on reset of 
sys line isolation signal 

HAMMERi D S Tennessee Valley Authority 03/05/13 Q'REILLy^JP 
Region 3t Office of Director 3pp 101130 351 34X 

Fiche 50-260, 0J/O5/I2i 8306140041 


B306140422 Confirms 830601 mgt meeting at site to discuss mg t controls 
for refueling operations, per 830519 tclrari 

LEHISi R C Division of Project Resident Programs 83/05/33 
PARRIS. H G Tennessee Volley Authority 3pp 1 8030 049 24X 

Fiche 50-259, 03/05/23, 0306140422 


8306140685 Forwoi ds IE Insp Ropts 50-259/03-17.50-260/03-17 it 
50-296/03-17 on 830309-12 No noncompl lancc noted 

VERRELLI,D M Division of Project & OcEldent Programs 83/05/25 
PARftia, H G Tennessee Valley Authority 2pp 19B41 336 24X 

F icfi e 30-239, 83/05/23, 8306140685 


— 8306140692 IE Insp Repts 50-259/03-17,50-260/83-17 ti 50-296/83-17 on 
830509-12 No noncompHance noted Hajot areas inspected 
followup on IE Bulletin 80-11, ''Masonry Mall Design " 

LEMAHAN.J J , CONLON. T L Region 2, Office of Director 83/05/25 
9pp 10041 338 24X Fichu 50-259,03/05/25,0306140605 


B305110458 IE Info Notics 03-33, "Ruptured Am-?41 Sources Contained in 
Mell Logging Device *' Sve list end 

Taylor, J M Division of safeguards & Inspection Programs (Post 
830103> 03/05/26 Consolidated Edison Co of Neui York, Inc 
l2Spp 18831 043 24X FicKc 50--000, 83/05/26, 03051 10458 


8305110460 IE Info Notice 83-34, "Event Notification Info Morksheet " 
8vc list end 

JORDAN. C L Division of Emergency Proparodness 8c Engineering 
Response (Post 030103) 83/05/26 Cottsol idated Edison Co of New 

York, Inc lISpp 18732 005 a4X Ficho 50-000,83/05/96,0305110460 


8305110461 IE Info Notice 03-35, "Pud Movemont M/Control Rods 
Withdrawn at BWRs " Sve list cnci 

JORDANj E L Division of Emergency Preparedness 8, Engineering 
Response (Post 830103) 83/05/31 Consolidated Edison Co of Now 

VoTk. 3nt ll6pp 18732 200 D4X Ficho 50-000,83/05/31,8305110461 


9306140251 Ack receipt of 030525 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-259/83-09, 
30-260/03-09 k 50-296/03-09 

Lewis, R C Division of Project 8< Resident Programs, Q3/06/OP 
PARRIS, H Q Tennessee Valley Authority. Ip 18032 236 24X 

Flcha 50-259,83/06/02,0306140251 


— 0306140266 Responds to NRC 830418 Itr le violations noted in IE Insp 
Repts 50-259/03-09,50-260/83-09 k 50-296/03-09 Corrective 
actions all conduit supports for sa Pety-related equipment 
corrected by work plan or maint request 

HAMMER, D 9 1 ennessee Valley Author i ty. 03/03/25. O'RCILLV.JP 

Region 2. Office of Director 6pp 18032 237 94X 

riche 50-259,83/06/02,0306140251 


— 8306140276 Forwards IE Insp Repts 50-239/83-09,50-260/83-09 k 
50-296/03 09 on 030226-0325 k notice of violation 
LEWIBiR C Division of Project k Resident Programs B3/04/1Q 
PARRIS, H 0 Tennastiae Valley Authority 2pp 10832 243 24X 

Fiche 50-259,03/06/02,8306140251 


— 5306140204 Notice of Violation from insp on 830226-0325 

* Region 2, Office of Director 83/04/18 2pp 18038 245 a4X 
Ftchc 50-239,83/06/02,8306140251 


— 0306140297 IE Insp Repts 30-259/83-09,50-260/03-09 k 50-296/03 09 on 
830226-0325 Noncompliance noted failure to meet design flaw 
requirements 6 failure to have QA review 6 insp on maint 
requests 

PAULK, 0 L Region 2, Office of Director CANTRELL, F 8 Division 
of Project k Resident Programs 83/04/13 14pp 10032 247 24X 

Fiche 50-839,03/06/02,8306140251 


8306090331 Forwards response to lE Bulletin 50-11 re masonry wall 
design wall displacement analysis Masonry walls will remain 
stable under mas differential bldg displacement other 
loads caused by DDE, 

MILLS, L M Tennessee Valley Authority 03/06/03 DENTON, H R 
Office of Nuclear Reactor Regulation, Director. 3pp 18795,070 
a4X FUhe 50-259,83/06/03,8306070331 


8305110464 IE Info Notice 83-36, "Impact of Security Practices on Safe 
Operations " 8vc list end 

JORDAN, E. L Division of Emergency Preparedness $< Engineering 
Response (Post 030103) 83/06/09 Consolidated Edison Co of New 

York, Inc 119pp 10830 280 84 X Fiche' SO-000, 83/06/09, 03051 10464 


0306290195 Ack receipt of 030425 Itr informing NRC of steps taken to 
correct violatlans noted in IE Insp Repts 50-259/83-03, 
50-260/83-03 k 50-896/83-03 

LEWIS, R C Division of Project & Resident Programs 03/06/09 
PARRIS.HO Tennessee Valley Authority Ip 19056221 24X 

Fiche 50-259,03/06/09,0306270195 


— 0306290203 Forwards response to NRC 030321 Itr re violations noted in 
IE Insp Repts 50-259/03-03, 50-260/03-03 & 50-296/03-03 
Violation re failure to perform radiation haxards evaluation 
denied PersonneJ counseled on radiological control 
HAMMER, 0 S Tennessee Valley Authority 83/04/25 O'REILLY, J P 
Region 2, Office of Director 5pp 17056 288 24X 

Ficho 50-259, 03/06/09, 8306290195 


8305110470 IE Info Notice B3-30, "Defective Heat Sink Adhesive k 
eeismlralty Induced Chatter in Relays Within Printed 
Circuit Cards " 9vc list end 

JORDAN, E L Division of Emergency Preparedness 6 Englnsering 
Response (Post 030103) 03/06/13 Consolidated Edison Go of New 

York, Inc llBpp, 10920 825 24X Fiche 50-000,03/06/13,8305110470 


0306090010 IE Info Notice 03-37, "Transformer Failure Resulting From 
Degraded Internal Connection Cables " 0vc list end 
JORDAN, E L Division of Emergency Preparedness 1, Engineering 
Response (Post 830103) 03/06/13 Consolidated Edison Co. of New 

York, Inc 843pp 18921 001 84X Fiche 50-000,03/06/13,8306090010 


6306290277 Ack receipt of 830583 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-259/03-12, 
50-260/83-12 I, 50-296/03-18 

LEWIS, R C Division of Project 8c Resident Programs 03/06/14. 
PARRia, M 0 Tennessee Valley Authority Ip 19056 038 84X 

Fiche 50-259,03/06/14,0306290277 


— 0306290283 Responds to NRC 830482 Itr re violations noted In IE Insp 
Repts 50-259/83-12,50-260/03-12 k 50-896/03-12 Corrective 
actions radiological Incident repts issued for each instance 
cited 

MILLS, L M Tennessee Valley Authority 03/05/23 O'REILLY, JP 
Region 2, Office of Director 5pp 19056 039 84X 

Fiche 50-259,03/06/14,0306290277 


—0306290208 Forwards IE Imp Repts 50-259/03-12,50-260/03-12 l< 
50-296/03-12 on 030321-25 k notice of violation 
LEWIS, R c Division of Project k Resident Programs 03/04/22. 
PARRIS, MO Tennessee Valley Authority 2pp 19056.044. 24)f 

Fiche' 50-859, 03/06/14, 0306890277 


—0306290898 Notice of violation from Insp on 030321-25 

» Region 2, Office of Director 03/04/22 2pp 19056 046 24X 

Fiche 50-259,03/06/14,0306290277 


—8306290297 IE Insp Repts 50-259/83-12,50-260/03-12 «< 50-296/83-12 on 
030321-25, Noncomp 1 lance noted radioactive waste operator 
inside contamination lono w/o protective clothing or 
radiation monitors 

DEDSrB T I BARRiK P Region 2. Office of Director 03/04/20 
6pp 19056 040 a4X Fiche. 50-259,03/06/14,8306290277 


0306290250 Forwards response to lE Bulletin 03-03 r# check valve 
failures in raw water cooling sys of diesel generators. 

Current test program sufficient to verify integrity of check 
valves 

MILLS, L M Tennessee Valley Authority 03/06/15 Q'REILLViJ P. 
Region 2, Office of Director. 3pp 19056.001 84X 

Fiche' 50-259, 03/06/ 1 5, 8306290250 


8306890372 Ack receipt of supplemental 830610 Itr Informing NRC of 
steps taken to correct violations noted In IE Insp Repts 
50-259/81-20,50-560/01-20 k 50-296/01-80 

LEWIS, R C Division of Project k Resident Progrems. 83/06/16. 
PARRIB, H 0 Tennessee Valley Authority Jp 19056*054. 24X 

Fiche* 50-259, 03/06/16, B30629087S 


— 0306290275 Supplemental response to NRC 011031 Itr re violations noted 
In IE Insp Repts 50-259/81-80150-260/01-20 k 50-296/01-28 
Corrective actions' five pump mir vent valves removed l< 
replaced w/strongcr & improved upper float guides 
KILL8,L M. Tennessee Valley Authority 63/06/10. O'REILLYjJ. P 
Region 2, Office of Director, 3pp I9056i055 24X 

Fiche 50-259, 83/06/16, 8306890272. 


8306210194 Ack receipt of 030603 Itr informing NRC of steps taken to 
correct violations noted in IE Safeguards Insp Repts 
50-259/03-10,50-260/03-10 I* 50-296/03-10 

LEWIS, R.C Division of Project k Resident Programs 03/06/17. 
PARRIS, HQ Tennessee Vallay Authority Ip 10919*030 84X 

Fiche, 50-259, 83/06/ 17, 83062 J 01 94 



lie 
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^0306310203 Foi-Mjrd» rupons# to NRC B30429 Itr re violations noiod in 
IE Baf«jusrd» Imp R«pts 50-359/03-10,50-560/03-10 6 
5O-296/B3-10 Cori-fctlvr action* withheld (ref 10CFR73 21) 
tlILL8,L M Tenneiiee Valley Authority 03/06/03 O'REILLY^ J P 
Ptjrion 2, Office of Director Ip 10919 031 24X 

fi che 50-259,03/06/17.0304210194 


8306070059 Telecopy RD 50-206/8331 on 03O5SO. ruiictor lotu prensure 
twitches P3-3'-74B 8» PS-60-96/ eui tch 2 found below loch Q(n^^ 
limitt Caused by setpoint drift Setpoints reset 8( Design 
Change Reguest DCR 1390 initiated to replace suiitchofi 
CQFFEV, J A Tennessee Valley Authority 83/03/24 Reg 1 cm i>. 
Office of Director Ip 18740 079 24X Ficho 50-296, 83/0 5/ IMi 

0306070059 


0306210213 Forward! IE Safeguards Imp Rapt* 50-259/83-10,50-260/03-10 
** 50-296/03-10 on 03O4O4-OD ti notice of violation Notice 
of violation withheld Cref I0CFR73 21) 

LEVIS. R C Dlvitlon of Project fc Resident Program! 03/04/29 
PARRJs,M e Tenneiiee Valley Authority 2pp 10919 032 24X 

FI Che 50-259, 03/06/17.0306210194 


0306210224 IE Safeguard* Imp Repts 50-2S9/B3-i0i 50-260/03-10 fc 
50-296/03-10 on 030404-00 Noncompliance noted failure tq 
follow acceit control procedures Details withheld 
fref 10CFR73 2J ) 

MOOTE/D E - MCGUIRE. 0 R Region 2. Office of Director 03/04/27 
tp 18919 034 24X Fichi 50-259.03/06/17.0306210194 


Approves issuance of SALP Repts 50-259/03-04.50-260/63-04, 
50-296/03-04, 50-327/03-04. 50-320/03-04. 50-390/03-07. 

50-430/03-06 ti 50-439/03-06 far Jul 1981 - Dec 
1902 No reply rtgvired 

O'REILLY. J P. Region 2, Office of Director 63/06/17 PARRIS, H 0 
Tennesitr Valley Authority 3pp 19050 212 24X 

FI Che 50-000,83/06/17.8306290403 


50-259/03-04.50-260/83-04, 

50-327/03-04. 50-328/03-04. 50-390/33-07, 
50^91/03-06, 50-430/03-06 I, 50-439/03-06 for Uul 1901 - Dec 

Project 6 Resident Programs B3/04/J3 
0 Tinneisii Valley Authority 3pp 19050 315 S4X 
Fiche 50-0CX3, 83/06/17,8306290483 


50-260/83-04. 50-296/83-04, 

Art 50-390/03-07. 50-391/03-06. 

50-438/83-06 S. 50-439/03-06 for Jul 1901 - Dec 1982 
• ffigion 2, Office of Director 83/04/13 92 po 19050 cn 
Fiche 50-000.83/06/17,8306290403 19050 21 


24)( 


=^3^i/b3-«.50-,=«/m- 06 t ??e. - 0.C 

MILLS, L M Tennessee Valley Authority 83/05/10 n^oe-ruv . » 
Region 2. Office of DirectoJ 2pp 19050 310 34X ^ 

Flch* 50-259,83/06/17,0306290403 310 34X 


Vorf, Inc llSw ITO21 a.. <=» «•“ 

9P ivozi 179 a4X Fiche 50-000,83/06/22,0309110475 


9305110477 1C Info Notice 03-41, "Artuatioii a o 
in,p.r.aui„ n, 

R, m/oi/aa* 4 Engln.erlng 

ycvl Inc ,eW7 L, C, Ot K,» 

rp levY/ 007 24X Fiche 50-000,83/06/22,8305110477 

inc}"'' «»«• 8-itch 

Rn.nnc. cpoit B30ioS,°' iS/OA/aa* t Enjln.ennj 

Yorl, Inc n6pp 1899A pao aav Cpnsolldeted Edison Co nf New 

18996 242 24X Fiche 50-000.83/06/23,05051104;? 

0305110463 IE Inf a Natic* s') a.** nt 

Yusn zy7 24X Fiche 90-000.83/06/24.0305110403 

«. r«l>t.d cTr. .,n^.nc. 

COFFEvV!l"'*flJ|;,«MM|n ‘’®’ ‘</fl305II Ur 

Office of Manageaint and 83/05/01 

Flcha 90-259, 83/05/01, 0;OM6O482 ^ 18864 005 24X 


cor.«,«„i,nc, 

S306010369 Deficiency rept re inehni,. „ 

■okile sireni to coapUte of prompt notification ey, 

reported bn 830902 AdCl lirens will ***♦ Initially ^ 

routes Modified Fiill procured & mobile ^ 

miXB.L H T.nnl^i bj e30,0l““'' 


MILL8,L K 

R*«lon 2. Office of Di^JJ!? 

Ficlia 93/05/23, 0306010269^^ 


0306070266 LER B3-02Q/03L-0 tin 030429. while Invontiflcit Ing blown fw%K in 
annunicatlon, relay I6A-K79 failed Cauai>d by coil over 
heating melting spool matl it stuck arraatui e in encrqiied 
position Relay replaced N/830527 Itr 

CHRISTOPHER, M I CREENi H J 1 enne ssee Va 1 1 oy Aii th (u i ty 03/0n/E.>7 
O'REILLY, J P Region 2, Office of OirectoT 3pp 10/40 ODJ 24X 
Fiche 50-296, 03/05/27. 0306070266 


0306170423 LER e3-029/03L-0 on B30504, during Insp of SEA 4ri0-v«lt 
reactor motor operated valve board motor ounerstor not, 
generator side flywheel bearing found damoyod Caused by 
mltpoiltionlng of row balls Dearing replaced U/e306Ol Itr 
AARON, vI I OREEN, H J Tennessee Valley Authority 03/06/01 
O'REILLY, JP. Region 2. Office of Dirortor Jpp in07Y (>62 i»4X 
Fiche 50-296, 03/06/Oi. 0306170423 


8306100192 LER 03-031 /OlT-0 on 830520, while performing 01 4 U-V, 
pressure switches 3-PB-3-74B switches 1 1< 2 «< 3-P0-60-96 
switch 2 had as-found calibr values below Tech tipoc litnitft 
Caused hy setpoint drift Switches recalibr W/030602 Ur 
CHAMBERS, 0 T , GREEN, H J Tennessee Valley Authority 03/06 /Ot’ 

O'REILLY, J P Region 2, Office of Director 4pn 10007 2J>;J 04 X 

Fiche 50-296,83/06/02.6306100192 


8306130163 LER 03-O3O/O3U-O on 030504, hyctrogon anolijyer li removed fi cm 
SVC to replace defective hydrogen sample inlet pump motor 
Caused by worn end bell Pomp & motor aooembly ruplaced 8« 

81 4 7 H successfully completed W/Q30602 Itr 
CARTER, 9 , GREEN, H J Tennessee Valley Authority. 03/06/03 
0 'REILLY, V P Region 2, Office of Director 3pp 100,74 24X 

Fiche 50-296,03/06/02.8306130163 


0306170294 PN0'-II-S3-047 on 830613, standby gas treatment sgs troin D 
declared inoperable due to problems u/filter heaierB Cause 
not stated Event involved no equipment damage, no personnel 
error or injury no radioactive releasas 

DWCHER.R C , V£RRELLI,D K Region 2, Office of [)i rector 00/06/13 
2pp 18079.040. 24X Fiche 50-860,03/06/15,8306/70294 

aao, 11, during «U.,npt li. 

establish EECW flow rata to 3 emergency diesel <CD) 
generator coolers, head on HX found cracked Caused by mfo 
I*"® Inserviee stresses W/030616 Ui 
n?oSm V D Tennessee Valley Authority 83/06/16 


p-Oi-l/OSX-l nn 030218, rad I oCcmi i.l lab 
loJI 3-90-S50 turbine * 

O^ILLY J V«Uey Authority 03/06/J6 


V Operator Examinations 


schedule to facilitate written S. oral exams 
administered during wk of 830627 Approved r 
end requested by 830487 

GREEN^'h^j” Project h Reside 
p, K o-„^ii""***** Valley Authority 3n 
Fiche 90-259,83/03/30,8306140687 ^ ^ 


licensing exnms k 
b e 

matl listed in 

Programs 03/03/30 
ia04i‘346 D4K 


ORE^I’h^j^ ^TannMlli^ValleC^AothJrir”*'*^?®"’^ Programs 03/05/12 

Flcb. 50-257. BB/OS/la.BMilloSa* '' ®''* 


I^LEAR btation 

t, fir , prot.tblon J>l.n« 


»h NRC 830217 itr r* rp t r — -- ..v (o at iv open i 

"J|P* J0';220/B!J-34 on 821206-?^*''' Appra) 

Rii??n )/, off?:j"rf'‘SiE:«ie^ "t" 

Ftche.50-290, 83/05/13, 8306140716^^ 


identlf Ud 
liADflCN, 0. L 
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630^080061 Farwards gddl info re alternative Bhutdamn capability* 
clarifying 830318 documentation of 830303 meetino concerning 
Util 62063B request ereoiption from Section III 0 of 

iOCF890*App R Approval of exemption requested 
PILANT.JN Nebraslia Public Flower Uistrict 03/06/09 
VA58At-L0;D D Operating Reactors Draricb 3 33pp 10774 009 a4X 
FI Che. 50-*27fl, Q3/06/02i 8306080061 


0306200106 Fotuiards rept of change to Rev 3 to safeguards plan 
Oescrsption of changes withheld Iref 10CFn9 790 
10CFR73 21) 

Pll^ANT* J H Nebraska Public I’ower District 03/06/08 Office of 
Nuclear Reactor RegUlationi Diiector Ip 18903 965 94X 

FI Che 30‘-298, 83/06/08* 0306200106 


0306160351 Forwards IE Safeguards Insp Rept SO-29B/03-OO on 830405-07 
No none amp 1 lance noted 

MADSEH.O L Region 4* Office of Dlieclor 03/06/10 PILANT, J M 
Nebraska Public Power District 2pp 10899 241 94X 

F 1 c h e 50-290* 83/06/10* 8306 1 60351 


— B3061&0362 IE Bafaguards Insp Rept 50-290/83-00 on 030409-07 No 
nonenmp 1 lance noted Major ai eas inspected safeguards 
contingency plan & response to emergency drill Details 
withheld <10CFR73 21) 

KELUV^J A . DROWN* 0 D * WESTERMAN* T F Region 4* Office of 
Direeior 82/03/08 Ip 18859 243 24X Fiche 50-998,83/06/10. 

6306160351 


J Insurance & indemnity information 


8306060961 Forwards Endorsement 60 to NbLIA Policy NF-200 & Endorsement 
47 to HACLU Policy HF-70 

PlLANf. J M Nebraska Public Power District 03/05/31 Office of 
Nuclear Reactor Regulation* Director 3pp 18727 194 24X 

Fiche 50-298* 03/05/3 1 * 830606026 1 


P Operating license stage documentB h roi respondence 


8306160466 Forwards revised PhIDs Updated index end W/o PhlDs 

PILANT* J H Nebraska Public Power District 63/03/07. COtLlHS.J T 
Region 4* Office of Director 7pp 18062 310 24X 

Fiche 50-298,03/03/07,0306160466 


0306160464 Forwards addl QA program* App D Info* in response to NRC 
Q30419 request Next formal rev to updated 8AR scheduled for 
Jul 1983 

PILANT. J H Nebraska Public Power Distiict 03/04/25 COLLlNS.J T 
Region 4* Office of Director 72pp 10063,239. 94X 

Fiche: 50-290* 03/04/25* 8306160464 


8306090306 Forwards request for addl info re response to encl “Control 
of Heavy Loads at Nuclear Power Plants* Phase i, Nebraska 
Public Power Di stri ct* Cooper Nuclear Diotlnn “ Draft 
technical evaluation rept end Info requested in 60 days 
VAS8ALL0.D D Operating Reactors Dranch 2 03/05/96 PILANTiJ N 

Nebraska Public Power District 13pp 16614 042 24X 

FI cha; 50-290, 03/05/26, 0306090306 


— 8306090306 "Control of Heavy Loads (C-10) , Nebraska Public Power 
Dtstr let, Cooper Nuclear Station," draft technical evaluation 
rapt- 

9DBBDRy,F I VITP, D. * SARGENT. 1 H rranklin Ins ti tute/Frank 1 in 
Research Center NRC-OS -81-130 TGR-C5S06-346 DRFT 02/12/30 

CLEHENBON.F NRC ** No Detailed Affiliation Given 27pp 
1 8614 055 24X Fiche 50-290, 03/05/26* 0306090386 


0306100133 Forwards responses to Apr 1983 request for info re Mark 1 
containment long-term program - plant -unique analysis rept 
loads avaluatlon <NEDE-24640) 

PlLANT*>f.N Nebraska Public Power District 63/06/02 

VA00ALL.6* D. B Operating Reactors Branch 2 36pp 10001 912 24X 

Ficho* 90-298, 03/06/09, 0306100133, 


03O6S1O315- Advises that addl sum required to complete fees for 091194 
appllcmtion for Tech Spec changes. Item 9 re scram discharge 
Vfli V Item 3 concerning reactor protection sys each involved 
soparate safety issue 

DI009,H.H License Fee Management Branch 03/06/15 PiLANTtJ.M 
Nebraska Public Power District. Ip 10922,357 24X 

Fiche: 90-298,83/06/15, 0306210315 


6306270206 Ack receipt of 030609 response to 020007 order modifying 
Lie ensd. Submittal of analysis of recommendations in LR3 
Consultant* Inc rept can be extended to 830815 

G0LLlN8«aT Region 4* Office of Director, 83/06/21 JONLB, C> R 
Nebraska Public Power District. 2pp 10791 25B 24X 

Fiche. 90-290, 03/06/21, 6306270200, 


0306280306 Clarifies 030422 response to request for addl info re 
NUREO-0737, Item II □ 3, "Post-Accident Sampling Sys* " per 
NRC 830531 telcon In-core temp indicators not In use at 
plant per Reg Guide 1 97 6 Generic Ltr 02-33 
PILANT. J M Nebraska Public Power District 03/06/21, 

VAS0ALLO, D 0 Operating Reactors Branch 2 2pp. 19014 005 &4X 

Fiche 50-298*03/06/21,0306200306 


0306200444 Requests 60-day extension for responding to 830511 request 
for add! info re NLrREG-0737, Item II K. 3 2B, "Qualification 
of Automatic Depressurl lati on 8ys AccujnUlators " Extension 
due to personnel changes b addl time needed by AE 
PILANT* J M Nebraska Public Power District 03/06/21 
9A89ALL0, D 0 Operating Reactors Branch 9 2pp 19020 176 24X 

Fiche 50-296* 03/06/21, 0306280444 


Q Inspection reports, IE Bulletins b correspondence 


0306220135 Ack receipt of 030316 ltr t« payment of civil penalties 
imposed by NRC 830210 ltr IE will address issue of mat! 
false statements 

AXELRAD* J A Director's Office* Office of Inspection end 

Enforcement 03/03/29 JDNE0, C R Nebraska Public Power District 

2pp 18937 393 24X Flcho 50-2901 03/03* /29i 0306220135 


0306270236 Forwards IE tnsp Rept 50-899/83-04 on 030314-17 No 
noncompliance noted 

HAD0EN*G L Region 4, Office of Director 03/09/03 PILANT, J H 
Nebraska Public Power District 2pp 189B0'251 24X 

Fiche 30-290* 03/05/03, 0306270236 


—0306270237 IE Insp Rspt 50-290/83-04 on 830314-17 No none amp 1 lance 
noted. Major araas inspected environ protection program* 
including organiiation S* admini stration* audits, radiological 
environ monitoring & nonradiologlca 1 environ monitoring 
WiLDORNiL , MURRAV.B * WESTBRMAN* T F Region 4* Office of 
Director 03/04/29 7pp J090B 253. 24X Fiche 50-298,03/05/03, 

8306270236. 


0306140716 Submits followup response to 16 of 19 open items Identified 
in NRC 030217 ltr re IE Emergency Preparedness Appraisal 
Rept 90-290/82-34 on 021206-10 

PILANT, J H Nebraska Public Power District. 03/09/13. MADSEN, 0. L. 
Region 4, Office of Director 9pp 18041 323 24X 

Fiche 50-290,83/05/13*0306140716 


0306020560 Forwards safsty evaluation fc notice of granting relief from 
A8ME Code Gection XI Inservice Insp requirements Program 
required to be revised in 120-month Intervals. 

9A88ALL0,Dn. Operating Reactors Branch S 03/09/19 PILANT, J 11 
Nebraska Public Power District 3pp 18715 060 24X 

Fiche 50-298, 83/05/ 1 9* 0306020060 


— 8306020574 Safety evaluation granting in part b denying in part, 
requests for relief from inservice insp requirements, 
a Office of Nuclear Reactor Regulation, Director 03/05/19. 9pp 
10715.071. 24X Flchi 50-298*03/05/19,8306020560 


— 8306020903 “Cooper Nuclear Btatlon Inservice Insp Program*" technical 
evaluation rept. 

« Be lence Applications* Inc NRG -03-82-096. 106-029-04 

82/09/02 NRC - No Detailed Affiliation Given 36pp 
J0719 000 24X Fiche 50-290* 03/05/19* 8306020568 


— 8306020507 Notice of granting in part Ic denying in part* relief from 
A3ME Code Bection XI inservice insp requirements. 

VA8SAULa*D B Operating Reactors Branch 2 83/05/19 2pp 

10715:110 84X Fiche 5O'290r 03/05/17, 8306020560 


8306000217 Ack receipt of 8304U ltr informing NRC of steps taken to 
correct violation U deviation noted In IE Insp Rept 
50-290/82-32 

MADBEN.G.L Region 4i Office of Director. 03/05/19 PlLANT.JM 
Nebraska Public Power District ip 18771.156, 24X 

Fiche 50-290, 03/05/19* 8306000217. 


— 0306000219 Responds to NRC 030307 ltr re violation I* deviation noted 
in IE Insp Rept 50-290/02-32 Correct i va eetlons, employee 
completed /nedicml physicals t monitoring program of 
physicals established 

PILANT, J M, Nebraska Public Power District 03/04/11. 

MAD0EN,OL. Region 4* Office of Director 4pp. 10771.157, 24X 

Fiche 50-290*03/05/19*0306000217. 


0305110450 IE Info Notice 03-32* "Ruptured Am-241 Baurcet Gontsined in 
Nell Logging Device ’* 0vc list encl. 

TAYLOR* J H, Division of Safeguards In Inepectlon Programs (Post 
030103). 03/05/26 CondoUdated Edison Co. of New York* Inc. 
i25pp 10031.043 &4X Fiche’ 50-000* 83/05/2610305110458. 
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&3051i0460 IE Info Notic* S3''34t '"Event NotiPlcatioin Info Worltsheift ♦' 
Svc list etici 

JORtV^Ni E L Dlvleion ol Emerg«ncg Preparedne«« U Engineei’lng 
Rcsponee ^Pp«t B30103> 83/05/26 Con sail (fated Edi&on CO of Neu 

Yorif Inc 115pp. 10732 0B5 a4X Ficbs SO-OPOi B3/05/26* G30Sj 10460 


0305110461 IE ii>fo Notice 63-35, “Fi/eJ Movement W/Control Rode 
tfifchdrawn at BHRs * Bvc list end 

JOROANr E. L Diviilon of Emergencg Freparednes* Sc Engirveerlng 
Reipobee (Poit 030103) 83/05/31 Coneal Idated Edieon Co of Neui 

Yorlti Inc I16pp 10732 200, a4X Fl the: 50-000i 83/05/31. 0305110461 


8306210009 Forward* IE Imp Rept 50-290/03-09 on 830502-06 No 
non comp 1 lane a noted 

MADSEN, 9 L Region 4. Office of Director 83/05/31 PILANT. J K 
Nebraska PuhUc Power District, gpp 18912 273 24X 

F { c h e : 5 0-296, 03/05/3 1 , B3D621 0009 


—0306210012 IE Insp Rapt 50-298/63-09 on 030502-06 Mo noncompl 1 one e 
noted Major areas inspected: QA/8C adnlnletrati-on Ci design 
change program, Tup open items re operator exams b design 
change identlfieil 

REDANO, R T. , WESTER MAN, T F Region A, Office of Director 
83/05/25 Spp 10913 375 24)C FI the 50-298,03/05/31,8306210009 


0306210114 Forwards IE Insp Rept 50-296/83-06 on 830301-0430 No 
noncomp 1 ianca noted. 

MADSEN, O.L Region 4. Office of Director 03/05/31 PILANT, JN. 
Netrastft Public Power District Spp 10914 074. 24X 

F 1 c h e. 50 -29B. B 3 /OS/3 1 . B306ai 0 1 1 4. 


—6306810139 IE Insp Rdpt 50-298/03-06 on B30301--0430 No noncamp I lance 
noted. Hajor areat inspected operational safety 
varif Ications, nonth Iv tvrvaillancv St main t obsarvatlon*. IF 
bulletin folloiiiup l< independent imp effort 
OUBOIfl,D L , WE8TERMAN. T F Region 4, Office of Director 
83/05/26 I Spp 18914 076 S4X Flche 50-290,03/05/31,0306210114 


630S110464 IE Info Notice 63-36. "Impact of Security Practices on Safe 
Optrablons " Svc List end. 

JGRDAN, E L, Division of Emergency Preparednets & Engineering 
Ratponee (Post 830103) 83/06/09. Consol Ideted Edison Co. of New 

York, Ire I19pp 18S30>280 24X Fich e 50-000, S3/06/09, 03051 J 0464 


8306160351 Forwapd* IE Safeguards Imp Rept 50-29B/B3-0B on 030405-07 
No noncomp 1 lanes noted 

MADSEN, O.L. Region 4, Office of Director 83/06/10. PILANT, M 
Nebratk-e Public Power District 2pp 166S9-‘241 24X 

Flchs. 90-298, 83/06/10, 8306160351 


— 8306160362 IE Safeguard* Insp Rept 50-298/63-00 an 630405-07 No 
noneompliance noted Major areas inspected safeguards 
contingency plan It reeponse to emergency drill Details 
wlthKffld (1(K:FR73 21) 

KELLY, J. A., BROWN. 0 0 j WESTeRHAN, T F Region 4, Office of 
Director. 82/03/00 Ip, 18859.243 24X FI c he: 60-290, 83/06/10, 

8306160351. 


B305110470 IE Info Notice 83-30, "Defective Heat Binb Attbesive f* 
aetenicenv Induced Chatter In Relays Within Printed 
Circuit Cards, " Bve lilt end. 

vIORDAN, E. L. Division of Emergency Preparedness k Engineering 
Reeponte <Pest 830103) 83/06/13 Consolidated Edison Co of New 

Yorlf, Inc. 118pp. 18920, 225. 24X FIche 50-000, 83/06/13, 03051 10470 


8306090010 IE Info Notice 83-37, "Traniformer Failure Resulting From 
Degraded Internal Connection Catlee Svc list encl 
JORDAN, E. L Division of Emergency Preparedness tc Engineering 
Aesponie <Post 830103) 03/06/13 Consolidated Edison Co of New 

Yorlii Inc 243pp. 10921 001. 24X Fi c he; 50-000, 83/06/ 13, B30609001 0, 


8309110479 IE Info Notice 63-40, "Need to Environmentally Qualify 
Epoxy Croutf ir 8ealir* ** Syc list end 

JORDAN, E. L Division of Emergency Preperedness 8, Engineering 
Response (Post 830103) 83/06/22. Consolidated Edison Co of New 

York, Inc. llSpp 19021 179 24X Fic he* 50-000, 83/06/22, 83051 10479 


6305110477 IE Info Notice 63-41, "Actuation o# Fire Suppression Sys 
Causing tnoparabllltv of 8af ety-Reiata(f Equipment." Svc list 
end. 

JORDAN, E. L, Division of Emergency Preparedness fc Engineering 
Reiponi* (Post 830103). 03/06/22 Con soli (fated Edison €o of Naw 

Yorkt Inc 120fp. 10997.007, 24X Flche- 50-000, 83/06/22, 83051 10477 


8305110477 IE Infs Notice 83-42, "Reactor Mode Switch Malfuncttone, " 
Svc list encl, 

JORDAN, E L, Division of Emergency Preparedneii li Engineering 
Response (Poet 030103). 83/06/23 Contelidated Edison Co of Neu 

York, Ine. Ii6pp 18996:242 24X Flehe: 50-000, 83/06/23, 63051 10479 


8305110483 IE Info Notice S3-43, "Improppp Settings of Intermediate; 
Range (1R> High riux Trip Setpoints " Svc list encl 
JORDAN, E L Division of emergency Preparedness Engineering 
Response (Post 030103) Q3/06/24 Consolidated Edison Cn of New 

York. Jne ll6pp 19046 297 24X Firhe 50-000.03/06/24.0305110483 


R Periodic operating reports Ic related correspondence 


8306020148 Monthly nperating rept for Mar 1903 W/a30405 1 tr 
OALUNOER/P L , LESSOR, U C Nebraska Public Power District 
03/04/05 Spp 18690 356 24X Fiche 50-298.63/04/05,0306020148 


8306160477 Monthly operating rept for Apr 1983 W/03ObO2 Itr 
BALLlNOEfl. P L . THOMASON. P V Nebraska Public Power District 
03/05/02 Office of Resource Management, Director Spp 
10062 232 24X Fiche 50-298,03/05/02.0306160477 


03O616O48B Monthly cpera^ting rept for Apr 1903 W/B30510 Itr 
BALLIWOEH, P L , THaMASON, P V Nebraska Public Power District 
03/05/10 Office of Management and Program Analysis 2pp 
10064 134 24X Fiche 50-290,03/05/10,0306160400 


6 Reportable occurrences, LERs related correspondence 


0306010262 PNO-IV-03-Ol*/A on 630517, 1 iconsee committed to perform insp 
of recirculation sys piping weldsi inc luding RHR *yt> inlet 
6 outlet 7 connections Four welds in need of repair, due to 
Intergranul ar stress corrosion cracking 

DUOOrS. D , WESTERNAN, T F Region 4. Office of Director D3/05/27 
Ip 10672 268 84 X Fiche 50-290,03/05/27,0306010262 


0306130337 LER B3-005/03L-0 on 030505. so am discharge vol drain value 
CRD-CJ-A0V33 failed to close per Tech Specs Caused by 
grafoil packing working between vaWe stem & bpdy Vi^lvc 
repacked N/B30604 Itr 

THOMASON, P J . DALLINGER.P L Nebraska Public Power District 
03/06/04 COLLINS. J T Region 4, Office of Director 3pp 
18822 277 24X Fiche 50-290.03/06/04,0306130339 


0306160494 LER 03-OO6/D3L-O on 030509. during perfermance of 
Surveillance Procedure d, 3 10 9 1, four RHR mechanical 
snubbers froien Caused by RHR shutdown cooling creating 
water hammer k over laa(} i ng snubbere w/a3060B Itr 
BALLINOER.P L t THOMASON. P V Nebraska Public Power District 
03/06/00 CDLLINB.J T Region 4. Office of Director. 3pp 
18864 153 24X Fiche 50-298,03/06/00.0306160494 


8306270163 LER B3-007/03L-0 on 030518. during ref uel ing, both standby gns 
treatment sys diesel generators found inoperable Caused by 
personnel failure to follDw Tech Spec requirements 
Reqoiremonts revieued 6 clarified W/a30616 Itr 

NIRE. K R , THOMASON, P V Nebraska Public Power District 03/06/16 
COLLINS, J T Region 4, Office of Director 3pp 10992 023 24X 

Fiche 50-298,03/06/16.8306270163 


DOCKET 50-301 POINT BEACH NUCLFAR PLANT, UNIT 2 


F Security, medical, emergency St fire protection plans 


9306060156 Provides update to 030420 Itr re mods proposed to support 
App R exemption requests, based on 030523 insp of Unit 2 AOS 
6 A06 switchgear cabinet* 

FAYiC W. Wisconsin Electric Power Co 83/05/31 DEN TON, H R 
Office of Nuclear Reactor Regulation, Director CLARK, R A 
Dperattnfl Reactors Branch 3 2pp 10726 103 24X 

Fiche 50-266,03/05/31,0306060156 


0306070177 Ac)r receipt of 830408 & 0523 Itr informing NRC of steps 
taken to correct violations noted in IE Insp Rept* 

SO-266/03-01 k SO-aOl/03-01 

PAPERIELLO, C J Region 3, Office of Director 03/06/06 
BURSTEIN.S Wisconsin Electric Power Co Ip 10796 081 24X 

Fiche. 50-266, 03/06/06, 03O6O9Oi77 


— 8306090105 Responds to NRC 030308 Itr re violations noted in IE Insp 
Rapts 50-266/03-01 k 50-301/83-01 Notice of violation 
inappropriate 1 9 ba*ad in implemenatlon of listed items 
Fifteen-minute notifications Inconsistent w/mlnor event* 

FAY,C H. Wisconsin Electric Power Co B3/O4/O0. KEPPLER,J 0. 
Region 3, Office of Director 3pp 18796 002 24X 

Fiche 50-266,83/06/06,8306090177 


B3O6130447 Notifies that LA8L vital area analysis program personnel 
wilt reatialyis original sites visited during early stages of 
program Revist necessary to gather addl info due to major 
mods k redirectlan by NRC 

HlNDrJ A. Division of Radiological k Materials Safety Programs. 
83/06/08, EUR8TEIN1 8 Wisconsin Electric Power Co 2pp 
18821*209 24X Fiche: 50-266, 83/06/08, 0306130447 
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93061130431 Forwards SER compliance w/NURC0'0737* 1 tern III A 1 
"Min Staffing Levels for Hmergencg Situations " Provisions 
for on»h I ft staffing Jt augmentation acceptable 

HIMDj J A Division of Radiological l< Materials Safety Progi*oms 
93/06/10 QUR&TEIM»S (Wisconsin Electric Power Co 8pp 
1B821 215 24X Fiche go-266i 83/06/ 10. 0306130431 


0306240100 Responds to 030603 Itr advising of status of util request to 
locate e/nergencg operations facility at corporate 
headquarters in Hi 1 waufcee. U1 New communication apparatus It 
revised procedures enhance emergencg capabilities 
FAVi C Vt Wisconsin Electric Power Co 03/06/16 DEVOUNO. R C 
DirectDr''e Office. Office of Inspection and Enforcement 2pp 
la'Jiq 130 24X riche 50-266,83/06/16.0306210100 


8306230356 Ac k receipt of NRC B30603 Itr re status of util request to 
locate emergencg operations facility (EuF) at corporate 
headquarters in Milwaukee, W1 Past communication difficulties 
unrelated to divided EOF concept 

FAV. C U Wisconsin Electric Power Co 03/06/16 DCVOUNO, H C 
Diructor's Office. Office of Inspection and Enforcement 2pp 
18943 3 17 24X Fiche 30-266,03/06/16.0306200356 


J Insurance S( Indomnitg information 


S306070404 Forwards Endorsement 71 to NEL lA Policy NF-17B It Endorsement 
Sa to MAfcLU Policy MF-53 

S UNO AS I W J Wisconsin Electric Power Co 03/OS/10 Antitrust It 

Economic analysis Branch (Utility Finance! 3pp J874I 352 a4X 
Fiche 50-266, 83/05/10, 0306070404 


P Operating license stage documents & cot respondenc e 


G30601042B Advises of failure to complete installation te place in 
operation portions of radioactive monitoring equipment for 
compliance u/KUREO-0737, I tern tl F 1 1, "Noble Oas 
Monitoring " Completion et pec ted by 030630 

FAY.C M Wisconsin Electric Power Co 03/09/25 DENTON, N R 
Office of Nuclear Reactor Regulation, Director CLARKi R A 
Operating Reactors Branch 3 3pp 10679 321 24X 

Ficha 50-266,03/05/29,0306010420 


9306070086 Provides results of ch lor ine, boron pH analyses performed 
for chemical test matrix, per NURE0''O737, Item II D 3. 

Criterion 10. to demonstrate analytical capabilities in 
presence of Interfering ion concentrations 

FAY.C W Wisconsin Electric Power Co 03/06/03 DENTON.H R 
Office of Nuclear Reactor Regulation. Director 2pp 10737 350 
24X Fiche 50-266,83/06/03.0306070006. 


9306200267 Forwards latest rev of FSAR Bection 1 0, describing OA 
program, per 1QCFR50 54<a}(2) Changes do not reduce QA 
program commitments previously accepted by NRC Substantive 
changes summarised 

FAYiC W Wisconsin Electric Power Co 83/06/10 KEPPLER. J 0 
Rsgibn 3i Office of Director. a6pp 10901 063 24X 

Fiche 90-266.03/06/10,8306200267 


8306200260 Informs of further delay in implementing post-^TMl-re lated 
issues due to delay In shipment of euxlllAry safety 
instrunoRitatian panels from vendor, in respond* to 830314 
order 

FAY.O M. Wisconsin Electric Power Co 83/06/16 DENTON, 11 R 
Office of Nuclear Reactor Regulation, Director CLARK, R A 
Operating Reactors Branch 3 4pp. 1Q901 173 24X 

Fiche, 50-266. 83/06/16, 8306200260 


&30-62l009i Requests mod to WPDES Permit WI -0000957-2. removing pH 
limitations on sewage treatment plant it retention pond 
iffluanta Hod will allow operation of plant it pond w/reduced 
additions of dissolved solids to environ 

LINOUE.J W Wisconsin Electric Power Co 03/06/16 Wisconsin* 
State pf 3pp 10914008 24 X Fiche. 50-266. 83/06/16, 8306210091 


0306270275 Requests mod to WPDE6 Permit Wl -0000957-2 to remove pH 
Hnltatione on sewage treatment plant retention pond 
effluents Removal of limits will allow operation w/reducad 
additions of dissolved solids to environ 

LINOUE. J W, Wisconsin Electric Power Co. 83/06/16 Wisconsin* 
State of 2pp 18996 l70 e4X Fiche 90-266*83/06/16,8306270275 


0306280443 Proposes hardware mod to ensure automatic initiatiori of 
auxiliary feedwater flow to affected operating unit w/o 
operator action Mod only affect* motor driven auxiliary 
feedwater pumps & motor-operated isolation valves 
FAYrC W. Wisconsin Else trie Power Co 03/06/20. DENTON, H, R 
Office of Nuclear Reactor Regulation, Director C( ARK, R A 
Operating Reactors Branch 3 3pp 19019 174< 24X 

Fiche’ 50-266. 03/06/20, 8306200443 


0306290146 Informs that util response to NDRE0-0737i Items II F 1 4, 
llFl58cIIFi6 acceptable re installation of 
containment pressure. water level & hydrogen monitoring sys 
9ER end 

CLARK. R A Operating Reactors Branch 3 03/06/21 FAY. C H 

Wisconsin Electric Power Co 8pp 19046 250 24K 

Fiche 50-266.83/06/21,0306990146 


0306200397 Requests extension of deadline for certain environ 
qual if 1 cation Items, listed in BER In Categories II A tt 11 C. 
until 3 months after meeting held to resolve deficiencies 
eURSTElN. 8 Mlaconsln Electric Power Co 83/06/29 DENTON.H R 
Office of Nuclear Reactor Regulation* DiroetDr CLARK, R A 
Operating Reaetprs Branch 3 2pp 19001 359 24X 

Fiche 50-266.03/06/22.0306280397 


0 Inspection reports. IE Bulletins 8* eorrespondsner 


0305110498 IE Info Notice 03-32, ^'Ruptured Am-24i Sources Contalnid in 
Well Logging Device " Sve list end 

TAYLOR,J M Division of Safeguards & Inspection Program* (Post 
830103) 03/05/26 Consolidated Edison Co of New York. Inc 
129pp 10031 043 24X Fiche’ 50-000. 83/05/26.83051 10450 


8305110460 IE Info Notice 03-34, "Event Notification Info Worksheet " 
9vc list end 

JORDAN. E L Division of Emergency Preparedness ft Engineering 
Response (Post 030103) 83/05/26 Consolidated Edison Co of New 

York. Inc. U5pp 10732 OBS g4X Fiche 50-000,83/09/26.0305110460. 


8309110461 IE Info Notice 03-39, **Fucl Hovament W/Control Rods 
Withdrawn at DWfis " 6vc list end 

JORDAN. E L Division of Emergencg Preparedness I. Engineering 
Response (Post QS0103) 83/05/31 Consolidated Edison Co of New 

York. Inc ll6pp 10732,208 24X Fi< h a; 50-000. 83/05/31, 8305110461. 


9306070324 Confirms G30616 meeting w/util at Region III ofc to dlkcuis 
6ALP Interested parties should submit advance notification 
by 830613 

N0RELIU8, C E Division of Project Ic Resident Programs 83/06/01 
BUR9TE1N.S Wisconsin Electric Power Co Ip 10746 000. 24X 

Fiche 50-266,03/06/01,8306070324 


8306170013 (Grants relief from requirement ta perform volumetric insp of 
reactor coolant pump (RCP) casing welds ic visual exam of 
Interior surface of RCP casing, provid 1 ng alternate exam 
described in safety evaluation perforfliedj p er 030113 Itr. 

CLARK, R. A Operating Reactors Branch 3. 03/06/01 FAY.C E 

Wisconsin Electric Power Co 4pp 18907.339 24X 

Fiche 90-301,83/06/01,0306170013 


— 6306170016 Safety evaluation supporting request for exemption from 
requirement to perform volumetric Insp of reactor coolant 
pump (RCP) casing provided proposed alternative exams 
substituted 

» NRC - No Detailed Affiliation Olven 83/06/01 7pp 
10907.339 S4X Fiche 90-301.03/06/01.8306170013 


— 0306170019 Notice of granting of relief from certain requirement! of 
A8ME Code Oection XI inservice insp requirements. 

CLARKrR A aperating Reactors Branch 3. 03/06/01 2pp 

18907 346 24X Fiche 90-301.03/06/01,0306170013 


8306090177 Ack receipt of 830400 & 0923 Itr Informing NRC of steps 
taken to correct violations noted In IE Insp Repts 
90-266/83-01 it 50-301/03-01 

PAPERIELLO.C, J Region 3, Office of Pireeior. 03/06/06 
BUR8TEIN, 8 Wisconsin Electric Power Co Ip 10796 081. 84X 

Fiche. 90-266* 03/06/06, 0306090177 


— 0306090109 Responds to NRC 030308 Itr re violations noted in IE Insp 
Repts 90-266/83-01 it 50-301/03-01. Nut i ce of violation 
Inappropriately! based on Implementation of listed items, 
Fifteen-minute notifications Inconsistent w/mlnor events. 

FAYiC W Wisconsin Electric Power Co 83/04/08. KEPPLER* J 0 
Region 3, Office of Director 3pp, 10796.002 24X 

Fiche* 50-266. 03/06/06, 8306090177 


8306130146 Advises that no check valves Installed In flow path of 
cooling water for diesel generators, in response to IE 
Bulletin 63-03 re check valve failures in raw water cooling 
sys of diesel generators 

BURBT£IN*8 Wisconsin Electric Power Co 83/06/06 KEPPLER.J 0. 
Region 3, Office of Director Ip 100E4 277 24X 

Fiche. 90-266, 03/06/06, 0306130146 


8309110464 IE Info Notice 83-36. "Impact of Security Practices on Safe 
Operations " Sve list encl 

JORDAN, E L Division of Emergency Preparedness V Engineering 
Response (Post 880103) 03/06/09 Consolidated Edison Co of New 

York, Inc ll9pp 18030 280. 24X Fi c he ’ 50-000* 03/06/09. 03091 10464. 
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6306230274 Foruartfs lE Insp Rtptv &O-2&6/03*IO k 50-301/83- JO on 
030923-26 No noncoflip 1 iance noted 

8TREETER4JF Regicin 3r D+Plce of Director 83/06/10 BIIRB7EIN*9 
Miiconiin Electric Poutr Co Spp, 18^43 129. 24X 

F i ch a ' SO -266. 83 /06/ 1 D^ 8306230274 


— 83D6230279 IE Jn«p Repte 50-266/83-10 & 90-301/83-10 on 830320-26 No 
nonconp lienee noted. Major ^reas Inepecieif nonlicensed 
pereonntl tralnlna *« Hcensed personnel reqoal iPicatl on 
progreas 

HABBEiR A j HAWKINS* F C Region O. Office of Director 03/06/10 
4pp 18945:131 24 X Fi che 50-266.83/06/10.8306230274 


8305110470 1£ Info Kotic* 83-38. "Defective Heat Rink Adheeivr lit 
SeltJttlceilg Induced Chatter in Relags Within Printed 
Circuit Cardi " five list end. 

JORDAN. E.L Oivlflon of Emergency Preparedness 6 Engineering 
Response (post 8301031 83/06/13. Conso 1 idattiT Edison Co of Neu) 

Vorkf Inc, 1 ISpg. 18920 225. 24X FI che' 50-000. 83/06/13. B305U0470 


8306090010 IE Info Notice B3“37i "Transformer Failure Resulting From 
Degraded Internal Connection Cables " 8vc list end 
JOfiOAM. E L. Division of Emergencg Preparedness 6 Engineering 
Response (post 830103). 63/06/13 Consol idatid Edlsen Co of Neui 

York. Inc. Z43pp. 18921 001. 24X FI rhe* 50-000, 83/06/ 13. 8306090010 


S30623O260 Act receipt of 830525 Itr inferring NRC of steps taken to 
correct vidletions noted In IE Insp Repti 50-266/83-04 It 
50-301/83-04. 

HORELIURj C. E Division of Project St Resident Programs. B3/06/20. 
flURaTElMfS, Wisconsin Electric Power Co Ip 18945 072 84X 

riche 50-266J 63/06/20. 8306330260 


—8306230261 Responds to NRC 830425 Itr rr violations noted in IE Imp 
Repts 90-266/83-04 U 50-301/83-04. Come tive actions. 

Procedure HP 2 4 re containment entr^j chec k-ln/check-owt 
1141 deleted on 830920 

FAYiC.W, WifiCDnsin Electric Power Co 83/03/29 KEPPLER.J.O 
Region 3. Office of Director 2pp 18945:073 24X 

FI Che 50-266. 83/06/20. 0306230260 


8309110475 IE Info Notice 83-40. "Need to Envlronnentall v Quallfg 
Epoxif Grouts It Sealers " Bve list end 

J0R0AN«E L Division of Emergenev Preparedness It Engineering 
Response (Post 830103). 83/06/22 Consolidated Edison Co. of New 

Yerk. Inc llSpp 1902J I79 24X Flchc 50-000.83/06/22.8305110475, 


8309110477 IE info Notice 83-41. *^Actuatlfin of Fire Suppression Sgs 
Causing In-opcrabi 1 1 tg of Bafetg-Releted Equipment,'* 6vr list 
end 

JORDAN. E. L Division of Emergency Pr epar edness 6 Engineering 
Response IPpet 830103). 83/06/22, Consolidated Edison Co. of New 

York. Inc. 120pp, 18997 007. 24X FI c he, 50-000. 03/06/22. 83091 10477 


8305110479 IE Info Notice 83-42. ''Reactor Node Switch Malfunctions.*' 
8vc list end. 

JORDAN. E. L Division of Emergency Preparedtires ti Engineering 
Response (Post 630103) 63/06/23 Consolidated Edison Co. of New 

Yprki Inc. il6pp 18996.242 24X Fiche 50-000103/06/23.8305110479, 


8309110483 IE Info Notice e3-43i "Improper Settings of Intermedlats 
Range (IRl High Fluk Trip Setpoints ** Q/c list end 
JORDAN. E L Division of Emergency Preperedness Engineering 
Response (Post e30103> 83/06/24 Consolidated Edison Cn of New 

York I Inc, 116pp. 19046-297 24X Fithe 90-000.83/06/2410309110483. 


R Periodic operating reports k releted correspondence 


8306200137 Monthly operating repts for Hay 1983. W/B30613 Itr. 

FAYiC W Hlsconsin Electric Power Co 63/06/06 9pp 18901 '046 
24X Pic he: 50-266. 83/06/06.. 8306200137 


8, Reportable occurrenees. LERi 6 related correspendence 


0306060078 WDE8 noncomp 1 lance: on 830529, dally mas pH effluent Heiit 
e iceeded. Util commenced Investigation of incident Ltr to be 
sent to Dept Pf Natural Resources outlining results Si 
corrsetive action 

FATiC. W, Hieconsln Electric Power Co 03/'O3/27, Wisconsin. Btmte 
of. Ip. 18723:022 24X Fiche: 90-266, 83/05/27# 8306060078 


8306210207 LER 03-007/01 T-0, on 830923# higher than normal levels of 
I-13I In primary coolant prompted Investigation of fuel 
assemblies, Probably caused by fretting at bottom spring clip 
, grid slbvatlon optimiied fuel assembl i es. zps, W/e30606 Itr, 

PAY. C. W, « BUR0TEIN. fl Wisconsin Electric Power Co, 83/06/06. 
KEPPLER* J. 0 Regions* Office df Director. 9sp, 18918:122 24X 

Flchej 90-301,83/06/06. 8306210207. 


0306300036 NPDES noncomp 1 lance notification on 030525, pH of retention 
pord discharge exceeded limits Caused by leaks in retaining 
board used to siphon sludge from pond to discharge Leaks 
repel red on 830526 

FAY, C W Wisconsin Electric Power Co Q3/06/23 Wisconsin. BteU 

af ip 19120 237 a4X Fithe 50-266.03/06/23.8306300038 
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F Security, medical, emergency 8. fire protection plans 


0306140040 Con firms 830124 enforcement meeting at Region 11 ofc to 
discuss apparent violations associated u/changino 
operational mode boron injection flow path, survei llonce 
testing 6 fire barriers Agenda enc 1 W/o end 

O'REILLY, J P Region 2. Office of Director 83/01/19 HANCOCK, J A 
Florida Power Corp 2pp 1B030 335 24X Fiche 50-302.03/01/19, 

8306140040 


0306030132 Ack receipt of 030325 Itr requesting waiver of 3 mcinth 
hiatus between submittal of procedures generation package 
ti Initiation of training on upgraded emergency procedures. 

Waiver granted 

STOLZ. J F Operating Reactors Sranch 4 03/05/17 WILOUB, W 8 

Florida Power Corp 2pp 10733 306 24X Fiche 50-302.03/05/17. 

0306030132 


0306030253 Informs that NUREO-0737. Item III A 2 1. "Emergency 
Preparedness. Upgrad B Emergency Plans to App E. lOCrfiSO. " 
completed Item closed 

STOLZ* J F. Operating Reactors Branch 4 03/09/17 WILOUQ. W S 

Florida Power Corp 3pp 10734 067 24X Fiche 50-302.03/05/17. 

0306030253 


6306140447 Ack receipt af 63O4S0 Itr Informing NRC of stops taken to 
correct violations noted In IE Inap Rept 50-302/03-07 
DANCE. H C Division of Project k Resident Programs 03/05/27 
WIL0US.W8 Florida Power Corp Ip 18036 349 24X 

Fiche 30-302,03/09/27,8306140447 


—8306140469 IE Insp Rept 50-302/83-07 on 030129-0228 Noncompliance 
noted failure to follow Procedure 0P-40i when pressurixing 
core flood tank A on 030225 

STETKA.T F Region 2. Office of Director BROWNLEE. V L Division 

of Project k Resident Progroms 03/03/20 7pp 18036 355 24X 

Fiche 50-302.03/05/27,0306140447 


0306070300 Forwards proposed schedult for completing requirements of 
NUREO-O737i Rupp 1 1. ‘'Emergency Response Capability." per 
830910 meeting Commitments from 030415 Itr remain unchanged 
WILOUS. W 8 Florida Power Corp 93/05/31 9T0LZ. JF. Operating 
Reactors Branch 4 Qpp 18740 309 24X Fiche 50-302.63/05/31. 

8306070300 


0306300225 Application to amend License DPR-72, cons isting of Request 
lD9.allowing compensatory action other than establishment 
of continuous fire watch when penetration fire barrier 
found nonfunctional 

ME8TAFER.0 R Florida Power Corp 83/06/24 DENTON. H R Office of 
Nuclear Reactor Regulation. Director App, 19119 165 24X 

Fiche. 50-302. 03/06/24, 0306300225 


—8306300229 Proposed Tech Specs 3/4 7 12 re fire harrier penetration* 
* Florida Power Corp 03/06/24 2pp 19119 171 24X 

Fiche* 50-302.03/06/24* 0306300225 


If General correspondence 


9306010049 Advises that R Neman is operating reactor project manager 
for fad llty. e f f Bc ti ve 830516 

FAIRTILE.M B Operating Reactors Drench 4 03/09/19 giLOUB, W 3 

Florida power It Light Co 2pp 10606 359 S4X 
Fiche 50-302,83/05/19,8306010049 


1, Financial information 


8306030320 Forwards Annual Financial Repts for 1902 for Florida 
Progress Corp 9, Cities of Tal lahassee. Ocala. Kissimmee S< 

Leesburg, FL Comprehensive financial info alio end 

WE8TAFER.0 R Florida Power Corp 03/09/26 DENTON. H R Office of 
Nuclear Reactor Regulation. Director 32lpp. 10706' 1G5 24X 

Fiche 50-302. 03/05/26, 8306030320 


—0306030322 Annual Financial Rept, 1902 

e Florida Power Carp 83/02/10 3pp 10706 332 24X 

Fiche, 50-302* 63/05/26. 0306030320, 


—*8306030323 Annual Financial Rept for FY ending 820930, 

» TallahasseiFL 83/05/26 139pp 18707 Oil, 24X 

Fiche' 50-302, 83/05/26, 0306030320, 
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— 830^030325 Annual Financial Kept For FY ending B20930 
• Oca Jar FL 03/05/26 I53pp 13707 IdA 24X 
F i c in e 5O-*302, Q3/05/26» H3060303a0 


— 8306030327 Annual Financial B^pt for FY ondlng Q20930 
« Kissinunee. FL 03/01/03 i60pp 18707 304 24X 

Fi c h cf 50*-302r 03/0 S/26r 0306030320 


— 8306030328 Annual Financial llcpt for FY ending 020930 
LeesburgrFL 03/05/26 161pp 10700 104 24X 

FI c h e SO -302. 03/05/26, 0306030320 


P Operating license stage docuntents 8< correspondence 


Q306060051 Addl response to FQIA request Far three categories of 
rfacuments re FRA of reactor safety study iitethadalogy 
application program repts & Interim reliability evaluation 
prograai repts Forwards App A documents Search continuing 
FCLTQfii J ii. Division of Rules and Records 03/04/07 QHOLLY, Q C 
Union of Concerned Bcientists 3pp 10752 001 24X 

F 1 c h b: 5 O-OOO 1 83/04/07. 0306060051 


— 0306060061 Statement on baclrground. i ssues* current status tc Future 
action re interim b natl reliability evaluation programs 
* WRC “ No Detailed Affiliation Oiveti 02/12/31 3pp 
1B75B 059 24X Fiche 50-000.03/04/0718306060051 


— 8306060000 Forwards background info re FRA studies. Review of Bandia 
Natl J-abs interim reliability evaluation program studies 
dlsci/ssed U/o end 

STOLZ* J Operating Reactors Branch A 83/01/19 LAINAS. © C 
Aisietant Director for Operating Reactors Spp 18792 200 24X 

Fiche 90-000. B3/04/07. 0306060051 


*'-8306060085 Provides info on boron precipitation clogging NPl lines b 
failure of operator to switch to hot leg injection in order 
fra flush out boron residue from core during rec irculatl on 
Info obtained from PRAs 

NRC - No Detailed Affiliatjon Given B3/02/24 
THADANl.A NRC - No Detailed Affi nation Given 6pp 1B752 206 
24X Fiche 50-000.83/04/07.0306060051 


8306020543 Requests responses to 12 open items in end B30301 %t 02 
meeting minutes re inservice testing program 

STOLZ. J.F Operating Reactors Branch 4 03/05/17 WILGUS, N S 

Florida Power Corp 20pp 10715 123 24X Fiche 50-302.03/05/17. 

8306020943 


8306020100 Forwards Franklin Research Ctr draft technical evaluation 
pept. "Control of Heavy Loads (C-10). Florida Power Co. 

Crystal River Unit 3 " Guidance document. ''Synopsis of 
Issues Associated w/NUREO-0612. " also end 

8TCJl,Z.J F, Operating Reactors Branch 4 03/05/17 H1L0U9. W. B 

Florida Power Corp, 2pp 18701 072 24X Fiche 50-302.83/05/19. 

8306020180 


— 8306020196 "Control of Heavy Loads (C-IO) . Florida Power Co. Crystal 
River Unit 3." draft technical evaluation rept. 

OCNBliRGEfi. C . V08BURY. F U franklin Institute/Frank 1 in Research 
Center NRC-03-P1-130 TER-C5506-347 DRFT 03/01/28 

CLEMeNSON, F NRC " No Detailed AfPlHation Given P9pp 
10701 '074 24X Fiche 50-302. 03/05/19. 0306020108 


8306150621 Forwards reguest fur addl info re 810505 Generic Lfrr 01-21. 
"Natural Circulation Cooldown." Info must be received by 
830001 In order to complete review by 830930 

SrOLZ.vl F Qperating Reactors Branch 4 03/05/20 UrLGUB.N B 

Florida Power Corp 6pp 10867 879 24X Fiche 50-302.83/03/20. 

B306 150621 


8806150202 Furwards notice of consideration of issuance of amend to 
License DPR— 72 fit proposed no significant haxards 
consideration determination fi. opportunity for hearing on 
830331 amend application re Cycle 5 reload 

HER NAN. R Operating Reactors Branch 4. 03/05/27. NILQUS.H. 0 

Florida Power Corp 2pp 18870026 24 X Fiche* 50-302. 03/05/27, 

8306150282. 


— 8306150286 Notice of considerntian of issuance of amend to License 
DPR -72 fit proposed no significant haiards consideration 
detarailnatlpn fit opportunity for hearing r> Cycle 9 reload. 
8T0LZ.U, F, Operating Reactors Branch 4 83/03/31 Bpp 

10870 028. 24 X Fiche 50-302. 83/05/27. 0306150282. 


8306140377 Forwards revised Table D-1. "Preliminary Btreps Level 
Compari son. " showing value of stress concentration factor fir 
higher calculated peak stresses. Higher peak stresses do not 
affect conclusions from 830506 meeting Heating sueunary end 
TAYLOR, U H Babcock fit NiUox Co. 83/06/07 MINER, B N«C *- No 

Detailed Affiliation Given 2pp 18844 001 24X 

Fiche. 50-000. 83/06/07. 8306140377 


8306230429 Forwards analysts rept re fuel failures at facility 
resulting from combination of iodine spiking & overly 
stringent Tech Bpecs. in response to 811210 Itr Tsch Spec 
change proposed for RC8 iodine activity level 

NESTAFERj G R Florida Power Corp 63/06/10 BTOLZ. J. F. Licensing 
Branch 4 16pp 10941 343 24X Fiche 50-302, 03/06/ 10. 8306230429 


0306200033 Advises that final submittal of pump & valve program will be 
forwarded within 90 days following receipt of 8ER Final 
submittal will include additions due to nods accomplished 
during Refuel IV Rev A to program end 

MESTAFER.G R Florida Power Corp 03/06/14 DENTON, H. R Office of 
Nuclear Reactor Regulation. Director Ip 19121 OBI 24X 
Fiche 50-302,83/06/14.0506200033 


— 8306300062 Rev 4 to pump fi, valve program 

» Florida Power Corp 83/06/14 274pp 19121 002 24X 

Fiche 50-302. 03/06/14. 8306200033 


8306220049 Forwards Vols 3 L 4 to "Environ Dual 1 f icatlon of Clase IE 
Equipment ** Data combined w/030520 response to NRC 830111 
8ER. provides complete response to NUREO’^ODBB. IE Bulletin 
79-OlD fi, recently published rule 10CFR5D 49. 

NE6TAFER.0 R Florida Power Corp 03/06/15 BTDLZ.J F Operating 
Reactors Branch 4 2pp 10920 231 84X Fich ■; 50-302. 03/06/15, 

0306220049 


— 8306320055 VoIb 3 fi, 4 to "Environ Gual if Ication pf Class IE Equipment. 
« Ollbert/Commonucalth Cos 03/06/15 907pp. 1D920 233 24X 

PI ch e 90-302. 63/06/ 1 3. B306220049 


0306230469 Submits addl info supporting B3D331 Tech Spec Change Request 
82 re Cycle 5 operation w/reacior coolant pump power 
monitors Response time for pump status based on reactor 
coolant power pump monitor trip should be 1.44 i 

NE8TAFER.0 R Florida Power Corp 83/06/17 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 2pp 18941 334. 24X 

Fiche 50-302.83/06/17,8306230465 


0306240259 Updates status of BAW-17B4 re Internali bolting repair 
activities BfiiW stress analysis plus margins afforded by util 
repair pians.essure safety of reactor internals for return 
to full power, 

NEBTAFER.OR Florida Power Corp 83/06/20. BTOLZ.JF. Operating 
Reactors Drench 4 5pp 18901 310 24X Fiche: 50-302. a3/O6/20« 

0306240259 


8306300225 Application to amend License DPR-72. eoneist ing of Request 
109. allowing compensatory action other than establishment 
of continuous fire watch when penetration fire harrier 
found nonfunctional. 

UE8TArER.GR Florida Power Corp. 83/06/24 DENTON.HR Office of 
Nuclear Reactor Regulation. Director 6pp 19119.165. 24X 

Fiche. 50-302. 83/06/24. 0306300225 


— ‘8306300229 Proposed Tech Specs 3/4 7 12 re fire barrier penetratloTis 
» Florida Power Corp 83/06/24 2pp. 19tl9 171 24X 

Fiche. 50-302. 83/06/24. 0306300225 


a Inspection reports. IE Bulletins fi. correspondanee 


8306140040 Confirms 830124 enforcement meeting at Region II ofc to 
discuss apparent violations associated w/chanplng 
operational mode boron injection flow path, survai llance 
testing h fire barriers Agenda end U/o end, 

O'REILLY, J.P Region 2. Office of Director. 83/01/19 HANCOCK, J A 
Florida Power Corp 2pp 18838*335 24X Fiche* 50-902, 03/01/19, 

0306140040 


8305110458 IE Info Notice 03-32. "Ruptured Am-241 Sources Contained In 
Uell Logging Device " 8vc list end 

TAYLOR, U H Division of Safeguards fit Jnspectinn Programs (Post 
830103) 03/05/26 Cnnsoli dated Edison Co. of New York. Inc. 

125pp 18831 043 24X pl the. 50-000, 83/05/26, 8305110458. 


8305110460 IE Info Notice 83-34, "Event Notification Info Uorksheet. " 
Sve list end 

JORDAN, C. L Division of Emergency Preparedness & Engineering 
Response <Post 630103) 83/05/26 Consolidated Edison Co. of New 

York, Inc ll5pp 10732*005 24X Fiche. 50-000. 83/05/26. 8305110460. 


0306140447 Ack receipt of 030428 Itr infuT'ming NRC of steps taken to 
correct violations noted in IE Insp Rept 50-302/63-07 
DANCE. H C Division of project Sc Resident Programs 03/05/27 
UILGU8.H B Florida Power Corp Ip 10836:349. 24X 

Fiche* 50-302. 83/05/27. 8306140447 
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— B30A140451 Responds to NRC Q30329 Ur re violations noted in 1C Insp 
Ript SO-3O-a/03-O7 Corrective actions operations personnel 
re Instruc ted on Importance of u-sing procedures involving 
£CCQ 

WCfirAFER.O R Florida Pouer Corp 03/04/20 O^tlClLLY, J P 
Region 2. OfPice of Director 2pp 18a3& 350 S4X 
Fiche 50»30a. B3/05/27i 3306140447 


— 03O&I4O45S Foruards IC Insp ftept 50-30S/Q3“07 on 830129-0220 6 notice 
of violation 

DAWCEf H C Divio Ion of Project Resident Programs B3/03/29 
HANCOCK. vl A Florida Pouer Carp 2pp 18836 352 24X 

Fi c h e 50-302. B3 /05/27 . 83061 4 0447 


— 8306140462 Notice of violation from insp on 830129-0228 

a Region 2. Office of Director 83/03/29 Ip 18836 394. 24X 

Pi Che 50-302.83/03/27*8306140447 


—8306140469 IE Insp Rept 50-302/83-07 on 830129-0228, None omp li one* 
noted failure to follau Procedure QP-401 ulien pressurizing 
core flood ton! A on 030225 

STETKA.T F Reg 1 on 2. Office of Director DROMNLEE. V L Division 

at Project ic Resident Progroms. 83/03/28 7pp 10836 355 24X 

FiCfie 50-30a. 83/05/27. 0306140447 


8306290377 Foruards IE Insp Rept 50-302/83-19 on 830502-06 No 
noncpnp 1 iance noted 

dance* H C Division of Project & Resident Programs 83/09/27. 
NiLOUSiN 8 Florida Power Corp 2pp 19055 192 24X 

F 1 c h e S0-30a* 03/05/27* 8306290377 


—8306290380 IE Insp Rept 50-302/83-15 on 830502-06 No none ompl lance 
noted, Ifajor areas Inspected refueling outage radiation 
protection organ! ration. proc eduree* ad vanced planning 
(ALARAl* exposure control 6 respiretorg protection program 
KAfiLE. J S Region 2e Office of Director DARRrK P, OivisJon of 
Engineari-ng ti Radiological Bafety Programs 83/05/26 Gpp 
19055 194, 24X Flche. 50-302.83/05/27. S306290377 


8305110461 IE Info Notice 63-35. "Fuel Movement W/Control Rads 
mthdraun at BRRs " Eve list end. 

JORDAN* E L Division of Etnergencij Preparcdnesi b Engineering 
Response tPost 830103) 63/05/31 Consolidated Edison Co of New 

York. Inc 116pp 10732 208 SAX Ptcfie 50-000. 83/05/31. 83051 10461 


8306140437 Responds to IE Bulletin 83-03. "Check Valve Failure in Raw 
Water Coaling 6vs of Diesel Generators ” Check valve insp 
will he performed during 830319 refueling outage 

NIUOUBrN S Florida Power Corp 83/05/31 O'REILLY. J P Replan 2. 
Office of Director 3pp 18838 032 24X Ficho, 50-302. 03/09/31. 

83D6140437 


8305110464 IE Info Notice 83-36. "Impact of Security Practices on Safe 
OperationE " Sve list and 

JORDAN. E L. Division of Emergency Preparedness b Engineering 
Response (Post 830103) 03/06/09 Consolidated Edison Co of New 

York* Inc llYpp 18030 280 24X Fich e 50-000. 03/06/09. G3051 10464 


8305110470 IE Info Notice 83-38. "Defectiva Heat Sink Adhesive 4* 
Seismically Induced Chatter In Relays Within Printed 
Circuit Cards “ Sve list end 

J0RDAN»E L Divicion of Emergency Preparedness b E'nglnaertnQ 
Response (Post 830103). 83/06/13 Consolidated Edison Co of New 

York. Inc liepp 10920 225 a4X Fiche 50-000*83/06/13.8305110470 


8306090010 IE Info Notice 83-37* "Transformer Failure Resulting From 
Degraded Internal Connection Cables ** Bve list end 
JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (past 830103) 83/06/13 Consolidated Edison Cp of Neu; 

York* Inc 243pp 18921' OOl 24X Ficbe SO-000, 03/06/13* 8306090010 


6306220049 Forwards VoU 3 b 4 to "Environ Ou-allf (cation of Ciase IG^ 
Eiiulpment " Data combined w/63092a response to NRC 8301 U 
8ER. provides comptets response to NU2EO-O580. lE Bui let in 
79-OlB fc recently published rule 10CFR50 49. 

WEflTAFER.O R Florida Power Corp 63/06/15 BTOL2, J f Operating 
RsactoTE Branch 4. 2pp 18928-231 24 X pi c he. 50-302* 03/06/1 5. 

8306220049, 


■830-6220055 ^ols 3 b 4 to "Environ dual I f icatl on of Class IE Equipment. " 
# Ollbsrt/Comnonuealth Coe 83/06/15 507pp 18920*233 24X 

FI Che. 50-302. 83/06/15* 6306220049 


0305110475 IE Info Notice B3-40. "Need td Envlrunmentally Qualify 
Epoiy Orouts b Sealers « 8vc list anti 

JORDAN. E L, Division of Emergency Preparedness b Enginserinfl 
Raspons* (Pott 830103) 03/06/22. Consolidated Edison Co. of Nfru 

Yqrkr tnc n5pp 19021 179 a4X Flche 50-000. 83/06/22. 8305U0475 


03O5IJO477 IE Info Notice 83—41. "Actuation of Fire Suppression Sya 
Ca^uslng Inoperability oF Safety-Related Equipment " Svc list 
end 

JORDAN. E L Division of Emergency Preparedness b Engiheoring 
Response (Post 830(03) G3/06/2J Consolidated Edison Co af New 

York. Inc 120pp 18997 007 24X Fiche 50-000.03/06/22.0305110477 


0303110479 IE Info Notice 83-42. "Reactor Mode Switch Malfunctions " 
Sve list end 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 0301031 03/06/23 Consolidated Edison Co of Ntu 

York. lilt I16pp 109-96 S42 24X Flche 50-000,83/06/23,0305110479 


8305110483 IE Info Notice 83-43. "Impropei Settings of Intermediate 
Range (IR) High Flux Trip Setpoints " Gve list encl 
JORDAN, E L Division of Emeiqency Preparedness b Engineering 
Response (Post 030103) 83/06/24 Consolidated Edison Co of New 

York, Inc ll6pp 19046 297 24X Ficho 50-000, 83/06/24, 03051 104G3 


R Periodic aperating reports b related correspondence 


0306170221 Euppl to "Annual Environ Operating Rept Radiological for 

1902 " W/a 306 J 3 Itr 

(tCKEE. P F i REUSCHAEFEF, E , HEBTAFER. 0 R Florida Power Corp 
03/06/07 O'REILLY. J P Region 2. Office of Director lOBpp 
18803 299 34X Fit ho 50-302.03/06/07.0306170221 


8306230449 Monthly operating rept for May 1903 H/630613 
DOOART, D 5 , WESTAFER. O R Florida Power Corp 83/06/13 
DEYOUNQ.R C Director's Office. Office of Inspection and 
Enforcement 5pp (0942 099 24X Fiche 50-302*03/06/13.0306230449 


S Reportable occurrences, LERs b related correspondence 


8306070273 LEP 63-022/011-0 on 030516. two pinhole leaks found in piping 
on downstream side of two Nuclear Sve HX discharge isolation 
valves Caused by insufficient surveillance b design 
inadequacy on Inner PVC liner U/830527 Ur 
BUFE* J L * WESTAFbR.O ft Florida Power Corp 03/05/27 
O'REILLY.JP Region 2, Office of Director 4pp 18744 070 ?4X 

F i c h c 50-302. 03 / 05/ 27, 8306O7OS /3 


8306090165 LER 83-021/03L-0 on B3D504. three hydraulic snubbers failpd 
functional test during Dec outage b 107 snubbers failed test 
during Refuel IV Caused by seal failure b valve assembly 
contamination All snubbers modified H/030531 Ur 
TAYLOR. B C . MfcBTAFEft. 0 ft Florida Power Corp 83/06/01 
O'ftElLLYiJP Region 2* Office of Director 13pp 10809 106 24X 

Flche 50-302, 83/06/01 . 0306090165 


V Operator Eiamlnations 


0306140353 Responds to 82121/ request for renewal of MP Holmes license 
which expired on 8.^1214 Written exam will be waived upon 
request Only oral ecam required sitice Ml' Holtnes passed 
annual written requal if i ca t ion exam 

DANCE.HC Division of Project b Rosldont Programs 83/03/30 
HANCOCK. J A Florida Power Corp Ip 18832 1 5J 24X 

Fiche. 50-302, 03/03/aO, 0306140353 


8306140347 Advises that written b oral operator licensing exams 
scheduled for wk of 830725 Approved ref mail, as agreed in 
telconimust be furnished by 830531 Administration of 
operator licensing uiritien exam procedures encl 
DANCE, H C Division of Project b Resident Programs 83/05/24 
MIL0U3*W8 Florida Power Carp 3pp 18032 103 34X 

Flche 50-302.03/05/24.8306140347 
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F Eeeurltv* medical* emergency b fire protection plans 


6306210314 FOIA request for NRC rpeerds re security violations b 
safeguards events at nuclear facilities 

OOLDENBERQ.O Rcripps-Howard Newspapers 03/04/22 FELTON. J N 
Office of Administration 2pp 18925 190 24X 

Fiche 50-000,83/04/22, 0306210314 


8306210306 Partial response to FDIA request for NRC records re security 
violations b safeguards events at nuclear facilities Repts 
listed on App A available In PDR Bearch for addl documents 
fuhj to request continulnB 

FELTON.JM Division of Rules and Records 03/05/16 OOLDENBERO. 0 
8cr ipps-Howartf Newspapers 10925 196 24X 

Fiche. SO-000. 03/05/16, 8306210306 



DOCKETED ITEMS 


123 


0306130294 FortiJarda FEMA final exercise evaluations of offsite 
einii^ 9 Biic^ preparedness exercise conducted on 010729» 1007 
t( B301iQ No major exercise dopjciEncjos noted 
NIND^J A fleglon 3, Office of Director 03/06/09 REED.C 
Coeimoniifaalth Edison Co 2pp 1Q023 3 j 4 24X Fiche 50-29Si e3/06/09» 

0306130294 


P Operating license stage docunionts & correspondence 


9306030508 Forwards draft "ContTOl of Heavy Loads iC-lOliZion Btetion 
Units 1 8c 2i '* per responses to NflC 800731 request for revieio 
of provisions for handling & control of heavy toads in 
cor f uraiance w/NUREO~06l2 Addl guidance end 

VAROAj B A Operating Reactors Branch 1 B3/03/19 FARRAR, D L 

Coownonujoa 1 th Edison Co ISpp J8735 006 24X Ficho 50-295, 

03/05/19, 0306030500 


— 0306030512 Draft "Control of Heavy Loads (C-lOiZion Station Units 1 8< 
2» " technical evaluation rept 

SARGENT, I N * VITO, D J Franklin Inatl tute/Frank 1 in Research 
Center NRC-03-a 1-130 TLf<-C 5506-403/404 DR 62/11/30 
CLEMENBQN, F NfiC - No Detailed Affiliation Given 30pp 
18733 021 S4X Fiche 30-295.63/03/19,6306030506 


9306090194 Discusses util interpretation of 10CFR30 49, "Envxion 
Oual i f i ca tion of Electrical Equipment Important to Safety 
for Nuclear Power Plants " Intent of rulemaking is to 
require upgrade program for replacement equipment not parts 
FARRAR, D L CommonuioaUh Edison Co 63/06/03 DENTON* H R Office 
of Nuclear Reactor Regulation, Director 3pp 1B796 090 24X 

F i c h 0 . 5 0-000. 03/06/03, 8306090 1 94 


6306210073 Supple 630513 Itr re NUREG-0737, I tem II F 1 5, ‘'Containment 
Water Level Monitoring Sys *' Lower value of transmitter 
error should he used for calculating of overall loop 
une erta i nti es 

LENTINE, F 0 Commonwealth Edison Co 63/06/15 DENTON, H R Office 
of Nuclear Reactor Regulation, Director Jp 1G9J2 29i 24X 

Fiche 50-295,03/06/13, 6306210073 


0306230219 Forwards addl info on control room human factors items re 
nuisance alarms, pri on ti zati on of multiple alarms L 
communications w/breathing apparatus, in response to 63051J 
tel con 

LENTiNEiF G Commonweal bh Ed i son Co 03/06/16 DENTON, H R Office 
of Nuclear Reactor Regulation, Director I9pp 16945'S64 24X 

Fiche 50-295,03/06/16,0306230219 


3 Inspection reports, IE Bulletins L correspondence 


0306060310 Forwards IE InsP Rep Is 50-295/63-04 L 50-304/63*04 on 
330305-0429 L notice of violation 

SHAFER, W D Region 3, Office of Dlrectoi 03/05/19 REED, C 
Commonwealth Edison Co 2pp 1672/ 306 24X Ficho 50-295,63/05/19, 

0306060216 


--6306060219 Notice of violation from Insp on 630305-0429 

SHAFER, W D Region 3, Office of Director 83/05/19 2pp 
10727 306 24X Ficho 50-295,63/05/19.8306060216 


— 8306060221 IE Insp Repts 50-295/03-04 8, SO-304/B3-O4 on 830305-0439 
Noncomp J lance noted failure to provide procedures to account 
for plant condition changes after instrument ealihr L 
failure to keep high radiation door locked 

WATERS, J R . DUNAWAY, F fi , HARTMANN, P L Region 3, Office of 
Director 03/05/18 |2pp 18/27 310 24X Ficho 50-295,03/05/19, 

8306060210 


8303110458 XE Info Notice 63-32, "Ruptured Am-241 Sources Contained in 
Well Logfling Devire " Sve list end 

TAYLOR, -J M Division of Safeguards L Inspection Programs (Post 
8301031 03/05/26 Connolidated Edison Co of New York, Jnc 
I25PP 10831 043 24X Fiche 50- 000, 03/03/26/ 03OSI 10456 


0305110460 IE Info Notice 03-34, "Event Notification Info Worksheet " 
Sve list end 

JORDAN, E L Division of emergency Preparedness L Engineering 
Response (Post 630103) 83/05/26 Consolidated Edison Co of New 

Vorii Inc U5pp 10732 OBb 24X Fifho 50-000, 83/05/36. 03051 10460 


B3051J0461 IE Info Notice 03-35, "Fuel Movement W/Control Rods 
Withdrawn at QWRs " 6yc list end 

JORDAN, £ L Division of Emergency Preparedness fc Engineering 
Response (Post 630103) 03/05/31 Consolidated Edison Co of New 

York, Inc ll6pp 18732 208 24X Fiche 30-000, 83/05/31, 63051 10461 


8306090125 Confirms 830602 telcun request for 1-wk extension to reply 
to notice of violation L proposed imposition of civil 
penalty Request granted 

KEPFLERiJ. G Region 3. Office of Director 03/06/06 0 'CONNOR, J J 

Commonwealth Edison Co Ip 18/95 290 24X Fiche 50-295,03/06/06. 

8306090125 


B306100094 Forwards response to IE Bulletin 03-03 re diesel generator 
cooling water check valves Plants utilize Mission Duo-Check 
valves employing hlnge-to-pin design for protection against 
vibration-induced failure 

BARNE3, PL Commonwealth Edison Co 83/06/07 KEPPLER, J 0 Region 
3, Office of Director 7pp 18002 238 24X Fiche. 50-000, 03/06/07, 

0306100094 


8306170380 Forwards response to IE Bulletin 83-03 re diesel generator 
cooling water check valves Valves at Dresden & LaSalle 
acceptable w/o further msp Rept on valve failures at Quad 
Cities will be submitted within 90 days of Imp completion 
BARNES, P L Commonwealth Edison Co 03/06/07 KEPPLER, J 0 Region 
3, Office of Director 7pp IBBBO 21i 24X Fiche 50-000,83/06/07, 

6306170380 


0305110464 IE Info Notice 83-36. "Impact of Security Practices on Safe 
Operations " 0vc list end 

JORDAN, E L Division of Emergency Preparedness L Engineering 
Response (Post 630103) 03/06/09. Consolidated Edison Co of New 

York, Inc 119pp 10630 260 24X FI Ch e ■ 50-000, 03/06/09, 0305110464 


0305110470 IE Info Notice 03-36, "Defective Heat Sink Adhesive 6 
Belsmically Induced Chatter in Relays kJithln Printed 
Circuit Cards." Qvc list end 

JORDAN, E L Division of Emergency Preparedness L Engineering 
Response (Post 830103) 83/06/13 Consolidated Edison Co of New 

York, Inc llSpp 18920 225 24X Fi c he- 50-000, 03/06/13, 03051 10470. 


0306090010 IE Info Notice 03-37, "Transformer Failure Resulting From 
Degraded Internal Connection Cables " 8vc list end 
JORDAN. E L Division of Emergency Preparedness Ic Engineering 
Response (Post 830103) 03/06/13 CanaoUdated Edison Co of New 

York, Inc 243pp J0921 OO1 24X Fi die. 50-000, 83/06/13, B306090010. 


8306170277 Forwards addendum consistinfl of confirmatory meaiurementa 
program data sheet for IE Insp Ropts 50-395/02-30 L 
50-304/02-27 re ar-89 I 8r-90 Info will close Open Items 
295/82-30-0 L 304/82-27-01 

PAPERIEULOiC J Region 3, Office of Director 83/06/14 REED,C 
Commonwealth Edison Co 3pp 18078 268 24X Ficbe 50-295,03/06/14, 

8306170277 


0306220026 Ack receipt of 030525 Itr Informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-295/83-07 6 
50-304/83-06 

PAPERIELLO, C J Region 3, Office of Director 83/06/17 REED, C 
Commonwealth Edison Co Ip 18928-210 24X Fiche 50-295,83/06/17, 

8306220026 


8305110475 lE Info Notice 83-40, "Need to Environmentally Qualify 
Epoxy Grouts It Sealers " 8vc list end 

JORDAN, E L Division of Emergency Prepsir edness I, Engtnsering 
Response (Post 930103) 83/06/22 Consolidated Edison Go of New 

York, Inc I15pp 19021 179 34X Fiche 50-000,03/06/22,6305110475 


8305110477 IE Info Notice 03-41, "Actuation of Fire Buppression 8ys 
Causing Inoperability of Baf oty-Related Equipment " 3vc list 
end 

JORDAN, E L Division of Emergency Preparedness L Engineering 
Response (Post 830103) 83/06/22 Consolidated Edison Co. of New 

York, Inc 120pp 18997 007 24X FI f he- 50-000, 03/06/22, 03051 10477. 


0305110479 IE Info Notice 83-42, "Reactor Mode Switch Malfunctions " 
Sve list end 

JORDAN. E L Division of Emergency Preparedness It Engineering 
Response (Post 830103) 83/06/23 Consolidated Edison Co of New 

York, Inr li6pp 18976 242 24X Fiche. 50-000, 03/06/23, 63051 10479 


8306300197 Ack receipt of 030616 Itr informing NRC of steps taken to 
correct vloletlons notsd in IE Insp Repts 50-295/03-04 6 
50-304/63-04. 

BHAFERiW. D Region 3, Office of Director 83/06/23 REED.C 
Commonwealth Edison Co Ip J9122 103 S4X Fiche' 50-295, 03/06/23, 
0306300197 


— 8306300216 Responds to NRC 830519 Ur re violations noted in lE Insp 
Repts 50-295/83-04 It 50-304/83-04 Corrective actione. entire 
Radiological Protection Procedure 1190-t will be kept at 
work site w/calibr sheet 

FARRAR, D L Commonwealth Edison Co 63/06/16 KEPPLER, J G. 
Region 3, Office of Director 3pp 19122* 104. 24X 

Fiche 50-295,83/06/23.0306300197 


8305110483 IE Info Notice B3-4D, "Improper Settings of Intermediate 
Range (IR) High Flux Trip Setpoints," Bve list encl 
JORDAN, E. L Division of Emergency Preparedness It Engineering 
Response (Post 830103) 03/06/84 Consolidated Edison Co of New 

York, Inc 116pp 19046 297 24X FI c he. 30-000, 83/06/24, 830511040 3, 
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&306280377 Fpriu«r<J-$ r»apoTi*» to Ifcpm 4 of TE Hullfttin Sa-’OBj 
"DvgrAdAtlaTi of T^readvrf Fasteners in RCPB of PUR Pl4nt« " 

Intp roqulffratnt* inclodul In all appropriato inaint 
procsdura* 

BARNESr P L. ComnonuBai th Edison Co 83/06/24 KEPPUER* J 6 Region 
3i Office of Director 4pp i?014 DO? 24X Fl c he: SO-SO^i 03/0.6/24 « 
0306200377 


G306390329 Fopuirde “Inscrvice Inep & Test Prosra^itr Second Interval* 
Hon Nuclear Power Station *' Progromi applicable far 120’' 
eaontli intervel beginning 831231 for Unit 1 fc 840919 for 
Unit 2. 

LENTiNEiF 0. Coneol Idated Edison Ca of New Yort. Inc 83/06/27 
DENTONf H R Office of Nuclear Reactor Regulatien* Director Ip^ 
19034:027 a4X Flch* 30-293* 83/06/27* 8306E90339 


—8306290333 ’‘Iniervict Imp 6 Teit Program* 8ec and Interva 1 * 2i on Nuclear 
Power Station ” 

« Consolidated Edison Co of New York* inc. 63/06/27 358pp 

1 9034 * 028 24X F i c h e 30 -293* 83/06/27* 8306 290329 


R Periodic operating reports &< related correspondence 


8306070233 "Zion Nuclear Generating Station*" second evaluation, 
e Institute of Nuclear Power Operations 83/04/30 3Bpp 
18741.117. 24X Ficfia 50-290*83/04/30.8306070233 


8306140412 Monthly operating rapta for Hoy 1983 W/B30600 lir 
AUariNiO,* ORAESBERiK. L Conunonuea 1th Edison Co 83/06/08 
OlrectOT'a Office* Office of Inspection and Enforcement 12pp. 
18838 069 24X Fiche: 30-293* 83/06/08. 8306140412 


8 Reportable occurrefieet * LERs U related correspondence 


8306060250 L.ER 63-013/OIT-0 on 830512* d uring air pressure test of one 
cooling bank on 2C reactor containment farv cooler* sis 
leaking tubci verified Causad by internal pitting Two tubes 
ramoved far visual metallurg ical «xan N/830526 Ltr. 

WOODS* J. I 0RAES8ER,K L. CorMionueal th Edison Co. 83/09/26 
KEPPLER.J O. Region 3* Office of Director 3pp 18727 229 24X 

Flch*' 50-304* 83/05/26* 8306060250 


8306060148 LER B3-D14/03L-0 on 830427* during visual £nsp* snubbers 
M8R8 180-2.N8R& 150-11 S* 8IR8 2135 felled to lock up In 
taniion i/or compression Caused by hydraulic fluid leak due 
to poor teal condition U/B30527 ltr 

ORAEeBER.K L. * PETROUBKl* S, E Commonwealth Edison Co 83/05/27 
KEPPLER. JO. Raglon 3* Office «f Director. 3pp 18719 228 24X 

Fiche. 50-304, 83/05/27* 8306060148 


8306210234 LER e3-015/03L-0. on 830516 i 18* pressur 1 1 er level channels 
3L-46D i 2L-461 found out of tolerance Caused by transmitter 
(Darton Model 386) dr i f t. Trensmltters recalibr i will be 
envlronjaental 1 y qualified N/8306i3 ltr. 

CANTWELL, P F . 0RAE8SER* K L Commonwealth Edison Co 83/06/13 
KEPPLER.JO Region 3* Office of Director. 2pp 18917*001 a4X 
Fiche; 90-304* 83 / 06/ 13 * B3D6S J 0234. 


8306220060 PNG- 1 11-63-044. on 830614* radiation chemistry lab foreman 
found shot twice No known connection esists between apparent 
murder St employment 

BOYO.D.i GHAFERi U Regiana* Office of Director 83/06/15 Jp 
1 6730, 174 24X Fi c h e : 3 D-295* 83/06/ 1 9* 8306220060 


8306230438 PNO-H I-*B3-04e’ on 03O615i eontrae tor employee reentered plant 
unescorted after triggering contamination monitor on 
editing p lent. E«p 1 ogee instructed to proceed to radiation 
protection ofc located in vital area for detontami nation 
GREED* J.i MILLER* J * HIND* J Region 3* Office of Director 
83/06/17. tp 18942.078 24X Fiche 90-295*83/06/17*8306230430 


8306270221 L£R B3-Oi6/03L-0 on 830615* while at 09% power* 2D HOW 
continuity lights for train A !< B would not light Caused fay 
loose fuse clips due to repeated use Clips tightened Clip 
clamps win ba installad N/e30620 ltr. 

OAJIC.Z I gRAESSERiK L Cammonuealth Edison Go 83/06/20 

KCPPLERiJ.O. Region 3* Office of Director. 2pp. 18990 219 24X 


— 03O616OO4B Public veiBion of levised Radiological Emeiganty Response 
Plan Implementing Procedures EP-ENV 5Ai "LCS-l Operation.'* 

6 EP-ENV-5D* "hS-3 Operation " W/a30429 ltr Revised index 
enc 1 

LOONIA.C K « OlFSLER. C W HaBhlngtan Public Powei Supply System 
03/04/29 DENTON. H R Office of Nuclear Reactor Regulation. 

Director I7pp J0092 310 24X Fichc 50-305.03/06/06*0306160043 


8306130306 Advises that Rpv 1 to emergency plan meets planning sids of 
lOCFrtSO 47(b) Sc requirements of App C to iOCFRSO Any 
proposed changes to plan should be provided to NRC per 
IOCFRSO S4(q) 

PAPERIELLO- C J Region 3, Office of Director 03/06/10 
OIE&LER.C N Wisconsin Public Service Corp Ip 18023 3£|R 24X 

Fiche 50-305*83/06/10*8306130306 


J Insuronce L indemnity information 


8306070070 Forwards Endorsemonts 61 & 48 to NELIA Policy NF-204 !< HAELU 
Policy HF-71* resp ec t ivel y 

01E8LER*C N Uisconsin Public Service Carp 03/06/01 D1N1T2* 1 

Antitrust 6 Econoitnic analysis Branch (Utility Finance) 3pp 
18740 090 24X Fiche 50-305*03/06/01*8306070070 


P Operating license stage documents & correspondence 


G306010065 Forwards "Control of Heavy Loads <C-10)* Kewaunee Nuclear 
Power Plant." draft technical evaluation rept for review b 
comment Conference call to di&cuss ropt scheduled for wk of 
830610 

VAROA, 9 A, Operating Reactors Branch 1 03/05/16 GIESLER* C W 

Wisconsin Public Service Carp 2pp 10695 332 24X 

Fiche 50-305*03/05/16,0306010065 


—030520 07)4 "Control of Heavy Loads (C-JO)* Kewaunee Nuclear Power 
Plant*" draft technical evaluation rept 

V090URY*F N * DOMDEROER.C Franklin Inslitute/Frank I in Research 
Center NRC-03-ei-i30 TER-C5506-363 DRFT 83/04/29 

SARGENT* I H NRC - No Detailed Affiliation Given 30pp 
10696 001 24X Fiche 50-305,83/05/16*0306010065 


8306020648 Farwards list of outstanding amends under License DPR-43rpci 
tel can. Subsequent amend requests to be sent directly from 
util N/o end 

GROTENKGfBrH Operating Reactors Branch i 83/05/19 RIEDEnER*C 
Wisconsin Public Service Curp 2pp 1D716 S7S 24X 
Fiche 50-305* 03/00/19* 8306020648 


8306020395 Feruartfs Rev 1 to 030506 proposed change to Tech Gpocs 
correcting potantial deficiency re coritainment cooling sys 
aperabi 1 ity 

OtE8LEn*C M Hi scons in Public Service Carp 03/05/27 VARGA* S A 
Operating Reactors Branch 1 4pp 10695 167 24X 

Fiche 50-30S* 03/05/27 • 8306020395 


B306I00169 Restates previous commitment to install redundant radiation 
monitor in control room HVAC sysrper Nl'REO-0737* I tom 
111 D 3 4* ^’Control Room Habitability*" in responso to 
830401 request 

GIESLER.C H Nisconsin Public Service Corp 03/06/06 VARGA* B A 
Operating Reactors Branch 1 5pp 13005 297 24X 

Fiche 50-805*83/06/06*8306100189 


830614004B Forwards rovised pages to Cycle IX reload safety evaluation 
Pages reflect redesigned core pattern 

OlESLERrC N Nlsconsin Public Bervico Corp 03/06/10 VARGA* 8 A 
Operating Reactors Branch 1 iOpp 18038.290 24X 

Fiche 50-309.03/06/10*0306140048 


8306200102 Submits schedule far resolution of TMI Action Plan Item 
II K 3 9* "Automatic Trip of Reactor Coolant Pumps*" in 
response to Oenoric Ltr B3-10D Pump trip setpoint procedures 
will be implemented by end af 19B5 refuel outage 
0IE8LER.C W Wisconsin Public Service Corp 83/06/15 

EISENHUTiDO Division of Uifensing 4pp 18903330 24X 

Fiche 50-305*03/06/13*0306200102 


8306280373 Rev to application for Amend 54 to License DPR-43i changing 
Tech Bpecs re offsite organization for plant mgt L technical 
support Revised figure end 

OIESLER.CW Wisconsin Public Service Corp 83/06/24 DENTON* H R 
Office of Nuclear Reactor Regulation* Director, 2pp 1900J 270 
24X Fiche, SO -SOS, 83/06/24* 0306200373 


— 83062B037B Revised Tech Spec 6 2 1 re offsite organization for plant 
mgt L technical support 

a Wisconsin Public Service Corp 83/06/24 Ip 1900J>280 84X 

FI Che S0-3GD* 83/06/24, 8306280373 
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Q Inspection reports* lE Bullatins & cai ro$pandenco 


B305il0458 IE Info Notice 83-32* "Ruptured bourcos Contained in 
Weil Logging Device “ 8vc ]i*>t end 

TAYLDR* J M Division of Safeguards (e Inspection Progrants (Host 
830103) Q3/0E>/26 Consolidated Edison Co of Ncu Vork* Inc 
)25pp 10B31 043 3AX Fichc 50-000*83/05/26.8305110458 


0305110460 IE Info Notice 03-34* "Event Notification Info Worksheet *' 
Sve list end 

01 OR DA Mi E L Division of Emei geneg Preparedness & Engineering 
Response (Post 830103) 83/05/26 Consolidated Edison Co of Neu 

York, rnc llSpp 10732 085 24X Fiche 50-000.03/05/26,0305110460 


8306130330 Forwards IE Insp Rept 50-305/03-06 on 030410-22 No 
noncinnp 1 iance noted 

PAPERlELLD.C J Division of Eaiergencg Preparedness & dperational 
Support, 83/05/27 OIEBLER* C W Wisconsin Public Service Carp 
2pp 18822 262 24X FI die 50-305*83/05/37*8306130330 


--03O613O333 IE Insp Repfc 50-305/B3-06 on 030410-22 No none ompl lance 
noted Major areas inspected ALARA. exposure control Si posting 
control s. transportati on ac tl vi tl ea, TMl action items & 
effluent control instrumentation 

PAULrR A * GRANT* W B * OREOER* L R Region 3* Office of Director 
03/05/34 9pp 10823 264 24X Fiche 50-305.83/05/27*8306130330 


6309110461 IE Info Notice 83-35* ’Tuel Movement W/Control Rods 
Withdrau^n at DWRs " 8vc list end 

JORDAN, E L Division of Emargenrg Preparedness & Engineering 
Response (Post 830103) 83/05/31 Consolidated Edison Co of New 

Vork* Inc 116pp 18732 208 24X Fiche 50-000*83/05/31.8305110461 


8306170056 Advises that no check valves installed in steam generator 
cooling water piping flow path. in response to IE Rulletin 
83-03. "Chock Valve Failures in Raw Water Cooling Sys of 
Diesel Generators ” 

OIESLER.C W Wisconsin Public Service Corp 83/06/07 KE.PPLER.J 0 
Region 3* Office of Director Ip. 10878 301 P4X 
Fiche 50-305, 03 /06/ 07. 8306 1 70056 


9306160619 Forwards responss to two items of noncompliance identified 
in IE Infip Rept 50*305/83-03 8< update on status of 
commitments to ensure quality of radiological measurement 
program 

OIESLER.C W Wisconsin Public Service Corf 83/06/08 MIND. J A, 
Division of Emergency Preparedness (< Operations) Support 5pp 
18866 126 24X FUhe 50-305*83/06/08.8306160619 


8305110464 IE Info Notice 03-36, "Impact of Security Practices on Safe 
Operations " Sve list end 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 83/06/09 Consolidated Edison Co of New 

York. Inc U9pp 18830 280 24X Fiche 50-000.83/06/09,0305110464 


0305110470 IE Info Notice 03-30. "Defective Heat Sink Adhesive it 
Bcltmicolly Induced Chatter in Relays Within Printed 
Circuit Cards, ’* 8vc list end 

JORDAN, E L Division of Emergency Preparedness !< Engineering 
Response (Post 030103) 83/06/13 Consolidated Edison Co. of New 

York, Inc UOpp 18920 225 24X Fiche 50-000,83/06/13,8305110470 


8306070010 IE Info Notice 83-37. "Transformer Failure Resulting From 
Degraded Internal Connection Cables. '* 8vc list end 
JORDANpE. L. Division of Emergency Preparedness I, Engineering 
Response (post 030103) 03/06/13 Consolidated Edison Co. of New 

York. Inc 243pp IB921 001, 24X Fiche* 50-000. 83/06/13. 83060900 JO 


8306S10037 Act receipt of 830511 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Rept 80-305/83-01. 

Noncomp I iance Item I a warranted 6 assigned appropriate 
severity level Item 2 recategorl zed as Reverity Level V. 

NORELlUa, C E Division of Project 6 Resident Programs, 63/06/14 
OIESLER.C. W Wisconsin Public Service Carp 2pp 18912*339 24X 

Fiche BO-305. 03/06/14, 03062 1 0037 


—0306210041 Responds to NRC 030411 Ur re violations noted in IE Insp 
Rept 90-305/03-01 Corrective actions* personnel reinstructed 
in tagging requirements Contends that Item I a warrants no 
none ampllance action it itam 2 should be Severity Level V. 

0lE6LER,q W Wisconsin Public BsTVite Corp. 03/05/11 
NORELIUS, C E, Division of Project If Resident Programs, I4pp 
18912*341 24X Fiche. 50-305. 83/06/14* 0306210037 


B306270329 Forwards lE Insp Rept 50-305/03-04 on 830303-0429 l< notice 
of violation, 

N0RELIU8. C E Division of Project tc Resident Programs 03/06/17. 
OIESLERiC.H. Wisconsin Public Bervice Corp 8pp. 10993,054. 24X 

F 1 c h * ' 9 0-305 . 83/06/17, 0306270329 


— 0306270335 Notice of violation from insp on 030303-0429 

NORELIUS. C E Division of Project it Resident Programs 83/06/17 
2pp 18993 056 24X Fiche 30-305,83/06/17.8306270329 


—8306270341 IE Insp Rept 50-305/03-04 on 030303-0429 Noncomp 11 ance 
noted limiting condition for operation exceeded for RCS 
leakage detection 

NELSON, R L * JACK I W. I N Region □, Office of Director 83/06/17 
9pp 18993 050 24X Fiche 50-305,83/06/17.0306270329 


8305110479 IE Info Notice 83-40, "Need to Environmentally Qualify 
Epoxy Grouts If Sealers " 8vc list end 

JORDAN. E L Division of Emergency Preparedness It Engineering 
Response (Post 830103) 83/06/22 Consolidated Edison Co of New 

York. Inc 115pp 19021 177 24X Fiche 50-000.03/06/22,0305110475 


0305110477 IE Info Notice 03-41. "Actuation of Fire Suppression Bys 
Causing Inoperability of Safety-Related Equipment " Bve list 
end 

JORDAN, E L Division of Emergency Preparednsss It Engineering 
Response (Post 830103) 63/06/22 Gansolldated Edison Co of New 

York. Inc 120pp 10997 007 24X Fiche 50-000*83/06/22,0305110477. 


9305110479 IE Info Notice 03-42. "Reactor Mode Switch Malfunctions ^ 
Bve list end 

JORDAN. E. L Division of Emergency Preparedness It Engineering 
Response (Post 030103) 03/06/23 Consolidated Edison Co. of New 

York. Inc U6pp 18996*242 94X Fiche 50-000* 83/06/23, 03051 10479. 


8308II04B3 IE Info Notice 03-43* "Improper Bettings of Intermediate 
Range (IR) High Flux Trip Oetpointi *' Sve list end 
JORDAN. E L Division of Emergency Preparedness It Engineering 
Response (Post 030103) 83/06/24 Cansolidated Edison Co of New 

York. Inc 116pp 19046 277 24X Fic h e 50-000, 83/06/24, 83051 10483 


R Periodic operating reports It related correspondence 


8306140001 Monthly operating rept for May 1983. H/830610 Ur. 

RUITER. 0 H , OIESLER.C W Wisconsin Public Service Corp 03/06/01. 

Director's Office, Office of Inspection and Enforcement 6pp 
18840 201 24X Fiche 50-305, 83/06/01 . 8306140001 


8 Reportable occurrences, LERs It related correspondence 


8306270110 LER 83-01 3/03L-0 on 830520, App J Type B It C local leak rate 
testing identified six containment Isolation valves w/ 
unacceptable as-found leakage Cause npt stated. Valves 
repaired It tested satlsfac tori ly W/830617 Ur 

B£RNK0FT,8 , HILTUNEN. E . GIEBLER, C W Wisconsin Public Service 
Corp. 03/06/17 KBPPLER, J 0. Region 3, Office of Director 3pp. 
18908.060 24X FI che’ 50-305, 83/06/17, 8306270110 


DOCKET 50-306 PRAIRIE ISLAND NUCLEAR STATION, UNIT 2 


F Security, medical, emergency If fire protection plans 


8306100059 "Control Room Design Review Plan, Prairie Island Nuclear 
Generating Plant." response to Generic Ltr 82-33i8upp) 1 to 
NUREG-0737 W/03OS87 Ur 

MU80LF, D Northern States Power Co 83/05/27 47pp 18802 123. 
24X Fiche. 50-202,83/05/27,8306100057 


0306090237 Forwards "Emergency Operating Procedures Oeneratlnn 
Package, " in response to Generic Ltr 82-33, Suppl 1 to 
NUREG-0737. 

MUSDLF. D Northern States Power Co. 83/05/31. Office of Nuclear 
Reactor Regulationt Director Ip 1B797 001 24X 

Fiche* 50-202. 03/05/31. 8306070237. 


— 8306090239 "Emergency Operating Procedures Generation Package. " 

« Northern States Power Co 03/09/31 16pp 10797’ 002. 24X 

Fiche 50-282. 83/05/31 . 8306090237 


0306090263 Forward* Rev 9 pages for security plan. Pages withheld 
(ref I0CFR73). 

MUSOLFi D. Northern Stete* Power Co 03/06/06 Office of Nuclear 
Reactor Regulation, Director. Ip 18795 279 24X 

Fiche* 50-202, 83/06/06,0306090263, 


8306230073 Releases public version of revised emergency plan 
implementing procedures 

FELTON. J.M Division of Rules and Records. 83/06/06 Document 
Management Branch Ip. 18702 186, 24X Fiche! 50-282. 03/06/06, 

0306230073. 
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— B306330079 FoM*/ardi public version of revis*(S emergentif plarv 
imp I Knenting proc edurv s> me 1 uding Procedures FG'-S re 
responsib n 1 bies during not 1 f 1 cati on of unusual event & 

FS-IO re offsite dose calculation 

WARP» E C Wortftern States Poupr Cd 03/05/1^ Region 3/ Office 
□f Director Ip 109B2 187 S4X Fiche 90-282.83/06/06. 

8306230073 


— 8306S3D087 Pub] ic version of revised efnergertcv plan implementing 
procedures, inc 1 uding Procedures F3-3 re respons ib ill-ties 
during notif i eatlo-n of unusual rvent. F3-13 re offsite dose 
calculation it F3-1-4 S re operations emergency surveys 
SCHUELKE, D A Northern States Power Co 63/04/26 Region 3. 
Offlet of Director 91pp 1B9D2 1B0 24X Fich* 50-'2B2, 83/06/06. 

8306230073 


0306280499 Informs that operational data for completion of KEPA 
filtration, sgs estendad to 831001 due to difficulty in 
adopting ventilation lys to accommodate demands of HEPA 
filtration per 8uppl 1 to NUREQ-0737 

MUSOtFhD Northern States Pouer Co 03/06/20 Office of Nuclear 
Reactor Regulation. Director £p 19018 320 24X 

F i c h e 50-000. 83/06/20. 03062604 59 


P, Operating license stage documents & correspondence 


8306010349 Forwards updated equipment lists rsflacting plant mods, 
currant NRC views t licensee continuing review. in response 
to lOCFRSD 49. "Environ Ouat If i cation of Electrical 
Eq,uipm«nt Important to Safety far Nuclear Pot/ar Plants.'* 
HUSDt.F..O M Northern States Power Co, 83/05/19. Office of 
Nuclear Reactor Regulatlonr Plractor 60pp. 10680 091 24X 

richa.SO-202. 03/05/191 8306010349 


8306090230 Submits 30-dag response to NRC 830425 safety evaluation of 
environ qualification of sa f e tg-related electrical 
equipment Facility can operate safely while environ 
quiliflcation deficiencies being resolved 

MUSOUF. D Northern States Power Co 83/03/27 Office of Nuclear 
Reactor Regulation. Director. 2pp 1879S 346. 24X 

Fiche 30-202,03/05/27.8306090230 


6306200281 Advices that justification far continued operation re 
environ qua! i f i cati on of safety-related electrical equipment 
eccfpteble. Rosemount transmitters 1152 Serius D reclassified 
from NRC Category 1 1 0 to II C. 

CLARK. R A Operating Reactors Branch 3 83/06/03 NUBOLF. O M 

Northern States Power Co 2pp. 10917 264 24)( 

Flcha. SO-282. 83/06/03. 8306200201 


—8306200283 Safety evaluation supporting justification for continued 
operation w/taf ety-related equipment unqualified 

* Office of Nuclear Reactor Regulation. Director 83/06/06 2pp 
18919.266 24 ){ Flche 50-202.83/06/03.8306200281 


83O617-0D93 CenrUre u/findings contained in technical evaluation rept. 
"Control of Heavy Loads " Ouidelinas in NURE0-0612i Hec tl«n 
5 i. 1 satisfisd.per util 01O4O2i 071 5. 0831 & 1209.820203 6 
IlDB h 830408 submittals 

CLARK. R. A Operating Reactors Branch 3 83/06/06 NU0DLF. D ff 

Northern States Power Co 2pp. 18906:314 24X 

Flehe. 30-2821 83/06/06, 8306170053 


— 8306170055 Safety avaluatlon supporting util Phase I actions re control 
of heavy loads NUREO-0612, See tion 5 1 i guidelines 
satisfied. 

# Office of Nuclear Reactor RoguJatlon. Director 83/06/06 Ip 
10906,316 24X Fi che: 50-282. 83/06/06, 8306170053 


—8305230021 "Control of Heavy Loads iC-10). Pra Irle Island Nuclear 
Oenerating Plantil/nlti i tc 2. “ technical evaluation rept 
VOREURVj F. N. Franiltn Ins titute/FrankUn Research Center 
NRC-03-0l-i30 TER-CS5O6-384/305 83/05/17 NRC - No Detailed 

Affiliation Oiven 31pp 66794 f8B 24X Fiche 50-282,83/06/06. 
8306170053 


0306200390 Forwards safety it licensing portion of Uastinthoufe Apr 198? 
rep t. providing eddl info re fuel assembly failure effect on 
insertion of control rods or core cooling geometry 

MOSOLF. D. Northern atates Power Co 83/06/07 Office of Nuclear 
Reactor Regulation, Director. 2pp. 16699.052. 84X 

Fiche; 50-282, 0D/O6/O7i 8306200390 


<3 Inspection reports, IE Bulletins & correspondence 


03051 104SQ IE Info Notice 83-32. “Ruptured Am-241 Sources Contained in 
Nell Logging Device " 8vc list end. 

TAYLOR, J.K Division of Dafeguards !< Inspeictlar Programs (Post 
830103], 03/05/26, Consolidated Edison Co, of New York. Inc 
12SPP 18031-043 24X Fiche ‘50- 000,83/05/26 1 8305 J 1 0458, 


03O5JJO46O IE Info Notice 03-34, "Event Nfit j Pication info WorUbePt * 
Sve list end 

JORDAN, E L Division of Emergency Preparedness & Lngineering 
Response (Post 830103] 83/05/26 Consolidated Edison Co pf Neu 

Vork, Inc llSpp 10732 085 24X Fitho 50-000,93/05/26,0305110460 


8306060064 Commend b fjRC re results of piping insp at DNRs 
Leak-bofore-br eak concept continues to sustain validity oP 
technical bases Utils giving consideration to more permanent 
measures 

NEILS. O H Northern States Power Co 03/05/96 DENTON, H R Offltt 
of Nucloar Reactor Regulation, Director 2pp 187J9 335 24/ 

Fi che 50-000, 03/03/ 26. 8306060004 


83051 1:0461 IE Info Notice 83-35, “Fuel Movement N/Cantrol Rods 
Nlthdrawn at 8NRs '* 6vc list end 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 630103] 83/05/31 Consolidated Edison Co of Reo 

VoTlr Inc lJ6pp 10733 208 24X Fiche 50-000, 83/05/31, 03051 10441 


9306170232 Submits list of affected valves, test method I, test schedule 
in response to IE Bulletin 83-03 Inservice insp program will 
be revised to include testing of listed valves 
LARSON, C E Northern States Power Co 83/06/00 KEPPLER, J G 

Region 3. Offire of Director 2pp 16070 284 94X 

Fiche 50-202,03/06/06,8306170232 


8305110464 IE Info Notice 63-36, "Impact of Security Practiced on Safe 
Operations " Ovt list end 

JORDAN, E U Division of Emergency Preparedness 1, Engineering 
Response (Post 630103} 03/06/0? Consol idated Edison Cn of Neu 

York. Inc 119pp 18830 280 24X F it he 50-000, 03/06/09. 63051 10464 


0305110470 IE Info Notice 83-38. "Defective Heat Sink Adhesive 4t 
Seismically Induced Chatter in Relays Nithin Printed 
Circuit Cards ** Sve list end 

JORDAN, E L Divieian of Emergency Preparedness & Engineering 
Response (Post 830103} 03/06/13 Consolidated Edison Ca of Neu 

York, Inc llOpp 10920 225. a4X Fiche 90-000. 83/06/13. 0305] 10470 


83Q6090010 IE Info Notice 83-37. "Trane former Failure Resulting From 
Degraded Internal Connection Cables " Qvc list end 
JORDAN. E L Division of Emergency Preparedness fc Engineering 
Response (Post 630103) 63/06/13 Consolidated Edison Ca of Rtu 

Yorli, Itic 243pp 10921 001 24X Fiche 90-000, 03/06/13, 03(}6O9OO1O 


6305110475 l£ Info Notice 83-40. "Need to Environmentally Dual i fy 
Epoxy Grouts tt Sealers " Sve list end 

JORDAN. E L Division of Emergency Preparedness ft Engineering 
Response (Post 030103) 03/06/22 Consolidated Edison G<i of Neu 

York. Inc llSpp 19021,179 24X Fiche 50-000. 63/06/22. 83051 J0473 


8309110477 IE Info Notice 83-41. "Actuation of Fire Suppression Sys 
Causing Inoperability of 8af ety-Related Equipment " 0vc list 
end 

JORDAN, E L, Division of Emergency Preparedness & Engineering 
Response (post 830103) 83/06/22 Consolidated Edison Co. of Neu 

Vork, Inc 120pp 18997 007, 24X Fiche 50-000,03/06/22.0300110477 


8309110479 IE Info Notice 63-43. "Reactor Hod# Switch Malfunctions " 
8vc list end 

JORDAN. E L Division of Emergency Preparedness & EngineeruiB 
Response (Post 030103} 83/06/23 Consolidated Edison Co of 

Vork. Inc ll6pp 18996 242 24X Fiche 50-000. 03/06/23. 830S1 10477 


8305110403 IE Info Notice 63-43. "Improper Settings of Intermediate 
Range (IR) High Flux Trip Setpoints " Sve list entl 
JORDAN. E L Division of Emergency Preparedness s. Engineering 
Response (Post 030103} 03/06/24 Consolidated Edison Co of Neu 

York, Inc ti6pp 19046-297 24X Fiche 50-000.03/06/24.0305110453 


0306280340 Requests relief from requirement re lO-yr inservlce insp of 
reactor coolant pump casing welds of A5ME Boiler ft Pressure 
Venal Code.Bectlon XI* "Inservice Insp. " Request submitted 
as Rev 9 to inservlce insp 6 testing program 

MU90LF. D Narthern States Power Co 03/06/24 Office of Nuclear 
Baactor Regulation. Director 3pp 190i4 070 24X 

Ficha- 50-282. 63/06/24, B3O620D34D / 


— S306280345 Rev 9 to "ASME Code 0ection XI Inservice Insp «< Testing 
Program ** 

e Mortharn States Power Co 83/06/24. 9pp 190)4 073 B4X 
Ficha 50-202.03/06/24.8306200340 


R Ptriedic operating reports 6 related correspondence 


B306D20167 Monthly operating rep is for Mar 1983 U/830411 Itr 

MUSDLF. D 1 DUOSTAD.O Northern States Power Co 63/04/05 9pp 
1 0691 : 075. 24X Ficha. 50-282. 83/04 /OS, 0306020 1 67 
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B306140002 Monthly operating repts for May 1903 M/a30A07 Itr 

OUOSTAD* D I MUSOLF* D Northern States Pouier Co B3/0A/07 Office 
of Resource Hanagementi Director 9pp 10030 219 24X 

FI Che 50-202* a J/06/07i 8306M0002 


3 Reportable occurrences. LERs 8< related correspondence 


B30&1&02^4 PNO-1 11-83-042 on 03O6OB* unit shut down to investigate 
source of HCS leakage Source of leakage determined to be 
from four steam generator manuals Repairs expected to take 
3 to 5 days 

vfACKZt^r I ^ GHAFER.U Region 3. Office of Director 83/0^/10 Ip 
18061 266 24X Fiche SO-306, 83/06/ 10* 8306160264 


8306020330 Response to NRG 830316 opposition to 830427 reneual of 
motion for complete & specific disclosure & request for 
leave to file same Certificate of Svc end 

MILLER/ D 8 Bensible Maine Pouer 83/03/29 Atomic Safety and 
Licensing Board Panel 4pp 10694 269 24X Flche 50-309103/03/29/ 

8306020358 


B306060303 Rasponse opposing Btnslbla Maine Pouer motion to compel util 
answers to interrogatories 6 document requests fc request for 
leave to file motion Motion untlmeLu Dood cause not 
shoun Certificate of 8vc end 

DIONAN/ T O / GADj R K Maine Yankee Atomic Power Co DIONANi T. 0 
Ropes it Gray 83/03/31 Atomic Safety and Licensing Board Panal 
2Bpp 187S9 102 24X Flche 50-309/83/05/31/0306060305 


DOCKET 50-309 MAINE YANKEE ATOMIC POWER PLANT 


F Security* medical/ emergency Sc fire protection plans 


8306030-089 Informs that onsite Sc offsite emergency preparedness 
adequate Sc emergency plans upgraded per NUREO-0737/ I tom 
rtl A 2 1 Item complete 

CLARK/ R A Operating Reactors Branch 3 83/05/20 GARRITY/ J H 

Main# Yankee Atomic Power Co 3pp 18733 200 24X 

F i Che 30-309/ 83/05/20/ 0306030089 


8306060332 Response opposing Sensible Maine Power {SKP> motion for 
extension of discovery period SNP did not diligently 
prosecute original discovery period Certificate of Svc end. 

OIONAN/ T 0 / OAD/R K Maine Yankee Atomic Pouer Co DIONAN/ T 0 
Ropes 4c Gray 83/05/31 Atomic Safety and Licensing Board Panel 
app 18726 333 24X Flche 50-309/03/05/31/8306060332 


8306070290 interrogatorias St request for production of documents 
Certificate of Qvc end 

DIGNAN/T 0 / OAD/R K Maine Yankee Atomic Pouer Co DIONAN/ T 0 
Ropes Si Ormy 03/06/02 Maine* State of 66pp 18744.012 24X 

Flche 50-309/ 03/06/02/ 8306070290 


8306170166 Forwards "Summary of Public Emergency Alerting Sys (PEAS) 
Siren Testing/ Apr Si May 1983 " Plans to correct deficiencies 
in PEAS submitted in 030331 Itr 

GARRITY/ J H Maine Yankee Atomic Power Co 83/06/02 ALLAN/ J M 
Region 1* Office of Director 2pp 18003 263 24X 

Flche 30-309/03/06/02/8306170166 


8306070296 Interrogatories St request for production of documents 
Certificate of Svc end 

DIGNAN/T. O . GADiR K Maine Yankee Atomic Pouer Co DIONAN/ T 0 
Ropes Si Oraiy 03/06/02 Sensible Maine Pouer. 66pp 1874t.OOB 
24X Ficha 50-309,03/06/02/8306070296 


“-B306170177 "Summary of Public Emergency Alerting Sys (PEA8) Siren 
Testing* Apr Si May 1983 " 

e Maine Yankee Atomic Power Co 03/05/31 29pp 18083.265 24X 

Flche 50-309/ 83/06/02/0306170166 


8306140265 Releases public version of revised oversije Figure 2 50,0-1 
FELTON/ J N Division of Rules and Records 03/06/06, Document 
Management Branch Ip 10844 333 24 X Flche 30-309/83/06/06, 

8306140265 


--8306140273 Forwards public version of oversize Figure 2 50 0-1, 
emergency condition classification table Table replaces 
Pages SA through i7C of Rev 4 to Procedure 2 SO O. Aperture 
car-d available in PDR 

e Maine Yankee Atomic Power Co 83/04/27 NRC - No Detailed 
Affiliation Given 3pp 10044 336. 24X Flche 50-309/83/06/06, 

0306140265 


G306150263 Forwards State of ME plans to correct emergency preparedness 
deficiencies identified by FEHA, per 030511 site meeting 
Addl info on radiological exposure control will be submitted 
to FEMA within 1 wk 

OARRITY/J H Maine Yankee Atomic Power Co 83/06/06 ALLAN* J.H. 

Region t, Office of Director 15pp 10849 176 24X 

F 1 c h e ; 3 0-309/ 03/06/06/83061 30263, 


B3D6170260 Notifies that representative from LASL ulJl be contacting 
site in near future to establish schedule for revisit as 
part of CYS3 Si 84 reanalysis of original 10 sites visited 
tfurlng vital area analysis progrom 

ALLAN*J,H Region 1/ Office of Director, 83/06/13, RANDAZZA/JB 
Maine Y'ankee Atomic Power Co, 2pp 10078 163 24X 

Flche. 30-309/ 83/06/ 1 3/ 8306 1 70260 


0306230361 Forwards analysis of postulated fires In reactor coolant 
pump bays. Rept supports 820701 request for exemption from 
Section 111 □ of App R requirements re installation of 
lubricating oil coilcction sys qualified for 8BE 
GROCE* R H. Maine Yankee Atomic Power Co 03/06/21. CLARK* R. A 
Operating Reactors Branch 3 2pp 1S943 332 24X 

Flche: 50-309/ 03/06/21, 0306230361 


— 8306230366 Analysis of postulated fires in reactor coolant pump bays 
a Main# Yankee Atomic Power Co 03/06/21, 50pp 10943:334. 24X 

Fi c h e 50-309* 03/06/21, 0306230361 


0. Adjudicatory correspondence 


8306010391 Third set of interrogatories re spent fuel pool storage It 
sys expansion I* requests for production of documents 
Certificate of 8vc end 

MILLER* D.0 Affiliation Unknown 03/05/27 Maine Yankee Atomic 
Power Co. Hpp 18602 213 24X Fic he. 50-309* 03/05/27, 0306010391 


8306090218 Confirms agreement re future proceeding schedule Meeting 
suggested within next 2 uks to discuss scheduling ti- 
subsiantive matters impacting on schedule 

AHRENS/ P Maine, State of 83/06/06 LEBBY, R, P Hearing Branch 3 
Ip 10796 114 24X Fi Che. 50-309/ 03/06/06*0306090210 


0306130236 Re-sponse to first set of interrogatories t requests far 
d ocuments. Prof qualifications 6 Certificate of Svc end 
GODDARD* R.xf Hearing Branch 3 03/06/06 Sensible Maine Pouer. 

123PP 10050-241 24X Flche 50-309*03/06/06/8306150236. 


8306090296 Advises that parties will discuss scheduling li related 
matters ii rept results to A8LB ASLB should suspend ruling on 
Bentible Maine Pouer 830523 motion to extend discovery 
pending discussion results 

GODDARD, R J , LESBY, R P Hearing Drench 3 63/06/07 LAZD*R M * 

MORRIS, P A / HAND/C H Atomic Safety and Licensing Board Panel. 
2pp 10795.231 24X Fiche 50-309. 83/06/07/0306090896 


8306100191 Foruards third set of interrogatories ti requests for 
production of documents to util Related correspondence, 

STERN, P Maine* State of 03/06/07 Docketing ti Services Branch. 
Jp 10005.326 24X Flche* 50-30?* 03/06/07,0306X00191 


— 0306100193 Third set of interrogatories ti requests for production of 
documents, CertI ficate of Svc end Related correspondence. 

AHRENS, P.* STERN/ P Maine, State of B3/06/07 Main* Yankee 
Atomic Power Co. 2tpp. 18005 327 24X Flche 50-309, 03/06/07, 

0306100191. 


0306100204 Foruards third set of interrogatories 6 requests for 
production of documents Related correspondence. 

STERN, P. Maine, State of 83/06/07 Docketing li Services Branch. 
Ip 10800,20? 24X Flche 50-3(39* 83/06/07*8306100204. 


—8306100205 Third set of Interrogatories I* requests for production of 
documents. Certificate of 8vc end Related correspondence 
AHRENB/P. , BTERN/P Maine, State of. 03/06/07 Office of the 
Executive Legal Director 30pp 18003.210. 24X 

Fiche 50-309*03/06/07, B306100204. 


8306150290 Order extending time until B30715 for CoeMission to act to 
review Director's decision dtd 030214, 

CHILK/S J Office of the Secretary of the Commission 03/06/10, 
Gommisi toners Ip. 18049-170. 24X Fiche, 50-309, 63/06/10, 

0306150290 


0306150241 Response to first set of interrogatories 4, request for 
documents Prof qualifications 4, Certificate of Bve end. 
00DDARD*R. aJ, Hearing Branch 3 03/06/13 Maine* State of. 

t40pp. 18046.139 24X Fiche: 50-309/ 03/06/1310306180241. 


0306230011 Rasponif to 030519 second sat of interrogatories 4, request 
for documents Certificate of Bye end. 

GODDARD* R, J Hearing Branch 3, 03/06/20. Maine, State of. 43pp. 

10947- 130. 24 X Flche. 30-309, 03/06/20* 030623001 1 
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f OftfAtini ftaj* fc torreiponrfence 


03OM1OG37 U«t 0? tepici ko be discuttti «t B30529 Afetinff 

*0 o^«r«M0nel GA pTQjrto 

KARTlK* T T DWiiUn of £niJne#rinf <r Technical Pro^rav* B3/05/19, 
RAMMZZAiJ B ffoln* Venlte Aio«ic Potftr Co 7pp 1B4S1.2B7 24K 

Ficftp SO-W?. 03/05/ 19c egOiOl 0337. 


839£000231 Advlioi tbot pr«po««4 Cbanpo 43 to Toth Spec« t< cotitoinAont 
l««b4|« tt«tln| 4cccpt«ble> bofftvtr pir cinnot b« used «t 
toll iMfiUA <n r^ip* C tiitinp tr 4ifdJ Trch Spect Auit bi 
pr«p««t4 to ipicift tvit priftfuri Bpfitv PviIuAlion incl 
CLAftKcB A, C^trotlnp Reoctori Branch 3 83/05/30 OARfllTV»\I H. 

Hiint Yanttt AtOAU Poviir Co 2pp 18733 348 24X 

Ficb* 50-399 c Ba/05/20i B306030231. 


'’-03060003^ Oafftf ivaluaiion dupportinp propoiid Chanpi 43 to Toch 
Op«c« rt cotxttiMtnl Jiitago liitinp Air cannot be uiid as 
tffit Mdliw In Tip* C tcftini addl Tach Spots amt be 
proposed to specifi t#it pressure 

* Offici «♦ NucUer ftiactqr Repulatfonc Director, 63/09/20 2pp 
18733' 350 84X Fide 50'009. 83/05/20c B3DA03023t 


0:704030019 Requests perferoance ar docuaentaiion of coaplition of load 
test 0f reectftr vessel bead lifting fixture for control of 
bs«v| loads. Fbaie 1 witiiln ISO de|s Guidelines for response 
k co«pltte draft tecAnice] evaluation rapt end 
CLARHcR A Operatlnf Rcecters Branch 3 83/05/S4 OARRITV.iJ H 

Maine Yentee Atealc Fosur Co lApp 18701 144 a4X 
FI Che 9<H309. 83/05/34.8304030015 


— 0304030037 *Centrol of Keavi Loads (C-JOI.ffaine Yankee Atoasc Pober 
Ca^HMin Yafltea P^^cIaar Pouer Staf ion. ' draff technical 
tvaluallon reft 

VirOcD J . lwttWOCT.Cc WfiC^cl R Framiin Insti tute/Frantlln 
NRC-0a-8l-t30, TEH^5504-345 DRFT 82/12/30 

^ 0»talJfd Affiliation Given 24pp 
10701 143 adX Flela 50-309.83/05/24. 63040500 IS 


8304030505 Forverdf safetf evaluation on status of tbaraul shield 
support structura Followup k aenitorini ihvistlpation of 
failure •echanito r»coa«sendtd Continued operation 
astepiable 

;/encA 3 B3/05/25 OAttRlTY^J H 

Ifaini Vanltt Aloelc Power Co, 3pp, lB7i9 148 24Y 

FICfc. 1KK309. 83/05/25. 8304030505 


8304210304 Sonuftarq of B30910 muBting w/Mfci 1. Weaton OuDp4v»itAl Corp^ 
Cypna ^nersu Sve 4 Stevonson 4 Assoc rw Bolsmli; enfuty 
margin program status rept Vlewgr^phs tc rosumoB etic 1 
HEITNER.K L Opotatlng Reactors 8r«udi ^3 03/04/06 OLA/IK. It A 

Operating Roacturs Branch 3 i32pp J09«J9 200 1'4X 

Flcho 50-309.83/04/04.8304310304 


0304220223 Informs of actioiiB reguiiod t« ayald degrodud <oniltt1nJs» Pi 
offsite power supplies, per completed review of 030324 
submittal ro 821214 offsite pauor oupplv degrodatlor 
incident SFR end 

CLARK. R A Operating Reactors Brunch 3 03/04/00 OARRIIV. II 

Maine Vanleo Atomic Fewer Co 4pp 10*190 347 BAX 
Fi Che 50-309. 83/04/00, 8306220223 


—8304220226 Safety evaluation finding Ucansae comml tmpftt tn upffrmrfF 
Suruwlec line to conform w/i'BAR after ennat acCeptmlfla Uanil 
flow analgals reflecting modified ays U devalophioni of 
periodic raasaessment procedures required 

KAMO.P Office of Nuclear Reactor Regulationi. Olmctor Uti/OA/OU 
4pp 1D9S0 331 24X Flche 30-309.83/06/00.0306020223 


8306240359 Notification of 630628 meeting u/util in Ul Sen shot. HT- to 
discuss auxiliary feedwater sgs evaluation 

HEITHEH.K L Qparating Reactors Oronch 3 G3/06/C1. CLANK* H A 

Operating Reactors Branch 3 ip 16999.149 24X 

Flcha 50-309*63/06/21,0306240339. 


B3Q429Q19Q Reqwasts proposed Tech Bpocs re limiting DVSrtlmo for 
staff personnel which comply w/guidallnefl furnishad in 
820615 Itr Proposal dtd 830121 unaccoptnblo 

CLARK. R A Operating Reactors Branch 3 03/06/21 OAFIOITV* J If 

Maine Yankee Atomic Power Co 3pn 1V046 267 24X 

F I Ch a‘ 50-309, 83/84/3 1 . 8306290 1 90 


8306380009 Forwards "Maine Yankee Seismic Analysis >' Qbudv UMFloidVd 
both loriatldn ft historic methods of seismic analysis 
ORACe.R H Yankee Atomic Electric Cp ClRACe.R H Maiott Y4nh«9 
Atamlc Power Co. 83/06/24 CLARK. R. A dperatlng Raacture Ur/sT^ch 'J 
2pp 19000 007. a4X Flche' 50-309. 03/06/24,6306260009. 


—8306200011 "Maine Yankee Seismic Analysis ** 

» Yankee Atomic Electric Co YAEC-iP36 03/06/03 
19000' 009 24X Flche 50-309,03/06/24.6304360007 


2 /Vj»J 3 


I, » criterie free MJREG-0737. ties ^ 

Maine Yankee Atomic Fewer Co 83/05/24 CLARK 11 a 
Operatlnf Reectori Branch 3 281 e ib 494 130 sav CLARK. R A 
Flch..9<Kl09,W/o5/a6.TO60Ml44 24X 

FfC*e.F<K»9*«7/05/36. 8304060310 

^^<>4090984 Otscussas status of 820827 camaiaMna «■.. « 

CMSfrehanslye etreea to perform 

?c5ri.r “i: S 

iKir/J •" *•' ‘•■•"•He 

^9. *"««*50-3CHJ»e3/0V3lR 8306090377* 


wm^ei e «|ew| 




8304060257 Discusses lE Insp Rept 50-307/62^09 on 92l)3B3-0&t)a h 
ferwards notice of violations Response providing addJ 
actions completed or planned to improvtr control of deolari 
changes par 020926 Ur requealed r .a i 

ranSStya^Vw” Project ft Resident Programs. OIl/OS/JKL 

on 820323-0503 NancoM|* 1 LotkCf 
^ ! f control not mpproprimte to 

control plant design ft failure to effectlvelv 

* Reolon 1* naJfr^* Idontiflod Jr provioua Jnap 

^ Region 1, Office of Director 03/09/23 Don l6727'‘t/oa 
Fiche 50-309,03/05/23.8306060297. IU/.£/ yOD 


»4y 


83^^)'^ Safeguards ft Inspection PrograjaB (Pa«t 

Kopp 18031.043 24X Fiche; 50^000,03/03/26,83051 10450. 


"Event Notification Infn Morhshw*! ^ 


8305110440 IE Info Notice 83-3d, 

Sve list end 

|s%?;sr » e«„n..r„., 

V.M, i«. ,B73,.oa,. e««.?:rM*oS5:B3%vl2,&,rfo?lS 

RANDAZzIj^b" Maina'YankeJ Atoiic^'pn P*>«ident Programs. 83/{>&ya7. 

Fi.h.iSo-aoy.Ba/os/S/l^SSoMDSwS a-or 

»o-3O9,03-os on 030*3 ,. m* 

3p, x*" 03/09/04 

Fiche; 50-309.03/09/27, 6304030282. 

*,«pon«« .Post M^a/ai* It On.lnavrln, 

Y«r». Inc 11*^ laVsa “m e5l.on Bo. 0 , M,h 

KP, /ay.,;o0, 24)( 50-000. 03 /05/a uoaoa 11046,1 
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8306100276 Respondfi to Action Item A of IC Bulletin B3~03 re check 
valvB failures in diesel generators rau cooling uater sys 
Preventive oialnt program revised to regoire that one check 
valve bo inspected each refueling interval 

RANDAZZA>J D Maine Yankee Atomic Pouier Go 03/06/07 ALLAN, J H 
Region li Office of Director 3pp 1D005 139 24X 

Ficho 50-309,03/06/07.0306100276 


0306210175 Responds to IE Bulletin 03“03 fc IC Info Notice 82-OB re 
check valve failures in diesel generator raw uater cooling 
ays Listed HX inlet & outlet check valves will be inspected 
during next refueling outage 

RANDAZZA, J B Maine Yankee Atomic Power Co 83/06/07 ALlANiJ H 
Region li Office of Director 3pp 18718 101 24X 

Fiche 30-309i 83/06/07,8306210175 


Q306170A69 Forwards 8ERi technical evaluation rept It notice of granting 
relief from in&ervice insp reguirements Relief granted for 
Code poquiremontB detormined impractical to perform 
CLARK, R A Operating Reactors Branch 3 03/06/08 OARRITY, J H 

Maine Yankee Atomic Power Go 3pp 18894 S30 24X 

Fiche S0-309i 03/06/001 8306170469 


— 8306170472 Safety evaluation re util requests for relief from inservice 
insp requirements of ABME Boiler & Pressure Vessel Code, 

Section XI Relief from requirements determined impractical 
to perform granted 

* Office of Nuclear Reactor Regulation, Director 83/06/08 9pp 
1B894 233 24X Fiche 50-309, 83/06/00, 0306170469 


— 8303220042 ”ME Yankee Atomic Power Plant Inservice Insp Program,” 
technical evaluation rept 

« Battelle Hemorlal Institute, Pacific Northwest Laboratory FIN 
D-2157 03/02/25 NRC •• No Detailed Affiliation Given 29pp 

10094 243 24 X Fiche 30-309,03/06/08.8306170469 


-'-8306170474 Notice of granting of relief from inservice insp 
requirements of ABME Boiler & Pressure Vessel Code 
* NRC - No Detailed Affiliation Olven 83/06/00 ip 10094 272 
24X Fiche 50-309,03/06/08,030617046? 


B305110464 IE Info Notice 03-36, "Impact of Security Practices on Safe 
Operations '* Dve list end 

JORDAN, E. L Division of Emergency Preparedness it FngiTieoriiig 
Raspanee iPost 830103) 03/06/09 Consolidated Edison Co of New 

York, Inc ll9pp 18030 2P0 24X Fiche 50-000,03/06/09,0305110464 


0309110470 IE Info Notice 03-30, "Defective Heat 9inJc Adhesive l< 
Seismlcally Induced Chatter in Relays Within Printed 
Circuit Cards.” Ovc list end 

JORDAN, E L, Division of Emergency Preparedness it Engineering 
J^esponsB iPost 630103) 03/06/13 Consolidated Edison Co of New 

York, Inc, 110pp 10920 225 24X Fiche 50-000,83/06/13,0305110470 


0306090010 IE Info Notice 83-37, "Transformer Failure Resulting From 
Degraded Internal Connection Cables, " 8vc list end 
JORDAN. E L Division of Emergency Preparedness *< engineering 
Response (Post 830103) 03/06/13, Consolidated Edison Co of New 

York, Inc 243pp 16921 001 24X Riche 50-000,83/06/13,83060900)0 


0306290406 Responds to NRC 830520 Itr ra violations noted In IE Insp 
Rept 50-309/83-05 630520 proposed civil penal ty. Corrective 

actions' design change developed to modify 0 pump interlock it 
uarning signs placed on safeguards pumps 

RANDAZZA,J D Maine Yankee Atomic Power Co 03/06/17. DEVOUNO, R C 
Director's Office, Office of Inspection and Enforcement 4pp. 

19053 031 24X Fiche 50-309,83/06/17/6306290406 


8305110475 IE Info Notice 03-40, "Need to Environmentally Oualify 
Epoxy Grouts it Sealers " 8vc list end, 

JORDAN, E L Division of Emergency Preparedness Engineering 
Response (Post 830103) 83/06/22 Consolidated Edison Co. of New 

York, Ine liSpp. 19021.179. 24X Fiche. 50-000, 63/06/22, 83051 10475 


03D5U0477 IE Info Notice 83-41, "Actuation of Fire Suppression 8ys 
Causing Inoperability of Safety-Related Equipment ” 8vc list 
end 

JORDAN, E.L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 03/06/22. Consolidated Edison Co. of New 

York, Inc. 120pp 10997 007 24X Fiche. 50-000, 83/06/22, 03031 10477. 


0305110479 IE Info Notice 03-42, "Reactdr Nod* Switch Malfunctions ” 
8vc list end 

JORDAN, E L Division of Emergency Preparedness It Engineering 
Response (Post 830103) 83/06/23 Consolidated Edison Co of New 

York, Inc il6pp. ia996r242. 24X Fiche: 50-000, 03/06/23, 8305i 10479. 


8305X10403 IE Info Notice 83-43, "Improper Settings of Intermediate 
Range (IR) High Flux Trip Setpoints,” 8vc list end. 

JORDAN, E L Division of Emergency Preperedness & Engineering 
Response (Post 030103} 83/06/24. Consolidated Edison Co of New 

York, Int 116pp. 19046 297, 84X Fiche* 50-000, 03/06/24, 83051 10483. 


R Periodic operating reports & related correspondence 


0306020152 Monthly operating rept for Mar 1903 N/B30413 Itr 

DATTEB8ON,0 , GROCE. R H Maine Yankee Atomic Pauer Co B3/04/13. 
HARTFIELD.R A Management Information Branch Spp 18691.001 24X 

Fiche 50-309,03/04/13,0306020152 


0306160444 Monthly operating rept for Apr 1983 U/630512 Itr 

»ATTERSON,0 . GRACE. R H Maine Yankee Atomic Power Co 83/05/12. 
HARTFIELOiR A Management Information Branch 5pp 10864 310 84X 

Fiche 50-309,03/05/12,0306160444 


0306020352 Forwards microfiche of annual 50 59 rapt Equipment 
unavailable to provide for 24 1 reduction ratio it 96 frames 
per sheet, per B20B09 NRC request. N/o fiche 

GARRITY. J H Melne Yankee Atomic Power Co 83/05/24. ALLAN, J. H 
Region 1, Office of Director Ip 18694*323 24X 

Fiche 50-309,03/03/24,8306020352 


B Reportable occurrences, LERs I, related correspondence 


8306010408 LER 03-018/017-0 on 03051 6, poftlon ef gaseous radioactive 
decay drum different from one inadvertently re leased. Release 
terminated when discharge activity Level exceeded setpoint. 

Caused by personnel error 

NODD.E C Maine Yankee Atomic Power Co 03/05/17 Region 1, 
Office of Director Ip 1B679 340 24X Fiche 50-309, 03/05/ 17> 

0306010408 


0306030341 LER 63-01 4/03L-0. on 030425, dur ing full power operation, 
Section 207 of 115 kV reserve station eve line became 
unavailable when struck by lightning while alternate out of 
ivc for upgrading Damaged arresters rep laced. W/B30525 Itr 
8TEVENB, J L , GARRITY, J H Maine Yankee Atomic Power Co 03/05/23 
ALLAN, J M Region 1, Office of Director, 3pp 10704,360 24X 

Fiche 50-309, 03/05/25, B30603034 1 


6306020425 Revised LER 83-OlB/OlT-O on 830316, portion of gaseous 
radioactive decay drum D inadvertently released rather than 
parmit-spec i f led drum 0 Causad by personnel error Pereonn-el 
reinstructed in reading permits W/0303B7 Itr 

8TEVCNB,J L , GARRITY, J H Maine Yankee Atomic Power Co 63/05/S7. 
ALLAN, J.M. Region 1, Office of Director 4pp. 18693:221. S4X 
Fiche 50-309,83/03/27,8306020425 


0306170186 LER 83-016/03L-0 on 830504, while performing ECGB hot monthly 
surveillance testing, safeguards recirculation stop valve 
flIA-K-54 failed to operate Caused by mechanical binding of 
valve stem Malnt program to be upgraded. N/830602 Ur. 

LAFLAMME,8 J , GARRITY, J H Maine Yankee Atomic Power Co 83/06/02 
ALLAN, Jh Region 1, Office of Director 3pp. 18870:271 24X 

Fiche 50-309,83/06/02,8306170106 


6306130455 Forwards NRR comments on draft AO rept to Congress for 
First Quarter 1903 

DENTON, H R Office of Nuclear Reactor Regulation, Director. 
03/06/07 HELTEMEa,C J Director's Office 3pp 18630,176 24X 

Fiche 50-000,83/06/07,8306130455 


6306170430 LER 83-017/03L-0 on 03O5O9i 830517 If 18, tooling uater 
outlet stop valve PCC-M-43 to RHR HX foiled to open from 
main control board. Caused by misadjusted valve motor 
operator torque settings N/630606 Itr 

MCALLISTER, 8 A , GARRITY, J H Maine Yankee Atomic Power Co 
03/06/08 ALLAN, J.M Region 1, Office of Director 4pp. 
18079*009 24X Ficho 50-309, 03/06/08, 0306170430 


6306270293 LER 83-01 9/03L-D* on 830516, op erable auxiliary feedwater pi>mp 
tagged out of sve during installation of heavy shielding 
door. Caused by movement of massive dour creetinp safety 
hacard, forcing degraded mode operation. W/B3061 1 Ur. 

TAYLOR, JM, OARRITV, JH, Maine Yankee Atomic Power Co 03/06/16. 
HURLEY, T.E, Region 1, Office of Director 3pp 10990.130 24X 

F i c h t * 50-309, 83/06/ 1 6, 6306270295 


V Operator Examinations 


6306140619 Extends invitation to attend 830627 meeting in King of 
PrustiarPA to discuss transfer of reactor operator 
licensing function from Qethesda, ND to Region I ofe. 

STAROSTECKl, R, Division of Project !< Resident Programs B3/D6/09 
RANDAZZA,J D, Maine Yankee Atomic Power Co. Spp 18641 860. 24X 

Fiche’ 50-309, 03/06/09, 0306140619 
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BOCKIT 50-311 SALEH NUCLEAS OENERATINO STATIDM. UNIT 3 
r SfCurlty, noiUtalr (mergancy jtrotflction pl»n» 


@3060701 50 Forii^ard I Subntttal 3 to stcurity training qualification 
plan euboilttal withhsid iref JOCFR73 21 1 

LIOEN.E A Public Sarvice Electric & Cas Co of Mritf Jor*py 
03/05/02 Rrjioti li Office o# Director 2pp 10736 291 P4X 
F i ch • • SO-272. B3 /05/02. B3Oi07Ol 50 


0306070164 Riqu»>tt that revocation of Chapter 9 be taken into account 
during review of Rev 0 to security plan that approval of 
Plan not he delayed by review of Chapter 9 Notice 
withdrawing Chapter 9 fc Procedure SP7 end 
LIDENi E A Public Service Electric V Oas Co of New Jersey 
83/05/12 Region 1. Office of Director 3 pp 10736 261 2AX 
Piehc 50-272.93/05/12,0306070164 


0306020232 Forwards Rev 0 to Salem Generating Station Emergency- 
Operating Proredurea Oeneration Package.” per Suppl 1 to 
NI;hE 0“O737 fOeneric Ltr S2'33). 

LIDEN. E A Public Service Electric & Cas Co of New Jersey 
83/05/20 VARCA.S A Operating Reactors Branch 1 Ip 10609001 

24X Fiche 50-272. 03/05/20. D 3060 20232 


— 8306020240 Rev 0 to "Salea Generating Station Emergency Operating 
Procedures Oentration Package " 

GUELLER.J , FRy,l. . BERKLEY. J Public Service Electric & Gas Co 
of New Jersey 03/04/20 i 66 pp 10687 002 24X 

Fiche 50-272, 83/05/ 20. 0306020232 


8306090052 Requests that proposed mod campletion dates be included in 
amend to License DPR~75 to include iOCFRSO.App ft, Section 
III G 8 , re Fire Area P2C-1 Submittal uiathln 30 days of ltr 
receipt requested 

VAfiOA,S A Operating Reactors Branch I 83/05/31 UDERITZ, R A 
Public Service Electric t* Gas Co of New Jersey 2 pp 18797-350 
24X Fiche 50-311,83/05/31.0306090052 


0306170401 Forwards safety eviluation of util submittals re fine 
protection rule, Incorporetlng BM- technical input Facjlitles 
in compliance w/App R to lOCFftSO, Items HI G & III L re 
safe shutdown in relay cable spreading or control room 
VARGA, g A Operating Reactors Branch J 83/05/31 UDERIT2, R A 
Public Service Electric if Gas Co of New Jersey 2pp 18094 307 
24X Fiche 30-272.03/05/31,0306170481 


—8306170403 Gafety evaluation of util conpHance w/App R to lOCFRSO, 
Items III G 3 li III L Facility design provides train of sgs 
necessary to achieve & maintain safe shutdown conditions 

Nuclear Reactor Regulation, Director 03/05/31 0 oP 
1 809 4 309 24X Fiche 50-278.83/05/31,0306170481 


to security plan Rev withheld 


6306090049 Forwards fttv 0 , Amend 
(ref 100FR73 21) 

Strvice Electric U Gae Co of New Jersey 
63/06/03 Region 1, Office of Director 2 pp 18793 31 J 
Fiche 50-872,03/06/03,0306090049 


Forwards IE Safeguards Insp Rep is 50-272/03-17 
030516-20 No Tioncomp 1 iance noted 

Engineering 6 Technical Progrems 03/06/06 
^ Public Service Electric & Gas Co of New Jerseu 2 sd 
10941 302 24X Fiche. 50-272, 83/06/00, 0306230471 ^ 


Safeguards Imp Repts 50-272/03-17 tf 50-311/03-16 or» 
830516-20 No noncompl lance noted Major areas inipected* 

Iteai^*^ pistil contingency plan tc previously Identified 

ifioIY'Snf J' of Director 83/06/06 3pp 

10941 304 24X Fiche: 50-272, 03/06/00, 0306230471 


H. General correspondence 


0306140043 Requests JM lypko 1, A Nassman be added to .vc list for nil 
cor^.pondence re facilities »J Mldur. sJoulS be deleJeJ ““ 

Public Service Electric 6 Gas Co of New Jerseu 
VARGA, a A Operating Reactors Branch 1 ip 19038-319 

247 Fiche 50-272,83/06/06,0306140043 * Ip 18830 319 


document* fc correspondence 

VAAGAeB a. Reactor* Branch 1 03/05/23 UDER 1 T 2 .R. 


o..kiV, V- mac tors Branch 1 03/05/ 

24X Fiche:w-y,*S3/555a?;,XoW562 


18719: 1 20 


B306030141 Submits long-term operational veri f ica 1 1 on program for 
tVesti nghouae DD-50 reactor trip breokois Data will ho uoeij 
to assess reliability of undeivoltage trip attachments 
Results of program expectotl in Gel 19r<3 

GDERITZ,R A Public Service Electric 6 Ons Co of New Jurtey 
03/05/31 EISENHUT.D 0 Di vi si tin of U1 ctnfi infl Gpp 10/04 Pfrj 
24X Fjcho 50-272.83/09/31,0306030141 


8306130064 COPPER IN THE INIAKF AND DISCHARGE ZONES OF THE SURRY 
AND SALEM NUCLFAR POWER STATIONS 

HARRI80N,r L . DlSHaP,D J . RJCC, D W Lawrence Livermore Ltiboroinry 
FINA-OJ19 NURC0/CR-296ri 03/05/31 Division of HoaUh, EUtliifl 
& Waste Management 5]pp Availalile at NRC ^4 00 10069 221 

24X Fiche 50-000.03/05/31.8306190064 


0306140039 Forwards “Analysis of Val ve/Gperatar Intorfote Hardware for 
Containment Pressure It Vacuum Relief Valves 1 & 2 VC 5, “ 
in response to NRC 030519 request 

LIDEN, E A Public Service Llectric & Gas Co of New Joraoy 

03/06/07 VARGA, S A Operating Reactors Branch I 3pp 10031) 26/ 

24X Fiche 90-272. 03/06/07, 0306140057 


—0306140063 "Analysis of Va) ve/Operator Inlurface Hdrtlunre for 
Containment Pressure 6 Vacuum Relief Valves i & I’ VC 9 " 

FOLEY, J M , WDOL,J C , KRAMLR, E W Public Service Electric 6 Qa% 
Co of New Jersey 03/06/03 16j)p 10030 270 C4X 

Fiche 50-272, 03/06/07, 0306 1 4 0059 


8306160430 Forwards RA Uderiti affidavit pci 0306U7 response tu NRC 
030919 ltr re valve operability reviews for 10-lnch 
pressure/vacuum relief valves used for purge or vent of 
contai nments 

LIDEN, £ A Public Service Electi Ic 6 Gas Co of New Jersey 

03/06/08 VARGA. B A Opeiating Reactors Branch 1 2pp I0f)60 0/4 

24X Fiche 50'*27S, 03/06/08, 0306160438 


0306270299 Application foi amend to Liconsos DPn-70 S, DPR“79, revi flng 
Amend flequects 79-01 6 01-19 re radiological effluent It 
administrative controls 6 Tech Specs rc suTvoinante 
testing Ir reporting requirements for reactor trip hreakers 
LIDEN, E A Public Service Electric & Gas Co of New Jersey 
03/06/17 VARGA, 0 Operating Reactors Dronch 1 3pp 10774 27W 
24X Fiche 50-272,03/06/17,0306270277 


0306270304 Proposed Tech Specs levisirio radiological effluent & 
administrative controls f< surveillance testing C, roportinn 
requirements for reactor trip breakers 

« Public Service Electric Oas Co of New Jersey 03/06/17 
249pp 18994 201 24X Fiche 90-272,03/06/17,0306270299 






qualification of safety-related electrical eai^ip'narii 

review of equipment In Categories IV, I n «, H A 
Public Service Electric & Oos Co of New Jersey 
nivC,,. t Operating Reactors Oranch 1 3pp 19055,313 

24X Fiche 50-272,03/06/21,0306290313 


^^^***^***^* Offsite Dose Calculation Manual per NRC 790110 


LIDEN, E. A 
03/06/24 
24X Fiche 


Public Service Etecti ic fr Gas Co, of New Jersey 
VAROAiS A Operating Reactors Drench 1 Ip 17122' 197 
50-272,03/06/24,0306300190 


** Oas of New Jersey 03/03/31 
75pp 1712.^ 200 24X Fiche 50-272, GD/06/24, 0306300190 


DuJlclins 6 coTresponrfenco 




B. u.. « rorward 

niJmjiSa 2 n imposition of civil penalty 

DEYOUNG, n. C Director's Office, Office af at,.i 

En,orc„l|.nt B3/05/03 SMITH. H Public sJrvlc.^UctHi; ,, Oa. Co 


J/ropo.od ln,po.itio„ 0 , civil pon.lt, 
♦BSOiOOO Noncompl iance noted, roactar trU 

5 iu 5 IrJr.Jjoa? op.n foI 10 b,iB„ roc.ipt 

DEYOUNG, R c Director's OpPlce, Office of Inseoction and 
Enforcement. 83/09/05 0 pp 10707.221 
Fiche 50-272,63/09/05,0306240046 


^^Hjll^LoMln.'S^WcS'^'lvrust eSci^'’’'" Sourc. Contain,, In 

830103 ) ^ 83 / 05 / 86 ^°^ ^ w ** Inspection Programs (Iiost 

iaspp 1B83( 043 Vork, Inc- 

-eopp 10031 043. 24X Fiche 50-000, 63/05/26, 03091 1 0450, 
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8305110460 JC Info Notite BJ”34i "I vont Notification InPo Uorlcshi^^t *' 
Svc list enc 1 

JORD^Nj L L lijvision of Umerfloncq Rri?i»orpdne5s & Enginepring 
Respanso (f’ost B3D103) 0J/0:>/^6 Conool idatod tdison Co of Ncui 

Vorkr Inc Jlfipp 10733 005 34 X Fit ho 50-000,83/05/26.0305110460 


830-5110461 IE Info Nt/tico 03*35, "F uoJ Nuvement N/Conirol Rods 
kithdrawn at DNRs “ Svc li^i cncl 

JORDAN, E L Divi<;ian of Ertiei'gonr^ Proparcdnoss & Engineering 
fletpons-e (Post 0301031 OJ/05/31 ('orisol idated Edison <.o of Neu 

rorlc, Inc ll6pp 18732 300 P4X Fit he 50-000,03/05/31.0305110461 


0306140356 Ack recpipt af 030317 Itr informing NRC of steps token to 
correct violations noted m IF Insp Repts 50-272/03-36 & 

50-311/03 -33 

SrAROSTEOKI, R Dlvialon of ('loject & Resident Programs 03/05/31 
UDERlTZrR A Putlic Service tlcctric 1?< Oas Co of Now Jersey ip 
10833 019 24X F’lthe 50-273, 03/05/31 , 0306140256 


— 830614D361 Responds to NRC B3021b Itr re violations noted in IL Insp 
Flepts 50-272/02 36 & 50-311/02-33 Cmrectivo actions 
Operations Directive 12,7ecF> Spec intcrpi etations, expanded 
to include cncl Ouide-ll & Pooinotoc added to logs 
UDEERITZjR a Pohlic Service riectrlc Oaa Co of New Jersey 
83/03/17 irrtyNtSrR C Region I, Office of Director 
STAROSTECKIj R Division of Project !< Resident Programs 3pp 
10033 020 24X riche 50-27Pi D3/05/3J , 0306140256 


0306160130 Foruardo IE Insp Ropls 50-272/03-12 t, 50-311/03-13 on 
030326-0510 6 notice of violation 

STAROSTCCKI, R Division of Project 8, Resident Programs 03/05/31 
UDERITZ.R A F^obJlc Service Tier Inc !, Oas Co of New Jersey ypp 
18062,005 24X Tic he 50-272,83/05/31,0306160130 


—8306160137 Notice of violation from insp on 030326-0510 

* Region 1, Office of Director 03/09/31 Ip 10062 00/, 24X 

Fichc* 50-27P, 83/05/31 , 03O616OJ3O 


--0306160144 IE Insp Repts 50-272/03-12 & 50-311/03-13 on 030326-0510 
Noncohip Hance noted failure to submit timely LERs 
NORflHOLN, L J i SUMNCRS, R J . TRIPP. L T Region 1, Office of 

Direclor 03/05/27 I7pp 10862000 24X Flcho 50-272,03/05/31, 

0306160130 


030607017/ Requests 30-day extension foi response to 030505 nntlce of 
violation ^ propored imposition of civil penalties Delay 
due tP complexity of issues consideration of available 
options 

UDEJ?ITZ,R A Public Service I lecti ic t< Ofts Co of Now Jersey 
fl3/06/Ol. DEYDUNt', R C Diroclor^s Office, Office of Inspection and 
enfortemunt 2pp 10736 327 24X FI the 50-272, 03/06/01 , 0306070177 


0306160440 Ac X receipt of 030415 Itr informing NRC of steps taken to 
correct violations noted in H liisp Repts 50-272/03-01 & 
50-311/03-01 

HARTINi T 1 Division of Engineering & Technical Programs 03/06/07 
UDERIT2,R a Public Service Clectrit, t< Oos Co of Now Jersey If 
10864 214 24X Fiche 50-272,03/06/07.0306160440 


*•-8306160446 Rrsponds to NRC 030304 Itr reiiuesting addl info re 
violations noted In IE Insp Repts 50 2/2/03-01 t( 

90-311/83-01 Corrective actions Meier M-13/ returned to 
vendor for repair cost estimate 

U1>ER1TZ,R a Public Pervict Llectric it Oas Co of Now Jersey 
83/04/15 MARTIN, T T Division of Lngineering 6 Technical 
Programs 3pp 10064 215 24X Fiche 50-272,03/06/07,0306160440 


8306210176 Responds to IE Rulletln 03-03, "Check Valve Failut'es in Raw 
tVater Cooling 0ys of Diesel Ornerators " Affected check 
valves associated w/each diesel generator' listed. 

(LIDEN, E, A PohJit aervlee Electric 6 Oas Co of New Jersey 
83/06/07 ALLAN, J.H Region 1, Office of Director’ 3pp 
18915 239 24X Firho 50-272,03/06/07,0306210176 


0306230471 Forwards IH Bafeguards Insp Repts 50-272/03-17 
50-311/83-16 on 030516-20 No noncompllance noted 

MARTIN, T T Division of Engineering it Technical Programs 83/06/08 
UDERlTZ, R A. Public Service Electric & Oas Co of New Jersey 2pp 
IB941 302 24 X Fiche 30-272,03/06/08,0306230471 


—8306230475 IE Safeguards Insp Repts 50-272/83-17 it 50-311/03-16 on 
8305l(^''20 No noncompllance noted, Majoi anas inspected 
security plan, contingency plan 8( previously identified 
Items. 

SMITH* 0-C , OODY* A T Region 1, Office of Director 03/06/06 
3pp. 1 8741 304 24 X Fiche 50-272, 03/06/08, 0306230471 


8305110464 IE Info Notice 83-36, ''Impact of Security Practices on Safe 
Operations. " Svc list end 

JORDAN, E L Division of Emergency Preparedness 8r Engineering 
Rsspanse (Post 830103) 83/06/09, Consolidated Edison Co of New 

York, Inc 119pp 10030 200 24X Fiche 50-000,83/06/09,0305110464 


8305110470 IE Info Notice 03-30i "Defective Kiat Sink Adhesive it 
Selsmically Induced Chatter in Relays Within Printed 
Circuit Cards " Svc list end 

JORDAN, E L Division of Emergency Preparedness Enginserlng 
Response (Post Q30103) 03/06/13 Consolidated Edison Co of New 

York. Inc llOpp 10920 229 24X Fiche 50-000,03/06/13-8305110470. 


0306090010 IE Info Notice 83-37, "TransfarmBr Failure Resulting From 
Degraded Internal Connection Cables *' Svc list end 
JORDAN, E L Division of Emergency Preparedness a< Engineering 
Response (Post 830103) 03/06/13 Consolidated Edison Co of New 

York, Inc 243pp 10921 001 24 X Fiche 50-000,03/06/13,8306090010 


0305110475 IE Info Notice 83-40, '*Nee<t to Environmentally Oualify 
Epoxy Orouts 6 Sealers " Qvt liet end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 03/06/22 Consolidated Edison Co of New 

York, Inc liOpp 19021 179 24X Fiche 50-000, 03/06/22, 8305 1 10479 


0305110477 IE Info Notice 03-41, '^Actuation of Fire Bupprtfsion Byt 
Causing Inoperability of Safety-Related Equipmsnt " Svc list 
end 

JORDAN, E L, Division of Emergency Preparedness It Engineering 
Response (Post S30I03) 03/06/22 Consolidated Edison Co of New 

York, Inc 120pp 1 8997 007 24X Firhe 50-000,03/06/22,0305110477 


0305110479 IE Info Notice 83-42, "Reactor Mode Switch Malfunctions, " 
Svc list end. 

JORDAN, E L Division of Emergency Preparedness h Engineering 
Response (Post 830103) 03/06/23 Consolidated Edison Co of New 

York, I nr ll6pp 1B996 242 24X Firhe 50-000,83/06/23,0305110479 


0305110403 IE Info Notice 03-43, "Improper Bettings of Intermediate 
Range (IR> High Flux Trip Setpoints " Svc list end 
JORDAN, E L Division of Cmerqency Preparedness 6 Engineering 
Response (Post 030103) 03/06/24 Consolidated Edison Co. of New 

York, Inc 116pp 19046 297 24X Fiche 50-000, 03/06/24, 03051 10403 


R Periodic operating reports 6 related correspondence 


0306150267 Forwards annual radiological rept for 1902, ’'Artificial 
Island Radiological Environ Monitoring Program " 

LIOEN, E A. Public Service Electric Sc Oas Co, of New Jersey. 

03/06/02 ALLAN. J M Region 1, Officu of Director Ip 1B049;263. 
24X Fiche 50-272, 03/06/02. 03061 50267 


— 8306150270 "Artificial Island Radiological Environ Monitoring Program," 
annual radiological rept for 1783 

LIOEN, E A Public Service lloctric it Oas Co of New Jersey 
RMC-TR-83-03 03/04/20 136pp, 18049 264 24X 

Fiche 50-272, 03/06/02, 0306150267 


0306280542 "NPDE0 Discharge Monitoring Repts for Hay 17B3 " W/030606 
1 tr 

MILLER, L H Public Service Llectrtc k Oas Co of New Jersey 
03/06/06 aipp 19019 343 24X Fiche 30-272, 03/06/06, 03 06S 00 94B. 


0306200240 "Annual Environ Operating Rept (Nonradiological ), 19B2 " 
W/03O6OD Ur 

LIDENiE A Public Service Electric it Das Co. of New Jersey 
83/06/00 ALLAN, J M , D0RE9. R J Region 1, Office of Director. 
I9pp 10902 129 24X Fiche 50-P7S, 83/06/00,0306200240 


0306200133 Monthly operating rapt for May 1903. W/B30610 Itr 

MILLER, L K , ZUHKO, J H Public Service Electric it Oas Co of New 
Jersey 83/06/10 Director's Office, Office of Inspection and 
Enforcement 12pp 10903 303 24X Fiche 50-311,03/06/10, 

0306200 1 3£I 


0 Reportable occurrences, LHRs It related correspondence 


8306010320 LER 03-O17/O1P on 03O4B5, d Lacovered blink installed in line 
providing vent path for RGB w/both presnurlier 
overpreisurl xation protection sya valves Inoperable. Cause 
under investigation Detailed rept within 14 days 
ZUPKO, J M Public Service Electric St Oat Co of New Jersey. 

03/05/10 ALLAN, J Region I, Office of Director Ip. 10601. 276 
24X richB^50-3U,03/05/l0, 03060 J 0328 


0306030344 Supplemental LER e2-060/03X-l on B20722, accumulator 24 
declared Inoperable when level found below operating band 
Accumulator 23 later declared Inoperable Caused by level 
Indication drift Level transmitters replaced N/030513 Itr 
FRAKM, R , ZUPKO, J M Public Service Electric 6 Oas Co. of New 
Jersey 03/05/11 ALLAN, J Region 1, Office of Director 5pp 
18705 007 24X Fiche 50-311 . 03/05/ 1 1, 03O6ODOJ44 
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830^020406 iE/? 03'O17/OIT~O on S30425* b Ian fc discovet'eif infitalled on 
pTil*uri<»r relief 1 ine, i solati ng RC8 ventpatb Caused by 
penonnel nisundeTitandiny personnel counfreled W/a305l9 Ifcr 
FR/»HMi R t ZUPKOi J M Public Service Electric Ir Oas Co oF New 
Jeriei^ 83/05/10 ALLAN. J Region i. Office of Director 5pj> 
1S695 162 24X Tic he 30 - 31 1 . Q3/0 5/1 a> 0^06020406 


a306030<18a LER Q3-Oi9/0'3L'O on B30420 j vital instrtr/nent bu* 20 
dienarg lied 6 tapged aut for malnt. resul tl ng m I 053 of 
power ranpe channel N-44 Caused by shift supervisor being 
unaware of deenergl zatl on 1^/030520 Itr 

FRAKMrR.^ ZOPKOj J M Public Service Electric U Oo* Cd of New 
Jersey 03/05/20 ALLAN. J Region I. Office of Director 4pp 
18703 309 24X Plche 50-31 1* 03/05/20 • 0306030100 


0306030301 LER B3-01B/03L-0 on 030420. dui ing pre-test insp of fuel 
hendllng area ventilation sys.roughinq filter eleaients Found 
Installed in HEPA filter location in normal filter train 
Filters replaced Procedures revised W/B30526 Itr 
FRAHM^Fl 4 rUPKO. J M Public Service Electric & Oas Co of New 
Jersey 03/05/25 ALLAN. J Reg»on i. Office of Direetop 4pp 
18704 021 24X Flche 50-311.03/05/25.6306030301 


0306030157 Staff requirements memo informing of Coeimission 030513 
brleflnff in Mashing ton. DC or* NUHEO-IOOO. ''(Jenerlc 
Inp 1 i cations of ATWS Events at Salem Nuclear Power plont " 
OperetlnB criteria requested 

CHILK.S J QFFice pP the Secretary of the Commitsion 03/05/27 
OiRCKSj N J. Office of the Executive Director far Operations Jp 
10733 313 24 X Fiche 30-272.03/05/27.0306030157 


8306170021 LER G3-020/03L-0' on 830512. senior shift eujiervlsor notified 
that control roosi emergency air conditjoning sye design not 
conelstent u/Tecb Spec Burveillanc# Requirement 4 7 6 J 0 3 
License change to be submitted 14/03060? Hr 

FRAHN.R . ZUPKO. J H Public Service Electric k Cas Co of Nrw 
Jersey 03/06/01 ALLAN. J H Region 1. Office of Director 4pp 
10802.240 24X Fi che. 50-31 1. 63/06/01. D306170021 


0306170153 tER B3-024/0PL-0 on B30514 6 1 5. RHR sys suction valve 
c lossdi el inlnating flow in operating RNR loop Caused 6y 
tf tenergl 1 id vital instrument bus 20 & failure of comparator 
2PC-405A-D. respec lively Comparator replaced W/B306O9 Itr 
PRAHN. R.i ZUPKG.J. K Public Service Electric & Oas Co of New 
Jersey B3/06/0B, ALLAN. J Region 1. Office of Director 4pp 
10678 343. 24X FJche 50-31 1. B3/06/0B. 03061 701 S3 


0306170207 LER BB-OSl/CiT-O on 030525. vital Instrument inverter PC 
deenergised for planned maint. render i ng associattd bus tram 
inoperable Centainment integrity could not be established 
ulfchin 0 h tine limit M/830600 Ur 

FftAHMjJ? I ZOPKO. J M Public Eervice Electric k Oas Co of New 
Jersey 03/06/00 ALLAN. J Region 1. Off ice of Director 5pp 
10870 316 24X Fiche 50-3J 1» 03/06/00, 0306170207 


0306270108 LHR 03-O2S/O3L-Q on 030524. RHR pump k fuel handling bldg 
ethauat fan 21 tripped, Caused by Floating logic line 6 
internal circuitry noise in safeguards equipment control 
eys Testing design change issued M/03O6J4 Hr 
FRAHM. R f ruPKO.J M, Public Service Electric k ^as Co of Now 
Jersey 03/06/00 ALLAN, J Region 1. Office of Director 4pp 
10991 320. 24X Flche 50-311. 03/06/08. B3 06 270 100 


0306170362 LER 83-022/017-0 on 030530. vital instrument Inverter PC 
Fa 1 led, rendering assoc iated electrical bus train inoperablo 
Caused by personnel failure to complete test Procedures to 
be reviewed. M/B30610 Itr 

FRAHN.R, ; 2UPK0. J H Public Service Elect* ic k Gas Co of New 
Jersay. 03/06/10. ALLAN^J Regioti 1, Officn of Director. 5pp 
10880 327 24X Flche 50-31 1. 03/06/ JO, 0306170362 


9306230334 PNO-I- 03-066. on 030620, fire discavertd In 480-volt vital 
switchgear roam Saiince of fire was phase C of 20 480 
transformer. Fir e rctlnguished Cause of fire under 
Investlgati on 

BUHMERSjR . COLLINS, 8 Region 1. Office af Director. 03/06/20 ip 
18742 348 24X Fiche 50-31 £. 83/06/20. 0306230334. 


V Operator Ecaninati ons 


8306140036 Requests NRC cpncuri'ence in special requal i f icat ion training 
program for JD Driscoll Failure of reactor trip breakers in 
late Feb & ensuing InvestlAatior) fc corrective action 
development prevented attendance w/schedulvd shift. 

LlDEN.E A. Public Service Electric k Oas Co, of New Jersey 

93/06/08 VAROA, 8 A Dparating Reactors Branch I. 2pp. J8B3B 309 

24X F i ch e. 50-272. 03/06/00, 8306 140036 


83016140403 Estendi invitation to attend 03D6P7 meeting In King of 
Prussia, PA to discuss transffr of reactor operator 
licensing function from Bethe6da,KD tP Region I oFc 
BTARDBTEOKli R Division of project U Resident Prugrams 83/06/09 
wDERlTJjR. A Public BervJce Electric & Oas Co. of Now Jersey. 
laaaSrOOi 24X Flchs 50-272, 83/06/07, B306140403 
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F Security, medical, emergency ?. fire protection plena 


8306060400 Re-sponda to FOIA request for lists of pcrmnnel in specified 
depts of nucleoT plants & jn state depts nf health physics/ 
radiology Forwards listed documents Dotument partially 
withheld (ref FOIA Exemption 6J 

FELTONt J M Division of Rules and Records 83/04/06 WfcGl.D K 
Affiliation Unknown 2pp IB751 292 24X Ficho 50-312,63/04/06. 

0306060400 


9306000123 Forwards “Emergency Preparedness Evaluation Rept” re review 
of upgraded emergency plan k revs through 13 Deficiencies 
noted Requests page changes to plan coirecting deficiencies 
or justi f J cat J on why revs uniic tessai y 

SCARAMa.R A Division of Radiological Safety k Safeguards Program 
83/05/27 RDDRIGUEZ.R J Sarramento Municipal Utility Distiict 
2pp 18773 008 a4X Fiche 50-3 J2, 03/05/27. 83060Q01 23 


— 8306000127 ''Emergency Preparedness Evaluation Rept " 

» Dlvisian of Emergency Prrparcdneaf, tt Engineering Re^iponsp -(Pp^t 
0301031 93/05/27 34pp J0773 010 P4X Fiche 50-312. 83/05/P7* 
B306080I2.7 


8306280175 Foi wards IE Emergency Pieparedness Insp Rept 50-312/D3-O9 
on 830328-0401 No none omp 1 lont r noted 

NORDEFIHAUG, L « Region 5, Office of Director QP/05/27 
NATTlMOf. J J Sacramento Municipal Utility District 2pp 
19014 J49 24X Fiche 30-312. 03/05/27, 0306280175 


— 6306280103 IE Emergency Prcpai edness Insp Rept 30-312/83-09 on 
030320-0401 No noncompliance noted Major areas inspected 
corrective actions re 21 significant findings identified in 
010831 Immediate action Itr 6 emergency detection 
NORTH, H S . eCMUSTER.M D Region 9, Office of Director Q3/03/24 
ISpp 19014 151 24X Fit he 50-312.03/05/27,0306280175 


0306140391 Torwarda Amend II to security plan Amend withhold 
(ref J0C!rR73 21 I 

R0DRIOU£2»R J Sacramento Muriicipal Utility District 83/06/09 
Operating Reactors Branch 4 Ip 18844 159 24X 

Fiche 3(I-3J2, 03/06/09, 8306140591 


B306170375 Act receipt of 030105 & 0201 changea to emergency plan 
Implementing procedures Changes do not decrease 
effectiveness of emergency response planning 
NORDERMAUO, L R Region 3, Office of Director 83/06/13 
RODRIOUEZ.R J Oacramento Municipal Utility District Ip 
I000D 3il 24X Fiche 50-312,03/06/13.6306170375 


8306230393 Discusses test program for state t< tri~CDunty (San Joaquin* 
Amador l« Sacramento Counties) voice notification sys. 

•ffictlve 030627 

RODRIQUEZ* R J Sacramento Municipal Utility District B3/06/17 
MARTIN, J I* Region 5* Office of Director KEARNS, J J Cflii fertile. 
State of. OARDER.O San Jooquin County, CA 2pp 10943 J27 #?4X 

Fiche SO'Sia. 83/06/17. 0306230393 


0 Ad judi catorg correspondence 


0306230337 Notice of LC Lanpher k firm of Hi 1 1 . Chri slopher k 
Phillips removal from sve list Certlfiote of five end 
LANPHER. UC Kirkpatrick, Lockhart, Hill. Christopher «. Phillips 
83/06/21 2pp 10942 349 24X Fiche 50-313,83/06/81,0306200337 


J Insurance & Indemnity information 


0306270329 Forwards NELlA Policy Xe3-0007, MAELU Policy XTA“iaB9i 
Endoroemento 1-7 to MAELU Policy TA-I30D k Endorsements 
1-6 to NELIA Policy 1666 

RODRIGUEZ, R J- Sacramento Municipal Utility District 83/06/20 
QALTZMAN* J 8 Antitrust k Economic analysis Branch (Utility 
Finance) B3pp J9346 170 24X Fiche 50-312, 83/06/20, 0306270325 


P. Operating license stage documents It correspondonce 


8306020317 Fowards generic safety evaluation supporting continued 
eperation of PWRs w/Dresser safety valve* on primary sys 
Valve ring settings adequate to meet min capacities for 
limiting transient for interim operation . „ , 

0TOLZ, J F Operating Reactors Branch 4 03/05/10 RDDRICUEZ.R J- 

Sacramento Municipal Utility District 2pp 10715 281 P4X 
Fiche 90-312,03/09/18.0306020317 
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9306010399 Informs that addl clad ^ rupturo modol cal culati ons ui 

pro^rpsstpBr KUili:0-'0630 imp lompntati on schodule Tintil rapt 
uilJ ba issued by 030620 

F10DR18U£2«R J Sacramento Mutiiclpal Utility District Q3/05/S3 
STDLZj xJ r Opeiating Roactoro Dranrh A Ip 1B602 2^0 24X 

Fiche 50-312- B3/0&/33- 8306010399 


0306140751 roriiiards request far addl info in response to Generic Ltr 
B2-2I re natural circulation cooldoLjn Response requested 
uithiTi 60 days 

STOLZp J F Operating Reactors Dronch A B3/05/2b ROORIOUEZ^R J 
Sacramento Municipal Utility District 6pp 18845 339 a4X 
Fiche SO -312- 83/05/25, 8306140751 


0306070216 Corrected Doard Notification 03-31C foruartts Figures 1-6 
inadvertently omitted from 830428 submittal re auxiliary 
feeduater ePfecti venoss at Df<ti-dcsignod plants 

E!8ENHUT«D G Division of Licensing 83/03/26 Atomic Safety and 
Licensing Appeal Panel 2pp 18742 159 24X FicJie 50-312,03/05/26, 

0306070216 


0306090393 Forwards request for add] info re three open items 
concerning controls for handling heavy loads Franklin 
Fresearch Ctr draft technical evaluation end Response 
requested within 60 days of receipt of ltr 

ST0L3»xJ r Dperatinp Reactors Branch 4 83/05/31 RODRIGUEZ, R J 

Sacramento Municipal Utility District iripp 18815 037 24X 

Fiche 50-312,83/00/31,0306090393 


--S306090397 ’’Control of Heavy I oads, flac r amento Municipal Util District, 
Rancho Seco Nuclear Generating Station, ” draft technical 
evaluation rept 

VOSDUHV,r U , VITQ, D J , OAROCNT, 1 U franklin Insfcl tulo/f rankl i n 
Research Center NRC-03-ai-130 TER-C3257-3e8 DRFT 83/01/13 

CLEMCNSOMiF NRC - No Detailed Affiliation Given 2Qpp 
18015 050 24X Flche 90-312,03/05/31,0306090393 


B306090233 Provides info for resolution of NUREO-073/, I tem 11 E 1 i 
open Items re leview of upgraded auxiliary feedwater sys 
RDDR101IEZ,R J Socramento Municipal Utility District 83/06/03 
SrOLZrJ F Dpeiating Reactoi s Branch 4 2pp 18795 342 24)C 

Flche, 90-312, 03/06/03, 8306090233 


0306170402 Application for amend to License DFH-S4, revi s ing Tech 9poc 
Table 4 1-1 re requirement for nuclear instrumentation 
c al Ibr 

RODRIOLIE?, R J Gacramento Municipal Utility District 03/06/06 
EI8ENHUT, DO Division of Licensing 2pp 18879019 24X 

F I Che, SO-312, 83/06/06, 0306170402 


— 0306170407 Proposed Tech 3pec Table 4 J -1 , t equlrlnq nuclear 
instrumentation iNll calibr only when heat balance measured 
power level exceeds NI measured power level by more than 
2 percentage points 

i Sacramento Municipal Utility District 03/06/06 Ip 
18079 031 24 X Fiche 90-312,03/06/06,8306170402 


8306140136 Forwards response to 030524 telccn request for addl info 
re spent fuel pool expansion Procedure for reracking os 
followup to 030217 masting also provitlod 

RODRIGUEZ, R J Sacramento Municipal Utility District, 83/06/07 
9T0LZ,J F Operating Reactors Uronch 4 3pp 10039 089 24X 

Flche 50-312,03/06/07,0306140126 


8306140377 Forwards revised Table D-l, "Pi el immary Rtress Level 
Csiftparisan,” showing value of stress concentration factor it 
higher calculated peak stresses Higher peak streseos do not 
affect conclusions from 830506 meeting. Meeting summory encl 
TAYLOR, J H Qabcock 6 Wilcox Co 83/06/07 MINER, 0 NRC - Mo 

OetalJed Affiliation Given 2pp 18843 067 a4X 

Fiche 50-000,03/06/07,03061403/7 


B3062202O6 Summary of 030217 meeting u/util contractor in Dplhesda, MD 
re proposed spent fuel pool expansion Bupporting 
documentation end 

H INER, 8 Operating Reactors Branch 4 83/06/00 Operating 

Reactors Branch 4 95pp 1G977 296 24X Fiche 50-312,03/06/00, 

8306220206 


G306210048 Provides status of HPl/makeup noxxle thermal sleeve 
Investigation No evidence of fuel failure found os result of 
thermal sleeve pieces residing in reactor vessel Sketch of 
thermal sleeve recovered from lower grid assembly end 
RODRIGUEZ, R. U Sacramento Municipal Utility District 83/06/13 
BTOLZjJ*F Operating Reactors Branch 4 ppp 10912 306 24X 

Fiche 50-3 1 2, 03/06/ 1 3, 83062 1 0048 


G306220040 Notifies of error In 030506 ltr re containment 
tnstriiAentatlon upgrades per NURFG-073/, Items, II F 1 4, 

II F 1 5 t( II F 1,6 Existing instrument display is indicatnt 
net recorder, 

RODRIOUEZiR J Bacramento Municipal Utility District 03/06/17 
BTOLZfJ, r Operating Reactors Branch 4 2pp 10920 200 24X 

Flche SO-312, 83/06/ 1 7, 8306220040, 


0306220075 Clarifies info provided In 830902 ltr r» NUnEO-0737, I tem 
It Q 3 "Post-Accident Sampling Sys (PASSl," per 030526 
request Equipment ordered to allow powering of analyier St 
selenaid valves froffl reliable source within 3 h 

RODRIGUEZ, R J Sacramento Municipal Utility D-lstrlct 03/06/17 
&TOLZ. J r Operating Reactors Branch 4 6pp 18930. 164, 24X 

Flche 90-312,63/06/17. G3062B0075 


6306220190 Provides addl info re B3042B request far exemption to allow 
delay until plant startup following Cycle 0 for upgrading 
loss of main feedwater portion of anticipatory reactor trip 
sys per TKI Item If K 2 lO 

RODRIGUEZ, R J Bacramento Municipal Utility District 03/06/17 
arOLZ, J F Operating Reactors Branch 4 2pp 16926 196 24X 

Fiche 90-312.63/06/17,0306220190 


8306230447 Responds to NRC 030603 10 telcon requests for addl Info 

re NUflE0-O737j Item II 0 2, "Plant ah i el ding, " 

RODRIGUEZ, R J Bacramento Municipal Utility District 03/06/17 
MARTIN, JO Region 5. Office of Director 4pp 10742,003. 24X 

Fiche 50-312, 63/06/17. 0306230447 


0306270260 Forwards "Dounding Analytical Assessment of NUREO-0630 
Models on LOCA kW/Ft Limits " 

RODRIGUEZ, R J aacramento Municipal Utility District 03/06/20 
8T0LZ,J r Operating Reactors Branch 4 2pp. 18990 231 24X 

Fiche 50-312,63/06/20,8306270260 


8306270133 Forwards addl info re NURE0-O7D7, Item It B 1.1, "Auxiliary 
Feedwater 0ys Upgrade Review," per 030902 it 0603 Itrt, in 
response to NRC 020407 ltr Condensate storage tank net 
damaged by wind loads generated by 175 mph winds 
RODRIGUEZ, R J Bacramento Municipal Utility District. 83/06/81. 
BTOLZ.J R Operating Resetors Branch 4. 3pp. 10908 011 24X 

Fiche 90-312,83/06/21,8306270133 


0 Inspection reports, IE Bulletins 6 correspondence 


B306100009 Addl response to F01A request for documents did 020101 or 
after re SALP. Forwards App A documents Documents also 
available in P0R 

FELTON, J M Division of Rules end Records 03/04/11 CLARK, R. San 
Francisco Examiner 3pp 10819 252 24X Fiche 50-000,03/04/11, 

8306100009 


— B306100014 Submits schedule for Region V 8ALP Board meetings for 
B20920-830523 

ENGELKEN,R H Region 9, Office of Director 02/03/19 
DENTON, H R Office of Nuclear Reactor Regulation, Director, 
DAVIS, J Q Office of Nuclear Material Safety 
Safeguards, Director MICHEISON, C. Director's Office Ip 
J8015 299 24X Fiche 90-000, 03/04/1 1, 0306100009. 


— 0306100032 Requests brief performance analysis b recommended conclusion 
for each functional area inspec ted, based on review of 
summary of Insp activities 6 analyses of LERs lx 
noncompliance items issued from Jul 1701 - Bept 1902. 

STERNBERG, D M Region 5, Office of Director. 02/03/23, YOUhK^, T , 
CANTER,H I O'BRIEN, J Region 5, Office of Director ip 
10019,296 24X FUhe 50-000, 03/04/1 i, 030610000? 


— 8306100036 Discusses assignment of SALP coordinators fbr Reactor 
Operations Projects Branch facilities Coordlnatars will be 
responsible for preparing input data used by board members 
in analyiing functional areas Draft note from B Hlner encl 
STERNBERG, 0. M Region 9, Office of Director. 82/03/24, Region 
9, Office of Director Jlpp 10015 297 24X 

Fiche 50-000,83/04/11,0306100007 


—0306100030 Forwards input to BALP rept 

CHOKSHI,N Btructuril Engineering Drench, 02/10/18, MINER, 0, 

NRC - No Detailed Affil lotion Given Opp, 18019 271. 24X 

Flche 30-000,83/04/11,0306100007 


— 0306100037 Forwards evaluation of licensee performoncs for safeguards 
licensing portion of 0ALP review per Sternberg 021014 memo 
Util has responded quickly It accurately to NRC-ini tlated 
comments 6 suggeatians 

MCCORKLE, 0 14. Power Reactor Safeguards Licensing Drench, 

82/11/04 NDRDERHAUOiL Region 9, Office of Director 3pp 
10815,208 24X Flche 90-000,83/04/11,0306100007. 


— 83D610D040 Forwards brief description of investigative activities of 
seven cases re BALP during Jul 17B1 - Bept 1902, Al lege tian 
against contract personnel using controlled drugs during 
outages still pending. 

SHACKLETON, 0 C Region 9, Office of Director. 02/il/tO, 

WILLETT, D Region 9, Office of Director 2pp J8BI9 29J. 24X 

Flche 50-000,03/04/11,8306100009 
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““03OAIOOO44 Coiwufrnt* on BSIOM momo to SALP ^oard review of facility 
NORTHiH Region 5i Office of Director 82/11/10 MiLLfIT.O 
Region Office of Director 2pp 1DBJ& 2?3 2AX 
Ficho* 5o-ooo» 03/04/ 1 1 1 aaoiiioooo? 


—0306100047 Forwards SALP rept inadvertently iO:iiiitted from 0SI2O9 1 tr *< 
revised agenda for 0ALP 530105 iteeting 
STERWflERO. D M Region 5r Office of Director 62/12/15 
KATTIMOE«J J eacramento Itunlcipal Utility District Ip 
IB915. 304 24X rich* 50-000,03/04/11.9306100009 


8306070364 Forwards It Inap Dept S0-*3J 2/03-10 on 830310-0429 & notice 
of violatian. 

STEfiMSEROrD M Region 5. Office of Director 83/05/09 
RODRfOUEZj R Sacramento fTirnicipal Utility District 2pp 
IB 743 062 24X Ficha 30-312, 03/05/09, 8306070364 


‘8306070370 Hotlce of violation from Insp on 830310-0429 

YiWNO.T. Region S, Office of Director 83/05/09 Ip 10743 064 
24X Fiehe 50-312^63/05/09,0306070364. 


—9306070305 lE Imp Rep t 50-312/03-10 on 030310-0429 None omp I lance 
noted failure to rept 03O3D'6 & 0401 degradation in fuel 
cladding ulthln 24 li, 

CARTER, H U , 0 'BR TEN, J P , YOUNO, T Region 5, Office of Director 
03/05/06 9pp. 10743 06S 24 X Ficfte 50-312,03/05/09,8306070364 


6306070037 Forwards lE Imp Rapt 50-312/03-11 on 030411-15 No 
fi one amp 1 lance noted. 

STERN8ER0, D M Region 5, Office of Director 03/05/12 
RDDRIOUEZiR J. Sacrananto Nuniclpal Utility District. 2pp 
1 8739. 320 24X F1 c e 50-3 1 2, 03/05/ 1 2 . B3060 70057 


—8306070065 TE Imp Rapt 50-312/83-11 on 030411-15 140 noncompliance 
noted Major areas inspected inservice Insp propran & 

Implementing procedures, inservlc e insp activities 6 quality 
records 

WAOWERpW J , ZWETXIOrO 8 Region ». Office of Director G3/0B/J I 
5pp 10739'322 24 X 50-312,63/05/12,0306070057 


8306070152 Forward* IE In*p Rept 50^312/83-12 on 030411-15 6 notice 
of vlGiatfon, 

SCARANC],R A Division of Radiological Gafetg At Bafaguards Program 
83/05/17, RODRIOUEZi R J Sacramento Municipal Utility District 
2pp 18736' 243 24X Fiche 50-312,83/05/17,0306070152 


— 8306070157 Natl c a of vi elation from insp on 03041 1-1 S 

gEN9LAWSKI,F A. Region 5, Office of Director 83/05/17 2pp, 
18736.245 24X Fiche 50-312,83/05/17,8306070152 


—8306070176 IE Insp Rapt 50-312/53-12 on 830411-15 Noticomp lianca noted 
failure to post le control Tadioactive contaminated araa'S, 
to proparly peckage t identify packaged radioactive 
contaminated mat! 6 enforce frisking requirements, 

CILLIS, M , UENSUtf^KItF A , BOOK, H E. Region 5, Office of 
Director 83/05/17 15pp IB736 247. 24X Fiche 50-312,03/05/17, 

8306070152 


63051 104SB IE Info Notice 83-32, "Ruptured Am-241 Source* Contained In 
Nell Lagging Device " Sve list end. 

TAYUDRkU fl Divlsian of Safeguard* 1, Inspectlan Program* IPast 
830103}. 03/05/26 Consolidated Edison Co. of New York, Inc 
125pp. 19031 043 24X Fiche 50-000, 03/05/26, 8305110430 


0305110460 !E Info Notice 03-34, “Event Notification Info Worksheet “ 
Sve list end 

JORDAN, E, L Division of Emergency Preparedness >< Engineering 
Retponie iPoit 030103} 03/05/26. Consolidated Edison Co of New 

Yorkr rnc. IlDpp 10732 OB 5 24 X Fiche 50-000,03/05/26,030511046 0 


0306200175 Forwards IE Emergency Preparedness Insp Rept 50-312/83-09 
on 830328-0401 No noncomp 1 lane* noted 

NDROERKAUa,L R Region 5, Office of Director 83/05/27 
MATTlMOEiJ J. Bacranento Municipal Utility District 2pp. 

19014 149 24X Fiche 50-312,03/95/27,0306280175 


— B306SB0193 IE Emergency Preparedness Insp Rept 50-312/83-09 on 
B30326— D401. No npnconp liance noted Major areas Inspected' 
corrective action* re 21 significant finding* Identified in 
010031 immediate action Itr V emergency detection 
NORTH.H, 9 , 8CNU0T£R,M P Region 5, Office of Director 03/05/24. 
19pp. 19014-191. 24 X Fiche. 50-31 2, 03/05/27, 8306280175 


B305UO461 IE Info Notice 03-35, '*Fuel Movement W/Oontrut Rods 
Withdrewn at BWRs. " Sve list end 

JORDAN, E. L. Division Of Emergency Preparednes* Ir Engineering 
Reaponse <Po*t 030103} 83/05/31 Consolidated Edison Co. of Nev 

York, Inc, 116pp. 10732;208. 24X Fiche: 50-000, 03/05/31, 03051 10461 


8305110464 l£ Info Notice 83-36. "Impact of Security Prattico^ on Safe 
Operation* '* Sve list enc 1 

JORDAN, E L Division of Emergency Preparedness S, Lngineonng 
Response <Post B3OI03) fi3/06/09 Consolidated Edison to of Nrw 

York, Inc 119PP 18830 200 24X Fiche 50-000, 03/06/09, 03D'il J 0464 


0306200210 Forwards JE Insp Repl 50-312/03-15 on B305i6'10 Nu 
noncomp 1 1 ance noted 

STERNOER'O, D H Region 5, Office of Director Q3/06/10 
RDDRiOUEZiR J Bacramonto Municipal Utility District 2pp 

19014,179 24X Ficho 50-312,03/06/10,0306200218 


— 0306280226 IE Insp Rept 50-312/03-15 on 030516-10 No none ampl lance 
noted Major areas inspected allegations re elactTicnl const 
inadequacies IE mgt meetinq conducted 030516 Insp findings 
summarised Allegations not eubstant lated 
BURDOIN, J r , ZWETZIO, 0 D Region 5, Office of Director 
03/06/09 4pp 19014 101 24X Fiche 50-312,03/06/10,0306200210 


0305110470 le Info Notice 83-30. "Defective Heat Sink Adhesive h 
Seismically Induced Chatter in Relays Within Printed 
Circuit Cards " 3vc list end 

JORDAN, E L Divlsiqn of Emergency Preparedness Ingineeritig 
Response (Post 630103) 83/06/13 Consolidated Edison Co of Few 

York, Inc H0pp 10920 225 24X Fiche 50-000.03/06/13,0305110470 


8306090010 IE Info Notice 03-37, "Transformer Failure Resultirfg lrc« 
Degraded Internal Connection Cables " Dvr list end 
JORDAN, £ L Division of Lmergenry Preparodnoss & Engineering 
Response (Poet 830103) 83/06/13 Consolidated Edison Co uf New 

York, Inc 24J7pp 10921 001 24X Fiche 50-000,03/06/13,0306090010 


0305110475 IE Info Notice 03-40, "Need to Environmentally Qualify 
Epoxy Grouts Sc Sealers " 8vc list end 

JORDAN, E L Division of Emeropney Preoaredness & Engineerjiig 
Response (Post 830103) 83/06/22 Consolidated Edison {.o of N«u 

York, Inc llSpp 19021 179 24X Firhe 50-000, 03/06/22, 8305) J04/S 


0305110477 IE Info Notice 83-41, "Actuation of Fire Suppression Syi 
Causing Inoperability of Safety-Related Equipment " Sve list 
enc 1 

JORDAN, E L Division of Emergency Preparedness |c Engineering 
Response (post 630103) 83/06/22 Consolidated Edison Co of Nru 

York, Inc l2Dpp 18997 007 34X Fiche 50-000, 03/06/22, 0305J 1047/ 


8305110479 IE Info Notice 83-42, "Reactor Mode Switch Malfunctions " 
8vc list end 

JORDAN, C L Division of Emergency Preparedness S, Engineering 
Response (Post 830103) 03/06/23 Consolidated Edison Co of New 

York, Inc ll6pp IS996 242 24X Fiche 50-000,03/06/23,0^05110477 


8305110403 IE Info Notice 03-43, "Improper Settings of IntOTfflrdiate 
Range (IR) High Flux Trip Setpoints " Dve list enci 
JORDANjE L Division- of Emergency Preparedness It Engineerlnfl 
Response (Post 630103} B3/06/24 Consolidated Edison Co of Neu 

Vorit, Inc lJ6pp. 19046 277 24X Fic he 50-000, 03/06/24, 83051 JO+0 I 


8306300007 Act receipt of 830606 itr informing NRC of step* taken to 
correct violations noted in IE Insp Ropt 50-312/03-10 
8TEnNBER0,D M Region 5, Office of Director 83/06/24 
RODRIGUEZ, R J Bacramento Municipal Utility District Ip 
19121 031 24X FI c ho: 50-312, 03/06/24. 0306300007 


— 83063000H Respond* to NRC 030509 Itr re violations noted in J( Imp 
Rept 50-312/83-10 Corrective actions during Cycle 6, proper 
closure of penetrations prior to leaving cold shutdown will 
be verified by performing local leak rate test 

RODRIGUEZ, R J Sacramento Municipal Utility District 03/06/06 
MARTIN, J 8 Region. 5, Office of Director 4pp 19121 002 ?4X 

Fiche SO-312, 03/06/24, 0306300007 


R Periodic operating reports I, related c orresportdence 


6306210056 Monthly operating rept for May 1983 W/e3O6O0 Itr. 

COLDMDO, R , OUDRErR P Sacramento Municipal Utility District 
03/06/08 Director^* Office, Office of Inspection and Enforcement 

Bpp 18911 344 24X Fiche 50-312, 63/06/00, 8306210056 


S Raportabli occurrences, LCRs h related correspondence 


8306t00D?0 Part 21 rept re abnormal indications in upper core barrel 
baiting identifiad during ultrasonic testing Initially 
raparted an 630320 Bamples to be removed from internals Ir 
e xamlned 

TAYLOR. JH Dabcock b< Wilcox Co 83/04/IJ DEYOUNG, R C 
Director's Office, Office of inspection and Enforcemrnfc 5pp. 
18802 095 24 X Fiche 50-312,03/04/11,0306100090 
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0306070067 Rovx&^d LER 03-OOQ/oaL-J on 0DO2J 5i commi fcmpnt made in 
response to GlO^OO SER to isolate auxiliary Steam line 
penetrating HPl pump A room not implemented Gaufied by 
personnel not aware oF requirement U/93O02O Itr 

COLQMOCIiR W i RQDRlOUEZfR J Sacramento Municipal Utility Uistrict 
03/04/19 MARTINjJ D Region 0* Office of Director 3pp 
1B740 095 2A% Ficho 50-312, 03/04/ 19i 0306070067 


Q30617035B LER 03-O16/O3L-O on e3033li during surveillance testing on 
snubbers, 10 snubbers mfg by Grinnell it Dergen-Pattercon 
failed acceptance criteria Caused by defective seals, body 
corrosion 8< water in fluid Valves rebuilt |<J/03O420 Itr 
COLQMQOiR U I R0DR10UEZ,R J Sacramento Municipal Utility District 
03/04/20 MARTIN, J D Region S, Office of Director Bpp 

laeao 210 24 x picho 50-312,03/04/28,0306170350 


9306170223 RO on 830326-0505, cool ing tower circulating basin drmlnad 
for malnt roltam Canal also inoperable from 830400-26 From 
030408^26, fire suppression water &ys did not have two 
separate water supplies 

RODRIGUEZ, R J Sacramento Municipal Utility District 03/05/26 
MARTIN, U D Region 9, Office of Director ip 18002 289 &4X 

Flche 50-312.03/05/26,0306170223 


9306070069 Part 21 rept re dofettive Woodward governor/ar tivotor, Type 
E0D-13C Pointer discs machined to remove 1/16 inch from 
diameter Activator overhauled Util will replace brushes whun 
spare parts available 

RODRIOUEZ.R J Sacramento Municipal Utility District. 03/05/27 
MARTIN, U D Region 5, Office of Director 3pp 10776 170 P4X 
Fiche 50-312,03/05/27,0306070067 


8306090306 Part 21 rept: re defective Woodward Governor Co activator, 
Type EGD'ISC Pointer discs machined to reduce disc diameter 
Commission notified of potential generic problem Drushes In 
lS9-valt dc motor found worn after overhaul by manufacturer 
RODRIGUEZ, R, J Sacramento MuniclpAl Utility District 03/05/27 
MARTIN, J D Region S, Office of Director 4pp 10795 107 24X 

Fiche 50-312, 03/05/27, 0306090306 


8306170290 LER 03-O22/O3L-O on 830507, cool ing water to reactor bldg 
emergency cooling unit A 500c motor found to be di awing 
locked rotor current preventing valve from stroking Female 
control disconnect switch found spread apart W/B3D603 Itr 
COLOM110,R U , RODRIGUEZ, R J Sacramento Municipal Utility District 
03/06/03 MARTIN. J 0 Region 5, Office of Director 2pp 
1BS77 015 24X Fiche 50-312. 03/06/03, 0306170290 


0306230396 Followup LER 02-OBO/O3L-i on B20786i n i trogen added to 
pressurlier liquid sample 1 ip>o, causing contamination of 
nitrogen sys 6 once-through steam generators due to water 
flowing into sgs W/B30607 Itr 

COLOMQOiR.W > RODRIGUEZ, R U Sacramento Municipal Utility District 
83/06/07 MARTIN, J D Region 5, Office of Director 4pp 
1B943 182 24X Fiche 50-312,03/06/07,0306830396 


0306230372 Part 21 reft re Drand-Rex Co Type 3/C 12 wire cable 
deficiency Initially reported on 830610 Six suspect wlro 
reels quarantined Records researched to insure suspect cable 
not used in Class I areas 

RODRIGUEZ, R U Sacramento Municipal Utility District 83/06/16 
MARTIN, J B Region 5, Office of Director 4pp 10742 300 24X 

Fiche* 50-312,03/06/16, 8306230378 


0306230410 LER 83-084 /03L-O on 830517, breaker 524D06 tripped on ground 
fault 4500 Caused by cable jacket 6 Insulation damaged 
during installation Cable will bo repulled 6 spliced to 
eliminate ground, W/B3061S Itr 

COLOMBO, R W , RDDRl 0 Uez,R J Sacramento Municipal Utility District 
83/06/16 MARTIN, J D Region 5, Office of Director Spp 
IB943 134 24X Fiche. 50-312, 03/06/16, 0306230410 


DOCKET 50-313 ARKAN9A0 NUCLEAR ONE, UNIT 1 


F Security, medical, emergency C< fire protection plans 


6306070298 Submits supplemental response to IE Insp Repts 50-313/88-33 
It 50-360/02-33 Completion date for revised procedures re 
fir* barrier* changed to 030531. Addl time necessary to 
Incorporate App R changes 

MARBHALLiU R Arkansas Power it Light Co 03/04/12 SEIDLE, W C 
Region 4, Office of Director. Ip. 18740,313 24X 

Fiche 50-313,03/04/12,0306070290 


0306010101 forwards lE Insp Repts 50-313/03-05 «< 50-360/03-05 on 
030314-17 No noncomp 1 lance noted Open items will be 
examined during future insp 

BEIDLE, W C Region 4, Office of Director 03/05/12. GRlFFJNt U. M. 
Arkansas Power 8< Light Co Spp 10674.117, 24X 

Fiche* 50-313, 03/05/12, 8306010101 


—0306010107 IE Insp Repts 50-313/83-05 tc 50-368/03-05 on 030314-17. No 
noncofflpl iance noted Major areas Inspected licensee 
performance 6 capabilities during full-scale exercise of 
emergency plans It procedures 

HACKNEY, C A , BANOART, R L , HOLLEY, W L. Region 1, Office of 
Director 03/05/09 2Bpp 10674 119 24X Fiche 50^313,83/05/12, 

0306010101 


0306030073 Forwards safety evaluation re safe shutdown capability in 
event of fire Commitment requested for source range neutron 
flux monitoring capability Sc schedules for submittals by 
03OSSG 

BTGLZi J F Operating Reactors Branch 4 CLARK, R. A Operating 
Reactors Branch 3 83/05/13 GRIFFIN, J H Arkansas Power 6 Light 

Co 3pp 10733 249 24X Fiche 50-313, 03/05/13, B306030070 


—8306030078 Safety evaluation re tOCFRSO App R, Items III G 3 (c III L, 
re safe shutdown capabi 1 itg, Util design acceptable 
» Office of Nuclear Reactor Regulation* Director 83/05/13 
I3pp 10733 291 24X Fiche. 50-313, 03/05/13,0306030073 


0306090313 Documents recent telcon re 030315 Tech 9pec change request 
to Increase emergency plan 6 contingency plan audit 
frequency Spec applies to both plans, 

MAR8MALL,U R Arkansas Power b Light Co 03/09/17 COLLINBiU T 
Region 4, Office of Director. Ip 18/75 227 24X 

Fiche 30-313,03/09/17,8306090313 


0306090248 Provide* status of transient brochure distribution program 
Purchase order fpr holders issued 6 delivery expected by 
B30606 

MAR8HALL.JR Arkansas Power S, Light Co 03/05/23 CQLLJNB.J.T 
Region 4, Office of Director Ip 18799:310 24X 

Fiche 90-313,03/05/23, 0306090348 


0306060063 Ack receipt of 030427 partial response to 080685 Emergency 
Plan Evaluation Repts 50-313/01-22 «c 50-368/01-21 Response 
addressing all outstanding deficiencies bg revised plan or 
schedule for plan rev requested 

BEIDLE, W C Region 4, Office of Oirsetor. 03/09/31 ORIFFINjJH 
Arkansas Power U Light Co 8pp 10723 271 84X 

Fiche 90-313, 03/09/31, 8306060063 


— 0306060067 Responds to NRC 820629 evaluation of emergancy plans. Nuclear 
contingency plan procedures & emergeneg plan being 
reviewed & revised Response to deficiencies identified bg 
revs end 

MARSHALL, J. R, Arkansas Power 6 Light Co 03/04/29 COLLINS, J T. 
Region 4, Office of Director 17pp 18723 273 24X 

Flcho 90-313,83/05/31,0306060063 


0306000012 Notifies of commitment to Install source range monitoring 
capability on alternate shutdown sys, per 030913 Itr 
10CFR90 App R 

MARSHALL, U R Arkansas Power 1< Light Co. 03/06/03 fiTOLZ, J.F, 

Operating Reactors Branch 4 CLARK, R A Operating Reactors Branch 

3 2pp 10773.249 24X Fich®. 50-313, 03/06/03, 0306000012 


0306190038 Releases public version of revised emergency plan 
implementing procedure. 

FELTON, J M Division of Rules and Records 63/06/07. Document 
Management Branch ip 10071 280 24X Fiche 50-313,03/06/07, 

0306150032 


— 0306130034 Public version of Rev 5 to Emergency Plan Implementing 
Procedure 1903 60, ‘'Emergency Dupplles tc Equipment." 

LEVINE, d M Arkansas Power S( Light Co 03/09/05 76pp. 

i0071 809 84X Fiche 50-313,03/06/07,8306190032 


8306200056 Releases public version of revised smergency plan 
implementing procedure. 

FELTON, vl M Division of Rules and Records 03/06/07 Document 
Management Branch ip 1B90B 275 24X Fi«he 50-313, 83/06/07, 

0306200056 


— 0306200060 Public version of Rev 3 to Emergtncy Plan Implementing 
Procedure 1903 01, "Organi lotion 6 Use of Emergency Plan 
Implementing Procedures ■’ Receipt form end. 

LEVINE, J M Arkansas power Light Co 83/04/28. NRC - No 
Detailed Affiliation Given 6pp 10900.296. 2^X 

Fiche* 90-313, 03/06/07, 0306200056 


B306140195 Notifies that i h fire barriers installed by 030422, per 
830339 request for schtdular exemption: from App R 
requirements for installation of barriers td 830901. 

MARSHALL, J R Arkansas Power fc Light Co B3/06/OB BTOLZ, J. F 
Operating Reactors Branch 4 CLARK, R. A. Operating Reactors Branch 

3 Ip 10039,073. 24X Fiche 50-313,83/06/00,8306140159 
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8306230474 BuMlt* Info r* radiation filtration aya for rmargoncy 

control ctr (ECO^ptr NUflE0'O737i 8upp I I on »mar 9 ®ncy 
r«<pori-ao Radiation filtration sys datigned to ba manually 
actlvatftd Qittch of ECC filtration syi» and. 

rtARSH/d.Li J R Arkaniat Pouar Light Co 83/06717 STOLZnJ^ F 
Oparatlng Raactoro Branch 4 apf J8941 307 24X 

Ficha. !r0-3l3» 83/06/ 17r 0306230474 


B306S4046? Rsquasta axemptlon front 10CFR50 4G<c) for all barriarai 
pinatration* 1( firt luppraaiion/datec ti on ay-t be maife etore 
specific tr detailed by identifying each area requiring! 
eienption Schedule for submittal requested in 20 days. 

STOLZpJ F Operating Reactors Branch 4 CLARK. R A Dperatins 
Reactor* Branch 3 63/06/17 0R1FFIM*J M Artansa* Pauer tt Lipht 

Co, 2pp, 10990 005 aqx Fiche 30-313. 83/06/ 17, 630624046? 


J Iniurence U Indennity infornation 


0306030294 Foruardt certificate of insurancai Policy Xe2-003 for 6983 
HARBHALLf J S Art ansae Power V Llflht Co. 03/04/22 DINITZ. t 
Office a# Resource Managinsent* Director 2fp 1B703 327 24X 

Fi c Ji t 90-3 13. 03/04 /22r 6306030274 


P aperatins license itage documents & correspondencr 


8306060091 Addl response to FOIA request for three categories of 
documents re FRA of reactor safety stufy methodology 
application prograei repts b Interim reliability evaluation 
program repts. Forward s App A documents Search continuing 
FELTON, M Divisloir of Rules and Records 03/04/07 SMOLLY. 0 C 

ilnton of Concerned Sc lent i it* 3pp ia752'00t 24X 

Fiche. 50-000* 63/04/07. 030606005 1 . 


<— ei?078800S4 Dlscusaei NLfRE0/CR-27e7i '* Interim Reliability Evaluation 
Program Analysis of AR Nuclear One-Unit i Nuclear Power 
Plant.*' first final rcpt on four integrated reliability 
ivaluation program Phase II etudies. 

BERmnO,R h Division of Risk Analysis 62/06/24. HANAUER.d H. 

Division of Human Factors Safety 5pp. 10752 074 S4X 

Fiche* 50-000* 03 /04/D7 . 630606005 1 


—0306060061 Statement on background. I ssues. current status I. future 
action re interim natl reliability evaluation programs. 

* NRC - No Detailed Affiliation Given 02/12/31. 2pp. 

18752^ 099. 24X Fiche. 50-000. 03/04/07*0306060091 


B3060I0024 Forwards ^Tolicy Btatement re Alcohel/Drug Abuse 8. Theft*” 
issued IS part of util policies I. procedures manual.per 
890309 coMQitftsnt. 

MARSHALL. JR. Arkansas Power 8r Light Co 83/09/id COLL1N0. J. T 
Region 4. Office of Director Ip 10674. 070', 2A^ 

Fiche 90-313, 03/05/12. 030601 0024 . 


■03<}6OIOO20 "Policy Statement re Alcohol/Drug Abuse h Theft >' 

e Arkansas Power 4i Light Co 63/05/03 2pp 18674; 071. 24X 

Fiche: 5^13* 8 3/05/ i 2, 0306 OJ 0024 


0306090313 Documents recgnt telcon ri 030315 Tech Spec change request 
to increase emergency plan tf contingency plan audit 
frequency. Spec applies to both plans, 

MARSHALL.^ R Arkansas Power U Light Co 03/05/17. COLUINO.J. T 
Region 4* Office of Director. Ip. 18795 227. 24X 

Fiche; 50-3 1 3, 03/0 5/ 1 7* 83060903 1 3 


Q306020135 Comoients on App B Tech Spec revs, per 830311 lir Issuing 
Amends 72 1< 40 to i^icenses DPR-52 & NPF-6. respec tively. 

Util will routinely provide NRC w/chatiges to NPDE8 
dlgchargc permit. 

MARSHALL* J. R. Arkansas Power h Light Co 83/09/20 STOLZ.J, F 
Operating Reactors Branch 4 CLARK* R, A Operating Reactors Branch 
3. 2fp. 16671:244. 24X Fiche; 30-313, 03/09/20, 0306020139 


8306010267 withdraws request for exemption from requirements td Install 
reactor vessel head ventstai InstallatJon of vents 
subsequently decided upon it completed during fifth refueling 
outage. 

MARSHALL. J R. Arkanies Power 6 Light Co. B3/09/S4. BTOLZ. J.F 
Operating Reactors Branch 4. Ip I0672>231 24X 

Fiehi:9 0-313* 83/09/24. 8306010267 


8306190499 Forwards 86R re justification for continued operatiun re 
environ queliflcetidn of safety-related electrical 
equipment, 

STW-ZiJ.r Operating Reectors Branch 4 03/09/24. GRIFFIN. J.M 

Arkansas Power l« Light Co, 3pp. 166 94- 346 24X 

Fiche; 90-313. 83/05/24, 830615049? 


‘8306190901 Safety evaluatlen supporting 030220 it 0420 lire in response 
t« 030186 Itr re 8ER of enviren qua] i f icatlon of safety- 
related equipment 

e Office of Nuclear Reactor Reguletiam Director 83/03/24- Spp. 
10034 r 39 1 . 24X F 1 C he; 90-31 3i 03 /05/24 , 0306 150499. 


0306190519 Furidarrfs request for addl info re 011UB response to OI05&& 
■Generic Lfcr 81-21* "Natural Circulation CoolcJoiun " Info 
should he received within 45 dags of Itr receipt 
BTOLZrJ F Operating Reactors Branch 4 03/05/24 GRIFFIN, JM 

Arkansas Power 6 Light Co 5pp 10066 329 24X 

Fiche. 50-313. 03/05/24* 030615051 9 


8306010314 Submits update on DfcN Owners Group plans to install shunt 
trip feature to reactor trip sys scram breakers Arkansas 
power S( Light Co will submit design info during uk of 
030930 Owners group endorses facility ehunt trip design 
HAL LACE , E 0 Babcock 6 Wilcon Operating Plants Owners Group. 

HALLACEi E 0 General Public Utilities - GPU Service Corp 03/05/27 

eiSEWHUr. D, G, Division of Licensing ip 18672 310 24X 

Fiche 90-313. 03/05/27, 0306010314 


8306070193 Responds to 030322 Itr re open issues of NUnEG-0737t 
Item II E 1 I* "Auxiliary Feedwater Sye Evaluation " Review 
of Recommendations OL-2 re environ qualification St GL-4 re 
flow- test to be completed by 030731 

MARSHALL* 0 R Arkansas Power Sc Light Co 83/05/31 STOLZ, J F 
Operating Reactors Branch 4 2pp 10706 296 24X 

Fiche' 50-313, 03/05/31. 0306070193 


B306200059 Advises that NUREG-0737, Items 1 1 F 1 4, 1 1 F 1 3 b 1 1 F 1. A 
requirement* resolved per 801219,020726 St 030400 submittals 
Environ qual 1 flcat i an of equipment will be reviewod 
s eparately. 0ER end. 

8TOLZ«-J F. Operating Reactors Branch 4 CLARK, R A Operating 
Reactor* Branch 3. 03/06/06 GRIFFIN, J H Arkansas Power & Light 

Co 7fp 10900 302 24X Fiche 50-313, 03/06/06, 0306200059, 


8306140377 Forwards revised Table D-1, "Pr ol iminary Stress Level 
Comparisun* " showing value of stress concentration factor it 
higher calculated peak stresses Higher peak stresses do not 
affect conclutions from 030906 mcetiny Meeting summary end 
TAYLOR* J H Babcock 1< Wilcox Co 03/06/07 MINER* 8 NRC - No 

Detailed Affiliation Given 2pp 10044 OOi 24X 

Fiche 50-000*83/06/07.0306140377 


B3061603S4 Forwards design info re addition of shunt trip to reactor 
protectloTH sys trip breakers for NRC review 6 approval Shunt 
trip capability poses no unrevlewed safety question W/tuo 
oversixe diagrams Aperture cards are available in FDR 
ffAR8HALL*J R Arkansas Power E Light Co 63/06/07 0TOLZ, J F, 
Operating Reactors Branch 4 49pp 16862 230 24X 

Fiche 50-313.03/06/07.0306160324 


630A160493 Forwards "Bounding Analytical Assessment of NUREO-0630 
Models on LOCA kW/#t Limits*" reflecting use of FLFC5ET heat 
transfer correlation a» compensating model to reduce impact 
of NUREO-0630 models 

MARSHALL* J.R Arkansas Power & Light Co 83/06/00 STOLZ.J F 
Operating Reactors Branch 4 Ip 16062,003 24X 

Fiche* 90-313, 03/06/00, 8306160493 


— B306160497 "Bounding Analytical Assessment of NUREO-0630 Models on ICjCA 
IM/ft Limits " 

a Babcock 4. Wilcox Co 77-1143707-00 03/06/00 80pp 

16062 005 24X FI c he 50-313, 03/06/00* 8306160493 


8306170275 Responds to NRC 830509 request for submittal af license 
amend applications Incorporating snubber surveillance 
program Into App A Tech Specs. Program outlined in 030280 
Itr will be followed pending NRC review of ANSI OM-4 Btd 
MARSHALL, J. R Arkansas Power 8* Light Co 63/06/10 BTOLZ, JF 
Operating Reactors Branch 4 CLARK, R A Operating Reactors Dranth 
3 2pp 10070 257 24X Fiche 50-313*03/06/10, 8306170275 


9306170400 Documents commitment to admlnl stratively impose temporary 
restrictions on plant operating LOCA limits as result of 
NUfl EO-0630* per 030600 telcon Review of FLECSET data 
requested 

MARSHALL, JR. Arkensas Power U Light Co 03/06/10 BTOLZ* J h 
Operating Reactors Branch 4 3pp 168Z? 022 S4X 
Fiche. 90-313* 03/06/10, 0306170408 


8306230514 Requests remittance of Class III fee since review of 02O6G2 
application requesting exemption from certain requirements 
of lOCFftSO 44(cl (3) ( i ii} re reactor vessel head vents begun 
prior t« 030924 application withdrawal 

D|GGS,R M License Fee Management Branch. B3/06/16 GRIFFIN, J H 
Arkansas Power It Light Co ip 16951 362 24X 

riche. 50-313, 63/06/16, 0306230514 


0. Inepertlon reports. IE Bulletins St correspondence 


63060601 ?2 Forwards IE Xnsp Rept 50-313/62-36 L 50-368/62-37 on 
071213-16 it notice of violation 

8EIDLE, WC. Region 4. Office of Director. 83/03/04 OfilFFlN.JM 
Arkansas Power It Light Go 2pp. 18771 161. 24X 

Fiche* 90-313, B3/03/04* 8306000192 
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— 83060B0197 Notice of violation f t o<n iM*ip on 02i213-j6 

» Region 4i Office of Director 03/03/04 2pp 10771 J^3 24X 

Fiche 50-313 83/03/04,8306000192 


— 03O6Oaoa3B IE tnap fli'pt 50-313/02-36 ^ 50-368/82-3/ on 8S1213-1A 
None ofnp 1 i anc e noted update of Unit 1 FSAR shouied radiation 
Eonei lese than 100 m/hiUheii actual survey data indicated 
radiation levels exceeded 100 m/h 

CHANEV'iH D * WILDORN, L , MURRAY. □ Region 4. Office of Director 
83/02/20 i7pp 18771 165 LMX Fu ho 50-313. 03/03/04, O3060B0 192 


8306160537 Responds to 021025 IC Insp Ropts 5O-313/0P-14 & 
5O-360/B2-1 I* Item 8 re control room dose calculations Item 
re NUflE0-0737i Item I I D 2. "Plant Shielding." closed 
MARSHALL. J ft Arkan'sas Power Light Co 83/03/24 COLL 1 NS > 3 T 

Region 4. Office of Director 2pp IR063 115 24X 

F 1 Che SO-313. 83/03/24. 9306160537 


8306070290 Submits supplemental responso to IE Inap Repts 50-313/02-33 
30-360/02-33 Completion date for revised procedures re 
fire barriers changed to Q3053I Addl time necessary to 
Incorporate App R changes 

MARSHALL. J R Arkansas Power ft Light Co 83/04/lP SEIDIF. W C 
Region 4. Office of Director Ip 10740 313 24X 

Fiche 50-313,03/04/12.0306070290 


8306220204 Ac k receipt of 03040/ payment of civil penalties proposed bg 
MRC 03O3OD Itr Corrective actions will be examined during 
future Insp 

AXELRAD.ua Enforcement Staff 03/04/12 MARSHALL. J R Arltansas 
Power ft Light Co 2pp 10977 307 24 X Fiche 60-313.03/04/12. 

8306220204 


8306010101 Forwards IE Insp Rep is 50-313/03-05 ft 50-360/83-05 on 
830314-17 No noncomp 1 ience noted Open items will be 
examined during future insp 

SErOLEi.W C Region 4. Office of Director 03/05/12 ORliriN.JM 
Arkansas Power ft Light Co Ppp 186/4 117 24X 

Fiche 50 “313. 03/05/ IS. 030601 01 01 


—0306010107 IE Insp Repta 50-313/03-05 ft 50-368/03-05 on 030314-17 No 
■nonce mpl lance noted Major ai eas inspected licensee 
performance ft capabilities during full-scale exercise of 
emergency plans ft procedures 

HACKNEY. C A . DANOART, R L . KOI LEY. U L Region 1. Office of 

Direciar 03/05/09 aOpp 10674 119 C4X Fiche 50-313,03/05/12. 

8306010101 


0306140359 Forwards IE Insp Rep Is 50-313/03-09 ft 50-360/03-09 on 
030401-30 No noncompliancc noted 

SEIDLEpW C Region 4. Office of Diiector 03/05/10 ORUTIN, UN. 
Arkansas Power ft Light Co 2pp 10032 143 84X 

Fiche 50-313, 03/05/10. 0306140359 


--03O614O363 IE Insp Repts 50-313/03-09 ft 50-360/03-09 on 030401-30. Nfi 
noncomp 1 iance noted Major areas inspected operational 
safety veri fi cation. followup on rnactor trip breaker failure 
ft plant startup after rafueling 

CALLAN.L U . CUMMINS. U L . >JOHNaDN. W D Region 4. Office of 
Director 83/05/16 6pp J0032 145 ?4X Fiche 50-313.03/05/10, 

0306140359 


0306130222 Updates status of efforts ft pt ogress re drawing control 
Progreoe made in program to update mylars transferred from 
corporate ofc As of 830511.2,714 drawings updated ft 
reissued Info responds to IE Hulletin 80-06 

MARSHALL. J R Arkansas Power ft Light Co 83/05/23 aElDLE, M C 
Region 4. Office of Director 3pp 10026 324 24 X 

Fiche 50-313, 83/05/23. 0306130222 


8305110450 lE Info Notice 83-32, "Ruptured Am-241 Sources Contained in 
Welt Logging Device " Sve list end 

TAYLOR. J M. Division of Oafoguardfi ft Inspection Programs (Post 
0301031 83/05/26 Consolidated Edison Co of New York. Inc 
I35pp 18031.043 24X Ficho 50-000. 03/05/26, 8305J 10450 


0303110460 IE Info Notice 03-34. "Event Notification Info Worksheet " 
Bve list end 

JORDAN. £ L Division of Emergency Preparedness ft Enolneerlng 
Response iPost 830103) 03/05/36 Consdldated Edison Co. of New 

York, inc llSpp 10732 0B5 24X Fiche 50-000.03/05/26.0305110460, 


0305110461 IE Info Notice 83-35. "Fuel Movement W/Control Rods 
Withdrawn at QWRs. " 0vc list end 

JORDAN, Division of Cmeigency Preparedness ft Engineering 

Response (Post 030103) 03/05/31 Consolidated Edison Co of Nau 

York. Inc llApp 10732 200 24X Fiche 50-000.83/05/31.0305110461 


8306060063 Ack receipt of 030429 partial response to 820625 Emergency 
Plen Evaluation Repts 50-313/01-22 ft 50-360/61-21 Response 
addressing all outstanding deficiencies by revised plan or 
schedule for plan rev refiuested 

8EIDLE. W C Region 4, Office of Director 83/05/31 OHIFFIN.U M 

Arkansas Power ft Light Co Ppp 10723 271 24X 

Fiche 50-313. 83/05/31 . 0306060063 


—8306060067 Responds to NRC 820625 evaluation of emergency plans Nuclear 
contingency plan ft procedures ft emergency plan being 
reviewed ft revised Response to def 1 ci enc its Identified by 
revs end 

MARBIHALL.J R Arkansas Power ft Light Co 83/04/29 COLLI NO. J T 
Region 4. Office of Director i7pp 10723 273 24X 

Fiche 50-313,03/05/31.8306060063 


B3O6O7O30O Ack receipt of 030517 Itr informing NRC of steps taken to 
correct violations noted in IE Imp Repts 50-313/83-06 ft 
50-360/03-06 

SEIDLE, H, C Region 4, Office of Director 03/06/02 ORIFFIN.U. M 
Arkansas Power ft Light Co 2pp 18741 346 24X 

Fiche 50-313.03/06/02,0306070300 


— 0306070304 Responds to NRC B3O410 Ur re violations noted In lE Insp 
Repts 50-313/03-06 ft 50-368/03-06 Corrective setiDns' 
procedures revised to define interface responsibilities ft 
coordination required for radioactive shipments 
MARSHALL. U R Arkansas Power ft Light Co 03/05/17 OEIOLE.W C 
Region 4. Office of Director 4pp 10741 340 24X 

Fiche 50-313.03/06/02.83060/0300 


0305110464 IE Info Notice 03-36. "Impact of Security Practices on Safe 
Operations " Sve list end 

JORDAN. E L Division of Emergency Preparedness ft Engineering 
Response (Post 030103) B3/06/0? Consolidated Edison Co of New 

York. Inc I19pp 18830 2B0 24X Fiche 50-000.03/06/09,0305110464 


8306140050 Responds to IE Oultetin 83-03, "Chack Valve Failures in Raw 
Water Cooling Bys of Diesel Oeneretors " Check valves 
described In bulletin not employed at facilities Rulletln 
not applicable 

MAR8KALL,J R Arkansas Power ft Light Co 03/06/10 STOLZ.J. F. 

□ perating Reactors Dranch 4 CLARK, R. A Operating Reactors Dranch 
3 Ip 10030 20B 24X Fiche 50-313.83/06/10.8306140050 


0305110470 IE Info Notice 03-30, "Defective Heat Bink Adhesive ft 
aeismically Induced Chatter in Relays Within Printed 
Circuit Cards ” Sve list end 

JORDAN, E L Division of Emergency Preparedness ft Engineering 
Response (Post 030103), 03/06/13 Consolidated Edison Co of New 

York, Inc. llBpp 10920 225. 24X Fiche 50-000, 03/06/13. 8305i 10470. 


0306090010 IE Info Notice 03-37. "Transformer Failure Resulting From 
Degraded Internal Connection Cables " 8vc list end 
JORDAN, E L Division of Emergency Preparedness ft Engineering 
Response (Post 030103) 03/06/13 Consnlidated Edison Co, of New 

York. Inc 243pp 1B921 001 24X Fiche 50-000,03/06/13.0306090010 


0306160524 Aclc receipt of 830324 Itr informing NRC Of corrective 
actions taken on open Item Identified ti\ IE Insp Repts 
50-313/02-14 ft 50-360/02-11 Btatus of open Item will be 
reviewed in future insp 

SEIDLE, W C. Region 4, Office of Director 03/06/13 ORIFFIN, J. H. 
Arkansas Power ft Light Co Ip 10062 231 24X 

Fiche. 50-313, 03/06/13. 0306160524. 


0305110475 IE Info Notice 03-40. "Need to Environmentally Qualify 
Epoxy Orauts ft Dealers '* Bve list end 

JORDAN, E L Division 0 # Emergency Preparedness ft Engineering 
Response (Post 830103) 03/06/22 Co-nsoUdated Edison Co, «f New 

York, Inc ilSpp. 19021 179. 24X f I ch e - 50-000, 03/06/22. D305110475 


83051 J0477 IE Info Notice 83-41, "Actuation of Fire Suppression Bys 
Causing Inoperability of Safety Related Equipment,^ 9vc list 
end 

JORDAN, E L Division of Emergency Preparedness ft Engineering 
Response (Post 830103) 03/06/22 Consolidated Edison Co of New 

York. Inc 120pp. 18997 007. 24X Fiche 50-000,03/06/22.0305110477 


8305110479 lE Infc Notice 83>'4a, "Reactor Node Owitch Mai f unctions, ” 
0vc llet end, 

JORDAN, E L Division of Emergency Preparedness ft Engineering 
Response (Post Q30103) 03/06/23 Consolidated Edison Co. of New 

York. Inc li6pp 18996.242 24X Fiche 50-000,03/06/23,0305110479 


8305110403 IE Info Notice 83-43. "Improper Settings of Intermediate 
Range (IR> High Flux Trip Oetpoints " Bve list end. 

JORDAN, E. L Division of Emergency Preparedness ft Engineering 
Response (Post B30103} 03/06/24 Consolidated Edison Co, of New 

York. Inc il6pp 17046< 297, 24X Fi c he* 50-000, 03/06/24, 83051 10403. 
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0306300075 Acfc retUpt cf 030427 Ic 0527 Jtrs Informing NRC of ^Up% 
t4i!»n to corrvct violations noted in IE Insp Rtpts 
50'3 1 3703-02 8, 50-3^6/ 03-02 

SElOLEiU C Region 4^ Office of Director 03/0^/27 GRirrtM.J M 
Artenie* Power fc Ulght Co Ip J91I4'247 24J( 

Fiche S0-3l3r 03/0^/2710306300075 


--030630007? Responds to NRC 030513 Ur re violations noted in IE Usp 
Rept» 30-31 3/03-03 & 30-360/03-03 Corrective ac ti one* revl ehi 
of all design change packages! closed out since 
administrative procedures revi sedr expected bg 030701 
HARGKALL..J R Arkansas Power U Light Co, 03/05/37 eElDLE> ti C 
Reglpn 4, Office of Director, 2pp J?ll4 240 24X 

F j c h e 50-3 J 3i 03/06 /27* 030630007 5 


R Pirlodic operating reports Ic related correspandenee 


0306020-001 Monthlv operating rept for Mar 1903 W/03O4aB 1 tr, 

MDRTOM. K L ! HARSHALL. J R ArJransas power 1< Light Co 03/04/37 
HALLCRf N h Office of Resource Managementi Director 7pp 
18691 316 a4X Fi the' 50-313. 03/04/3 7f B3060200BJ 


0306130097 Advises that add] time required to revleu annua) environ 
operating rept Rept uilj be submitted bg 030931 

KARSHALL»J fi Arlansas power h Light Co 83/04/29 COLL 1^04 J T 
ftiglon 4t Office of Director ip 18034 344, P4X 
F 1 c he : 50-313. e3/04/87i 8306 J 30057 


0306060853 Submits regulatory response & conmitmant control prograr>i 
fourth tn-anthly progress rept Revieif of priarity essignment 
ichime completed Next status rapt will be sent by 830614 
HARBKALL. J. R Arkansas Poucr it Light Co. 03/05/13 COLLINS. J T 
Region 4* Office of Olrfctor Spp, 10737 226 34X 

F 1 c h I . SO-3 13* 83/03/ 1 3. 83D60602 S3 


0306160561 Monthlg opiraUng rept far Apr 1903 W/B30516 itr 

MARSHALLi J P . MORTON. K V Arkansas Power it Light Co. 03/05/15 
SASSETTjH 8 Division of Data Automation it Management Information 
7pp, 10865 120 S4X FUhe 90-31 3. S3/-0S/15. B3D616056I 


0306210185 Foruards 1982 annual environ m{)nitoring rept N/o end. 
MAR0HALL.J R, Arkansas Power t Light Co 83/06/03, COLLINS.J T 
Region 4. Office of Director Ip I89J0 133 34X 

Fiche 50-3i3i 83/06/03. 0306310185 


8. Reporteble occurrences. LERs le related correepondence 


030613040? NPDEd noncompliance n-ot l f lea tion on 030406. during routine 
surveillance of oily water separator* 1 1 pbt oil film 
•diecovtred being discharged from Outfall 003 Caused by leak 
from feedwater pump lube oil sye Bldg oil sumps cleaned 
CRIFFIN.J Arkansas Power L Light Co 83/04/20 COLLINS. J T 
Region 4. Office of Director 9pp 18023,340, S4X 
Fiche 90-313* 83/04/30. 830613040? 


0306160469 LER 83-01S/03L-0 on 030519. w/p lent heatup/star tup in 
progress! auxiliary fsedoater pump P-75 outbaard mecbaftlcal 
seal failed Cause unknown 8eal rebuilt tc relnslellrd 
H/0aO6O9 Itr 

MOEOOENBERO. D, . MARSHALL. J R, Arkansas Power it Light Co 03/06/09 
SEIDLE. W, C, Region 4. Office of Director, 2pp IS863 231 24X 

F 1 c h e 90-313 r 83/06/09. 830 61 6046 9 


0306160614 LER 03-011 /DOL-O; on 030524. while performing ennual 
surveillance on electric driven emergency feedwater pump 
F -78. outboard thrust bearing temp observed to be high Caused 
by excessive thrust bearing e learance, W/030609 Hr 
MOEOOEN3ERO, D. 4 MARSHALL, s/ R Arkansas power It Light Cq 03/06/09 
esrDLE.H C Region 4. office oP Director, 3pp. 18066 140. 24X 

Fiche 90-313. 83/06/09. 830616061 4. 


8306160317 P WO- IV- 83- 020 A, on 03O6O9. read tor tripped. Cause undetermined 
Trip breaker AK2A failed to class due to personnel failure 
to follow procedurs Closing procedure revised Ic operations 
personnel trained. 

HUNNXCUTTtD, if f CALLAN.L, -J Region 4* Office of Director 03/06/10 
Ip. 10866 143 24X Flcbe. 50-313. 03/06/10*8306160317 


8306160644 PhfO-I V-03-021) on 830609* unit tripped from 9?X power from 
unknown cause. Reactor tulll remain in cold shutdown until 
cause 4 ■ tsrmln ed. On 030610* two ac— lupplleJ reactor trip 
braakerr failed to close Cause under Investigation 

HUNMlCUTTi D, M, . CALLAN.L J Region 4, Office of Director 83/06/10 
Ip. 18866; lOD. 24X Fiche 60-313, 03/06/10, 0306160644. 


830681 0003 LER 83-01 3/03L-<J‘ on 830320! while raising steam generator 
level for wet layup, cmergincy feedwater pump P-7B indicated 
flour aoi!»*«>^>' td hy cavitfftlon at high flows 

ged glove H/030610 Itf* 
tas Power V Light Co. 03/06/10 
f Director, 3pp lB9i2’S09 34X 

L 


V Operator Examinotion& 


9306220063 Forwards sample queotions answer keys for ruflctor oprialiB' 
& senior re-actor operator r squal i f icati on c;iams< per 
Oeneric Ltr 02-lQ Program beneficial to operator training 
MARSHALL. J R Arkansas Ppwei & Light Co 83/06/15 STDL2.JF 

Operating- Reactors Dranch 4 CLARK. R A Operating Reactors Bunch 

3 74Bpp 10730 215 24X Fi c he 50-31 3. 83/06/15. B3D622O0/>.» 


DOCKET 5D-315 DONALD C COOK NUCLEAR POWER PLANT. UNH 1 


F Security, medical, emergency 8. firo protection plans 


9306100271 Forwards IE Safeguards Inap Repts 50-315/83-06 L 
50-316/83-07 on 030411-15 ft nptlce of violation Notice of 
Violation & rept details withheld IreP 10CrR73 21) 

MILLER**/ R Region 3. Office af Director 03/06/07 DOLAW. J t 
American Electric Power Service Corp DOl AN. U E fndiona L KitUp.- 
Electric Co 4pp 18806 254 24X Fiche 50-315.03/06/07.0306)002/1 


—0306100273 IE Safeguards Insp Repts 50-315/03-06 & 50-0l6/q:t-07 tn 
030411-15 Noncoeip 1 ianc e noted agroement ui/contractor 
contains no provisions par security plan 6 security plan for 
key control not being followed Rafequards info withheld 
CHRISTOFFER.D , DELANOER. U L . CREED. J R Region 3. Office of 
Director G3/06/06 2pp 18806 256 24X Fiche 50-315* tl a /Db/DL 

03O61OOS71 


0306300213 Responds to 620730 Hr re omei geneq preparedness appiaiul 
rept 4. 020630 notice of violation Adequate performance 
demonstrated during 021021 exercise Exam of 
misrepresentation of facts in progress 

KEPPLER,*/ 0, Region 3. Office of Director 03/06/09 DOLAM.JE 
American Electric Power Service Corp DOLAN. J E Indiana h Ml{lil|n 
Electric Co 3pp 19122 lOl g4X Fiche 50-315. 63/06/09, a30630CJl 3 


0306210057 Ack receipt of 030606 Hr informing NRC of steps tolii™ U 
correct violations noted in IE Insp Repts 50-315/83-04 L 
50-316/83-05 

SHAFER. W D Region 3, Office of Director 03/06/14 DOLAN. U E 
American Electric Power Service Corp DDL AN. J B Indiana fic /Hiblfi. 
Electric Co ip 18912 355 24X Fiche 50-315,03/06/14.0306810053' 


—8306210065 Responds to NBC 030506 Hr ir violations noted In JF Imp 
Repts 50-315/83-04 6 50-316/03-05 Corrective actions 
fire watch established using closed circuit T</ i h h 20 
minutes after identification of missed surveillance 
ALEXICH. M P Indiana U Michigan Electric Co 83/06/06 
KEPPLER.xl 0 Region 3, Office of Director 3pp 18912 336 PH 
Fiche 50-315. 03/06/14. 0306210057 


0306210343 Notification of 830623 meeting w/util in Dethesda.HD to 
discuss App R exemption requests h fire protection safe 
shutdown analysis 

MIOOINTONi D Operating Reactors Branch 1 03/06/16 ^/ARt'A. 3 A 

Operating Reactors Branch 1 2pp 10921 299 S4X 
Fiche 50-315. 03/06/16. 8306210343 


8306230'330 Forwards response to 830413 Hr re deficiency in approvid 
physical security plan Response withheld 

ALEXICH* M P Indiana h Michigan Electric Co 83/06/20 DFNTCWilH 
Office of Nuclear Reactor Regulation. Director Ip, 1B942 347 
24X Fiche 50-315*23/06/20.8306230333 


P, Operating license stage documents |i correspondence 


8306020009 Forwards revised Pages 6-S3 it 3/4-7 7 fot fech Spof thanjxt 
rs record retention Pages reflect changes made in Amends 
50* 53. 6& it 7 L 

WIOOrNTDN. D Operating Reactors Branch 1 83/05/13 DOLAN* J 

Indiana Ic Michigan Power Co 2pp 1B702 347 24X 

Fiche 50-315. 03/05/13. 0306020009 


—8306020012 Revised Pages 6-23 fc 3/4 7-6 it 7 for Tech Spec change* 
in Amends 50, 53. 6B (< 71 re records retention 

a Operating Reactors Branch 1 03/09/13 4pp 10702 349. 24* 

Fiche- 50-315. 03/05/13, 0306020009 


8306030290 Forwards addl guidance gn acceptable solutions to open 
re control of heavy loads in compliance u/NUREO-0612 h 
draft "Control of Heavy Loads IC-IO), Donald C Cook Nuflea*- 
Plant tfnits 1 8i 2* " technical evaluation rept, 

VARDA. 0 A Operating Reactors Branch 1 03/09/16 DOLANid 

Indiana it Michigan Electric Co J4pp. 10734 006 24X 

Fiche 30-31&. S3/OS/16*B306D30P90 
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— 030^103029*? Draft "Control of Heavy Loailfi (C-10>< Donald C Cook Nuclaai 
Pouer Plant Units 1 & '* technical evaluation i ept 

VOSOUnViF W Franklin Insti tute/Frank 1 In Rosoarch Center 
Nfic-oa-ai'-iao TEn-C5506-344/345 on 83/02/S4 CLEMENSON.F NRC 
- No Detailoif Affiliation Given 33pp 10734 100 24^ 

Fi ch e 50-31 5. 03705/ 16. 03060302*70 


03O6O2O2B1 Responds to 030510 Itr requesting addl info re status of 
NUREO-0737, Item II F 1 Installation of Unit 3 high range 
containment monittir trending fa retordinq function completed 
Monitor operotiutral 

HUNTER, n G Indiana fa Michigan Electiic Co 03/05/27 DENTONrH D 
Office of Nuclear Reactor Regulation, Director 3pp IB690 315 
34X Fiche 50-315, 03/05/27, 0306030201 


S30607020G Responds to 030200 Generic Lti 03-100 on plans fa schedule 
for resolving NURE0-0737> Item II K 3 5 re trip criteria for 
reactor coolant pumps Util tuill follou guidance provided by 
Nestlnghouse fa Weatinghousp Ouiners Group 
ALEXlCHiN P Indiana fa Michigan Electric Co 63/06/02 
EISENHUTiP G Division of Licensing Upp 18747 054 34X 

Fiche 50-315,03/06/02,0306070308 


03O631O1&7 Responds to 830301 Itr re payment of processing fees for 
eillH appl ication, revised on 030225, for rovleu of Tech 
Spec changes Foe end 

ALEXICH, M P Indiana fa Michigan Electric Co 83/06/21, DENTONrH R 
Office of Nuclear Reactor Regulation, Director Ip 18915 256 
24X Fiche 50-315,83/06/21,8306210167 


8306270312 Forwards info re reactor vessel level instrumentatiDn sys, 
In reeponiB to Generic Ltr 82-20 concerning inadequate core 
cooling instru/nentation In-core thermocouple sys will be 
upgraded to NURE0~0737, Item II F 2 requirements 
HERlNOtR F Indiana fa Michigan Electric Co 63/06/22 
EISENHUT, D G Division of Licensing i9pp 10993 353 24X 

Fiche- 50-313,83/06/22, 0306270313 


Q Inspection reports, IE Dulletlns fa correspondence 


03051 ]<>45B IE Info Notice 83-32, "Ruptured Am-241 Sources Contained in 
Nell Logging Device " Sve list end 

TAYLOR, J M Division of Safeguards fa Inspection Programs iPosi 
8301031 03/05/26 Consolidated Edison Co of Now York, Inc 
125pp 10031' 043 24X Fiche 50-000,83/05/26,8305110458 


0305110460 IE Info Notice 83-34, “Event Notification Info Worksheet *' 
8vc list enci 

UDRDAN, E L Division of Emergency Preparedness fa Engineering 
Response (Post 030103) 03/05/26 Consolidated Edison Co of New 

York, Inc liSpp 10732 085 24X Fiche 50-000,03/05/26,8305110460 


03OS1 10461 IE Info Notice 03-35, "Fuel Movement W/Control Rods 
Withdrawn at DWRs " Bvc list end 

JORDAN, E,L. Division of Emergency Preparedness fa Engineering 
Response (Post 830103) 83/05/31. Consolidated Edison Co of New 

York, Inc M6pp 18733 200 P4X Fiche' 50-000, 03/05/31, 0305110461 


0306130258 Forwards IE Insp Repts 50-315/03-07 fa 50-316/63-00 on 
830425-29 fa 0509 fa notice of violation 

STREETER, JF Region 3, Office of Director 03/06/01 DOLAN, J E. 
American Electric Power Service Corp DOLAN, J. E. Indiana fa Michigan 
Electric Co 2pp 18823 306 24X Fiche 50-315, 03/06/01, 0306130250 


— 8306130263 Notice of violation from insp on 630425-29 fa 0509 
QTREETER,J F Region 3, Office of Director 63/06/01 2pp. 
10033 300 24X Fiche 50-315,03/06/01,0306130250 


—0306130273 lE Insp Repts 50-315/03-07 fa 50-316/03-00 on 030425-29 fa 
0509 NoncompUance noted incomplete record storage 
procedures fa failure to provide 2-h fire resistant door on 
records sturage vault 

CHDULE8,N. C , 0UTHIN, R N , HAWKINS, F C Region 3, Office of 
Director 83/05/26 9pp. 18023.310. 24X Fiche 50-315,03/06/01, 

8306130250 


83061(70271 Forwards IE Safeguards Insp Repts 50-31S/B3-O6 fa 
50-316/63-07 on 030411-15 fa notice of violation Notice of 
violatioTt fa rept details withheld (ref tOCFR73, 21). 

KILLER, J R Region 3, Office of Director 83/06/07 DOLAN, J E 
American Electric Power Service Corp DOLAN, J. E Indiana fa Michigan 
Electric Cd 4pp 10006' 254 24X Fiche 50-315,03/06/07,8306100271, 


—0306100273 IE Safeguards Insp Repts 50-315/03-06 fa 50-316/83-07 on 
63041 1-15. Noncomp liance noted' agreement w/contractor 
contains no provisions per security plan fa security plan for 
hey control not being followed Safeguards info withheld 
CHRl8TOrFER,0. I BELANOER,J L , CREED, J R Region 3, Office of 
Director 03/06/06 2pp. 10006 256. 24X Fiche* 50-315, 83/06/07, 

8306100271. 


8305110464 IE Info Notice B3-36, "Impact of Security Practices on Safe 
Operations " Sve list end 

JORDAN, E L Division of Emergency Preparedness fa Engineering 
Response (Pa^t 830103) 03/06/09 Consolidated Edison Co of Naw 

York, Inc ll9pp 10030 300 24X Fiche 50-000,03/06/09,0305110464 


83D6I70139 Submits response to IE Dulletln 03-03, "Check Valve Failures 
in Raw Water Cooling Bys of Diesel Oenerator " List of job 
orders for check valves end 

ALEXrCH,M P Indiana fa Michigan Electric Co 83/06/09 
KEPPLER, J 0 Region 3, Office of Director 5pp 1BG70 302. 24X 

Fiche 50-315,83/06/09,8306170129 


0306300213 Responds to 820730 ltr re emergency preparedness appraisal 
rept fa 820630 notice of violation Adequate performance 
demonstrated during 821021 exorcise Exam of 
mlsrepr csentatlon of facts in progress 

KEPPLER, J 0 Region 3, Office of Director 03/06/09 DOLAN, J E 
American Electric Power Service Corp DOLAN, J E, Indiana fa Michigan 
Electric Co 3pp 19122 101 24X Fiche 50-315,83/06/09,0306300213 


83031J0470 IE Info Notice 83-30, ^’Defective Heat Bink Adhesive fa 
Seismically Induced Chatter in Relays Within Printed 
Circuit Cards " Sve list end 

JORDAN, E L Division of Emergency Preparedness fa Engineering 
Response (Post 830103) 03/06/13 Consolidated Edison Co of New 

York, Inc, llDpp, 10920 225 24X Fiche* 50-000, 03/06/13, 8305110470 


0306090010 IE Info Notice 03-37. "Transformer Failure Resulting From 
Degraded Intarnal Connection Cables " Sve list and, 

JORDAN, E L Division of Emergency Preparedness fa Engineering 
Response (Post 830103) 03/06/13 Consolidated Edison Co. of New 

York, Inc 243pp 18921 001 24X Fiche 50-000,03/06/13,0306090010 


0306210057 Aek receipt of 030606 ltr Informing NRC of steps taken to 
correct violations noted In IE Insp Repts 5O-3i5/03-O4 fa 
50-316/83-05 

SHAFER, W D Region 3, Office of Director 03/06/14 DOLAN, J. E. 
American Electric Power Service Corp DOLAN, J E Indiana fa Michigan 
Electric Co Ip 10912 355 24X Fi che 50-315, 83/06/14, 8306210057. 


— S3O6210065 Responds to NRC 030506 ltr re violations noted in IE Insp 
Repts 50-315/83-04 fa 50-316/03-05 Corrective actions* 
fire watch established using closed circuit TV I h fa 20 
minutes after identification of missed surveillance 
ALEXlCir, M P Indiana & Michigan Electric Co. 83/06/06. 

KEPPLER, J 0 Region 3, Office of Director 3pp l89l2r3S6 24X 

Fiche* 50-31 5. 03/06/ 14, 8306210057. 


0305110473 IE Info Notice 03-40, "Need to Environnentally Oualiftf 
Epoxy Orouts fa Sealers " Qvc list end. 

JORDAN, E L Division of Emergency Preparedness fa Engineering 
Response (Post 830103) 83/06/22 Consolidated Edison Co of New 

York, Inc lISpp 19021 179 24X Fiche 50-000,03/06/22,0305110473. 


0305110477 IE Info Notice 03-41, "Actuation of Fire Suppression S|fs 
Causing Inoperability of Qafety-Rel ated Equipment " Sve list 
end 

JORDAN, E L Division of Emergency Preparedness fa Engineering 
Response (Post 830103) 03/06/22 Consolidated Edison Co af New 

York, Inc. 120pp 10997 007 a4X Fiche 50-000,83/06/22,0303110477. 


8305110479 IE Info Notice 03-42, "Reactor Mode Bwlteh Malfunctions." 
Sve list end 

JORDAN, E L. Division of Emergency Preparedness fa Engineering 
Response (Post 030103} 83/06/23, Consolidated Edison Co of New 

York, Inc 1 16pp 18996 242 24X Fiche* 50-000, 83/06/23, 03031 JD479, 


8305110403 IE Info Notice 03-43, "Improper Bettings of Intermediete 
Range (IR) High Flux Trip Setpoints " Sve list end 
JORDAN, E L Division of Emergency Preparedness fa Engineering 
Response (Post 830103) 03/06/24. Consolidated Edison Co of New 

York, Inc 116pp 19046 297 24X Fiche. 50-000* 03/06/24, 83051 10403 


R Periodic operating reports fa related correspondence 


0306020109 Forwards monthly operating rept for Her 1903 fa revised 
monthly operating rept Feb 1903 

SMITH, W.D Indiana fa Michigan Electric Go 03/04/12 Office of 
Resource Management* Director ip. 10691,853. 24X 

Fiche 30-313,03/04/12,0306020109 


— 8306020111 Monthly operating rept for Mar 1903 

MIGHT, A Indiana fa Michigan Electric Cp 03/04/12. 6pp 
16691*256 24X Ficha. 50-315, 83/04/12, B3060201 09 


— 6306020116 Revised monthly operating rept for Feb 1963 

MIGHT, A. Indiana fa Michigan Electric Co 63/03/02. )p. 

IB69I.261, 24X Fiche- 50-315, B3/04/i2. 0306080109. 
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03061160343 Forwariff menthly up^rating rept for Apr 1^03 t revipe<J 
aarthlv aperatirvg- rept for War 1903 corrscting error in 
cuAulatlvtf valu# for Item i7,9roB9 electricdl energy 
g»nar«t«iJ (MWH). 

8 wrTH«W 0 I»i<llan» t Hichigan Electric Co 03/09/11 Office of 
Rtsourca Manag*«cnfcj Director Ip 18099 232 S^X. 

F i ch a. 90-31 9i 03/0 5/ 1 1 j 030616034 3 


— B30616035B Revised montihly operating rept for Mar 1703. 

KICHT^A Indlera fa Michigan Electric Co- 03/04/12 Ip 
18359.233 24X Fiche- 50-315, 03/05/1 1. 0306160349 


— 0306160367 Monthly operating rdpt for Apr 19B3 

TETrLAFF,^ U Indiana fa MitMgan Electric Co. 83/05/04 7pp 
1B059 234- 24X Fiche 50-315,03/05/11,0306160343. 


B. Reportable occurrences, LFRs fa related correspondence 


0306060103 Forwarifi LERs 03-039 /03L-0 fa 83-040/03L-0 

SMITH, M 0 Indiana fa Michigan Electric Co B3/0S/87 KEPPIFR,,f Q 

Replan 3, Office af Director, Ip 10720 192 24X 

Fiche 50-315,03/05/27,8306060183 


— 03O6O6O1B5 LER S3-039/03U-0 on 830427, during 609 turbine bldg sprlnUeT 
tys isolafcton* yot e on isolation valve FP022 Failed. Cause 
not stated Continuous fire Matches posted. V^alve yoke 
replaced. 

CARreAUX,P Indiana fa Michigan Electric Co. 69/05/27 Region 
3, Office ef Director Ip 18720-193 24X Flche 50-31 5, 83/05/27, 

0306060103, 


—0306060106 LER 03-040 /03L-0: pn 03 0 5 044 primary fa aacondary temp 
Inatruacnt trains far meteorological instrumentation found 
out of spec Caused by inabilittf to callbr temp processor 
for sscandary Inetrumfnt train Train recallhr. 

PALMER, R.^ Indiana fa Michigan Electric Co 83/05/27 ReflJon 
3, Office of Director Ip. 10728.194 24X Fiche: 50-313# 03/05/27, 

B3O6O6O103 


8306210120 Forward i LERi 83-041 /03L-0 fa 83-042 /03L-0. 

8MITM,W.0. Indiana fa Michigan Electric Co. 03/06/06 KePPLER,J.O 

Region 3# office of Director ip. 10915. 153 247 

Fichr 50-31 5> 83/06/06, 8306210128 


—8306310134 LER 03-041 /03L-0- an 030509, during aurveU lance test on 
automatic lead sequence tiding relays,two relay timers 
found to eiceed Tech Spec tolerance Caused by instruMent 
drift, Relay timers will be replaced 

PALMEAiR A. Indiana fa Michigan Electric Co. 03/06/06 Region 
3, Office of Director Ip, 18915 151. 24X Fiche; 50-315.83/06/06, 

0306210120. 


^8306310142 LER B3-042/03L-0 on 030512, during surveinance test on 
presauriier pressure protection set HI, high pressure 
reactor trip tistable would not trip- Caused by defective 
high pressure reactor trip bistable Bistable replaced. 

FALMER.R-A, Indiana fa Michigan Electric Co. 03/06/06, Region 
3, Office uP Director ip 16915 153 24X Fiche 50-315,03/06/06, 

03O621OJ8& 


D3O621OO30 LER 83-047/017-0: on 030525, during audit, discovered testing 
of steam generator stop valve not performed during 030327 
■ tartup. Cauiad by anbiguaus due dates on status upgrade 
sheets Lists reviewed fa dates clarif i ed. H/030600 Itr 
STEPHENS, T B.* SMITH# W.O. Indiana fa Michigan Electric Co. 03/06/00 
KEPFLER,J. 0. Region 3, Office of Directur. 3pp. 10912-301. 24X 

F 4 the: 50-3i5, 03/06/06, 0306210000 


8306310359 Forwards LERi e3-O43/0aL-0, a3-O44/03L-D, B3~O4S/0dL-0 fa 
03-O46/O3L-D 

eMiTH,W.O- rndiane fa Michigan Electric Co 03/06/08 KEPFLER.J Q. 
Ragion 0# Office of Director. Ip 10915 041. 24X 

F 1 c h • . 50-3 1 5 , 03/06/08, 03063 1 0259. 


— 0306310367 LER 63-043/ 03L-0; on 63051 3, control room eeiergency 
preisurizatlon charcoal filter f Iri/trouii le alarm received. 

Caused by high resistsnee settings for proalarm fa alarm 
Alarmi settings adjusted t« praper values. 

PALMER, R. A- Indiana fa Michigan Electric Cu^. 63/06/DB RtglUTi 
3, Office of Director. ip, 18915:043. 34X Flehe 50-315,63/06/00, 

0306310359. 


— 0306310273 LER B3-044/03t-0- on 03051 5, containment sump flttm eionitoring 
recorder l-C8-0Ci chart paper did not advance Caused by 
ripped holes in paper Chert paper realigned on drive wheel, 
PALMEBiR.A Indiana fa Michigan Electric Co. 63/06/00 Region 
3, Office of Director. ip. 10915:043, 24K Fl chas 50-315# 03/06/00, 

03<I631O859. 


— 8306310279 LER D3-0-43/03L-0 ort 030519,1 iro Door 519 would not latch 
Cause not stated Strike plate replacrd fa door dobcr 
mechanism adjusted 

ROBINSON, D Indiana fa Michigan Electric Co 03/06/08 Region 
3. Office oF Director Jp 18915 014 34X Fiche 50-315,03/06/01). 

030621025? 


— 8306210284 LER 03-O46/O3L-O on B30Sll,caBt centrifugal charging pvmf 
600 -volt breaker minifloin valve found open Cause not 
determined Shiftly valve inspe Initiated Corrective actions 
not planned. 

MURPHy, C E Indiana fa Michigan Electric Co 03/06/08 Region 
3, Office of Director 2pp 18915 045 24X Fiche 50-315, 

83/06/00. 0306310259 


0306270433 Forwards LERs a3-O40/ODL-O, 83-04 9/03L-0 fa B3-050/03L-0 
SMITH. W 0 Indiana fa Michigan Electric Co 83/06/16 HCPJ^LER, J C 

Region 3, Office of Director Ip 10992 032 24X 

Fiche. 50-315, 03/06/16, 0306270433 


—8306270436 LER B3-048/03L-0 on 830318, seturi ty guard discovered djesel 
roam CO cardox sys isolated u/np names on entry board & no 
persannsl in room Caused by technician error Heed for full 
compliance w/flre protection rules emphasized 

PALMER, R A Indiana fa Michigan Electric Co 83/06/16 Region 
D, Office of Director Jp 18992 030 24X Fiche 50-315,03/06/16 

0306270433 


— B30627D444 LER B3-049/03L-0 on 030320. revi ew of surveillance log 
revealed containment air lock 3-day door teste not performed 
in required iimo Caused by lock of understanding Test 
responsibility assigned to one individual 

PALMER.R A , SMITH, W 0 Indiana fa Michigan Electric Co 03/06/16 
Region 3, Office of Director 8pp 18992 054 ?4X 

Fiche- 50-3iS, 83/06/16, 8306270433 


— 8306270449 LER B3-OS0/O3L-O on 830523, five 4-kV bus degraded valtage 
relays 27-TlJA-l fa 2 fa 37-TI10-J#2 fa 3. found to have 
exceeded tolerance Caused by instrument drift Diesel 
generator load shedding relays readjusted 

PALMER, n A Indiana fa Michigan Electric Co, 83/06/16 Region 
3, Office of Director ip 10992 056 a4X Fiche’ 50-315, 03/06/16, 
8306270433 


0306300035 RO on G30613, performance of Train D boron injection tank 
Inlet piping heet brace circuitry guesti aned. but train not 
declared inoperable until 830616 Investigation underway, 

0MITH,M O Indiana fa Michigan Electric Co 83/06/17 KEPPLER.J G 

Region 3, Office of Director Ip 19121,001 24X 

Fiche 50-315,03/06/17,8306300035 


DOCKET 50-316 DONALD C. COOK NUCLEAR ROWER PLANT. UNIT 2 


F Becurltv* medical, emeryened fa fire protection plans 


0306100271 Forwards IE Safeguards Insp Rrpts 50-3l3/G3'*D6 fa 
50-316/03-07 on 83041 1-lS fa notice of violation Notice of 
violmtlon fa rapt details withheld (ref iOCFB73 21 >. 

MILLER, J R Region 3# Office of Director 03/06/07 DOLAN, J C 
American Electric Power Service Corp 4pp 18806 254 24X 

rich#’ SO'^SIS, 83/06/07, 0306100271. 


— 0306100273 IE Safeguards Insp Repts 50-315/83-06 fa SO-31 6/03-07 on 
83041 1-15 Noncomp I iance noted agreement w/contractor 
contains no proviaiont per security plan fa security plan for 
key control nob being fol lowed. Bafeguards Info withheld 
CHR ISTOFFER. 0. Rag Ion 3, Office of Director. 83/06/06 Bpp 
10806 256 24X Fiche 50-315,83/06/07,8306100271 


9306300S13 Rasponda to 820730 Jtr re emergency preparedness appraisal 
rapt fa 820630 notice of vlnlation. Adequate performance 
demonatratad during 821021 exercise. Exam of 
ml srepresentation of facts In progress, 

HEPPLER,J 0 Region 3, Office of Director. 03/06/09 DOLAN, J E 
Amarican Electric Fewer Service Corp Dpp 19122 101 24X 

Fiche, 50-315,83/06/09, 6306300213 


8306210057 Ack receipt of 030606 Itr informing NRC of steps token to 
correct violationa noted in IH Insp Repts 50-315/03-04 fa 
30-316/83-05, 

SHAFER. W D Region □# Pffice of Director. 83/06/14 DOLAN, J E 
Aoiarlcan Electric Power Service Corp Jp 10912,353 24X 

Fiche. 50-315,83/06/14.8306210057 


— ^8306210065 Responds to NRC 830506 Itp re violations noted In IE Insp 
Repts 5O-3J5/03-O4 fa 50-316/83-05. Corrective actions 
fire watch established using closed circuit tv^ 1 h fa 20 
(slnubes after idenblf i cation of missed surveillance. 

ALEXTCH, M P Indiana fa Michigan Electric Co 83/06/06 
MCFPLER, aO Region 3# Office of Director. 3pp. 18912 356 Sn 
Fiche 50-315,83/06/14,0306210057 
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030-6210343 Ma 1 1 f i cat » on of 030623 fliteting u/util in Rothedila.MD to 
ifiscuss n pirc^nip tion ro<ioptit5 firi> piotcction sofp 

s^utdoun (in<]IyBi& 

VllOOiNTONt E> DptfToting Reactors Dranch 1 03/06/16 VAROA* S A 

Operating Reactors DrancH 1 2p(> l5Vc*l 29V 24X 

Fiche 50-3 ID, 03/06/16, 8306210343 


0306230333 Forufaids response to 030413 Itj re deficiency in approved 
physical security plan Response lUithheld 

AUEXICH, M P Indiana & Hirhipan Eloctiic Co 03/06/20 nrNTUN. H H 
Office of Nuclear Reactor Rogultitinn, On ector Ip 1BV42 347 
24X Ficfie 50-315,03/06/20.0306230333 


P Operating license stage documents 8f r oi respondence 


0306020009 Forwards revised Pages 6-23 l< 3/4-7 9 foi Tech Spec changes 
r« record retentinn Pages reflect changes made in Amends 
50* 53*60 C< 71 

l•lTCiOINTD^^. D Operating Rcactnrs Branch I 83/05/13 DOLAN. xl 
Indiana £< Michigan Power Co 2pp 18/02 347 24X 

Firhe 50-315. 03/05/13. 8306020009 


—8306020012 Revised Pages 6-23 8i 3/4 7-6 7 for Tech Spec changes made 

in Amends 50.53.60 h 71 re records retention 

# Operating Roottors Dronch 1 83/05/13 4pp 1D70P 349 24X 

Fi c h e 50-3 1 5, 03/0 5/ 1 3. 8306020009 


B30-6030290 Forwards addl guidance on acceptable solutions to open items 
re control of heavy loads in compliance w/NURCO-0612 It 
draft "Contrpl of Heavy Loads <C-10) . Donal d C Cook Nuclear 
Plant Onits 1 62." technical evaluation rept 
VARCA. 8 A Operating Reactors Branch 1 83/05/16 DOLAN. J 

Indiana |< Michigan Electric Co 14pp 18/34 086 24X 

Fie ho 50-315. 83/0e>/ 16. 83060302VO 


— 6306030299 Draft '•Control Of Heavy Loads iC-lOK Donald C Cook Nucleor 
Power FMant Units 1 t< 2. " technical evaluation rept 
VDSUURY.F W franklin JriD tl tute/F rank 1 in Research Center 
NRC-03-ei-130 TEn“C5306-344/345 Dff 83/02/24 CLEHeNSO^I. F NRf 

- No Detailed Affiliation Given 33pp 18734 100 24X 

Fiche 50-315,83/05/16.8306030290 


0-3-060SDSQ1 Responds to 830510 1 tr requesting addl info re status of 
NLIPEC-0737i Item II F 1 Installation of Unit 2 high ronge 
cantainmont eioiiitor trending (< recording function completed 
Honlter operational 

HUNTER. R S Indiana & Michigan Electric Co 83/05/27 DENTON. H R 
Office of Nucleor Reactor Regulation. Director 3pp 186V0 3J5 
24X Flcho 50-313,83/05/27.8306020201 


D306070208 Responds to 830208 Generic Lti OJ-IOD on plans t< schedule 
for resolving NUnEO-0737. Item 1 1 K 3 5 re trip criteria for 
reactor coolant pumps Util will follow guidance provided by 
MTest Ingbause 1; Nestinghouso Owners Group 
ALEXICH.M F Indiana I. Michigan Electi ic Co 03/06/02 
EISENHUT.D 0 Division of Licensing llpp 18747 054 24X 

F i c h e 50 -a 1 5. 03/06 /02. 8306070208 


03D&SID16/ Respends to 030501 lir re payment of processing fees for 
61 1111 app 1 ication. revised Qn 830225. for review of Tech 
8p«c changes Fee end 

ALEXICFi.M P Indiana S. Michigan Electric Co 03/06/21 DfNTUNr H R 
Office of Nuclear Reactor Regulation. Director Jp 18915 256 
24X Fieho 50-315.83/06/21,830621016/ 


8306270312 Forwards info re reactor vessel level instrumentati on sys» 
in response to Generic Ltr 82-28 concerning inadequate core 
cooling Instrumentation In-core thermocouple sys will be 
upgraded to MURFG-0737. Item II F 2 requirements 
NERiNOrR r Indiana fr Michigan Electric Co 83/06/23 
Et8ENHUTiD G Division of Licensing 19pp 18993 353 24X 

F i c h e 5 0-3 1 5. 8 J/06/S2. 83062703 1 2 


O Inspection t eports. IE Bulletins 8* correspondence 


9305110450 IE Info Notice 63-32. "Ruptured Am-241 Sources Contained In 
U«|l Logging Devire " 8vc list end 

TAYUORjJ M Division of Safeguards & Inspection Programs iPost 
830103) 83/05/26 Consolidated Edison Co of New York, Inc 
I25pp 18831 043. 24X Ficho 50-000.83/05/26,0305110458 


Q305110460 IE Info Notice e3-34, ’'Event Notification Info Worksheet." 
8 VC list end, 

■JORDAN. E L Dlvimen of Emergency Preparedness tr Enginserinp 
Reepense Ipost 030103) 83/05/26 Consolidated Edison Co of New 

York. Inc llDpp 18732 085 24X Fiche 50-000.03/05/26,0305110460 


B3051 10461 IE Info Notice 03-35. "Fuel Movement W/Control Rods 
Withdrawn at DURs " 8vc list encl 

JORDANiE. L. Division of Emergency Preparedness 6 Engineering 
fiesponse (Past 030103) 03/05/31, Consolidated Edison Co of New 

Yort. Inc 116pp 18732 200 24 X Fir ho’ 50-000, 03/05/31. D3D5J 10461 


8306130258 Forwards IE Insp Repts 50-315/03-07 & 50-316/83-08 on 
030425-29 6 0509 h notice of violation 

STREETER. J F Region 3, Office of Director 03/06/01 DOLAN, J E 
American Electric Power Service Corp DDL AN, J E Indiana & Michigan 

Flee trie Co 2pp 10823 306 24 X Fiche 50-315.83/06/01.0306130250 


— 8306130363 Notice of violation from insp on 030425-29 t, 0509 
STREETLR, J F Region 3. Office of Director 03/06/01 2pp 
10823 300 24X Fiche 50-315.03/06/01,0306130250 


— 8306130273 IE Insp Repts 30-315/83-07 & 50-316/03-00 on 030423-29 ti 
0509 Nencampl iance noted incomplete reenrd sterago 
procedures 6 failure to provide 2-h fire resistant dear on 
records storage vault 

CMDULES.N C . 8UTHIN, R N , FtAWKiNB, F C Region 3, Office of 
Director 83/05/26 9pp 10823 310 24X Fi che, 50-31 5. 03/06/01 , 

8306 130 258 


0306100271 Forwards IE Bafeguards Insp Repts 50-315/83-06 & 
90-316/83-07 on 030411-15 fc notice of violation Notice of 
violation & rept details withheld (rof 10CFR73 21) 

MILLER. J,R Region 3. Office of Director. 83/06/07 DOLAN. J, E 
American Electric Power Service Corp DOLAN, J E Indiana It Michigan 
Electric Co 4pp 18006 254 SAX Ficho 50-313.03/06/07.0306100271, 


—8306100273 IE Safeguards Insp Repts 50-315/83-06 It 50-316/83-07 on 
030411-15 Noncompliance noted agreement w/contractor 
contains no provisions per security plan 6 security plan for 
key control not being followed Safeguards info withheld 
CHRIBTOFFER.G . BELANGER, J L , CREED, J R Region 3, Office of 
Director 83/06/06 2pp 18006 256 24X Fiche 50-319.03/06/07. 

8306100271 


0305110464 1C Info Notice 83-36. "Impact of Oecuritg Practices on Safe 
Operations " Qvc list end 

JORDAN. E L Division of Emergency Preparedness It Engineering 
Response (Post S30103) 83/06/09 Consolidated Edison Co of New 

York. Inc ll9pp 10030 200 24X Fic he: 50-000. 03/06/09. 0305110464 


8306170129 Submits response to IE Bulletin B3-03. "Check Valve Failures 
In Raw Water Cooling 8yi of Diesel Oenerator " List of job 
orders for check valves end 

ALEXICH. H P Indiana & Michigan Electric Co 83/06/09 
KEPPLER.J G Region 3, Office of Director 5pp 1B078 302, 24X 

Fiche 90-315,03/06/09,0306170129 


0306300213 Responds to 820730 1 tr t e emergency preparedness appraisal 
rept ft 020630 notice of violation Adequato performance 
demonstrated during 821021 eierclse C«am of 
mlsrepresentatJon of facts In progress 

KEPPLER.J O Region 3. Office of Director 03/06/09. POLAN.JE 
American Electric Power Service Corp DOLAN. J £ Indiana It HichiOAn 
Electric Co 3pp 19128 101 S4X Fiche 50-315,03/06/09.8306300813 


0305110470 IE Info Notice 83-30, "Defective Heat Sink Adhaslve It 
Baismically Induced Chatter in Relays Within Printed 
Circuit Cards ** Sve list anc K 

JORDAN. E L Division of Emergency Preparedness It Engineering 
Rasponie (Post Q30103) 83/06/13 Consolidated Edison Co of New 

Vfirk. Inc llOpp 10920 225 24X Fiche 50-000,83/06/13.0309110470 


0306090010 IE Info Notice 03-37* "Transformer Failure Resulting From 
Degraded Internal Connection Cnblrs " 8vc list end 
JORDAN. C U Division of Emergency Preparodnees It Engineering 
Response (Post 830103} 83/06/13 Consolidated Edison Co of New 

York, Inc 24Dpp 18921 001. 84X Fiche' 50-000, 03/06/13. 8306090010 


0306210057 Ack receipt of 030606 ltr informing NRC of steps token to 
correct violations noted in IF Insp Repts 50-315/03-04 It 
30-316/03-05 

BHAFER.W D Region 3, Office of Director. 03/06/14 DOLAN, J, E. 
American Electric Power Service Corp DOLAN, J. £ Indiana it Michigan 
Electric Cd Ip 18912 353, 24X Fiche 50-313. 03/06/14, 0306210057. 


— 8306210065 Reap ends to NRC 830506 ltr re violations noted in IE Insp 
Repts DG'-315/B3-04 It 50-316/83-03 Corrective actions 
fir* watch established using closed circuit TV 1 h It 20 
nulnutes after identification of missed surveillance. 

ALEXICH, H P Indiana It Michigan Electric Co 83/06/06. 

KEPPLER.J 0 Region 0, Office of Director 3pp i0912.356 24X 

Fiche 50-315,83/06/14.0306210057 


0305110479 IE Info Notice 83-40, "Need to Environmentally Qualify 
Epoxy Grouts St Sealars " Sve list and. 

JORDANiE L Division of Emergency Preparodnets It Engineering 
Response (Post 830103) 03/06/22 Consolidated Edison Co. of New 

York, Inc llSpp 19021.179 24X Fit h# 50-000. e3/06/22» 8309110475. 
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Q305110477 lE frifo Nfltice e3''41* "Actuation of Fire &uppressiDii Sys 
Cgtuting Inop^rabH i ty of Gafoty-RBljit ed Equipment " Sve list 
sncl 

JOfiDAM*E,L Division □/ Efliorysncy Pr eparesfne** & Enff inoer i ng 
Re>po-n»e fPust Q30i<>3> G3/06/-32 Consolidated Edison Co of Neu 

VoTti rnc. laOpp 18997 007 S4K Fiche 30-000.83/06/22,0305110477 


8305110479 IE Infa Watica 83-42i ^'Reactor Mode Suitch Kalfunctions '* 
Sve list encK 

JORDAN, E L Divisio-n of Emergoneg Prepar^dnest U Etigineering 
Respoiife CPust 030103) 83/06/23 Cansolidated Edisnn Ca of Neui 

Yorl. Inc liApp 16996-242 24 X Fich e 50-000, 83/06/23* 03051 10479 


03O511O4B3 IE Info Notice 83-43, "Improper Settings of Infcormtd late 
Ranga < IR) High Flux Trip Setpoints " Bve list end 
JOROAN.E L Divivlon -of Emcrgenty PreparedneBs <c Engineering 
RespontB iPost 030103) 83/06/24 Confiolfdated Edison Cn of Neu 

York* Inc ll6pp 1 90 46 297 24X Ft che 50-000. 83/06/24, 83051 10483 


R Periodic operating reports related correspondence 


Q3060SOI86 Monthly apex'ating rept for Mar 1903 H/e30412 Itr 

KIQHTiA. * LEASE, R, 9 , SVENSSON, D A Indiana h Michigan Elec trie Co 
03/04/12 0pp. 10690 24 5 24 X Fiche 50-316,83/04/12.0306020186 


8306160384 Monthly ep era ting rept for Apr 1983 1I/83D5U Itr 

TETZLAFF.A L, i SMITH, W 0 Indiana 6 Michigan Electric Co 03/05/04 
Office of Resource Management, Director 7pp 18859.280 24X 

Fiche 50-316,83/05/04,0306160384 


8 Reportable occurrences, LERs & related correspondence 


9306060183 Forwards LERs 83-039/031-0 6 83-040/031-0 

SMITH, 0 0 Indiana & Michigan Electric Co 03/03/27 KEFFtER, J 0 

Region 3, Office of Director Ip 1B7S8 192 24K 

Fiche 30-315,83/03/27,0306060103 


— 8306060186 LER 03-O4O/O3L-O on 830504, primary & secondary temp 
instrunent trains for meteorological Instrumentation found 
out of spec Ceir&ed 6y inehillty to eallbr temp processor 
for secondary instrument train Train retalibr 

PALMER, R A Indiana 6 Michigan Electric €o 83/05/27. Region 
3, Office of Director Ip 16728 194 S4X Fiche 50-315,83/05/27, 
0306060103 


0306060269 Forward* LERs 83-046/03L-0 h D3-047/03L-0. 

EHITH, W 0, Indiana 6 Michigan Electric Co 93/05/27 HEFPLER,J 0 

Region 3* Office of Director Ip 10730 020 24X 

Fiche 50-316, 03/05/ 27, 8306060269 


— 8306060271 LER 83-047/031-0 on C30503, dur Ing survell lando test on solid 
state protection sys train 8, logic test position tested 
unset isfac teri ly, affect ing power range high flux rate trip 
Caused bg failed logic card A-212 Card replaced 

PALMER, fl A Indiana ti Michigan Electric Co. 00/05/57 Region 
3, Office of Director Ip J073O 021 S4X Fiche 50-316,03/05/27, 
8306060269 


— B306060273 LER B3-046/03L-0 oti 030423, N-tra in battery reo-« pyroaloret 
detector R-33A alarmed, rendering 633 auxiliary bldg 
detectors inoperable Caused by ram leaking through roof 
shorting out detector Pyroalarn terminal block replaced, 

CARTEAilX, P Indiana U Michigan Electric Co 83/05/27 Region 
3, Office of Director Ip, 10730.022 a4X Fiche 50-316. 83/05/27 < 
0306060269 


G306S10074 RQ on 830603, dur ing operational surveillance test, both 
containment spray sys made inoperable for approx 15 minutes. 

Error discovered in independent verification of valve 
lineup Immetflate action taken to restore spray sys, 

TQHNLEY, E. L Indiana & Michigan Electric Co 03/06/03 

KEFPLER.J, 0, Region 3, Office of Director Ip 18911 362 24X 

Fiche. 50-316, 83/06/03,8306210074 


E306210325 RO. on 030603, malnt personnel discovered gauge had been 
removed from outside wall of outer airlock door providing 
vent path from containment to auxiliary bidg when inner 
airlock door open, Pressure gauge reinstalled, 

TOHNLEY.E L Indiana 6 Michigan Electric Co. 83/06/03 
KEPPLERrJ. 0 . Region 3, Office of Director Ip 18914:035 e4X 
FI ch i • a 0-316, B3/06/03, 8306210325 


9306270159 LER B3-049/01T-0 on 630602, pressure gauge discovered missitid 
from outside ball of outer air lock door in upper 
contalnaent Cauie under investigation Pressure gauge 
repleced.il/830626 Itr. 

PALMER# R, A , SMITH, W 0. Indiana L Hlchlgan Electric Co 63/06/16, 
KEPPLER, J. 0 Region 3, Office of Director 3pp, J6992 04-9 24X 

F 1 c h e ; 50-31 6, B3/0h / 1 6, 03062701 50 


B306270I61 LER 93-048/017-0 on 830603, operators inadvertantly closed 
manual loolatlon valve on HX of nontestrd tram, render inp 
trains inoperable Caused by personnel error Personnel 
counseled H/8306i6 Itr 

KRAUSE* D F • EMiT/f, W 0 Indiana 6 Michigan Electric Co 83/06/16 
KEPPLER, tl O Region 3, Office of Diredtoi 3pp 10992 034 24X 

Fiche 50-316.03/06/16,8306270161 


DOCKET 50-317 CALVERT CLIFFS NUCLEAR POWER PLANT, UNIT 1 


F Security, medical, e/nergency L fire protection plans 


8306070229 Forward □ rovs to training L qualification plan Revs uithheld 
(ref 10CFR73 31 ) 

OaWKAKER.N ^ Baltimore Dos 6 Electric Co 83/02/23 HAYNES. R C 
Region 1. Office of Director ip 10/46 111 24X 

Ficho 50-317. 83/02/23, S306070PP9 


8306010477 Informs that NUREO-0737, Item III A 2 1, "Emergency 
Proparednassi Upgrade Emeryenty Plans to App E, 10CFR50, '■ 
conpletotf Item closed 

CLARK, n A Operating Reactors Dranch 3 03/05/11 LUNDVALL . A E 

Daltlmore Oas & Electric Co Dpp 18600 359 LMX 
Fiche 50-317. 03/05/1 J , 0306010477 


8306150092 Releases public version of revised emergency plan 
Implementing procedure 

FELTON, J M Dlvlninn of Rules and Records 83/06/Oi Document 
Management flranch 3p 18071 169 a4X Fiche 50-31 7, 03/06/01, 
0306150082 


— B3O619OO06 Public version of Rev 10 to Emergency Plan Implrmontlnj 
Procedure ERPIP 4 1 17. "Becurity Te,i/n " W/030519 Itr h 
receipt form 

nUaSELL,L 8 Doltimore Oos L Electric Co 03/05/11 12pp 
1887 1 170 34X Fiche 50-317,83/06/01,8306150082 


G306S70195 Rev 2 to Emergency Response Plan Implementing Procedure 
EftPIP 4 4 7 6, *’Fcist-Acc i dent Sampling Sys 6 Analysis " 

RUSSELL, J B Daltimore Oa6 t# Electric Ca 03/06/01 37pfi 
18991 207 24X Ficho 50-317,03/06/01,0306270195 


0306270164 Rev 9 to Emergency Response Plan Implementing Preccdure 
ERPIP 5 I) "Commun ica 1 1 ans " 

RUSSELL. J D . MALL,0 F Daltimore Oas 6 Electric Co 03/06/15 
lipp 10900 033 24 X Fiche 50-317,83/06/15,0306270164 


8306280461 Discusses ufcil 630315 response to vialationfi noted in IE 
Insp Repts 30-317/82-20 «, 50-310/82-24 S, results of 
030419 meeting re response to two secuiity violations Addl 
info required Comments withheld iref 10CFR73 21) 

MARTIN, T.T Division of Engineering 6 Technical Programs 63/06/22 
DOWMAKERrN J flaltimaro Gas L Electric Co 2pp 19019 103 ?4X 

Ficho 50-317,03/06/22,8306280461 


— B3062B0465 Responds to NttC 630216 Itr re violations noted in IE Imp 
Repts 50-317/00-20 & 50-318/02-24 Items 1 6 2 not valid 
violations Details withhold (ref 10CFR73 21) 

BOWMAKER.N J Daltimore Oas 6 Electric Co 83/03/15. MARTIN. I T 
Division of Engineering 6 Technical Programs ip 19019 105 
24X Ficho: 50-317. 03/06/22, 03062B0461 


P Operating license st^go documents !< correspondence 


8306060051 Addl rusponse to FOIA request for three categories of 
documents re PRA of reactor safety study methodology 
appllcatien program repts I# interim reliability evaluation 
program repts Forwards App A documents Search continuing 
FELTON, U.M OiviBion of Rules and Records 83/04/07 BHDLLY, 0 C 
Union of Concernod Scientists, 3pp 10752 001 24X 

Fiche 90-000,83/04/07.0306060051 


— 0306060061 Statement on bac kground, i ssues. current status 6 future 
action re interim 6 natl reliability evaluation programs 
* NRC - No Detailed AfflHatian Given 02/18/31 8pp 
18752 059 24X Fiche 50-000, B3/04/07. 8306060051 


8306010036 Requests publication In monthly pR of notice of 
consideration: of issuance of amend to OL 6 proposed no 
significant hazards determiriatx on re onsite organization t, 
snubber surveillance End available in Central Files only 
CLARK, ft A Operating Reactors Dranch 3 03/05/25 Operotlns 

Reactars Branch 3. 2pp 18603 241 24X Fiche, 50-317, 03/05/25. 

8306010036 
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830^070047 Discusses reactor coolant pump seal abllitij to perform 
adequately after extended Iosb of component cooling i<iater» 
per NUREO-0737, I tem 1 1 K □ 35 "CPfect of Loss of Alternating 
Current Power on Pump Sealo " Item resolution requested 
DLSONi R C Daltimore Gas 8f Llectrlc Co 03/05/25 CLARK* R A 
Operating neactnrs Dranch 3 3pp J0740 003 24X 

Fiche SO-ai?, 03/05/25*0306070047 


0306070156 Foruerds response to questions re MacBeth critical heat flux 
correlation used in Unit 1 Cycle 6 & Unit 2 Cycle 5 steam 
iine break analysis# per 630415 request 

LU/JOVALLi A E Daltimqre Oas t< fllectrit Co 83/05/25 CLARK* R A 
□ peratlny Raactors Dranch 3 5pp 19/,Jh 217 24X 

Fiche 50-317*63/05/2516306070156 


--3306070159 Forwards section of Idaho Nuclear Corp Rept Ny-l?3-69 re 
statistical verification of MacDoth correlation 
KLlNOiC L Combustion EnqiTieer ing* Inc /3/OD/OI 8ALAH* S 
Atomic Energy Commission I5pp 1Q7 j 6 282 S4X 
F i c b e 50-3 1 7# 83/0 5 / 23# 6306070 1 56 


6306070427 Notification of 630601 meeting w/uti 1 # E0S<0» ORNL C-E in 
BethesdaiMD to review conti ol sys on plant design for 
resolution of Unresolved Safety Issue A-4/ "Safety 
rmpllcation^ of Control Sys '* 

SZUKIEWlCZrA J Generic Issues Branch 63/05/26 KNIEL#K Generic 
rssuBS Branch 3pp 16780 348 24X Fiche 50-317*83/05/26# 

0306070427 


8306060105 Application to amend Licenses DPU-53 DPR-69* revising Tech 
Spec Page 3/4 6-19 re operability of containment isolation 
valves 

LUNDVALLfA E Daltimore Gas fit Electric Co 83/05/27 CLARK* R A 
Operating Reactors Dranch 3 3pp 10/19 354 84X 

Fiche 50-317# 03/05/27# B306060J05 


— 0306060109 Proposed Tech Spec 3/4 6-19 re operability of containment 
isolation valves 

e Baltimore Gas 6 Electric Co Q3/05/27 Spp 18719 357 24X 

Fiche SO-a 17# 83/05/27# 6306060 1 05 


0306090486 Foruiards safety evaluotion t< technical evaluation rept* 
"Conbiol of Heavy Loads " Guidelines of NUREG-0612 
satlflf i ed 

CLARK»R A Operating Reactors Branch 3 83/05/27 LUNDVALL# A F 

Haltlmore Gas & Electric Co 2pp* 1DD09 107 P4X 
Fiche SO-317# 83/05/27# 0306090426 


— 8306090492 Safety evaluation accepting util response to ^’Control of 
Heavy Loads Phase I " Item resolved 

» me - Np Detailed Affiliation Given 63/05/27 Spp 
18809 109 84X Fiche 50-317r 03/05/2/# 6306090426 


— B306030310 "Control of Heavy loads (C-JO) Calvert Cliffs Nuclear Power 
Plants Units 1 (< 2# " techniral evaluation rept 
OOMQEflOER* C Franklin Insti tute/Frank 1 in Research Center 
NRC-03-01-130 TER-C5506-342 63/05/31 CLEMCN80N* F NRC ~ No 

Detalleil Affiliation Given 20pp 16009 111 24X 

Fiche 50-317* 03/05/27* 03O6O9O4P6 


8306290194 Forwards FR notice of consideration of issuance of amend 
to License DPR-53 t* opportunity for prior hearing re 830307 
application for revised limiting conditions for operation 
concerning containment tendons 

CLARK.R.A Operating Reactors Branch 3 83/06/07 LUNDVALL* A E 

Baltimore Gas Electric Co 3pp 17046 290 24X 

Fiche S0-3J7i 03/06/07# 0306290194, 


--B306290202 Notice of consideration of issuance of amend to License 
DPR-35 fit opportunity for prior hearing re containment 
tendons 

CLARK* Ft. A Operating Reactors Dranch 3 03/06/07 4pp 

19046 293 24X Fiche 50-317103/06/07*8306290194 


O Inspection reports# IE Qulletlns fit correspondence 


8306010318 Forwards IE Insp Repts 50-317/83-11 fit SO-310/83-ll on 
830412-0510 It notice of vlolaiioD 

STARDBTECKI* R Division of Project fit Resident Programs. 03/05/16 
LUNDVALL* A E Baltimore Gas fit Electric Co 2pp 18602 249 24X 
ri cha. S0-3J7# 63/05/16* 6306010318 


--8306010320 Notice of violation from insp on 830412-0510 

a Region 1* Office of Director 63/05/16. 2pp, 18662,251 24X 

Fiche. 50-317* 03/03/16# 8306010318 


—8306010324 IE Insp Repts 50-317/63-11 fit 50-316/63-11 on 830412-0310 
Noncampl lance noted failure to prpcedurally require HEPA 
filter surveillance follauiing fire fit failure to perform 
required affluent sampling 

AnCHlT7CL, R £ * TRIMDLE. D C # MCCABE, E C Region 1* Office Of 
Director 03/03/16 iSpp 1B692 853 24X Fiche 50-317# 63/05/16* 

6306010318 


6306020402 Forwards IE Insp Repts 50-317/03 -00 6 30-318/83-06 on 
030404-08 fit notice of violation 

MARTIN* T T Division of Engineering 6 Technical Programs 63/05/20 
LUNDVALL# A E Daltimore Gas fit Electric Co 3pp 18695 036 24X 

Fiche 50-317*63/05/20,8306020402 


— 8306020404 Notice of violation from insp on 030404-00 

* Region 1# Office of Director 03/05/20 2pp 16695 041, 24X 

Fiche 50-317* 03/05/20. 8*306020402 


—8306020407 IE Insp Repts 50-317/03-06 fit 50-310/83-08 on 830404-00 
Noncompliance noted failure te folloui procedures re effluent 
sample confirmatory measurements fit re recorrfi fit repts in 
plant chemistry It radiocheml stry areas 

KOTTAN, J J I JANG. J C . PA6CIAK# W J Region 1# Office of Director 
03/05/17 8pp 16695 043 24X Fiche 90-317*03/05/20*6306020402 


8306060371 Advises that 030517 submittal on main steam line break 
analysis will bo reviewed per IE Bulletin B0‘04* "Analysis 
of PWR Moln Steam Lime Break H/Contlnued Foodwater 
Addition " Importance of review of bulletin stressed 
CLARK* R A Operating Reactors Branch 3 83/05/23 LUNDVALL* A E 

Daltimore Gas fit Electric Co 2pp 187S0 336 24X 

Fiche 50-317. 03/05/23* 6306060371 


0306070140 Forwards IE Insp Repts 50-317/03-10 fit 90-318/03-10 on 
030411-19 No noncomp 1 lance noted 

MARTIN* T T Division, of Engineering fit Technical Progremi 63/09/24 
LUNDVALL* A E Baltimore Gas fit Electric Co 2pp 16739 233 24X 

Fiche 50-317*83/09/24,8306070140 


—0306070146 IE Insp Repts 50-317/63-10 St 50-318/63-10 on 630411-15 No 
noncampl tanco noted Major areas inspec ted; 1 icensee actions 
on previous insp findings* audit program* organ! latlon It OC 
fit surveillance program review 

MEYER, 0 * PRELLiJ Region J# Office of Director CAPHTDN* D L* 
Division of Engineering St lechnlcal Frograms 63/09/11 Bpp 
18739 235 24X Fiche 90-317# 83/05/24* 8306070140 


6305110498 IE Info Notice 83-32. "Ruptured Am-S4i Bources Contained in 
Nell Logging Device " Sve list end 

TAYLOR. J M Division of Bafeguards fit Inspection Pragrems (Past 
630103} 83/05/26 Consol idated Edison Co of New York* Inc. 
125pp 18831 043 24X Fiche 50-000*63/05/26*6305110496 


0305110460 IE Info Notice 83-34* "Event Notificetlon Info Worksheet," 
Sve list end 

JORDAN* £ L Division of Emergency Preparedness St Engineering 
Response (Post 830103) 63/05/26 Conedldated Edison Co of New 

York* Inc 115pp 16732 089 24X Fiche 50-000# 63/05/26* 03051 10460, 


6305110461 IE Info Notice G3-39* "Fuel Movement W/Control Rods 
Withdrawn at BWRs " Sve list end 

JORDAN* E.L, Division of Emergency Preparodnees fit Engineering 
Response (Post 630103) 63/05/31 Consolidated Edison Co of New 

York. Inc 116pp 16732 206. 24X Fiche. 50-000* 63/09/31* 0305110461 


6306210121 Forwards responses to IE Bulletin 83-03* "Check Valve 
Failures in Raw Hoter Cooling 8ys of Diesel Generators " 

Check valves only verified tested in reverse direction Only 

one valve failure identified in 16 yrs of operation 

LUNOVALLiA E BaltlinDre Gee fi. Electric Ca. 63/06/07 ALLAN* J.N. 

Region 1* Office of Director. 4pp 1B914- 174 24X 

Fiche 50-317,03/06/0710306210121 


6306130001 Forwards main steem line break final containment response 
analysis re IE Bulletin 80-04 It results of statistical 
evaluation performed for strengthened niatls used in 
containment 

LUNDVALL* A E Daltimqre Gas It Electric Cq 83/06/08. CLARK* R. A 
Operating Reactors Drench 3. 13pp. 18824 250. 24K 

Fiche 50-317* 03/06/08* 6306 J 30001, 


8305110464 IE Info Notice 83-36* "Impact of Security Practices on Safe 
Operations " 8vc list encl 

JORDAN* E L Division of Emergency Preparedness fit Engineering 
Response (Post 830103) 63/06/09. Cnnsol Idated Edison Co. of New 

York* Inc 119pp 16630 200 24X Fich e. 50-000* 83/06/09* 63091 10464 


8306230363 Forwards IE Insp Repts 50-317/03-12 fit 50-318/63-12 on 
030509-13 Na noncomp 1 lance noted 

MARTIN* T T Division of Engineering It Technical Programs 63/06/09. 

LUNDVALL* A E Baltimore Gas fit Electric Co. 2pp 16944 136 24X 

Fiche 90-317,83/06/09,0306230383 
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— B3O622a3Q0 IE Insp Rep^s 50-317/93-12 {< 50-319/93-13 4>n 930509-13 N<i 
noncotnp li anCB iiotBCf Major areas inspoctad Poiloti^up or> 
prflviouslij identified insp i temsp radioac 1 1 ve rndtl transport 
& QA audits of radioactive mat! trawcport 

C0LLIN9*D J p SHANBAKV. M M Region 1. Office of Director 

03/06/07 9pp 10944 139 adXFicho 50-317. B3/0&/ 09, 9306230383 


9305110470 IE Info Motice 93-30. “Defective Heat Sink Adhesive t, 
Seismicallg Induced Chatter in Relaijs Mithin Printed 
Circuit Cards " 5vc list end 

i/ORDAN, E L Division of Emergency Preparedness & Engineering 
Response iPnst 030103> 83/06/13 Consolidated Edison Co of Ifew 

York* Inc liSpp 1B9SO 225 24X Fiche 50-000. 03/06/ 13, 93051 lOd 70 


0306090010 lE Info Notice 83-37,- “Transformer Failure Resulting From 
Degraded Internal Connection Catles " 9vc list end 
■JORDANi E L Division of Emergencij Preparedness tc Engineering 
Response CPoit 630103) 93/06/13 Consolidated Edisen Co of Neui 

York. Inc 543pp 19921 001 54X Fiche 50-000. 83/06/ 13, 9306090010 


0306160333 Ack receipt af 930420 Itr informins MRC of steps taken to 
correct violations noted in IE Insp Repts 50-317/B3-03 & 

50-319/03-03 

MARTIN.! T Division, of Engineering 6 Technical Programs 83/06/14 
tUNOVALL, A E Daltltnore Das 6 Electric Co 2pp 19960' 056 24 X 

Fiche a 0-317. 63/06/14, 9306 1 60323 


— B3Q6I60330 Responds to MRC 930322 Itr re violations noted in IE Insp 
Repts 50-347/93-03 U 50-310/93-03 Corrective actions 
aperture card reader reproducing capability dlsab led* foreign 
print log revised 6 neui OA procedure proposed 

LUNDVALL. A E Baltimore Das 6 Electric Co B3/04/20 MARTIN, T T 
Division of Engineering & Technical Programs 2pp J9Q60 059 
24X Fiche 50-317, 03/06/14, 0306160323 


03DS1 10475 IE Info Notice 93-40, “Need to Envlronmenta llg Qualify 
Epoxy Oroutfi 6 Sealers " Sve list end 

JORDANi E L Division of Emergency Preparedness te Engineering 
Response (Post 830103) 93/06/22 Consolidated Edison Co of Neu 

York, Inc ll5pp 19031; 179 24X Fich e 50-000, 83/06/22, 83051 10475 


9305110477 IE Info Notice 93-41, “Actuation of Fire Suppression Sys 
Causing Inoperability of Safety-Related Eciulpment “ Sve list 
enc 1 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 930103) 93/06/22 Consolidated Edison Co of Neu 

Yorkr Jnc ISOpp 1B997 007. 24 X Fiche 50-000,93/06/22,9305110477 


9306290461 Discusses util 030315 response to violations noted in IE 
Imp Repts 50-31 7/02-S9 S. SO-3] 9/82-24 & results of 
030419 meeting re response to tiuo security violations Addl 
Info required ComnpntE withheld (ref J0CFR73 21) 

MARTIN, T,T Division of Engineering 6 Technical Progrons 83/06/22 
BDHMAKERiN J Baltimore Oas tt Electric Co 2pp 19019 103 S4X 
Fich* 50-317,03/06/2210306290461 


—0306290465 Responds to NRC 930216 Itr ro violations noted in IE Insp 
Repts 50-3t7/BS-28 6 50-310/82-24 I terns 1 1* 2 not valid 
violations Details uithheld (ref 10CFR73. 21) 

DOWIAKERjN a Daltlffiore Oas 6 Electric Co 83/03/15 MARTIN, t T 
Division of Engineering b Technical Programs, ip 19019 185 
24)1 Fiche 50-317,03/06/22,9306290461 


0305110479 IE Info Notice 83-42, “Reactor Mode Bultch Malfunctions '* 
Sve list end 

JORDAN, E L Division of Emergency Preparedneie & Engineering 
Rftsponse (Post 930103) 83/06/23 Consolidated Edison Co of Neu 

York, Tnc I I6pp, 18996 842 24X Fiche 50-000, 83/06/23, 03051 10479 


S3051 10403 TE Info Notice 83-43, “Improper Settings of Intermediate 
Range CIRl High Flux Trip Setpoints ’’ Sve list enci 
JORDAN, E L Division of Emergency Preparedness St Engineering 
Response (Post 930103) 03/06/24 Consolidated Edison Co of Nesr 

York, Inc 116pp. 19046 297 24X Fiche 50-000,93/06/24,9305110403 


R Periodic operating reports 6 related correspondence 


B3O617OOL0 Monthly operating repts for May 1903 W/a30614 Itr 

LOTITO, E. M DaUlmore Oas l< Electric Co 93/06/14 Director '^s 
Dfflct, Office of Inipectlon and Enforcement, Itpp, 16002.259 24X 

Fiche’ S0-3i7i 83/06/ 1 4 , 9306 170010 


S Reportable occurrences, LERs b related c orraepondenc e 


B306160091 Responds to FQIA request for eight categories of records re 
certain syi in C-E designed nuclear power p lants , Foruards 
App A documents identified in (Categories 5 6 6 Category 0 
document not located. Remaining documents filed In NRR 
FEUTOW, J M, Division of Rules and Records 93/04/19 DEL4-,N 
Coalition for Safe Power, 4pp 19993 804 24X 

Fiche: 50-317, 03/04/ 19,03061 6000 1 


— 0306160093 Submits daily highlight re diesel generator failures at 
facility on 020603 Incident caused by poialleling of diesrl 
generators w/buses pouierod from offsite source licensee 
investigating incident 

JAFF£,D H Operating Reactors Branch 3 82/06/04 DENTfJN,H R , 

CARTER, J , E1BCMHUT,D B NRC - No Detailed Affiliation Oivcn Ip 
10094 239 24X Fiche 50-317,03/04/19.0306160001 


9306010264 Updated LCR 83-009/03X-2 on 030310, di scovered snubber 
2-15-10 not included in Tech Spec b suiveillance missed on 
snubber )-15-8 Caused by snubber beinq inrorrectly tagged 
Snubber will be correctly tagged 

FARRELL, E V , RUastLL, L B Baltimore Gas ti Electric Co 93/05/12 
ALLAN, J M Region 1. Office of Director 3pp 18672 252 24X 

Fiche 50-317,03/05/12,8306010264 


9306010277 LER 133-01 7/03L-0 on 03O41B, ESI actuation sys Cabinet 2D 
deenerglied In order to replace failed isolation module 
Isolator for IIL steam generator isolation signal logic 
module replaced h cabinet reenergized N/030512 lir 
LAGIEWSKJ,J S , DASSD, L F , RUSBULLrL D Baltimore Oas It Electric 
Co 03/05/12 ALLAN, J M Region 1, Office of Director 2pp 

10678239 24X Ficho 50-317,03/05/12,8506010377 


B306010300 LER 93-015/03L-0 on 030415, plant computer fal I ed, rendering 
In-core detectar monitoring sys inoperable Caused by out-of- 
step selection of multiple annlog inputs to analog control 
board, resulting in blown power fuse N/Q30512 Itr 

LAGIEN5K1.J & . RAYNOR. J N , RUBBELL, L D Baltimore Gas |c LlectrK 
Co 03/05/12 ALLAN, J M Region 1, Office of Director 2p p 
10673 102 24X Fiche 50-317,03/05/12,8306010300 


0306070077 LER e3-021/0lT-O on 030429, to address concerns of JE 
Bulletin 00-04, steam line break event leanalyied assuming 
failed open main feed reg valve Operating procedures 
modified to require manual feed sys trip N/9305I2 Itr 
BOUMAN, M E , RUSSELL, L D Da) iimore Oos 6 Electric Co 03/05/12 
ALLAN, J M Region 1, Office of Director 2pp 19737 359 84X 

Fiche 50-3)7,83/03/12,8306070077 


8306010307 LER 93-023/03L-0 on 030419, containment pump (CS) alarm would 
not clear, rend ering sump inoperable pot Tech Spec 3461 
Sump drained until alarm cleared Cause not determined 
W/a303l9 Hr 

JUNQE,M A , RAYNOR, J W , RUSCELL. L B Baltimore Gas 6 Electric Co 
93/05/19 ALLAN, xi f1 Region 1, Office of Director 2pp 
19672 321 84X Fiche 90-317, 03/05/19, DJ060I0307 


9306020423 Updated LER BI-044/03X— I an 910614, during routine shuidoun, 
MSIV 12 would not shut within required time limit Caused by 
nonsteel ring binding stem Ring replaced Purchase spec 
revised W/G30519 Itr 

DAVIS, 8 M , WE1R,S H , RUSSELL, L 0 Baltimore Oas & Electric Co 
03/05/19 ALLAN, J M Region 1, Office of Director 3pp 
10693 201 24X Fiche 50-317,03/05/19,0306020423 


8306020433 Updated LER 01-024/03X-1 on 010404, during routine bhutdewn, 
H8IV 12 closing time e^cceeded Tech Spec limit Caused by 
nonsteel ring binding stem Ring replaced Purchase spec 
revised W/830519 Itr 

DAVIS, S M , WEIR, P J , RUSSELL , L D Baltimore Oas it Electiic Co 
83/03/I9’ ALLAN, J M Region 1, Office of Director Opp 
IB693.225 24X Fiche 50-317,83/05/19,0306020433 


0306020467 LER 83-020/03L~0 on 030423, weld leak found in sealing sys 
for llA reactor coolant pump located in heat affected zone 
of u-eld joining Caused by vibration-induced fatigue Pipe 
replaced Ic flanges eliminated W/e30517 Itr 

UENOERLIOLR L , CARTNRIOHTiH D , RUSSELL. L Q Baltimore Gan fc 
Electric Co 03/05/19 ALLAN, J M Region 1, Office of Director 
2pp 19693 292 24X Fiche 50-317, 03/05/19, 8306020467 


83D6020436 RO’ on 030412, ays ter samples collected from Camp Conoy 
sampilng location N analyzed for gamma-emitting 
radionuclides per Tech Spec requirements Based on average 
silver activity level in oyster sampl es, doses insignificant 
FUHRHANtO.R Baltimore Oas S. Electric Co 93/05/23 Region h 
Office of Director 2pp 19694 loa 24X FUhe 50-317,83/05/23, 
0306020496 


930'620026B NPDES noncompliance notification on 030520, during receipt cf 
load of bulk aqueous ammonia, storage tank overflowed b 
SO-lOD gallons of ammonia solution entered Outfall 002 
Caused by improper attention during chemical transfer 
RUSSELL, L B Baltimore Gas tt Electric Co 93/05/24 ALLAN, J. K 
Region 1, Office of Director 3pp 18901 060 24X 

Fiche- 50-317, 03/05/24, 0306200260 


0306170031 LER 03-O24/O3L-O on 030427, during startup insp, heat 
damaged snubber discovered on piping between pressurizor l< 
power operated relief blocking valve Caused by damaged 
reservoir on snubber 1-64-1 Bnubber replaced W/830525 Itr 
PlERlNGERiP , JENNINGS, R T , RUSSELL, L B Baltimore Oas U Electric 
Co, 03/05/25. ALLAN, J M Region 1, Office of Director 3pp 
1B8B2 233 24X Fiche 50-317,93/05/25,8306170031 
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0306310108 Upd^tpd LER 03-00a/03X"l on DJU106< containment aump vaJve 
Hav-5463 ufould not operate Caiit^eri by ojtcessively worn uinrm 
gear Oeai replatod Frequency of preventive maint will be 
increased to every refueling outage M/U30&36 Itr 

LAGIE(^SKI.J 8 . UNKLE. r J . RUSSELL. L U Ualtimore Oas & Mectrlc 
Co Q3/05/36 ALLAN. J K Region 1. Office of Dlveclor Jpp 
18914 111 24Xrnhe 50-317.03/05/26,0306210100 


0306170011 LER 03-027 /04X-0 on 0JO4 12, oyt,tor samples toUectod from 
Camp Canny location showed Ag-llOm higher than background 
activity Caused by natural tendency of oysters to 
b i oCDTic entrate environ silver W/83060? Itr 

BROBST. Q E , RUSSELL.L D naltimore Oar. 8. Clectru Co 03/06/02 
ALLAN, J M Region 1, Office of Director 2pp 18082 2/3 24X 

Firhe BO-Sl?. 83/06/02, 83061700J 1 


9306200089 Updated LER 80-046/03X-1 on 000816, conta inment RMB ptimp 
fa 1 led I resulting in loss of containment gaseous 6 
particulote radiation monitors Caused by corrosion 6 
SLrbsequont vane wrar/f ai lure due to humidity N/B30602 Itr 
DAVfB.S M . CARTWFilOHT. W D . RUGBELL. I D Baltimoic Oas 6 I I ec trie 
Co 83/06/02 Al LAN. J H Region 1. Office of Director '<pp 
*8903 340 24X Fiche 50-317.03/06/02,0306200009 


8306200208 Updated LER 02-056/OUX-1 on 020907, during normal operation, 
containment particulate ^ goseous RMS sample pump tripped 
t< would not restart Caused by failure of shoft coupling 
Coupling replaced W/030602 1 t» 

LAOfEUSKJ.J S , CARTNRIOHT, tJ D . RUSBCLL. L D Baltimore Oas & 

Electric Co 03/06/02 ALLAN. J M Region i, Office of Director 
3pp 18903212 24X Ficho 50-317.03/06/02,8306200200 


— 0306150006 Public version of Rev 10 to Emergency Plan Implementing 
Procedure ERPIP 4 1 17. "Security Team " N/830519 Itr 6 
receipt farm 

RUSBELL, L B Baltimore Oas 6 Electric Co 03/05/11 12pp 
10071 170 24X riche 50-317,03/06/01,0306150002 


0306270195 Rev 3 to Emergency Response Plan Implementing Procedure 
ERPIP 4 4 7 6. "Post-Accident Sampling Sy s 6 Analysis 
RUBSELL, J D Baltimore Oas & Electric Co 03/06/01 37pp 
10991 287 24X Fiche 50-317.03/06/01,8306370195 


S306370164 Rov 9 to Emergency Responso Plan Implementing Procedure 
ERPIP 5 1. ‘Xommuni cations " 

RUSSELL, J □ . WALL,© F Baltimore Oas «c Electric Co 03/06/15 
lipp 10908 023 24X Fiche 50-317. 03/06/1 5. B3063/0 164 


8306200461 Dincusses util B30315 response to violations noted in IE 
Insp Repts 30-317/83-20 It 50-310/03-34 fe reiulis of 
030419 meeting re response to two security violations Add] 
info requirad Comments withheld (ref I0CFR73 211 

MARTIN. T T Dlvicion of Engineering & Technical Programs 83/06/22 
nOWMAKER.N J Baltimore Oas 6 Electric Co 2pp 19019 183 24X 

Fiche 50-317.03/06/22.0306200461 


— B3O6S0O465 Responds to NRC 030216 lir re violations noted in IE Insp 
Repts 50-317/03-28 6 50-318/02-24 Items 1 fc 2 not valid 
violations Details withhold (ref 10CFR73 21) 

DOWMAKER. N J Doltimore Gas 6 Electric Co 03/03/15 MARTIN,! T 
Division of Engineering & Technical Programs Ip 19019 103 
24X Fiche 50-317,03/06/23,0306280461 


0306280447 LER 03-O28/O1T-O on 03052/ discovered that both ECCG pump 
room air coolers out of sve fi am 030524-25 Caused by failure 
to realize potential safety significance of coolers piloi to 
Isolation for maint W/030608 lir 

WENDERLlEHiH L , RUSSELL, L 0 naltimore Oas & Electric Co 
83/06/00 ALLAN, v) M RegiDii 1, Office of Diroctnr 2pp 
19019 177 24X Ficho 50-317, 83/06/00, 8306200447 


8306210006 Updated LER 02-O2O/O3X-1 on 820604. while performinn 
surveillance testing, loss of i cdundant shutdown cooling loop 
6 operable boration flow path experienced Caused by impropei 
bus fuses Propel fuses installed W/030609 Itr 

DA3Sl3iL F , RUBBELL.L 0 Baliimare Gas & Electric Co 03/06/09 
ALLAN. J M Region 1, Office of Director Opp IB9H 13J 24X 
Fiche 50-317, 03/06/09, D3062100Q6 


0306210101 Updated I ER 79-031/OJX-l on 790731, during followup testing 
on Ere actuation sys unilcrvol taqc IoqIc circuit A, 15-volt 
dc power supplies to undcrvoltage logic A 6 II would not 
respond when signaled W/830609 Hr 

BASSO. L F . RUSSELL, L B Baltimore Oar Electric Co 83/06/09 
ALLAN. J N Region 1, Of fire of Director 3pp 18914 217 P4X 
FLcho 50- 317. 83/06/09. 0306210101 


V Operator Examinations 


0306140/14 Extends invitation to attend 030627 meeting In King of 
Prussia. PA to discuss transfer of llcrn&inq function from 
Sethesda. MD to Region I ofc 

3TAR0STECIM, R Division of Project 6 Resident Programs 03/06/09 
LUNDVALL.A E Baltimore Oas Ic Electric Co 2pp 18841 292 24X 

Fiche 50-317,03/06/09,8306140/14 


P Operating license stage documents 6 correspondence 


0306060051 Addl response to FDIA request for three categories of 
documents re PRA of reactor safety study niethodology 
application program repts & Intorlm reliability evaluation 
program ropts Forwards App A documents Search continuing 
FELTON, J M Division of Rules and Records 03/04/07 SHOLLV.S C 
Union of Concerned Scientists 3pp 18752 001 24X 

Ficho 50-000.03/04/07,0306060051 


3306010036 Requests publication in monthly FR of notice of 
consideration of issuance of amend to DL proposed no 
significant hazards determination re onsite organization 6 
snubber surveillance Enel available in Central Files only 
CLARK, R A Operating Reactors Branch 3 03/05/25 Operating 

Reactors Bronch 3 2pp 10603 241 24X Fiche 50-317,03/05/25, 

8306010036 


0306070047 Discusses reactor coolant pump soal ability to perform 
adequately after extended loss of component cooling water, 
per NUREO-0737, Item 1 1 K 3 25 "Effect op Loss of Alternating 
Current Power on Pump Seals " item resolution requested 
0L8GN, R C Baltimore Oas 6 Electric Co 03/05/23 CLARK, R A 
Operating Reactors Branch 3 2pp 18740 003 24X 

Ficho 50-317.03/05/23,8306070047 


0306070156 Forwards response to questions re MacOeth critical heat flux 
correlation used in Unit 1 Cycle 6 6 Unit 2 Cycle 5 steam 
line break analysis, per 030415 request 

LUND9AUU, A E Baltimore (7as & Electric Co 03/05/25 CLARK. R. A 
Operating Reactors Branch 3 5pp 10/36 217 24X 

riche 50-317. 03/05/25. 8306070] 56 


DOCKET 50-3 J0 CALVERT CLIFFS NUCLEAR POWER PLANT, UNIT 2 


F Security, medical, emorgcncij I. fire protection plane 


0306070229 Foiwards revs to training b qualification plan Revs withheld 
(ref 10CFR7a 21) 

DOWMAKER. N U Baltimore Gas It Electric Co 83/02/23 HAYNES, R C 
Region 1, Office of Director Ip 18746 111 24X 

Fiche 5 0-317. 03/02/23, 830607 0229 


B3O6010477 Informs that NURCG-OVJ?, Item III A 2 I, "Lmergencij 
Preparedness. Upgrade Emergency Plans to App E. 100TR30, " 
completed Item closed 

CLARK, R A Operating Reactors Branch 3 03/05/i 1 LUNDVALL.A E 

Daltiaiore Gas 6 Electric Co 3pp 10608 3S9 24X 

Fiche 50-317. B3/05/1 1, 830601047/ 


0306150082 Releases public version of revised emergency plan 
implementing procedure 

FELTON. J M Diviftion of Rules and Records 03/06/01 Diicument 
Kanagement Branch ip 180/1M67 24X Fiche 50-317,03/06/01, 

0306150082 


9306070427 Notification of 030601 meeting u/util, EO&O, ORNL t. C-E In 
BethesdaiMU to reviow control sye on plant design for 
resolution of Unresolved Safety Issue A-47 "Safety 
Imp 1 Icationo nf Control Sys •' 

SZUKIElflCZ, A J Generic Issues Branch 03/05/26 KNIEL.K Generic 
Issues Dranirh 3pp 10700 340 24X Fiche 50-317,03/03/26, 

0306070427 


8306060105 Application to amend Licenses DPR-S3 6 DPR-69, revising Tech 
Spec Page 3/4 6-19 re operability of containment isolation 
valves 

LUNDVALL.A C Baltimore Oas it Electric Co 03/05/27 CLARK, R A 
Operating Reactors Dranch 3 3pp 1Q719 334 24X 

Ficho 50-317.03/05/27,0306060105 


— 8306060107 Proposed Tech Spec 3/4 6-19 re Dperabillly of containment 
Isolation valves 

« Raltlmore Oas ti Electric Co 83/05/27. 2pp 10719.357 24X 

Fiche 50-317,03/05/27,0306060105 


8306090426 Forwards safety evaluation & technical evaluation rept, 
"Control of Heavy Loads. " Guidelines of NUREG-0612 
satlsfl ed 

CLARK, R A Operating Reectoi s Dranch 3 83/05/27. LUNDVALL.AE 

Baltimore Gas it Electric Co 2pp 18009 107 P4X 
Ficho 50' 317. 83/05/27,8306090426 
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— 830A090492 Safety evaluation accepting wtil response to '"Conti'nl of 
Heavy Loa-da Phase I *' Iten reseWed 

# WffC - No Detalletf Affiliation Given- B3/OS/27 Spp 
IBB09 109 24X Fltfie 50-3l7i Q9/05/27i Q30fi09042A 


“-0306030310 "Control of Heavy Loads (C-lO) Calvert Cliff* Nuclear Power 
Plants Units 1 b S, '* technical evaluation rept 
flPHBEHffEfli C Franklin Itisti tute/Frank H n Roioarch Center 
N«C“03-B1“|30 TER“C330&-342 G 3/05/3 I CLEMENSDN. F NRC - No 

Oetaiieii AffiMatlcin 01 van 30pp. 10GO? Hi 24X 

Ficbe 50-317.63/05/2710306090426 


0 Jnspectior) reports. IE Bulletins & c orreepondenc e 


0906010310 Feruiards IE Insp Repts 50“3l7/a3“ll ^ 9O-310/03-11 on 
03O412-O51O Ic notice of vialatiort 

BTAROBTECKit A Division of Project €< Resident Prograreis 03/05/16 
LUNDViALLiA E Baltimore Oas 8 . Electric Co 2pp 10603 249 34X: 
F 1 c h e 50-317, 03/05/ 16, 830601 0318 


“-03O6O1O32O Notice of violation from jnsp on 030412-0510 

» Region I 4 Office of Director, 03/05/16 2pp. 10602 251 24X 

Flche 30-317, 03/05/16, 8306010310 


““0306010334 IE Insp Repts 50-317/B3-1 1 & 50-318/03-11 on 030412-0510 
Noncompl i anCB noted failure to procedural ly require HEPA 
filter surveillance folloulrg fire 6 failure to perform 
required affluent saiftpling 

ARCHITZEL, R E , TRIHULE, 0 C . MCCABE, B C, Hog ion 1# Office of 
Director 83/05/16 1 9pp 10692 253 24)f Fl cfie SO-31 7/ 83/05/1 6, 

0306010310 


B3060S040S Foruarde IB Insp Repts SO“3i7/03-OB 1( 50-3 18/03-00 on 
830404-08 & notice of Violation 

MARTIN, T T DivUiorv of Enffinearlnp Sr Technical PrggramB 03/05/20 
LUNBVALLiA E Baltimore Oae & Electric Co 3pp 10695 030 24X 

FI Che 5D-3174 83/05/20, S3060204D2 


— 03O&O2O4O4 Notice of violation from Insp on 930404-00 

* Region 1, Office of Director 03/05/20 2pp 10695 041 24X 

Ff C h # 50-31 7 , 03/09/20, 0306 020402 


—0306020407 IE Insp Repts 50-317/03-00 it 5O-310/B3-OQ on 030404-00 
Nenconp 1 lance noted’ fa i Lure to follour procedures re effluent 
sample conPlrmatory naasurements Sr ra records t, repte in 
plant chemistry Si rad i ochemi stry areas 

KOTTAN, J J . JAHa.O C. . PASCIAK, N J Region 1, Office of pireetDr 
03/05/17 Bpp 10695 043 24^ Ficbe 50-31 7. 03/05/30, 0306020402 


8306060371 Advises that 830517 submittal on main steam line break 
analysis uill be revieued per IE Bulletin 00-04, ''Analysis 
of PHR Main Gteam Line Break N/Contlnued Faeduater 
Addition " Importance of review of bulletin stressed 
CLARKiR A Operating Reactors Branch 3 03/05/23 LUNDVALL. A E 

Baitlmora Oae 6 electric Co 2pp 1B7SO 336 24X 

F I C h e , SO -3 1 7. 03 / 05/23 , 030606037 1 


0306070140 Forwards IE Insp Repts 50“317/Q3-10 b 50-310/83-10 an 
03O4H-'15, No noneompl lance noted 

MARTlNiT.T Division of Engineering Ic Technical Programs 83/05/24 
LUNDVALLrA E Baltimore Oas Sr Electric Co, 2pp £0739 233 24X 

Flchf 80-317, 03/05/24,8306070140 


—0306070146 IE Insp Repts 50-317/03-10 b 50-310/03-10 un 030411-15 No 
noncajnpliance noted Major areas inspec ted. 1 icen&ee actians 
on previous insp findings, audi t program, arganl lati an b GC 
& suryei 1 lance program review 

MEYER, e I PRELLiJ. Region 1, Office of Director, CAPHTON, D L 
Division of Engineering b Technical Programs. 03/05/1 £ 8 pp 
18739 235 24X Fiche 50-317,03/05/24,8306070140 


0305110498 IE Info Notice 03-32, "Ruptured Affl^24I Bources Contained in 
Hell Logging Device " Sve list end 

TAYLDRi 0. H Division of Rafeguards fc Inspection Programs iPasi 
8301031 93/05/26 Consolidated Edison Co of Neu Vork, Inc. 

1 2 5p p 1 0831 : 043 24X Fiche' 50 'OOOi B3/0S/S6. B30S 1 1 0450, 


8305110460 IE Info Notice 03-34, "Event Notification Info Worksheet " 
8 vt List end 

JORDAM, E L. Division of Emergency Preparedness b Engineering 
Response {pact 03O1O3> 63/05/26 Consolidated Ed lion Co pf New 

York, Inc U9pp. 18732.005 24Jf Ft che 50-000, 03/05/26, 83051 10460 


G3091i046£ IE Info Notice 83-35, "Fuel HovemeTit W/Control Rods 
Withdrawn at BWRs, ** Eve list encl, 

UORDAN, E L Division of Emergency Preparedness & Eriglneerfnp 
Response Ipost 030103) 03/05/31 CansoJidated Edison Co of Nsu 

Yorkf Int. H 6 pp. 10732 208 24X Fiche: 50-000^ 03/05/31, 0305110461 


8306210121 Forwards respor^scB t(i IE Oulictin 83-03, 'Thrck Valve 
Failures in Rau Water CoDling Eye of Diesel Generators “ 

Check valves only verified tested In reverse direction Only 

one valve failure idejitifiud m 16 yx s of operation 

LUNDVALL.A E DaJtimori! Oas b Elrctiic Co 83/06/0/ ALLAN, J M 

Region 1, Office of Director 4pp 1HV14 174 P4X 

Fiche 50-317, □J/06/07, 0306210121 


0306130001 Forwards main steam lino break final containment response 
analysis re IE Qulietln 80'-D4 b results of statistical 
evaluation performed for strengthened m^itls used in 
e antalnmrnt 

LDNOyALL, A E Qaltimare ©js & Electric Co 03/06/08 CLARK, ft A 
Operating Reactora Branch 3 I3pp J0024 290 a4X 
FithP 50-317,83/06/08,0306130001 


0305110464 IE Info Nutice 83-36, "Impact of becurity Practices nn 
Operations " Svt. list end 

JORDAN, E L OivisiPn of Emergency Preparedness b Engineering 
Response (Post Q3O103) 83/06/09 Consolidated Edison Co of Neu 

York, Inc II9pp 18830 280 24X Fuhe 50-000,03/06/09,0305110464 


B3062303B3 Forwards lE Insp Ropts 50-317/83-13 b 90-318/83-12 wn 
030509-13 No nuncompl ia^nc e noted 

MARTIN, T T Division of Engineering b Technical Program? 83/06/07 
LUNDVALL^A C Baltimore Oas b Electiic Co 2pp 16944 136 24X 

Fiche 50-317, 03/06/09, 8306230303 


— S3062803BB IE Insp Repts S0-3J7/83-12 b 50-310/83-12 an 830507-13 No 
noncompliance noted Major ai eas inspected followup on 
previously Identified insp i terns, rad i oac tive mat! transport 
if QA audits of radioactive matl transport 
COLUINS, D J , SHANflAKY,M M Fleglon 1, Office of Director 

03/06/07 5pp 18944 138 24 X Fiche 50-317,83/06/07,8306200383 


8305110470 IE Info Notice S3-3B, "Defective Heat Sink Adhesive b 
Seismically Induced Chatter in Relays Within Printed 
Circuit Cai ds " Sve list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/06/13 Consol i dated Edison Cn af Neu 

York, Inc UOpp 18920 225 24X Fiche 50-000, 83/06/13, G3051 10470 


8306090010 IE Info Notice 03-37, "Trans former Failure Resulting T > om 
Degraded internal Connection Cables " Bve list encl 
JORDAN, E L Division of Emergency Preparedness b Enginoexing 
Response (Pest 830103) 03/06/13 Consolidated Edison Co of Neu 

York. Inc 243pp 10931 001 24X Fiche 50 - 000 , 83/06/13, 030607001 0 


G306160323 Ack receipt of 830420 1 tr informing NRC of steps txxkpn to 
correct violations noted in 11 Insp Repts 50-317/03-03 b 
50-318/83-03 

MARTIN, T T Division of Engineering b Technical Programs G3/06/J4 
LUNOVALLi A E Baltimore Gap b Electric Co 2pp 18860 056 24X 

Fiche 50-317,03/06/14, 0306160323 


— 8306160330 Responds to NRC 830322 Itr re violations noted in IF Insp 
Repts 50-317/03-03 b 50-310/83-03 Corrective actions 
aperture card reader reproducing capability di sab 1 ed, foreign 
print log revised b new OA procedure proposed 

LUNOVALL^A C Baltimore Gas b Electric Co 03/04/20 MARTIN, T 1 
Division of Engineering b Technical Programs 2pp 10P6O 058 
24X Fiche 50-317,03/06/14,8306160323 


83051 10475 IE Info Notice BQ-AO, "Need to Environmentally Qualify 
Epoiy Grouts b Sealers Dve list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post G3D103) 83/06/22 Consolidated Edison Co of Neu 

York, Inc llSpp 19021 179 24X Fiche 50-000, 83/06/22, 83051 10475 


8305110477 IE Info Notice 83-41, "Actuation of Fire Suppression Sys 
Dauslng Inoperability of Safety-Related Equipment " Sve list 
encl 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 03/06/22 Consolidated Edison Co of New 

York, Inf 120pp 10997 007 24X Fiche 50-000,83/06/22,830511047/ 


83O6S0O461 Discusses util 030315 response to violations noted in IF 
rnsp Repts 50-317/03-20 b 50-318/02-34 b results of 
030419 meeting re response to two security vi olations. Add 1 
Info required Comments withheld (ref I0CFR73 21) 

MARTIN,! T Divlcion of Engineering b Technical Programs 03/06/22 
DDWMAKERrN. J Baltimore Oes b EJecti ic Co 2pp 19019 103 24X 

Fiche 50 -3 1 7i 03/06/22 , 03062804 6 1 


— 8306200465 Responds to NRC 830216 Ltr re violations noted in IE Insp 
Repts 50-317/02-20 b 50-318/82-24 Items 1 b 2 not valid 
vlolatjons Details withheld (ref 10CF-R78 21) 

DOWMAKERi N- J. Baltimore Oas b Electric Co 83/03/19 MARTIN, T T 
Division af Exigineerlng b Technical Programs Ip 19019 IBS 
24X Fiche 50-317,83/06/22,0306280461 
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0305110^79 IE Info Notice 03-42/ "Fleflctor Modfl Switch Hal func t i ont " 
Bvc 1 1 & t poi I 

JORDAN/ E L Division of Lmergencij l‘rpporednoe9 Bng ineeriiiji 
Re^ponte (<^ost BGDi03) 03/06/23 Consolidated Edison Cn of Neui 
Yorlj Inc U6pp 18996 242 24XEicho 50-000.03/06/23.0305110477 


0305110493 IE Info Nntice 83-4‘i. "IftipropDr Settings of Intermediate 
Range (18) iligt Mux Trip Setpaints “ live list end 
JORDAN) E I DivisioTi of Emei geiicv F'reparedness l< Engineer iiig 
Response (Post 030103) 03/06/24 Consolidated Edison Co of NeiJ< 

Vorkt Inc 116pp 19046 297 24XFithD 50-000,03/06/24.0305110403 


8 Perlndlt operating reports & related currespondence 


0306170018 Monthly operating repts for Mag 1903 W/830614 Itr 

LOT I TO. E M Daltlmore Oas & Electric Co 03/06/14 Director's 

Office. Office of Inspection and Enforcement lipp 1B882 259 24)C 

Fiche 50-317. 03/06/ 14i 0306170010 


S Reperiable occurrences! LbRs tt related c orrespondence 


8306010270 LER 03-020/03L-0 on 830415. exhaust damper to ECCS roam 
erhaust fan 22 found disconnected from actuator in shut 
position Caused bg separation of damper lever arm from 
bushing due to wear Level arm stoked in place M/030512 Itr 
PIERINOEHiP A . LYQNSiM T . KUSSELL. L H Daltimore Gas & Electric 
Co 03/O5/1S ALLAN. J M Region 1. Office of Director 2pp 
10672 249 24X Fiche 50-310.03/05/12.0306010270 


8306010273 LER B3-024/03L-0 on 030410. c harg ing pump 22 removed Prom svt 
upon discovery of leak an discharge relief valve line Caused 
by crack in eocke-t weld between coupling K inlet pipe of 
relief valve, due to vibration Meld repaired M/030512 Itr 
JUNQE.H A . NUStDY. D E . RUSOFLL. L U Daltimore Oas l» [HectrU Co 
03/05/18 ALLAM. J M Region 1. Office of Director 3pp 
10672 343 SAX Fiche 30-310.03/05/12,0306010873 


0306010299 Updated LER 0i-O5O/O3X-l on 01 1020. reactor protective ftya 
Channel D thermal margin/low pressure trip unit bypassed for 
malnt after receiving spurious asymmatric steam generator 
trips. Caused by failed signal isolator M/03O5t2 Itr 
LAOl£M9Kl.%f B. r HINKLE.L B . FiUBSLLL. L D Daltimore Cas & Llectric 
Co B3/05/I2 ALLAN. J M nrqlun i. Office of Director :»pp 
10672 104 SAX Fiche SO-310. 83/05/12. 0306010297 


0306020374 Updated LGfl 08-O5O/OaX~l. on 0P1O17.H8IV 2J stroked shut In 
12 1 exceeding 36s Tech Spec limit Caused by valve packing 
junk ring binding stem Ring replaced tj/proper ring made of 
mild steel le purchase spec revised M/U305J9 Ltr 

MENDERLICIL R L . UEIR.P J , RUSSELL. L D Daltimore 0ns & Lire trie 
Co 03/05/19 ALLANrU K Region 1. Office of Director 3pp 
10695 110 84X Fiche 50-318.03/05/19.0306020374 


B306020430 Revised LER 01-DD7/O3X-I on OlD110iNeiVs 21 L 22 foiled to 
shut ulthln raaulred time limit Caused by galled stems of 
pecking junk ring Rings replaced M/030517 ltr 

RUSSELL. L V , DAVI8.S M . MEJILP J Daltimore Oas 6 Electi Ic Co 
03/05/19 ALLAN. J H Region U Office of Director Ppp 
10694 107 24X Fiche 50-310.03/05/19.0306020430 


8306020430 Updated LER 01-O4O/O3L-1 on 01O9I>3i during surveillance 
testlng.HblU 82 closing time exceeded Tech Spec limit Caused 
by nonsteel ring binding stem Ring replaced Purchase spec 
revised M/0305i7 ltr 

MEHDERLlCMi R. L . MEIR.P J, . RUBSELL, L D Daltimore Oas 8. Llectrlc 
Co 03/05/19 ALLAN.J K Region 1. Office of Director. Hpp 
10694-099 84X Fiche 50-310, 03/05/19. 8306020430 


B306020436 RD on 630412. oyster samples collected from Camp Conoy 
sampling location anelyxed for gamma-emitting 
radionuclides per Tech Spec requirements Rased on avrraga 
silver activity level in oyster samp les. doses inaignl f leant 
FUiHRMANiO R Taltimore Oas t( Electric Co 03/05/23 Region 1, 
Office of Director 2pp 10674 lOS 24X Fiche 50-317.03/05/23. 
0306020436- 


830620026B HFDE8 non c omp 1 lance noti f icat i on on 630520. during receipt of 
load of bulk aqueous ammonia, storage tank overflowed l< 

50-100 gallons of ammonia solution entered Outfall 002 
Caused bg Improper attention during chemical transfer 
RUEBELLiL 0 Daltimore Oas 6 Electric Co 03/05/24 ALLAN. J h 
Region 1. Office of Director 3pp 18901 060 24X 

Fiche 50-317.83/05/24,0306200260 


0306170072 LER 83-OP5/03L-0* on 030486. ta 1 twatsr Inlet valves to 
circulating water pump roam air coolers SM5290 6 8M5251 
diicavared open uihile automatic safety injection actuation 
signal disabled Caused by inadequate procedure M/030585 ltr 
UENOERLiGHiR L . PAV18.0 9 . RUBSELL.L D Daltimore Das & Electric 
Co. 03/05/25 ALLAN.J M Rrglon 1, Office of Director. 3p^, 
10002 244. 84X Fiche 50-318.03/05/25.0306170072 


0306210099 Updated LER 03-OO1/O3X-I on 030104. vital Inverter 21 
tripped, resulting In lass of vital Instrument bus PYDl & 
deenergiiing pressure conti'oller 8-210-103 Caused by use of 
improper bus fuses W/830526 ltr 

PAVIB.O D , DABSO. L F . RUS6EUL.L D Haltimore Cas it Electric Co- 
03/05/26 ALLAN.J M Region 1. Off ice of Director Opp 
10914 814 24X Fiche 50-310, 03/O9/26i 03O62JOO99 


D306810139 Updated LER 82-0S5/O3X-1 on 081880. vl tel ac inverter 22 
fa i led. causing 120-vo-lt ac vital bus 22 ta deenergise Caused 
by improper vital Instrument bus fuses PropiT fuses 
installed M/630526 ltr 

JUNOE.M A . DA980. L F . RUSfiELL.L D Daltimore Oas it Electric Co 
83/05/26 ALLAN.J H Region 1. Office of Director 3pp. 

18915 840 24X Fiche 50-310.03/05/26.0306810159 


0306210846 Revised LER e2-038/O3X-l on 020706. during routine 
s urve 1 L lance. diesel generator 81 would not start Caused by 
broken inlet air check valve disc Oeneratar repaired 
C Dunteruie i gfi t Ing procedures revised M/830526 Ltr 

LAOIEWSKI. J 8 . HUBEDV. D E » RUSSELL. L P Baltimore Oas tc Electric 
Co 83/05/86 ALLAN. JH Region 1. Office of Director 4pp 
10917 on S4X Fiche 50-310. 03/05/26. 0306210846 


0306170480 LER 03-O81/D3L-O on 830504* c ontalnmsnt sump alarms declared 
Inaparabla Caused by defective alarm card. Alarm card 
r eplaced. Annunciator alarm will be checked daily M/030602 
1 tr 

JUNOE.M. A , RAVNOR. J M . RUSSELL. L D Daltimore Oas 6 Electric Co. 
03/06/08 ALLAN.J H Region 1* Office of Directar. 2pp 
10077 060 24X Fiche 50-310. 03/06/02. 0306170480, 


0306200118 Updated LER 0O-O47/O3X-1 on 00101 4. during normal operation, 
containment RH8 pump failed resulting in lots of containment 
gaseous & particulate radiation monitors Caused by 
corrosion Fump replaced M/03’0-608 ltr 

LAOtEMBKl.J S . CARIMRIDHT, M 0 * RUSSELL. L S l)altlm0r» Oas ic 
Electric Co 03/06/02 ALLAN.J H Region 1. Office of Director. 
3pp 18703 326 24 X Fiche 50-318.03/06/0810306200110 


0306210046 Updated LER BO-023/03X’-1 * on 800416. steam generator isolation 
signal block D permitted steam generator isolation signal D 
to be blocked tc LOCI sequencer alarmed Caused by voltage 
dieturbance in Inverter output M/030607 ltr 

DA8B0.L F . ROS0ELL.L B DaUtmore Oas «c Electric C« G3/C6/09. 
ALLAN.J N Region i. Office of Director 3pp, 109ll*826 S4K 
Fiche 50-318,03/06/09.0306810046 


8306200178 LER 83-02B/03L-0 on Q30516. ac cumulator 18 on K8IV 81 found 
to have ruptured bladder No cause stated Accumulator 
repaired Ir H81V declared operabla M81U 81. accumul star 5. will 
be replaced during next hot shutdown, M/03D609 ltr 

PIERINOER.P A . MEIR.F J . RU80HLL. L U, Baltimora Oas I Electric Co 
03/06/09 ALLAN.J H Region i. Office of Director 2pp 
19014 276 24X Fiche 50-310.03/06/07.0306200178. 


8306200462 LER e3-0a9/O’3L-0 on 830515. during startup. dose equivalent 
1-131 determined to be 1 30 uCl per g Caused by Iodine 
spiking due to leaking fual pins L change in power level, 

Bampllng frequency Increased. M/030607 ltr 

JUNOE.M A . RUBSELL. L D Daltimore Oas 8r Electric Co. 83/06/09. 
ALLAN.J, M Region 1. Office of Director Spp 19010 324 24X 
Fiche: 50-31 8. 03/06/09. 0306800468 


0306200358 LER 03-026/03U-0 nn 83051 5. N3IU 81 stroked shut In 3.62 S. 
exceeding Tech Spec limit Caused by loose arm on position 
switch 8-23-4043A Arm adjusted 6 tightened 6* full-stroke 
test will be performed during next shutdown M/03D613 Itr 
PIERINOER.F A . HINKLE.L 8 * KUSBELL. L U Baltimore Oas h Electric 
Co. 83/06/13 ALLAN.J M Region 1. Office of Director 8pp, 
19001:800 24X Fiche 50-310.03/06/13.0306880352 


V Operator Examinations 


0306140714 Extends invitation to atten'd 03D687 meeting in King of 
Prussia. PA to discuss transfer of licensing function from 
BethesdatND to Region I ofe 

STAR08TECK.1. R Division of Project Resident Programs, 03/06/07, 
LUNDVALL.A E Daltimore Oas 6 Electric Co 2pp 1 0841' 298 24X 
Fiche: 50-:317, 03/06/09. 0306140714, 


DOCKET 50-320 THREE MILE ISLAND NUCLEAR STATION. UNIT 8 
F Bicuritv. medical, emergency t. fire protection plans 


0306060860 Forwards IE Insp Rvpt 50-380/83-05 an 630404-0501 L notice 
of violation 

BTAR08TECKI. R, Division of Engineering 6 Technical Programs. 
63/05/23. KANOA.D K, Oeneral Public Utilities - GPU Service Corp 
Spp 10727 013 a4X Fiche 50-320,63/05/83*0306060260. 
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— 8^060602^? Kqtic* tfP violation from intp on 030404 -aSOj 

■» Rogion I. Office of Dfrocton 03/09/23 Ip 10727 0J5. S4X 
F 1 c h 0 : 50 -330i 63/05/23, B 3060A|)260 


— 53060(^0266 IE Insp Rept S0-320/a3'0a on 830404-0501 Uoncomp 1 iancio 
nottd faiiurr to Implrment recovery proctdure fullg 

during pmcesi-fng of reactor bJdg suirp water through 
lulintrgad if laiinera 1 i r er «gs 

0 ^ BELL, J M . 0/^RRiK R Region ii Off tee op Director 
83/05/20 9pp IB727 016 24X Flcfie 50-320,03/05/23*0306060260 


030684031? Act reciipt of 030504 ttr r« emergiinctt infa brochures Util 
propoBV* to effect dlatrlbution prlmarilg bg direct nail ta 
agricultural cafliaiunity within plune exposure pathway 
emergency planning lone 

ROOANi R E general Public Utilities ~ CPU Service Carp P3/05/31 
KALLOUEUL,P Penns glvania, Cornmnnuiealth of, Ip 18900 153 S4X 

F 1 c h B 50-209, 03/05/3 1 * 030624 031 9 


0 Adjudicatory correspondence 


0306030007 FOIA request for rept or memo to Contmlss i oners reviewing 
evidence In rscentl y^terminated lawsuit betueen oru !< P&kl 
in federal court, Southern District of HY 

HEIfiBiE R Union of Concerned Scientists 03/02/23 FELTOM,J 
Division of Rules and Records Ip 16733 043 24X 

FIche. 50-320* 83/03/23* B306030007 


0306000261 FOJA request for R Parks 56-page affidavit tent to U5 Dept 
of Labor 

RiJMANOiF R Air and klater Pollution Patrol 63/03/31. Division 
of Rules and Records Ip 18787,177 54X Fiche. 50-320* 83/03/31* 

0306000261 


0306030010 Responds to FOIA request for rept or memo to Commissioners 
reviewing evidenci In recently-terminated lausuit between 
OPU h in federal court* Soutfiern District of MV Rept 
available In PPR 

FELTONi J H Division of Rules and Records 83/04/01 ME1&0* E R 

l/nion of Concerned Scientists Ip. 18733 044 24X 

F 1 e b » ■ 50 -320* 03/04/01 , 030603-001 0 


8306080262 Rsaponds to FDIA request for A Parts 96-paga affidavit sent 
to 1/8 Dept of Labor Forwards 1 Devine 830323 Itr 
transmitting AD Parke 830321 affidavit 6 AD Parks 830316 Ur 
to fiechtel, 

FELTOM, J M Division af Rules and Records B3/04/J2 ROMANO, T R 
Air and Water Pollution Patrol, Jp 18787 178 24X 

F i r b e. 50-320, 83/04/12* 8306050262 


8306030329 Requests available evidence ic conclusions re fal sif i catson 
of TMl-2 records per H Martman Mar 1900 allegations Info 
should include NRC atiajyiea tr Tepti,ingt review records l< 
spcicifie citations supporting MRC statEment. 

BLAKE* £ L. Shaw, Pittman, Potts Ic Troub ridge 63/06/01 
PLAiRCrH. H Office df the Oeneral Counsel 3pp 10700 350 SAX 
Fi c h e 5 0-209* 83/06/0 1 * 0306 030329 


B306260387 Requests* under FOIA* to esamlne all f I lei* documents, repta, 
Itrsimemas 6 othar info re probe conducted by T Martin In 
1980 pertinent to leak rate data on water It hydrogen levels 
at facility In 1970 Review of future info also requested 
HErLTDM,B, L. Mepford, Ewart?, Menater I, Morgan 83/06/24 
OENTONrH. fi Office of Nuclear Reactor Regulation* Director 2 pp 
1 900 1 ■ 272. 24X Fi c b e : S0-32D, 03/ Q6/24 , 8306200307, 


I Oeneral correspondtnee 


306020043 Respon-di to 830902 Ur re 630328 M/ Times article concerni np 
safety 6 effect! vsness of cleanup.AddI Info re review li 
regulaliion of cleanup program encl. 

DENTOM,M R Office of Nuclear Reactor Regulation, Director. 

83/05/24 COLEMAW*L a New Jersey * Bt ate of, Opp 10699* 330 24 X 

Fie he; 50-320* 03/05/24* 8306020043. 


0306020047 Requests review of questions raised in B3032B NY Times 
article re safety ^ effectiveness of cleanup program Article 
ertc I 

COLEMAN* L 0 New Jersey, Btate of. 03/05/02. PALLAOINOjN. 
Commissi oners. 4pp. 18700 009. 24 X Fiche 50-3204 03/05/24, 

63060 SO043 


06150460 Responds to 830510 Ur re public Input to pragrammatic £18 

on cleanup. Processed acc i dent-generated water disposal 

Ttetlied will require Commisfion approval 

BNVOEApB.J. TMI Program Office^ 83/06/07 HENDRICKB* M 

bffi nation LPntnuun. 2 pp- 10069; 198. 24X Fiehe 50-320* 83/06/07* 

3306150460. 


--8J061S046] Expresses shuck & il i BetichaMt-ineTit lu/luck of gpvt (onerTn oi**, 
public View of cleanup offpi ts 

HENBRiCKSiM Affiliation Unknown 03/05/10 SNYDFR. 0 TNI 

Program Office Ip 10069 200 24 X Fiche 50-320.03/06/07, 

83061 50460 


P Operating license stage dacuments tc correspondence 


03O62BOSD2 FOIA request for copiea of all permits allowing radiouctriv^ 
matls in se-wage or sewage kludge from plants or sanitary 
landfills since 020 i 0 | or any repts frem TMI concoining 
levels af radiation or rudianuclide c ontami na 1 1 on 
HUNT.fl D Three Mile Island Alert GJ/04/07 Office of 
Adminlatration Jp J9043 214 24X Fi the 50-320*81/04/07. 

8306200202 


8306260206 Partial response to f (JIA request for copies of permits 
allowing radioactive matls in sewage oi sewage sludge from 
TMI plant transported to area sewage tTeatment plants nr 
landfills Forwards App A documents Seaich continuing 
FELTON* J M Division of Aules and Records 03/05/06 HUNT, fl P 
Three Mile Island Alert 2pp 19043 215 24X Fiche 50-320, 

03/05/06. 0306200206 


— 03D62BO21 1 Submits evaluation ret.ults of contaminated sewage in Gate / 
sawago holding tank Concent? ations Of radionuclides in 
sewage In accordance w/(0CFR20 303 Cs-137 & tritium 
conceniratiano 0 023X mpr f* 0 005/X aipc, respect! vely 
LAZ4RSKI,« F Region I, Office of Director Q3/01 /l' 7 
BARRETT, L H TMI Program Office 4pp 19043 26J 24X 

Fiche SO-320, 03/05/06* 8306200206 


— 03O62BO216 Forwards info re dale 7 sewaqe holding tank* located outside 
west entrance to turbine bldg Info consists of effluent t< 
tiraflte disposal 6 liquid effluent to summation of all 
TQ leases 

DyRNE*U J Region 1* Office of Dnertpr 03/02/04 DAHRETT.L M 
TMI Proflram Dffite 33pp 19043 265 24X riche 90-320. 03/05/06* 

8306200206 


—8306200220 ForiMards OPU 630331 memo & related info ro eontamin.'stian 
in Gate 7 ses;a 0 e holding tanks Info results of King NY 
Times article Olschel affidavit 

BARRETT, L H TNI Program Office 83/04/06 NARD*B Region 1* 
Office of Director 49pp 19043299 24X Fiche 50-320* D3/0&/06* 

0306280206 


8306030164 Submits status rept re Commission activities concernlns 
allegations raised by GPU employees R former employees on 
mods to plant sys i< components w/o proper review* teste & 

Approval 

FALLADINO,N d Commissioners 03/05/12 MINNICM* J Advisory 
Council for Oacon tamination nr TMl Unit 2 Ip 18733 332 24X 

Fiche 50-320* 03/DS/ 12, 0306030 J 64 


8306230497 Notification of contract executi on* Mod I to ‘'Provision of 
Technical Assistance to Assesu Psychological Stress Related 
to Decontamination €< Disposal of Radwaste at THl-2 
Contractor Humnn Design Group 

SMITH, P. A Administrative Contracts Branch FIN D-7530 83/05/13 

DENTON* M A Office Of Nuclear Reactor Regulation* Director. 
CLEARV*DP NRC - No Detailed Affiliation Given Ip 18982 03S 
24X Ficbe 50-320*83/05/13,830623049/ 


— B3D6230S01 Mod 1* deobl Igatlng balance of funds# to "Piovision of 
Technical Assistance to Assess Psychological Stress Related 
to Dec ontaminati on t. Disposal of Radui.iste at TMI Unit 2 
DAUM, A S Humon Design Group SMITH, P A Admlni strative 
Contracts Branch. FiN Il-75>.<e 03/05/13 ip 10902 036 SAX 

Fiche 50-320, 83/03/13. 8306P30497 


8306030490 Farwards corrected page previously Issued w/fi30S06 Amend 21 
to License DPfl-73 

SNYDER* B J TNI Program Office 83/05/19 KANOA* B K OrneraJ 
Public litiUties - OPU Service Corp Ip 18733 227 34X 

Fiche' 50-320* 03/05/1?* B3O6O3O490 


—8306030500 Corrected pages to Tech Specs issued w/Amend 2i to litenpr 
DPR-73 

a TMI Proflram Office 83/05/i9 Opp, 10733 228 24X 

Fiche - 50-320, 03/05/19* 03060304 90 


83O602OO'96 Responds to Coflimltter on Interior 6 Insular Affairs 030504 
request for documentation re cleanup activities 6 790320 
iricidunt, 

KANOA * 8 K Oeneral Public Utilities - GPU Service Corp 03/05/27. 
BARRETT, U H Till Program Office, 29Jpp 18691 266 24X 

Fiche 50-330,03/05/27.0306020076 
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030^160602 roTu/dida liat of q,ucations f' c lai i f i cat xon of ttpma 
requiring response re revieui t»f undprihidd charac iet i lafcton 
SERs Majority of items disriia^ed dJjrjnq meeting 

u^uti I 

D>^RRETTiL H TMl Program Office 03/06/02 KANOA, D K Oencri»l 
Pubild Utllitie*> - (iPU Service Corp ^PP 18876 336 24X 

Fsche 50-320,03/06/02, 8306160602 


0306220190 Forwards Vol SiNumhoi A to NUnUQ-OOVO, "Rept to Congress on 
AQs, •’ for Foul th Quarter CVU2 One AO repoi ted at NRC 
licensees re luoperab 1 1 1 fcy of containnic nt spray sys 
Agreenent states rcpoi ted no AOs 

AHEARME, J F Com/ni ss loners 03/06/02 O'NEILLp 1 P Mouse of Rrp 
Spp 10940 024 SAX Fichc 50-000,03/06/02,0306220198 


--8306320264 Agrees tii/83022b view that li^W/util litigation should bp 
carefully reviewed Responses to Guesiions 2 through & raised 
in 8302P5 Jtr end 

AHeARNF, J F Commissioners 03/06/01 UDALL. M K Itousr nP Hep 
Interior & Insular Affairs 5pp 111940 107 /4X 

Fiche 50-000, 03/06/02. 8306230190 


— 0306320260 Discusses importance of carefully analyzing B30222 reCDr>tl of 
hearing on util/BWJ litigation to determine whether record 
contains info bearing on gurstiotis of competence (< character 
regui 1 cments of UL holder Questions per 7M1-2 accident end 
ODALLtM K House of Rep , Interior )h Insular Affaiis U3/02/Q!> 
PAUUADIND, N Commissioners Ppp 10940 113 24X 

riche 50-000, 03/06/03, 0306220190 


03062S0161 Requests cooperation in respnncling to DN(4L info requests to 
assist 111 preparation of suppl to prel imiiiary EIS Staff 
meinber should bP designated os coord iiinior 

SNVOER, D J THI Program Office P3/OA/OB KANOA, D K Crneral 
Public Utilities - GPU Service Corp f’j.p 10937 320 24X 

F i c h e 50-330, 03/06/00, 8306220 J 6 i 


3306170302 Advises that J Flanigan will be tnordinator for DNWL work 
suppl to programmatic EI5, in response tu 830600 lii 
KANGA,II K General Public Utilities - OPU Service Corp 03/06/13 
SMYDCH* C J TMI Program Office Ip 10870 170 24X 

F 1 e h fi 50 -320, 03/06/ 1 3, 0306 1 /0202 


8306220035 Forwards proposed Rev / to or q^ni zation plan for facility, 
changing organiiation chatts to indicate realignment of 
functions reporting to recevei y operations section NRC 
approval 6 implementation date requested 

KAHGAj 8 K General Public Utilities - GPU Service Corp 03/06/14 
0NVDER,B J TMI Program Office 3pp 18930 206 SAi 
F i ch e 50-330, 03/06/ H . 8306220035 


0306200357 Forwatda fees incurTt’cl for review of underhend 
characterization study Docu/nents consist of single safety 
I »SUB, 

KANQA, B K General Public Utilities - GPU Service Corp 03/06/15 
BMVDER. D J TMI Program Office ip 1 Q901 031 24X 

F i Che- 50-320, 03/06/ 1 5, 0306200357 


8306200074 Requests util provi do, ui ih in 3-0 days of Itr receipt, 
justification for instances where 1ech Spec surveillance 
exemption invoked due to ocrupational exposure Enforcement 
action will be taken if issuee not expeditiously addressed 
SNYDER, B J 7M! Program Office 03/06/15 KANGA, D K General 
Public Utilities “ GPU Service Corp Llpp 19042 344 24X 

F i q h e 50-320. 03/06/15, 8306200074 


G306220054 Forwards Addendum I to polar crane load test 8tR for review 
addendum incorporates responses to NRC 6 other comments re 
load test 6 operating procedures Changos discussed U/o eiicl, 

KANGA, 0 K General Public Utilities - CPU Service Corp 03/06/17 
BARREtTrC M 7MI Program Office ^pp 1B930 023 24X 

F 1 c h e 50-320, 03/06/ 1 7, 0306220054 


Q Inspection reports, IE Bulletins 8, enr r ospondence 


8306200430 FOIA request for NilC Inyestiqntian Rept 1-83-003 re 
faci 1 i ti es 

KlLCOYMErxl J Kilroyne, JO 03/03/28 FELTON, J Division of 
Rules and Records Ip 10920 010 ?4iX Fiche 50-209,03/03/20, 
0306200430 


03062DD434 Rerpoiids to FOIA request far NHC Investigation Rept 1-03-003 
re facilities Rept withheld (ref FOIA Lxornptians 5^7) 

FCLTDN, U M Division of Rules and Records 03/05/02 KILCOYNL, J vJ 
Kilcuyne, J U Ip 10920 017 24 X Fiche 50 ''20 9, 03/05/02, 

8306200434 


B3060200DB ConFirms B30SJ6 idenii f j cati on af housekeeping 8* industrial 
safety hazard actions in response to 330505 Insp 

BARRETT, L H TMI Program Office 03/05/16 fiANCA, D K Ornorai 
Public Utilities ~ GPU Service Corp 3pp 10702 353 24X 

F i c h e. fl 0-320, 03/05/16, 0306020000 


8306060260 Forward n IE Insp Kept bO-oao/BU-OS on 030404-0501 fc notice 
of violatian 

3 TARDSTECKJ, n Divisian of Lug ineerlng 6 Technical Pregrams 
03 / 05/23 kANOA, 1 ? K General Public Ukilltiee - CPU Service Corp 
2 pp 10727 013 24 X Ficht 50 - 320 , 03 / 0 5 / 2 J, B 30 6060 260 


— Q306060262 Notice of violation from insp on 030404-0501 

» Region 1.^ Office of Director 03/05/23 ip 10727 015 24X 

Fichc SO -320, 03/03/23, 0306060260 


— 03O6O6O266 IE Insp Rept 50-320/03-05 on 030404-0501 None omp 1 1 anc a 
noted failure to implement rccevarg mode procedure fully 
during prucessitig of reactor bldg sump water through 
aufatnerged demtner al 1 1 er sys 

NIEDE. J S , DFLL, J M , DARft, K R Rrpion 1, Office of Director 
03/05/20 9pp 18727 016 24X Fichc 50-320,83/05/23,0306060260 


0305110450 IC Info Notice 03-32, “Ruptured Am-a41 Oources Contained In 
Uell Lagging Devjce '' Sve list end 

TAYLOR, J M DivlBion of Gofeguerds 6 Inspection Programi (Post 
8301031 B3/0S/26 CoMsulldated Edisan Co of New Vork, IiH 

135PP 10031 043 a4X Fichp 50-000,03/05/26.0300110450 


0305110460 IE tofa Notice 83-34, "Event Not I f Icetion Info Worksheet " 
8vc list end 

JORDAN, E L Division of Emcrgs'iiry PTepnrednesi 6 Engineering 
Response (Post 0301031 03/05/26 Consolidated Edison Co of New 

York, Inc llSpp 18732 08b 24X Fiche 50-000, 83/05/26, 83051 10460. 


0305110461 IE Info Notice D3-35. "FobI Muvemunt H/Coritrol Rods 
Withdrawn at DWHs '* 8vc list rncl 

JORDAN, E L Uivicion of Emergency FVoparedneit 6 Engineering 
nespattse (Post 030103^ 03/05/31 Consolidated Edison CO of New 

York, Inc U6pp 18732 GOD 24X Fithe 30-000# P3/05/31 » 8305 J I 046 1 


8306060331 Staff requirements memo re Cftmml salon 030524 briefing on 
NRC revalldaiion of mgt competence identified In Insps on 
830518 it 19 

CHILK, 8 J (Ifficc of the Borretary oP the Commission 63/06/02. 
DIRCKS, W J Office of the Executive Director for Operatlans Ip 
10789 355 24X Fichc SO-320, 03/06/02, 0306080331 


8306L3013/ Responds to 830310 IE Dulletin 03-03, “Check Valve Fellurti 
Irt Raw Nator Conling Dye of Diesel Generators “ Inservlce 
test program includes chock valves in flow path of cooling 
water for diesel generators No change lequired, 

KANOA, 0 K Oenural Public Utilities - GPU Bervice Carp> 03/06/07 

ALLAN, J M Rogloii 1# Qffico of Director 2pp 180:24 S02 24X 

Flcho 50-320,03/06/07, 0306130137 


03OS1 10464 IE Info Notice 03*36, '^Impact of Be curi ty Practices on Safe 
□ peratians “ Gve list end 

JORDAN, E L Division of tmerpmey P^reparedness 6 Engineering 
Responso (Post 030103) 03/06/09 Consol irfited Edison Co of New 

York, Inc lJ9pp 1BQ30 i!OU 24X Fithe DO-000, 83/06/09. 03001 10464 


B306140600 Forwards F Ic kard# L owe tt Garrick, Inc investigation rept on 
allegations re usr of polar crane Util response to rept 
end Adrfl info for iheomi ng in rpsponne to rept 
rec ommendnt ions 

ARNOLD. R C General Public Utilities - GPU Service Carp 03/06/09. 
SNYDER, tt. J TNI Program Off Icp 144pr 16834 02K 24X 

Fiche 30-320, 03/06/09,6306140600 


8305110470 IE Info Notice 03-30. ''Defective Heat Sink Adhesive it 
Saismically Induced Chatter In llplays Within Printed 
Circuit Cards '* Qvc list one 1 

JORDAN, C L Division of Emei griicy Pr oparednesi I# Engineering 
Respunee (Post 030J03) 03/06/13 Consolidated Edison Co of Nau 

York, Inc llOpp 10920 22 1> 24X P 1 r he, 50-000# 03/06/13, 0300H0470. 


8305110473 IE info Notice 03-40, '’Need to Environmentally Qualify 
Epexy Grouts 6 Sealers “ Ovc list end 

JORDAN, E L Division of Lmergcncy Prrparrdneti 8( Engineering 
Ratpanse (Pnet 630103) 03/06/22 Consolidated Edison Co of New 

York, Inc llDpp 1902i 179 24XriihB 50-000. 63/06/22. 83051 10475. 


S305110477 IC InPn Notice 63-41, ‘'Actuation of Fire auppreeeiort Bys 
Causing Inapprab 1 L 1 ty pf Saf aty^Relat od Equipment." Sve list 
B ncl, 

JORDAN, E L PlvlsJon of Cmeigrncy Prapamlness ii Engineering 
Response (Past ODOlOB) 03/06/22 CDnsoHdated Edison Ca, of New 
York# Inc I20pp 18997 007 24X Fi c he: 50-000, 63/06/23# 03031 10477. 


0305110479 IE Info Notice 63-42, ''Reactor Mode Switch Ha 1 functi ana, " 
Bve list end. 

JORDAN, C I Division of Emorflency Preparednesi b Engioecrlng 
Response (Post 030103) D3/06/23 Consatldated Edison Co of New 

York# Im ll6pp 18996 ,742 D4X FI t he 50-000, 83/06/23# 6303110479 
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83051104B3 IE Info Notice 83-43. "Improper Settings of Inter/mnf late 
Range <IR) High Flu* Trip Setpoints " Sve list ipncl 
JORDAN.E L OiviKion of Emeijency Preparerfnesa if Engineering 
R««ppn«« IPo«t 830103) 83/06/24 Consol Ida ted Edi»on Co of New 

Yopli Inc 116pp 1 *7046 297 24X Fit he 50-000. e3/0&/24. 030 51 10403 


R Pirioiflc operating reports If related correspondence- 


0306010407 Correction to annual operating rept 19Qt containing info on 
total aircraft Bovenents at Harrisburg Int] Airport 
HORlUiH D General Public Utilities - CPU Service Corp Q3/03/U 
Region 1. Office of Director 2pp 10679 31;;^ 24X 

F I Che 50-289. 83/03/ 1 1 . 0306010407 


8306020654 TMI Program Ofc weekly status rept for wk of B30515-3K 
BARRETTtL H TMI Prograis Office 03/05/23 DEHTON. if R Office of 
Nuclear Reactor Reguletion* Director SiNYDER. B J THI Program 
Office Upp 10716 250 24X Flche 50-320. 83/0 S/23> 8306020634, 


B306200044 8ubnitt THI Frogram Dfc utekly status rept for ui of 
830522-20 

BARRETT, L H TMI Program Office 83/05/27 DEWTQN,H R Office of 
Nuclear Reactor Regulation. Director &NY0ERtB,U THI Program 
Office I5pp 10900 271 24X Flche 50-320. 03/05/27. 8206200044 


8306070215 Forwards "TMI Aquatic Study. Apr 1983 »' 

BE8ai.£fi.M C General Public Utilities - CPU Service Corp 03/06/01 
HICKEYpC, NRC - No Detailed Affiliation Given Jp 1874/ 021 
24X FI c )» t, 50-289. 83/06/01. 8306070215 


DOCKET SO-321 EDWIN I HAItU NIK I E AK EK AN I . UNI f 1 


F Security, medical, emergeiicu & firu pinttetion pJc.ni. 


0306030233 Foruoi ds revised i »(.pnrir.c to IfJO/Ol roquotita fm eirmplk'i. 
from lOCE-RSO 40 & App R ro<tuii rmt-iits. pf t 0303,10 Urv 

reflects comp li once w/lOCrUbO 40 Apji K i oqii i r t»mpn i s f, 
responds to 030120 draft f.l U roncuiiis 

OUeWA. L f Goorfljo E’ouor <u OJ/OO/lV 1>T0L7. J T dpur^lina 
Reactors Dranrh 4 i64pp JO/05 01*3 24X Flche SO "'l.'Jl. U l/Etl-/.,'/ 

0306030233 


8306140711 Approves issuance of bALP Hepti. 50-33 1 /R 1 -06. DO ,r6A/.rM * *• 
5 0-424/0 J-06 & 50-425/03-06 fi.r .Jul 1701 - Oc I lVn.> 

LEWIS. R C Diviflion of ojrf t f< E^onidenl PrOijTdcnr IH/l)6/4lt 
KELLV.R J Oeoigin E^owo? (.o Jpp lOfi4J 176 T*4 X 

F i c h c 90-000. 83/06/0 1 . 0 J06 1 4 0 / 1 J 


— B306140719 Advi&os of 03OJ1 / mt'etinp m Atlanta. DA in dlucoss jfAJ i' 
Repts 50-321/03-06,50-366/03 06.50-424/03-06 £r DO - 4;>!)/U'J Oft 
for Jul 1981 - (let 1902 

LEWI8.R C ill vision of Pioject & Hi'tidmt Pruflrnmft lll/<>Ey<j/ 
KELLY, R J Qeoigla Pouiei Cn 2pp 10041 19V J*4X 
Fiche 50-000, 03/06/01. 0306140711 


— 0306140/30 SAI P Repts 50-321/03-06.50-366/03-06. 50-4^14/0) {»#. h 
50-423/03-06 Pur Jul 1901 - Oct 190P No t, ifm t f 1 emit util 
uealrnessos identified 

* Region 2. Office of Diitctor 03/03/09 DGpp IIJIMI .‘OJ 
Flche 50-000, 03/06/01, 0306)4071 1 


-6306070219 "TMI Aquatic Study. Apr 1903 *' 

NARDACCI.G A Ichthyol Qgical Associates. Inc 83/04/30 J9pp 
1B747 022 24X Flche 50-289.83/06/01.0306070215 


0306200031 Submits TMI Program Ofc weekly status rept for wk of 
030529*0604 

tARRETT, L H TMI Program Office 83/06/06 DENTON. H R Office of 
Nuclear Reactor Regulation. Director SWYOEB.B J 7MI Program 
Office 9pp 18919 295 24X Flche 50-320.83/06/06.0306200031 


8306160643 Forwards TMI Program Ofc weekly status rept for wk of 
8 3060 5-* 1 1 

BARRETT, L H TMI Program Office 83/06/13 DENTON, H 0 Office of 
Nuclear Reactor Regulation. Director SNYDER, 8 j. TMJ Program 
Office llpp J0BS4''33O 24X Fiche 50-320. 83/06/13, G306160643 


8306260658 Submits TMI Program Qfc weekly status rept fpr 030612-19 
BARRETT. L H TMI Program Office 83/06/80 DENTON. M R Office 
Nuclear Reactor Regulation. Director SNYDER. B J. TMI Program 
Office lOpp 24X Flche 50-320.03/06/20,0306280650 


—8306140/43 Ack roceipl of OAI P Hrptn tiO* '381 / 03-0*. LO 3/jA/lJ i <!/. 
50-424/03-06 it 50-425/03 06 for Jul j701 - Oct I Vltr’ 

Evaluation arc op table 

BECKHAM, J 1 Ocopgla Powrr <.<i 03/04/19 CTMILltLY. JF 

2, Office of Dij Bctor ip I0H41 PJV 24X FtcJiU 50 OlHL 0 j 

0306140711 


B3061S0133 Releases public vrinion of revised rmergancii plan 
imp lamenting prreedurps 

FELTON. J M Division of Rtrlut and Records 03/06/01 
Management Uranth Ip iOEl/l.' 092 P4X Fi cho SO -301 • lLl/OA/0 J . 
03061 50133 


0306150137 Forwards public voision of revised emaroviicy pinii 
implementing procedures. InrludJng Pmcedurco HNI'-a-Al*! '/ it 
battery f ire. HNE‘-4090 re eiprcisos tt drills &, HNF-4621 rr 
actions for personnel in site area emergency 

NIX.H C Georgia Power (’n 03/05/11) OfPico of Nuclenr Npait, 

RagifUtion. Director Ip 1007.3 0?:) 24X Fichu DO-iJIi I , J| 


8306300162 Forwards *TM1 Aquatic Study, Monthly Rept for Mau 1903," 

prepared by Ichthoyological Assoc, Inc nay 

**ui^^*r ^ .»!,?*”*^** Public Utilities - CPU Service Corp 83/06/27 
Detailed Affiliation Given. Ip. 19119 290 
a4X Ficbe 50-289.83/06/27.0306300162 ^ 

19119 201 24X Flche 30-289, 83/06/27, 8306300162 

** related correspondence 

control roo* op.rator opono. 
airiillary S< fuel handling bldg 
ventilation sys b control bldg chlorine monitors Cauied by 
operator error. Breaker closed W/83051B Itr ^ 

S r HJ v- 

18682 268, 24X Ficlie 50-320,03/05/18.8306010329 ^ 


-8306150141 Public version of revised pmorqenty pl^ti Imfi lemenl Ifit 
procedures, including E>roceduros HNr*-2-42l9 re bAitery flip. 
HNP-4090 re exorcises & drills h HNP-46.>1 re actions foi 
personnel in site area emergency 

SUMNER. L Georgia Power Co 0:T/05/06 26pp 101171! 094 -'41 

Flche 50-321. 03/06/0 i , 8306 1 50 1 33 

0306140237 Releases public voroion of revised emergtincu plan 
implementing procedures 

FELTON. J M Olvioion of Rului and Records 83/06/06 Elnii^sr-i 
Jp 10H44 25D 24X Tiche 50 -TJSl. 0 |/{)6/(N,. 

UJC;614uS37 

— 8306140246 Foi wards public version of revised emarnc-ney plun 
implementing proc odures. Incl udlng Procedures HNP-0137 i» 
portable ion chamber Model RO 2A. HNP 0143 re Idu vul air 
^ HNP-4200 re fireprocaduro 
Ooorgia Power Co. 03/05/24 Off leu of Nuclear 
B3061 40237 25^*^ 2^^ Pichv 50*321 . A 


S'” isi iiipH'rS" 

Loatue 83/06/06, 03061 70025 

Exaal nations 

PruMU^PA^trdUcIlw'tiinllfJ^ m*Btlng in King of 

KAflOA,8.H 0»nfrar*PuhIlc^(JtiMti* *“ Progreais 83/06/09 


. ”*■'*“*■ wmtMjfency plan i mp !#«« r»t tflfl 

pracedures, including Procedures HNP-013/ re par tab 1 u Ion 

H 009 VI i, HNP-4200 re general fire procedure. 

It 83/05/24 3/pp 10844 £>AD 24X 

Flche 50-321, 03/06/06. 0306140237 

public verRion of ruvisi'd emergeMcw plan 
implementing procedures ^ ^ 

n and Records a3/06^07. Dnr uniD.I 

SSSmsSSS? 102 24X Fiche 5O-.Tlpi;83/06/8r 
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— 83061500^1 Forwards public vprsjon of revised emsiqiucy plon 
imp 1 empnbi nq pruc ed urpsi i nc 1 ud i ng Pi(*redurBB HNP'0156 re 
Oamma -^O portal monitor oprrafci on* HNI-’-46^3 re site emergoticy 
shift supervisor ^ re rally point leader 

NIXpH C Geoxgia Power t’« ll3/Q4/»il> Office of Nuclear Reactoi 

Peg u lot ion* Director Ip 10071 103 P4X Ficbe 50-321,03/06/07, 
8306J 50037 


'*"“8306 1 50044 Public version of revised emergency plan liop lement mg 
proceduT OBJ incl ud ing Procedures MNP '0156 re qammo-lO portnl 
maul tor operatx on, HNP-4623 le site emeraency-sh 1 f t 
supervisor & KNP-4626 re rally point leader 

NIXjM C Oeorgia Power Co 63/04/l*> I05pp 10071 104 IMX 
FUJre 50-321,03/06/07.8306150037 


83O6220307 Releases public version of revised emergency plan 
Implementing procedures 

FELTON, J M Division of Rulet and Records 83/06/07 Document 
Management Urarreh Ip 10940 114 24X Flcbe 50-321,03/06/07, 

8306220307 


—8306220313 roTwards public version of revised emergency plnn 
implementing procedures, me 1 ud inq Procedures HNP-B004 re 
personnel dosimeter program, HNP-S016 re shipment of 
radioactive matl 6 HNP-46PP re control room oppratere 
NIXrH C Georgia Power Co 03/05/04 Office of Nurle/ir Reactoi 
Regulation, Director Ip 10740 ilS» 24X Fltho 50-321,03/06/07, 
B3062P0307 


—8306220310 Public version of revised emergency plan implementing 
proc edures, ine lud ing Procedures HNP-LI004 re personnel 
dosimeter program, HNP-aOl 6 re shlpmont of radioactive mat! 6 
HNP-4622 re control room oppintors 

RQOE/tS, W H , NTX,H C Ororgio Power Co 83/04/26 Office of 
Nuclear Reactor Regulation, Director IBlpp 18940 116 24X 

Flchc 50-321, 03/06/07. 8306220307 


8306170202 Forwards add! info to justify 020701 10CFR50 48 h App R 
schedule exemption requests discussed at 830330 meeting 
Plan being developed to complete maint li design changes 
N/two oversize droioings Aperture cards avolleble in PPR 
OUCWA»L 1 Georgia Power Co 03/06/14 SrULZ.vl I- Operating 
Reactors Branch 4 4pp 1Q002 27/ 24X Flche 50-321,83/06/14, 

0 306 J 70202 


I Financial information 


8306070i23 Forwards Annual [ inohcia) Ropis, 19D2 

OUCNAiL 1 Georgia Power Do 03/06/02 DENTON, H H Office of 
Nuclear Roactoi' Regulation, Director Ip IB7J7 030 R4X 
F iche S 0-000, OJ/06/02, 83060 /0JP3 


— S3060/01S7 Annuel Financial Rt*pfc, 1902 

VOOTLE.A N The Qouthern Co 03/03/10 51pp 18739 039, 24X 

Flche 00-000, 83/06/02, 03060/01 ?'3 


--B306070130 Annual Financial Rep t, 1902 

aCHERER.R M , MILLER, J H Georgia Power Co 83/03/07 36pp 
18739 091 24X Flche 50-000,03/06/02,0306070123 


P Operating license stage documents i< cur respondener 


G3060301S7 Informs that responsibility transferred from Region II to 
Nnn Div of Licensing for oil licensing actions re rvoluation 
of util resolution of pipe ernrifing isnies Acceptable 
resoluticin required prior to restart 

BTOLZrJ F Operating Reactors Rranrh 4 03/05/17 BECKHAH, J 1 

Georgia Power Co 2pp 1B733 304 24X Fiche 50-321,03/05/17, 

0306030127 


8306070224 Forwards Rev 0 to "LJ Notch Nuclear Plant Units 1 t, P 
Environ Owalification of Class IE Equipment,*' in response 
to IE Bulletin 79'Oin 6 lOCniUO 49 requirements 
©UeWA, L T Georgia Power Co 83/08/20. 8T0L2,J F Operating 

Reactors Branch 4 219pp. 10746 182 24 X Fiche 80-321,83/05/20, 

8306070224 


8306070129 Requests withdrawal of 820430 proposed Tech Bpec changes rn 
safety-related snubber insp it surveillance requirements 
Inoperable snubber conditions defined in proposed changes (to 
not reflect actual operability concerns 

OUeWArL 1 Georpla Power Co 83/05/fJl STOLZ.JT. Operating 
Reactors Branch 4 Ip 18739-254 24X Fiche 80-321, 83/05/31, 

8306070129 


8306070351 Application for amend to Licenses DPR-87 ti NPF-S, revising 
dote equivalent Iodine Tech Bpecs to reflect current 
requirements Info resolving outstanding purge li vent valve 
operability issues enc I 

BECKHAMj J. T Georgia Power Co 03/05/31 BTOLZ, J F Operating 
Reactors Branch 4 34pp 10742 071 24X Fiche. 50 -321 , 03/05/31* 

8306070351 


— B306070357 Proposed changes to dose equivalent iodine Tech Bpecs 6 
prelimsnarg proposed Tech Specs for dryuell & suppression 
chamber purge sys 

e Georgia Power Co 03/05/31 5pp 10742 103 24X 

Fiche 50-321,83/05/31,8306070351 


8306220219 Prrsents alternatives to automatic depressuri latlon sys 
logic to eliminate need for manual actuation for core 
coverage per THI Itam II K 3 16 Implomentotion schedule & 
proposed Tech Specs requested within 45 days of 1 tr receipt 
STOLZ,J F Operating Reactors Branch 4 63/06/03 BECKHAM, J T 

Georgia Power Co 2pp 10951 001 PAX Fiche 50-321*03/06/03, 
8306220219 


03061400/5 Advises that 9ER 8c technical evaluation repts re environ 
qualification of safety-related electrical equipment do not 
contain proprietary info Repts may bo placed in PDR 
GUeWA. L T Georgia Power Co 03/06/00 BTOLZ, J F Operating 
Reactors Branch 4 Ip 18839 114 24 X Fiche 50-321*83/06/08, 

8306140075 


0306160267 Forwards evaluation results demonstrating as-bullt 
acceptability of uetwel 1/drywcl 1 vacuum breakers on Hark I 
containments, in response to Generic Ltr B3-O0 
OUeWA, L T Georgia Power Co 03/06/09 STOLZ, J F Operating 
Reactors Branch 4 I6pp 1BB59 329 24X FI cht. 50-321, 03/06/07, 

0306160267 


8306280002 Application for amend to Licensee DPfi-57 8c NPF-5 changing 
Tech Specs 3/4 6-2, D 3/4 6-6 8c adding 3/4 6-46 for Unit 2 tt 
3 7-10o,3 7-34,3 7-34a 8c adding 3 7-IOh 8, 3 7-34b for Unit 1 
re purge 8c vent valve operability 

BECKHAM, J T Georgia Power Co 03/06/15. BTOLZ, J F Operating 
Reactors Branch 4 5pp 10928 003 24X Fiche 50-321,03/06/15, 

8306220002 


—0306220010 Proposed changes to Tech Specs 3/4 6-2,6 3/4 6-6 Ic added 
3/4 6-46 for Unit 2 k 3 7-lOa, 3 7-34,3 7-34a 8t adding 
3 7-105 8c 3 7-34b for Unit t re purge 8< vent valve 
operability 

e Georgia Power Co 83/06/15 55pp 16928 006 24X 

Flche 50-321.03/06/15,8306220002 


0306210335 Notification of 830623 meeting w/utiX in Atlanta, GA to 
discuss status of Region II review of inservtce pump & valve 
test program & questions re program 

RIVENOARK.O Operating Reac tors Branch 4 03/06/20 BTOLZ, J 

Operating Reactors Branch 4 2pp IQ93S 313 24X 

Fiche 50-321. 03/06/20,0306210335 


G Inspection reports, IE Bulletins k correspondence 


8306140116 Forwards summary of IE mgt meetings on 830318 Ic 22 u/uti 1 to 
discuss condition oP electrical cable trays Ic associated 
equipment Ic lack of mgt controls 

S'REILUViJP Region 2, Office af Director 83/04/00 KEiLY,R. J 
Georgia Power Co 4pp 10039 072 24X Fiche 50-321,03/04/00, 

0306140116 


0306070224 Forwards Rev 0 to "LI Hatch Nuclear Plant Units 1 Ic 2 
Environ Oual t f icatian of Class IE Equipaient, *' in response 
to IE Bulletin 79-OlD 8< 10CFR50 49 requirements 
GUeWA, L T Georgia Power Co 03/05/20 BTOLZ, J F Operating 
Reactors Branch 4 219pp J0746 152 S4X Flche, 50-32i, 03/05/20, 

0306070224 


0306140515 Farwards lE Insp Repts 50-331/03-14 k 50-366/83-14 on 
830426-39 Ic 0S03-05 No none amp H ante nuted 

DANCE, H C Division of Project Ic Resident Programs 83/05/25 
KELLY, R J. Georgia Power Co 2pp J8D43, 230 24X 

Flche 50-321,03/05/25,0306140515 


— 83061 405S2 IE Insp Repts 50-321/63-14 Ic 50-366/03-14 on 630426-29 Ic 
0503-05 No noncompHance noted, Major* areas inspected 
inservlce iitspi previous enforcement matters Ic welding 
Meeting held to discuss IE Bulletin 83-03 insp results 
CRaHLEy*B. n. Region 2, Office of Director BLAKErUU. Division 
of Engineering 8< Radiological Safety Programs 83/05/83 15pp 
18843 240 24X Fiche* 50-321, 03/05/25, 83D61405I5 


8305110458 IE Info Notice 03-32, “Ruptured Am-241 Sources Contained in 
Nell Logging Device “ 8vc list end 

TAYLOR, J M Division of Safeguards Be Inspection Programs (Post 
030103) 83/05/26. Consalidated Edison Co of New York, Inc, 
iSSpp 10831-043. 24X Flche 50-000, 80/05/26,8305110458 


8305110460 IE Info Notice 03-34, "Event Notification Info Worksheet ** 
6vc List end. 

JORDAN, E L Division of Emergency Preparedness Ic Engineering 
Response (Post B30103) 83/05/26 Consolidated Edison Co of New 

York, Inc lISpp 18732*085 24X Fiche 50-000, 83/05/36, B3051 10460 
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B30311046I IE Info Notice 83-35, ''fuel Movofnent M/Control Rods. 
(Withdrawn at DWRs *’ :Svc ti«t end 

JORDAN I E L DivisioTi oF EmBt'gency Prcporedne^i E.vig Ineering 
ReBponte (Post 830103) 83/05/01 Conaolidated Edifioti €o of Neu 

Vorkf Inc li6pp 10732 208 24)( Fir h e 50-000. QO/O^/SI. Q3051 lO'lAI 


B30i»070l79 EN-83-039 notice of violation l< proposed ImpoBitlon of civil 
penalty Iti amount of 440,000 uill be tssuecf in Hay 1983 
PropOBid action based on litransee failure bo ensure 
reitoraiion of electrical cable tray cys 

BARBER. 0 ^ AXELRAD, J Director's Office, Office of InapectJon and 
Enforcement B3/D5/31 Ip 1B&91 092 24X Ficbe 50-321*03/05/31. 

830 ^ 020179 . 


9306070129 nequesti uithdraual of 020430 prcpe&ed Tech Spec changes re 
• afcty-relatedi snubber insp &r surveillance r«i{ulr«m>ents 
InopeTablc snubber cunditlonc defined in propesed changes do 
not reflect actual operability concerns 

0UCkA,L T Oeorgia Pouer Co B3/03/31 STQLZ, J f Operating 
Reactors Branch 4 Ip 10739 254 24X Flche 50-321,63/03/31. 

8306070129 


0306140711 Approves issuance of SALP Repts 50-321 /B3-0 6, 50-366/83-06, 
30-424/03-06 I. 30-425/B3-06 for Jo I 1981 - Oct 1902 
|LE1II8,R C Division of Project f Resident Programs 83/06/01 

KELLVtR J Oeprgia Power Co 3pp 1CS4I 196 24X 

Flche 50-000,83/06/01,8306140711 


-“6306140719 Advlsss a# 830317 meeting in Atlanta, OA to discuss SALP 
Repta 50-32I/B3-06, 50-366/83-06, 50-424/83-06 6 50-425/03-06 
for Jul 1901 - Oct 1902 

LEHISiR C Divlsian of Project tc Resident Programe 83/03/09 

KELLY. R J Georgia Power Co Spp 10841 199 24X 

Flcbe 50-000,83/06/01.8306140711 


—0306140730 SALP Repts 50-321/83-06, 50-366/83-06, 50-424/83-06 8r 
50-425/03-06 for Jul 1981 - Oct 1982 No slffnif leant util 
weainesses Identified 

« Region 2, Office of Director 63/03/09, 38pp 18841 201 SAX 
Flche 50-000,03/06/01,0306140711 


—8306140743 Ack receipt of SALP Repte 50-321/83-06.50-366/83-06, 
50-424/03-06 b 50-425/03-06 for Jul 1981 - Oefc 1982 
Evaluation acceptable 

BECKHAM. JT Georgia Power Co 03/04/10 D'REILLV, JP Region 
8, Office of Director Ip 10941 239 24X Flche 50-000, 03/06/01. 

0306140711 


BD06240006 Discusses IE insp on 030327-0326 U forwards notice of 
violation 6 proposed iinpositlon of civil penalty 

□ 'REILLY, J P Region 2, Office of Director 83/06/02 KE* LY, R J 
Georgia Power Co 3pp 16987 341 24X Fiche 50-321,83/06/02, 

8306240006 


— 8306240014 Notice of violation le proposed iaipositlon of civil penalty 
in amount of 440,000 Noncomp I lance noted failure to restore 
cable tray sgs to quality conditions U lack of QA planning 
for modi 6 malnt re electrical cable tray Installation 
O'REILLY, J P Region 2, Office of Director 83/06/02 4pp 
18907 -344 24 X Fiche 50-321,03/06/02.8306240006 


8306290455 Submits a-ddl response to lE Oulletin 81-03 Tire protection 
syi uses water from deep welf 0ys not susceptible to clam 
Infiltration Mytilut sp not present In Altamaha River in 
vicinity of plant 

SECKHANi J T Oeorgia Power Co 83/06/02 □ ^REILLY, J,P Region 2. 

Office a# Director 2pp J9052 181 SAX Flche 50-321,63/06/02. 
8306290455 


0306140075 Advises that BER !< technical evaluation repts re environ 
qualification of safety-related electrical equipment do not 
contain praprietary info Repts may be placed in FDR, 

GUCWA,t. T OaorgU Power Co 03/06/08 BTOLZ.J F Operotiny 
Reactors Branch 4 Ip 10839:114 24X Fiche 50-321,03/06/011, 

0306140075 


8306290264 Raspondi to lE bulletin 83-03 re check valve failures In 
raw water cooling eys of diesel generators No check valves 
installed in cooling water sye et facilities 

BECKHAM, J T. Georgia Power Cn 83/06/08 D'REILLVi J P Region 2, 
Office of Director 3pp 19056 075 24X Fiche. 50-32 J, 03/06/08, 

0306290264 


0305110464 JE Info Notice 03-36. ''impact of Becurity Prectlces an Safe 
Operatlana, “ Sve list end 

JORDAN, E. L. Division of Emertfency Preparedness *r Engineering 
Response iPost 830103) 03/06/09 Consul Idatfd Edison Co of New 

York, Inc. Il9pp 18030‘2eD 24X Flche 50-000, 83/06/09, 8305110464 


8305110470 IE Info Notice 03-30, "Defective Heat Sink Adhesive !i< 
Seismically Induced Chatter in Relays Witliin Printed 
Circuit Cards '' Sve list end 

JORDAN, E L Division of LmeTgency Preparedness S, Fngiiieorlny 
Response (Post 830103) 03/06/13 Consolidated Cdison Cii of Hie 

York, Inc 1 t0pp 18920 225 24X Ficho 50-000, G3/06/i 3, 83051 10170 


6306090010 IE Itifp Natice 03-37, "1 rans former Failure Resultii.g Frod 
Degraded Internal Connection Cables " Gve list one I 
JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 03/06/13 (orisolldated rdison Co nf New 

York, Fnc 243pp 1B93J 001 24X Firhe 50-000,03/06/13,0306090010 


03D6S9D254 Ack rccaipt of 030526 Itr informing NRC of stops taken In 
correct violations noted in IE Insp Ropts 50-321/83-07 t 
50-366/03-0/ 

LCWIS.R C Division of Project I, Resident Programs 83/06/16 

KELLY, R J Georgia Power Co Ip 19056 038 24X 

Fiche 3 O-aai, 03/06/16, 0306290254 


— B30629D265 Responds to NRC 830421 Itr re violations noted in IE* Imp 
Repts 50-33’l /03 -07 6 50-366/03-07 Coirectivfe act! one valve 
handwheels being painted orange, ad justab 1 e wrenches i amoved 
Ic procedures fur key lock switches tevlsed 

DECKHAH. J 7 Oporgia PowBJ Co 03/05/26 O'REILLY.JP Rcgloo 

2, Office of Director 4pp 19056 059 24X Flche 50~3PJ. 

83/06/16, 0306290954 


— 8306290970 Foritfards IE Insp Repts 50-391/03-07 6 50-366/03-0/ on 
030129-0226 it notice of violation 

LEHiBiR 0 Division of Frojrct & Resident Prpgrans 83/04/21 

kelly, R J iJeorgia Power Co Spp 19056 063 24X 

Fiche 50-321, 03/06/16, 0306270254 


—8306290284 Notice of violation from insp on 03O122-OSS6 

* Region 2, Office of Director 03/04/21 2pp 19056 (>65 l'4X 
Flche 50-321.03/06/16,0306290254 


—0306290293 IE Insp Repts 90-391/83-07 «« 50-366/03-07 on 030129 0t?6 
Noncamp 1 lance noted failure to implement procedures properly 
re primary containment atmospheric control sys & operation 
of safety-related sys 

CRLENJAK, R V , IfOLMES-RAY, R Region 2, Office of Director 
DRONNLCE, V L Division of Project 6 Resident Programs 03/04/12 
6pp 190S6 067 24X Flche 50-321,03/06/16,0306290254 


8306290298 Ack receipt of 830523 Itr informing NRC of steps taken 
correct violations noted in IL Insp Repts 50-321/03-00 it 
30-366/BT-DD 

LENIB, R C Division of Project h Resident Programs 03/06/16 

KELLY, R J Georgia Power Co ip 19056 017 S4X 

Flche 50-321,03/06/16. 8306290^78 


—0306290303 Responds bo NRC S30421 Itr re violations noted in U Insp 
Repts 30-321/63-00 50-366/03-08 Corrective actions 

Procedure HNP-? will bo reviewed I, revised to clarify 
requirements for revising procedures 

OJCWA, L T Geargia Powor Co 83/05/23 D'REILLY.J P Hey ion 2. 
Office of Director 2pp, 19056 010 24X Fiche 50-321, RJ/06/ 16, 

8306290290 


—0306290312 Forwards IE Insp Repts 50-321/83-00 I, 50-366/83-00 on 
030314-10 fie notice of violation 

LENlB.R C Division of Project Resident Programs 83/01/21 

KELLY, R J Georgia Power Co. 2pp 19056 020 24X 

Flche 50-321, 03/06/16, 8306290290 


— 8306290317 Notice of violation from insp on 830314-10 b 25 

» Region 2. Office of Director B3/04/P1 Ip 19056 0P2 P4I 
FUh* 50-32 1, 03/06/16, 03O629O29B. 


— 0306290332 IE Insp Repts 50-321/03-00 R 50-366/83 08 on 03031 4 -JO l« i'5 
Noncamp Hence noted . fai lure to revise Procedure HNp~2-3B0I. 

Rev 17, per Procedure HNP-9 requirements 

OlRARDiE H , Ra9G,N J , DLAKb.J J Region 2, Office of Director 
83/04/20 13pp 19056 023 24X Flche 50-321,03/06/16,0306290390 


0305110475 IE Info Notice 83-40, "Need to Environmentally Qualify 
epoirv Grouts Sealers '* Sve list end 

JORDAN, E L Division of Emergency Preparedness rngineering 
Response (Post 830103) 03/06/22 Consolidated Edison Co of Neu 

York, Inc 1 15pp. 1*?021 179 24X Fiche 50-000,03/06/32,03051X0173 


03O5HO477 IE Info Notice 03-41, "Actuation of Fire Suppiession Eqs 
Causing Inoperability of Safety-Related Equipment " Sve list 
end 

JORDAN, E L, Division of Emergency Preparedness h Engineering 
Response iPost 8301-03} 83/06/22 Consolidated Edison Co of Nee 

York, Inc I20pp 18997,007 24X Fiche 50-000, a3/06/22i 03051 10477 
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&303ilO-^79 IC Info Notire 03-4efi "Reattor Nndo Siuitch Halfunctiunb ” 
Svc lis-t pnrl 

JORDANi E L Division of emergency F'roparednoas tt rnginoeritig 
Respons-o (Post Q30103) Q3/0ii/S'i Consolidated Edison Co of New 
Vortii Inc 116pp lH97i 342 24X Flthe 50-000*03/06/23.0305110479 


6306300095 Responds to 030602 notiCQ nf violation It proposed imposition 
of civil penalties for violations noted in IE Insp Repts 
50-331/03-09. 50^321 /B3- 10. 50-366/03-09 & 50-366/03-10 
Corrective actions Procedute HNP-69P1 levised 

BECKHAM. J T Oeorgxa Pauor Co Q3/06/c?3 Director's Office. 
Office of Inspection and Enforcement 6pp 19040 254 24X 

Piche 50-321.03/06/23.0306300005 


B305I104Q3 lE Info Notice 83-43. "Improper bettings of Intermediate 
Range (IF<) High flux Trip Oetpoints " Gve list end 
JORDAN. C C Division of Cmei gcncy Preparedness & Engineering 
Response (Post 030103) 83/06/24 Consolidated Edison Cd of Mew 

rorl. Inc U6pp 19046 297 24X Tic ho 50-000. 03/06/24. 93051 104 03 


R Periodic operating reports & related correspondence 


83061703QS Monthly operating rept for May 1903 H/a306lO Itr 

REDNAN2.F J, . NIX.H C Ocorgia Poucr Co B3/06/10 Director's 
affice. Office of Inspection and Enforcement aSpp 10000 255 24X 

Fiche: 50-321 . 03/06/10. 0306170302 


3 Reportable occurrences. LERs !< related correspondence 


6305310144 RD 50-321/03-05 on 030407. u/uni t at lOOX power, alarm 
Silenced on Z43’'P005 fire detection panel due to performance 
of mods Panel not restored to operable status within Tech 
Bpec limits Continuous fire uiaich assigned 

NIX.H C Georgia Pnuier Co 03/05/16 O'REILLy. J P Region 2. 
Office of Director 3pp 10659 044 24X Fiche 00-321. 03/05 /J6r 

BG05310144 


6306070000 LEfi D3-050/03L-0 on 030429. plant svc water pump lA tripped 
Caused by component failure due bo pump motor winding 
insulation breaVdoun Motor repaired if required testing 
porfOTmed W/030523 Itr 

TIPPQ,6 D . NIX.H C Georgia Power Co 03/05/23 O'REILLY. J P- 
Region 2, Office of Director 4pp 10/37 355 24X 

Ficho 50-321.03/05/23.0306070000 


D306070347 LER 03-O49/O3L-O on 030505. sani tary water supply valve 
X42-FQ7aD found open but not locked open Caused by personnel 
error Personnel counseled W/Q30523 lit 

TrPP8.fi D . NIX.H C Oooiqia Power Co 83/05/23 O'REILLY, J P 
Region 2, Office of Director 4pp 10742 067 24X 

Fiche 50-321.03/05/23, 0306070347 


0306200261 LER 03-O52/O3L-O on 030506. a loi ms received indicating 
trouble w/diesel generator aux i 1 iarles. Generator untied It 
tripped Caused by normal supply breaker control power toggle 
switch being in off position Position adjusted N/D30602 Itr 
TiPpa. 8 D , NlX.H C Georgia Power Co 03/06/02 O'REILLY. J P 
Region 2. Office of Director 4pp 10901 107 24X 

Fiche 50-321.03/06/02.0306200261 


0306200374 LER 03-OS3/03L-0 on 830500.10 8f 16. fission product 
particulate radiation monitor (1D11-K63I> & fission product 
iodine monitor ilDll-K632> found inoperable Caused by 
component failure 1D11-K631 ports replaced U/0aO6O6 Itr 
TIPP8, 8 D , NIX.H C Georgia Power Co 03/06/06 O'REILLY. J P 
Region 2. Office of Director 5pp. 10901 041 24X 

Fiche 50 -32 1 . 83/06/06, 0306200374 


0306200202 LER 03-O37/O3L-O on 030510. wh i 1 e performing hydrogen It 
oxygen analyzer instrument procedure <HNP-l-3082), hydrogen 
analyzer <IP33-N002A> indicated incorrectly Caused by failed 
current tranemJ tier Transmitter replaced M/&3060? Itr 
TlPPSrS 0 . NIX.H C Georgia Power Co 03/06/09 □'REILLY, J P 
Region 2. Office of Director 4pp 18903 202 24X 

Fiche 50-32 1 . 03/06/09. 0306200202 


8306200361 LER 83-055/03L-0 on 830517, RHR HX bypass valve (lhll-r04BD) 
would not cycle completely open or closed Caused by loose 
valve stem nut retainer Retainer reinstalled tt locked by 
staking W/0a06i5 Itr 

TIPP9.8 D , NIX.H C Georgia Power Co 83/06/15 O'RCILLV. J. P 
Region 2, Office of Director 4pp 19001 204 24X 

Fiche- 50-321 . 03/06/ 1 5. 8306200361 . 


S306200203 PNQ-I I-03-04B on B30615, faci 1 ity automatically shut down 
due to turbine trip caused by loss of power to 
electro hydraulic control sys Facility to be down until 
830620 for replacement of safety relief valves 

ROGGE. J . DANCE. H C Region P, Office of Director 03/06/16 2pp 
16903 206 24 X Ficho 50-321.83/06/16.0306200203 


V, Operator Examinations 


03061404 8 6 Forwards summary of 030503 meeting re NRC policies on senior 
operator licensing exam Tech Bpec memorization requirements 
Mritton exam requirements specified in draft Examiner 9td 
EB-402 List of attendees end 

DANCE, H C. Division of Project h Resident Pregrams 83/05/24 
DECKHAM. J T Georgia Power Co 4pp 18043 090 24X 

Fiche 50-000,83/05/24.0306140486 


— 8306140493 Requests meeting to discuss NRC policies on senior operator 
licensing exam Tech Spec memoriiation requirements Summary 
of Tech Spec sections covering required memorliation end 
DECKHAM. J T Georgia Power Co 03/03/11 WILSON. B Region 2. 
Office of Director 2pp 18043 094 24X Fiche 50-000.03/05/24. 

8306140486 


DOCKET 50-322 fiHOREKAM NUCLEAR POWER STATION 


A Applica tion/construction stage documents & correspondence 


8306060349 Board Notification 03-67 forwards info re errors in 
computer analyses for Mark 11 containments Rapt providing 
results of evaluations performed by StU ro Sboreham 
Mark II containment also end 

NOVAK.T M Assistant Director for Licensing 03/05/19 Atomic 
Safety and Licensing Board Panel 7pp 1B753 079 24X 

Fiche 30-000.03/05/19. 8306060349 


— 8306060352 Final deficiency rept re 0HD8H It rocking acceleration data 
transmittal discrepancy Initially reported on 021029 It 
030310. respec tive I y No changes to plant design required OA 
Category I load transmi ttal s will be reviewed 
MILLIOAN. M H Long Island Lighting Co 03/04/20 ALLAN. J M 

Region 1. Office of Director 4pp 18753 005 24X 

Fiche 50-000,03/05/19,0306060349 


0306060359 *'Rept on Effects of Discrepancies In OfiOSH Computer Porgram 
Used by 8t«W Ct in Labeling of Rocking Acceleration Unite on 
Design of Sboreham Nuclear Power Station - Unit 1 " 

» Btone It Mabster Engineering Corp 03/04/30 B7pp iO753'0Q9. 
24X Ficho 50-000.83/05/19.0306060349 


0306020499 Notification of cancellation of 030524 meeting w/ 
representatives of Suffolk County in Dethesda. MO to 
evaluate positions ra CP extension 

CARUSO, R Licensing Dranch 2 03/05/20 BCHUENCER.A Licensing 

Branch 2 4pp 10719 192 24X Fiche 50-322. 03/ 05/20. 8306020495 


0306150250 Forwards Teledyne Engineering 8vc 020520 Itr transmitting 
independent design review documents Certificate ef Ovc end 
BORDENICK. 0 M Hearing Branch 3 03/05/27 BRENNER, L. , 

CARPENTER.J L . MDflRIB. P A Atomic Bafoty and Licensing Board Panel 
lOpp 10846 099 24 X FI die 50-322.03/05/27.0306150290 


0306130236 Forwarde summary of disposition of NRC generic Itrs for 
CYOl It CYBa 

SMITH, J L Long Island Lighting Co BD/06/07. DENTDN. H R Office 

of Nuclear Reactor Rogutatien, Director 7pp 10826 304 24X 

Fiche 50-322,03/06/07.8306130236 


8306130477 Notification of D30AD9 meoting w/util in Dethesda. HD to 
discuss proof |c review process for Tech Bpecs 

CARUBO. R Licensing Branch 2 03/06/07 BCHHENCLR, A, Licensing 

Branch 2 4pp 10830 167 24X Ficho 50-322,03/06/07. 0306130477 


03O614OU0 Notification of 030609 meeting w/utll It OE in Dathesda.MD 
to discuss instrument setpoint tolerances in Tech Bpecs 
CARUSO, tt Licensing Dranch S 03/06/07 BCHWENCER.A Licensing 
Dranch 2 4pp. 10044 iBl 24X Fiche 50-322.03/06/07,0306140118, 


03O6S1O22O Forwards matl presented at Anderson, Greenwood Ic Co (AOCo) 
vacuum breaker test program owners group B30607 meeting u/ 

NRC re dynamic testing |< analysis of AGCo vacuum breaker 
valve assemblies 

O^CONNQR-.DM Bechtel Corp 03/06/17, HOUSTON. R H Division of 
Systems Integration (post 811005) 91 pp 18919.030. 24X 

F I c h e , 50-000, 03 /06/ 1 7, 03062 1 0820 


8306230004 Forwards Teledyne Engineering 9vcs 030606 Itr u/ettach«ents 
re independent design verification program Certificate of 
8vc enc 1 

BQRDENICK. BM Hearing Branch 3 03/06/21 DRENNER.L. , 

CARPENTER.J L . MORRIS, P A Atomic Safety and Licensing Board Panel 
12pp 10947 000 24X Fiche- 90-322. 03/06/21. 0306930004 



154 


DOCKETED ITEMS 


E MIC Bdfetv Evaluation Report rGEB), suppls & corre-fipondencp 


630&07003B Informs that preservice insp propram co^npletetf & available 
fo-r onsite rfviaw Pragroiri shoirlif clove out SER Open Itejn 19 

L Uons Island Lighting Co 03/06/02 DEN70M, H R Office 
of Nuclear Rpactor Regulatlonj Director 2pp 10739 339. 24X 

F i C h ■ 30-322. Q3/06/02. 6306070030 


6306070013 Responds to request for environ qualification status of 
reactor hldg flood level alarms. per BER Open Item 61 re 
scran discharge vol iNUReO-OHOS) Testing program completed 
DoctrAentatlon available for onsite revieu in approx 2 uts 
SMITH. J L Long Island Lighting Cn. 63/06/03 |>ENTONj H R Office 
pf Nuclear Reactor HeguJation« Director 3pp J:6736 339 24X 

FUhe 90-322,03/06/03,6306070013 


6306130326 Foruar da technical justification of single frequency /s ing 1 d 
axis testing method' per 6£R, 9uppJ 3 Info shduld resolve 
concerns re app I tcab i Lity of testing method 

6M1TH«J L Long Island Lighting Co 63/06/06 DENTON. H R Office 
of Nuclear Reactor Regulation, Director 4pp 1BB?5 240 24X 

riche' 50-322,63/06/06. 6306130396 


■6306130326 R»v 2 to ^'Seismic Quai 1 f icatl on Reevaluetlon, Class IE 
Equipment for Shoreham Nuclear Power Station, Unit 1 ** 

RAHADA9. E 9 Bclcnce Applications. Inc a Oeneral Electric Co 
029~QA-D0-PA R02. 61/04/03 Spp 10622 244 24X 

FI c h • 50-3221 63/06/06 , 6306 1 30326 


— 6306130331 ’’Spiieiic Dual if ication Reevaluotion, Class IE Equipment, 
Oif ferential Pressur# Tranimltter for fihoroham Nuclear Power 
Station, Uni t 1. '* 

SKERSIN, U C , HARDV.R. H , LURlArN General Electric Co 03/02/00 
Opp 10922 249 24X Fiche 50-322,63/06/06.6306130326 


— 6306130332 Rev 23 to "Dynamic Oualifi cation. Recirculatioti Discharge 
Date Valve for Shoreham Nuclear Power etatlon.Unit 1. " 

LE, H General Electric Co 03t-F031 223 62/11/22 5pp 

16822 257 24X Fiche* 30-322. 63/06/06, 8306130326 


6306840230 Forwarifs OE "Ghorehan Gammon fTensore Failures Evaluation 
R*pt« " to resolve 6ER Open Issue 47 Control sy>s failures, 
caused by cuiMion hydraulic headers, will not result in 
consequences outside scope of FSAR analyses. 

SHITHiJ L Long Island Lighting Co 63/06/20 DENTON. H ft Office 
of Nuclear Reactor Regulation, Director. 3pp 1S960. 187. 24X 

F i C h e 5 0-322, 03/06/20 , B30624 0230 


—8306240232 ^^Bhorehaei Comman Sensors Failures Evaluation Rept " 

CIMIrJ xl General Electric Co 03/05/31 46pp I89B0 J90. 24X 

rich a. 50-322, 63/06/20, 6306240230 


0306280547 Forwards revised Tatlc 3 9. 2B-3 of FSAR, per &ER Item lOi 
denoting fuel lift under combined S9E 6 LOCA loadings as 
tero Value based on 84X nunc iceedence probability at SOX 
confidence level, consisieni w/lNEDE-2] 1 75-3-P 

smith, ul L. Long Island Lighting Co 03/06/20 DENTON, H R, Office 
of Nuclear Reactor Regulation, Oiractur 4pp 19018 102 24X 

Fi c h c SO-322, 83/06 /20, 8306260547 


G306S4C290 Discusses Suppl 3 to 6ER re Item 62, "Remote Shutdown 
Panel. " Info should be sufficient to close item as 
confirmatory Issue for fuel load 

SMITH, J L. Lang Island Lighting Co 83/06/21 DENTON, H R Office 
of Nuclear Reactor Regulation, Director. Spp 1Q960 163 24X 

Fiphe' 30-322, 83/06/21, 8306240250 


8306280445 Forwards General Physics Carp evaluation results of Items 
In corpo-rate scape of revlev. Info should be sufficient to 
close B£7t open items 

GMITH.J.L Long Island Lighting Co 83/06/23. DENTON, H R Office 
of Nuclear Reactor Regulation, Director. 6pp 19020 178 24X 

FI Che, 50-322,63/06/23,6306280445 


F Security, medical, emergency 6 fire protection plans 


8306150609 Releases public version of transmittal notices 

FELTON, J 11 Division of Rules and Records 83/06/07 Ducument 
Mansgement Branch IP 18067:265 24X Flche 50-322,03/86/07, 

8306190609 


8306150615 Forwards public version of transmittal notices indicating 
that tonfimatlan of receipt of controlled documents not 
received. Verification of receipt requested 
KEATINOiL. A Telidyne Engineering Servicoi. 83/04/19. 

DENTON, H R Office of Nuclear Reactor Regulation, Director 7pp 
1B867 266 24X F 1 1 h e , 50-322, 83/06/07, 83061 50609 


9306160072 Releases public version of revised emergency preparedness 
plan Sc implementing procedures 

FELTON, J M Division of Rules and Records 83/06/09 Document 
Management Branch Ip LB873 001 24X Flche 50-322.03/06/09, 

8306160072 


— 8306160087 Furuards public version of Rev 4 to emergency prepaiedneii 
plan & revised emergency preparedness implementing 
proc edur UB. inc luding Procedures EPIR 1-1 re unusual event, 

EPIP 1-2 re alert tc EPIP 1-5 re noti f i caiions 
SHtTH.J L Long Island Lighting Co 63/05/31 DENTON. H R 
Office Dp Nuclear Reactor Regulation, Director Ip 18873 003 
24X Flche 50-322,83/06/09,8306160072 


— 8306160089 Public version of Rev 4 to emergency preparedness plan 
» Lung Island Lighting Co 83/05/31 200pp 18873 003 24X 

Fichu 50-322. 83/06/09. 0306 160072 


— ’8306160091 Public version of revised emergency plan imp 1 emeni i rtg 
procedures, tnc lud ing Procedures EPIP 1-1 re unusual event, 

EPIP 1-2 re alert & EPIP 1-5 re noti Picationo Revised 
Index enc 1 

e Lang Island Lighting Co 83/05/16 l.OOOpp 10B73 224 24X 

Ficho 50-332. G3/06/09. 6306160072 


8306160096 ReleaBcs public version of offsite radiological emergency 
response plan & implementing procedures 

FELTON, vf N Division of Rules and Records 83/06/09 Document 

Management Branch Ip 10885 OQl 24X Flche 50-322,03/06/09. 
B306 160076 


— 8306160100 Forwards public version of offsite radiological emergency 
response p]an,App A addendum to App A L offsite 
radiological emergency response plan implementing 
procedures. 

SMITH, J U Long Island Lighting Co 83/06/03 DENfONiir R. 
Office of Nuclear Reactoi* Regulation, Director 3pp iGQBS 00? 
34X Flche 50-322,83/06/09,0306160096 


— 8306160104 Public version of offsite radiological emergency responK 
plan Oversixe drawings end Aperture cards available In PDJl 
a Long Island Lighting Co 02/10/31 1, lOOpp 10885 005 241 

Flche 50-322,83/06/09, 8306160096 


— 8306160iOD Public version of local offsite radiological etnoTgent-y 
response plan implementing procedures, inc )ud Ing Procedure 
OPIP 3 S 1 re downwind surveying Two overslie drawings 
end Aperture cards available in PDR 

s Long Island Lighting Co 03/05/02 750pp 1B889 041 24X 

Flche 30-222,83/06/09.8306160096 


8306270305 Forwards ANL rept, ‘'Element-Uy-Element Review of LILCO 
Transition Module of Shoreham Nuclear Power Station Offsite 
Rad 1 olog 1 cal Emergency Response Plan." in response to 030601 
request. 

KRlIiM. R W Federal Emergency Managemerrt Agency 03/06/23 
JORDAN.C L Division of Emergency Preparedness L Engineering 
Response iPost 830103) Spp 18995 266 24X Fichc 50-322,83/06/33. 

8306270305 


— 8306270308 "EJ ement-Dy-El cment Review of LILCD Transition Module uf 
Bhoreham Nuclear Power Station Offsite Radiological 
Emergency Response Plan " 

# Argonne National Laboratory 83/06/22 X9pp 18995 260 241 

Flche 50-322, 83/06/23. B30627030S 


8306200034 Releases public version of revised emergency plan 
imp lemrntifig procedures 

FELTON, J M. Division of Roles and Records 03/06/23. Document 
Management Branch Ip 19043 001 24X Fiche 50-322.83/06/23, 

Q3D620OO34 


— 8306200042 Forwards public version of revised Emergency Plan 
I-mplementing Procedures EPIP 2-8 re post-accident gaseous 
effluent sampla analysis EPIP 1-0 re c las slf 1 catinn of 
emargency action levels 

SMITH, JL. UoTiQ Island Lighting Co 03/06/08 DENTON, H R. 
Office of Nuclear Reactor Regulation, Director 2pp 19043 003 
24X Fiche 50'3a9. 83/06/23, 0306280034 


•"“0306280046 Public version of revised Emergency Plan Impl f mentlnq 
Procedures EPIP 2“0 re ppst-acc ident gaseous effluent farople 
analysis it EPIP 1-0 re c lassi f i cation of emergency action 
level* 

Long Island Lighting Co 03/06/06 20Spp 19043*005 24X 

Flche: SO-322, 03/06/23. 6306280034 
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fi30fi290i73 Submits daily highlight for 8306P3 re FEMA identified 
technical d i s ci epanc i e s in util transition offsite emergency 
plan Plan acteptab 1 1 1 ty mill not be determined until legal 
questions resolved drills pei formed 

CARUSO^ n Licensing Drench 2 B3/06/23 DCNTQN* H R i CARL# F C < 

CARTER 1 J Dffide of Nuclear Reactor flegulationi DiTCctor Ip 
19047 200 24X Fiche 50-322, Q3/OA/23i G306290673 


<? Adjudicatory correspondence 


9306150211 Foruiaids executed Addendum 1 to resolution of BuffoU Countij 
Contention 13(a> le QA/QC - operational rap lac ing Q30516 
telecopv version 

BOROENICK. D M Roaring Branch 3 B3/05/20 BRENNEni L J , 

HORRlSiP A I CARFENTER.J L Atomic Safety and Licensing Botird Panel 
2pp iaBd& 007 24X Fi Che 50-322. BJ/05/20. 03OA 150211 


--9306150214 Addendum 1 to resolution of buffolk County Contention 13i£i) 
re QA/QC - operat ions# c hiang ing datee in Paragraphs II A<1] D 
6( II C €< adding statement to Paragrnph II C 
DORDENICK, D M Hoaring Branch 3 tARLEYi A F Long Island 
Lighting Co DYNNEfi, A R Suffolk Coontyj NY 03/05/16 2pp 
1B846 009 P4X Fiche 50-322. 03/05/20i 03061 5021 1 


0306150250 Forwards leledyne Engineering 9vc 020520 Itr transmitting 
independent design reviem documents Certificate of Svc end 
BCnOENJCKiB K Hearing Branch 3 Q3/05/27 flRENNEn, L , 

CARPENTER* 3 L * MORRIS,? A Atomic Safety and Licensing Bonrd Panel 
lOpp 10346 099 24X Fiche 50-322, 03/05/27,8306150250 


0306020101 Comments on uti 1-county disagreements re unresolved QA/QC 
operations, in response to 930517 l< 23 Itrs Matters discussed 
in stated Itrs need not be litigated or mediated by ASLB 
BORDENICK, B M Hearing Branch 3 03/05/31 DYNNERrA H 

Klrkpatrid, Lockhart, Hill, Christopher 6 Phillips 2pp 
10690 23 0 24X Fiche 50-332,03/05/31,3306020101 


0306020446 Forwards portion of ABLAQ Decision ALAB~729 re sys 
interactions NRC const of term "important to safety " 

Reasonable progress demonstrated $< adeciuato justification 
for operation of facility shown 

ransom, R J Hearing Branch A 03/05/31 BRENNER, L , 

C ARF ENTER, J L , MORRIS,? A Atomic Safety and Licensing Doord Panel 
2pp 10693 243, 24 X Fiche 50-322,83/05/31,0306020446 


0306070301 Forwards executed MH Goldsmith affidavit supporting Suffolk 
County response to util b NRC opposition to motion for 
leave to file new contention re emergency diesel generators 
Related correspondence 

MILLER, M S Kirkpatrick. Lockhart, Hill, Christopher S< Phillips 
KILLER. M 8 Suffolk County, NY 03/06/03 BRENNER, L . 

OdRDENiCK, B M . REVELEV, W T Atomic Safety and Licensins Board 
Panel Ip 1B741 321 24X Fiche 50-322,83/06/03,0306070301 


— 8306070396 Executed affidavit of MW Goldsmith demonstrating issties 
raised in Suffolk County proposed contention on diesel 
generators timely railed St present significant issues re 
generator safety function Certificate of Sve end 
GaLDaNJTH>M W Suffolk County, NY GOLDSMITH, M W Energy 
Research Group, Inc 83/06/02 22pp 18741 322 24X 

Fiche 50-322. 03/06/03, 8306070381 


9306070405 Corracts util 830926 memorandum of ivc for supplamental 
emergency planning info Certificate of 8vc end 
CHRiaTHAN,J N Hunton U Williams 03/06/03 LAURENSON, J A , 

KLiNEfJ n, , LIVINQST0N,M 8 Atomic Bafrty and Licensing Board Panel. 
Opp 18742 2B1 24X Fiche. 50-322. 03/06/03, 0306070405 


63060B0171 Forwards util response to Suffolk County submission re 
diesel generators Suffolk county unwarranted attack on util, 
utlL counsel 6 NRC u/o basis Leave to submit response to 
demonstrate no issues of fact exist requested, 

ELLIS, T S Kunton it Williams ELLIS, T B Long Island Lighting Co, 
83/06/03 BRENNER, L t CARPENTER, J. M , MORRIS, P A Atomic Safety and 
Licensing Doard Panel 2pp IB772 270 24X Fiche 50-322,03/06/03, 

0306000171 


— 0306080177 Response to Suffo-Lk County submission re dlessl generators 
Submittal allegations b implications false Reopening nf 
record not merited Discontinuities In cylinder blocks will 
not affect safety 

ELLIB, r 8 Long Island Lighting Co ELLIS, T 8 Hunton b 
HllLlaflis 03/06/03 2pp 10772 200 24X Fiche 50-322,83/06/03, 

8306000171 


—0306000102 Affidavit of EJ Yoongl Ing , demonitretlng existence of no 
cracks in cylinder block castings which will propagate or 
adversely affect engines Certificate of Bve encl. 

VOUNGLlNGrE J Long Island Lighting Co. 03/06/03. Bpf. 

1B772 202 24X Fiche 50-322,03/06/03,8306000171 


0306060104 Response to util f< NRC opposition to Suffolk County 030502 
motion b 030510 addendum to motion for level to file new 
contentions re emergency diesel generators Proposed 
contention should be admitted 

BROWN, H H Suffolk County* NY DRDUN, N H Kirkpatrick, Lockhart, 
Hill* Christopher b Phillips 83/05/JJ Atomic Safety and 
Licensing Board Panel 40pp 10720 195 24X Fiche 50-322,03/05/31, 

0306060104 


— 03O6O6O1B0 Affidavit of MM Goldsmith advocating further investigation 
intd facility diesel generator problems Prof qualifications 
tt Certificate of Qvc encl. 

OOLP&MITHiM W Suffolk County, NY GOLDSMITH, H W Energy 
Research Group, Inc 03/05/31 36pp 10720 235 24X 

Flcbe 50-322,03/05/31,0306060184 


83061S0404 Confirms 030520 telcon between A Dynner b R Caruso re 
cancellation of 030524 meeting on util request foi CP 
extension Meeting should be rescheduled within 10 days 
EISEMHUT, D 0 Division of Licensing 03/06/01 DROWN, H M 
Kirkpatrick, Lockhart, Hill,. Christopher b Phillips 4pp 
10060.353 24X Flche 50-322, 03/06/Oi * PJ061 50404 


0306060292 Reply to util 830916 b NRC 830523 filings, as cuppl to 
Suffolk County findings b opinion on Onffulk County 
Contention 11 Util failed tP address need to consider check 
Valves in safety-related sya W/Certi f icate of Sve 
LANPHER, L C Suffolk County, NV LANPHER.L C. Kirkpatrirk, 
Lockhart, Hill, Christopher fc Phillips 03/06/02 9pp 10730 000 
2 4 X Fiche. 50-322, 03/06/02* 9306060272 


0306270399 Demands limited appearance hearings be held 

LASCELLEi K E Affiliation Unknown G3/06/02 LAURLNSON, J A 

Atonic Safety and Licensing Board Panel 2pp 18994 130, S4X 

Fiche 50-322, 03/06/02, 0306270399 


0306000151 Order scheduling 030610 party conference in Dethesda,Ht> to 
clarify legal b technical points re Suffolk County motion to 
admit new contention on emergency diesel generators 
BRENNER, L Atomic Safety and Licensing Board Panel B3/06/06. 2pp 
18772 190 24X Fiche 90-3224 03/06/06, 03O6OBO 151. 


0306130390 Refiuests limitod appearance hearings be held on Long Island 
before formal litigation begins 

PETIT* M R , FOX.C , PRICE, M. Affiliation Unknown 03/06/06. 
LAi/RBNQaN* J A Atomic Safety and Licensing Board Panel I3pp 
18823,260 24X Fiche 50-322,03/06/06,0306130398 


6306000169 Response to util memoranduM uf sve of supplemental emergency 
planning info ASLB should reject proposed emergency plans 
until agreement reached w/entlties to perform assigned 
duties Certificate of Sve end. 

BROWN*H H. auffolk County, NY. BROWNiil H Kirkpatrick, Lockhart, 
Hill, Christopher b Phillips 03/06/07, Atomic Safety and 
Licensing Board Panel Hpp 10772 132 24K Fiche, 50-323, 03/06/07* 

03O6OBO169 


Q306090S16 Motion requesting Cammission to reject util plans which do 
not provide adequate accident response preparedness b to 
conclude DU proceeding Certificate of Dve encl 

BROWN, H.H Buffplk County, NY. 0RIKMN. H H Kirkpatrick* Lockhart, 
Hill, Christopher b Phillips 03/06/07 Commissi oners. lOpp 
1Q796>001 24X Fiche 50-322,03/06/07,8306090216 


B3O6O9OS50 Advises that util proposal* per 030512 order re submission of 
utli plan in absence of state «, local govt plans, is simply 
vnlmp Lementab le compendium of speculative St hypothetical 
a I tarnattves, Facll itg shutdown recommended 
COHALANiP.r auffollc County, NY 03/06/07. PALLADINO. N. 3 i 
0ILIN8KV,V * A9SELBTINE* J K. Commissioners. 3pp. 10794'P16. a4X 
Fiche 50-322, 03/06/07, 8306090258 


6306060312 Informs that Teledyne Englnoei ing Sves will issue final 
Independent design verification program rept on 830711 
B0HDEN1CK,B M Hearing Branch 3 83/06/03 BRENNER, L., 

MDRRISiP. A , CARPENTER, J L. Atomic Bafety and Licensing Board Panel 
2pp 1B729-323 24X Fiche 50-322,03/06/03*8306060312 


0306090295 Status rept on schedule for filing emergency planning 
contenttonB Four wks sufficient to produre draft 
contentions Contentions should address util/county plan I, 
util interim plens Certificate of Sve end. 

HCCLESKEYtK E. Long Island Lighting Co MCCLEBKEY, K E. Ifunton It 
Ml Ilians. 03/06/07 5pp 10795* 207 24 X Fiche- 50-322, 83/06/07, 

0306090295 
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9306100240 Forwards rvsponsi to Suffolk County aubmiE^ipn of data rp 
dltiil gentTators It JC Higg^lns unrxatutp^d affidavit tp 
erackfd taitTgfney disivl generator englna block 
fiOADENlCK. Q H Hearing Branch 3 B3^06/0e. DRENNER/ L t 

MOfiRISi P A t CAfiPENTEfljJ L Atatnic Safety and Licensing Board Panel 
3pp 1BB07 126 S4X Fiche 50-322.83/06/08.6306100240 


— 6306100242 Response to Suffolk County 830526 subtnisBion of data re 
diesel generators Utlk promptly inforned MRC af surface 
crack Indications in diesel generator camshaft block area. 
Certificate of Svc end. 

BORDENICK.B H Hearing Branch 3 83/06/08 9pp 18607 126 24X 

F 1 c h e 50-322. 63/06/06. 8306 1 00240 


6306150272 Order denginp Suffolk County fi30609 lequo&i. for ndifl 
file draft emergency planning t onterit i nris Na good cauT.e 
shouin for substantial delatj 

LAURENSOHi J A Atomic Safety and Licensinq Board T'^aiic I ' 1 

Suffolk County. NV 2pp i{f847 1/t .'MX Tiche .1.',,', IM •‘i.'/i ^ 
0306150292 


6306150300 Order excusing pax ties from filing draft oi final 
contentions re util al terntitl i ve emeiguffCij plans until util 
establishes consent of one or more gnvl entities it> 
participate in emergency plan functiunR- 

LAURENSOHi J A Atomic Safufcy and Liconr-ing Board rand fJI/f'A/l'* 
3pp 10649 167 24X Flcho 10-322. BJ/06/ 1 0. 0306 1 Kill 


8306130404 Kotlon for low-pou«r OL Partial initial decision needed on 
fiill-pover operation for issues on tihich record complete 
Certificate of Svc. end 

AEVELEV.g T Long Island Lighting Co REI/ELEY. H T Nunton 6 
Willleai 03/06/80 Atonic Safety and Licensing Board Panel 
ISpp 16623 245 34X Fiche 50-322. 83/06/08. B306 130404. 


6306130411 Foruards notion for lou-pouer DL Request involves evaluation 
of onsite emergency preparedness, contested health Ir safety 
lisuiS 6 offsite energincq preparedness H/o end 

REVELEV.M T Hunton 6 Mil Hams RE7ELEV. il T tong Island Lighting 
Co 63/06/00 BRENHER. L , CARPEhTTEfl , vl N . tlORRlB.F A Atomic 
Safety and Licensing Board Panel Spp 16823 235. 24X 

F 1 ch t 50-322. 83/06/08. 63861304 1 1 


6306130423 Repk on disagreements w/util re QA/OC operations Seven 
dliagrtiaents. al 1 ulthin scope of t itigatlon. remain 
DYNNER.A « Suffolk County. HY DYNNFRj A R. Kirkpatrick. Lockhart, 
Hill. Christopher If Phill ips 63/06/08 75pp IBB23. 147 24X 

F I c h f 50-322. 83/06 /OB. 6306 1 30423 


8306130446 Notice of appearance in proceeding Certificate of Bve end 
K0NA0HAN.J A Long Island Llghtinj Co WONAGHAN. J A. Hunton If 
Milllant 83/06/06 3pp. IBB21 203 24X Fiche 50-322.03/06/00. 

0306130446 


8306150370 Rasponst opposing util 838S26 filing of five emergency plans 
In conplianci w/ASLfi B30420 memorandum t. order. Plans do not 
meet ABLfl order criteria Certificate of Svc end 
SHAPIRO. R. North Shore Committee Against Nuclear If Thermal 
Pollution. 83/06/08 Atomic Safety and Licensing Board Panel 
7pp 18047 258 24XFlche' 50-322, 63/06/08. 0306 1 50378 


Q3061S0370 Response to ASLQ G30&26 rnomorondum & ordor dlreitinu 
clarification of certain matters re Contontian HO 11 I vri y 
safe ty-related check valve included in inriorvicu trstl.iy 
program fc tested in one of thi ec uayc 

FLANAOAN. D D Long Island Lighting Co FLANAGAN. I) H llunlc^), b 
Williams 03/06/10 3pp 1HB4/ 200 34X Fithe TiO *1'.'. £)• J /ii ^/ H 

0306 J 503/0 


— 8306150373 Affidovit of JA Ui (irrt. ad Ut esoiny quosttoris ra 
related check valve categcities {< testing 

RIGERT. J A Long Island Lighting Co 03/06/09 5p|i lhC«4f 
24X Flche 50-322.03/06/10.0306150370 


— 6306150361 Affidavit of JF Al ex ander. address i nq iniiep eiidi'iM eafele 
engineering group evaluatiar. of volyr failures Cei'tlflidlr 
of 8vc end 

ALEXANDER. vl f Lang Island Lightinq C‘o D3/06/0V 6pp 
10947 296 ?4X Fiche 50-332.03/06/10,01061503/0 


8306150416 Order adding EL Frurri tn ovr list I. doldting DJ {irrvr. 
svc List 

FRUCCI.E L Atomic Safety and LicenBing Board Panel Ol/tP/./IC’' i* 
10847 126 ?4X Flche 50-322.(33/06/10.8306150416 

0306150379 Response supporting Suffolk County North IRinrr 
for Safe Energy motion for order striking portions of till I 
030526 filing Cmergoncy plans devoid of legal or pincticat 
substance Certificate of Svc end 

DOUOHERTV. J D Shoreham Opponents Cualllion 0J/<I6/I3 Atrrti, 
Safety and Licensing Board Panel 4pp 1B047 235 VAX 
Fiche 30-322. 03/06/13. 0306150377 


8306160305 Supports limited appearance hearings prior to formal 
1 i tlgat ion. to be held on Long Island 

LBHKAN.DH Affiliation Lfnknown 03/06/08 LAURENSON.J A Atomic 
safety and Licensing Board Panel Ip 18857 231 24X 

F i c h e 50-322. 83/06 /OB, 0306 1 6030 5 


''""‘•■I r. die>.l gtn.p«tor. 

^ Hearing Branch 3 03/06/0? BRENNER. L , 

M0RR18.P A , C^PEMTER.J L Atomic Safety and Licensing Board Panel 
2pp IS023 Oil a4X Fiche 50-323. 83/06/09, 8306130387 


8306130391 Affidavit of JC Higgins re diesel generators Util Inform 
affiant of surface crack Indications in camshaft blocks of 
eiesel generators on B30330 Cracks caused bg casting U 
cooling block. not preopera fcional testing 

”l0023°oit3^ 83/06/09 3p 

10S23 013 a4X Fiche 50-322.83/06/09.8306130387 


8306150395 Foruards Buff oik County status rept re need for addl time 
order'^^*^^ emergency planning content ions, per ASLB 830505 

MCMUHHAV ? M Christopher tr Phillips 

County, NY 83/06/07 LAUBENSON. J A Atom 
Bafity and Licensing Board Panel Ip 1BB47 001 24X 

Flche 50-322,83/06/09.8306150395 


Status rept requesting addi time to file draft emergencu 
transition plan only ,ulj of ^ 

contentions* y tension needed until 830810 to submit draft 
^ntentions. Certificate of Svc end, 

^ ' WC MURRAY, C M. Klrtpatrick, 

Christopher 6 Phillips. 03/06/07. Atomic Safe ( 

Flche 50-322,83/06/09,0306150395 * 


TS.'Trr k-;:;:;, 

RCTW, D A Hearing Branch 3 83/06/10 lo laSDl-aa'A ^av 

FUhe: 50-322, 03/06/ 1 0,03061 304 14 10933-224 24X 




D306150397 Notion for Immediato doclslon rejoclinfl util trarv^iliuii 
plan Plan does not involve state I. county povt 
partic i patlan. therefore adequate omeryenicu preparocJfiets iint 
provided Certificate of Svc end 

DROWN. H H Philadelphia blectrlc Co DRfJWN. H H Hlrkpnliiil 
Lockhart. Hill. Christopher 6 Phillips 03/06/13 Commi i,* | i 
5pp 10047 132 24 X Flche 50-322.03/06/13,030615007/ 




to intervene In emergency planting hearing Member aFnonvi 
notice of appearance 6 Certificate of tivc end 
SWARTZ, L L Affiliation Unknouiri SWAHl/.LL Pntifit 1 ] 

Foundation 93/06/14 Atomic Safety and Llconsinn Hoard I'# 
aSpp 10879,293 24X Fiche 50-323,83/06/14.03061/0074 




i emcigoncy prepat edheib 

Immediate Commission decision rejecting transition plan 
Certificate of Svc end 

CHRISTMAN.J N Long Island Lighting Co CHRISTMAN, J N 
Williams 03/06/15 Commissioners i4pp 18057 3J4 
Fiche 50-322.83/06/15.0306160207 ^ 


Huntrir 4 

; 41 


pjwoio 01 ai grandng of Buff oik Count v 
for extension to 030627 for County to nnaiuer util 83060IJ 
830630 response dole extended unlll 

a3/06/'l5 " ChrUtophor tc Phillips 

n J L . MORRIS. P A Alumlf 

and Licensing Board Panel Ip 10900 170 24X 

Flche 30-322.03/06/13,0306200337 


8306220074 Submits correct title 4c 
9^^L9R. P Long Island Lighting C 
Services Branch Ip 18926 210 
8306220074 


address for J Novorro 
0 1)3/06/ 15. Dockrting L 

24 X riche 50-322*03/05/15, 




■ -■-'-■-■r aupnorcina 

petition to intervet.r 

KLInL j R . LlVINeSTON*S‘i 83 / 06/16 LAURCNSON, JP A . 

Ip 10926 05 a Safety and Licensing Board 

ip 10926 054 24X Flche 50-322, 03/06/16. 03062200011 
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--8306220073 Bup|*l to Citiioiii. for Oidoilg I nei qy Policy B306M petition 
to intervene crinsialing of lulcy>Alf liiilliUK KtJiie* 

JJ Cq dwell ** JJ’ ItJiJusi affnJ»ivifcs 

* AF iF i 1 la tiiin Unknuuin 0 J/06/09 Atomic Saftiy and I icetising 

Doard Panel '^pp 19906 0*#*i 24 X hlche *10-322,03/06/16, 

0306220 OBB 


B306220017 Advisi'B that util presentation to Region 1 pprQunnel on 
aspects of diesel gcneratnis »»chedi;lD(l Foi O306JO in Kinq of 
Prussia' PA If Hg t Meeting Rept bO-J2P/B I *20 to be issued 
Related t on p5p ond e nc p 

ELLIS' T n Huntoii ^ Wi 11 irims U Lib, I *3 Long Island Lighting Cti 
83/06/17 BREWNER. L , MfjHRIQ, P A , CAlcf'CNTER. J K Atomic Safety and 
Licensing Board Panel Ip 1B727 322 ,J4X Flchp *>0-332. 03/06/17. 
□3062'IOOJ / 


9306220134 Reply to util ^ NRC *,t>bmi s&i ons on Suffolk County (oniriitKin 
11 Facts in utj 1 Sc NRC affidavits qiiot ho scrutmijed 
careful ly 

LANPHEKcL C Suffolk County, NY LANPI(ER,L C Kirkpotritk. 
Lockhart, Util. Christopher h F'hillipb 03/06/20 Ip 1(1726 196 
2qX FithP 50-322,83/06/20.6306220134 


— 8306220141 Affidavit of DC Uridcnbauqh ro info In retold on Suffolk 
County Contention 11 re passive mech.inical valvo faiJuie 
Discusses deficiencies in insnrvicc tuctinq proqiam 
Certi f icatc of *ivc 

DRIBENUAUGH. n Buff oik County. NY 83/06/17 7pp 10726 Jl»7 
24X Ficho 50-322,63/06/20,0306220134 


9306230004 Fa near da Teledyno Enrj irieor »nq bvt 5 030606 1 ti u>/atiachfnoTtt r> 
re independent design ver i f irntion program Certificate of 
five eticl 

BORDEN I CK* D M Hearing Hrunt h 3 03/06/21 DHENNER.L . 

CARPENTER. J L . MORRIS. P A Atumit Safety and Licensing Bonrd Panel 
L2py 16747 OBO 24/ Tic ho 00-322,83/06/21.0306230004 


O306230D0B Rpsponae gpposinq Suffolk Counnty 030607 ^ 13 motions Poi 
summary rejection of util offsite emcrqenry transition plan 
Rejectluri u>/o review 8< hearing could drny opportunity to 
prosEPt cose on merits W/Crrt i f i cate nf svt 

REPKA.D A Healing ttranch 3 03/06/21 Commi esj oners JOpp 

1Q947 lao a4x rtche 50 - 322 , 113 / 06 / 21,6306230000 


G306270390 Requests to make limited appearance statomerits at N30714 
h earing s 

FOHST.-H . KING, W , F6X. C AP filiation Unknown R3/06/i3i Office 

of the Secretory of the Commission .'pp 10793 304 24X 

l='iclie 50-33S, 63/06/21, H306270J70 


B3062B0972 Requests to make limited appearance statement at morning 
session of 030714 hearings 

FORAT. H Affiliation Unknown 03/06/21 Office of the Beci otnT g 

Of the Commission 2pp 19017 310 24 X Fir he 50-322,03/06/21. 

0306280572 


03O627OJ-44 Memorandum & order granting in part & denying in part 
Suffolk County 630502 motion to admit new rontentinn re 
srnsrgency diesel generatuttv 

BREWNfcR.L Atomic Safety ond LicenPinq Hoard Panel 03/06/2P 
Suffolk County. NY 49pp 17012 19/ 24 X Ficho 50-323,83/06/22, 

0306270144 


B306270360 Clliiens for Ordei ly Energy Policy. Ipc draft cententlone 
Util can develop emergency plan, prr NRC i< (rEMA otds, to 
protect public health h safety adequately in event of 
e^nerqenty Certificate of 8vc rncl 

SWARTZ. L L Affiliation l/nknuiun SWART Z, L L Pacific Legal 
Foundation QJ/06/22 Atomic Safety and Liconoing Board Panel 
lipp 10796 C09 24X Fiche 50-322,63/06/22,0306270280 


3306260601 Consolidated draft emergency planning contentions nf Suffolk 
County , Shoreham Opponents Coal 1 1 ion. Not th Shore Committe & 

Town of Snuthhamp ton, based on gtll transition plan 
LETBCHE, K J Suffolk County. NY LLTCOHK, K J Kirkpatrick. 
Lockhart. Hill, Christopher U Phillips 03/06/33 Atomic Safety 
and Llconsing Board Panel IV4pp 19015,169 24X 

Fiche. 50-323, 03/06/23, 6306380601 


^-0306300600 Draft emergency planning coiitentions of Town of Southampton 
Certificate of Svc enci 

8HEA.J F Sauthampton, NY SHEA, 0 F Twomoy, Latham 8haa 
63/06/22 Atomic Safety and Licensing Board Panel 6pp 
19015 343 24 X Fithe 30-322,03/06/83,0306060601 


O306290393 Motion to amend svc list by deleting M Kelly t< adding 
J Felnb erg. Notice of appearance S. Certificates of Svc cncl 
FEINBERO, J D Long Island Lighting Co FEINBEHO, J D New York, 
State of. Energy Office 03/06/23 Atomic Safety and Licensing 
Board Panel 5pp 19053 274 24X Fir he 50-322,03/06/23,0306290393 


6306370433 Advises that Town of Southampton joins in consolidated draft 
emergency planning contentions Finaiiied contenti ons, to be 
submitted on 030707, uii 1 1 dplinuate which mtervenor will 
participate on litigation af individual cnntentiens 
MCMURRAV,C K Kirkpatrick, Lockhart, Hill, Christopher 8. Phillips 
03/06/33 LAUltENSON, J A . KLINb, J R . LIVINGSTON, M 9 Atomic Safety 
and Licensing Board Panel 3p 19052 315 24X 

F i c h e 50-323, Q 3/06 / 33, B306270 ‘>33 


8306300506 Forwards FEMA B30623 findings on util transition plan for 
offsite emergency preparednun s 

REPKA.D A Hearing Branch 3 03/06/24 LAURENSDN, J A , 

LIVINGSTON, H 9, KLINE, J R Atomic Safety and Licensing Board Panel 
22pp 19017 212 24X Fi Che 50-322.83/06/24,0306360506 


6306390460 Forwards answer oppocing util motion far low power OL 
Offsite emergency preparednesB insufficient to support 
full pflwar OL Kotlon premature since ASLB cannot issue 
initial declsi-on on controverted matters 

DVNNER.AR Kirkpatrick. Lockhart, Hill, Christopher S, Phillips 
DVNNER, A R Suffolk County, NY 03/06/27 BRENNER, L J . 
CARPENTER,.! L Atomic Safety and Licensing Board Panel 5pp 
19052 073 24X Fiche 50-322,03/06/27.8306290480 


“-Q3O629O405 Answer apposing util B30606 motion for low power OL 
Commission has not ruled on certified question on emergency 
planning Motion premature sitico ASLB cannot issue partial 
Initial decision 

DVNNER, A n Guffolk County. NY DYNNER, A R Kirkpatrick, 
Lockhart, HU I, Christopher & Phillips 03/06/27 Atomic Safety 
and Licensing Board Panel S3pp 19052 090 24X 

Fiche 50-322.03/06/37,03062984 60 


— 0306290492 Motion for leave to file contentions re onsite emergency 
preparedness Revised onsite plan defective incapable of 
adequate implementation since County relied upon to 
participate in 8( implement plan Certificate of Bve end 
DYNNER.AR Suffolk County. NY 03/06/27 Atomic Safety and 
Licensing Board Panel 22pp I909P 153 24X 

Fiche 50-322. 03/06/27. 03062904 00 


6306290505 Clarifies petition to intervene re BNL dependence on power 
supplied by PA0NV & LfLCQ PASNV supplies 757. af power over 
LILCO transmission lines LitCO supplies 257. of power 
8UART2iL L Pacific Legal roundation 03/06/27 LAUREN50N, J, A. > 
KLINE, J n , LIVINGSTON, M 8 Atomic Safety and Licensing Board Panel 
ip 19052 ai4 24X Fiche 50-322,03/06/27,0306890505 


0306300001 Motion for leave to file contentions re onsite emergency 
preparednesB Contentions not capable of final resolution 
during Phase 1 emergency planning mutters Certificate of 
Svc end 

DYNNERrA R Suffolk County, NY DYNNCR, A R Kirkpatrick, Lockhart, 
Hill, Christopher t< Phillips 83/06/27 Atomic Safety and 
Licensing Board panel 23pp 19121 043 24X Fiche 90-322.03/06/27, 

0306300001 


6306300094 Reapona* to Cltliena for Orderly Energy Policy, Inc 030614 
patltlon to intervene Suffolk County does not oppose 
petition, but doubts NRC requirements mot Certificate of Svc 
unc 1. 

LETSCHE.K J Suffolk County, NY LETOCHE.K J Kirkpatrick, 
Lockhart, Hill. Christopher 8, rhillips 63/06/27 Atomic Safety 
and Licensing Board Panel. 5pp 1904B 346 24X 

Fiche 30-322. 03/06/27, 8306300094 


0306300147 Answer aupporting Cltiicns for Orderly Energy Policy. Inc 
830614 petition to intervene In proceeding on emergency 
planning issuei Criteria for untimely intervention met 
Certificate of Svc encl 

REVELEV.M T Long Island Lighting Co REVELEY.W T Hurston t, 
Infllllams 03/06/27 Atomic Safety and Licensing Board PaneK 
Spp 19122 290 24X Fiche 30-322,03/06/87,0306300147. 


0306300070 Responae conditionally supporting util 03O6OB motion for 
low-power OL If Commission doos not accept directed 
certification of emergency preparedness issue 6 Items 
resolved. OL should be issued H/Certl f icate of Svc. 

BOROENICK. 0 M Hearing Branch 3 03/06/29 Atomic Safety and 

Licensing Board Panel app 19121003 24X FI che< 50-322, 63/06/29, 

0306300070 


0306300071 Response opposing Citizens for Orderly Energy Policy, Inc 
030614 petition tP intervene Citizens lack standing to 
intervene since no injury in fact shown as result of action 
W/CertlficatB of Svc 

REPKA, D. A Hearing Branch 3 03/06/29 Atomic Safety and 

Licensing Board Panel I7pp 19122 347 24X Fiche j 50-322, 03/06/89. 

0306300071. 
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H 0»r»Bral correspond once 


03O6il4O3l6 Respond-* to 930413 Hr, foriKardinp constituent H Jaffe 030407 
Itr re further developenint of nuclear pouer Issue re safety 
c Is ssl f 1< s ti on of s tructures* sys components uijil not delay 
plant conpletlon Ir licensing 

DlUCKSiH 0 Office of the Executive Jlirector for Operations 
93/05/23 LENT. NF House of Rep 6pp 18344 33? 24X 

Flche SO-SS?/ 93/OS/ 23, 030614031/) 


— 0306140323 Forwards constituent H Jaff* 33040? Itr re allegations that 
NRC halting effort* to develop nuclear power bg delaying 
nifclear power plant licensing^ 

LEbTr, M F House of Rep 03/04/13 COMDS. F NRC " No Detailed 
Affiliation Olven 4pp 13944 344 24X Flche 50 '•322, 83/05/23, 
8306140316 


03O&O2O347 Opposes facility restart 

HACLEDD,^. Affiliation Unknown B3/05/26 BBENNERiL Atomic 
Sefetg anil Licensing Board Panel Ip 12694 330 S4X 
Fiche: 50-322. 03/05/56. 8306020347 


9306000194 Requests limited appearance hearing* re emerpencg evaluation 
planning be held on Long island 

HICKEV.M^ EDBALL.^f , NICDTERA.O Affiliation Unknown. 83/05/20 
LAURENBONi >1 Atomic Safety and Licensing Board Panel I2pp 
1B772 209. 24X Fie ha 30-322, 03/05/28, 0306080194. 


B306130401 Eipresses concern re ut i l-pponsored emergency plan 
Comnl ssioni not ABLE, must decide issue 

PETIT, rt.F. Affiliation Unknown. 03/06/06 H0RRI8, P Atomic Safety 
and Licensing Board Panel 2pp. J88&3 045. 24X 

Flche. SO-322, 03/06/06, 9306130401 


6306270203 Supports independent insp af plant 

BTIMKROTH, T. J. Affiliation Unknown 83/06/13 LAURENSON NRC - No 
Detailed Affiliation Olven Ip 18996 190 24X 

Fiche 50-322.83/06/13,0306270288 


8306290901 Demands public hearings re emergency planning 

TERHIN, A Affiliation Unknown 83/06/23 LAURENSON, J A Atomic 
Safety and LlecTiting Board Panel Jp J9052 330 24X 

Fiche* 50-322, 83/06/23,8306290501 


8306270526 Requests removal of JP Novarro from sve list Related 
coTTetpondence 

8ITLER, P. Long Island Lighting Co 03/06/33 Docketing 6 
Services Branch ip 19052.329 24X Ficha 50-322,83/06/23, 
8306 S 90526 


0 Inspection reports, lE Bulletins L correspondence 


0306060210 Forwards IE Insp Rept SO -322/8 3 ^13 on 030426-20 No 
noncoaip Hence noted 

5TARUSTECKI, R Division of Project & Resident Pragrams. 03/05/23 
POLLOCK, N S. Long Island Lighting Co 2pp 18727.296 24X 

Fiche; 90-322, 03/05/23, 8306060210. 


—8306060215 IE Insp Rept 50-322/03-13 on 830426-28. No none omp 1 iance 
noted, Major areas impected actian on previously identified 
Items, work ac t iviti ■», procedures 6 records re current status 
conduct of const & const OA activities 
CERNE, A C Region 1, Office of Director. OALLO,ft. M Division of 
Project i< Resident Programs 03/09/10 Opp. 18727 293. 24K 

Fiche: 50-322,83/05/23, 8306060210 


8306060269 Forwards !E Imp Rept 50-322/83-14 on 030487-29 4, 0506. No 
noncomp liance noted, 

8TAR00TECKI, R. Division of Project fr Resident Progrems. 83/05/20 
POLLOCK, H 0 Long Island Lighting Co 2pp 10727;; 033 24X 

Fiche* 50-322. 83/05/25, 0306060265. 


—8306060268 IE Insp Rapt 90-322/03-14 on 83D427-'29 It 0506 No 
noncompl lance noted Major areas inspec ted* licensee actions 
taken to comply w/raquir emente in NUREO -0737, Item II. B. 2, 

"Design Review of Plant Bhlalding ^ 

KELLY, E. Raglan 1, Office of DireetPr. OALLO, ft, H Division of 
Project 6 Resident Programs 03/05/23 0pp 10727' 035, 24X 

Fiche* 50-322, 63/05/25, 8306060269. 


0305110450 IE Info Notice 03-32, '^Ruptured Am-241 Sources Contained in 
Well Lagging Device. " Sve list enci> 

TAYLOR, J.M Division of Safeguards 6 Inapeetian Program* (Post 
8301031. 63/05/26 Consolidated Edison Co. of New York, Inc. 
iSSpp. 18031:043. 24X Fiche: 50-000, 83/05/26, 83051 10458. 


63D9110460 IE Info Notice 83-34, "Event Notification Info Norkeheet. 

Sve lilt end. 

JORDAN, E.L, Division of Emergency Preparedness t< Engineering 
Reepon** (Post 030103) 63/05/26. Consalidated Edison Co of New 

York, Jne il5pp. £0732:005 24X Fiche 50-000, 83/05/26, 8 3<i9i 10460. 


8306020071 Notification of 8.10602 significant licensre mretinq j;,)/util | 
S&W in Hichfvll le< NY to diRfui.5 SA! P 

HCCABE, E C nog 1 an !• Office of Dliecior 83/09/2-6 Rutiion L> 
Office Df Director ip lO/Ol 33/ P4X Fiche 50-322.83/05/26. 
0306020071 


8306090067 Fcnruiards IE Insp Rept 50-322/83- 10 on 03O4OI'O5O9 & noHt, 
of violation 

STAROSTECKI, R Division of ”TDjett & Ri'Sident Progiams 33/05/,/? 
POLLOCK. M S Long Island Lighting Co 2pp 18793 P90 24X 

Fiche 50-322.03/05/27,0306090067 


— 0306090069 Notice of violation frum Itifo on 030401-0509 

» Region Ir Office of Director 03/U5/27 Ip 10793 292 i*At 
Fjche 50 322. 03/05/27. Q3060V006 7 


— 830609007A JE Insp Repk 50-322/83 10 on 830401-0507 None omp 1 a ante 
noted failure to assoie that chanpee to emargancy diesoi 
generator test procedures distributed & used 
HiGQINg, J C , NCCABE.C C , KUNKLfe, 0 L Rep i on 1 , Qf P I c o o f 
Director 83/03/25 14pp 18793 293 24X Fiche 50-322. 83 /O 5/2?. 

B3060 90067 


8306090128 Forwards IE Insp Rept 50-322/0^- 1 1 on 03O4O5-J6 No 
n one o/np 1 iance noted 

MARTIN, T T Division of Engineering 6 lechnical Fragrams 83/05/27 
POLLOCK.ff S Long Island Lighting Co 2pp 10792 237 ?4X 

Fiche' 50-332. 83/05/27. 0306090120 


— B30609D131 IE Insp Ropt 50-322/03-! 1 on 030405-16 No noncoPip) laricp 
noted Major areas inspected structural acceptance test 
results evaluation, pT eoperational tort program, including 
status & implementation 

NICHOLAS. H H . VARELA. A A . DEITENHAUBLN, L Region I, OHice of 
Director 83/05/23 EDpp 18793 339 24X Fiche 50-322.03/05/37, 

0306090128 


0305110461 IE Infn Notice B3-J5, "Fuel Movement W/ControJ Rods 
Hlthdrawn at DWRs " Bve list end 

JORDAN, E L Division of Lmergency Preparedness L Engineering 
Response (Post 030103) 83/05/31 Consolidated Edison Co of New 

York, Inc I16pp JB732 200 24X Fiche 50-000.83/05/31,03051 10461 


830607-0321 Submit* atfdl confirmatory info re containment liner piping 
penetration* per N0C 630520 teJeon Info submitted should 
enable closure uf Bulletin BO'OD a* fuel load 
requirement 

SMITH, JL. Long Island Lighting Co 83/05/31 DENTON, H R Dffici 
of Nuclear Reactor Regulation, Directoi 3pp 16746 081 24X 

Fiche 50-322,03/05/31.6306070321 


6306070440 Provides list of options available to con ect deficienciei 
in fteperatlon of electrical cahles tt laceways noted In lE 
Insp Rept 50-322/79-07 

SCHNENCER.A Licensing Branch 2 83/05/31 POLLOCK. M 8 Lang 

Island Lighting Co 4pp 18/76 359 24X Fiche 50-322, 03/05/31. 

8306070440 


8306140332 Ack receipt of 830509 Ur informing NRC of steps tofcin to 
correct viyiations noted in IL Insp Rapt 50-32S/83-05 
STAROBTECKI. R Division of Project U Resident Program* 03/05/31 
POLLOCK, H a Long Island Lighting Co ip 10832 159 24X 

Ficha 50-332,03/05/31,8306140332 


—0306140358 Flespunds tn NRC 830330 Ur re violations nated in IE Insp 
Rept 50-322/03-05 Corrective action* Dailey Meter Co 
120-volt ac, B 7 a top /24-vo 1 1 dc,20 amp power supplies 
certified to provide 24-volt dc 4*4 output at power supply 
MU8ELER,H J Long Island Lighting Cn B3/0S/09 9TAR0STECKI. R 
Division of Project L Resident Programs 7pp 18832 160 24X 

Fiche; 50-322, 63/05/31. 6306140332 


0306140739 Forwavds preservice insp plan transmittal 8c Inaervlce In*? 
field change author i zat ion Receipt ack requested 

SMITH, J L Lang Island Lighting Co 83/06/01 DENTON. H R Office 
of Nuclear Reactor Regulation, Director 4pp 18R41 096 24X 

Fiche 30-322, 03/06/01. 8306140739 


6306070038 Informs that prtfservsce insp program completed & available 
for onsite review Program should close out SER Open Item 19 
SMITH, J L Long Island Lighting Co D3/06/02 DENTON.HR Office 
of Nuclear Reactor Rej}ulation, Director 2pp 187 j9, 339, 24X 

Fiche* 50-322. 83/06/02, 0306070030 


8306140494 Ack receipt of 030517 Ur informing NRC of step* taken ic 
correct vialatloriB 8< deviations noted in IE Insp Rapt 
S 0-322/ 63-00, Ex c ep t i on s bo E8F reset position will be 
reviewed ^ 

BTAROfiTECKl.R Division, of Project 6 Resident Programs 83/06/03 
POLLOCK, H S Long Island Lighting Cq 2pp 18843 077 P4X 
Fiche 50-322.83/06/03,8306140494 
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-^830^140^^0 Ht&poiids fco NRC 83041*7 1 ti lo violatian!> ?c deviatioiis nott’d 
in TE Insp Hopt 50-322/0J-0U Corrective actions util startup 
per ^diinel reviebied field installation of internal wiring to 
verify uiiring installation 

POtLOCKiM 5 Long Island Lighting Co 03/05/17 BTAROnTCCKl* R 
Division of Project Resident Progr^ins lOpp 10043 0/V 24X 

Ficiie 50-32S. 83/06/03. Q30&1 40494 


0306210104 Forwards IE Insp Rept 50-3a2/03“16 on 830510-12 No 
nonconp 1 ianc 0 noted 

MARTINj 1 T Djvir.ion of Engineciing tc Torhnical pi oqrams 03/06/07 
POLLOCK, M 8 Long Island Lighting Co 2pp 18914 IBl ti4X 
Ficho. 50-323, OJ/06/07, O3062IOJ04 


— B3Q6210107 IE Itisp Rept 50-322/D3-16 an 030510-12 Nti nancomp 1 lance 
noted Major aieas inspected licensee uiork £< OC activities re 
corrective action for significant deficiencies & other 
outst. Hiding items 

N/^RRDU, L . DURR. 3 P Rogion !• Officp of Director 83/06/05, 
5pp 10714 183 24X f^icho DO-332, 03/06/07, 8306210104 


G306140607 Provides addl enginon itig review in effort to completely 
resolve confusion associated w/complex issue re E8h reset 
control ( JL Bulletin 80-061 

SMITH^J L Long island Lighting Co 03/06/00 DIINTUN, H R Office 
of Nuclear Reactoi Regulation^ Director 4pp 18833 097 24X 

F i c h e SO -322. 03/06/00, 0306 1 4 0607 


--B306140615 Forwards response to 830415 1 ti forwarding IE Insp Rept 
50-322703-00 If App Q addressing notice of deviation re II 
Oulleiin 0O'O6r "EOF Reset Controls ** 

POLLOCK fN S Long Island Lighting Co 03/03/17 BTAROSTtCKI. R 
Region 1. Office of Directoi 13pp 18033 103 24X 

Ficho 50-322. O3/06/OO. 8306140607 


0305110464 IE Info Notice 83* 36, ''Impact of Security Practices on 8afc 
Operations " Sve list enc 1 

JQRDANi E L Division of emergency Prepovedneas & rngiiieering 
Response (Post 830103) 83/06/07 Consolidated tdi&on Co of New 

Vort# Inc il9pp 18030 280 24 X Fiche DO-000, 03/06/07i 030D1 10464 


0305110470 IE Info Notice 03-30, ''Defective Heat Sink Adhesive 6 
Seismically Induced Chatter in Relays Nithin Printed 
Circuit Cards 0vr list oncl 

JORDAN f E L Division of Emergency Preparedness 6 Engineering 
Response <Ppst 830103) 83/06/13 Censolidated Edison Cn nf New 

York, Inc liOpp 10920225 24X Fic he DO-000, 83/06/13, 83051 10470 


0306090010 1£ Info Notice 83-37, ’'1 ran s former Failure Resulting Trom 
Degraded Internal Cdnnectiun Cables " 8vc list end 
JORDANrE L Division of Emergency Proparedness & Engineering 
Response CPost 030103) 03/06/13 Consolidated Edison Co of New 

York, Inc 240pp 10921 001 24X Fiche 50-000,83/06/13,8306090010 


8305110475 lE Info Notice 83-40, "Need t<i Environmeniall V Qualify 
Epaiy Orauts 6 Seniors " 8vc list end 

JORDAN; C L Division of Emergency Preparedness 8( Engineering 
Hespanse iPost 830103) 83/06/22 Consolidated Edison Cn of New 

Yorl, Inc llOpp 19021 177 24Xriiho 50*000,83/06/22,8305110475 


8305110477 IE Info Notice 83-41, "Actuation of Fire Ruppression 8ys 
Causing Inoperability of BoPwty -Relatori Equipment " 8vc list 
end 

JORDAN, E L Divioion of Lmcrgchcy Preparedness 6 Engineering 
Response (Post 030103) 03/06/22 Consolidated Edison Co of New 

Yorli Inc I20pp 18997 007 24X FUhe 50-000,03/06/22,0305110477 


0305110477 IE Info Nqtice 83' 48, "Reactor Made Switch Malfunctions »' 
0VC list encl 

JORDAN, C L Division of Emergency Preparedness Engineering 
Response iPost B30103) 83/06/24 Consolidated Edison Co of New 

Yorkr Inc ll6pp 18996 242 24X Fiche 50-000,03/06/23,0305110479 


0306260265 Clarifies util understanding of insp requirements fpr jet 
pump ho Id -down beams Deams retonsioned per vendor 
recommendations U will be included in plant inservlce insp 
program Commitment obviates need for addl preservice insp 
SMITH, J,L Long Island Lighting Co 03/06/23 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 0pp 17015 014 24X 

riche SO-322, 03/06/23. 0306200265 


0305110403 IE Info Notice 83-43, "Improper Settings of Intermediate 
Range (IR) High Flux Trip Setpoints " 8vc list encl 
JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 83/06/24 Consolidated Edison Co of New 

York, Inc llApp 19046 297, 24X Fiche 50-000,83/06/24,0305110403 


S Reportable occurrences, LfcRs 8c related correspondence 


8306010432 Interim deficiency rept re failure of two Darling Jalve Co 
motpr-operated globe valves in RHH sys Initially reported on 
830330 Procedure devised by vendor td preclude malfunction 
SMITH. J L Long Island Lighting Co 83/05/06 Al LAN, J H Region 
1. Office of Director 4pp 10679 306 24X Fiche 50-322,03/05/06, 

0306010432 


0306010011 Interim def lcisn(;;y rept re failure of Broun Dovsrl K-llne 
400-valt load ctr circuit breaker prop latch assemblies 
Initially reported on 830410 prop latch assamblies mffl in 
Dec 1974 fic Jan 8c Feb 1975 will be replaced 

SMITH. J L Long Island Lighting Co 03/05/18 ALLAN. J M, Region 
1. Office of Director 3pp 18673 269 94X Fiche 50-322.03/05/18. 

0306010011 


0306060349 Board Nothfication 03-67 forwards info re errors in 
computer analyses for Mark II containments Rept providing 
results of evaluations performed by S&H re Bhoraham 
Mark II containment also end 

N87AK, T N Assistant Director for Licensing S3/05/I9 Atomic 
Safety and Licensing Board Panel 7pp 18753 079 24X 

Fiche 90-000. 83/05/19, 0306060349 


—0306060352 Final deficiency rept re OflDSH 8* rocking acceleration data 
transmittal discrepancy. Initially reported on 02102? 8, 

030318, respective ly No changes to plant design required OA 

Category I load transmittals will be reviewed 

MILLICAN.M H Long Island Lighting Co 63/04/20 ALLAN, JH 

Region. J, Office of Director 4pp 18753 0B5 24X 

Fiche 90-000, 03/05/19, 0306060349 


8306020455 Interim deficiency rrpt rt failure of two high pressure fuel 
oil injector lines on emergency standby diesel generators 
Initially reported on 030419 Program initiated io replace 
existing fuel oil injector line tubing 

smith, J L Long Island Lighting Co 83/05/20 ALLAN, J M Region 
1, Office of Director 4pp 16693 301 24X Fiche 50-322.63/05/20, 

8306020455 


T Hearing transcripts on non-antitrus^ matter# 


8306000439 Forwards Commission determination statement withholding 
transcript of 030224 meeting from public dlscloeurr 
CHILK. 8 J Office of the Secretary of the Commiasion 03/09/16, 
Public Document Branch Ip 10792213 24X Fiche 50-322103/09/16, 

0306000439 


— 0306000442 Cammissian determination statement withholding transcript 
of 030224 meeting from publfc disclosure 

CHILK, 8 J Office of the Oecretarg oP the Commiesion 03/09/16 
Office of the Secretary of the Commission Ip 10792.814. 84X 

Fiche 50-322,63/05/16.030600043? 


8306140263 Transcript of 030610 hearing in Dethestfa.MD Pp 21,179- 
31, 436 

s Atomic Safety and Licensing Board Ponel 63/06/10. 260pp 

10042 103 24X Flcho 50-'322, 83/06/10, 0306140263 


V Congrcssional/Exec utive Correspondence 


0306080229 Forwards answer to Subcommittee on Nuclear Regulation 
Question 7, In response to 030411 Itr on FV02-03 
Author i latlon ActtSectlon 5 re current offsite emergency 
planning controversy 

PALLADIN8, N J CommieeionerB 03/05/09. DTTINOER, R L. House of 
Rep Ip 10701 001 SAX Fifhe 90-332i 03/09/09, 8306020289. 


— 0306020842 Foruerds answer to Subcommittee on Nuclear Regulation 
Quffftion 7, in response to 030411 Itr on Fy82-63 
Author! lation Art, Section 5 re current offsite emergency 
planning controversy 

PALLADINO, N J Cornmi ss loner s 63/05/0V DOWNEY, T. J. House of 
Rep 6pp 10701 008 84X Fiche 90-322,63/09/09,6306020289 


— B3O6O8O840 Emphasirei that NRC must not take undue liberties w/1962 
Authorixation Act, Section 5 re offsite emergency 
preparedness NRC cannot consider local govt plan developed 
by util If plan officially approved by local govt 
DOWNEY, T.J , OTTINOER, R.L House of Rep. 63/04/11 
PALLADINO. N J Commissioners 3pp 16701 006. 24X 

Fiche 50-322,83/05/09.0306020229 


0306030170 Designates MJ Dtreks, Executive Director for Operations, as 
repreeentative to pact finding panel on facility per 630482 
request 

PALLADINO, NJ Commissioners 03/05/10 CUOMO. H H. New York, 
Btate of 2pp. 10733 333 84 X Fiche 50-322. 63/05/10, 6306030170. 
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— 9306030176 as«i5tdncr h parti c ipatipn in fact finrfing panel 

r« scientific St acanomi^ issues surrounding debate on- 
proposed nucl rar pouer plant 

CU0HD;J1 H Nt^ VOTk. State of Commlsfi i onor« if 

IB733 934 24X Flche S0-3aar B3/05/10 j 0306030170 


V. Operator Esaminations 


8306140074 Requests attendance at 830627 meeting u/Rcg ion I in King of 
Pro#iia#PA to discuss transfer of reactor oparatlrp 
llcenelod function, from BethesdaiMD to Region I ofc 
QTAJiaSTeCKlj R DIvIhIoh of Project it Resident Programs 03/06709 
POLLOCKrN B Long Island Lighting Co 2pp. 16038 3^4 94X 

F 1 c h e 3(3-32?< 03/06 /09, 0306 1 40074 


JXJCKET 50-323 DIABLO CAKVON NUCLEAR POWER PLANT* URlT P 


A App llcattop/construction stage documents L correspondence 


6306030162 Farwerds response to Oeneric Lir Bs-lOC re plans tt echeduler. 
foT Tssolution of Ttil Action Ite* II K 3 5. “Autonatic Trip 
of Reactor Coolant Pumps ^ Util not required to submit 
analviee supporting selection of pump trip criteria 
fiCHUVLER.J U Pacific Qas It Electric Co 33/09/91 EIBENHUI.O 0 
PI vision of Licensing 7pp 10703 344. 24X FlcNe 50-275103/05/31, 

0306030162 


8306070463 Forwards design verification program status summary as of 
030506, Engineering effort It const required to bp 
completed prior to fuel load, 

dIftCKQfW J Office of the Eiecutlve Director for Operations 
03/05/31. pALLADINOiN J r OILIHSKV^V . AHEARNE/ J. F Commisaioners 
i2pp. IB7&0 3ie 24X FI Che: 50-275, B 3/05/31, 0306070463 


8306S40464 Forwards raqueet for addl info needed to complete review of 
saf ttv-related masonry sraUs & necescarif corrective actions 
hastd on review of 810701 subrsi ttal. Info requested within 
60 defi of Itr receipt 

KNlCHiaN^O.lf Licensing Branch 3 B3/06/07 CRANE, P Pacific Oas 

Ic electric Co Spp 10990 103 34X Fiche 50-275, 03/06/07* 

3306840464 


Q306140031 Forwards background for two articles published in Talegran- 
Trlbuni re welding dtficletic 1 es. Inf o confirms 
mlsundtrstandlng betusen util l< reporter. At no tine did 
util review NRC drafts of subj repi 

SCHUYLER, J, a Faclfic Oas & Electric Co 63/06/09 E16ENHUT,8 0 
Dlvisiati of Licensing. 2pp. 10038 331 84 X Fiche, 50-27Si 03/06/09, 

8306140031, 


8306210111 Comments on utU 7909J4 l< 1220 submittale re moderate energy 
line breaks Info responds to NRC request to evaluate plant 
design for effects of line breaks on equipment required for 
safe ehutdown Shield barrier requirements eliminated 
SCHWlEfl,J,0 Pacific Oas fc Electric Co 03/O6/£S KMICHTOW. 0. W 
Licensing Branch 3, ip 10914. 170 24 X Fiche. 50-275, 83/06/1 5, 

0306210111 


0306060875 Rcspoiue opposing Joint Jntervenofa 830510 b Oovernoi 
Deubmejl-an 63051/ motions to rropen rrcci) d on const 0A CphEt 
QA program vjgurdusi thorough b in full compliance w/NIlL 
regulations Certificate of Svt enc 1 

NORTONi B Pac iFic Oas U HJectric Co NORlONi D Norfnni Diirkr. 
Berry b Tiench 83/05/31 Atomic Safety and Licensing Appro] 

Panel 630pp 10730 031 J4X Fiche 50-2/5. 83/05/31 , B3060602/S 


8306070406 Re-spanau supporting Oovernur lirukniejian 830510 (nutton to 
reopen record on const QA Disclosure of thousands of 
deficienejes warrants reppening Certificate of Sve enc 1 
REYNOLDS, J R Joint In tervenors-Diob lo C.rnyon Q3/05/31 Algnti: 

Safety and Licensing Appeal Panel 5pr» 18742 275 24X 

Fiche 50 '27 5.03/05/31* 03060704 06 


8306150314 Notice of appearaitco in proceeding Certificatr of Bve end 
HAVIAN. r Joint Intervenors-Diablo Canyon HAVIANiL Center fo-r 
Law In the Public Interest 03/06/02 5pp 10049 132 24)( 

Fiche 50-275. 03/06/02* 8306 150314 


03061 SD230 Respaitse opposing Joint Intervrnurs 830510 6 Oovernoe 
Oeukneiion B305£8 motions to reopen record on const OA 
Hovants fall to ofitablish significance of info to OA 
findings in A9LR 0107J7 decision Certificoto of Sve end 
CHANDLER. L J Mooring Branch 2 03/06/06 Atomic Safety ard 

Licensing Board Panel l*76pp 1 0930 044 24X Fiche SO-B/h, 

83/06/06. 03061 SO230 


8306090309 Order allowing Jnint Intervenors 8< Oovernor DoukmQjloh to 
reply to responses to motions to reopen record on const OA* 
by 030620 

BHOEHAKEfl. C. J Atomic Safety ond Licensing Appeal Panel 03/06/07 
Joint Iniervenors-Dlab lo Canyon 2pp 18795 19l 24X 

Ficho- 50-275, 03/06/07* 0006090309 


8306190435 Potitiun for revinw of ASLU Q3051B Decision ALA13-V20I to 
establish schedule for briefing on issues raised ^ to 
reverse ASLAB rulings in Al AQ-V20 Certificate of 5vc encl 
REYNOLDB, J FI Joint Intervenors-Oiob In Canyon REYNOLDS. J H 
Center for Law In the Public Interest 03/06/00 Commissi oner* 
I9pp 16047.030 24X Fiche 50-g7S, 03/06/08* 8306150435 


8306160579 First document producticn request Related correspondence 
NOR TON* D Pacific Qas C, Electric Co NORTON* B Norton* Burke* 
Derry & French 03/06/10 Joint Intervcnors-Diablo Canyon iff 
10866 161 24X Ficho 50-275, 03/06/10* 0006160579 


—8306160584 First set of interrogatories Related correspuntfonce 

NORTON* D Pacific 0»s tt Electric Co NORTON* D. Norton* Burbe. 
Barry L French B3/06/1O California* State of 17pp 
10066 167 24X Fiche 50-275*03/06/10,8306160579 


—0306160595 First set of interrogatories Certificate of Bve end ReUlil 
correspondonce 

NORTON* B Pacific Gas h Clectric Co NORTON, B Nortotn Durke* 
Berry it French. 83/06/lp. Joint Intervenars-Diabl o Canyon 
19pp 10066 184 24X Fiche 50-275*03/06/10,0306160579 


F Becurltyi mdical, rmergancy 6 fire protretion plans 


B30&I7C196 Acl receipt 6 provides evaluation of various changes ta 
emergency plan L corporate emergency plan implementing 
procedure* Changes do not dacrvaie effectiveness of 
anorgency reifonie planning. 

NORDERHAUOiL R Region 5* Office of Director 83/06/13. CRANE, P. A 
pacific Oas 6 Electric Co 2pp. 18802.302 24X 

Fiche: 50-279. 83/06/13, 0306170196 


8306170303 Act receipt of Dec 1982* Rev 1 to 8an Luis Oblspa County 
emergency responie plan FEHA will prpvJde NRC w/uritten 
confirmation of results of evaluetians. 

N ORDER HAW* L B. Region 9, Office of Director. 83/06/13 CRANE,P. A 

Pacific Oas ft Electric Co. Ip. 19077 145 34X 

Fiche-Sa-27B, 83/06 / 1 3* 8306 1 70309 


Q. Adjudicatory cerrespondence 


6306I4D702 Notice of withdrawal of appearance m proceeding CyrtifuiH 
of Bve eiicl 

GOLDBERO. J R Hoaring Branch 2 03/06/13 3pp 10041 2/1 ?4X 

Fiche 50-275*83/06/13*0306140702 


8306320030 Response opposing util ft NKC responses to intervenor mdUodi 
to reopen issue an const QA NRC Ignored util improper ft 
rampant disregard of QA requirement ft obsession w/heering 
speed ft scheduling Certificate of 8vc end 

REYNOLDSiJ R Joint Intervenors-Diab I o Canyon REVNDLDB* J H. 

Center fur Lew in the Public intersBt B3/06/17 Atomic BaPety 
and Licensing Appeal Panel JJpp 10930 IBO 24X 
Fiche: 50-375* 83/06/17, 03O622OOPQ 


63O6S&O045 Reply to response* of NRC ft util to Governor Deubnejlan 
motion to reopen record on const OA Submits new evidence of 
safety regulation violations ft contends NRC ft util response 
unacceptable. 

KAUFMAN, F,H California* State of 83/06/17 Atomic Safety anl 
Licensing Appeal Panel 45pp 18937 299 24X Fiche 50-27.‘ii 

83/06/17. 8306S20045 


0306060102 Response supporting Dovernor Deukmtjian 830910 motion 
to Tsopsn record in licensing procaedlng re const OA Further 
»'• *"n*t QA/OC. Certificate of Sve end, 

REVh^DS, J R, Joint Intervener e-Dlablo Canyon. REYNOLDS* J R. 
Center for Law In the FuhUc Jntereet, ao/o»/3i, Atomic Bafat 
end Licensing Soard Panel. 60 p 10728- I B6, 24X 

Fiche; 90-379, 83/09/31 *8306060182. 


—0306820052 Affidavit of R Hubbard re breakdowns m design ft const 
OC program ft implementation Util ft NRC did nat include 
significant items In const QA review Implementation of OA/OC 
measures unacceptable Certificate of 8vc end 

FfUBBAftD.R. B- California. Stale of 03/06/15 Mpp 1SV37 305 
24K Fiche* 90-279* 03/06/17* S306220045 


0306240879 Response opposing Joint Intorvenors 030600 petition for 
review of ALAB-72B No important safety* procedural, common 
defense* antitrust or public policy issues raised certificate 
of Sve end. 

CHANDLER, L, J. Hearing Branch 8. 83/06/23 Commi ssi oners 14PP 

10900- 000 24X Fiche - 90-279, B3/06/23, 0306240275 
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63063305^2 opposing Juint liitervennrs QJ060B pitiiion fni rovi oup 

of AL/1B-73G Joint I ntervenors FoiJ to It'fipond to ratifmalc 
of ABLAH decision Cert i f i c.itt* (if 3vc ftu I 

CRANCpf A Pacific (ias •< r let trie Co 33/06/23 Comioi sm oners 

7pp 19019 317 24XFichc ‘»0-275, 03/06 /2J. B306200522 


03i(}6a90*)35 Advises of concerns iP evidencr pi eaented at Q306I4 
1 nd epend ent design verification prog? am meeting tti/util/ 

Bechte] licensing team Util fails to sppreciata meaning/ 
necessity of progi am Belated r orreBpondenr e 

REVNDLUE.JB Center for low in the Puhlic Interest riEYNOLORiJ R 
Joint Intervenors-Diah lo Corujon 03/06/23 DENTUN*II R Office of 
Nuclear Reactar Regulationj Director 6pp 19052 31EI 24X 
Fichc DO-275iOJ/06/23. 03062903 J5 


B3062B0520 Proposes schedule foi reopened hearings on design (lA 

ff0RTaN< D Pacific Oas t, Clectric Co OJ/06/24 Atomic Safety and 
Licensing Appeal Panel 3pp 19017 106 a4X Fiche 50-273, Rp/06/2d. 
0306300520 


G30630Q052 Order scheduling 030/19 hearing on Oovernor Ueukraojian & 
Joint Intcrvenors motions tu reopen record on const OA 
issue NRC to provide ASLll & patties u/flRC map repts on 
const QA by U3070& 

SNOENAKLI?, C J Atomic Safetij and Licenoing Appeal Panel 03/06/2B 
Office of the Lxecoiive Legal Director 4pp 19120 IQV 24X 
Fiche 50-270, 0 J/06/20, 0306300052 


0306300064 Requests that arrangements be made for removal ti storage 
of security mails in KtRC stoiago room Room requires lepair 
.Si IS needed Poi other purpo>je'» 

CHANDLER, L J Hoaxing Branch 2 03/06/29 8THUMWA65ER, M 

CalifarnJa, State of Ip 19121 011 24X Ficho 50-275,03/06/29, 

0306300064 


H Oeneral correspondonce 


Q306DI0336 Expresses alarm re recent nruif, rapt that P0I«E officials had 
seen preliminary drafts of NRC invostiqation rept concerning 
OA violations NRC investigation i eqiiesicd 

REVNOLDB, J R Joint Intervrnni s~Diab In Canyon REYNOLDS, J H 

Center for Lam in the Public Interest 03/09/25 EIBENMUT, D G 
Division nf Licensing 4pp 106BO 072 24X Fiche 50-275,03/05/25, 

0306010336 


0306070036 Provides names 8« add? esses for appropriate distribution 
af technical correspondence re facilities 

SCHUYLER, J U Pacific Oas ft Electric Co 03/06/02 DENTON. H R 
Office of Nuclear Reactor Regulation, DirrctPr EJBENHUT, D 0 
Division of Licensing MARTIN, J B Region S, Office of Diiocior 
2pp 10739 337 D4X Ficho 50-000.03/06/02,0306070036 


Q Tnspeciion reports, IE □ulloiins S, cm rcspondence 


0306100009 Addl response to FUIA request for documents dtd 020101 or 
after re 8AtF» Forwards App A documents Documents also 
available in F^DR 

FELTON, J H Division of Rules ond Records 03/04/11 CLARK, R Ooh 
Francisco Ciaminor Spp 10013 252 24X Ficbe 50-000,03/04/11, 

0306 IDO 007 


--0306100014 Submits schedule fur Region V 8ALP Board mretlngr for 
020920-030523 

ENGELKENiR H Region 5, Office of Director B2/03/19 
DENTDN, H R Office of Nuclear Reactor Regulation, Director Ip 
lOniS 2S9 24X Fiche 50-000,03/04/11,0306100007 


--0306100036 Discusses assignment of BAL F' coordinators for Reactur 
aperations Projects Branch facilities Cnardinators will be 
responsible for prepai ing input data used by board memberB 
in analyiing functional areas Draft note from 8 Miner end 
SreRNBERO.DM Region 5, Office of Director 82/03/24 Region 
5, Office of Director lipp 10015 257 94X 

Fiche 50-000,03/04/11.0306100009 


0306070360 Forwards lE Insp Rep is 50-D75/D3-15 Ic 60-323/03-12 on 
B 304 1 0-22 No noncomp I iance noiiid 

BISHOP, T.W Region 5, Office of Director 03/09/03 DRANF.P A 
Pacific Gas «« Electric Co Ppp 1074.2 116 24X 

Ficho 90-275, 03/05/03, 0306070360 


--0306070369 IE Insp Repts 50-275/B3-15 8< 50-323/B3-12 on 030410-22 Nu 
noncompliance noted Hajur ai cas inspected const activities t< 
mods to annulus structural steel, venti lation duct supports, 
containment spray piping supports 8< circuit breakers 
DlPROOINiJ F , ZNCTZIO, 0 IJ Region 5, Qfficff of Director 
83/04/29 5pp 10742 no 24 X Fiche 50-275,03/05/03,0306070360 


8306070093 Forwards IE Insp Repts 50-275/03-14 «, 90-323/03-11 on 
030301-02 ti 31 No noncomp 1 lane o noted 

niSHOP, T W Region 5, Office of Director 83/05/11 CRANE, P A 
Pacific Oas & bJoctrlc Co 3pp 10739 135 34X 

Fiche 30-275, 03/09/ 1 1 , 0306070093 


--03O6O7OO9B IE Insp Repts 50-275/03-14 & 50-323/83-11 on 830301-02 It 31 
No noncomp 1 iance noted Major areas inspected IE bulletins & 
c Ircu lars, fol lowup on previous licensee commitments t( 
independent insp 

MORRILL, P J , KIRSCH. D F Region 5, Office of Director 83/09/09 
4pp IB739 137 24X Fiche 50-275,03/03/11,0306070073 


8305110450 IE Info Notice 83-32, ‘'Ruptured Am-241 Bources Contained in 
Well Logging Device " 8vc list enc J 

TAYLOR, J N Division of Safeguards & Inspection Programs <Post 
0301031 03/05/26 Consolidated Edison Co of New York, Inc 
129pp 10031 043 24X Fiche SO-OOO, 03/05/26, 03051 1045B 


0305110460 IE Info Notice 83-34, "Event Notification info Worksheet •' 
6vc list eni ] 

JORDAN, E L Oivinion of Emergency Preparednet* tc Engineering 
Response <Post 030103) 03/05/26 Consolidated Edison Co of New 

York, Inc iiOpp 16732 005 24X Fiche 50-000,03/09/26,0305110460 


8306200109 Forwards IE Insp Repts 50-275/03-17 6 50-323/03-13 on 
030403-30 «{ notice of violation W /0 natice of violation 
BISK0P,TW Region 5, Office nf Director 03/05/26 CRANE, P A 
Pacific Gas b Electric Co 2pp 19014 124 24X 

Fiche 50-275, 03/05/26, 0306200109 


—8306200194 IE Insp Repts 50-275/83-17 «« 50-323/03-13 on 030403-30 
None amp I lance noted failure of general const personnel 
to inform plant manager of observed damage to RCS piping 
CARLSON, J D , MENDONCA, H M , KIRBCH, D F Region 9, Office of 
Director 03/05/23 lOpp 19014 126 24X Fiche 90-375,03/09/26, 

0306200 I Q9 


0305110461 IE Info Notice 83-35, ‘‘Fuel Movement W/Control Rods 
Withdrawn at DWRs “ Sve list end 

JORDAN, E L Division of Emergency Preparedness << Engineering 
Reeponso (Post 6301031 83/05/31 ConEoHdatttd Edison Co of New 

York, Inc 116pp 10732 200 24X Fiche 50-000,03/05/31,0305110461 


0306300041 Responds to IE Bulletin re check valve feilUres In raw water 
cooling sys of diesel generators Chech valves not used in 
closed-loop jacket cooling water sys 

eCHUYLER.J 0 , CRANE, P A Pacific Oas t. Electric Co 03/06/06 
MARTIN. J 0 Region S, Office of Director 2pp 19160 189 24X 

Fiche 50-275, 03/06/06, 830630004 1 


0305110464 IE Info Notice 63-361 "Impact of Security Practices on Gafc 
Operations " Ovc list end 

JORDAN, C L Division of Emergency Preparedness b Engineering 
Response (Post Q30i03> 03/06/09 Cnneol idated Edison Co of New 

York, Inc 119pp 10830 200 24X Ftrhe 50-000,03/06/09,0303110464 


8305110470 IE Info Notice 03-30, •'Defective hfeat Sink Adhesive U 
Seismically Induced Chatter in Relays Within Printed 
Circuit Cards.*' 0vc list end 

JORDAN, E L Dlvir/lnn of Emergency propoTednesi {< Engineering 
Response (Past 030103) 03/06/13 Consplldated Edison Co of New 

York, Inc ilOpp 18920 225 24X Fi che SO-000, 03/06/13, 03051 10470. 


0306090010 IE Info Notice 03-37, "Transformer Failure Resulting From 
Degraded Internal Connection Cables " Svc list end 
JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 03/06/13 Consolidated Edison Co of New 

York, Inc 243pp 10921 001 24X Ficho 30-000,03/06/13,0306090010 


0305110475 1C Info Notice 03-40, "Need to Environmentally Qualify 
Epoxy Orouts I, Sealers " 8vc list end, 

JORDAN, E L Division of Emergency Preparedness It Engineering 
Response (Post 630103) 03/06/22 Consolidated Edison Co of New 

York, Inc ll5pp 19021 179 24X Fi rbo 50-000, 03/06/22i 03091 10475 


8305110477 1C Infq Notice 03-41, "Actuation of Fire Buppresiipn 0y« 
Causing Inoperability of 8af ety-Rdoted Equipment " 0vc list 
end 

JORDAN, E L Division of Emergency Preparedness l< Engineering 
Response (Post 830103) 03/06/22 Consolidatid Edison Co of New 

York, Inc 120pp 10997 007 24X Flche 50-000,03/06/22,0305110477. 


8305110479 16 Info Notice 03-42, "Reactor Mode Switch Malfunctions " 
Sve list end 

JORDAN, E L Division of Emergency Freporedness it Engineering 
Response (Post 830103). 83/06/23 Consolidated Edison Co of New 

York, Inc 116pp 10996 242 24X Fiche 50-000,83/06/23,0309110479. 
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8305110493 tE fnfo Noticv G3-'43. ^*J(npraper Settings of IntermpdUte 
Hens* High F3^i» Trip Setpoints ** Svc Jist end 

JORDAN* e L DJvieian of Emergeficv Preparednets it Engineer infl 
Response (Post 03OJO-3} B3/06/S4 Consolidated Etfisan Co of Nem 

Varti Inc IlApp 190A6.U97 54X Fiche SO-OO-O* 63/06/24. 83051 ] 8493 


R Pirlodlc operating reports tr related correspondence 


83062i01&2 Foru/ardt "Phase 11 Final R«pt*DsPign Vtr 1 float idn Program." 
per ailli9 Itr specifying re-qui renents for addl info 
BRAKDiD. A Pacific Oa» & Electric Ca 63/06/13 OENTONrH R 
Office of Noclear Reactor ReguJationi Oire-ctor Ip 16915 290 24X 

Fi c h S ■ 50-27 5* 03/06 / 10. 63 0 621 0 1 62 


— 8306210171 "Phase 11 Final Repi. Design Verification Progren 

a Psclflc Oas I* Electric Co 83/06/30 lOOpp 16915 291, 24X 

Flc6i 50-275.60/06/13,6306210162 


G Reportshle occurreTic es> L£Rs & related correspondence 


6306060080 iForu^ards nanpropn etsrg 8. proprietary ver^ione ef 
MF~lSG3 04. "Verification oP CPi>L Ref l»WR Th ermal ~My tirai) 1 1 r 
ftethods Using MBWR Code " APPiddVit r>if 1 Propriet.iry 
verelon uiithheld (ref I0cr»2 /90) 

ZrMMERWAN.S R Carolina Powft t Light Co 03/05/01 VA63ALLn,Dr 
Operating Reactors Drench 2 6pp 029 24y 

Fiche 50-024. 03/05/31. 83O6OBOO0O 


— 63060B0080 Nonpropr letary "Verification of CPScL Ref DWR TherJiftl 
Hydraulic ilcthods Using FIDHR Code " 

POPE, N A . KUNHA. R K Carolina Power Ic Light Co Nr-J5|J3 Ofl 
(MP> 63/03/16 41pp 187/1 035 24X Fichc 50-324, OO/OS/.H. 

63060S00Q0 


6306070-035 Responds to 830414 request for addl info le struclurnl 
aspects of Mark I containment program p larit-unicjuc onalysls 
rep* UtlJ in process of obtaining info from United EngioeorB 
& Constructor's Response uill be provided bij 630805 
ZIMMEflUAN. 3 R Carolina Pou/et h Light (o 63/06/02 VASSAL L P, » B 

Operating Reactors Oranch 2 Ip 10/J9 305 24X 

Flcha 5(5-324. 90/06/02. 8306070005 


8305110480 Board Notification 80-73 foruiarda 000509 Itr %, PNQ-V-B3-021 
T* potential f-or Inadequate ueld« In component caollng water 
piping sys 

ElSENHUTiD 0, DlvUion of Lionsing 63/06/30 PALLADINO.N J . 
OILIN8KY4V. AHEARNE«-J F Coovnl set oners, 6pp 16976 000 24X 

Fiche 50-275. 60/06/20. 6305 JJ 0488 


V, Operator Examinations 


6306240465 Approves 630019 request for variance in std cold license 
certification on propranii al Iduilng abbrsviated 9 wt versltin 
of Pliea-e IJ program for II on-»hlft operators 

KNIONrON.ON Licensing Branch 3, 83/06/10 CRANE. P A Pacific 

Oas 6 Electric Co 2pp 16998' 101 24X Fiche 50-275.80/06/10. 

9306240465, 


B006150464 Foruards request for addl info re revieui of structural 
aspects of plant-unique analysis rept for Mark I long-term 
containment program Meeting should be held within 3 uJrs to 
discuss response 

VASSALLCl. D D Operating Reactors Drench a 83/06/03 UTII V, E f 
Carolina Power k Light Co 6pp 180/.9 206 24X 

Fiche 30-024 , 03/06/03.0306150464 


0306240246 Dincussos justification fn? continued safe operation of 
facility pending NRC issuance of necessary Tech Spec revfl 
to support Cycle 4 Revs re plant sys actuation 
Instrumentation expected within 30 days of startup 
H9HE.P W Carolina Power k Light Co 03/06/20 VASSAL LO. U P 

Operating Reactors Dratich 2 3pp lliVtfO J6fJ 24X 
Fiche 50-324, QJ/06/ 20, 830 624 0^*4 A 


DOCKET SO -324 0RUN5N1CK 9TEAN ELECTRIC PLANT. UNIT S 


F Security, medical, smera^ncy Ci fire protection plena 


03O614O&9Q Act receipt of 830131 Itr Informing NflC of corrective 
actions taken in response to 6SIJ01 eotif irme tl on of action 
Itr ri emergency praperidneis program 

LEWIS, R.C, Division of Project 6 Resident Programs 80/03/01 
FlIRRiB, J Carolina Power k Light Co, Ip 16841.266 24X 

Fiche. 50-000, 80/03/31 ,63061 40698 


— 8306140708 Submits status of corrective actions for deficiencies noted 
In 921101 conf irmetion of action Jtr re emergenctf 
preperedness program 

UTLEY, e E Carolina Power k Light Co. 83/01/31 O^REILUYiJP 
Region 2, Office of Director. 2pp 10841 269 24X 

Fiche. 50-000, 63/03/31. 8306140696 


8306240008 Forwards "Reactor Containment Bldg Integrated Leak Rate 
Test " Test failed acceptance criteria during initial 
performance Next mtegratad look rate test scheduled Poi 
Fall 1963 main* outage 

DIETZ, C R Carolina Powei & light Co 03/06/21 DtNTON.H R 
Office of Nuclear Reactor Regulation. Director Ip IQ96I 117 
Fiche 50-324 . 03/06/21 . 0306240008 


—8306240013 "Reactor Containment Bldg Integrated Look Rato Test * 
LEVINSON. Elk General Physics Corp OP-R-74002 02/07/3J 

I75pp 10981 ItB 24X Ficho 50-324.03/06/21,8306240000 


6306270225 Forwards results of plant-unique calculations which fora 
bases for eiod program in response to Gmer ic Ltr 03-08, 

"Nod of Mark 1 Containment Vacuum Breakers " 

ZIHMERMAN.S R Carolina Power k Light Co 83/06/23 VABOALLD.DD 
Operating Reactors Branch 3 G5pp 10960 293 24X 

Fiche- S 0-32 4, 03/06/23. 8306270225 


0306220273 Confirms telcon w/lE re accep tabil I ty of emergancy response 
facilities Locations of alternate locatiofis far offsite 
peridnnsl to aisenble to communicate w/emergency operations 
facilities acceptable 

HURFCWD.W J Carolina Power Ir Light Co 83/06/17- DENTON. H R. 
Office of Nuclear Reactor Regulation, Director Ip. 18926 033 247 

F 1 c h B ^ 50-000, 83/06/ 17» B 306220273 


J. Insurence U Indemnity information 


8306210082 Forwards Endorsement 49 tq NEHA Policy HF-2i0, 

BARHAM. C D Carolina Power V Light Co 83/06/13 SALTrNAN.U 
Antltruet it Economic enalyeii Branch tUtiMty Finance), 0pp 
18911.237. S4X Fiche 30-324,03/06/13.8306210002. 


—•0006270226 Rev 1 to "improved Dynamic Vacuum Breaker Valve fteeppnsi H' 
Brunewicit Plant " 

e Continuum Dynamics. Inc 02/09/30 27pp 1090? 016 S4X 
Fiche, 50-324, D3/06/23, 0306270225 


—0306270230 Hev O to ‘'Mark J Vocuum Breaker improved Valve Dyneslt 
Model - Model Development k Validation " 

SULLIVAN. JN Continuum Dynamics. Inc 82-31 ROO 62/00/31 
40pp 10969 043 24X Fiche 50-324,83/06/23,0306270223 


03O6S6D524 Bupplemental application for amend to Licenses DPR-7i 6 
DPR-62 j revl elng Tech Space re RCIC sys actuation 
i netrumantation. per Generic Ltr Q3-02 k NUREO-0737 items 
HOWE.P. N Caroline Power & Light Co P3/06/23 VABBALLO. D D 
Operating Reactors Branch 2 4pp 19019 290 247 

F i c hB- 50-324 , 63/06/23. 8306200524 


0306210109 Forejards Endorsement 42 to MAELU Policy MF-fiO 

BARHAM. C N Carolina Power k Light Co 83/06/13 8ALTZHAN, J 
- No Dftetleri Affiliation Given. 2pp. 10914 179 24K 

Fiche; 50-324, 03/06/ 13i 0 30621 OJ 09 


NRC 


—0306280544 Revised Tech Specs re RClC sys actuation instrurtirntation 
e Carolina Pouier 6 Light Co a3/06/^’3 21pp 19019 294 34X 

Fiche: 50-324. 83/06/23. 8306200524 


P. Operating license etege decuments 6 cerrespaiidsnce 


0 Inspection reports. 1£ Bulletins L correspondence 


9306020020 Informs that, based on revisw of BHR Owner# Group 001230 
responee to NUREO-0737. Item II K 3 45. ►'Depresswr I jetton W/ 

Otiher Than Automatic Oepresiurlsat ion By*," complete 
VABB^LOip.B Operating Reactors Branch 2 03/05/10 UTLEY, E 0, 

CaroUna Fewer I, Light Co. 7pp. 1 0702' 336 24X 

Fiche. 50-324, 93/05/10, 9306020020, 


0306140735 Cunfirms IE mgt meeting on 030310 at plant site to distuu 
status of facility improvement program proposed meeting 
agenda end 

O'RElLLYfU P Region 2. OPfirr of Director 83/03/10. UTtE^.E f 

Carolina Power l< Light Co 2pp 16841 092 24X 

F i c h e , SO-324 . 03/03/ 1 0, 8306 1 4 0735 
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0306140690 rtck receipt of 030131 1 tr informing NRC of corrective 
actions taken in response to i<«>tl01 confirmation of action 
Itr re emergency preparedness pi ngram 

LEWIS.I? C Division of Project t* Resident Programs 03/03/31 
FURR.D J CaTollna Power 8< Light Co Jp 10041 PAO 34X 
riche 50“000« OJ/03/31. 030A140A9Q 


— 830A14070B Submits status of rurrective actions for dePicinneies noted 
in 051101 confirmation of action Itr re emergency 
preparedness piogram 

UTLEV-C E Carolina Power 8c Light Co 03/01/31 O'REILLY, J P 
Region 2. OPflcD of Director 2pp 10041 569 24X 

Flche {10-000,03/03/31. G30AM069D 


03DA14D399 Confirms 030510 mgt meeting in Kaleigh,NC to review BALF* 
program Ifirst phase) results, per 030412 telcon Proposed 
agenda end 

LEUlBiR C Division of Project t* Resident Programs 03/04/29 

UTLEY, E ft Carolina Power 8, light Co Opp 18032 093 20X 

Fiche 50 000,03/04/39,0306140399 


830614054/ Responds to Rev 1 to IE bulletin 03-03 re reactor 
recirculation 8< RHR sys Defective welds repaired using wulU 
overlay technique Ueld indication tables 8( isometric 
drawings of defective weld locations enr 1 

HQWE.P N Carolina Power «• Light Cn 03/05/16 tJ'RtlLLY, J P 
Region 3, Office of Director 7pp jtlD43 381 34X 

Flche 50-334,03/05/16,830614054/ 


**-8306140549 "Design Rept foi Recii culat i on Sgs Uold Overlay Repairs at 
Brunswick Steam Elactnc Plant, Unit I 

C0ARNLEY, J b , REEVES, P E , ADAHB, R IF NUIECH Eiiqinpers, Inr 
CPL-09-102 ROO 03/09/05 7Dpp Jfl343 308 24X 

FicFie 50-324, 03/05/16, 8306140547 


83060S0107 rowards safety evaluation & notice of granting relief from 
inservice insp icquirements 

VA8BALL0, 0 D Operating Roaclors Uranch S 03/05/1 V UTLEY, E h 
Carolina Power It Light Co 3pp 18701 120 24X 

Flche 50 324,03/05/19,8306020107 


-*-8306030116 Uafety evaluation granting in part l< denying in part, 
requests for eiemption from inservice insp requirements 
* Office of Nuclear Reactor Regulation, Director 03/05/19 Opp 
18701 133 34X Flche 50-324,03/05/19,8306030107 


*—8306030290 Notice granting in part & denying in part, relief from AORf 
Code Section XI Insorvice insp requirements 
VA89ALL0, D U. Operating Reactors Branch 2 83/05/19 2pp 

10701 H4 24X Flche 50-*324, 83/05/19, 0306020107 


8306010311 Forwards "Environ Qualification of Electrical Equipment, 
Brunswick Bteam Electric PlantiUnits 1 I, 2 - lOCRF-50 49 - 90 
Day Response," VoU I h If, per IE Bulletin 79-OlB & 0304 1 1 
req^uest List of items to be qualified unci 

UTLEY, E C Carolina Power ii Light Co 03/05/20 VASSAL UO, 0 D 
Operating Reactors Branch 2 79/pp 10669 147 24X 

Flche 50*324, 83/05/20, 830601031 1 


0306140396 Ac k receipt of 030505 Itr informing NRC of steps taFien to 
correct violations noted in lE Bpecial Training Assessment 
Regts 50-324/03-04 h 50-325/03-04 

VERRELLIiD H Division of Project & Resident Programs Q3/05/P4 

UTLEY, £ L Carolina Power I, Light Co Ip 1GB3B OOP 24X 

Ficht, 50-334, 03/05/24,8306140396 


--8306140404 Responds to NRC 030207 1 tt re violations noted In IF QpoO<>l 
Training Assessment Repto 50-324/83-04 & 50-325/03-04 
Corrective actions orientation for new employees 
accomplished In accordance w/TI -301 

DlETZiC R Carolina Power I, Ligf»t Co 03/05/05 O'REILLY, J P 
Region 2. Office of Director Opp 10030 004 24X 

Flche 50-324, 03/05/24, 8306140396 


— 0306140413 Forwards IE Special Training Assessment Repts 50-3P4/Q3-04 I, 
50-325/03-04 on 030110-14 Nu none omp 1 lance noted Significant 
weaknesses Identified 

VERRELLJ,D H Division of Project h Resident Programs 83/02/07 
UTLEY, E r. Carolina Power U Light Co Cpp 18030 007 H4X 
FUhe 50-324,83/03/24,8306140396 


— B306140423 IE Special Training Assessment Repts 50-324/03-04 I, 
SO-325/03-04 on 030110-14 No noncomp 1 iance noted Major areas 
inspected licensed Ic nonllcensed operator training If 
requa I i f icati on programs l< on -shl ft/real time training 
HEHL, C W , CABFfATT, N E , RAOLIN. K A Region 2, Of fit* «f Director 
03/09/03 lOpp 10038 009 24X Flche 50-394,83/05/24, 

83061 40P96 


0306140194 Forwards IE Mgt Meeting Repts 5O-324/03’-19 8( 50-325/B3-'19 
an 030518 Concerns re violations of regulatory requirements 
b mgt control raised 

□ 'REILLY.jp Region 2, Office of Director 03/05/95 UTLEY, E £ 

Carolina Power b Light Co 2pp 10833 033 24X 

Flche 50**324, 03/05/25, 0306140194 


—3306140201 IE Mgt Meeting Repts 50-334/03-19 b 50-325/03-19 on 830518 
Major areas discussed enforcement issues resulting from 
recent events at site involving InopoTabi Uty of Unit 2 
condenser offgas monitoring sys 

LEWIS, R C Dtvipiun of Project b Realdent Programs 03/05/24 
3pp 10033 033 24X Fiche 50-324,03/05/25,0306140194 


0305110450 lE Info Notice 93-32. ''Ruptured Am-241 Sources Contained in 
Well Logging Device " Sve list encl 

TAYLOR. J M Division of Safeguards b Inspection Programs (Post 
830103) 03/03/26 Consolidated Edison Co of New York, Inc 
l2Spp 10031 043 24X Fiche 50-000 , 83/05/26,0305110450 


8305110460 IE Info Notice 83-34, "Event Notification Info Norkeheet " 
Sve list end 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response <Post 030103) 03/05/26 Consolidated Edison Co of New 

York, Inc llDpp 10732 005 24X Fiche 50-000. 03/05/26. 0305110460 


0306140653 Ack receipt of 830523 Itr documenting 030527 commitment date 
for Q-lifit procedure rev, in response to IE Insp Repts 
50-324/02-45 b 50-325/82-45 

VER8ELLI,D M Division of Project b llrsldent Programs B3/05/B7 

UTLEY, E E Carolina Power b Light Co Ip 18043 006 94X 

Flche 00-324.03/05/27,8306140653 


G3051 10461 IE Info Notice 03-35, "Fuel Movement W/Control Rode 
Withdrawn at BWRs ■' Sve list rncl 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 83/05/31 Consolidated Edison Co of New 

York, Inc 116pp 10732 200 24X Fiche 50-000,03/05/31,0305110461 


8306140677 Ack receipt of 030520 Itr informing NRC of steps taken to 
correct violations noted in IF Insp Repts 50-324/83-05 b 
50-325/03-05 

VERRELLI.D M Division of Project b Raoldent Programs 03/06/07. 

UTLEY, E E Carolina Power b Light Co ip 10B41 351 24X 

Flche 50-324, 83/06/07, 0306140677 


— 8306140682 Responds to NRC 030407 Itr re violations noted in lE Imp 
Repts 50-324/03 05 b 50-325/03-05 Corrective actions, 
operating procedures revised t.o accurately reflect desired 
position of fuel oil manual fill valves 

DIETZ. C R Carolina Power b Light Co 03/05/20 O'REILLYiJ P 
Region 2, Office of Director 2pp 10041 359 24X 

Fiche 50-324, 03/06/07, 0306140677 


—0306140600 Ack receipt of IE Insp Repts 50-324/03-05 b 50-325/03-05 b 
notice of violation Response to rept will be submitted by 
030520 

DIETZ, C R Carolina Power b Light Co 03/05/05 O'REILLY, J,P 
Region 2, Office of Director ip 18041 354 24X 

Fiche 50-324,03/06/07,0306140677 


“0306140693 Forwards IE Inep Repts 50~324/G3**05 b 50-395/B3**05 on 
030215-0315 b notice of violation 

VERRELLI.O M Division of Project b Resident Progrems 83/04/07 
UTLEY, E E Carolina Power b Light Co 2pp 18841 355 24X 

Fiche, 50-334, 03/06/07, 8306140677 


— 8306140699 Notice of Violation from insp on 830915-0315 

e Region 2, Office of Director 83/04/07. ip, lBa41-357 24X 

Flche 50-324,03/06/07,030614067/ 


—0306140705 IE Insp Repts 50-324/03-05 b 50-395/83-05 on 830215-0315 
Noncompliance noted inadequate operating procedures for 
filling emergency power diesel generator fuel oil tents b 
lack of ventilation of avc water valves 

MYERS, D 0 , GARNER, L.W Region 2, Office of Director BEMIB, P 
Division of Project b Resident Programs 03/04/07 9pp 
18041 350 a4X Fiche 50-324, 03/06/07, 0306140677 


0306290402 Responds to IE Bulletin 03-03, "Check Ualve Failures in Raw 
Water Cooling 8ys of Diesel Qeneratora, " per 030310 Itr. 

TECHNO check valves used at facllitieo Valve arrangement 
drawings enc) 

HOWE,P H Caroline Power b Light Co 83/06/08 D 'REILLY, J P 
Region 9, Office of Director 6pp 19053 197. 24X 

Flche 50-324, 83/06/08, 0306290402 


03OS11O464 IE Info Notice 03-36, "Impact of Beeurityi Practices on Bafe 
Operations " Bve list end 

JORDAN, E L Division of Emergency Preparedneis b Engineering 
Response (Post 0301031 B3/06/09 Consolidated Edison Co. of New 

York, tnc ll?pp 10830’ 200 24 X Fiche. 50-000, 83/06/09, 830 5110464 
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B30S110470 IE Info Noiice 93'30i ‘'Dofoctive Hest Sink Adhesive Ir 
SilemicJillv Induced Chatter in Relays (JiihJn Printed 
Circwit Cards “ Svc list encJ 

JORDANrE L Division of Emergencv Preparedness it Engineering 
Response (Post S30103) 83/0(^/ld Consolidated Edison Co of Neti; 

Vorl. Inc U8pp, 10920 235 24X Fiche 50-000, 93706/13. fl305J 10470 


9306070010 IE Info Notice 03-37, “Trans furner Failure Resulting From 
Degraded Internal Cannection Cables “ Svc list end 
JORDAl/i E L Division of Emergeneg Freparednass & Engineering 
Response (Post 930103) 03/-O6/13 Consolidated Edison Co of Nei«> 

yort^ Inc 543pp 16921 001 24X Fiche S 0 -000. g3/0&/ 13. 03060900 JO 


9306290524 Approval issuance oi 9ALP rept Notes ircprovement in 
1 afetg-related actlvltiei, eetergancy preparedness fir 
securlti) fic safeguards Neaknessei in OA pragram liILI be 
monitored 

O'RElLLVrJ P Region S. Office of Director 93/06/14 UTLEVi E F 

Carolina Pouer & Light Ca 5pp 19049.292 24X 

F 1 c h e 50-000, 93/06/ 14, 0306 2 70524 


~-8D0i290531 Forwards SALP Repts 50 -3 2 5 /B3- 09, 50-324/03-09, 50-261 / 03-0/ , 
50-400/03-10 k 50'4 01/03- 10 for »/an I9BP - Jan 1903 
Evaluation will bd discussed in Raleigh, NO on 030510 
LENl&rR C DivIslDn of Project Ic Resident Programs 63/05/03 

UTLEY. E E Carolina Power Ic Light Co 3pp 19049 207 24X 

Fithe* 50-000,63/06/14. 8306290534 


—6306290537 PALP rept for Jan 1962 - Jan 1983 

e Region 2, Office of Director 83/05/03 64pp 19049 209 21X 

Ficfie: 50-000, 03/06/14, 8306290524 


S Reportable occurrenCD&. |.LR<i {« t elated c orres pondericr 


6306140629 Confirms 03O51G onsite unforr ement meeting to -discuss 
regulatory issues re isolation of Unit ? condenser offgas 
radiation ntunjtors. per 6J0516 telcon Pi op used agenda me 1 
0 'REILLY. J P Region 3, Office of Diiectot 63/05/16 UlllV.l f 

Carolina Pouici 6 Light Co Jpp 10042 00/ a4X 

Flche 50-324. 03/05/16. 030614 06,?V 


0306010109' LER Q3-036/03L'-0 on 030424. t nut ii,c surveillance rovenlri 
that primary conttunmcnt multi ^plart temp recorder showed 
temp indications but printod eTraticalJM Caused by failed 
5 s timing relay which prevented printing W/030510 Itr 
PASTVA. N J . DIETZ. C R CriroJina Fowei 6 Light Co 611/05/10 
□ 'RE1LLV*-J P Region 2, Office of Durctor 2pp in6n J ID 
Fiche 30-324/ DJ/05/10. 0306010109 


Q3060l0i05 Updated LER 02-131/O3L-2 on OZU206. t/2 automatic reacloi' 
scram signal received due to instiument downscale signal 
fram main stoam/line radiation monitor D, P-D12-RM -K603I) 

Caused bij Joss of high voltage input to relay 14/630523 Itr 
PASTVfA, N J j DICTZ, C R Carolina Powei 6 Light Co D3/05/f'3 
O'REILLY. J P Rogion 2. Office of Diiector 2pp 10674 Ohp JMl 
Fiche 50-324. QJ/05/23. 8306010105 


0306010300 RQ ofi 030509. main condenser steam jet an ejector utfgei 
radiation nionitors A I, B foiled to indicate power level 
Caused by closure of root isolation valves to each monitor 
Shift perscmnel counseled 

DJETZ^C R Carolina Power fc Light Co O'i/05/23 U'REiLLY. JP 
Region 3. Office of Director bpp 10602 174 24X 

F 1 Che 50-324 . 03/05/23. 83060 lO'^aO 


— 0306290553 Rti ponds to 030503 BALP rept for Jan 1962 - Jan 1963 Reduced 
NRC attention mag be appropriate for Caieiory i re fire 
protection NRO attention should be maintained at normal 
levels for eaergenev preparedness 

UTLEYiE E. Carolina Power 6 Light Co 03/05/20. □'REILLY. J P 
Region 2, Office of Director I6pp 19049 354 S4X 
Fich«' 50-000,03/06/14. 8306290524. 


— 6306290535 Forwards repJacement Fape 2 to Attachment fi of 830520 Itr 
which ccanentad on 8ALF rept. 

EWY, L N Carolina Power k Light Co 83/05/27. D 'REILLY, J P 
Region S* Office of Director 2pp J90SO 009. 24X 

F 1 ch e 50-000, 03/06/14. 0306290524 


0303110473 IE Infp Nptlce 63-40. "Neaif tn Envirunmenta 1 1 g Qualify 
Epoxy Orouts k Sealers Svc list end 

JORDAN. E L Plvislan uf Emergency Preparedness L Engintering 
Raipfinie (Past 630103) 83/06/23 Ccnsalidated Edison Co of New 

York/ Inc. llSpp 19021 179. 24 X Fich e 50-000. 03/06/22. 6305110475 


0305110477 1£ Info Ndtice 03-41, “Actuation of Fire Ruppreesion 8iis 
Causing Inoperability of 8af aty-Related Equipment.'' Svc list 
encl. 

JORDAN, e L, Division of Emergency Preparedness 1 Engineering 
Response (Post 930103) 63/06/22 Consol 1 ifatsd Erfisgfi Co of Mew 

York, Inc i20pp 18997 007, 24X Fi c he: 50-000, 03/06/22* 03031 J0477. 


030311047? IE Info Notice 93-42* “Reactor Mode gwitch Hal functions « 
Svc list end 

JORDAN, E.L Division of Emergency Preparedness k Engineeritig 
Response (Post B30i03) 03/06/23 Consolidated Edison Co of New 

York, In« tl6pp. 18996 242 24X Fiche 30-000,63/06/23,0305110479 


DSOEOTOO?? LER 03-O4O/O3L-O on 830426. while performing nparablklty teJ 
of remote shutdown RNR sys flow monitoring instrumcntot ion 
PT-55 8PC. dr tarmlned RHR sys flnw transmitter 2-El l-F r-333M 
had no output response to applied test signal W/830526 Itr 
PASTYA. M J / DIETZ. C R Carolina Power h Light Co B3/05/J6 
d'REILLV, J P Region 2. Office of Director 2pp 10739 2/0 m 
Fiche DO* 224, 03/05/26, 0306070097 


8306070141 9upp] to special RO rept on U30b09.m3in condenser uteea 
air ejector offgas radiation monitors A 6 D found not 
Indlcatinfi as expected for 2,330 power level Caused 
by closure of root Isolation valves 

DIETZ, C R Carolina Power 6 Light Co 03/05/29 O'REILLY. J P 
Region 2. Office of Director Opp 18^39 257 a4X 
Flcjie 50-324.83/05/27.8306070141 


0306070102 Updated LER B3-002/03L''2 on 030102. during pei formaiite of 
PT-00 1 6, Indicator 2-CAC-LR ■■2602 phowrd level of -31 Inchrf 
while redundant indicators 2 -CAC-LJ-2601 -1 6 3 & local level 
indicator showed level of -29 inches W/G30531 Itr 
PASTVA.M J . DIETZ, C R Carolina Power & Liqht Co 83/05/31 
O'REILLY, J P Region 2. Office of Director 3pp 10739 197 L'W 
Ficho 50-324,03/05/31.8306070102 


0306070235 Updated LER 63-026/03L-2 on 030313. suppression pool level 
1 nd icator/recoT'der 2-CAC-LR-2602 showed out-of-spor low 
level while redundant level indicators showed normal level 
Caused by transmitter LT-2602 out of coUbr U/63053t Itr 
PASTVA, H J . DIETZ, C fl Carolina Power k Light Co 00/05/31 
O'REILLY. J P Region 2. Office of Director Opp I874I 159 P4JI 
Flche 50-324,63/05/31.8306070235 


B305I 10483 IE Info Notice 63-43. “Improper Settings of Intermediate 
Range flR) Kljh Flui Trip Eetpolntf. “ Svc list end 
JDRDAN.EL Division of Emergencg Preparedness k Englnaerlna 
Rssponse IPost 6301031 03/O6/S4 Consol iifatcd Edison Co. pf Mew 

York* Inc. 116pp. 19046 297, 84X Flche 50-000. 03/06/24* 6305J 10483 


8306070342 RO Increased Cd- 60 octivity found in two bottom sediment 
samples collected 030405 8. 06 No Co-60 found in surface- 
water samples from intake & dischorge canals during 
Apr 1903 Mo radiation hoiard or exposure to public observed 
DIETZ, C ft Carolina Power & tight Co 83/05/31 O'REILLY. P 
Region 2, Office of Director 2pp 18/41 894 ?4X 

Flche 50-324,03/05/31.83060/0342 


0306300102 Ack receipt of 830502 Hr in response to notice of vioJati 
t»P*>»Ulon of civil penslltlei from ineps on 
!* 80-22 Corrective action* responsive to problems 
but inltleted only after violations confirmed. 

DEYOUMfliR.C Director's Offics, Office of Tnipection and 

UTLEV.EE. CmllM Pa.«p I, L.gkfc Co 3p 
19548:207. 24X Flche. 50-324, 03/06/28, 8306 3CM) 1 02. 


8306100177 RO on 830521. during power operation, el ectr i cal panels IfflS t 
H06 discovered daenergiied Basic ground rules by which test 
f( const personnel may operate equipment not welt undcrsttiod 
at time of discovery 

DIETZ.C ft Carolina Power fr Light Co 83/06/03 O'REILLY, JP 
Region 2, Office of Director 3pp I8&06 032 PAX 
Fldfie 50-324, 03/06/03,8306100177 


■ 83063^106 Order imputing civil penalties In enount of 4600,000 

U* Itfsntlfied during inapt on 020712-14 6 20-22. 
^YWMO.R C Director^* Office. Office of Inipection and 
iSnanfaTft”* Carolina Peurr & Light Co. 6pp. 

19048:210. 84X Flche; 50-324* 03/06/28, 8306300102 


operetlnj report* Ic relAted correspondence 


'■*•’*'* '*** H/930W7 ItT 

n*v2um bV " CbboHim p«utr 1 tijkt c«. 83/04/07. 

OtHct o, iBipBCtion and 

ISoliloaJJ ■ S4X ri,)..!90-3a4.B3/(M./07. 


6306130455 Fonuards NRR comments on draft AD rept to Congress fur 
First Quarter 1983 

DENTOMrH ft Office of Muclear Reactor Regulation. Director 
83/06/07, HELTEMES.C J Director's Office 3pp 10030 176 »4X 

Flche 50-000*83/06/07, 0306130455 


0306200003 LER B3-049/03L-0 on B305JI,maln steam line channel 
instrument a-Oi2-RH-K603D found actuating out of specified 
toierancDS Caused by xener diode VR5 failuie in channel 
instrument drawer VR5 replaced W/030609 Itr 

PASTVA.M J 4 DIETZ, C R Carolina Powei 6 Light Co 0J/O6/O9, 

Q 'REILLY. J P Region 2. Office of Director 2pp J8903*360 04* 

Ficha: S 0-324, 83/06/09. 8306200003 
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03O6P7O119 HO on 830*512 ?< I9i Tu t- Ooui s J 06 109 & 201 derlarecl 
inoperable du® tn high differ fntial air ptpsBure ncro^s eaih 
door preventing automatic bo J f -i. t o sur e Tvaluatian of air 
prcBBura problem underuag 

DIETZtC H Coiolina pDijei ^ I iqhi Cu 03/06/09 C)'HEILLY,J P 
Region 2 j Dffiro of Directni Jp lG98fJ 112 LMX 
Fichfi 50-J2d, Q3/06/09. 03062/0119 


B306270196 HO on a3Ob04« 1 i m 1 1 1 nq condiiiiin for operniton imtintej 
for inoperable Fire Door POO on 49 ft elevation of 
control bldg Cauaed by misaJigment of duor witfim dncir 
frame Door to be repaired wpon leceipt of partt 

DrET2#C H rarelina Power & Light Cn 03/06/09 0'nLILLV>xl P 
flegion 2i Office of Director Ip 1U9''1 206 24 X 

Firhe 50-324.8 1/06/09.03062/0196 


0306210096 lER D3-047/03L-0 on 030513. dui u>q supervisory techniral 
review of completed test procedure for fire soppresBion 
mater ays valve operability test# two sys valve a not covered 
Test prncedure temporarily revised W/ 8306 10 1 fcr 
PASTVA. M J . OILT/.C 8 Carolina Powei & Light Co 03/06/10 
D^HEILLV, J P Region 2, Of f i r e 0 f Di r ec tor 3pp 109 14 211 24 X 

Ficfifi 50-324. OJ/06/ 10. 0306210076 


B306270061 UEH DJ-040/03L-0 otr 030520. 5orv o 1 1 laric b revealed primary 
c onta inmon t atmosphere oxygen analyxor I’-l AC-AT-1P59"2 
dryuBll oxygen concentration 17. higher than redundant 
analyzer Caused by calibr drift ld/03(>6M lir 

PASrVA. « • PIETZ.C R Carolina Pouiei ?< Light To 03/06/ M 

D 'flElLLY. J f* Region 2. Office of DiTectei 2pp I096B 050 ?4X 

riche 50-334. Oa/06 / Ml 030627006 1 


Q3Q6870245 RD oil B30b 1 3. 1 1 m i 1 1 nq condition of operation Inltioted fnr 
rire Donr P02 In diesel geiioratoi bldg Poor Inopeiable due 
to high differential air piessuio encoinitered acroto door 
preventing self-closure 

DIETZ. L R Carolina Power h light (o 03/06/14 O'REILLY. xl P 
ft eg Ian 2. Office of Direct iir Ip lOVDQ 27/ 24 X 

riche 50-324.03/06/14.0306270245 


0306270199 I ER 03~OJ5/O3L-O cm 030520. reac toi water cleanup 
differential flnui indicator 2-031 R6i5 indicated high 
Caused by low output signal fi cun flow txatiBmiltnr FT NO 12 
Transmitter calibr retorriod to svr W/03O6lb Itr 
PASTVA.M J . r>ltr/.C R CuioJino Power Light Co D3/06/15 
O'REILLY. J P Region 2. Office of Director 3pp 10991 2EH P4X 
Fiche 50-324. 03/06/15. 03062/0199 


0306570277 LER 03-00 1/03L-0 on 0'i0520. t ad drift annunciation received 
far contiol rod 30-35 Caused by problem in rod position 
indication probe Annunciatui clcaiod Probleoi will he 
resolved during Dept 1903 outage N/03O.6J7 Itr 
PrtSTVA.M J < DlLT/j C R Carol iii.i Powei 6 Light Cci Oj/06/1/ 
O'REILLViJP Region 2, Office of Directni 2pp J0996 160 24X 

FiChe 50-324. 03/06/17. 03062/05'// 


0306300193 RQ on 030502. gamma arialyt>is of bottom sediment sample 
detected excessive Co *60 activity Oump 1 j ng frogueni.j 
increased from semiannually tu monthly Sample represents 
seventh monthly sample 

1>IETZ*C R Caiolina Power 6 light Co 03/06/17 O'REILLY. xl P 
Region 2. Office of Director 2pp i9JS5> 191 24X 

F I c h D 50-324 . 03/06 / 1 7 . 0306 JOO 1 93 


B306300031 Advises that LER 2-03-51 re inuptMable Cbl low level nultth 
aE4!“l9l N003 on 030924 will be submitted by 030707 
DIETZ, C R Carolina Powoi 6 Light Co 03/06/23 D'REILLY, J P 
Region 2. Office of Director Ip 1VI20 312 24X 

F i c he 50-324, 03/06/23, D306J0003 1 


8306300012 LCR 0J-05a/03L-0 an 030326. smnko observed emanating briefly 
frem RHR sys flow transmitter signal ct.nvei tars 
S-EI l-rV-3338 6 indicator did nat show expected indicatinri 
Caused by test leads shorting to ground hl/Q30624 Hi 
PABTVAiM J , DILTZ,C R Carolina Power & Light Co 03/06/24 
O^REILLV, J P Region 2. Office of Director Spp 19J20 315 24X 

F * c fi B 50-324 . OJ/06 / 24 . B3O630O0 1 P 


0306300-243 RO on 030504. dur mg i.hutdouin operations. 1 1ml tJ ng condilmnt 
for operations (LCO) initiated for inoperable Eire Door 203 
Caused by door mir.a 1 ignment Due to job planning 
c ana 1 dera t i ons, /-da y time frame of t CO exceeded 
DIETZ, C R Carolina Power h light Co 03/06/S4 0 'ML ILLY, P 

Region 2. Office of Director Jp 19119 350 24X 

FI Che 50-324.03/06/24. 03O63OO«?42 


G3O6300i06 CN-83-011A on B30D1D. notice of violation Ic prnpOBeil 
imposition of civil penalties will he issued in amount of 
i600i000 Action based on failure to p hi form Tech Spec 
siirvei 1 lances on safety sys li componeiiis 

DARRER.O I AXr-LRAD, J Director's Dfrice, Office of Inspection and 
Enforcement 03/06/20 Ip 19040 216 24X Fi che rjO-324. 03/06/ JU. 

0306300106 


9 Operator E x .imi nat i ons 


8306140141 Requests approved ref matl re operator exams by 020225 
Missing deadline will result in delay in administering 
exams AppHcations should be submitted at least 60 days 
prior to first exam scheduled for wic of 030423 

VERRELLIiO M Division of Project & Resident Programs 03/02/07 

HOWE, J P Carolirra Power & Light Co 4pp 1083? 167 24 X 
Fiche 50-324, □3/02/07, 0306140141 


0306140533 Confirms administration of written I, oral r equa 1 i f 1 c a ti on 
exams at facility during uk of □30627 Approved ref mail must 
be furnished by 030425 

O'REILLY.J P Region 2, Office of Director 83/04/15 UTLEY.E E 

Carolina Power b Light Co 3pp 101334 323 24X 

Flcho 50-324, □3/04/15, 03061 4053P 


0306140296 Ac k receipt of D3D505 ttr Informing NRC of steps taken to 
corroct violation's noted in If □pocial Training Assessment 
Repts 50-324/03-04 6 50-325/03-04 

VERRELUrD M Division of Project 8. Resident Programs 03/05/24 

UTLEV, E r Carolina Power it Lipht Ca Ip 10030 003 24X 

Ficho 50-324, 03/05/34.8306140396 


— 8306140404 Responds to NRC 8302D7 itr re violations noted in IE Special 
Training Assussment Repts 50-324 / 03*04 6 30-325/03-04 
Corrective a-rtinns orientatiorf for rtrw employees 
accomplished m occardance w/Tl -301 

DIETZ. C R Carolina Power (t Light Co 03/05/05 D'RElLLYrJ P 
Reg.{on 2, Office af Director 3pp J003B 004 24X 

FicJic 50-324,03/05/24,8306140396 


-0306140413 Forwords IE Special Training Assessment Repts 30-3S4/B3-04 St 
50-325/83-04 on 030110-14 Nn noncomp I lance noted Significant 
weaknesses identified 

VERRELLI.D H Division of f>rnject & Resident Proijrams 83/02/07 
UTLEY. C E Carolina Power S< Light Co 2pp 10B3B 00/ 24X 

FichB 50-324.03/05/24. 03061 40 JV6 


—8306140423 lE Special Training A«see«ment Repts 50-P24/83-04 Si 
50-325/83-04 on 03OJ 10-14 No nnneomp 1 iance nated Major ereas 
inspected licensed S< nonlicrnsed operator treining Si 
r equa 1 1 f ici'ition programs Sc on-eb i f t/real time training 
HEHL. C g . CA9HATT.I1 E , RAGLIN, K A Region 2, Office of Director 
03/02/03 lOpp 18038 009 24X FI che 50-324.03/05/24, 

03(}6I 40396 


DOCKET 50-325 I1RUN8WICK STEAM ELECIFMC PLANT, UNIT I 


F Security, medical, emergency Sr firo protection plens 


0306140690 Ack receipt of 830101 Hr informing NRC of corrective 
actions taken in response to 021101 confirmation of action 
Itr re empr^pney preparediicbs prPRTnm 

LENTS. R C Division of Project S< Resident Programs 83/03/31, 
FURR.D J Cartilina Power Si Light CO' Ip 10D41 260 24X 

Ficho, SO-000, 03/03/31. 8306 1 4 0690 


— 0306140708 Submits status of corrective actions for deficionclee rioted 
in 021101 confirmation of action Itr re emergency 
preparedness program 

UTLEY, E E CaroHno Power S< Light Co 03/01/31 O'REILLY.J P 
Regian 2. Office of Director Ppp 10041 269 24X 

FI c h B * 50-000. 03/03/31 . 0306140690 


0306220270 Confirms telcon w/lL re acceptability af emergency response 
facilities Locations of altornato locations for offsite 
personnel to assemble to communicatB w/cmergency operations 
facilities acceptable 

HURFORD, W J enrol Ina Power 6 Light Co 83/06/17 DENTOM.H R 
Office pf NU'cleor Reactor Regulation, Director ip 18926 033 24X 

Flche SO 000,83/06/17.8306220273 


J Insurance it indemnity information 


8306210092 Forwards Endorsement 49 to NCLIA Policy NF-21D 

flARHAM, C D Carolina Power Sr Light Co 03/06/13 SALTZHAN. J 
Antitrust S. Economic analysis Drarich (Utility Finance) 2pp 
1B911 237 24 X Fiche 50-324.03/06/13,8306310002 


0306210109 Forwards Endorsemrnt 42 to MAFLU Policy MP-RO 

DARHAM, C N Carolina Power Si Light Co 03/06/13 9ALTZMAN. J NRC 
No Detailed Affiliation Given 2pp 10914 179 24X 

Flche 50-324. 83/06/ 13. 0306210109 



m 


DOCKETED JTEMS 


? sK4}« doituaent* i& rorr^ »p«Jn<Jtnci* 


|4(kV>C« ccniid »ration of isbwatict o^ aa^nd to Lii cii«e 
&fR-7j fc prop0i«4 no ijgniPicant haiartfs con»i4«ra V loki 
lon> lr«£tir f orat injr liaitin^ conditions for 
djirition 4urini fourth fufl rgclr 

VAS6«.La*fl B 09* rating ftejctor* Branch 5 BU/OiJib 5pp 
|(87i9 320 5i)r Fich* 50-325- 83> 05/ lib, GjD&t)20W 


8306020020 Inforas that. bii*il on r»viF»i of BUR Ouners Oroup 001230 
riifoni* to lt*a II K 3 45> "Deprasmniati on U/ 

Othvr That! Auioiaatfc Orpr* tiun lati on Bv*-" 

V«»fLLll,0 B Gt«rat\n} Raactort Branch 3 03/05/lG UlLtY^E F 

CaroHna Powir 6 Light Co 7pp 1B702 336 3At 
FUfit 50-324, 03/05/10, IB306020020 


63C6O0OOBO Forward t nonpr op risiATV 6 propriotar^ vprsfon( of 
Kf“l3e3 04. -ytriri cation of CpfcL ft*f BWR Thareal-HiidrauHc 
mthofi FI0UR Co(j« * Afi| fault *ncl Propti*t^r»i 

ttifiihrltt (rtf tOCFliS 7 ^i 

2 IrtMEPMAN. 5 ft Carolina l^owar tr Liplit Co 83/05/31 VhSBAiLa»0 B 
Qp#ra»ing Btactors branch 2 6fip 10771 02^ 3A)t 
FJ c h # i(h3SA. 03/0S/31 . 0306000000 


'-6304000083 Wflnpropr iftary "Veri fi-catlon of CP4L Raf flWR Thorwal - 
Hglraulle Plattiodt Usinp EJBV4) Code " 

PQPF.H A . KlftfZTA.ft K Carolina Powtr t Light Co WF~1503 04 
thf*) 83/09/10 4lpp 10771 035 SAX Fich* 5O-*J24r03/O9/3| . 
8306000000 


—0306280544 Rev)5.Bd Tech SppCti re ItCH, t-yi ticiiiatmiv iur 1 1 n-rs* iH »8 i 
* Carolina Pcwci & Light Co ti3/06/<L*i *''lFr 1 VlM ♦/ p-"'/ I , <i< 
F 1 c h C 50~3S4 , 03/0 6/ 23 . 


0 Insppctinn reports* IC Bullotinf* ^ c ui f ef,p oiid cur 


8306)140735 Confirms lE rngt rape t in u on OjO^fltJ at pliant olt« In 4 mj-ih 
status of facUltg improvent^ nt program rrc»jioi,p(f mpillfiO 
agenda end 

O'HElLLV, s) P «eyj«n a, OfTifP uf Ulttctor 0,1/01/111 1^0 t V f < 

Carolina Powpf «t Light Cq i'pp 10041 OVZ.' •?4X 
FI chP 50-324. flJ/03/ 1 0, 83061 40/3l> 


8306 140070 Confirms 030320 enPoi c e^ncnt n>rc‘tiii.q at ftuiJlnii M nfi tr» 
discuss rec.enfc euents at OruiiMUitfc 1 ip ntartfiby gfI^ 
traatment deJuge sgs (< violation involving roiiiifn tt tc* 
shipirients from Rc>bin3ort 2 per {J3t)tJS*/ tticnri Afloiirfn curl 
a'RElLLV, J P Region 2. Office of Onectfir 83/0 i/i* 5/ ilfH i a 
Carolina Ptjuipi & Light Co L>fijj tHU.'jE? 34L* LM X 
r I ch e 50-000. 83/03/25.030614 00 7 8 


e3BtJ406RQ Act rocoipt of 830131 I tr inpjireunQ NHL* of <<nrt'itk-4 
actions taken in response to ULMJOl confirmation nf nctinri 
Itr re emergeneg preparodnoes pi njivafr 

LEWIS, ft C Division of Project ?< ♦‘voarune (M/D 1/ <J 

Fuffff, B J Carol 1 no Power & Dtjht Co ip lfJfJ4l iMjf 

Fiche 50-000. 03/03/31. B306MO/.7n 


03O6O?OO35 ftpkpondt to 830414 rriuest for oddI info re structural 
aifiets of ftarl I containment prograa plant'vnjgue analysis 
rial Util Jo process of obtaining info fra* United Engineers 
\ Cenftroctort ftasyonse mil le provided hg B30S05 
ilfffCHMAlT.ff R Carolina Power 4 Light Co 83/06/02 VASSALLO, D B 
CI|ir-atlng BdOctor* flransh 2 Ja 18739 335 24X 

r 1 e he 50-334 . 03/06 / 02. 0304070039 


structural 


8306190464 Foriurdk reiuest for ad41 info re r«v{ew of stru 
asftcti of glent-uniitue analysis npt for Marl l long-tero 
centaineenl prografl Keeting sheuH Pe held within 3 wts to 
oiseuii reiponse 

VABS^LO.O B Uffrating Reactor* Branch 2 83/06/03 UTLEV, E E 

C«fQ]|A« Pow*r 4 Light Co 6pa J0969 SOh SAX 
ri4he 90-324.83/06/03.8306150464 

Licanse CPR'71. chaT^ging Tech Specs re 
in*trui!nnta*ion numbers, re not/ 

1w«"535 »' 

03^06/20 PEWTON.Hft Officr 

Of Reactor Rejulation. Director Spf OAl sax 

FI til 50-329,83/06/20.030*240145 " 

-'^0306240149 Revised Tech Spet re snubbe*, a 

»" Of NO|!E«-o 737 nod. 

Fish* 5<^-3a4, 83/06720.83062 40246 ‘ ® 

"?!* if' 

Dptratlni R»acters’^Biin!/r*%9pt^®'‘ia9flfi VASSAL LO, o 0 

Fifta 30-324. i 8908 ^3 ^g;r 

Brwn*Siu"puit*« Oynaole Vedug* Brealer Valv* Riiponse fo, 


y--'wv,...v=.»v,.[,w»u, 1•u<"c■l•vtv<'acl■ln^9 rot uoirirniir*' i 
in pSlJOi con f 1 rma 1 1 on of .ic tinn >ti ro emorgoncii 
preparadnuss program 

t/TCeV', fc E Caiulina PouiCM Lag lit Cu 1/3/0 1 /III l/Vfl It i i J ' 
Region 2, Office of Direttoi ;'pp )Ulf41 V’4X 

Fiche 50-000, 03/03/31, 8 JOA 14 06'/a 

0306140399 Confirms B30S10 mg t modtjng m Ra 1 o * gh , NC In revigi.. 

Proaram (first ph.ise) results, ppr U304J1' lolcon Priinuerd 
agenda end ' 

H division of Projori llPi.jrfpni Pr<Joraff>t, * 

A Carolina Power & < ight Co 3p|i U/03,' rPy3 , Ht 

Fi c h e 50-000 . OJ /04 /29. 8306 1 40379 

1 to IE Itanoiln D2-03 ro rPocloi 
recirculotion 6 RKm sys Defertive uiolJm repaired usirid wi-Jd 
over ag technique Weld indicaticn fcobUr, S, Momdt, i" 

«^efecti.ve weld lorationti prit I 
D ^ Light Go CJ3/05/1A (J 'III II 1 Y. ./ !« 

Region 3. Office of Director /pp Jfi343 2(11 ;»4X 

F 1 ch e SO-324 , 03/05/ 16, 03061401.47 



CPU-09-110^ noi, '*^a3/n',/nf ' ''"''''’S’'' " NUTCCM r.,.» I r„.„, , , . 

?5vo^ ’ 

Fich* 50-324.03/05/ 1 9. a3060?01 07 ^ 

■" P»rl «< do«vln» tn „.r), 

• V,U, tT ‘"'"''led In.p r.(iul,.,./npiltrv 

P"..epn.r . 

Dp.r.tin, HM^wrar^e*'/ ''Wi*' VABSAIL(J,D B 

Fich, 50-33., eP/is/2SfSM60io:.u’^'’'‘ 

copT.ct '*’■ ln'oF">inj NBC of afopi Ink •■> In 

1>TUEV,E E CarolTi’a'pou^I ‘‘ ''‘’“““''’k PT-aorfimii a;i/(in/l’4 

rich, 30-33., SS/i5;a4'SSSJ,?oa;r“ ■=" *' ‘bom oo:i i,-.* 



DOCKETED ITEMS 


167 


— 0306140404 Nt'sponds to NrtC H00?07 Itr le viOlati oti& noted in JT Speciiit 
Training Assessment Repts riO-3P4/Q3 04 8< 50-335/03-04 
Coriective artinns orientation for nine employees 
accomplished in accordente w/Tl-301 

DrEr2*r ri enrol ma Power t. Light Co 03/05/05 CI'^E^LLY.^J P 
/legion 3> Office of Direct in Jpp 10030 004 34X 

Fiche 50-324. 03/05/24, 0306140396 


— 0306140705 IE Insp Repts 50-324 /G3*-05 & 30-325/83-05 on 03021 5^0315 
Moncomp 1 lance noted inadequate operating procedures for 
filling emergency pouiei diesel generatoi fuel ol] tanks {k 
lack of ventilation of sve water valves 

MVER8. D a » 0/\/7NER<U 14 Region 2, Office of Director DEMIS^P 
Division of Project ^ Resident Programs 03/04/07 9pp, 

10041 350 24 X Fiche 50-324.03/06/0/4 0306140677 


--0306140413 roi wards IE Special Training Assessment Repts 50-324/83-04 
S0-325/B3-04 on 030110-14 No noiico/np ) i auce noted Significant 
uealtnesses identified 

V£ftRELl.r.D M Division of Pioject ^ Resident Piograms 03/02/07 
UTLEY. E E Carolina Power J» Light Co 2pp 10330 007 94x: 

Fiche 50-324, 03/05/24. 0306H0396 


--S3061404P3 IE Special TraiTiing Assessment Rafts 50-324/03-04 
50-325/03-04 on 030110-14 No noncompliance noted Major aims 
inspected licanr.ed nonliccnsed operator training f< 
requali Pleat ion programs on-sh i ft/real time training 
KEffLi C H , CASNATT. M 6 . RAGLlN.K A Region 2. OPr>re of Dii cctqr 
03/03/03 lOpp 18030 009 24/ Fiche 50-324.03/05/24, 

030 6 J 40396 


0306140194 Formal ds IE Mgt Meeting Repts 50-324/03-19 l< 50-325/03-19 
on B3O510 Concerns re violations of regulatory requirements 
mgt control raised 

O'RErLLV, J P Region 2. DPfIte of Director 83/05/25 UTl CY, E T 

Carolina Powor $< Light Co Bpp iU03J 033 24X 

Fiche 50 324.03/00/25.0306140194 


—0306140201 IE Mgt Meoting Repts 50-324/63-19 & 50-325/03-19 on Q30510 
Major areas discussed enforcement issues resulting from 
recent events at site involving inuperahi 1 i ty of Unit 2 
candenscr offgas monitoriiiq sys 

LEMJSi R C Division of Prnjeci S< Resident Programs 03/05/P4 
3pp 108J3 035 24 X Tithe SO -324. 03/05/23. B3061 401 94 


0305110458 IE Info Notice 03-32. "Ruptured Am-241 Sources Contained in 
Mcll Logging Device " Sve list end 

TAYLOR. J M Division of Safeguards !i Inspection Programs iPust 
D3010J} 03/05/26 Consolidated Edison Co of New York. Inc 
I25pp J0OJ1 043 24X Fiche 50 000.03/05/26.8305110450 


8306290402 Responds to IE Dulletm 83-03, "Check Valve Failures In Raw 
Mater Cooling Sy s of Diesel Oenerators. " per B3031D Itr 
TECHNO check valves used at facilities Valve arrangement 
drawings enc 1 

HOWE.P M Carolina Power {c Light Co 03/06/00 O'REILLY. JP 
Region 2, Office of Director 6pp 17053 127 24X 

Fiche SO-324* 03/06/00. 9306290402 


0305110464 IE Info Notice 03-36. “Impact af Becurity Practices on Safe 
Operations " Ovt. list end 

JORDAN. E L Division of Emergency Preparedness I. Enuintering 
Response (Post 030103) G3/06/09 Consolidated Edison Co of Niui 

York, Inc ll9pp 10030 200 P4X Fiche 50-000.03/06/09.0305110464, 


6305110470 IE Info Notice 03-30, "OePectlve Heat 8ink Adhesive If 
Beismically Induced Chatter in Relays Mithin Printed 
Circuit Cards " Bve list end 

JORDAN. E L Division of Emergency Preparedness !< Engintering 
Response (Post 830103) 03/06/13 Consolidated Edison Co of New 

York, Inc llUpp 10920 225 24X Tithe 50-000,03/06/13.0309110470 


0306090010 IE Info Notice 03-37. “7lanEforme^ Failure Resulting From 
Degradod Internal Connection Cables “ Sve list end 
JORDAN. E L Division of Lmergency Preparedness k Engineering 
Response (Poet 830103) OJ/06/13 Consalidated Edison Co, of Ntu 

Yorlf. Inc 243 m p 18921 00 J 24X Fiche 50-000.83/06/13.0306090010 


9306290524 Approves issuance of 8Al P rept Notes improvement in 
safety-rela ted act ivi t i es. emergency preparedness & 
security safeguards Weaknesses in QA program will be 
ffloni tar ed 

O'REILLY. J P Raoion 2. Office of Director 03/06/14 UTLEY. E E 

Carolina Power ft Light Co 5fip 19049 20? 24X 

Fiche 30-000.03/06/14.0306290024 


6305110460 IC Info Notice 03-04, "Event Noti f Ication Info Worksheet '♦ 
bvc list enc) 

JORDAN. E ( Division of f.mergency Prrparcdnoss I. InginecriiiD 
Response (Post 0301031 03/05/26 Consolidated Edison Co of Ndu 

York, Inc Jihpp 18732 005 24X Fich a 50--000. 03/05/26. 03051 10460 


0306140653 Ack receipt of 030523 Hr documenting 830527 commitment datr 
for Q-Jist procedure rev, in responsa tn IF Insp Repts 
SO-324/6;' -43 8< 50 325/02-45 

VERRELLI.D M Division of Pioject ^ Heaident Programs a3/05/I?7 

UTLEY. E. L CaxpLina Power ^ Light Co Ip 10843 006 24X 

riche SO - 324 . 0 J/0 5/27 .8306140653 


0305110461 IE Info Notice 03-35. "Fuel Movement W/Control Rods 
Withdrawn at DWRs •' avc list end 

JORDAN. E L Division of Emergency PieparedOBss f. Cnginseriiia 
Response (Post 030103) 33/05/31 Consolidated Edison Co of New 

York. Inc 116pp 10732 200 P4X Flc ho 50-000. 03/05/31. 03051 10461 


0306140677 Ack receipt of 030520 Hr informing NRC of steps taken to 
correct violations noted in It Insp Repts 50-324/03-05 & 

30-325/03 05 

VERRELLl.D M Division of Project 8c ilesident Programs 03/06/07 

UTLEY, E r Carolina Pouet l< I ight Co Ip 10041 351 24/ 

Ticho 50-324, 03/06/07. 830614067? 


--030614068S Responds to NRC 0JO4O7 Iti re violations noted ni IE Insp 
Repts 50 -324/03-05 l< SO-USD/DO-OS Coirecfclve actions 
operating procedures revised to accurately reflect desired 
position of fuel oil manual fill valves 

DIETZ. C R Carolina Powor f* Light Cn 03/05/20 O'REIILY.J P 
Region S, Office of Director 2pp 10041 302 24X 

Fiche 50-324. 03/06/07. 0306140677 


--□306140668 Ack receipt of IE Insp Repts 50-324/03-05 I. 50-325/03-05 8c 
notice of violation Response to rept will be submitted by 
030520 

DIETZ, C R CiiroHna Powor Ic Light Co 03/05/05 Q'RtILLY.J I’ 
Region 2, Office of Dirertoi Ip, JO041 354 P4X 
Ficho 50-324. 03/06/07. 03061406/7, 


— 0306140693 Forwards lE Insp Ropts 50-324/83-05 l< 50-325/03-05 on 
Q30215-03J5 U notice of violation 

VERRELLI.P M tijvislon of ('reject Resident Program* 03/04/07 
UTLEY. E E Carol ino Power Ic Light Co 2pp 10041 355 24X 

Kitrhft 50-324.83/06/07.03061406/7 


— 0306140699 Notice of violation from insp on B30215 0315 

♦F Region 2. Office of Direr I or 03/04/07 Ip i0O4l 35/ H4X 
Ficho, 50-324. 03/06/07, 03061406// 


•8306290531 Forwards BALP Repts 50-326/03-09. SO-324/03- 09. 50-261/83-07. 
50-400/03-10 & 50-401/83-10 for Jan 1*702 - Jan 1903 
Evaluation will be discussed in Raleigh, NC on 030510 
LEWiBtR C Divisien of F*roject 6 Reoidpnt Program* 03/05/03 

UTLEY. E E Corolloa Power h Light Cn 2pp 19049 287 24X 

Ticho 50-000, 03/06/ 1 4, 0306290524 


—0306290537 SAUP rept for Jan 1982 - Jan 1983 

e Region 2i Office of Director 03/05/03. 64pp, 19049-289 24X 

Ficho 50-000,83/06/1410306290524 


—0306290553 Responds to 010503 6Al P rept for Jan 1902 - Jan 1903 Reduced 
NRC attention may bo appropriate for Category 1 re fire 
protection NRC attention should be maintained at normal 
levels for emergency preparedness 

UTLEY. F L* Carolina Power tt Light Co 03/03/20 O'REILLY. J. P 
Region 2. Office of Director, I6pp 19049 354 24X 

Ficfie 50-000,03/06/14,8306890524 


— 8306290355 Forwards replacement F.igo 2 to Attachment 2 of 030520 Hr 
which commented on 0ALP repi 

EURY. L M Carolina Power l< Light Co 83/05/27 P 'REILLY. J,P 
Region 2. Office of Oirveior 2pp 19050 009 24X 

Ficho 50-000.03/06/14.6306290524 


0305110475 IE Info Notice 83 40. "Need to Environmentally Qualify 
Epoxy Crnuts 8< Sealers " 3vc list encl 

JORDAN. E L Division of Emergenev Preparcrfneis 6 Engineering 
Response (Paot 030103) 03/06/22 Consolidated Edison Co of New 

York' Inc U5pp 19021 179 24X Fiche 50-000. 03/06/22. D305i 10475 


8305110477 IE Info Notice 03-41. “Actuation of Fire Buppresslon Ry* 
Causing Inoperability of Bafety -Related Equipment ** Rve list 
end 

JORDAN. C L Division of Lmevgeticy Preparednef i I. Engineering 
Response (Post 030103) 83/06/22 Consolidated Edison Co of New 

York, Inc IfiOpp 10997 007 24X Ficho 50-000. 03/06/22, 03051 10477, 


6305110479 IE Info Notice 03-42. "Reactor Mode Bwitch Holfunctinn* “ 
Sve list encl 

JORDAN, E L Division of Emergency Preparednees 6 Engineering 
Response (Post 030103) 03/06/23 Consolidated Edison Co of New 

York. Inc 1 i6pp 10996 242 24X Fit h e 50-000. 03/06/23. 8305) 10479. 


8305110403 IE Info Notice 03-43. "Improper Settings of rntermediate 
Range CIR) High Tluk Trip Setpoints " 8vc list end, 

JORDAN. E L Division of Emergency Preparodneis t. Engineering 
Response (Post 030103) 03/06/04 Consolidated Edison Co, Of New 

York, Int il6pp 19046 29/ P4X Fichu 50-000.03/06/24,8305110403. 
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830iJ?a04e? Lists C(a(r<^»i tment-5 to jmplemont addl MO-ritoring & rfstiictive 
I in^lts on tini dpnti f > erf RCS tenlo;9e pei MllrtE0-0-3J 3* R* v 14^ 
irt response to IE OulJetm 03-02 Plans to be solKnitted to 
URC 3 fflontbs prior to neat rePueJlng outage 

JMDWE' P W Carolina Pouer & Light Co D3/06/24 VASOALLOjO D 
Opt-ratiing fleactnrs Drench 2 2pp JVOlD 31 1 ?4)C 

F i c b« 50-325, Q0/0i>/2A. 0306980409 


9306300102 Ack receipt of 030509 Iti in response to notice oF vloldtmn 
fii praposerf inippsitlon of civil penalities from msps on 
020712-14 ft 20-29 Corrective actions responiive to problems 
but InitJaterf only after violations cnnftrmed 
I3EY0UN»< P C Oiref tor's Office, Dfficr of Ijispection and 

Enforcement 03/06/29 111 LEV* E E Carolina Power ft Light Co 3pp 

19048 207 24 K Fiche 50-324,83/06/29*0306300109 


— 9306300100 Order idiposing civil penalties in amount of 4600*000 foi 
vinlations iii«r>tifl«rf during insp» on 020712-14 ft 20-29 
DEVOUKS. R C Director's Office, Office of Inspection and 
Enforceffient 03/06/29 Carolina Power ft Light Co 6pp 
1904B 210 24X Flche 50-324, 03/06/20. 8306300109 


R Periodic operating reports ft related corresponds nc e 


6306140914 Monthly operating rep is for rl^y 1983 W/B30607 llr 
HARRISON* F , DIET2*C R Carolina Potuer ft Light Ce 63/06/07 
DEYOUNO^R C Director's Office* Office of Inspection and 

Enforcetfent J4pp, 16832 ?7^i 24X Tic he 50-324.93/06/87. 

6306140914 


S Reportable occurrences* LCRs ft related correspondence 


830614062? Confirms 830516 onsite cn Pbreerran t meeting to discuss 
regulatory iasuei re isolation of Unit 9 condenser offgas 
radiation monitors/ per 630516 tejeon i^roposed agenda rnci 
0 'REILLY* J P Region 2, Office of Director 83/05/1* IflLEV, E E 

Carolina Power 6 Light Co r'pp iBB4«i 087 943( 

FlCha 50-324/ 03/05/ J*. 8306140699 


0306010116 LEH B3-016/03L-0 on B30425* routine surveillance revealed 
electroigte levels of 129-volt dc Div I ft 'll battery cells 
out of aliouabje level band mark Causet) by changes j(i 
ambient battery room temps N/Q30523 Itr 

PA8TVA/M U. , DIETZ^C R CoroJina Powei ft Light Co B3/0S/i?3 
0 'REILLY, J P Region 2. Of f i ce of Die ec tor Spp JB673 3DQ 94)C 
Fiche 50-325/63/05/93,6306010118 


0306070093 LER 03-023/03L-0 on 930426, loss -of offsite power otemrod 
vben 230 kV bos tripped Fire reported In 4160/480 
transformer between emergency bus E-2 ft E-6 Caused by 
personnel error Trip signal cleared W/D30524 1 tr 
POOLK^R M , DIETZ* C R Carolina Pouiei ft Light Co 03/05/24 

O'REILLY* J P Region 2, Office of Diirctor 5pp J8740 060 a4X 

F i C b e ; 50-325, 63/05/24, 03060700 53 


0306070001 LER 03-O19/O3L-O on 03O4S5, standby liquid control sgs relief 
valves 1-C41-F027A ft B lifted at setpoints exceeding Tech 
Specs Caused by out of tolerance relief valve settings 
Valves adjusted y/630525 Itr 

PASTVA. M J . DIETZ. C R Carolina Powei ft Light Co 03/05/25 
D 'REILLY, J P Region 2, Office of DiToctor 3pp 10737 352 24>f 

F I Che 50-325, 83 / 05 /a 5 / 030607000 1 


0306070342 RO increased Ca-60 activity found in two bottom sodiment 
sarftples collected 030405 ft 06 Mo Ca-60 Pound in surface 
ueter samples from Intake ft discharge canals during 
Apr 1983 Mo radiation haiard or exposure to public ubserverf 
DI^TZ.C R Carolina Power ft Mgbt Co 03/05/31 U'RElLLY, J p 
Region 2* Office of Director 2pp 18/41 2?4 24X 

F 1 1 he 50-324, 03/0 5/31, e306D70342 


93060*?0136 RO on 6304 26i fire barrier limiting condition for operation 
initiated for augmented offgas> b]dq donr Mod time frame 
exestifed 7-dai; specified period Tire wotche* will remain >n 
effact 

DIETZ* C,R Carolina Power ft light Co 63/06/01 O'REILLV.U P, 
Region 2, Office of Director. Ip 13/ y5 2?6 SAX 
F 1 c ha 90-395. 03/06/0 1 / &306090 1 36 


6306100127 LER B3-O10/O3L-O on 030503 & 14 average power range muni tor 
1> inoperable due td fallerf power supply First faiiuie raosed 
by defective diode CRI thyrisler SCRl ft capacitor Cl Cause 
of 030514 failure undetermined* M/330609 Hr 

PA9rVA.ff J r DIETZ, c R Carolina Power ft Light Co 83/06/02 
0»RElLtV, JP. Region 3. Office of Director Onp 10009 Oil £^4X 
F i c h * 50-33 5, 83/06/ 02* 0306 i 00 J 27 


83061^0455 Ferarardi nBR comments on draft AO rept to Congress for 
First Quarter 1903 

DENTDM/ H R Office of Mucleor Reac^tor Regulation, Director 
03/06/07. HELTEHEB/C J Pnector^s Office 3pp IBB30 17* S4X 
Flche 50-000,83/06/07, 0306130455 


OJ06270090 RO on 830504-05 Two I ni doiii t (ic'/-U5) ) end ere if 
inup^ralilp to facilitate monil uioi k ft hiqh di f f eren t Jol aii 
pressure across door preventoil spl F-t 1 ri,.ui t*. respec 1 1 ve ly 
Fire liPatfhcB in rffret 

DIETZ C fi Carolina Fowpi ft light (o 0 1/06/09 O'REILLY, v# P 
Region e*. Office uf Directot Ip 1 OVDO 13? 24X 

F I c h e 5 0-32 5* 03/06/ 09* 03063 /OO'/O 


B3062I0174 LER 03-02P/03L-0 un U30 'j 1J, dm 1 ny routine i,UT vei ] lain e, lire 
hflse Station 2-AD0*5B declared iniipeiahle due to bent hose 
reel Cautod by opening valve w/hose on red HoSo leplated 
H/a30*lU Iti 

PASTVA, M .J , DJFTZ.C N rnfoljna Power ft Light Co 83/06/10 
O'REILLY, J P Region 2 Offn c of Dnettor 9pp 10715 107 
Fjche 50-325* O.J/06/ 10. 83062101 /4 


©□06270291 RO on 830513, 1 imi t iiig condition for operation inltiiitr'd fer 
Fire Door 213 in dieael generator bldg l*oer encnuntei ed high 
d I f f creitt 1 al air pressure acions door preventing sclF* 

C loEurr* EnginaeTing evaluating pressure pieblem 

DfETZ. C R COTotina Power ft Light Co 03/06/17 O'RCIILY, J f' 
Region 2, Office of Director Ip n9‘>6 184 24X 

Fi c he 50-325, 03/06/17, 8306270,'*'? 1 


9306300193 RD on 830503, gammn aiialysis of bottom sediment sample 
detected esrensive Co-60 activity Sampling freguenry 
tticreascd fro/n semiannually to mnntMii bample repi esents 
seventh monthly sample 

DIETZ. C R Carolina Powei ft tight Co 83/06/17 0 'REILLY, J P 

Region 2, Office of Director Dpp I9J2? 191 2'1X 

ritho SO-324. 03/06/17. S306300J 93 


8306300203 LER a3-020/03L-0 on t( *(l!*24, inlermediate range manitpr * 
indicated instTUment upscale Caused bu moisture accumirlati an 
in monitor detector coble undervesael connector CoTinector 
replaced M/a30*23 Hr 

PASTVA. M J , UI6TZ, C R C.itoJin.i Powi'i ft Light Ca B3/06/33 
O'REILLY, J P Region ?, Offue of Director 3pp 19119 3'.»7 r'4X 
Ficho SO-325, 03/06/23, 030*300203 


6306300106 EN~a3-0liA on B30218. noti ce of violation ft proposed 
imposition of civil penaltiun will be issued in amount of 
f600* 000 Action based on foilnre to pei form (och &pec 
surveillances on safety syi ft compnnoni>> 

DARBER, 0 , AXrLRAD, V Director's Off lie, Office of Inspection and 
Enforcement 93/06/28 Ip 19040 21* L'4X Fiche 50-324,83/06/28. 
830*30010* 


V Operator E x ami nations 


930*140141 Requests approved ref mntl ic operator exams by 82D2PD 
Missirig deadline will result in delay m admtni s tei iny 
exams Applications should bi. rubmitted at least 60 days 
prior to first e»om scheduled for wk of 930425 

VERB ELL 1, D M Division of Pioioct ft Reridont Proyr oms 03/02/87 

HDUE* J f' Carolina Power ft Light Lo 4pii 10039 1*7 24 X 

Fiche 30-324. 93/02/07, 0306140141 


8306140533 Confirms admloi sti at j on of wnttm ft oral rcquali ritatior 
«xam$ at facility during wk of 930627 Approved ref motl must 
be fuTnished by B30425 

O'REILLY, J P Kogion 2, Of f it e of Di Vt i lor 03/04/15 UHLYi-F t 

Carolina Puuior ft Light Co *Jpp I99J4 323 24X 

Fiche 50-324, aj/04/15. 03061405,3*1 


9306140396 Ac k receipt of BDObOti Hr informing NRC of steps taken to 
correct Violations noted in Jl Bpecinl lioining Assessment 
Repts 30-324 /□ri'-04 ft D0-32D/Q3 04 

VERRELLI.D N Division of Hinject ft Rrsidtnt Prog? ams 83/05^24 

UTLEY* E t Carolina Power ft I igM Lo Ip 10038 003 L»4X 

Fiche 50-324, 03/05/24,030614037* 


—8306140404 Responds to NRC 830207 Ur re violations noted in It 
Training Assessment Repts 50-3i>4/D;j 04 ft 30 .-SDb/DU --04 
Corrective actions orientation for ntsr employees 
accomplished fn accordance w/TI -'"iOl 

DIETZ, C R Carolina Power ft Light Co 03/05/05 O'REILLY, ' 
Region 2, Office of Director 3pp J8838 004 24X 

Fiche 50-324. 03/05/24* 0306140396 


— B3<161404I3 Furuisrds IE Special liaining Assessment Ropta 50-324/03*01 
50-325/83-04 un 030110-14 Nn noncomp J lante noted Significant 
(ueakiiessea identified 

VERRELLI, D M Division of Project ft Resident Programs 83/92/u/ 
9TLEV, C E ParuHna Powui ft Light Co 2pp IDOJO 007 24X 

riche. SO 324, 83/05/24,8306140396 


— Q‘306140420 IE Special Trainintj Assessment Repls 50-324/83*04 ft 
50-335/93-04 on 030110-14 No noncomp J lauce npted Major airoS 
inspected licunsed ft noni icrn^ ed opeiatoi training ft 
requal j f i cat i un programs ft on-'sh 1 ft/real tlmf training 
MEHL, C M * WNRD, J F Kegiiin Office of Director UBMIS.I If 
Divlafon of Project ft Resident Proqri,ms 83/02/03 iOpp 
iB030 009 24X Fiche 50-324,93/05/24*0306140396 
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DOCKET CAUKlKNJA Al IU'w'lNr »h.S IICA( IDU 


B fleport-obJB nCf ui i pnc e*. H ? itlJitl c(»i respondt nci* 


8a062lOlE3i no on t troitr.]»>nl mnlria rod to irtiPin 

complpK'ltJ ti> t 01 p TollouJinq inriiitifjl !/i i «.ni Caused by «jT 
cijiindrr being dry Light ml uddrd lu tgliridrt Maiiii 
checklist', uririf 1 iovibuj foi iKPsrjbli* iiv 

I Cull form a On i v ofp liviiic* 03/06/ )6 

Standard j latioi) ft Qpi’rial f'lOiprts i<rni»th Ip lOViD aS3 P4 X 

Fiche SO 136, 0 i/06/ 16. fii06.UOH\6 


D□C^ET DO 1?/ artUirJVAH NULfAH PlANl, UNJ I 1 


F Securitijp medirulp emertjenry h fire picptfitioo pUiis 


8'TOAldO!»3b foruiards IE IiPBp Hop It; *iO-lIi//U3 06 h 50- 30(3/33- OA on 
□DODSU-O'IOi No rionr omp 1 iaii< r noted 

VERHEILIpU H Otvioion of J')oj«pci t* <tisidi*nt ProgTom*^ a.J/0*j/P*J 
PARRlSillO TennesoeB Vail po Author Jill i>pp llJtid3 PAR l’4X 
Ficho 50 3P7. 03/05/33^03061 OOMlb 


--03063 40543 IE Intpp Repts QO'lJ.V/QO 06 & 50-330/03-06 on 630320 0401 No 
nDhcomp ] tanco noted Ha jot aiea^ iiifiptited emergent y 
pre p arediip&fi Orfirienct/ in rmergcnc 4 detection ft 
class ' 1 ficoticni prnprarii nnifd 

HAnSTDNrft I? Hrqion 2, Of f u e of Iln r t ( tir v/LNKiNa, 0 ft IMvibinti 
of Lntei ppMcy l^reparednosi & Matev(«»l‘ bafety 3,t/05/l/ 9pp 
16643 P70 .'4X Firhe 50“3 »'.Vj 03/05/#33 6306140535 


030607DJ32 FoTbiaids i rv to physiral srcuiibij p 1 on Hev uiiilihold 
Iref 10CF-H73 I'J > 

MILLS*!, N Tennefisre ValUnj Anthorifcv; 63/05/31 ADENSAM* t 
Licensing Dram h 4 !p 10/ JV ,•',»/ .•4X Tic. he 50 32/. D3/!>S/:u * 

030607013./ 


0306150091 Releot.es public vrrbioii a( revised omergency plan 
i flip 1 B/Tic n 1 1 ng precPdures 

FELTONi 3 M fii vision o F Itulit and ftucoids 03/06/06 Uocument 
Managernont Dranch Ip J!*5 l'4y Ticfte flO 32/* 03/06/06* 

□306(50071 


— B306150094 reiuards public vriMtni of levised emeigeiicy plnn 
( mp 1 emm 1 1 ng prcic cdur es* i nt lud irig I'lniederes SON-IF*-? ie 
notification of unusual rvint. bON-Ii' -3 i o aJert (< 'JON- IP- 4 
re site ai pa emergency 

KAHMFllrOS Tennessee Valley Authoiity B3/04/p{> DrN1()N»H R 
Office of Nut leap lleartoi Hrijulat) tin* iJnector Ip IQn/^. 1^6 
24 X Ft Clio DO 32/* 03/06/06* 0 t06J 50071 


— Q 3061 50090 Tub lie version of revised emergency plan implementing 
procedui fis* inc 1 ud ing (>i ut edui cs SON-IP-S re notl fi rattan of 
unusual evenli SON- ru alrvt {( 9QN-IF-4 re site area 
emergent y 

NOULCa^L M lenitesspo Valley Authai ity 83/03/10 ^lp\> 

iBQ72 127 24 X riuhe 50 32/* 63/06/06* Q.J06 150071 


)306150!>LO Discusses steps in be taken tn resolve outstanding fiir 
protectioTi issues lech Spei. should be aoisnded ta Iticlude 
freguendy of fire hatards tTOMung drills should be held 
once pel 7S days (valuation cut. 1 

ADFNSAH. E C Licensing Branch 4 63/06/06 PARRIS* M G lenneaFCf 

Valley Authority 6pp 10066 30 ) 24X Fiche 50-32/* 03/06/06* 

0306150010 


1306210010 Tnriiiaids ‘'Program Plan for Control Room Design Reviewt for 
all TVA Nucleax Plants*" In ribponse to Orncric L ti 0? 33 
re upgrade of emergency plant. 

KAMMEftrD a Tennessee Valley Aulhoiitil 03/06/07 A DEN 3 AN* P 

Licensinn Drench 4 3pp 10713 001 LMX Fiche 50-000* 03/06/09* 

0 3062 J 0010 


-33062100J6 Procedure D62207 Uh "Proyvam Plan for Control Itnoei Design 
Revsetus for all TVA Nuclear Plants " 

* Tertnessee Valley Authority B3/O6/0V 200pp 10713 00»| ?4X 

riche 50 000* P3/06/09* 83<)6I>100J0 


Gperatiiig license stage dociimprits >< rorrespondoncr 


30606005J Addl response to I UlA request for three cutogories of 
documents re PRA <if reactor uafety study methodologu 
application program repts ^ iiiLetim reliability evaluation 
program repts Forufsrds App A documents Search cnntiriuinq 
FELTON, J M Division of Rules and Records 03/04/0/ SHOU Y* S 0 
Vnlon qP CenceT ned Scientists 3jip JU752 001 &4X 

Fiche 50 000*03/04/07*0306060051 


— 03O6O6OOBS Provides info on boron precipitation clogging HP I lines & 
failure of operator to switch to hot leg injection in order 
to flush out boron residue frnen core during recirculation 
Info obtained fi om F’RAs 

OAVfS. B NftC - No Detailed Affiliation Given 03/02/24 
ThfADANJ*A NRC - No Detailed Affiliation Given 6pp 16752 206 
24X Fich(> 30-000*03/04/07*0306060051 


63060B020Q Advises that partial response to SER open items re environ 
qualification of sa fety-re 1 ated electrical equipment ui 1 1 be 
submitted by 030701 & remaining info by 030729 
MILLB*t M Tennessee Valley Authority 03/06/02 ADEN9AM. E 
Licensing Dranch 4 2pp HJ7/1 J63 P4X Flche 50-327*03/06/02* 
0306000206 


6306000212 Requests meeting to discuss integiated mod schedule for 
Unit 2, mod deferrals proposed $t justifications provided 
Scheduled outages* coupl ed ui/itOTnal Forced outage rate* could 
result in lack of sufficient operating reserves 
MILLS.L M Tonnesfiee Valley Authority 03/06/02 A DENS AH . E 

Licensing Dranth 4 36pp ID77I 2J6 24X Flche 50-327*03/06/02* 

0306000212 


8306510027 rorwards Rev 7 to "3rquayah Nuclear Plant Offsite Dose 
Calculation Manual “ 

MILLS.L H Tonnossee Val ley Authority 03/06/13 ADEN8AM* E 
Licensing Dranch 4 Ip 16711 P6l £>4X Flche 30-327*63/06/15* 
0306210027 


— 0306210032 Rev 7 to "Sequoyoh Nuclear Plant Dffilte D-ose Calculation 
Manual “ 

n Tennessee Valley Authority 63/03/23 Blpp IB911 262 24X 

Fi Che 90-327* 03/06/ 1 5* 630621 OOP? 


6306210115 Application for amend to Licenses DPR-77 it DPR-77* changing 
Tech Spec 4 O J 1 2 d 11 re stirvei 1 lane e for diesel 
generator Clans III fee for tlnlt 1 & Class I fee far 
Unit P mill bo forwarded 

MILLS.L H Tonnessee Valley Authority 63/06/15 A DENS AM * E 

Licensing Dranch 4 2pp 10714 102 24X Fiche' 50-327, 03/06/1 5* 

6306210119 


— 8306210117 Proposed changes to Tech Bpet 4 6 1 1 2 d, 11 re 
surveillance for dJeseJ genrrator 

tt Tennessee Valley Authority 63/06/15 4pp 169 1 4 104 24X 

Ftche 30-327*03/06/15,0306210115 


6306210100 Agrees w/NRC 030520 fee determination Fee will be submitted 
by wire transfer 

MIULSiL M Tennessee Valley Authority 03/06/15 MILLER* U D 
License Fee Management Branch Ip 10716 256 24X 

Fiche 50-a27» 63/06/15, 0306210100 


6306200176 Forwards 830615 change request for NPDE8 Permit TN0026450 re 
60‘*day Detention of submittal of thermal plumt rept required 
by Part III E 

MlLLBiL M Tennessee Valley Authority 03/06/22 ADEN8AM.E. 
Licensing Dranch 4 2pp 19fU3 004 24X Flche. 50-327* 03/06/22* 

8306200176 


Q Inspection reports* I£ Dullclins Xc coi respandinct 


B306I4054-3 Confirms mgt meeting on 63 04P1 in Chattanooga* TN to review 
results of first phase of annual appraisal of regulatory 
performance* per Q3032B telcon 

L£Ut8*R. C Division of Project it Resident Programs 63/04/12 
PANRIB.H G Tennessee Valley Authority 3pp 10B34 176 24X 

Ficho 50-000* 03/04/12*030614 0543 


6306140306 Forwards IE Insp Rep la 50-327/03-07 b 50-388/03-07 tin 
030306-0409 No noncomplianr e noted 

VERRELLI.U H Region 2* Office of Director 03/05/17* PAKRiBjH 0. 
Tennessee Valley Authority Upp 10332 076 84X 

Ficfie 50-327,03/05/17.030614(1306 


—8306140370 1£ Tnsp Repts 90 -□07/63-07 & 50-320/83-07 bn 030306-0405 No 
noncomp 1 lance noted Ma/or ai eas inspected optrstional safety 
verification, IE bulletin cinseaut it LFR revieu it independent 
in«p effort 

FORD.E J * OUruER.S D Region 8, Office of Oiretiur, QUICK, D R 
Division of Project it Resident Programs 83/05/17. 6pp 
18632 070 24X Fiche 50-38/, 63/05/17* 0306 J 40306 


8306140539 Forwards IE Insp Rep to 50-32//83-06 it 50-326/63-06 on 
630320-0401 No none ompl lance noted 

VEIIRELLI,D M Division of Prujett St Resident Programs 85/09/83. 
PARRIS, H O Tennessee Valley Authority 2pp* 10043*268 24X 

Ficb* 50-327.33/06/23*0306140535 
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—93061405^2 IE Insji Hepts 30-337/03-06 U 50-320/03-06 on 930320-0401 Nn 
noncvmpl lance Fiottd H^jor areag <n§pectcd emBrsencii 
pr«paT'edDvs& Deficiency in detection ^ 

cless 1 f icatl an prograju noted 

M4RBT0N, J? R Regiort 2, Office of Director JENKINS,© n Division 
of Emerjiehcg Preparedne^fc &r Natm^ls Safety 03/05/17 9pp 
1EB43 270 24X Ficfie 50-327, 93/05/23. 030&140935 


— 930*390490 Forwards SALP Ropts 50-259/03 04-50-260/03 04, 
30-296/03-04, 50-327/03-04, 00-320/83 04,50-390/03 07, 
50-391/03-06,50-430/83-06 & S0-439/OJ -06 for JuJ 1901 nr< 
190? 

LEHIS. R r Divjfiiari of Project & Robident Praqrom^ 03/04/1 )< 
PARRIS, H O lennesfiee Valley Authority Jpp 24 X 

F l c h e DO- 000-03/06/17-8306270403 


030 9 110456 IE Info Notice 03-32, ”Ruji tuned A(ii-241 Sources Contained id 
W ell Logping Device ” 9vc list end 

TAYLOR, J M Division qf Safeguard# 8, Inspection Programs (Poi^t 
03iOlO3>, 83/05/26 Consolidated b’dison Co of Npu York, Inc. 
iSSpp 18931 043 34X Ficho 50 -OOg, 93/05 /26i B30SJ 10458 


—8306390503 SALP Repta 50-259/03-04,50 -260/03-04-50 276/Q3“tH, 
30-327/03-04, 50-320/03-04, 50-390/83-07. 50-391 /QJ 06. 
90-43B/Q3-06 6 50-439/83 06 foi Jul 1901 - Doc 1902 
* Region 2- Office of Director 03/04/13 9ap |i ,'’4X 
Fiche 50-000, 03/06/17, 8306270403 


G305I1D460 IE Info Notice 83-34, "Event Natiflcation Info llorkshpet 
9vc lilt enc 1 

\10RDAN, E L Division of Efnergcnci/ Preparedness it Engineerihg 
Rctponie (Post fl30lO3> 83/05/26 C&usol Ida ted Edison Lo of New 
York, Inc JlSpp 10732 005 24 X Fiche 50-000,83/03/26,0305110460 


0306140137 Ack receipt of 030311 Itr infoTa)ing NRC of steps taken to 
correct viaUtlons noted in IE Insp Repts 50-327/03-05 U 
50-328/03-05 

LEWlOiR C Division of Project & Resident Programs 63/05/26 
PARfilfl, H>0 Tennessee Valley Authority Ip 19037 1J5 24X 

F 4 c h e 50-327, 03/05/26. 83061 40 1 37 


’—0306140145 Responds to NRC 030414 itr re violations noted in It Insp 
Repti 50-327/03-05 it SO-aSQ/BO-OS Corrective actions 
training meetings held ii/each operations shift group 
strssiing importance of proper syq alignment 

MILLS, L M Tennessee Valley Authority 03/05/11 O'REILLV.J P 
Region 2, Office of Director 4pp 10939 JI6 84X 
PJchi 50-327.03/05/26,0006140137- 


■0306140143 Forwards 1£ insp Repts 50-337/B3-0S t 50-328/03-05 on 
930206-0305 & notice of violation 

LEWIS, R 0 Division of Project I, Resident Programs 83/04/14 
PARRIS, H 0 Tennessee Vallci/ Authority 2pp 19939- 120 JMX 
F 1 c h e 50-327, 03/05/26, 8306140137. 


—9306290510 Comments on SALP Rrpts 50-237/03-04,50-260/91 04, 
50-296/03-04, 50-337/83-04, 50-320/03 04, 50-390/83 07. 
50-391/93-06,50-438/03-06 6 50-439/03 06 for Jul iVOl - Df i 
1992 

mills, L M Tennessee Valley Authority 93/05/10 0 'RCll L V. J P 

Region 2, Office of Directoi 2pp ?4X Fiche 50-259,93/06/17, 
0306290403 


0305110475 IE Infq Notice 03-40, "Need to Environmentally Dupilify 
Epoiy Orauts l< Sealers Sve list one I 

JORDAN, C L Division of Emei gincy Preparedness 6 Eng i neor ltig 
Response fPost 0301031 03/06/22 Consolidated Edison Co Of tfn, 

York, Inc ll5pp 19021 179 24X Tithe 50-000,03/06/22,0305110475 


0305110477 IE Info Notice 83-41, ’'Actuation of tire Suppression Wy» 
Causing Inoperability of Safety Rolatod Equipment '* <^vf list 
and 

JORDAN, E I Division of Emeiqency Preparedness 6 EngiiieerJirig 
Response ipost 830103) 83/06/22 Consolidated Edison Co of 

York, Inc iSOpp 10997 007 24X Firho 50-000, 0^/06/22, P.ID3I !(»// 


0305110479 1C Info Notice 63-42, "Reattoi Mode Switch Htil font, tioiii * 
Sve list entl 

JOROAN.E L Division of Emergency Preparedness it fnqineerlng 
Response (Post 030103) 03/06/23 (.oiisol idated Edison Co pf Win 

York, Ific ll6pp 10996 042 24 X Pic he 50-000, 03/06/23. 03051 J047V 


—3306140149 Nptlce of violation from insp on 830206-0305 

* Region 2, Office of Director 03/04/14. 2pp 1BB’J9 192 
Fich# 50-327, 03/O5/26rG3O6i4OJ37 


24 X 


•0306140162 IE Insp Refts 50-327/63-05 I, 50-328/83-05 on 030206-0305 
NanconpJ land B noted- during planned release from cask 
d econtaminati on tan>, valve 0-77-373 was open, al ) owing 
release of approx 5,300 gallons from monitor tank 
FORD, E J r BUTLER, 8 D Region 2, Office of Dirac lar QUICK, D N 
Division of Project fc Resident Programs 63/04/07 7pp 
I8S39 124 24X Fiche 50-327,93/05/26,8306140137 


©305110461 IE Info Notice 03-33, "Fuel Movement W/Control Rods 
Withdrawn at DliRt •* 6yc list end 

JORDAN, E t Division of Emergency Preparedness h Png i neer inq 
Response fPoit 030103), 03/O5/3J Consol idated Edison Co of New 

York, Inc li6pp 16732^209 S4X Fiche 50-000.03/05/31,8305110461 


8305110483 IE Info Notice e3-43i "Improper Settings of Intoraird I ele 
Range fIR) High Flux Trip Setpoints " Gvc list end 
JORDAN, E L Division of Lmeigency Preparedness & Fnginsoring 
Responie (Post 830103) 03/06/24 Consol idated tdi sfln Cn of 

York, Inc 1 l^,pp 19046 29/ 24X Firhd 50-000, 03/06/24, 83051 1 OtB) 


R Periodic operating reports i( related correspondence 


0306020197 Monthly operating repts for Mar 1983 W/830,1 1 4 Itr 

MASON, C C r DUPREE, D C , EDDINOS.M Tennessee Valley- Authuiily 
03/04/14 27pp 18691 093 P4X Fiche 50-327,83/04/14,8306020197 


6306140526 "NPDCS Discharge Monitoring Rept,Feb-Apr 196J " 
EL-ASHRV, M T Tennessee Valley Authority 03/05/20 VOpp 
18030 126 24 X Fiche 50-327,83/05/20,0306140526 


8306290388 Forwards response to IE Eulletln 03-03, "Check Valve 
Failures lr» Raw Water Cooling 9ys of Diesel Oenerators " 

ERCW supply it diicharge check valves will be d I sat semb led it 
viioally lnsp«{;t*tf at least once every 24 months, 

MIULBiL M Tennessee Valley Authority 83/06/07 O'REILLY, J p 
Region 2, Office of Director 2pp J9055'293 24X 

Fiche 50-327, 03/06/07, 8306290300 


8305110464 IE Info Notice 03-06i "Impart of Becurlty Precticoft on 9«fo 
Operations " Cve list end, 

JORDAN.iE. L. Division df Emergency Preparedness k Engineering 
Reiponse (Post 030103), 03/06/09 Consol idated Edison Co of New 

York, 3rc U9pp 10030 S80 24X Flthe 50-000, 03/06/09, 83051 10464 


B3051 10470 IE Info Notice 03-30, "Defective Heat Sink Adhetiiyc 6 
Oelimlcaily Induced Chatter In Relays Within Printed 
Circuit CsTls '■ 3vt lilt end 

JORDAN, E.L. Dj vie ion of Ewergenty Preparedness I, Engineering 
Neeponee (Post 030103) 03/06/13 Consolidated Edison Co of Ne 

Yarli Inc. llOpp, 10920.225 S4X PI the; 30-000, 83/06/13, 03031 1047 


0306090010 je Notice 03-37, ^Transformer Failure Resulting From 

Internal Cyftnictlon Cables " 8vc list end 
^DAN, E L Divielcjn of Emergency Preparedness 6 Engineering 
Rtspony fPast 030103 ) 03/06/13. Consolidated Edison Co. of New 

York, Inc 243pp 10921.001. 1?4X Fic he- 50-000, 03/06/13, 8306090010 


50-259/03-04,50-260/03-04, 
30-296/03 -04, 50-327 /fl3-04i 50-320/03-04, 50-390/83-07, 

83-06, 50-438 /&3-06 k 50-439/03^06 for Jjl J90J - Drt 
1902. No reply required 

1 > Director. R3/06/17 PARRIS, H C 

0306290403^ AutheMtg, 3pp. 24X Flchd: 50-000, 83/06/1 7, 


S Reportable occurrences, LbRs & related correspondence 


B306010020 LER 03’’O65/O3L-O on 030502, dui inq performance of 
Surveillance Instruction 166 21, train A emergency gas 
treatment sys roam cooler declared inoperable Caused by 
short in solenoid valve coil Coil repli,ced W/030524 Itr 
CARVER. A M , GREEN, A M , WARDING, M R Tennessee Valley Authpiity 
03/03/24 O'HEILLY.J P Region 2, afPlte of Director 2(>p 
18674 068 24X Fiche 50-327, 83/05/24, 0306010020 


8306010396 LER Q3-057/03L-0 on 030426, Bubcaaltng margin mnnittir 
declared inoperable due to plant process computer failure 
Caused by power failure Computer supplied by meinC pouier 
while inverter repaired W/030524 Itr 

ROOERB, H R , HARDIND, M R , GRFbN, H x) Tennessee Valley Authodty 
03/03/24 □'REILLY, J P Region 2, Office of Director ^PP 
10682 235, 24X Fiche 50-027,03/05/24,0306010396 


8306070284 UER 8J-067/0IT-0 on 030510, start bus ID failed due to pheif 
to-phase fault Tech Spec 3011 action statement 
entered Diesel generator not operable urithin 1-h limit 
CaiTsed by bus sleeve insulation degradation W/B3053J Itr 
LUDWlOiUC , HARPING, M R , GREEN, H J Tennessee Valley Authority 
83/05/31 O'REILLY, J P Region 2, Office of Director 4pp 
18741 162 24X Fiche 50-327,83/05/31,0306070204 


8306070039 LER 83-066/03L-0 on 830506, while changing out one upper 
injection Level switch 8, recalibr others, three or four 
iuitchps found out of tolerance Probably caused by 
Instrument dri ft Euiltches recalibr W/83O60J Itr 

LUDWIG, W C r KARDINC.M R , GREEN, H J Tennessee Valley Authority 
03/06/01, O'REILLY, J P Region 2, Office of Director 2pp 
1 0739 , 338 24 X Fl c h * 50-327, B3/06/0 1 , 0306070039 
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030&-200i6-7 LCR Q3~071/03L-D un &305l3i uiaitte gas disposal sys tixyo<»n 
analyser 0-03AM''4D-’5000 found out of cal ihr & declared 
Inoperable Caused b(j analyier lero adjustment drift Analyzer 
recallbr 8f returned to svc W/ti30&09 Itr 

DUOOIN> O & , HARDINS, M R , GRI LM, 11 J lennessee Valley Authority 
03/06/09 O^RLILUY^J P Heqion 2* Office of Director 2pp 
10903 1 12 24X riche 50-327, Q3/06/09i 030620016/ 


8306200332 LER Q3-070/03L-0 on 030512, d icse 1 generator lA-A rti-rlored 
inoperable uihen unit tripped on high crankcase pressure due 
to cooling uater leak Caused by oil cooler failure due to 
normal end of life Cooler replaced W/830609 Itr 

t.UDUIO. C , MARUINO.M R , GRCEM, H J Tennessee Valley Aiithurity 
03/06/09 O'REILLY, J P Region 2* Office of Director 2pp 
10900 199 24X FicbB 50-327, 03/06/09, 0306200332 


6306210218 LER D3-075/03L-0 on 030516, power usage not indicated on kW 
meter for hydrogen rccombinar Caused by failure of GE 
Silicon control rcc ti f i er, Kodel GEC50Mi due to normctl end of 
■coinponent life Meter circuit repaired W/G30613 Hr 
LUDMI0«tf C j HARDING, M R , GREEN, M J Tennessee Valley Authority 
63/06/13 0'RhlLLY,J P Region 2, Office of Director 2pp 
10919 035 24X riche 50-327,03/06/13,0306210219 


6306270250 LER e3-076/03L-0 nn 630530, c ond ensate demineral 1 t or liquid 
effluent Hne radiation monitor 0-RH-90~22S declared 
inoperairle due to loss of sample flow Caused by normal wear 
causing pump failure W/03O6J6 Hr 

ROGER6HJ R , HARDING, M R , 0RbLN,H ^ Tennessee Valley Authnrity 
B3/06/JA O'RCTLLV, J P Region 2, Office of Director ?pp 
16990 S21 24X riche 50-327. 03/06/16, 6306270250 


6306260198 LER 8J-079/01T-0 on 63060/, noti fi ed by Nonconf ormanc o Rtpt 
SQNNEBBDOA re possibility of block wall failing during 
tornado Caused by incorrect loading used in origina) 
calculations Procedure revised W/030620 Iti 

ROOERBiH R , HARDING, M R , GREEN, H J Tennessee Valley Authority 
03/06/20 O'REILLY, J P Region 2, Office of Director 3pp 
19015 07V 24X riche 50-327. 63/06/20, 0306260192 


X Onsite Storage of Low Level Waste 


a306060102 Responds to 030422 Hr re determination of fees for 
low level raduastc amend applications Fee determination 
accep tabl c 

MILLS, L li Tenriofisee Valley Authority 03/06/01 MILLER, W I) 
License Teo Management Branch Ip 10719 359 24X 

Fiche DO-O 00, 63/06/01, 8306060102 


DOCKET 50-326 SEOUOYAH NUCLEAR PLANT, UNIT 2 


F 0ecurity« medical, emergency !< fire protection plans 


6306140535 Forwards IE Insp Repls 50-327/03-06 it 50-326/D3-OA on 
630326-0401 No noncompliance natnd 

VERRELL!,D M Division of Project i Resident Programs 63/05/20 
PARRIS, HO. Tennessee Valley Authority 2pp 1D043 P6B 24X 
Fiche 50-327,03/05/23,6306140535 


-’'0306140542 IE Insp Repts 50-327/63-06 it 50-326/83*06 on 630320-0401 No 
noncompl iance noted Major ai eas inspected emergency 
preparedness Deficiency in emergency detection k< 
classification program noted 

HAnaiONrR R Region S, Office of Director 63/05/17 9pp, 

10643 270 24X Fiche 50-327,03/05/23,6306140535 


B30607013S Forwards rov to physical security plan Rev withheld 
(ref iOCFR73 21 ) 

HILLB, L M Tennessee Valley Authority 03/05/31 ADEN3AH, E 
Licensing Branch 4 Ip 10739 227 P4X Fiche 50-327,63/05/31, 
0306070132 


6306150091 Releases public version of revised emergency plan 
Implementing procedures 

FELTON, O M Division of Rules and Records 03/06/06 Document 
Hanagomont Branch Ip 18672 125 24X Fiche 50-327,03/06/06, 

0306150091 


— B306150094 Forwards public version of revised emergency plan 
implementing proc edures, including Procedures 60N-IP-2 le 
notification of unusual event, BON-IP-0 re alert 6 SQN-lP-'4 
re site area emergency 

KAMMER.D 8 Tennessee Valley Authority. 03/04/25 DENTON, H It 
Office of Nuclear Reactor Regulation, Director, Ip 18fl/2 126 
24X Ficho 50-327,63/06/06,8306150091 


— 0306150090 Public version of revised emergency plan imp 1 emont inq 
procedgrea, tnclud ing Procedures SGN-IP-2 re notififation of 
unusual event, 8QN-1P”3 re alert it SON-lP-4 r# site area 
emergenc V 

N0BLE3,L M Tennessee Valley Authority 83/03/10 2lpp 
10672 127 24X Fich* 50-327, 83/06/06, 0306150091. 


6306150510 Discusses steps to be token to resolve outstanding fire 
protection issues Tech Spec should be amended to include 
frequency of fire hazards training St drills should be held 
once per 92 days Evaluation enc L 

ADENBAJi, E 0 Licensing Branch 4 93/06/06 PARRiSiHG Tennessee 

Valley Authority 0pp 10B66 321 24X Fiche 50-327,83/06/06, 

6306150510 


6306210010 Forwards "Program Plan for Control Room Design Reviews for 
all TVA Nuclear Plant's," in response to Generic Ltr 02-33 
re upgrade of emergency plans 

KAMMEn,0 S Tennessee Valley Authority 63/06/09 ADEN 8 AH, E 

Licensing Branch 4 3pp 16913 001 24X Fiche 50-000,03/06/09, 

8306210010 


— 6306250016 Procedure 662209 10, "Program Plan for Control Rpom Design 
Revietuo for all TVA Nuclear Plants " 

* Tennessee Valley Authority 83/06/09 200pp 10913 004 SAX 

Fiche 50-000, 63/06/09, 0306210010 


P Operating license stage documents tr correspondence 


6306060051 Addl response to POIA request for three categorits of 
documents re PRA of reactor safety study methodology 
application program repts & interim reliability evaluation 
program repts Forwards App A documents Search continuing 
FELTON, J M Division of Rules and Records 03/04/07 SHDLLY, B C 
Union of Concerned Scientists 3pp 16752 001 24X 

Fiche SO -000, 83/04/07, 830606005 1 


—6306060005 Provides info on boron precipitation clogging HPl lines 
failure of operator to switch to hot leg injection in order 
to flush out boron residue Prom core during recirculation 
Info obtained from PRAs 

DAVK8,S NRC ~ No Detailed Affiliation Given 83/02/24 
THADAm,A NRG - No Detailed Affiliation Given 6pp JB752 206 
24X Fiche 50-000, 03/04/07, 6306060051 


6306140299 Advises that action required by 630216 Amend 14 to License 
DPn-79 4, Generic Ltr 83-07 c omp 1 eta, based on util 
negotiation w/DQE re disposal of high level wahte or spent 
nuclear fuel 

ADEN9AM,C 0 Licensing Branch 4 83/06/01 PARRIS, H 0 Tennessee 

Valley Authority 2pp 10644 333 24X Fichtt 50-320,03/06/01, 

6306140299 


8306060206 Advises that partial response to 8ER open items re environ 
qual if ication of safety-related electrical equipment will be 
submitted by 630701 h remaining info by 030729 
MILLS, L h Tennessee Valley Authority 03/06/02 ADENBAM, E. 
Licensing Branch 4 2pp 16771*183 24X Fiche. 50-327, 03/06/02, 

6306090206 


63060B0212 Requests meeting to discuss integrated mod schedule for 
Unit 2, mod deferrals proposed it justi fi cations provided 
Scheduled outages, coupled w/normal forced outage rate, could 
result In lack of sufficient operating reserves 
HlLLBiL N Tennessee Valley Authority 03/06/02 AD£N0AM,E 
Licensing Branch 4 36pp 1077J 216 24X Fiche 50-327,33/06/02, 

6306080212 


6306210027 Toruards Rev 7 to ^’Bequoyah Nuclear Plant Offsite Dose 
Calculation Manual " 

MILLa.L M Tennessee Valley Authority 03/06/15 ADEN0AM,E. 
Licensing Branch 4 Ip 1B9I1 261 24X Rich* 50-327,03/06/15, 

8306210027 


— 8306210032 Rev 7 to "Bequoyah Nuclear Plant Offsite Dose Calculation 
Manual. 

e Tennessee Valley Authority. 03/03/23 Blpp 10911'262. 24X 

Fiche 50-327,83/06/15,0306210027 


0306210115 Application for amend to Licenses DPR-77 it DPn-79, changing 
Tech 6pec 4 8 1 1 2 d It re surveillance for diesel 
generator Class til fee for Unit 1 i< Class I fee for 
Unit 2 will be forwarded 

MiLL&fL. M Tennessee Valley Authority 03/06/15 ADENSAM,E 
Licensing Branch 4 2pp 10714 102 24X Fiche. 50-327, 03/06/15, 

0306210115 


--B306210117 Proposed changes to Tech Spec 4 6 1.1 2 d 11 re 
surveillance far diesel generator 

e Tennessee Valley Authority 03/06/15 4pp 19914 104 BAX 
Fiche. 50-327, 63/06/ 1 5, B3062 1 0 1 1 5 


6306210180 Agrees w/NRC 030520 fee determination Fee will b* submitted 
by wire transfer 

MILLSiL.M Tennessee Valley Authority 03/06/15 MILLER, W.O. 
License Fee Management Branch ip 10910 256 P4X 
Fiche 50-327,03/06/15,6306210160 
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6306230272 Appl on Pof* «isciid to License DPR-79, proposing ihanoos to 
licence c onditionB- re poi t-acc 1 dent caApting Description of 
proposed cf>ang«$« cotion ■& significant hazards 

determination for proposed license conditions end 
Hlti-S/L M Tennessee VaJIey ^uthorltq. B3/06/I6 ADENSAH. E 
Licensing Branch A. I7pp, IB745 112 2>IX Flche 50^-323, 03/0*/ 1 
0306230272 


B306230444 Application to aaend License DPR-79# temporari ly ch/^ngjng 
Tech Spec surveillance requirements for rod drop times 
(Tech Specs 4. 1 3 4 c> b far full-length control rod 
po-sitlon limit sMltches In Table Tech Opecs 4 3 3 5 
MlLLSiL. M Tennessee Valley Authority B3/06</j^t ADENOAM# C 
Licenilnp Branch 4 3pp 10942 100 24X Flche 50-32il* G3/D*/21p 

8306230444 


— ^0306330453 Bropoead teaporary changes to Tech Opets 4 J 3 4 c re 
■orvelllaitce requirements for rod drop time t* Tech Specs 
4 3 3 5 re f izll—lang th control rod positJon limit switches 
« Tennessee Valley Authority 83/06/21 4pp 10742 102, SAX 
Flche 50-32fii S3/06/2 1 « 0306230444 


8306200178 Forwards 830615 change request for NPDEB Permit TIN0026450 re 
60^day eitenilon of submittal of thermal plume rept required 
by Ur E 

NIU0. LM. Tenneseee Valley Authority 83/06/32 AOEfOAfLE 
Licensing Branch 4 2pp, 19015' 084 24 X Flche 50-32 7 j 83/0 6/22 » 

0306200170. 


0 Inipectlon reportsh IE Bulletins li correspondt nee 


0306140543 -Confirms mgf meeting en 03O48J in Chattanoogai TN to review 
results «f first phase of annual appraisal of regulatory 
performance* per 830320 tel con 

UEWlOiR C Oiviiian of Praj-ect 6 Resident Programs 03/04/J^ 
PARPIBiHO. Tennesste Veliev Authority. 3pp 10934:176 24X 

Flche SO-OOO^ 03/04/ 1 2* 0306 1 4 0543 


— 03OAJ4O145 Forwards IE In*ip Repts 50-32//B3-05 A *iCJ-3rf3/tl3 OW.n 
830206-0305 & notice of vtn lotion 

LEWIS* R C Division of Project fc Resicfont Programs 83/(M/li 
PARRi&i H 0 Tennessee Vallry Authority 2pp JD039 120 ?4l 

Flche 50-327.83/05/26. B3P6I40137 


—8306140149 Kotico of violation from insp on 030206-0305 

» Region 2, Offico of Director 03/04/14 2pp 122 ;H 

Flche 50-327. 83/05/26, 8306140137 


—8306140162 IE Jnsp Bepts 50-327/03-05 50-328/03-05 on 930.>0i 0.5 

Moncampl lance noted during planned iele.jse from cast 
decontamination tank, valve 0-77-973 was open, al J oui rig 
release of approx 5.300 gallons ft om monitor tank 
FORD. E J . DUTLFR.S D Region 2. Officr of Dsrectoi OMJCK.D N 
Division df Project 6 Resident Programs 03/04/07 7pp 
18039 124 24X Fiche 50-327. 03/05/26. 0306140137 


830Stl0461 IE Info Notice 03-35. ’’Fuel Hovement U/Contiol Rods 
Ulthdrawn at OMRs “ 0vc list end 

JORDAN. E L. Division of Cmergencv Preparodneas 6 Fnginerrin^ 
Response (post 030103) 03/05/31 Consol ida ted Edison Cd 

Vorlt. Inc 116pp 10732 200 24X Fiche 50-000. 03/05/31 - O'>05ltMj| 


8306290300 Forwards response to 1C Bulletin 83-03. "Check Valvi 
Failures in Raw Rater Cooling Sys of Diesel Oenerafrors “ 

ERCW supply 8c discharge check valves will be disassembled h 

Visually inspected at least once every 24 months 

KILLS, L M Tennessee Valley Authority 03/06/0/ □'’RE ll.f.VpO P 

Region 2. office of Director 2pp 19055 293 24X 

Fiche* 50-307. 03/06/07. 0306290300 


0305110464 IE Info Notice 03-'36. ‘'Impact of Security PratfciCfn Oii SiTi 
Operations " Eve list end 

JonOAN. £ L Division of Emergency Preparedness fc Enginoorifip 
Response (Post 030103) 03/06/09 (’onsol i dated Edison Co if 

Tort, Inc 119pp 10030 280 24X fiche 50-000. 03/06/09. 0305110141 


0306140386 Forwards IE Insp Rcpii 50-327/03-07 6 30-320/03-07 un 
030306-0405 No n otic amp ) lance noted 

VERRELLl.ON Region 2. Office of Director 83/05/J7 PARRIS. M 0 
Tenneisea Valley Authority 2pp 10832076. 24X 

Fiche, SD-327. 03/O5/17r 0306(40386 


— 0306140398 IE Insp Repts 50-327/03-07 6 50-320/03-07 an 630306-0405. No 
noncemplianca noted Najor arras inspected aperatiortal safety 
var I f icatioh. IE bulletin closeout E LER review & independent 
insp effort 

FORD.E J . B(m.ER.8.B Region 2. Office of Director QOJCK.D.R. 
Olvlilori of Project & Resident Programs 03/05/17. 6pp 
10832:070 SAX Fiche. 00-327.83/05/17, 8306140306 


0306140535 Forwards IE Insp Rrpts 50-327/83-06 50-320/03-06 on 

0 30320- D401.NU noncompliance noted. 

VeRRELLIjD K Division of Project it Resident Programs. 03/05/23 
PAflRJS.HO. Tennessee Valley Authority 2pp 18043 260 . 24X 

FI C h e, 3 0-327. 03/05/23. 0306140 535 


8305U0470 IE Info Notice 03-38. "Defective Heat Gtn* Adhesive I, 
Seismically Induced Chatter in Relays Within Printed 
Circuit Cards " Sve list end 

J0R0AN»£ L. Division of Lmovgerrey Preparedness fc Fug ineer iiig 
Response iPost 630103 ) 03/06/13 Consol i da ted Edison Cp of Uie 

York. Inc ll0pp 18920 225 24X Fifhe 50 - 000 , 03 / 06 / 13 . 09051 TMIJ 


8306090010 IE Info Notice 03-37, "Transformer Failure Remlting Fren 
Degraded Internal Connection Cables " 8vc list end 
JORDAN, E L Division qf Emei gency Preparedness I, Cnginoerlna 
Response (Post 030103} 03/06/13 Consolidated Edison Co #f 

York, Inc 243pp 10921 OOl S4X Fiche 50 - 000 . 03/06/10, OBOAOWI I C 


0306290483 Approves issuance of SALP Repts SO'‘259/03-O4. 50-260/81 Dl. 
80-396/03-04, 50-327/03-04, 50-380/03-04, 30-390/03-07. 

50-391/03-06. 50-438/03-06 6 50-439/83-06 for Jul 1901 - Daf 

1902 No reply required 

O'REILLY. JP. Rogion a, Office of Director 03/06/17 fWWIiaUfl 
Tennessee Valley Authority 3pp 24X Fiche 50-000. 03/06/1 /. 
8306290403 


—0306140542 IE Ipip Repti 50-327/83-06 * 50-326/03-06 on 030320-0401 No 
noncompl iance noted. Najor areas inspected emergency 
prsparedness, Oaf i clmncy In emergency detection 6 
c laeiif Icatian program noted 

HAR9TDN.R R. Region 2. Office of Director JENKINS* 0 R Division 
of Emergency Preparedness V Katerlals Bafety 03/03/17 9pp 
16843 ' 270. 24X Fiche- 50-337. 03/05/33, 03061 4053S 


8305110450 lE Infd Notice 03-32. "Ruptured Am-241 Sources Contained In 
Well Logging Device ** 8vc list end 

TAYLOR* J.H Divliion of Safeguards & Inipecttun Programs (Post 
8301031 03/05/26, Consolidated Edison Co at New Yorl* Inc 
125pp. 16031 043. 24X Fiche; 50-000, 03/05/26. 83051 1 04 SB 


•0306290490 Forwards SALP Repts 50-239/83-04, 50-260/03-04. 
50-296/03-04. 50-327/03-04. 90-330/03-04. 50-390/03-07, 
50-39I/B3-06. 50-430/03-06 6 50-439/09-06 for Jul 1901 “ Drc 
1982. 

LEWIS. R C Division of Project 6 Resident Programs 03/04/13 
PARRIS, H 0. Tennessee Valley Authority 3pp 24X 
Fiche. 50-000. 03/06/17. 03O629O403 


—0306290302 gALP Repts 50-259/03-04,50-260/83-04,50-296/83-04. 
90-327/03-04, 5O*-32B/0a-O4, 50-390/03 07, 50-391/03-06, 
50-438/83-06 L 50-439/03-06 fqr Jul 1981 - Dec 1902 
# Region 2* Office op Director 83/04/13 92pp 24X 
FI che 50 - 000 . B3/06/17, 0306290403 


0309110460 IE Infe Notice 03-34, "Event Notification Info Nortnbret " 

0VC list end 

JORDAN, E, L Divieion of Emergency Preparedness it Engineering 
ftaiponie (Past 830103). 03/05/26 Consol ideted Hdisqn Co of New 

York/ Inc llSpp. JB732 085 24X Fiche 50-000,03/09/26,0303110460 


0306140137 Act receipt of 630511 Jtr informing NRC of steps taken to 
correct vlolatlone noted in IE In»p Repis 50-327/83-09 L 
30-320/63-05 

LEWlDiH.C. Diyiiion of Project Jr Resident Programs 03/05/26 
PARRI0,HO. Tennessee Valley Authority Jp I0B39< JI5 24X 
Flche: 50-327,83/03/26, 0306140 J 37 


— 8306140142 Responds to NRC 030414 Itr re violations noted In IE Insp 
Repts 50-327/63-05 6 90-320/63-03. Corrective actions 
training meetings held w/each operations shift group 
stressing importance of proper syi aiignnent, 

HTLLBfL K. Tonnes see Valley Authority. 03/05/1] D'weiLLV* J- P 
Region 2* Office of Director 4pp IB039 116 . 24X 

Fiche* 90-027, 03/05/26, B306J40137. 


— 0306290510 Coewents on SALP Repts 50-259/03-04,50-260/03-04* 
50-296/03-04, 50-327/03-04. 50-328/03-04. 50-390/83-07. 

50-391 /83-0/ii 50-430/83-06 5 50-439/03-06 for Jul 1901 - Rrc 

HILLS, L. K Tonnessee Valley Authority 03/05/10 ® ^ 

Regions. Office of Director 2pp 24X Fiche 50-259. 03/06/1/* 
8306290403, 


0305110475 IE Info Notice 03-40, "Need to Environiflente H y Qualify 
Epory Grouts L dealers " Bve list encj 

JORDAN, E L Division of Emergency Preparedness 6 Enyinaering 
Response (Post 030103) 03/06/22 ini75 

York, Int liSpp 19021 179. a4X Fiche go-OOO, 03/06/22,83091 


ol H** 


0305110477 IE Info Notice 93-41. ’'Actuation pf Fire Suppression flu* 
Causing Xnaperobll i ty of Safety-Related Equipment " 8 vc li*»t 
and, , 

JORDAN. E, L. Division of Emergency Preparedness 6 Engineering 
Response IPostr 03OiO3) 03/06/22 Consolidated Edison CO 

York, Inc, 120pp, 10997 007 24X Fir he 50-000, 03 / 06 / 22 , 03051 IDW 


of 
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305110479 IE Info Notice 83-4nj "Reactoi Mode Bufitcli Ma 1 f unc 1 1 cm s " 
Svc list enrl 

JORDAN) H L Division of Lmci geiicy J'reparedne ss Eng i noer i iiq 
Response iPast D3DJD3> 03/0/i/^3 Cunsolidated bdison Co of Neu 

York. Int 116pp 18996 24^ 24 X Firfie 50-000, 8 J/06/23. 03051 10479 


305110463 IE Info Notice 03-43, "Impvopcjr Bettings of Intermed latc 
Rarge IIR) High Fli/x Trip Betpoints *’ Bve list enil 
JORDANi E L Division of Emergency Hreparedness & Fngineerinq 
Response <nopt 030103) 03/06/24 Consolidated Edison Co of Neu 

York, iiic H6pp 19046 297 24X Tn-he 50-000.03/06/24,0305110403 


Periodic operating reports t( related r orrcspondence 


106020197 Monthly operating rept« for Mar 1963 N/630414 1 ti 
HASOM, C C , DUPREE, D C , EDDINOSrM lennessee Valley Authority 
□3/04/14 27pp 1B691 093 24 X Fiche 50-327. 83/04/1 4, 63060201 97 


106140526 "NPDCB Discharge Monilollng Rep t, F eb-Apr 19(13 " 
CL-ABHRY. H T Tennessee Valley Authoiity 83/05/20 90pp 
10030 126 24X Fit ho 50-327, 03/05/20, 0306140526 


Reportable pecurrences, UERs ic relatud correspondence 


06010014 Updated LEft fl3“004/03X-l on OJOlO/, during performance of 
Surveillance Instruction (BI) 51 loui boron concentration 
discovered in refueling uater stnrage tank Cause not stated 
No leakage paths discovered U/030524 Hi 

CARVER, A M , GREEN, H J , HARDlNQi M R Tennessee Valley Authority 
63/05/24 O'REILLY, J P Region 2, Office of Director 2pp 
10670 564 24 X Tie He 50-328,83/05/24,0306010014 


D60I0I69 LER Q3-06i/03L-0 on 030429, s tram goneratoT 2 pressure 
indicator failed lour t< declared inoperdhie Caused by failed 
“Diboru model currcnt-to-current module duo to faulty 
transistors Transistors replaced lrf/030324 Itr 

IDGERSill H , KARDING, M R , GRFLN, Ji J Tennessee Valley Authority 
33/03/24 a'REILLYrJ P Region 2. Office of Director Ppp 
16673 03/ 24X Fiche SD-320, 03/05/24, 8306010169 


)607021D LER P3-06B/03L-0 on 830504, dui ) ng routine filling of cold 
leg 2 accumulator, safety injection pump inadvertently left 
in. resulting in accumulator being overfilled & 

)v«rpresBur i led Caused by personnel eri or N/630601 Hr 
UDUfOfN C , HARDING, M R , GREENrH J Tennessee Valley Authority 
13/06/01 O'RULLY.J P Reg ion 2> Office of Director 2pp 
8746 150 24X Ficho 50-338,03/06/01,0006070210 


16100173 LER 03-072/03L-0 on 830506, uhilo in Mode j, remote r.hutrioun 
team generator 1 pressure indicator declared inoperable due 
0 foiling high Caused by lonne connection on oscillator 
onnecfelon repaired & isolatoi recalibv M/03D603 Hr 
8GERS, M R • HARDING, H R , ORLCN, H J Tennessee Valley Authority 
I3/06/0J a'RCILLVt J P Region 2, Office of Director 2pp 
8005 324 24X Fiche 50-328,03/06/03,8306100173 


6130242 LER D3'-069/O3L-O on 830508, RED subcouling margin monitor 
eclared inoperable due to loss of plant process computer 
aused by breaker operation on pouer gi id sys Computer 
estarted & monitor returned to svc N/030603 Hr, 

ODER 8, H R r HARDING,H R , GREEN, H J lennessee Valley Authority 
3/06/03 Q 'REILLY, J P Region 2, Office of Director 2pp 
□026 GO? 24X Fithe 50-328,03/06/03,0306130242 


6210290 LER D3-073/03L~0 on 830517, bJii eld bldg exhaust gaseous 
ffluent radiation monitor 0-RM-90-100 failed to meet 
urvail lance requirements Caused by ueak photomultiplier 
vbe Tube replaced N/B30614 Hr 

□GERS, H R . HARDING, M R , GREEN, H J Tonnessee Valley Authority 
3/06/14 O^REILLV, vl P Region 2, Office of Director 2pp 
3915 125 a4X riche 50-328, 03/06/ i 4, 0306210290 


S3J0090 LER 03-074/03L~0 on 030517, due to failure of plant process 
amputer,RC8 lubcooling margin monitor declared inoperable 
lusod by pouef Interruption Computer restarted & moiiitor 
iturnerf to svc H/030615 Itr 

10ER8, H R , HARDINO, M R , GREEN, H J Tanneisee Valley Authority 
J/06/IS O'REILLY, J P Region 2, Office of Director 2pp 
3914 1 66 24X Fiche 50-320,03/06/15,0306210090 


,210106 LER 83-078/03L-0 on 030523, steam generator liquid effluent 
in* radiation monitor 2-RM-90-120/131 declared Inoperable 
19 to loss of sample flou Caused by loose tubing connection 
monitor flow switch Connection tightened W/B30615 Hr 
)OERB.H R , HARDINO, M R , GREEN, H J Tennessee Valley Authority 
)/06/i3, 8'RCILLY, J P Region 2, Office of Pirectur 2pp 
1914.114 24 X Fiche 50-328, 03/06/ 1 5, 0306210 1 06. 


X onsite dtarage of Lou Level Haste 


83D606D102 Responds to B30422 Itr re determination of fees for 
1 ou levsl radiuaste amend applications Tee determination 
acceptable 

HIULOiL M Tennessee Valley Authority 83/06/01 MILLER, g D 
License Fee Management Branch Jp 1B719 359 24X 

Fiche 50 'OOO, 83/06/01,0306060102 


docket 50-329 MIDLAND PLANT, UNIT 1 


A Appl 1 cation/constructian stage documents 6 c orrespondenc e 


B306160035 FOIA request, on behalf of EE Kent, for documents re Jul 19B2 
stop work order issued to util 

OARDE, □ Oovernment Accountability Project 83/02/16. Office of 
Aifniini strati on Ip 18Q92 334 ^4X Fiche 50-329. 03/02/ 1 6* 

8306160035 


0306160031 Clarifies NRC final response to FOIA request for documeniK 
re Zack Co &/ar work performed by Zack In const of 
facilities App D Document 5 deleted since document identical 
to App A Document 135 

FELTON, J M Division of Rules and Records 03/04/14 
P RENDER OAOT, R Prendergast. R J Ip 18872 356 24X 

Fiche 50-000,03/04/14,8306160031 


B306160033 Responds to FDIA request far documents re Jul 1982 atop uork 
order issued to util Request wi thdraun. per 830414 tel con 
betbiean requester 6 N Toms Case closed. 

FELTON. J M Division of Rules and Records 83/04/14 GARDE, D 
Govarnment Accountability Project Ip 18B92 333 24K 

Fiche 50-329 , B3/04 / 1 4, B306 160033 


8306150220 Foruards M Srlnlvasan 830i21 memd responding ia Region HI 
request for NRR position on applicant rsceptions to Reg 
Guide 1 29 re emergency diesel generator exhaust sys 
hangers NRR position on issue undeveloped 

HILCOVE, HN Hearing Branch 2 B3/05/13 BERNABEI.L GovernMent 

Accountability Project 4pp 10046 314 24X FI che^ 50-329, 03/05/13, 

0306150220 


6306030171 Summary of Q3020B meeting u/applicant, NOTECH Corp 8, 
Structural Machanics Assoc in DetheadajHD re seismic Ir 
dynamic equipment qual if ication prograai Attendance list, 
meeting agendo it viewgraphs end 

HERNANt Fl H Licensing Branch 4 63/05/19 Licensing Branch 4 

I07pp IQ734 132 24X Ficho 50-327,02/05/19,0306030191 


6306020601 Requests deletion of LL Bishop from TERA Corp Independent 
design b const verification program list 

ADEN0AM, E 0 Licensing Branch 4 63/05/24 LEVIN, M. TERA Corp, 

2pp 18715 056 24X Fiche 50-329.03/05/24,8306020601 


B306D206I1 Board Notification 83-210^ foruards evaluation of Board 
Notification DN-03-21 re effectiveness of auxiliary 
feedwater spray potentially significant u/respect to 
achieving it Maintaining natural circulation In BbR reactors 
NOVAK, T K Assletant Director for Licensing. 03/05/^4 Atonic 
Safety and Licensing Board Panel 3pp 10715 047 
Fiche 30-329, 03/05/24, 830602061 1 


B306070449 Bumnary of B30322 meeting u/util S, consultents in Bethesda, 
MD re reactor vessel beltline weld CWr-70) anomaly 
(Unresolved Safety Issue A-i 1 1. Attendance list end. 

HERNAN,R. N Licensing Branch 4 83/05/55 Licensing Branch 4. 

4pp 1B7B0 355 24X Fiche 50-329,03/05/25,8306070449- 


0306060169 Liete remedial soils uforlk activities authorised for 
June 1963 

HARRISON, JJ. Regions. Office of Director 83/05/27. HILLER, D.B 
Consumers Pouer Co 2pp 1 8720 274. a4X Fiche. 50-329, fi3/0S/27, 
0306060 i 69 


— 8306060192 Requests work authorixaii on for «vc water pump structure 
underpinning program L train B svc uatqr pipe replacement 
MOONEY, J A Consumers Power Co 03/09/25. HARRISON# d J Regipn 
3, Office pf Director Ip 10728 27 5 24X Fiche* 50-329, 03/05/27, 

8306060189 


0306070454 Summary pf B305H meeting u/uti 1 t B6H in BethesdaiHD re 
natural clrculatipn cuoldaun capabilities t, reactor vessel 
head vent installation Attendance list Ic agenda encl, 

HERNAN, R H Licensing Branch 4 03/05/31 Licensing Branch 4 

0pp 10702 305 24X Fiche 50-329, 03/05/31, 0306070454 


83060704S5 Summary t>f 830419-21 meetings w/util, Bechtel k NRC Caseload 
Forecast Panel re const completion schedules Supporting 
documentation end 

HOOD, D Licensing Branch 4 03/06/01. Licensing Branch 4. 

lllpp 18702 159. 24X Fiche 50-329t 33/06/01, 0306070429 



174 


DOCKETED FTEIVIS 


6306090-32t ForuArdfi proposed rsmedial sails uiorlt activity Hsts far 
Juna 4 Jul 1993. per ASLB 930430 artfor» f-or revj bhj, commerit S< 
aifthorl ration 

l1DaNlEY4 J A Consufnsrs Poupr Co Q3/06-/0i HARRISON. -J J iRoglan J> 
Dfftca of Director, 23pp 10795 137 34X Fiche 50-329. 03/0 A/01 < 

0306090321 


8306130360 Forwards Rev 2 to Bechtel Field Instruction FIC-5 100, 
"Eicavatian Permit " for review Rev Increases scope ot 

work to include oicavatjofiB associated u»/underp inning of 
ausillary bldg it svc water pump structure 

D 0 Consumers Pauer Ce 63/06/02 HARRIQON. «J J Region 3, 
Office of Director ip 10032 164 24X Flcbe 50-329. 83/06/02. 

0306100366, 


—8306340552 Rev 2 to 
of SSIP/S Targets 
DURAND. R vJ Mqt k 
6pp 18937 208 


930l'-WTP-3-(l. '^ProteduTe for Pprfornin) U 4 lii 

G Julies In^ineerinq Consultants, tuc aj/ii* ; 
24X Fiche 50-329.63/06/07,8306140524 


— B3061 40555 Rev 2 to ATP-i-ft. ''F^i oc edi«r e fqi Control of iVojrM 
Carreepond elite ■' 

» Mark G Janes Cnglneeiinc) Consultants. Inc 03/05/1J6 iO*p 
10B37 214 24X Fiche 50-327, 03/06/0/. 03061 4052/1 


— 8306140557 Rev 3 to ATp-2-0, “Proteduir fur Distribution & V«ri^ 4 ii| 
I/nplamcn tation of Duality Related Prot edures “ 

• MarlK 0 Jones Engineering Consultants. Inc 0.1/06/01 ipf 
10037 224 24X Flcbe 50- 329. 83/06/07. 03061 403P4 


— 6306130372 Rev 2 to Field Jrstruetion FlC-5 100, '*Ei;cavat J on Permit 

&ya “ 

LEirraCH.R . HARVEV,E , NEUVILUE.C, L Deehtel Corp 03/06/01 
I9pp 18022 i65 24 X Flcbe 50-329. 03/06/02. 0306130368 


03O6IOO26S Forwards "Const Oompletiora Pragram^’ it Rev I to ''Oualiiy 
Uerificailon Program." par listed submittals 

COOKiJ W Consumers Power Co 83/06/03 HHPPi.ER. J G Region D. 
Office of Director 3pp 18Q06 259 24X Flche 50-329,83/06/03. 

6306100268 


— 8306140560 Rev J to ATp-4-0, "PipLodure far Pravlding MQJbl DA 
Proprain " 

# Mart 0 Jones Engineering^ Consultants. Inc D3/0t/2U ?<ii 
IB037 330 a4X Fiche 50-329, 83/06/07. D306HO524 


--8386I40566 Rev 1 to ATP-5-0. "Procedure for Providing ProiCil 
Orientation " 

# Hark 0 Jones Engincoiinq Consultants, Inc DJ/Ol/SD bgf 
iQQ37 335 SAX Fiche 50 329.03/06/07,0306140524 


— 0306100269 "Const Coffipletlon Program " 

« Conttimers Power Co 83/06/03 37pp 18806 262 24X 

Fiche 50-329. 83/06/03 . 0306 1 00260 


— 0306140573 Rev S to ArP-'6-0, "F^rotedure for Performing Inter njl Giv 
Audits '* 

DURAND, 17 J Mark O Jones Ingmeering Consultants, fne Gl/WV' 
8p;i 18037 240 24/ fiche 50-329, 03/06/07, 8306H0524 


—0306100272 Rev 1 to "Quality Variflcatjon Program Midland Nuclear 
Ca Oerieratlon Plant Unit^ 1 1, 2 " 

« Coniumars Power Co PRD483-OOi4A-<)La? Ri 83/05/24 64pp 
18006 29? 24X FicNe 50-329.03/06/03.8306100268 


830613030B Forwards chronology of vendor parti c ipat i on In Initial 
overview of eorit efimp lotion program 

CIAI?ANOW,iS N Stone 6 klehstcr Engineering Carp 03/06/03 
KEFPLER. J 0 Region 3, Office of Director 3pp 18823 331 24X 

Fiche 50-329,83/06/03.0306130300 


— 0306140 579 Rev 
Member & " 
DURAND, R J 
5pp 10837 


—0306140587 Rbv 
P rograms 
DURAND. R J 
6pp 10837 


2 to ATP-7-0, "Piocoduie for Training MOJtt Audit 1r i 

Nark 0 Jonc& Engineorniq Cons ul tail ts, JnC Ij 1/OliHr 
SAB SAX Fiche 50-329.83/06/07,8306140524 

3 to ATP-S-Q. "ProcedUTc for Control of Compuier 

Mark G Jones F^ngineerinq Consultants. Inr D3/C&/0I 
253 24X Ficht? 50-329,03/06/07.8306140524 


G306140377 Feruiards revised Table D-l, "Preliminary Stress Level 
Conparl soil. ** showing value at stress csnccritpatlan factor h 
hlghar calculated peak stresses Higher peak stresses d-o not 
affect conclusions from 630506 meeting Meeting summary end 
TAVLOR.J H Babcock b kFlJc or Co 83/06/07 MINER, 0 NRC - No 

Detatleif Affiliation Given 2pp. 18844 001 24X 

Flcbe 50 - 000. 63/06/07, 8306140377 


8306140524 Forwards repti le procedures re sys interaction program 
Documints ere to be used in identi ficati on phase of 
COOK, J U Consumers Power Co 83/06/07 DEtHON,!! R Office of 
Nuclear Reactor Regulaticn, Director 2pp 16637 016 24X 

F Uh e . 58-329, 03/06/ 07, S306 i 40524 


— 6306140532 Rev 1 to "Program Manual 8patial 8ys Interaction Program/ 
Seismic Midland Energy Ctr " 

CARRNEAM, A R Mark G Jones Engineering Consultants. lr>r 
83/06/06, I14|ip 16037 020 24X Tic he 50-329. 63/06/07, 
0386140524 


—0306140534 Rev S to "OA Manual " 

COVIAN, A llarW D. Jones Engineering Consul tents, Inc 03/01/12 
32pp 16037 134 84X Fiche* 50-329, 03/06/07, 6306140524 


0306140539 Rev 2 to "Midjand Energy Ctr Spatial Bye Interactjioo 
ProBram/Scissiic MOOEC Project Quality Plan "■ 

DURAND, R J Harli D Jones Engineering Consulfeants, Inc 03/06/02 
ISpp 16037 166 24X Fiche 50-329, 03/06/07, 0306140524 


—0306140540 Rrv 3 te BOOl-PlP-J-O, "Procedure for Project Interface 
Control. * 

DURAND.R, J. Mark 0. Jones Engineering Consultants. Inc 63/06/01 
6pji. 10B37 101. a4X FI Che; 50-309, 03/06/07, 0306140524 


'8306140544 Rsv 9 to STD-I-Q, "Quallf icatlons at QA Audit Pei sonnel " 
DURAND, R J, Mark & Jones Engineer iny Consultants, Inc, 03/O6/OJ 
7|>p. 10037:187. SAX Fiche 50-339,83/06/07,8306140324. 


—0306140546 Rev 2 to 03OJ-i/TP-l-Q, "Procedure for Dpeumentat ion of 
Postulated Interactions. “ 

DURAMD.fi. J, Mart G Jonas Engineering Consultants, Jnc 03/06/01 
7pp, 10837 £94. 24X Fiche 50-329, 03/06/07. 0306140524 


■8306140540 Rev 2 to 0301 “gTP“2-(li "Precedura far Training at SSJP/S 
Nalkdown Team He«bsrs " 

DWAND, a J Mart G, Jones Engineering Consultants, Inc e3/<>6/Oi. 
7pp. 18037:201 24X Fiche. 50-329. 83/06/07, 83061 40524. 


— B306140592 Rev 1 to ATP-9-8, " iOCFR2l -Prot edwro for Reporkkna Of 
Defects 6 Moncomp 1 lance " 

e Mark O Jones Engmoering Consultants, Jnc 03/05/26 7fp 
10037 2S9 24 X FiChe 50-329, 83/06/07. 83061 40324 


— B306J40597 Rev 1 to ATP-IO-Q, "Procedure for Document Control ■ 

DURAND. R J Hark 0 Jones Engi nearing Consultotiis, Inc U3/£W/(3F 
Opp 10037 266 SAX Fiche 50-329, 83/06/07, 0306 H0S24 


—0306140605 Rev I to ATP-I1~0, "Procedure for Identi f icatloni 
Documentation it Corrective Action foi Nonconf ermancos " 

DURAND, H J Mark G Jon<is [:ngineering Consultants, Inr Dl/Ol^or 
7pp 18637-274 24X Fiche 50-329,83/06/07,0306140524 


0306160235 Requests authorization to perforin listed remedia] soils s.,ih 
«n coivst of now ring boam 

HOONEV, JA Consumers Fewer Co 03/06/00 HARRIFDN.JJ RepiO'n 1 
Office of director Ip J0D61 235 24X Fiche 50-339,83/06/08 

0386168235 


0306170477 Summary of Q30413 meeting w/util X, TERA Corp in DBlhrtdi.hli 
re independent design 6 const verification program Items 
discussed Included protocol for reporting Xc communi cations 
6 TERA team organisation 

MOOD, D Licensing Branch A 83/06/09 Licensing Branch 4. iff 
10894 325 S4X Fiche 50-339,03/06/09,0306170477 


6306270242 Requests authorization to install sve water pufnp strueltfTl 
dewatering wells to elevation 570 ft Evaluation of 
contCnuQus sampling of hartoga end M/three oversiie 
drawings Aperture cards are available in PDR 

HODNEY, J A Consumers Power Co 03/06/10 HARflIBDN.JJ Reji^n J 
Office of Director 30pp 10990 150 24X Fi che' 50-329* RS/OA/IB. 

0306270242 


0306230250 Requests authori lation to bedtn work on instal lation of 
dewatering discharge sy s, includ ing header s, tank, pumps h 
electrical (Activity 2070506361 

HOONEYjJA Cansuwera Power Co 63/06/13 HARRISON, JJ Region J. 
Office OP Director. Jp J0945 227 24X Fiche 50-329,83706/13- 

0306230250. 


0306230121 Forwards R*v O to const imp lemtptation overview organiiallni' 
chart, did 030601 . 

8 ARAN 0 W, SW Stone «. Webster, Inc 83 / 06/15 KCPPLER, J G J" 

3 , Office of Director 5 pp 10947 049 34 X Fiche 50 - 329 , 03 / 0 ^/ 19 ' 
0306230 I 2 i. 
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830-ia70309 Torwards project OA pJan & QC i nstruc ti on< dovoloped to 
iriplB(Ticnfe const irrp 1 cmentati on overvieiu of const completion 
programifoT toviod f-t Lo/ntnciifc 

BAJlANaWiS W Stone Webstei. Inc 03/06/lA KCPPLEH, J 0 Region 
3, Office of Director lOpp ie99!> ciPe 34X Fiche 50-329,B3/OA/1A- 
B 3062/030*? 


B306270262 Foruards rrgt revxeu cammitteo const Imp lomentatl on Dvervieui 
observations of 830601 moetinq le quality verification 
program Quality verification program conditionany approved 
DARAflOW, 8 H Stnne ^ Webster- Inc 63/0A/J7 KEPPI FH- vl (t Roglon 
3, Office of Director 5pp 18990 191 24X Fiche 50-329,83/06/17, 

B306270262 


Q30627Q336 Authorizes listed i omodial soils work activities schodule^d 
for June 19B3 

HARRISON. J 0 Rwfljon 3/ Office of Dnoctor 03/06/20 MIILCR.D D 
Consumers Power Co 2pp lD'/93 161 24X Flchn 50-329, 03/O6/PO- 

Q30627D336 


0306270367 Requests details of i emeiiial soils activities in Srction 1 
of Attachment A, scheduled for month of x/ul 19B3 & identified 
as critical work Work activities in Section 3 scheduled for 
month of Jul 1983 revietitcd ^ determined noncritical 
HARR I SON, J J Region 3, Office of Ditector 03/06/21 Mil LbR, D B 
Consumers Pouer Co 3pp 10993 Olb 24X Fiche 50-329,03/06/21, 
0306270367 


630627043B Summary of 830606 meeting u/fl Miller, util counsel, re 
testimony by Region 111 witnesses in furilities proceeding 
LEWIS, B H Rogiun 3, Office of Director 03/06/21 F?eqion 3, 

Office of OiroctoT Ip 18792 066 r4X Fiche 50-329,03/06/21, 
0306270430 


8306200070 Reiterates position that all sof ety-r eloted equipment 
needed for safe shutdown must be demonstrated to be 
functional during h after seismic marpln earthquake 
Adherence necessary for acceptance of selstriic qualification 
NOVAK, T M Assistant Director for LliLrising 83/06/21 CUDK, J W 
Consumers Pouoi Co 5pp 1704,’^ Jl 6 LMX Fiche 50-329,03/06/21, 
8306280070 


0306270150 Forwards const completion pronratn dtd 030610 for i eview 1< 
approval Response roquesteil by D3070I Quality verification 
p 1 an/statl stiral sampling plan review not needed until 
03O9OS Licen&oe can begin team training on 630620 W/o end 
HARNICK.R r Region 3, Office of Director 83/06/23 EIOCNMUT. I> 0 
Division of Licensing TAYLOR, d M Division of Bafeguardt, tt 
Inspection Programs (Post 0301031 Ip 10993 041 34X 

Fiche 50-329, 03/06/23, 8306270150 


0306270339 Author lies util to proceed ui/r>cheduled remedial soils 
activities (20/030605,207050600 8, 207050635) for June 1983 
llARRISQNrJ J Region 3, Office of Director 03/06/P3 MILLER, D D 
Consumers Power Co 2pp 1D993 125 24X Fiche 30-329.83/06/23, 

8306270337 


— 83D6S70349 Requests authon ration to install remaining ejector wells 
p i eiometers, per remedial soils work activities (207050603 l< 
207050600) 

HOONEViJ A Consumers Power Co D9/Q6/10 HARRinDN, J J Region 
3, Office of Director ip 18993 127 24X Fiche 50-329,83/06/83. 

8306270339 


B306290493 Discusses none omp] ionce w/ponetrotl on flued head mail specs 
£c forwards ''Reclassification of Dued Head Fittings ot 
Midland Plant Units 1 & 2 " 

DEWrrr, R D consumers Power Co 83/06/23 DENTON, H R Off ice of 

Nuclear Reactor Regulation, Dircclor 27pp 19049 001 24X 

Ft Che 50-329, 03/06/23, 8306290493 


— 0306290496 "Reclassification uf Fluod Head Fittings at Midlond Plant 
Units 1 & 9 " 

DVRON, J D , EQAN, 0 R Aptech Engineering Services 03/06/30 
27pp 19049 029 24X Fiche 50-329. 03/06/23, 8306590493 


B3O620O539 Advises that review of TERA expanded engineering program 
pian for independent design const vei i f Ication program 
conpletcd No comments or questions generated 

WARNICK.R. F Region 3, Office of Director 03/06/24 NDVAK, T M 
Assistant Director for Licensing !p 19019 3P4 24 X 

Fiche 30-329, 03/06/24, 0306200539 


B3D6300065 Documents 030695 telron between R Wieland R Landriointi Util 
intends to install expansion anchors for formwork 8, concrete 
mudmat for new borated water storage tank under Activities 
31215D07 & 32915007 

MOaNEY, J A Consumers Power Co 03/06/94 MARRJSDM, J J Region 3, 
Office of Director ip 191P0 972 94X Fiche 50-329,03/06/94, 

0336300065 


0306300101 Informs of completion of preliminary review of 030610 
submittal re const completion program Initiation of program 
training activities authoriied 

WARNICK,R F Region 3. Office of Director G3/06/27 COOK, J U 
Conso/nors Power Co 2pp 19040 097 94X Fiche 50-339, 83/06/97, 

0306300101 


—0306300105 Forwards Rev 1 to "Const Completion Program," incorporating 
comments 6 changes suggested by Region III Rev 9 to 
"Quality Verification Program," included as app 

COOK, J W Consumars Power Co 63/06/10 KEPPLFRiJ 0 Region 3, 
Office of Director 3pp 19040 099 a4X Fiche 50-329,03/06/97, 
8306300101 


— B306300109 Rev 1 to "Const Completion Program " Viewgraphs end 
Consumers Power Co 03/06/10 aSpf 19040 109 24X 

Fiche 50-359,03/06/27,0306300101 


— 8306300113 Rev 9 to "Quality Verification Program " 

* Consumers Power Co 03/06/10 67pp 19040 140 24X 

Fiche 50-329.83/06/27,8306300101 


E NRC Safety Evaluation Report (DER), supple correspondence 


8306020063 Forwards request far addl info necessary to complete review 
of selariic margin review, Vol 1, "Methodology 1< Criteria," 
identified in Suppl 9 to SCR 

AOENSAM*E O Operating Roactors Branch 4 03/05/26 COOK, J W 

Consufinrs Power Co 7pp 18701 342 94X Fiche 50-329,03/05/96, 

03O6O2OD69 


8306030510 Forwards request for addl info to 8ER Confirmatory Issues 
15,18 & 19 Issue 19 reclassified as open item 

ADENSAH.E O Licensing Dr/inch 4 03/05/31 COOK, J W Consumers 

Power Co 5pp 10735 062 94X Fich a 50-399, 83/05/31, 0306030510 


□3062B0064 Forwards request for addl info re seismic margin review 
Vol VI, "Dorated Water Storage Tank 6 Foundation," per 
Suppl 2 to HER 

ADENSAMtE Q Liconsing Branch 4 63/06/21 COOK, J H Consumers 

Power Co 6pp 19042 310 24X Fiche 50-329,83/06/91,0306200064. 


F Security, medical, emergency 1< fire protection plans 


8306090114 Forwards consolidated Regional Assistance Committee comments 
for five unrated planning elements Cominenta should be part 
of Initial FEMA findings 6 determlnatt on of ePf ectivaneis of 
offsite emergency planning 

hCLOUOHLINi D Federal Emeigericy Management Agency 83/05/16 
DIRCK8, W J Office of the Executive Diroctor for Operations 5pp 
10793 324 24X Fiche 50-339,83/05/10,8306090114. 


8306150344 Releases public version of revised replacement pages to 
Bay.Baginau R Midland County emergency preparedness plons 
FELTON, J M Division of Rules and Records 63/06/06 Document 
Management Branch Ip 10869 004 a4X Fiche 50-329,03/06/06, 
0306190344 


— 8306150346 Forwards public varslon of revised replacement pages to 
nuclear accident apps to Bay,Seginaw & Midland County 
emergency preparedness plans in response to FEMA 891214 
interim findings 

COOK» J W Consumers Power Co 03/03/30 DENTON, M R Office of 
Nuclear Reactor Regulation, Director 7pp 16069 005 94X 

Fiche 50-329, 03/06/06, 03061 S0344 


—0306150351 Public version of revised replacement pages to nuclear 
accident apps to Day.Baglnaw 6 Mldlanil County emergency 
preparedness plans 

« Consumers Power Co 03/03/30 i::i9pp 18069 019 94X 

Fichu 50-329, 03/06/06, 8306150344. 


O Adjudicatory correspondence 


0306150920 Forwards M Srinivasan 830121 memo responding to Region 111 
request for NRR position on applicant exceptions to Reg 
Guide i 99 re emergency diese) generator exhaust sys 
hangers NRR position on issue undeveloped 

WrLCOVE,M N Hearing Branch 9 03/05/13 DCRNADEI, L Government 

Accountability Project. 4pp 18046 314 24X Fiche 50-329,03/05/131 

83061 S0990 


8306150274 Concurs w/utll 03D412 Itr identifying portions of AB Ravage 
deposition transcript to be admitted into evidence w/ 
exception Page 101, Lines 19 24, outside scope of 

c ontenti on 

WILCOVE.M N Hearing Branch 2 03/05/ J 3 DECHHaEFER, C , 

CDWAN»F. P , HARBOUR, J Atomic Safety and Licensing Board Panel. 

2pp 10049 174. 24X Fiche’ 50-399. 83/05/13, 8306150274, 
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DOCKETED ITEMS 


B3{)if0204B7 Menorandum U order grantin^i in parti- app t leant 830&OV rfrvi«etf 
motion requiring lead intervenorE to submit crocs- 
f tamtnftt ion plans & astablish time limits on ctosb- 
i^canifiatian 

BECHHDEf ERj C Atomic Safety and Licensing Board Panel S3/05/31 
Consumers Power Co l^pp 10A93 I6b iJ-^X Fiche 50"329* 03/05/31 < 
0306020407 


S3D606Q31S Advises that M Cioni deposition rescheduled for 830600 in 
ChicagotJL 5vc list enc 1 

PROCTORjS O lsbam« Uincoln Sr Beale 03/06/Oj KELLEY* F J 
MichijaTi. State of CHERBY, M M Chen ij. MK /Cherryi Flytm & 
Kanter HAR SHALL. If H liarshalt. HH 2pp 18/29 105 S4X 

Fi c h t SD-327i 83/06 / 0 1 . 030 60603 1 5 


03D6OBO2O6 Requests info re total number of uelli h amount oP 
elactriclty required to operate uills for deuratering 
KARSHALLi H H Maple ton Intervenors 03/06/01 CommiBS 1 nners 
Ip 10771.332 24X rU he 30-339. 03/06/01.0306000206 


8306130420 Motice of scheduling of evidentiary hearings on QA/OC for 
830627^0701 & if necesiary^ for e30725-27« iin Midland. HI 
BECMHGEFER. C, Atomic Safety and Licensing Board Panel 83/06/09 
ip 16921*230 24X Fiche SO-329* 03/06/09. 6306130420 


0306140660 Forwards MRC 020317 Itr. transmitting IE Jtisp Rept 
50-410/01-13 6 notice of violation. per 030600 evidentiary 
Aiiring commitment 

HRl&HT. N A HearlAff Branch 8 03/06/07 BERWABEJ. L Covernment 

Accountabllltg Project Ip 18033 204 24X Flthe 90-327.03/06/09. 

B306140660 


0306140727 Responds to 8306D1 Itr ASLB. in 030480 ruling, denied 03042S 
request for production of documents on dewatering issue 
since dtscoverif ended 

MRIOHT. NA Hearing Brancb 2 03/06/07 MARSHALL. W H Mapleton 

Intervenors. Ip 10841' 009 24X fiche 30-329.03/06/09,0306140727 


e3062{J0306 Advises that A7 Howard deposition leheduletf for 030614-16 
being continued Sve list encL Related correspondence 
PROCTOR^ 8. D ishan. Lincoln 6 Beale. 03/06/13 KELLEY. F J 
Hldilgan. State of KELLEVj F J Cherry, li M /Cherry. Flynn 6 
Kanter MARSHALL. UH Marshall. HH 2pp 10900 168 24X 

F 1 € h e : 90-339. 03/06/13, 0306200306 


8306220006 Advisee that L Hallberg depasi tion. or i g inal l-y scheduled for 
030621. continued. Heu* date uill be announced Sve list end 
Relited corr esppndence 

PROCTOflrS Is ham, Lincoln It Beale 03/06/16 BECHHOEFER, C Atonic 

Bafety and Licensing Board Panel KELLEY. F J Michigan. State of 

2pp. 10927 350 24X Fiche 50-327.83/06/16.0306220006 


0306320067 Adviiei of 030633 6 24 depositions of L Clark it T Devine, 
respectively Sve list end. Rel ated correspond ence. 

PROCTOR, 3 D Ilham, Lincoln 6 Beale 03/06/16 KARR. J tf Karr Sr 
Lyont 2pp J073O 172 24X Flehe* 50-327,03/06/164 8306220069 


8306270194 Forwardi corrected copy of B20307 notice of violation 
package for Niagara Hohewk Power Corp. 

HRJOHT.H A Hearing Branch 3, 83/06/22 BERMABE|,L. Oovernment 

Accountability Project ip 19012' 140 34X Fiche SO-329, 83/06/22, 

03D627O154 


0306290490 Notice of appearance in proceeding Certificate of 8vc one 1 
KARRiJ W Oovernwent Accountability Project KARR, J W. Karr Sc 
Lyons 03/06/37 4j>p 19052 331 34X Fi che- 50-329, 03/06/27. 

03O6S 70490 


830639D530 Motion to quash util subpoenas commandins testinittrsy at 
proceedings to identify whletJ eb ) ower s Subpoenas violate 
first amend of 118 Constitution Cemmiesion cannot issue 
subpoena In violation of confidential ity promise 
KARR.J if Oovernment Acc ountab 1 J i ty Project e Karr 6 Lyons 
93/06/27 Atonic Bafety and Licensing Board Panel. 13pp 
17053 001 24X Fiche* 50-329, 03/06/27. 0306290530 


‘-B306390S51 Affidavit of L Clark r* representation of wJt i sfcleb lower » If 
Oovfc Accountability Project requfred to name wh 1 stlcb 1 ouiersi 
ultimate damage will be to public Interest in -full it free 
flew of Info on important iisuce Certificate of 8vc encl 
CLABKrL. Covernmant Accountobl li ty Project 03/06/24. I5pp 
19093, 014 24X Fichi 50-337. 03/06/27, 0306270530 


H. Antilruit correspondence 


Ba0W30242 Forwards FR notice of finding of no significant antitrust 
changes 6 time for filing of requeste f-or reevaluation 
REOAN,W H Siting Analysis Branch 03/03/34, COMBS, T Docketing it 
Branch. 2pp ib 734 024 24X Fl the: SO -329, 03/03/24, 

0306030242, 


— 3306030246 Notice of finding of ,io mqinficant antitrust chitngi>t ft- tie* 
for Filing -of reyueiCs for i oevalua t ion 

REOAN. H H Siting Analg&ie Branch 03/05/34 Bpp tO/J4 ci?6 
24X Fiche 50-329. 83/ 05/24. t3.f(i6(l30242 


3306140345 Forwards FW nutice of Finding of no significont antitrust 
changes since CP reviews 6 oP timr Far filing requo&tfi for 
reevaluation 

REGAN.H H Site Analysis Branch 03/Ob/24 COOK. J W Cnnsuflcu 
Power Co 3pp 1BB54 139 P4X Fiche 50-339.83/05/24.0306140343 


— Q306140350 Notice of Finding oF no significant antitrust changpi tinrr 
CP review 6 of time for filing requesis for reevaluation 
REOAN, W H Site Analysis Uianch OJ/05/34 13pp 1ROD4 IIH 
24X Fiche 50-327.03/05/34.8306140345 


830614D360 Forwards fR notice of finding of no significant antliroit 
changes since CP revieia 6 of time for filing regUBsts for 
r eeva 1 uat Jon 

REOAN. H H Site Analysis Branch 03/05/24 COMBS, T Dodelini k 
Servitoft Branch ?pp 10044 349 24X Fiche 50-327,03/05/24, 

0306140360 


0 Inspection reports. lE Bulletin*^ c pi r espondenc d 


0309110450 IE Info Notice 03-32. "Uuptut ed Am-24 1 Sources ConlfllnsJ in 
Ifell Logging Devire " Sve list end 

TAYLOR. J H Division of Safeguards 6 Inspection Program* (Post 
03O1O3> 03/Ob/26 Consolidated Edison Co of New Voi k. lin. 
I25pp 10831 0.13 24X Fithc 50-000, 03/05/26. 8305 J 1 045Q 


0305110460 IE Info Notice 03-34. 'Tvent Notification Info WorUhe^i * 
Sve list end 

JORDAN. E L Division of Lmerqency Preparedness & Enginooring 
Response IPost 030103) 03/05/26 Consol i dated Edison Co of 

York. Inc 115pp 18732 005 24X Pi c ho 50-000. 03/05/26, 03053 10460 


0306070243 Forwatds iB Insp Repts 50-329/83-06 it 50-330/83-06 on 
030339-31 6 0401 it notice of violation 

MARWICK. R F Region 3. Office of Director 03/09/27 COOK. J U 
Consumers Power Co 2pp 18/75 321 24X FJche 50-329.03/05/2/. 
0306090243 


—8306090244 Notice of violation from insp on 830329-31 L 040 J 
WARWICK. n F Region 3. Office of Director 83/05/27 J j. 
10799 323 24X Fiche 90-329,03/05/27.8306090243 


—0306090245 IC Inep Repts 30-329/83-06 6 50-330/03-06 on 830329-3) 6 
0401 None omp 1 lane e noted failure to follpu policy procedutes 
re control of purchased matl 6 sves 

6IM0N.J A . 9ATHER.A , HARRIODN. J J Region 3, Office of Dlreclor 
83/05/23 4pp IG775 3?4 24X Fiche 50-339.83/05/27,030609024.1 


G3051 10461 IE Info Notice 83-35, "Fuel Movement W/Control RodB 
Withdrawn at BWHs Sve list end 

JORDAN. C L Bivlaion of Emergency Preparodnoa* it rnglnoerltig 
Reaponae (Pa&t 030103)- 63/05/31 Consolidated Edison Ou of Nfi* 

York. Inc U6pp 18732 200 24X Fiche 50-000. 83/05/31. 030511046) 


03060600-40 Act receipt ef 030513 Itr Informing NRC of steps taken to 
correct violations nuted in IF Jnsp Ropts 50-329/83-05 6 
50-330/03-05 

WARNICK. R.F Region □. Office of Djrectoi 03/05/31 CORK, J H 
Consumera Power Cp, Ip JB7J9 247 24X Fiche, 50-329, 03/05/31 . 

8306060040 


— 8306060095 Responds to NRC 830304 Itr re violations noted In ID )n»P 
Kept* 50-329/83-05 & 50-330/03-05 Corrective actions Bechtel 
malnt farm written to cover Installed Q 6 non-Q mechanical 
snubbers & 1004 initial insp will be performed 

COOKr J W Consumars Power Co 83/05/13 KEPPLFR. J 0 Mrglon 3. 
Offlc* of Director 4pp 10719 248 24X Fiche 50-327183/0^/31, 

8306060040 


8306210443 Requests Region III inspect adequacy of utJl program (o 
inltla-Hv verify 6 periodically chsck for continued presence 
& ef f ec ti venevs of Doraflex as neutron poison In spent fuel 
raciia 

CRQNi H T Uranium Fuel Licensing Branch 03/06/08 HARRIPON, J 

Region 3, Office of Director Dpp 18735 359 24X 

Flcho' 50-329, 03/06/00. 0306210443 


0305110464 IE Info Notice 03-36, ’’Impact of Becunty practice* on Safe 
OperatloriK ” 8vc list and 

JORDAN, C L Division of Emergency Preparedness 6 Engineer infi 
Re«pon«e Cpost 03OiO3) 03/06/09 ConaoUdated Edison Co^ of Nev 

York. Inc 119pp 10830,280 24X Fiche 50-000. 83/06/09, 83051 ) 0461 



DOCKETED ITEMS 


03C51JO47O IC InTo Kutice 83-3Q, ‘Defective Heat Sink Adhesive t< 
Sfr)3(nicallg Induced Chatter in Delays Utihin Printed 
Circuit Cards “ live list ent J 

dORDANi C L Division of Cmoiqency Preparedness le Pnginecring 
Desponse 830103) 83/06/11 Consolidated Edison Co of Neui 

York. Inc llOpp ia9P0 L'?b ^4/ Fiche *50-000, 83/06/13, □3051 10470 


8306090010 IE Info Hptice 03"3/* ''Transformer Failure 'fcsultitig From 
Degraded Internal Connection Cahles " Sve list one 1 
JORDAN, E L Division of Lmer qency Preparedness & Engineering 
Response (Post 830103) 03/06/13 Consolidated Edison Co ei P Neu 

York. Inr 243pp 18921 001 24X Fiche 50-000. 03/06/ 13. Q0060900 10 


930S1 10475 IE Info Notice 03-40, "Need to Environmen ta ) 1 g OualiPy 
Epoiig Grouts & Sealers " 0vc list ent 1 

JORDAN, b L Division of Lmergencg Preparedness & Engitieoring 
Response (Post 030103} 03/OA/P2 Consolidated Edison Ct> o-P Neui 

York, Inc ilOpp 17021 177 24X riche 90-000,83/06/22.0305110470 


8305110477 IE Info Notice 03-41, "Actuation of Fire Suppiossion Bys 
Causing Inoperab 1 1 1 tg of Saf otg-lte lated Equipment ” ttvr list 
enc 1 

JORDAN, E L Division of Emergencg Preparedness «» En 9 lne(*ring 
Response (Post 030103) □3/06/2P Conoolldated Edison Co pP Neui 

York, Inc I20pp 10997 007 24 X Ficho 30-000,03/06/22,0305110477 


0305110479 IE Info Notice 83-42, "Reactor Mode Switch Malfunctions ” 
Sve list end 

JORDAN, E L Divifljon of Emergency Preparedness 6 Engineering 
Response (Post 030103) 83/06/23 Consolidated Edison Co of Now 

York, Int 116pp 10996 242 24X Fithe 50-000,03/06/23,0305110477 


0305110403 lE Info Notice 03-43, "Impiapci Settings of Intermediate 
Range CIR) High Mux Trip Setpoints " Dve list ent 1 
JORDAN, E L Division of Lmci gency Preparedness & Engineering 
Response (Post 030103) 03/06/24 Consolidated Edison Co of Neu 

York, Inc 116PP 19046 29/ 24X Ficho DO-000, 83/06/24, 03051 10483 


fl Periodic operating repoi ts ?< related con cspondcnce 


B3O6O30172 Forwards Dcchtel, DltU util nuncanfarmanc e repts for Apr 
19B3 

CGDK.J N ConsuffioT 5 Power Co D3/09/C5 DEYDUNO, R C Director 'a 
Office, Dpplce of Inspection and Enforcement 73pp 18/09 096 24X 

F 1 ch e 90-329, 03/05/29, 03060301 /S 


8306270067 Forwards "Independent Design l< Const Verification Program, 
Montlily Status Ropt No 1, Period Inception Through 830527 " 

LEJIN.HA TERA Carp 83/05/27 KCPPLER, J 0 Region 3, Office of 
Director EIBENHUF.D 0 Division of licensing COOK.J ti 
Consumers Power Co 3pp 17013 017 24X Ficho 50-31^9.03/05/27, 

0306270067 


— 0306270069 "Independent Design S( Const Verification Program, Non th 1 g 
Status Rept No 1, Period Inception Through 830527 " 

TULODICaHI, D TERA Corp 03/05/27 65pp 19013 020 P4X 
Flche 50-329,03/05/27,03062/0067 


S Reportable occun ences, F.ERs S, related corr esp and ence 


B3D6070842 Interim Deficiency Rept 02-06 re Bt«W mteam generator 
auxiliory feedwater header design change Internal headers 
stabilixed Mod will he completed upon receipt of thermal 
sleeves Next rept by 830001 

CODK.J W Consumers Power Co 03/05/11 KEPPLER, J Q Region 3, 
Office of Director 2pp lH/44 244 24X Flche 50-329,03/05/31, 

0306070242 


6306130201 Interim deficiency rept re underi'ated terminal stripe use 
of terminal blocks w/o proper environ qual i f i ca tion in 
Limitorque valve operators Dechtel has requested addl 
info from Limitorque re qualifying terminal block types 
COOK. J W Consumers Power Co 03/06/07 KEPPLBR, J O Region 3* 
Office of Director I2pp 10824 i20 24X Fiche 50-329^83/06/07. 

0306130201 


03-06170440 Board Notification 03-79 forwards Zack Rept on welder record 
d Iscrepanci es Rept documents Zack investigation muheequent 
rfecisloTi that item does not constltup 10CFH21 deficioneg 
W/o end 

NOVAK, T M Assistant Director For Licensing 03/06/09 Atomic 
Safety and Licensing Board Panel 2pp 10906 361 24X 

Fiche, 90-329, 03/06/09, 0306170440 


6306210302 Interim deficiency rept re adequacy of shear reinforcements 
at major containment penetrations As-designed 8< ae 'built 
containment satisfactory Revs to FBAR initiated Final ar 
interim rept expected by 831031 

COOK, J W Consumers Power Co 03/06/13 KEPPEER* J 0 Region 3. 
Office of Director 2pp 10914 OiS 24X Fiche 50-327,03/06/13, 
8306210302 


8306220007 F^art 21 rept re adequacy of fittings supplied by Tube-Line 
Corp through Capitoi Pipe *< Steel Products Co for use on new 
auxiliary feedwater headers of steam aenerators Flanges not 
heat-treated as required by mail specs 

TAYLOR. J H Babcock & Wilcox Co 03/06/17 DEVOUNO. R C 
Dlrector-’s Office, Office of Inspection and Enforcement 4pp 
18927 354 24X Fiche 30-000,03/06/17,0306220007 


0306270101 PNO-II I -03-091 an 030621. util author! j*d to proceed 
u/in&ta 1 lat ion of electrical penetration area temporary 
support beams t excavation under auxiliary bldg Workers laid 
off 830617 6 10 recalled 

LANDSMAN, R , HARRISON, J Reqinn 3, Office of Oireciar 03/06/21 
ip 10791 344 24X Fiche 50 -329,03/06/21.0306270181 


T Hearing transcripts on non-an t i trust matters 


0306070073 Transcript of 030601 evidentiary hearinB in Midland. MI Pp 
1 6,367-16. 552 

* Atomic Safety and Licensing Board Panel 03/06/01 iBBpp 
18740 1 05 24X Fiche 50-329, 03/06/01,0306070073 


03O6D7O1BO Transcript of 830602 evidentiary hearing in Midland. Ml Pj> 
15, 553-16. 765 

» Atomic Safety and Licensing Board Panel 03/06/02 205pp 

1B737 128 24X Fiche 90-329.83/06/02,8306070180 


B3060701D7 Transcript of 030603 hearing in Midland, MI Pp 16,766- 
16,767 

e Atomic Safety and Licensing Beard Panel 03/06/03 209pp 

10733 OOl 24X Ficho 50- 329. 83/06/03,0306070137 


0306070162 Transcript of 030604 evidentiary hearing in Midland. MI 
Pp 16,968-17,104 Supporting documentation end 
e Atomic Safety and Licensing Board Panel 03/06/04 210pp 

10736 001 24X Ficho 50-329,03/06/04,8006070163 


B306100063 Transcript of B30606 evidentiary hearing in Midland. MI 
Pp 17, 105-17, 19S 

e Atomic Safety and Licensing Board Panel 83/06/06 97pp 
1B802 338 24X Fiche 50-329.83/06/06,0306100063 


8306130215 Transcript of 030607 evldontiory hearing in Midland.MI, 
Pp 17,176-17,412 

e Atamie Safety and Licensing Board Panel 03/06/07 2l3pp 
(0027 Oil 24X Ficho 50-329,03/06/07,0306130215 


0306140103 Transcript of 030600 evidentiary hearing in Midland. HI, 
Pp 17,413-17,637 

* Atomic Safety and Licensing Board Panel 83/06/0B, 131pp. 

10039 206 24X Fiche 50-329.03/06/00,0306140103 


0306150142 Transcript of 030609 evidentiary hearing in Midland. MI 
Pp 17,630-17,065 

* Atomic Safety and Licensing Board Panel 03/06/09 B6pp 
18051 220 24X Fiche 50-329. 03/06/09i 03061 50142 


0306140100 Transcript of 030610 evidentiary hearing in MidlendiHl 
Pp 17,066-17,977 

* Atomic Safety and Licensing Board Ponel 03/Q6/1O llSpp, 
10037 171 24X Fiche 50-329. 83/06/10, 03O6MO1OB 


BG06200016 Transcript of Commission 830619 briefing in Wash ing ton, DC re 
status of QA & soil settlement at facility, Pp 1-64, 

Supporting documentation end 

e Commissioners 03/06/15 76pp 10909 230 34X 

Fiche, 50-329, 83/06/ 1 5, 830 6 2000 1 6 


V Operator Examinations 


B30627027I Advises that MO J-ones Engineering Consultants, Inc (MOJEC) 
training program, evaluated on 030600, satisfactory Sc may be 
implemented immediately Spatial sys interaction program 
procedures approved by util & Issued by MOJEC. 

BARANaW.abJ atone Webster. Inc 83/06/17, KEPPLER/JO Region 
3, Office of Director Ip ia790'207 &4X Fiche 50-329,03/06/17, 

8306270271 


DOCKET 50-330 MIDLAND PLANT, UNIT 2 


A Application/construction stage documents & correspondence 


0306160035 FOIA request, on behalf of EE Kent, for documenite re Jul 1982 
stop work order issued to util 

GARDE, B Government Accountability Project 03/02/16 Office of 
Administration Ip 1GB92 334 24X Ficho; 50-329, 83/02/16. 

0306160035 
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0306160031 Clarifies NRC Pinal response to FOIA request for dotoments 
re fact Cp E</or tirork perfariffled 6y lack in curst of 
facilities App 0 Docur^ent 5 deleted since document Identical 
to App A Document 135 

FELTON. J M Division of Rules and Records 03/04714 
FRENDERQAST. R Prendargast^ R J Ip 1BQ72 336 24X 

Fiche 50-000.03/04/14,0306160031 


3306160033 Responds to FOIA request for dotumenti re Jol 1982 stop work 
order issued to util Request thdrauin, p er 030414 telcon 
between requester fc N Toais Case closed 

FELTON. J H Division of Rules and Records 63/04/14 GARDE. D 
Government Accountab iii tg Project. ip 1G09S 333 24X 

FI Che 50-329,03/04/14,8306160033 


63061502130 Forwards M Srinivasan 830121 merto responding to Reqion III 
request For URR position on applicant ejtceptiona to Reg 
Outdo 1 29 re emergency diesel generator exhaust sys 
hangers NRR position on issue undeveloped. 

NlLCOVErH N Hearing Dranch 2 03/03/13 0 ERI;aQE 1,L Government 

Accountability Project 4pp 1BB46 314 24X Ficho 50-329. 83/05/ 13. 

6306150220 


B306030191 aummery of 030200 meeting w/app 1 1 cant. NUTECH Corp D 
Structural Mechanics Assoc in Dethesda. MD re seismic ^ 
dynamic equipment qualification program Attendance list, 
meeting agenda Ic viaugrephs end 

HERNANiR H Licensing Branch 4 03/05/ 19 Licensing Branch 4 

I07pp 10734-132 a4X Fiche 50-329,03/09/19.0306030191 


— 03061 00P69 “Const Comp lotion Program “ 

s Consumors Power Co 03/06/03 3/pp 18006 P62 24X 

Flche 50-329,83/06/03,0306100260 


— 83061002/2 Rev 1 to "Quality Verification Program Midland Nuclear 
Co Gonpration Plant Unitf. if.?" 

» Consumers Power Co PRO403-OO14A QL07 Hi 83/03/24 64pp 
i0QO6 299 ;^4X Ftche 30^329. 03/06/0J. 0306100260 


0306130308 Forwards chronology of vendor participation in initial 
overview of const completion program 

DARANDkI. B W Btonc 6 Webstei Lrigineciing Corp Q3/06/03 
KEPPLER, J G Fieqioti 3, Off ice of Diretioi 3pp 10023 331 2n 
FichB 30-329. 03/06/03,0306130300 


0306140377 Forwards revised Table D-i. "Preliminary Stress Level 
Compari son. *’ showing value oP stress concentration factor &- 
higher calculated peak stresses Higher peak stresses do not 
affect conclusions from 830506 meeting Meeting summary end 
TAYLOR. J H Babcock & Wilcox Co 03/06/07 MINER. S NRC ■ No 
Detailed Affiliation Olven 2pp J8044 001 S4X 
Ficho 50-000. 03/06/07. 0306140377 


8306140524 Forwards repts 6 procedures re sy$ interaction program 
Documents are to be used in identification phase of program 
CODK.dl W Consunera Powor Co 03/06/07 OCNTON. H R Office of 
Nuclear Reactor Regulation, Director 2pp 18037 010 24X 

Ftche 50-329.83/06/07.5306140524 


8306020601 Requests deletion oF LL Bishop from TERA Corp independent 
design it const verification program list 

ADENSAH.E Q Liconsing Branch 4 03/05/24 LEVlhl. H TERA Corp 

Spp 18715 056 24X Ftche 50-32?. 03/09/24. 83060S0601 


— 5306140532 Rev 1 to "Program Manual Spatial 8y s Interaction Program/ 
Seiomic Midland Energy Ctr " 

CARRWEAN, A 8 Hark G Jones Engineer mg Consultants, Inc 
03/06/06 ll4pp 18037 020 24X Ficho 90-329,03/06/07, 
8306140524 


0306020611 Board Nottficafeicn 03-21C Forwards evaluatibn of Board 
Notification BN-53~81 re effectiveness oF auxiliary 
feedwater spray potentially significant u/respect to 
achieving & maintaining natural circulation in OBiW reackors 
NOVAK, r.M Aselitant Director Foi' Licensing 03/O5/S4 Atomic 
Bafity and Licensing Board Panel 3pp 10715 047 24X 

Flche, 50-329, 03/0 5/24, 8 30602061 1 


9306070449 Summary of 630322 meeting w/utll & consultants In Beihesda. 
MD re reactor vessel baltline weld (WF~70) anomaly 
fUnresolved Safety Issue A-d 1 > Attendance list end 
HERNAN.ff W Licensing Branch 4 83/05/25 Licensing Branch 4 

4pp 15780 359 2 4X Fi che 50-329, 03/05/25, 0306070449 


B306060 109 Lists remedial soils work activities authorised for 
June 1903 

IfARRlBON, J J. Regions, OFFice of Director 03/05/27 NILLER.DU 
■Consumer* Power Cn 2pp 10725 274 24X FiChe 50-329, 03/05/27. 

0306060109 


— 6306140534 Rev 2 to "QA Hanuul " 

CGWAN, K Mark 0 Jonos FnginoDring Consultants, Inc 63/01/12 
32pp 10037 134 24X Tichf 50-329. 03/06/07, 0306140534 


—6306140539 Rev S to "Midland Energy Ctr Bpatial Sys Interaction 
Program/Seiemi c MOJEC Project Quality Plan '* 

OURAND, R vl, Mark 0 Jones rngineerinq Consultants. Inc 03/06/02 
I9pp 10037 166 24X Flche 50-329.03/06/07.0306140524 


— 8306140540 Rev 2 to 8301-PlP-l -Q, "Procedure For Project Intcrfacp 
Control " 

DURAND. R J Mark 0 Jones Engineering Consultants, Inc B3/06/01 
6pp 10037 101 24X Flche 50-329.03/06/07,0306140524 


— 0306140544 Rev 2 to STD-l-Q, “Oual i f ication* of QA Audit PerBonnel " 
DURAND. R J Mark 0 Jones Engineering Consultant*. Inc B3/06/'OJ 

7pp 1B837 107 24X Fithe 50-329.03/06/07.8306140524 


—0306060192 Requests work author 1 1 aiion for svc water pump structure 
underpinning program it train B sve water pipe replacement 
MOONEYiJ A Consuffltrs Peuer Co 03/05/25 HARRI0DN.J J Region 
3, Office of Director Ip 10720 275 24X Flche 50-329,03/05/97. 

0306060109 


03O6O7O4S4 Summary of 630511 meeting w/util & DteW In Bethesda^MD re 
natural circulation cooldown capabilities Sr reactor vessel 
head vent Instanation Attendance list Ic agenda en-cl 
HERNANfR W Licensing Qratich 4 03/05/31 Licensing Branch 4 

fipp 10703>3C}5, 24X Flche 50-329, 03/05/31, G3060704 54 


6306070425 Summary of 630419-Sl meetings w/utll, Bechte 1 Sr NRC Caseload 
Forecast Panel re const completion schc^dules, Support lug 
docunentati on end 

HOOD, D. Licensing Branch 4 03/06/01 Licensing Branch 4, 

lilpp 10702;! 59 24 X Flche 50-329.03/06/01,6306070425 


0306070321 Forwards proposed remedial soils work activity lists for 
June k Jul 1903, per ABLJ3 B3043O order. For review, comment Ir 
autharliatlon 

MDOMEYiJ*A Consumers Power Co 03/06/01 HARRIBON, J J, Region 3, 
Office of Director 23pp 18795 127 24X Flche 50-329.83/06/01, 

0306090321, 


B30613036B Forwards Rev 2 to Bechtel Field Instruction FlC-5 100. 
"Excavation Permit Bys, " for review Rev Increases scope of 
work to include excavations assaclated u/underp Inning of 
auxiliary hldg fa sve water pump structure, 

MILLER, D B. Consumers Power Co, 03/06/02 HARRJ&ONrJ J Region 3, 
Office of Director Ip 10a22M64 S+X Fich e' 50-329, 83/06/ 02, 
0306130360 


830610026B Forwards "Const Completion Program" fa Rev I to ‘'Quality 
9»rlficatlon Program." per listed submittals 

CDOK.O M, Coniumers Power Co. 03/06/03 KEPPLER,J, 0, Region 3, 
Office of Director 3pp 10006 259 24 X Fithe. 50-329,83/06/03, 

0306100260 


—0306140546 Rev 2 to Q301-WTP-1-Q, "Procedure for Documentafci an of 
Postulated Interactions " 

DURAND, n J Mark 0 Jones tngineeririg Consultant*, Inc 03/06/01 
7pp 16837 1 94 24X Fiche 50-329,83/06/07,8306140524 


— 03O6i4O54B RoV 2 to eBOl-MIP-P-Q. "Procedure for Training of S91P/8 
Ualkdown Team Homhers " 

Ol/RAND, R J Mark Q Jones Engineering Consultants, Inc 03/06/01 
7pp 18037 201 24X Fiche 50-329.03/06/07,8306140524 


— 8306140552 Rev 2 to 03Ol-WTH-3-Qj "Procedure for Performing Walkdount 
of 08IP/fi Targets " 

DURAND. R J Mark 0 Jones Engineering Consultants, Inr 03/06/01 
6pp 18037*200 24X Ficho 50-329,03/06/07,0306140524 


— 8306140555 Rev 2 to ATP-l-Q, "Procedure for Control of Project 
Correspondence " 

* Mark O Junes Engineering Consultants, Inc 83/05/26 IDpp 
10837 214 24X Fiche 50-329,03/06/07,0306140524 


--03O614O557 Rev 3 fco ATP-2-Q, "Procedure for Distribution fa VcrlfyiniJ 
Implemontat ion of Ouality Related Procedures " 
a Hark 0 vlones Engineering Consultants. Inc 03/06/01 6pp 
10037 224 24X Flche 50-329, 83/06/07, 0306140524 


— 8306140560 Rev 1 to ATP-4-0, "Procedure for Providing MOJEC 8A 
Program " 

# Mark O Jonas Engineering Consultants, Inc 03/01/20 Spp 
10037:230 34X Flche 50-329,03/06/07,0306140524 


— 8306J40566 ReV 1 to ATP-5-0, "Procedure for Providing Project 
Orientation. " 

# Mark Q Janes Engineering Consultants, Inc B3/O1/80 5pp 
10037 235 ^4X Fiche 50-329,03/06/07.0306140524 
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— 03&614O5;J Rev 2 to 
And its " 

JIURANJ)- R J Mai k 
epp iBP37 240 


ATP'-6-«< "Pi i>c edui t* foi Performing Inioi nal OA 

0 JODts L Tig 1 Tice r iiiq Consul tants/ Inc 03/06/01 
24 X riche no-32?, 03/06/07,0306140524 


0306270430 Summary of 830606 meeting vj/M Miller, util counseKie 
testimdny by F^egion III uiitnesses in facilities proceeding 
LEMISi S H Region 3, Office of Director 03/06/21 Region 3, 
Office of Director Ip 16992 066 P4X Fiche 50-329.03/06/31, 
8306270430 


— 0306140577 Rev 2 to 
heiribcrs “ 

DJRANL), R J Mai k 
5pp 10037 246 


ATP-7-0, "Pioceduie for Training MGJEC Audit Team 

0 Jones Ing moor J iiQ Consu 1 tanis, Inc 63/06/01 
24X ritho 50-329. 03/06/07. 0306140524 


— 03O614ODO7 Rev 2 to 
Programs " 

DURANDi R J Mai k 
6pp 10037 251 


ATP-Q-Q, “Pi oceduT i for Control of Compuiei 

Q Jones Enginoering Consultants! Inc 03/06/01 
24X riche 50-327,03/06/07,0306140524 


— S30614O592 Rev i to ATP-9-0, " lOCrRPl-Pi oc edure foi Reporting Of 
Defects 8c None amp 1 1 anc e ” 

« Mark 0 Jones Engineering Consultants, Inc BJ/05/26 7pp 
10937 259 24X Flrhe 50-329,03/06/07.0306140524 


—0306140597 Rev I to ATP-IO-Q, “Procedure for Document Control " 

DURANDi R J Mat k 0 Jones engineering Consultants, Inc 03/06/01 
0pp 10037 266 24X Fiche 50-329,03/06/07,0306140524 


--3306140605 Rev 1 to ATP-ll-0. “Proceduio for Identification. 
Documentation tt Corrective Action for Nonconformances “ 

DURAND, R J Mark 0 Jones bngineer irig Consultantsi Inc 63/06/0J 
7pp 10037 274 24X flchr 50-329,03/06/07,0306140524 


B306I60S35 Requests author! lat xon to perform listed lemedial soils work 
on const of new ring beam 

HOaNEV, J A Consumers Power (0 03/06/08 HARRISON, J J Region 3, 

Office of Duocior Ip 19061 235 24X riche 50-329,03/06/06, 

8306160235 


B3O620OO7O Reiterates position that all safety-related equipmrnt 
needed for safe shutdotjn must be demonstrated to be 
functional during 8< after seismic margin oarthquoke 
AdhoretiiCB necessary for acceptoncH of seismic qua 1 1 f 1 cat loh 
NOVAK, T M Assistant Director for Licensing 03/06/21 COOK, J R 
Consumers Power Co 5pp 19042 316 24X Fiche 50-329,83/06/21, 

0306200070 


8306270130 Forwards const completion program did B3D610 far Vevlew Kt 
approval Response requested by 630701 Quality verification 
p lan/statl sti cal sampling plan review not needed until 
030902 Licensee can begin team training on 030620 U/o end. 

WARNICK.R F Region 3, Office of Director 03/06/23 EISENHUT, D 0 
Division of Licensing TAYLOR, J M Division of Safeguards & 
Inspection Programs (Post Q30J03) Ip 10993 041 24X 

Fiche 50-329,03/06/23,6306270150 


930627033? Authorizes util to proceed w/scheduled remedial lolls 
activities (207050605,207050600 Sc 207050635) for June 1903 
HARRISON, J J Region 3. Office of Director 63/06/23 MILLER. 0 P 
Consumers Power Co 2pp 10993 125 24X Fiche- 50-327. 03/06/23. 

0306270339 


— 8306270349 Requests auth ori xation to install remaining ejector wells I, 
piezometers. per remedial soils work activities (207050605 L 
207050600) 

MODNEV.JA Consumers Power Co 03/06/10 HARRISON, Jj Region 
3. Office of Director Jp 10993 12/ 24X Fiche' 50-329, 03/06/23, 

B306270339 


0306170477 Summoi y of 030413 moelii.g ui/util L TERA Corp in Dothebda.HU 
re independent deslpD ^ const veiification program Items 
discussed included praiocol for reporting 1< communications 
6 TERA team organ! lation 

HOOD, D Licensing Drench 4 03/06/09 Licensing Dranch 4 4pp 

10094 325 24X Fit ho 50-329,03/06/09,0306170477 


B306270S42 Requests author i loti on to install sve water pump structure 
dewataring wells to elevation 570 ft Evaluation of 
continuous sampling of 6oi ings oriel W/three overslie 
drawings Apertuie cards are available in PDR 

HODNEV, J A Consumers Power Co 83/06/10 HARRISON, J J Region 3, 
Office of Diroclor 30pp 18790 IJiO 24X Ficho 50-329,83/06/10, 
a306270LM2 


□306230250 Requests author i latiun to boom work on installation of 
dewatering discharge sy s, inc lud Ing headers, tank, pumps 6 
electrical (Activity 207050635) 

MaONEV. J A Consume! s Power Co 01/06/ 13 HARRISON, J J Region 3. 
Office of Director Ip KJ940 227 24 X Fiche 50-329,03/06/13, 

8306230250 


8306230121 Forueids Rev 0 to const implementation overview orgoniiation 
char t, dtd 030601 

SARANOk). S N Stone Nebster. Inc 83/06/15 KEPPLEK. J (f Region 
3- Office of Director 5pp 10947 049 24X Flthe 50-329,03/06/15. 
03062301?! 


B306370309 Forwards project UA plan 8, QC inutruc t ion, developed to 
Implement const implementation overview of const completion 
program, for review L comment 

DARANOHiS H Slone L Hobstcii Inc 83/06/16 KEPPLEK, J 0 Region 
3, Office of Director lOpp 1B995 22.. 24X Fiche 50-329,03/06/16. 
0306270309 


8306270262 Forwards mgt review committee const Implementation overview 
observations of 030601 meeting ie quality verification 
program Quality verification program conditionally approved 
DARANDHrS H Stone St Nebs tai . Inc 83/06/17 KEPPLERi J 0 Region 
3, Office of Director 5pp 10990 191 24X Fiche 50-329,03/06/17. 

0306270262 


Q30627D336 Authorizes listed remedial soils work activities scheduled 
for June 1903 

HAflRlSDNiJ J Region 3, Office of Director 03/06/20 Mil LCR, I> D 
Consumers Power Co 2pp 1Q793 161 24X Ficho 50-329.03/06/20. 

0306270336 


0306370367 Requests details of temedial soils activities in Section 1 
of Attachment A. scheduled for month of Jul 1903 L identified 
as critical work Work activities in Section 3 scheduled for 
month of Jul 1903 reviewed it determined noncritical 
KARRI0ON. J J Region 3, Office of Director 03/06/21 MILLER. D D 
Consumers Power Co 3pp 10993 315 24X Fiche 50-329,83/06/PI, 

0306270367 


B306270493 Discusses noncompliance w/penetratlon flued head matl specs 
6 forwards “Reclassification of Flued Head Fittings at 
Midland Plant Units 1 It 2 “ 

DEWITT. R D Consumers Power Co 03/06/23 DENTON, H R Office of 
Nuclear Reactor Regulation. Director 27pp 19049 001 24X 

Fiche 50-329,03/06/23,8306290493 


—0306290496 "Reclassification of Flued Head Fittings at Midland Plant 
Units 1 It a " 

BYRON, J 0 . EOAN. (» R Aptech Engineering Services 03/06/30 
27pp 19049 029 24X Fiche 50-329. 03/06/23, 8306290493 


B306280539 Advises that review of TERA expanded enginesring program 
plan for independent design l< const verification program 
Completed No comments or questions generated 

WARNICKiR r Region 3, Office of Director 03/06/24 NOVAK, T H. 
Assistant Director for Licensing ip 19019 324, S4X 
Fiche 50-329.03/06/24. 0306200539 


0306300065 Documents 030622 telron between R Wieland L R Landsman Util 
intends to install exparrsion arichors for formwork 6 concrete 
mudmat for new borated wator storogo tank under Activities 
31215007 It 32215007 

KDONEY, J A Consumers power Co 03/06/24 HARRISON, J J Region 3. 
Office of Director Ip 19120 272 24X Fiche 50-329, 03706/24. 

8306300065 


8306300101 Informs of completion of preliminary rsvleu of 030610 
submittal re const completion program Initiation of program 
training activities authorlied 

WARWICK. R r Region 3, Office of Director Q3/06/87 CDDKhJ W. 
Consumers Power Co 2pp 19040 097 24X Fiche 50-329. 03/06/27, 

0306300101 


— 0306300105 ForuardB Rev i to “Const Completion Program," Incorporating 
comments l, changes suggested by Region III Flev 2 to 
"Quality Verification Progrom. “ included as app 

COOK. J W Consumers Power Co 03/06/10 KEPPLER.J 0, Region 3. 
Office of Director 3pp 19040 099 24X Fiche 50-329,83/06/27, 

0306300101 


— 0306300109 Rev 1 to “Const Completion P'rogrim. “ Viewgraphs and 
* Consumers Power Co 03/06/10 30pp 19040 102 24X 

Fiche 50-329.83/06/27,8306300101 


— 8306300112 Rev 2 tu “Quality Verification Program “ 

* Consumers Power Co 83/06/10 67pp 19040 140 24X 

Fiche 50-329,03/06/27.0306300101 
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E NflC 9aFetV Evaluation Report suppla & i: or respond ^-nct 


830&OSOO&2 Forwards Tcqiuest For addt InPp ncLfr&sarv to crunpletb rtvii^LP 
Of •oliinic margin review- Vol i» ‘"Methodo Jogg t< Criteria,*' 
identified in SuppJ 3 to ^ER 

ADEMS^- £ O Operating Reactors Bran chi 4 B3/05/S6 COOR, J U 

Consumers Power Co 7pp 1Q70J 34S S4X fi che. 50-357, QS/OS/^A. 
8306050062 


6306030510 Forwarits request for addl info ro EER Canflrmatory Issues 
15,10 & 19 Issue 19 reclassified as open item 

AD£h/SAIi»E a Licensing Branch 4. 63/05/31 COOK. J W Consumers 

Pauer Co 9pp, 16735 062 24X fiche 50-329. 03/05/31, B3060305 10 


6306260064 forwards request for addl info re leltrnic ntergin revieui 
Vol VIi "Rorated Uater Storage Tank L Foundeti-on. " per 
Supp 1 2 to 5ER 

ADENBAH. E. 0 Licensing Orencii 4 B3/06/2t COOK. J W Consumers 

Pouer Co 6pp 19042 310 24X FI c he, 50-329^ 83/06/21 , 630656D064 


F Eecurlty^ medical, rmergencq tr fire protection plans 


8306090114 Forwards consolidated Regional Assistance Committee comments- 
far dive Unrated planning elements Comments should be part 
of initial FEHA findings t. deterailTiat ion of effectiveness of 
offsite emergeneg planning 

KGLCXIOHLIM, D, Federal Emergency Management Agency 83/05/18 
DlRCK&flT J Office of the Executive Director for Operatians 5pp 
16793 324 24X Fiche 50-329.63/05/16.8306090114 


6306190344 Rtleasei public version of revised replacement pages to 
Bay.Qaglnau tc Midland County emergency preparedness plans 
FELTON. J H Division of Rules and Records B3/06/06 Document 
Management Branch Ip 1B869 004 S4X Fiche 50-359.83/06/06, 
6306150344 


8306130420 Notice of schedulino of evideiitinry bOcirlngs on OA/QC for 
830627-0701 & if iiocessary, foi 030725 .»9, in Midland, NI 
8ECHH0FFER. C Atomic Safety and licensing Board Panel 03/06/09 
Ip 18621 530 24X Firhe 50- 329, 03/06/09, 6306 130420 


S30614066O Ftiruaids NRC 020317 1 ir, transmi tti ng Ib Insp Ropt 
S0"4J0/aj -13 6 notice of vl oKition- por 030600 evidentiary 
hearing commitment 

URIOHT, N A Hearing Branch .* 03/06/07 BERNABLI,U Government 

Accountability Project Ip 10033 204 24X Fiche 50-329,03/06/091 

6306140660 


0306140727 Respof.ds to 03060J Iti ABLD, in 030420 ru 1 i ng, deni ed Q3042P 
request for production of documents on dewatering issue 
since discovery ended 

MRIOHT, N A Hearing Branch 2 03/06/07 MARSHALL, W H Pfnplelpn 

Intervenors Ip 10041 009 24X Fiche 50-339,63/06/09,0306140727 


B306200306 Advises that AT Howard deposition scheduled for 030614-16 
being continued 6vc list encl Related coi rcspondcncc 
PROCTOR, 9 D Ishom, Lincoln «< Deale 03/06/13 KELLTY, F J 
Michigan, Statu of KELLEY, r J Cherry, M M /Chetry. Flynn 
Kanter MARSHALL, W H Mai shall. WH 2pp 18900 160 J4X 
Fiche 50 -329, 03/06/ 1 3, 8306200306 


8306220006 Advises that L Hallbcrg deposi t inn, or ig inal ly scheduled for 
030651. continued New date will be announced Bve list end 
Related correspondence 

FROCTOR.S Isham. Lincoln h Deale 03/06/16 BRCHHOFFER, C AtoaU 

Safety and Licensing Doard Pariel KELLEY, F J Michigan, Diate of 

Spp 10927 350 24X Fiche 50-329, 03/06/ 16, 8306220006 


0306220069 Advises of 830623 & 24 depositions of L Clark & 7 Devine, 
respectively Sve list end Related con eopondetice 

PRaCT0R,8 0 Isham, Lincoln ti Deale 03/06/16 KARR. J N Knrr 6 
Lyons 2pp 10930 172 24X Fiche 50-329.03/06/16.0306220069 


—8306150346 Foruarils public version of revised replacement pages to 
nuclear accident apps to Bay , Bag i nau it Midland County 
emergency preparedness plans In response to FEHA 621214 
interim findings 

COOKiJ, W Consumers Pauer Co 63/03/30 DENTONi H R Pffice of 
Nuclear Reactor Regulation# Director 7pp 10069 OOS 24X 
Fiche 50-329, 63/06/06# 8306 J 50344 


"-BSOAl 90351 Public version of revised replacement pages to nuclear 
accident apps to Bay, Saginaw 6 Midland County emergency 
preparedness plans 

♦ Consumers Power Co 03/03/30 J09pp. 10669.012 24X 

Fiche dO‘‘3S9 . 03/06 / 06. 03061 5034 4 


Q Adjudicatory correspondence 


0306150220 Forwards M Srlnivasan 030121 nema responding to Region 111 
request for NRR position on applicant exceptions to Reg 
Ouide 1.27 re emergency diesel generator eibaust sys 
hangers. NRR position on issue undeveloped 

WILC0VE#M. N Hearing Branch S 63/05/13 BERNADEI.L Covernmenl 
Accountahillty Project, 4pp. 16046 314. 24X Fiche 50-329.03/05/13. 

6306150220 


9306130274 Concurs v/util B3041S Itr identifying portions of AD Savagn 
depofitioti transcript to be admitted into evidance w/ 
eicep tion. Page 101# Lines 19 - 24. outside ecope of 
contertion 

UtLCDVE.N. N. Hearing Branch 3 63/05/13 BECMHDEFEft.C , 

COWAN. F P « HARBOt/R.J Atomic Safety and Licensing Board Ponel 
2 pp. 18649. 174 24X Fiche. 50-327, 03/05/13# 8306150274 


8306020467 Memorandum 6 order granting. in part# app I leant 830509 revised 
motion requiring lead intervenors to submit cross- 
examination plans If eitabliih time limits on cross- 
ex aminat ion 

BECHHOEFER. C Atomic Safety end Licensing Board Panel 03/05/31 
Consumers Power Co t4pp 10693.166 24 X Fiche 50-327.83/03/31. 

6306020467 


8306270154 Forwoi ds corrected copy of 020307 notice uf violabion 
package for Niagara Mohawk Power Carp 

WRIGHT, N A Hearing Branch 3 03/06/2? DERNAOLJ.L ODvcrrimenl 

Accountability Project Ip J90J2 14P 24X Fiche 50-329,03/06/22. 

0306270154 


0306290490 Notice of appearance in proceeding Certificate of Dve encl 
KARR, J W Oovernment Accountah 1 1 1 ty Project KAliR. J H Karr l« 
Lyons 03/06/27 4pp 19092 331 24X Fiche 50-329,03/06/27, 

8306290470 


0306270530 Motion to quash util subpoenas commanding testimony el 
proceedings to identify whistleblowers Subpoenas violate 
first amend of US Constitution Commission cannot issue 
subpoena in violation of confidentiality promise 
KARR.J W Government Accountability Project s Harr s, Lypns 

83/06/27 Atomic Safety and Licensing Board Panel I^PP 
19093 OOi 24X Fiche 50-329.03/06/27,8306290530 


—0306270551 Affidavit of L Clark re representation of whistleblowers H 
Oovt Accouniab 1 1 i ty Project required to name wh i stl Phlower s. 
ultimate damage will be to public interest In full t* free 
flow of info on important issues Certificate of Sve encl 
CLARK, L Government Accountability Project 03/06/84 iSpp 
17093 014 24X Fiche 90-329,03/06/27.0306290530 


M Antitrust correspondence 


0306030242 Forwards FR notice of finding of no significant antitrust 
changes (< time for filing of requests for reovaluati on 
REOAN, W H Siting Analysis Branch 03/05/24 COMBS. T Dedeting R 
Services Branch 2pp 16734 024 24X Fiche 50-329,03/05/24, 

0306030242 


—8306030846 Notice of finding of no significant antitrust changes N tiaf 
for filing of requests for reevaluation 

REGAN, M H Siting Analysis Branch 03/05/24 2pp 18/34 026 
24X Fiche 50*329, 03/05/24,0306030242 


8306060319 Advises that M Cloni deposition rescheduled for B3060B in 
Chicago# JL 0vc list end 

PROCTC»R#a, D Isham, Lincoln 6 Beale, 03/06/01 KELLEY.F .1 
Michigan. 8Ut» of CHERRY. M M Cherry, M M /Cherry# Flynt, 6 
Kanter MARSHALL# W H Marshall, H H. 2pp. 16727' 165 24X 

FI c h i . 90-327# 83/06 / 01 , 83060603 1 9, 


6306140349 Torwards FR notice of finding of no significant antitrust 
changes since CP reviews & of time for filing requests for 
reavatuati on 

REOAN, W H Site Analysis Branch 03/05/24. COOK, J W Cunsumers 
Power Co 2pp 18894 129 24X Fiche 50-329, 03/05/24# 0306140345 


nber of wells ft amount of 
'ft for deuataring 

63/06/01 Commissioners 
/06/OI, 6306000206 


— 8306140350 Notice of finding of no significant antitrust change* aiurf 
CP review 6 of time for filing requests for reevaluotion 
REOAN# W H Site Analysis Branch 03/05/24. I2pp 16854 131 
24 X Fiche' 90-327. 83/05/ 24 , 0306 140345 
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0306140360 Forufords FR notice of finding of no significant antitrust 
changes since tP rcvieiu S< of time for filing requests for 
r eeva 1 uat i an 

REOAMfU il Site Anahjsis Uranch 83/05/24 COHQS. 1 Docketing 8< 
Services Branch Ppp 10844 049 34X Ficho 50-029*03/05/34* 

0306140060 


0 Inspoctian reports* IE Dulletins coi i Despondence 


8305110438 IE Info Notice 83-32. "Ruptuted Am-a4 I Sources Contained in 
Nell Logging Device " Sve list end 

TAVLOHfJ M Division of Safeguards «« Inspection Prograois (Post 
630103) 03/03/36 Consolidated Edison Co of New York, Inc 
I35pp 10031 043 24X Fiche 00-000*33/05/26,0305110456 


Q3051 10460 IE Info Notice 03-34, 'Tvent Notification Info Uorksheet *' 
Sve list end 

JORDAMj E L Division of tmeigcncg Preparedness & t'nginfleriiig 
Response (Post 030103) 83/05/26 Consolidated Edison Co of Neui 

Vgrk* Inc 115pp 18732 005 24X Fiche 50-000*03/05/26,0305110460 


0306090243 Faruai ds IE Insp Repis 50-329/03-06 !< 50-330/03-06 on 
03O329-3J S( 0401 & notice of violation 

WARHICK,R F Region 3, Office of Director 03/05/27 COOK* J W 
Consumers Power Co 2pp 10795 32J 24X Fiche 50-329*83/05/87, 
0306090243 


— 0306090244 Notice of violation frofli insp on 030329-31 l< 0401 
WARNICK, R F Region 3, Office of Director 83/05/27 Ip 
10795 323 24 X Fiche 50-329,03/05/27,0306090243 


—8306090245 IE Insp Repts 50-329/03-06 b 50-330/83-06 on 830329-31 b 
0401 Noncompl iaiice noted failure to follniij policy procedures 
re control af pui chased mail & sves 

SIMON, %) A I 8ATHER,A . IIARRJSDN. J vl Region 3, Office of Director 
03/05/23 4pp 10795 324 24 X Fit ho 50-329, 03/05/27, 0306090243 


0303110461 IE Info Notice 03-35, "Fuel Movement kl/Control Rods 
Withdrawn at HWRs " 8vc list end 

JORDAffj C L Division of Emergency Preparedness tc Engineering 
Response IPost 030103) 03/05/31 Consolidated Edison Co of Neui 

York, Inc llApp 18732 200 24X Fifhe 50-000,03/05/31,0305110461 


8306060040 Act receipt of 330513 Hr informing NRC of stops taken to 
correct violations noted in IE Insp Repts 50-329/83-05 !< 

50-330/03 05 

WARNICK, R r Region 3, Office of Director 03/05/31 CDDK, g M 
Consumers I’ower Co Ip IB7I9 247 24X Fiche 50-329*03/05/31, 

8306060040 


— 8306060055 Responds to NRC 630304 lir re violations noted m IE Insp 
Repts 50-929/03-05 t, 50-330/03-05 Corrective actions Bechtel 
malnt form written to cover installed 0 & non-0 mechanical 
snubbers b lODX initial insp will be performed 

COOK, J W Consumers Powur Co 03/05/13 KEPPLFft, W. 0 Region 3, 
Office of Director 4pp 10719 240 P4X Fiche 50-329,03/05/31, 
0306060040 


G306S10443 Retiuosts Region HI inspect adequacy of util program to 
initially verify b periodically check for continued presence 
& effectiveness of Doraflex as neuti on poison in spent fuel 
racks 

CROW, W T Uranium Fuel Licensing Branch 03/06/00 HARR I RON, J 

Region 3, Qffire of Director Ppp 10735 359 24X 

Fiche 50-329*03/06/00*0306210443 


0305110464 IE Info Notice 03-36, "Impact of Qecurlty Practices on Safe 
Operations *' Bve list enrl 

JORDAN, C L Division of Emergency Preparedness & Engineering 
Reiponse <Ptist 030103) 03/06/09 Consolidated Edison Co of New 

York, Inc il9pp 10830 280 24X Fiche 50-000, 03/06/09, 03051 10464 


0305110470 IE Info Notice 03-38, "Defective Heat Sink Adhesive b 
Selamically Induced Chatter in Relays Hithin Printed 
Circuit Cards " Sve list end 

JORDAN, E. L Division of Emergency Preparedness << Engineering 
Response (Pest 630103) 03/06/13 ConeoHdated Edison Co of New 

York, Inc llDpp 10920 225 84X Fiche 50-000,03/06/13,0305110470 


0306090010 IE Info Notice 03-37, "Transformer Failure Resulting From 
Degraded Internal Connection Cables " Dve list end, 

JORDAMi E L Dlvlaion of Emergency Preparedness t< Engineering 
Response (Post 030103) 03/06/13 Consolidated Edison Co of New 

York* Inc 243pp 10921 001, 24X Firhe 50-000, 03/06/13, 0306090010 


0305110475 IE Info Notice 83* 40, "Need to Environmentally Qualify 
Epoxy Grouts tr Sealers " 0vc li«t end 

JORDAN, E L, Division of Emergency Preparedness b tnginseriiig 
Response (Post 830103) 03/06/22 Consolidated Edison Cn of New 

York, Inc llSpp 19021 179 24 X Fiche 60-000, 03/06/22, QD051 10475 


B305110477 IE Info Notice B3-41, "Actuation of Fire Suppression 8ys 
Causing Inoperability of Oof ety-Reloted Equipment " Ovc list 
enc 1 

JORDAN, E L Division of Emergency Preparedness t. Engineering 
Reapon&e (Post 030103) 03/06/22 Consol idateif Edison Co of New 

York, Inc i20pp 10997 007 24X Fiche 50-000,03/06/22,0305110477 


0305110479 IE Info Notice 03-42, "Reactor Mode Switch Malfunctions " 
Sve list end 

JORDAN, C L Division of Emergency Preparedness !< Engineering 
Response (Post 030103) 03/06/23 Consolidatid Edison Co of New 

York* I nr 116pp 1B996 242 24X Fiche 30-000,03/06/23*0305110479. 


0305110403 IC Info Notice 83-43* "Improper Settings of Intermediate 
Range (IR) High Flu* Trip Setpoints " 8vc list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 03/06/24 Consolidated Edison Co of New 

York, Inc ilApp 19046 297 24X Fiche 50-000,03/06/24,8305110403 


R Periodic operating reports St related correspondence 


6306030172 Forwards Bechtel, RStW -t< util nonconformance repts for Apr 
1903 

COOK, J N Consumers Power Co 03/05/25 DEYOUNOtR C Director's 
Office, Office of Inspection and Enforcement 73pp 10709 096 24X 

Fiche 50-329. 83/05/ 25, 0306030172 


6306270067 Forwards "Independent Design 8< Const Verification Program, 
Monthly Status Rept No J.Porlud Inception Through 030527 '* 

LEVIN* H A TERA Corp 03/05/27 KEPPLEM, J 0 Region 3, Office of 
Director EI8ENHUT, D 0 Division of Licensing COOK,J U 
Consumers Power Co 3pp 19013 017 24X Fiche 50-329,03/05/27* 

8306270067 


—8306270069 "Independent Design 8, Const Verification Program, Monthly 
Status Rept No 1, Period Inception Through 830527," 

TULODlESKltD TERA Corp 03/05/27 65pp 19013.020 24X 

Fiche 50-327, 03/05/27. 0306270067 


6 Reportable occurrences, LERs l< related correspondence 


0306070248 Interim Deficiency Rept 02-06 re DbW steam generator 
auxiliary feedwater header design change Internal headers 
steblliied Mod will be comploted upon receipt of thermal 
sleeves Next rept by 030001 

COOK.J U Consumers Power Co 83/05/31. KEPPLER,J 0. Region 3, 
Office of Director 2pp 10744 244 24X Fiche: 50-329, 03/05/31, 

6306070242 


6306130201 Interim deficiency rept re underrated terminal itrips h use 
of terminal blocks w/o proper environ qualification in 
Llmltorque valve operators Bechtel has requested addl 
info from Limiturquo re qualifying terminal block types 
COOK, J U consumers Power Co 03/06/07 KEPPLER.J 0 Region 3, 
Office of Director 12pp 10624 128 24X Fiche 50-389,03/06/07* 

0306130201 


0306170446 Board Notification 03-79 forwards Zack Rept on welder record 
d lecrepancles Rept documents Zack investigation It subsequent 
decision that item does not constitue 10CFR21 deficiency 
N/o end 

NOVAK, T M Assistant Director for Licensing. B3/06/09 Atomic 
Safety and Licensing Board Panel 2pp 1B906 361 24X 

Fiche 00-329,03/06/09,0306170440 


6306210302 Interim deficiency rrpt re adequacy of shear reinforcement* 
at major containment penetrations As-designed b as-buHt 
containment satisfactory Revs to F8AR initiated Final or 
interim rept expected by 031031, 

COOK, J W Consumers Power Co 03/06/13 KEPPLER, J, 0 Region 3, 
Office of Director 2pp 10914 015 24X FI che. 50-329, 83/06/13, 

0306210302 


8306220007 Part 21 rept re adequacy of fitting* supplied by Tube-Line 
Corp through Capitol Pipe b Steel Products Co for use on new 
auxiliary feedwater headers of steam gencratars. Flanges not 
heat-treated as required by moil specs 

TAYLOR, J H Babcock b Nile ox Co 03/06/17 DEVCHXMOj R C 
Director's Office, Office of Inspection and Enforcement 4pp 
18927 354 24X Fiche 30-000. 03/06/17, 0306220007 


0306270101 PNO-in-03-031 on B3062l.utll author lied to proceed 
u/installation of electrical penetration area temporary 
support beams b excavation under auxiliary bldg barkers laid 
off 030617 l( 10 recalled 

LANDSMAN, R , HARRISON, J Region 3, Office of Director 03/06/21, 
ip 10991 344 24 X Fiche 50-329,03/06/21,0306270181. 
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T Hearing transcripts on non-anti trust matters 


G306070073 Transcript of 830601 evidantiarg hearing in HidLandiHl l^p 
16, 367- 16i 952, 

e At-onlc Safatg and Licensing Ooard Panel B3/06/O1 lB8pp 
IB740 103 24X Ficbe 50-329. 83/06/01 . Q3 06070073 


B306070180 Transcript of 830602 evldenttary hearing in Midland. Ml Pp 
19. 593- 16i 765 

» Atomic Qafaig and Licensing Daard Panel 63/06/02 205pp 

10737 120 b 4X Fiche 50-329.83/06/02,8306070180 


8306070187 Transcript o-F 03O6O3 hearing in Midland, MI Pp 16,766- 
1 6, 967. 

« Atonic Safety and Licensing Board Pans) 83/06/03 203pp 

18738.001 24X Flche 30-399,03/06/03,8306070187 


8306070162 Transcript of 830604 evidentiary hearing In Midland. MI 
Pp 16. 968-17, i04 Supporting documentation end 
e Atonic Safety and Licensing Board Panel 83/06/04 2lClpp 
18736 001 24X Flche 50-329, 83/06/04, 8306070163 


8306100063 Transcript of 030606 evidentiary hearing in Midland. Ml 
Pp 17. 105-17. J95 

a Atomic Safety and Licensing Board Panel 83/06/06 89pp 
18802339 24X Flche 50-329.83/06/06,8306100063 


6306130215 Tranecript of 630607 evidentiary hearing in Midland, Ml 
Pp 17.196-17.412 

e Atomic Safety and licensing Board Panel 03/06/07 2i3pp 
18027-011 24X Fiche 90-329,03/06/07,0306130219 


J Insurance St indemnity i nPormni i on 


S306030167 Forwards Endorsement 58 to NEt Irt F*oIicy Nr-P14 L Endorsement 
47 to MAfLU Policy MF-72 

SHEA, K H Lowpnstein. Neuimofi, Bels, Axeli ad 6 Toll 03/05/27 
SALTZMANi J S Assistant Director for btate & Licensuc 0elntioTi& 

3pp 10704 036 24X Tic he 50 331,03/05/27,8306030167 


P Operatitig license stage documents & cot raspondenc e 


0306020205 Forwards safety evaluation re valve operability far 18-inch 
butterfly valves used for purge or vent of containments Info 
submitted fails to demonsti ate valve ability to clo<ie 
against containment pressure buildup during LDCA 

VASSALLO, DD Operating Reactors Branch 2 03/05/20 LIU, L Iow*> 

Electric Light & Power Co 3pp IB/OJ 057 24X 

Fiche 90-331,03/05/20, 0306020205 


— 8306020209 Safety evaluation tp demonati at i on of containment puige 
vent volVD operability for 10 inch butterfly valve<^ Info 
submitted fails to demonstrate valve ability to close 
against containment pressure buildup during LUCA 

» Office of Nuclear Reactor Regulation, Director 03/05/20 2p p 
18701 060 24X Fiche 50-331. 03/09/20, 0306020205 


0306160309 Forwards response to N8C 030520 request for info re 
assessment of containment pui qe 6 vent valve operahility 
Valves will close during design basis LUCA Valves will not 
be sealed 

MCOAOOHY, R W Iowa Electric Light 8, Power Co 63/06/10 
DENTON, H R Office of Nuclear Reactoi Regulation, Director 7pp 
18060 210 24X Fiche 50-331,83/06/10,8306160309 


6306140103 Transcript of 63060D evidentiary hearing in Midland, HI 
Pp 17,413-17,637 

a Atomic Saf«t=y and Licensing Board Panel 63/06/08 131pp 

18839 286 24X Fiche 90-329,83/06/08.8306140103 


6306150142 TranfCript of 630609 evidentiary hearing in Midland. HI 
Fp 17,630-17,865. 

* Atomic 0afety and Licensing Board Panel 03/06/09 06pp 
18851 2S0. 24X Fiche: 50-329, 83/06/09.8306150142 


6306140100 Transcript of 630610 evidentiary hearing in Nidlandthl 
Pp 17,066-17,977. 

« Atomic Safety and Licensing Board Panel. 03/06/10. il5pp 
I BB39 171 24X F I C h e : 50-329, 03/06/ 10, B 306 1 4 0100 


6306200016 Transcript of Commission 030615 briefing in Hash inj)tan, DC re 
status of OA If soil settlement at facility Pp 1-64 
Gupporting document at ion end 

e Cnnnissl oners 83/06/15 76pp 1B909 230. 24X 

Flche 30-329,63/06/15.8306200016 


9306230340 Forwards response to NRC 630420 request for addl info re 
Mark I containment long-term program NUTtCH rept "Mark I 
Containment Ring Girder Modelling & Stress Evaluation 
Utiliiing Eccentric Beams" ciicl 

MCOAUOHY, R M Iowa Electric Light St Power Cn 03/06/80 ULNIOM, If 
Office of Nuclear Reactor Regulation, Director 6pp 16943 OH 
24 X Flche 50-331,63/06/20,0306230340 


—8306230391 "Mark I Containment Ring Oirder Modelling L Stress 
Evaluation Otiliiing Eccentric Beams " 

CHANO.D K . STURKEY, J V , BAl LARD, T A NUTECH Engineers, Inc 
MKI-03-000 80/04/30 41pp 10943 017 24X 

Fiche 50-331 , 03/06/20, 8306230.340 


6306270420 Application for Proposed Chanqo RT8-124,Rev 2i to License 
DPn*~49, ch ang ing Trch Specs re single recirculation loop 
operation to be consistent w/Cyde 7 reload licensing amend 
Changes supersede 801017 changes 

MGOAUOKY.JI H Iowa Electric Light & Power Co 83/06/24 
BENTQMiHR Office of Nuclear Reactor Regulation, Director Lpp 
18993 069 24X Fiche 50-331,03/06/24,8306270420 


V. Operator Examinations 


0306270271 Advlta* that MO Tories Engineering Con so Hants, Inc CMGJEC) 
training programr avalua ted on 030606, sot i s factory t, may be 
i mpleminted immediately Spatial sys interaction program 
procedures approved by utlt I, issued by MOJEC 

BARAMOWiO H. Stone t Webster. Inc. 83/06/17. KEPPLER.JO Region 
3, Office of Director ip 18990 209 S4X Fiche 50-329*83/06/17. 
0306270271. 
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A, Appllcatlon/canstruction stag* documents tt correspondence 


0305110464 IE Info Notice 03-36. "Impact of Security Practices on Bafa 
Operetiens. " Sve list end 

JORDAN, E, L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/06/09 Consolidated Edison Co of New 

York* Irvc il9pp 18830:260 2^X Fiche 50-000,83/06/09.8305110464 


— 6306270426 Proposed Change RTG-124, Rev 2 re single recirculation loop 
operation. changing Tech Specs to be consistent u/CyrJe 7 
reload licensing amend 

» Iowa Electric Light 6 Power Co 63/06/24 41pp 18993 074 
24X Fiche SO-331, 83/06/24, 0306270420 


Q Inspection reports, IE Bulletins 6 correspondence 


8309110450 lE Info Notice 03-32, "Ruptured Am-241 Sources Contained In 
Well Logging Device " Sve list end 

TAYLOR f J M Division of Safeguards h Inspection Programs (Post 
830103) 63/05/26 Consolidated Edison Co of New York, Inc 
129pp 18631 043 24X Fiche 50-000. 03/05/26, 03051 10456 


8305J 10460 IE Info Notice 83-34, "Cvent Notification Info Worksheet '' 
Sve list and 

JORDAN, E L Division of fmergeticy Preparedness & Engineeritig 
Response (Post 030103) 03/05/26 Consolidated Edison Co of New 

York, Inc iiDpp 16732 085 24X FI the 50-000, 03/09/26, 03051 10460 


F. Sacurity, medlcalr emergency & fire protection plans 


5306130363 Informs that LA8L vitel area analysis program personnel uill 
rianalyie original sitei visited in early stages of program 
during CY63 6 CY04 Revisit necessary to gather addl info due 
to major nods 6 reduction of progra-m NRC. 

HINDjJ a. Dlviiton of Radiological 6 Materials Oafety Prograais 
83/06/06 L18, L. loua Electric Light it Power Co. Ip 18021*270 

24X Fi c h t * 50-33 1 1 53/06 /06, 5306 i 30363 


5305110461 IE Info Notice 03-35, ’*Fuel Movement H/Contrpl Rads 
Withdrawn at BWRs " Sve list end 

JORDAN, C L Division of Emergency Preparedness it FngmeeriTtg 
Response (post 030103) 63/05/31 Consolidated Edison Cn of New 

York. Inc, 116pp 10732 200 24X Fiche 50-000, Q3/05/3i, 03051 10461 


B306070154 Ack receipt of 630226 Hr updating NRC on plan 
upgrade regulatory performance Mattors will be examined 
subsequent Insp Discussion of update planned after 8ALP 
630623 meeting 

N0RELtU5,C E Division of Project St Resident Programs 
LIU. L, Iowa Electric Light & Power Co Ip 1B736 270 
Fiche 50-331,83/05/31,0306070154 


of action to 
in 


SD/05/3J 
24 X 



DOCKETED ITEMS 


183 


030^090316 Aqk icceipt of 830910 1 fcr informing NRG of steps tiikcn to 
correct violations noted in IL Insp Rcpt 50-331 /OO-'Ol 
SHAFER^tJ D Rogicin 3. Office of Dlrectoi 03/06/03 LIU>L louig 
Electric Light «< Pouier Co Jp 18795 123 24X 

Fiche 50-331, Q3/0A/03i 8306090316 


— 8306090326 Rcfiponcls to NRC 830416 1 tr re violations noted in IE Insp 
Rept 50-331/03-01 Corrective actions vessel head insulation 
r emova 1 /instdl lat ion procedures revised & thermometer 
calibrator ordered 

ROOT^L D louo Electric Llqht ft Pouior Co RG 83/05/16 
KEPPLERiJ 0 Region 3, Office of Director 3pp 10795 124 24X 

FI Che SO-331 1 83/06/03, 8306090316 


8306H0590 Forwards response to Items 1-4 of IE Bulletin B3-03» "Check 
Valve Failures in Raw kVater Cooling Sgs of Ulesel 
Oenerators " Inservlce test program will be modified to 
provide for disassembly & insp of valves 
MCOAUQHViR W Iowa Electric Light & Power Co 03/06/08 
KEPPLER, J 0 Region 3, Office of Director ?pp IBD44 156 24X 

Fiche 50-331.83/06/00.0306140590 


0305110470 IE Info Notice 03-30, '’Defective Heat 0ink Adhesive t 
Seismically Induced Chatter in Relays Hithin Printed 
Circuit Cards ” Gve list end 

JORDAN* L L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 03/06/13 Consolidated Edison Co of New 

Vork, Inc 118pp 18920 22b 24 X Fiche 50-000, 03/06/ 13i 03051 1 0470 


03Q6O9OO1O IE Info Notice 03-37, "Iransfoimer Failure Resulting From 
Degraded Internal Connection Cables ’’ Sve list end 
JORDAN, C L Division of Emergency Preparedness t. Engineering 
Response (Post 630103) 03/06/13 Consolidated Edison Co of New 

Vork, Inc 243pp 10931 001 34X Fiche 50-000,83/06/13,8306090010 


B3062700B9 Advises that info re doses for tasks ft dose rates for 
various areas of facility provided to NRC on informal basis 
during B30614 unannounced insp 

HINECK, D L Iowa Electric Light it Power Co B3/06/H KEPPI FRi J 0 
Region 3, Office of Director Ip 10900 122 24X 

Fiche 5D-331, 03/06/ 14, Q306S70089 


8305110475 IE Info Notice 03-40, "Need to Environmentally Qualify 
Epoxy Grouts it Sealers ’’ Sve list and 

■JQRDAN»E L Division of Emergency I'rcparcdncss Engineering 
Response (Post 830103) 03/06/22 Consolidated Edison Co of New 

Vork, Inc liSpp 19021 179 24X Fiche 50-000.03/06/23,0305110475 


6305110477 IE Info Notice 03-41, "Actuation of Fire Suppression Bys 
Causing Inoperability of Safety-Related Equipment ’* Sve list 
enc 1 

JORDAN, C L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 03/06/22 Consolidated Edison Co of New 

York, Inc 120pp 18997 007 24X Fiche 50-000,83/06/22,0305110477 


0305110477 IE Info Notice 03-42. "Reactor Node Bwltch Malfunctions ■’ 
Sve list end 

JORDAN, E L Divirion of Emei gency Preparedness it Engineering 
Response (Post 830103) 83/06/23 Consolidated Edison Co of New 

York, Inc 116pp 18996 242 24X Fiche 90-000,83/06/23,8305110479 


8305110483 IE Info Notice 83-43, "Improper Settings of Intermediate 
Range (IR) High Flux Trip Setpoints “ Hve list end 
JORDAN, E L Divloion of Emergency Preparedness it Engineering 
Response (Post 030103) 83/06/24 Consolidated Edison Co of New 

York, Int U6pp 19046 297 24X Fiche 50-000. 03/06/24. 83051 10403 


R Periodic operating reports it related correspondence 


8306130375 NPDEQ noncompl iance notification during Apr, monthly average 
suspended solids effluent concentration exceeded permitted 
monthly average Caused by large number of personnel onsite 
to support refueling outage 

HCQAUOHViR U Iowa Electric Light 6 Power Co 83/06/06 
KEPPLER.JO Region 3, Office of Director Ip 18022 104 24X 

Fiche 90-331,03/06/001 a306l30379 


— 8306130378 “Operation Permit Bys Monthly Monitoring Rept for Apr 1903 ” 
ADAMS, L T Iowa Electric Light 8< Power Co 83/06/00 2pp 
18022 105 24X Fiche 90-331,03/06/0010306130375 


B306200223 Monthly operating rept for May 1903 U/B30615 Ur 

ANDERSEN,M , MlNECK, D L Iowa Electric Light ft Power Co 03/06/15 
Director's Office, Office of Inspection and Enforcement 9pp 
10902 299 24X Fiche 50-331,83/06/15,8306200223 


S Reportable occurrences, LERs & related currespondenco 


0306060209 LER S3-014/03L-0 on 830420, relay D21-K2A did not pick up as 
required on high flow signal Caused by sticking plunger in 
flow meter it faulty capacitor in flow switch circuit Plunger 
freed it capacitor replaced W/030527 Itr 

KIOLER, D R , MlNECK, D L lot/a Electric Light tc Power Co 83/05/27 
KEPPLEH, J 0 Region 3, Office of Director 2pp IQ72 7 390 24X 

Fiche 50-331, 03/ 05/27. 0306060209 


B306100103 RQ an 030527, both divs of hydrogen/oxygen analyzers 
determined inoperable Orderly shutdown commenced On 030527, 

A sys returned to operable status 

MlNECK, D L Iowa Electric Light 6 Power Co 03/05/27 KEPPLER.J 0 
Region 3, Office of Director Ip 10003 072 24X 

Fiche 90-331,83/05/27.0306100103 


0306130327 PN0-I1 1 -83-040 on 030605, 1 icensee noticed increase in 
chloride concentration in reactor cooling water from leak 
or leaks in main condenser tubes Condenser tubes repaired 
or plugged Chlorine level reduced 

CLARDV, U , JORDAN, M , SHAFER, W Region 3, Office of Dirac tor 
83/06/07 Ip 10822 355 24X Fiche 50“331i 83/06/07, 0306130327. 


0306130379 NPDE0 noncamp 1 iance notification during Apr, monthly average 
suspended solids effluent concentration exceeded permitted 
monthly overage Caused by large number of personnel onsite 
to support refueling outage 

MCOAUOHV, R M lowa Electric Light ft Power Co 83/06/08 
KEPPLER.J 0 Region 3, Office of Director Ip 18822 184 24X 

Fiche 50-331,03/06/08,8306130375 


—0306130370 "Operation Permit Bys Monthly Monitoring Rept for Apr 1983 " 
ADAMS, L T Iowa Electric Light 8c Power Co 03/06/00 2pp 
10022 IBS P4X Fiche 50-331,03/06/08,8306130375 


0306170337 LER 03-021/011-0 ; 00 030527, conta 1 nment H202 analyzer channal 
A rendered inoperable Caused by calibr difficulties due to 
fouled pressure regulators resulting from sys contamination. 

Tech apecs revised N/03O6iO Itr 

MILLER, W J , MlNECK, D L Iowa Electric Light tc Power Co 83/06/10 
KEPPLERiJ 0 Region 3, Office of Director 3pp 18801.019. 24X 

Fiche 50-331,03/06/10,0306170337 


0306210242 PNO-1 1 1 -53-045 on 030614, bomb threat received from male 
caller complaining of increased electric ratee tc state 8c 
federal economic policies Sheriff Sc FDI notified 

CHRISTQFFER, Q , CREED, J. Region 3, Office of Director. 03/06/15. 
Ip 18916 391 24 X Fiche 50-331,03/06/15, 0306210242 


0306270290 LER 83-015/031-0: on 030517, during routine surveillance, 

4 kV essential bus degraded voltage relay 127/Al tripped out 

of spec at 8. 6 s Caused by instrument drift Time setting 

adjusted tc relay tested satisfactorily H/030616 Itr 

KIDLERcD R , MlNECK, D L louo Electric Light & Power Co 03/06/16 

KEPPLER.JO Region 3, Office of Director 2pp 18996 182 24X 

Fiche 50-331 , 03/06/16, 8306270290 


DOCKET 50-333 JAMES A FITZPATRICK NUCLEAR POWER PLANT 


F Security, medical, emergency ft fire protection plans 


0306140150 Ack receipt of 830527 Ur informing NRC of steps taken to 
correct violations noted In IE Insp Rept 50-333/83-06, 

8TARD9TECKI, R Division of Project tc Resident Programs 03/06/09. 
MCNEILL, C A Power Authority of the State of New York tp 
10839 031 24X Flcho 50-333,83/06/09,0306140158. 


— 0306140169 Responds to NRC 830420 Ur re violations noted in IE Insp 
Rept 50-333/03-06 Corrective actions out of date annunciator 
response procedures revised Pathway 6 area transversed by 
employees outside restricted area surveyed 

MCNEILL, C A Power Authority of the State of New YorJe, 83/05/27 
aTARQQTECKl.R Division of Prajact t. Resident Programs 2pp 
10839:032 24X Fiche, 50-333, 03/06/09, 8306i 401 50. 


0306170038 Informs that LASL Vital Area Analysis CVAA) Program 
personnel will be reanalyzing original 10 sltet visited 
during early stages of VAA program, during CYB3 it 84 Revisit 
necessary to gather addl Info due to mojor NRC mods 
ALLAN, J.M Region li Office of Director 83/06/13 MCNEIL, C A. 

Power Authority of the State of New York 2pp 18970:291 24X 

Fiche 30-333- 03/06/13. 8306170030. 


B306200279 Advisee that Class HI fee appropriate for portion of 010319 
application proposing mods Sr alternate safe shutdown 
capability to meet App R requirements Remittance requested, 

MILLER, W 0 License Fee Management Branch 03/06/14 91NCLAIR>L In) 
Power Authority of the State of New York Ip 10919 263 24X 

Fiche 50-333, 03/06/ 14, 83062002/9, 
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S30&a304Sfi Forward* corrected co\^er sheet for IE Ifisp Rept 
5O‘-333/03-O8 tn«p dates changed from 63(> 32 £*^04.26 to 
030321 - 25 . 

iMARTIW# T T- Division of Engineering Technical Programs 03/06/^0 
MCKElLLrC A pQuer Authoritg of the State of f/ey Yo-rli ip 
1B94S.057 24 }f Fiche 50-333, B3/0&/20i a3D623045A 


830^360500 Foiuarde oddl info re complianCB uj/'NUHEG-073/, Item* 

If F J 4f "Contoln/nent Pressure Monitor'' & II F 1 b> 

"Containment Water Level Monitor," per D30408 commitment 
fiAYNEiti P Power Authority of the State of New York 
VA6SALLO, D D Operating Reactors Dranch 9 7pp 19017208 34X 

F 1 ch o 50-333. 03/06/23. 8306200508 


— B3063304S9 Forwards I£ Insp Rept gO-333/83-OB on 830321-25 h notice of 
vialatlon 

MARTINET. T Division of Engineering Ic Technical Programs 
03/03/27 MCNElLUiC A Pouer Authority of the State of New York 
Spp 1G942 OS0 S4% Flche 50-333.03/06/20,8306230456 


— 83062304A3 Wotic# of violation from Insp an 030321-25 

e Dlviiion of Enginearing Technical PragraAks 83/05/27 2pp 
1B942 060 24X Pi the' 30-333, 83/06/20. 8306230456 


—0306230469 IE Insp Rept 50-333/83-00 on 030321-25 Noncompliance 
noted- Pal lure to aitahliah adeq,uate procedures for 
recplratorg protec tiara equipment 4r failure to implement 
procedures control Hng radiation uorllt pormits 

hCflRlDEiM. H I 8KAN0AXY. M Region I. Office of Director 03/05/26 
I4pp 10942 06S 24X Fi c ha: 50-333i B3/06/20, 8306230456 


I Financial information 


8306130111 ''Annual Financial Rept 1902 " M/e30607 Itr 

DYSONriJ. 9 r BAYNE, J F Power Authority of the State of New York 
03/06/07 Office of Nuclear Reactor Regulatlonj Director 41pp 
10927 S24 24X Fiche 50-000,03/06/07,0306130111. 


P Operating license ftaga document* U correspondence 


8306030032 Responds to 830311 request fot exemption from schedular 
requirement of 1OCFR50 49, environ qual i f i cation of 
equipment Confirms submittal date of 030620 

YAS0ALLO, D B Operating Reactors Branch 2 03/03/27 BAYNE, x| P 

Fotuer Authority of the State of New York 2pp IB733 174 24X 

Fiche, 50-333, 63/05/27. 0306030032 


03Q6O3O224 Notifies that util name changed from Power Authority of 
State of NY tP New York Power Autharlty New name does not 
reflect change in status, but clarifies public Identity. 

BAYNE, J. P Power Authority of the State of New York 03/05/27. 
DENTON, H, R, Office of Nuclear Reactor Repulation, Director 2pp 
1 B703 3 32, 24X F i c h e : 50 -000, 83/05/27. 0306030224 


0306060121 Forwards evaluations submitted re NUREO-O6IB1 "Control of 
Heavy Loads at Nuclear Power Plants ■" Handling shielded 
shipping casks over spent fuel foot will he prohibited until 
measure* taken to reduce prohahl 1 i ty of cast drop. 

BAYNE, J P. Power Authority of the State of New York 03/06/02 
VABSALLOiD. 8 Operating Reactors Branch 2 14pp 10722 275 P4X 
F I ch s 50-333, 83/06/02- 03060601 21 . 


0 Inspection reports. IE Bulletins & correspondence 


0306010227 F-ot wards IE Insp Hepi 5O'333/03-lO on 030412-15 It notice 
of deviation 

MARTIN.? T Division of Engineering Technical Proorams 03/05/i6 
MCNEILL, C A Power Authority of the Htate of New York app 
10672 349 24X Fiche 50-333. 03/09/16- B306010227 


— 0306010229 Notice of deviation from insp on 030412-15 

* Region 1, Office of Director 03/05/16 2pp I0672j 35Ji 24J{ 
Fiche 50-333. 03/05/16, S3060I0227 


—0306010231 IE Insp Rept 90-333/03-10 on 030412-15 Deviation noted, 
failure to meet commitment to include all safety -related 
valves in test program & failure to establish max allowed 
stroke time* for power operated valves 

REKITO, W A . BEITENHAUSEN.L Region I; Office of Director 

03/05/06 lOpp 10672 353 24X Fiche 90-333, 03/05/16. 0306010227 


0306060230 Forward* l£ Inap Rept 50-333/03-09 on 030401-30 fc iiolu* of 
violation 

srAROSTECXl, R Division of Project & Resident Programs 03/05/2.1 
MCNEILL. C A Power Authority of the State of New York 2pp 
19726 329 24X Ficho 90-333,03/05/23,0306060230 


—0306060234 Notice of violation from in*p on 030401-30 

» Region I, Office of Director 03/09/23 2pp 10726 till HU 
Fiche 50-333. 83/09/23. 8306060230 


— 0306060237 IE Insp Rept 50-333/03-09 on 030401-30 Noncomp Hence noted 
failure to implement or establish adequate measuring 6 tef.1 
equipment controls properly 

LINVILLE, J C , DOERFLEIN. L 1 , KlSTCRrH 0 Region I. Office of 
Director B3/05/17 I4pp 10786 333 24X Fiche 50-333, 83/05/7 J. 

8306060230 


0306130401 Forwards request for addl info ve masonry wall design pet 
IE Bulletin 00-11 response Info requesied within 49 days 
VASSALLO.D D Operating Reactor* Branch 2 03/09/29 DAYNE.JP 

Power Authority of the State of New York 3pp 10030 164 2\t 

Fiche 50-333, 03/09/2 9. 8306 130401 


0309110450 IE Info Notice 83-32, "Ruptured Am-241 Sources Contained In 
Well Logging Device '* Sve list encl 

TAVLORi J M Division of Safeguards & Inspection Programs (Pn«t 
830103) 03/09/26 Consolidated Edison Co of New York. Inc 
I29pp 10831 043 24X Fiche 50-000. 83/05/26, 03051 10458 


8306070303 Advise* that individual program plan will he submitted 
b|f 831019 refarencing BWfi Owners Group generic progra/a 
plan rt NRC 630419 Oaneric Ltr B3-lB,8uppl 1 to Nl/REC~0737, 

Item I. D, I. "Control Room Design Review •' 

BAVNEiJ.P. Power Authority of the State of New York 03/06/03 
VABBALLOyD 0 Operating Reactors Branch 2 2pp 10740 301 24X 

Fiche' 50-333,03/06/03, 0306070303 


0306100100 Raaffirms justl f ication* for continued operation for 
equipment identified as Categories Ib, Ila t, JV for which 
qualification program* still in progres* Oual 1 ficatlon info 
not accurate representation Addl items encl 

BAVNEiJ P. Power Authority of the State of New York 03/06/06 
VAS8ALLO1O fl. Operating Reactor* Branch 2 37pp 10802 266 24X 

Fiche - 30-333, 93/06/06. 03061 00 J 00 


8306140318 Infaravi that addl info requesied on 830511 re flUREO-0737, 
Item II K 3 28, '*(}ual J f ication of Automatic Deprassurizatlon 
0ys Aceunuiators, *« wilt be provided by 030930. 

BAYIE, vi.P. Power Authority of the atate of New York 83/06/07 
VASaALLD, D, B. Operating Reactor* Branch 2, Bap 18032 207. B4X 
F I c h *. 90-933, 03/06 /09, 83061 403 1 0 


G30'6230170 Forward* Offsite Dose Calculation Manual to accompany 
proposed radiological affluent Tech Specs submitted on 
830429 . 

BAYNE, P Power Authority of the Btale of New Y^rk 03/06/21. 
VASSALLO, D. B- Operating Reactors Broneb 2 la 18944 171. P4X 
Ficha. 50-333, 83/06/21, 8306200X70. 


•0306230174 Offsite Dose Calculation Manual 

* Power Authority of the Btete of Mew York. 83/06/21. 
18944:172 24X Rich el 50-333. 83/06/21, 8306230170. 


204pp 


0303110460 IE Info Notice 03-34. “Event Notification Info Wnrk sheet " 
3vc list encl 

viORDAN. £ L Division of Emergency Preparedness & rnginepring 
Response (Post 030103) 83/09/26 Consolidated Edison Co of Nfw 

York, Inc 115pp 18732 005 24 X Fiche 90-000, 83/05/26. 00051104^0 


0305110461 IE Info Notice 83-35. "Fuel Movement H/Control Rods 
withdrawn at BWRs ** 3vc list encl 

JORDAN, E L Division of Emergency Preparedness B rngineering 
Response (Post 030103) 03/05/31 Consolidated Edison Co of New 

York, Inc Il6pp 10732 200 24X Fiche 50-000.83/05/31,0309110461 


8306140147 Acl receipt of B3042J ltr informing NRC of steps teisn to 
correct violations noted in IE Insp Rept 50-333/03-04 
Improvement on proposed 030001 issue date for procedure 
describing delegation of audit functions encouraged 
8TAR03TBCKI, R Division of Project & Resident Programs 03/05/31 
MCNEILL, C A Power Authority of the State of New York 2pp 
18839 076 a4X Fiche 50-333,03/05/31,8306140147 


—0306140153 Responds to NRC 030321 ltr re violations noted In IE Insji 
Rept 50-333/03-04 Corrective actions two surveillance audit* 
re limiting condition* of operations performed Program 
addressing audit functi ons, per Procedure 10 1, developed 
NCNEILL, C A Power Authority of the State of New York 83/04/21 
BTARD07ECKI, R, Division of Project & Resident Programs Spp 
10039,070 24X Fiche 50-333, 03/05/31, 0306140147 


03O62IO1S6 Responds to IE Bulletin 83-03, "Check Valve Failures in 
Raw Hater Cooling By* of Diesel Generator* " Pump B valve 
program will be modified to include check valve* in flow 
path of cooling water for diesel generators 

MCNEILL, C A Power Authority of the State of New York 83/06/08 

DEYCH/NQ,R C Director's Office, Office of inspection and 

Enforcement app 18915 191 24X Fiche 50-333.83/06/0010306210155 
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Q3051 10464 IIT Info Notice 83“«36. "Impuct of Security Practices on SoPo 
Operiitioiic ” Svt list end 

JQFlDV^Ni C L Division of Lmeryeticy F'repnrpiJness & Fngin^ering 
Response (Post QG0103> Q3/06/07 Consolidated Edison Cn nf Noie 

Vork. Inc I19pp IGSGO 200 24X Tit lie 50-000.83/06/07.03051104*4 


0306140150 Act receipt of 83052/ Itr informing NRC of steps taken to 
correct violations noted in IL Insp Rppt 50-333/83-06 
STAROSTrCKl j R Division of Project f* Resident Programs P3/06/09 

MCNEILL jC a Power Authority of the Dtate of Now York Ip 
18039 031 24X F‘ithe 50-333, 03/06/07. 03061401 50 


— 8306140167 Responds to NRC 03O43G Itr ic violations noted in IE Insp 
Rept 90-333/83-06 Corrective actions out of date annunciator 
response procedures revised Pathway 6 area transversed by 
employees outMide restricted area sut veijed 

MCNEILL, C A Power Authority of the State of New York 03/05/27 
STAROGTLCKI* R Division of Project 6 Resident Programs fpp 
10037 032 34X Piche 30-333,83/06/09,8306140150 


83051104/0 IE Info Notice 03-3D. "Defective Heat Sink Adhesive 6 
Seismicallg Induced Chatter in Relays tJithin Printed 
Circuit Cards " Sve list unci 

JORDAN. C L Division of Emetoency Preparedness & Engtneerinii 
Response (Post 830103) 03/06/13 Consolidated Edison Co of New 

York, Inc U0pp 18720 225 24X Tiche 50-'000, 83/06/13, 03051 10470 


6306070010 IE Info Notice 03-3/, "lians former Failure Resulting Trom 
Degraded Internal Connection Cables ” Uve list end 
JORDAN, E U Division of Emergency Preparedness Ik Engineering 
Response (Post 030103) 83/06/13 Consolidated Edison Co of New 

York, Inc 243pp 10721 001 24X Eirho 50-000,03/06/13,0306090010 


0306200'330 Ack receipt of 63053J Itr informing NRC of steps taken to 
correct violations noted in IP Insp Rept b0~333/02-50 
STAROBTECKI, R Division of Pioject tt Resident Programs 03/06/14 
MCNEILL, C A Pdwrr Authority of the State of New York Ip 
10700 20D 24X Tiche 50-333,83/06/14,0306200338 


--63D6200344 Responds to NRC 830303 Itr re violations noted in IE Insp 
Rept 50-333/02-20 Corrective actions work procedure revised 
to include insp it hold points as appropriate, during biennial 
review of procedure 

MCNEILL, G A Power Authority of the State Of Now York 03/05/31 
STAROSTECKI* R Division of Project Resident Programs &pp 
18700 207 24X Fiche 50-333,03/06/14,0306200333 


0306230456 Forwards corrected cover sheet for lE Insp Rept 
30-303/03-00 Insp dates changed from Q3OD2J-04S6 to 
030021 “25 

MARTIN. T T Division of Lnqineering 6 Technical Programs 03/06/20 
MCNEILL, C A Power Authority of the Htate of New Vnrk Ip 
18742 097 24 X Fiche 50-333, 03/06/20* 03062304 96 


- -0306230497 Forwards IE Insp Rept 50-303/03-00 on 030321-25 6 nalUe of 
violation 

MARTIN, T T Division of Ennineerinp & Technical Programs 
03/03/37 MCNEILL, C A Power Aulhoiltij of the State of New York 
2pp 10942 050 24X Fit he 50-333, 03/06/20,0306230456 


— 8006230463 Notice of violation from inso on 030321-85 

* Division of Fngineering 8< Technical Programs 03/09/2/ 2pp 
10942 060 24X Fiche 50-333,03/06/20,8306230456 


—8306230469 IE Insp Rept 50-333/83-00 nn 830321-25 NonrompHnnee 
noted failure to establish adequate procedures for 
respiratory protection equipment *< failure to implement 
procedures controlling radiation work permits 

MC0HI0E,M H , 3HANDAKY, M Region li Office of Director 03/05/26 
14pp 10742 062 24 X Fir he 90-333,83/06/20,8306230456 


0305110475 IE Info Notice 03-40, "Need to Environmentally Ounlify 
Epovy Orouts & Sealers 0 vl list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 03/06/22 Consolidated Edison Co of New 

York, Inc ll5pp i7021 177 24X Fiche 50-000, 03/06/83, 8305110475 


83O51J0477 IE Info Notice 83-41, "Actuation of Fire Suppression Bys 
Causing Inoperab 1 1 1 ty of Safety Related Equipment " Bve lit,t 
emcK 

JORDAN, C L Division of Lmargency Preparedness 6 Engineering 
Raspanse (Post 030103) 93/06/22 Consolidated Edison Co of New 

Yorl^ Int I20pp U 0777 00/ 24X Fiche- 50-000, 03/06/22, 03051 1047/ 


0305110479 IE Info Notice 83-42, "Reactoi Mode Switch Malfunctions 
Sve list end 

JORDAN, E L Division of Emergency Preparedness I, Engineering 
Response (Post 830103), 03/06/23 Consolidated Edison Co of New 

York, I nr )l6pp 10976 842 24X Fiche 50-000, 03/06/83, 83051 10477 


0305110483 IE Info Notice B3-43, ''Improper Settings of Intermediate 
Range CIR) High flux Trip Setpoints ** Bve list end 
JORDAN, £ L Division of Emergency F’reparedness L Engineering 
Response (Post 030103) 03/06/24 Consolidated Edison Co of New 

Y<irk. Inc I16pp 17046 29/ 24X Fiche 50-000,03/06/24,0303110403 


H Periodic operating reports L related correspondence 


030610001/ Monthly operating rept for Moy 1903 U/83D603 Itr 

COOK, J , MCNEILL.C A Power Authority of the State Of New York 
63/06/03 Director's Office, Office of Inspection and Enforcement 

7pp 1BB02 104 24X Fiche 50-333,83/06/03,0306100017 


& Reportable occurrences, LERs & related correspondence 


0306010112 Updated LER Bi-OD2/03X-2 on Bi 1230, errat ic reading noted on 
source range monitors & intermediate range monitor 
Instruments Caused by low voltage on S4-volt dt batteries 
Oattery rechat ge restored sys to normal U/030316 Hr 
LISENO, R T , MCNEILL, C A Power Authority of the State of New York 
83/09/16 ALLAN, J M Region 1. Office of Director 2pp 
18673 334 24X Fiche 50-333, 83/05/ 1 6, 03060101 12 


0306010312 Updated LER 80-006/03X-1 on 800100, core spray injection 
valve J4-M0V-I2A improperly operated during 771381 
surveillance test Caused by ml soperatlon of valve circuit 
breaker overload ti ip device W/030517 Itr 

GHlLDBi V , MCNEILL, C A Powei Authority of the State of New York 
03/05/17 ALLAN, J M Region J, Office of Director 3pp 
10672 312 24X FichO 50-333,83/05/17,0306010313 


0306200139 UER e3-017/03L-0 on 830001, LPCl Independent power supply 
invertei P indicated minor trouble alarm Caused by failed 
gate firing modulo printed circuit board Hoard replaced 
Inverter returned to avc N/030531 Itr 

MCNEILL, C A Power Authority of the State of New York 03/05/20 
ALLAN, J N Region 1, Office of Director Dpp 10703 266 24X 

Fiche 30-333, 83/05/80i 8306200137 


8306300375 LER O3-O10/O4T-O on 830426, s tandby ga« treatment sys A 
charcoal failed offsite methyl iodide efficiency test 
Caused by defective test instrument Charcoal replaced 
N/8306D1 Itr 

HULCANEV, E # MCNEILL. C A Power Authority of the State of New York. 
83/05/31 ALLAN, J M Region 1. Office of Director Upp 
10099 090 24X Fiche 50-333,03/05/31,8306200375 


0306140080 PNO- 1 -03-097 on 830607, while preparing weld on 3-iTlch 
control rod drive (CRD) return header for uHraaonic exam, 
through wall crack found in weld 4 ft from reactor preasure 
vessel CRD return noizle Header cut out 

KI9TER, H , KEIMJ0,R Region 1, Office of Director 83/06/00 Ip. 
18038 346 24X Fiche 50-333.03/06/08, 8306140000 


8306200486 LER 03-020/03L-0 on 030520, during monthly valve cycling 
surveillance test of 23 MO-60 (HPCI outboard containment 
Isolation bypass valve), valve motor tripped on overload 
Caused by hard valve packing N/030630 Itr 

PETER8, R , MCNbILL,C A Power Authority of the Btate of New York 

03/06/20 MURLFY, T E Region 1, Office of Director. Ppp 

19010 20/ 24X Fiche 50-333,03/06/20.0306200406 


U Gperatpr Examinations 


03O614Q66S Extends invitation to attend 030627 meeting in King of 
Prussia, F*A to discuss tranofor of reackur operator licensing 
function from Ucthesda.MD to Region I nfc 

STAROPTECKI.R. Division of Project U Resident Programs 03/06/07 
MCNEILL, C A Power Authority of the Btuto of New York. 2pp 
t0B42 D6/ 24X Fiche 50-333,03/06/07,0306140669 


DOCKET 50-334 DEAVER VALLEY PDWFR 0TATIPN, UNIT 1 


F Security, meiFical, emergency t, firo protection plans 


0306070264 Forwards corrected Pape 2^4 of Rev 4 to physical security 
p Ian, training quail f ication plan appioval sheet, Encls 
withheld (ref 10CrR73. 21) 

CAREY, J J Duquesne Light Co (13/04/22 ALLAN, J.M Region.!, 
Office of Director Ip 10740 334 24X Fiche 50-334,83/04/22, 

8306070264 


0306070076 Forwards Rev II to Issue 2 of physical security plan Rev 
withheld (rtf lOCf R2 790) 

CAREY, J J Duqirssne Light Co 03/04/29 ALLAN, J N. Region 1. 
Office of Director 2pp 10/39 208 24X Flthe 50-334,83/04/27, 

03060700/6 
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0306010336 Fdrwards TE Safeguai'dB Insp Kept 50-334/83-09 on 030*1 10-23 
No Tioncomp 1 lanco niotod 

MARTINET T Division of Engineering It leclunica] Proprams 03/05/17 

CAPEYjJ^J Duqnpp-no Light C-p 3pp 10679 350 24X 

Fithe 50-334 1 83/03/1718306010336 


— 0306010327 IE Safeguards Insp «ept 50-334/03-09 an B3041B-22 No 
noncompl lajice noted Major areas inspected physical barriers 
(protected areali securi ty sgs ptauser supp lyj access contra] 
(perionne]) b detection aids (protected areaivital areas) 
SMITH, O C. 1 GOOY.A T Reg ion 1, Off! to of Director 83/05/13 
3pp 18679 360 24X Flche 50-334, 83/05/1 7, Q3060 10326 


8306060200 Foruarifs IE Insp Kept SO-334/03-OB on 830405-0502 fc notice 
of vialation 

STAROBTECKIi R Division of Piojecfc & Resident Programs 83/05/23 
CAJfEY^ J J Duquesne Light Co Spp JD727 256 24X 

FUbff. 50-334, 03/05/23, 0306060200 


— 8306060204 Natice gf viokation from insp on 83-040S-0503 

» Region If Office of Director 83/05/23 ip 10727 358. r4X 
Fiche: 50-334,83/05/23, 8306060200 


—8306060214 IE Insp Rapt 50-334/83-00 an 830405-0302 Noncomp ) iaitce 
noted, fa i lure ta demonstrate ECCB valve operability uitMn 
specified surveillance interval 

7R8SK0SK1,U H , TRIPP.L t Region 1, Office of Pirector 
83/05/17, 22pp. 10727 259 P4X Ficho 50-334, 03/05/33* 0306060200 


8306090189 Advises of plan ta deviate frem originally scheduled 
emergency preparedness exercise dates of Feb 1904 if 1905 
Dates changed to June to altaui for testing under various 
weather conditions Two previous exercises performed *n Feb 
CAREYfJ J Duqueene Light Co 83/06/01 VARGA. 8 A Operating 
Reactors Branch I 2pp 18/96.079 24X Fit he 50-334.03/06/01, 

8306090187 


6306290490 Forwards SALP rept for evaluation period Dec 1981 - Nov 
1982 Fire protection it housek eep jng rating upgraded to 
Category 2 

HURLEY, TE Region 1. Office of Director 63/06/23 CAREY, J J 
Duquesne Light Cc 4pp 19019.169 24X Ficha 50-334,83/06/23. 

6306260490 


--8306280492 Forwards 6ALP rep t conducted on 830124 for Dec 1901 - Nov 
1963 Meeting scheduled for 630215 at site to discuss 
assessment 

STARD3TECK1, R Division of Project If Resident Programs 03/02/0/ 
CAREY, JJ Duqoesne Light Co 8pp 19019.193 24X 

Fi ch e 50-334 . 83/06/23, 6306260490 


—8306280495 Responds to NRC 830207 Itr re results of 8ALP Board review 
Reconsideration of rating given to Item 5. '*Firc Protection 
U Hooseheeplngi requefitetf 

CAREY. J J Duquesne Light Co 83/03/02 HAVNE6, R C Region 1j 
Office of Director 7pp 19019 195. 24X Fi che: 50-334, 03/06/23, 

0306260490 


—8306280497 SALP rept for Dec 1901 - Nov 1908 

* Region 1, Office of Director 03/01/24. 32pp 19019 202 24X 

F I c h e • 50 -334 *03/06/23, 8306200490. 


P Operating license stage documents it correspondence 


63O602O676 Informs that NURE0-0737 j I tems 11 F i 4. "Containment 
Pressure Honitor*" 6 II. F I S, "Containment Hydrogen 
Monitor" coniipleted Items closed 

VARDA, 3 A Operating Reactors Branch 1 63/05/17 CABCY.J. J 

Duquesne Light Cd 6pp JB7J6 249. 24X Fiche 50-334.83/05/17* 

0306020676 


6306090190 Forwards revised pages to Tech Specs for Amend 66 to L.icense 
DPR-66, per 830426 Preposed Change Hequeet 84 correcting 
administrative errors 

TAM, P. 6 Operating Reactors Branch 1 03/05/25 CAREV, J J 

Duqueene Light Co. 2pp 18009*256 24X Fiche 50-034,83/05/25, 

6306090190 


— 8306090193 Rev to Amend 66 to License DPR— 66, cons ist I ng of Tech Spec 
page changes to correct administrative errors 

* Operating Reactors Branch 1 63/05/25 3pp 16009 250 24X 

Fiche; 50-334, 63/05/25 , S306090 1 90. 


8306030243 Forwards request for addl infn re JJ-i loop operation 
Response required within 60 days of receipt of Itr to meet 
Dec 1903 target close out dale. 

VAROAi B A Operating Reactors Branch 1 83/05/27, CAREY, J J, 

Duqueina Light Co. 5pp 18734:020 24X Fi c he: 50-334. 63/05/27. 

0306030243 


030603024/ InJcrim!. that 10176, “Jbccond Cycle Pgt f qt mantc of Dcavei 

Valley, Unit l,lueJ," pro, i tier, rit client di^cription uf 
comprehetici VC fuel exam peifnintcd I ucl rxrims provide 
confirmation oF satisfactory pciformaiicc of fuel dcEipn 
VARGA, S A Opnating f?cartoi< Branch 1 03/05/2/ CAREV, J J 

Duquesne Liqht Co 2pp 18/14 062 20 X Tithe 50-330.03/05/2/, 

8306010247 


8306090360 Reqnc&ts author i jot mti foi rcinovol of interim operntiriii) 
r estr ic tJ on.- on aiitomatic tod c nntrnl , r f fee ti ve w/C y c I e 4, 
since OND design basts met foi dropped tod accident 
CAREV, J J Duqucs.ne Light Li, 83/05/cV VAJlOA, S A OpeToting 
Reactors Branch 1 2p p 1B/V4 319 .♦4X Firhe 50-334,03/05/2/, 

0306090360 


6306140639 Apptiratiun to amt nd LiiehiO lipR 66, c ons i h t a of Rev 1 to 
701004 If»ch Spfc ( lianqc Request 34, i evi s mti reac toi vessel 
overpresrure proturtlon sy*"' at low temos 

CAREY* J J DuqucLne Light Co 83/05/31 VAROA. & A Opetakhig 
Reattars Br,jnch I 3pp 10343 023 24/ Fiche 50-5 14,03/05/31. 

0306140637 


--8306140643 Frnposed Tech Dprer ip rpactivity contiol r.yB,RCl» ft ECCS 
e Duqticsnr Light Cl> O'J/OVJJ l>p 18043 025 24X 

Fiche 00-334,03/05/31 83061406 17 


B306080073 Comments on deviation in procurament of chemical additlori 
P ump&, spec 1 f I cal ly , p I an to procui'e pumps w/o N stamp, pn 
830214 itr Based ou listed pt cvl s ions, devi ati on acreptpble 
VAROA, S A Operating Reac ioi t> Hr arich J 83/06/03 CARLY, >' J 
OoquBsne Light Co 2pp 18/(J/ 273 24X Tiche 50 534i Q3/06/03, 

0306000073 


0306200334 Advises that implementation d,.lp for Reg Ouidr i 13/, 'Tuel 
Oil Bys fpr Standby Diesel Oenei otoi t,. " delayed until 
C40201 Revised bchxidiile netLsimy due to excavation 
required bo in:- tall new fuel ml taiiX. per DCP 370 
CAREY, J J DuquoLAB Light Co 83/06/07 UAnOA. £, A Dpei utiiifl 
Reactors Brunch I ip 1B719 ,JJ4 ,'4X Kiche 50’334, 03/06/07. 
6306200334 


Q Inspection t eporte* ZE Oulleiinu t, c oi r e^pondenL e 


8306010326 Foi wards IE Sa fey uai ds Insp l<(pi bO-334/03-OV ui. UliD4JQ-2l' 
No noire omp 1 1 and e tinted 

MARTIN.] ] Division of Lrig ineei Inp f< let-bmcal PiuQTLims 03/05/J / 

CAREY, J J DUquesne Light f.t, 2pp J86/9 350 24X 

Fiche SO -334. 03/05/ 17, 03060 1 03, *6 


—83060 103 J7 IE bo fc guards Insp Rept 50-3J4/83-09 on 850418-22 No 
noncomp t laric e noted Majar area* inspected physical harriais 
(protected ai ea), securi ty bijs power i upp 1 y , acc e ss control 
(personnel) {r detection aids (protected area, Vital areas) 
SMITH. (J C , <,‘OUY, A T Reyiuii 1, Office of Director 83/05/13 
3pp 1067? 360 24 X Fiche 50 334, 03/05/17, 030601 03/»6 


B306060200 forwaids IE Insp Repi 50-334/83-08 on 030405 0^02 6 notice 
of violation 

STAROSTLCKJ.R Uivlaion of Fiojpct 6 Resident Programs 07/05/23 
CAREY, J J Duqueene Light <o Fpp 1072/ 256 24X 

Fiche 50-334, 03/05/23. 8306060200 


— 8306060204 Notice of viclatioi, from lUfp on 830405-0502 

a Region 1, Office of Diretlor ej/OS/23 Ip 10727 PSD 24X 
Fiche 50-334, 03/05/23* 8306060200 


—8306060214 IE Insp fiept SO 334/D.i-OB qii 030405-0502 Nunc omp J i aric p 
noted failure to deraanitruti C<;(0 valve operability wlthxri 
specified suivplllance ir,tl!i voj 

TROBHOSKI.M M , TRIPP, L t Regiuti 1, Office of Director 
83/05/17 22pp 18727 257 24X fit ho 50-334,03/05/23,0306060200 


6306100104 forwards fees for re/iow of 330517 applicatiun for* lelief 
from ASME Code mservica ii.ep requi vemrntt, for RHR 
nox X le- to-veriBo ) weld volumeti ic exam 

SIEBER, JD Duqursne Light Cn 03/05/24 License Fee Management 
Branch 3pp 10003 073 24X Fifho 50 - 334 , 03/05/24 , 0306 100104. 


03051 104S6 IE Info Notice 83-32, “Rupturid Ani-241 Sources Ooiilained in 
(fell Lugging Device '* Svt. list enc 1 

TAYLOR, J M Division of Safeguards 1< Inspection Programp (Post 
830103) 83/05/26 Consolidated Crfison Co of New York. Inc 
ISSpp 18031 043 24X Ficht 50 000,03/05/36,0305110450 


8305110460 IE Info Notice 03-34, "Event Nut j fi ration Info Worksheet " 
Sve list enr 1 

JORDAN, E L Division of Lmeiqency Preparedness l< Engmaering 
Response (Post 830103) 03/01^/26 Corraol i dated Edison Co of New 

York* Inc llDpp 18732 085 24X Fit he 50-000, 83/05/26, GSOOI 10460 
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8306030290' rtck receipt ue I ti infcrming NRC of cteps takert to 

correct vioJationr noted in If Inap W<pt iiO*'334/Bl 07 
S TAROS rCLKI . R Division of ''iipjpcfc 8< Resident Hrodrafn*- (33/05/26 
CARE7, J J Duqoofne Liqht to ;*pp J('/04 001 PAX 
riche 30-334, O'l/O V/ 26 r a306030i'VU 


— 03O6O3DJO3 Respond'-, to NRC BJ0420 1 ti ie violations noted in IL Insp 
Repl SO-aO'l/fl J- 0 / rcrrectivf action supplemental repts 
prepared for Jicted LERs reviewed foi issuance prior to 

eaobr / 

CAREV. J J Duqufsne Lnd.t (o DJ/OD/lR STAROSTECKI. R Division 
■of Project ti Resident Programi, 4pp lB/04 003 f»4X 
Ft Che 00-3 14, 03/05/26, 8J060 <0270 


8305110461 m Info Notice G3 Jl. ”1 uel Mnveinent W/Contiol Rods 
Withdrawn at OWRs " bvc list mil 

JORDAN, t I Division of Lmei penc <j Preparedness 6 Fng i ricer ing 
Response (Post 030103) 0'J/0D/3J Consolidated Edison Co of New 

York, Inr llApp 18732 203 24X Tiihe 50-000,83/05/31,0305110461 


8306(40620 Faruai ds response to IE llulleiin 03-03, “Check Valve 
Failures in Raw Water Coolina '^ys of Diesel Oeneratorfi '* 

Valve integrity ver 1 f Icat i on procedures will be pei Formed 
Info required to complete Itrm b Porthromino 

CAREV, J J Duquefne Light Cn 03/06/0/ Region 1, Office of 
Director Opp 10841 250 24X Fir tie 50-334,83/06/07,8306140620 


8306280435 Responds to IE nulleim 83-03, “(heck Valve Failures in Raw 
Hater Cot'llTig bys of Diesel Otneratnrs “ Info reque^pted by 
Action Items 1,2( 3 6 4 re pump valve Inservlce ptogram 
e nc 1 

CAREV. J J Duquesne Light Co 83/06/07 Region 1, Office of 
Director Opp J9010 340 PAX Fiche (10-334,83/06/07,8306280435 


8305J 10464 IE Info Notice 83 J6, “Impact of Securifcij Practices on Eofe 
Operations ” 3vt list encl 

JORDAN. L I Division of Cmcigencij Preparedness & tnglneering 
Response (Pest 030103) 8J/06/0? Consolidated Edison Co of New 

Vork, Inc U7pp 10830 POO 24/ riche 00-000,83/06/09.8305110464 


0305110470 IE Info Notice 83-38, “iJePecfeive Heal Sink Adhesive << 
Seisinically Induced Chatter in Relays Within Printed 
Circuit Cards “ Uve list eiu ) 

JORDAN. E I Division of Lmeigenry Preparedness 6 Engineering 
Response (Post 830103) 83/06/13 (Consolidated Edison Co of New 

York. Inc llOpp 18920 225 24X Ficlio 50-000,03/06/13,0300110470 


Q306070010 IE Info Notice 83-37, “Tiansformer Failure Resulting From 
Degraded Internal Connectiun Cables ” 8vc list end 
JORDAN, E L Division of Lmeigincy Preparedness 1/ (nginoering 
Response (Post 830103) 83/06/13 Coiu ol Idated Edison to of New 

York, Inc 243pp 10921 001 24 X Tic he 50-000,83/06/13,8306090010 


0305110475 IE Info Notice 83-40, "Need to Environmentan y Qualify 
Epoxy Grouts & Occileir. " 9vc list end 

JORDAN. L I Division of Linei rjency F^t eparedness 8( Engineering 
Response (Post 830103) 03/06/22 C'ciisol i dated Edison Co of New 

York. Inc liSpp 19021 177 P4X Fit he 50-000,83/06/22,8305110475 


8305110477 IE Info Notice 03-41, “Actuation of Fire Suppi ossion Bys 
Cauising Inoperability of Safety-Related Equipment " 8vc list 
one 1 

JOR'DAN, E L Division of Emergency Frenaredness 6 Engineering 
Response (Post 030103) 03/06/2? Consolidated Edison Co of New 

York, Int 120pp 18997 007 P4X miie 50-000,03/06/22,8305110477 


0305110479 IE Info Notire 03-42, "Rrac tor Mode Switch Malfunctions “ 
Eve list end 

JORDAN, L L Division of Lmoi genty Preparedness 6 Engineering 
Response (Post 830103) 83/U6/23 Consolidated Edison (.n of New 

York, Inc ll6pp 18996 242 24X Fit lie 50-000,03/06/23,0305110479 


8306200490 Forwaido SALP reph Pci evaluation period Dec 1901 - Nov 
198S Fire protrcbion 6 housekeeping rating upgraded to 
Category 2 

MURLEY, T F Region i, Office of Di vet tor 83/06/23 CARLY. J J 
Duquesrte Eight Co 4pp 19DJ9 10? 24 X Fiche 50-334,03/06/23. 

8306280490 


— S3O6SB0492 Forwards 9ALP rrpt conducted on 030124 for Dec 1901 - Nov 
1983 Meeting scheduled foi U30P15 at site to discuss 
assessment 

STARaBTECKI, R Division of Project !i Resident Programs 83/02/0/ 
CAREY, J J Dnquesne Light Co 2pi» 19019 193 24 X 

Fiche 50-334 , 03/06/23, 8306200470 


—8306280495 Responds to NRC 03020/ 1 tr re results of 9ALP Doard review 
Reconsideration of rating given to Item 5, "Fire Protection 
& House keep ing, " requested 

CAREY, J J Duquesno Light Co 03/03/02 HAYNES, R C Region 1, 
Office of Director 7pp 19019 J7?> P4X Fiche 50-334,03/06/23, 
0306280490 


— 8306200497 9At P rrpt for Hot J701 - Nov 1902 

» Region 1, Office of Director 03/01 /24 32pp 19017 202 24X 

Fiche 50-334, 03/06/23 , 0306200490 


0305110403 IE Info Notice 83-43. “Improper Bettings of Intermediate 
Range (IR) High flux Trip Setpoints “ list end 

JORDAN, E L Division of Lmeiqcticy Prep arednoss 6 Engineering 
Response (Poet 030103) QJ/06/P4 Cotiso 1 idated Edison Co of New 

York, lilt il6pp 19046 29/ ?4XFichc 50-000,83/06/24,830 5110483 


R Periodic operating repoits i elated correspondence 


8306020218 Monthly operating rept for Mar 1983 W/a30406 Itr 

HOLTZ. J L , CARFY. J J Duquerne Light Co 83/04/06 Office of 
Resource Management. Director 4pp 1 P690 269 34X 

Fiche 50-334. □3/04/06. 8 306020) • 1 8 


83061604/6 Monthly nperating ropt for Apr 1983 W/030505 Ur 

HOLTZ, J I , CAKEY, J J Duquosne Light Ca 83/05/05 Office of 
Resource Management, Directoi 5pp 10062' 237 24X 

Fiche 50-334. 03/05/05, 83061604/6 


0306070120 NPDES monthly disthaige moiutni'lng repts for Apr 1983 
W/fi30525 Itr 

FEITKNECHT, C Duquesite Light Co 83/05/35 RErD,R M Operating 
Reactors Drnnch 4 I6pp 18739 282 24X Fiche 50-334,83/05/35, 

0306070120 


8306300210 “NPDE8 Discharge Munitarlng Kept for May 1903 " H/B30627 
I tr 

FEITKNECHT, C , 8TLED, L 8 Duquesne Light Co 03/06/34 RE1D,R H 
Operating Reactors Dranch 4 I6pp 191 19 150 24X 

Fiche 50-334 , 03/06/ 24. 0306300 J 1 0 


G Reportable occurrences, LlRs 1, lelated correspondence 


0304110018 Forwards LER 03-OOR/O3L 0 

LACEY, W B Duquesne Light Co 03/03/10 HAYNES, R C Region 1, 
Office of Director app 17919 334 24X Fiche 50-334,03/03/10, 
0304110810 


— D304U0B27 LER 03-OO8/O3L-O on 03021 0. d Ur I n 9 routine surveillance test 
on turbine driven auxiliary feedwater pump, pump packing 
overheated Caused by burr on follower rubbing pump shaft 
FqUouict hand dressed Pump repacked 

DRUOA. R J Duquesne Light Co 0,1/041/00 Region 1, Office of 
Director 2pp 17919 336 n4X Fiche 50-334, B3/03/I0i 03041 10010 


8306010302 Opdotud LER B3-002/03X-J on 030107,130 kV bus 1 lost Caused 
by inadvertent operation of bus pack-'Up timer relay Relay 
tested satisfactorily Cause of actuation unknown Possible 
causes listed M/G30S03 Itr 

LACEY, M U Duquesne Light Co 03/05/02 ALLAN, J M Region i, 
Office of Director 4pp 1(1672 170 ?4X Fiche 50-334.03/05/02, 

8306010302 


G3060]i0295 Updated LER ei-0B3/03X-l on BJ 0906. nuclear Instrumentot ton 
peuier range monitor N44 failed low due to power supply 
protilems Power supply roplncerf Failed monitor sent to 
Wesfcinghouse for repair (1/830503 Iti 

LACEY, W 8 Duquesne Light Co 83/05/00 ALLANi J H Region 1, 
OfficD of Director 4pp 13672 191 24X Fiche 50-334,03/05/05, 

8306010295 


0306020440 LER P3-0t3/O3L-O an 030505, during normal operation, ch lorlne 
detectoi D wick observed dry while olertrolyte reservoir 
Indicated full Caused by binding level indicotor 
Indicator freed W/03O5L9 Itr 

LACEY, W 8 Duquesne Light Co 03/05/10 ALLAN, J M Region I, 
Office of Director 4pp 13693 18/ 24)( Fiche 50-334.03/05/10, 

0306020440 


8306020324 Updated LER B1-O40/OUX-1 on 810503, while putting RHR sy« In 
oparatlon, one RHR pump suction valve would not open Cause 
unknown Adjustment made to torque switch bypass limit 
switch & all wiring connections Inspected U/03052'D Itr 
LACEY. W 9 Duquesne Light Co 03/05/20 ALLAN. J. M Region I, 
Office of Di Factor 4pp 18694 281 24X Fiche 50-334,83/05/20, 

83060203P4 


0306020383 Updated LER 0I-O42/(UX-1 on 810420, block valve MOV-RC-535 
failed to shut as Indicated by control room valve status 
light Cause undetermined Motor limit switch assembly 
replaced U/Q30520 Itr 

LACEY, M 8 Duquesne Light Co 83/05/20 ALLAN, J M Region 1, 
Office of Director 4pp 10694 356 E4X Fiche' 50-334, 03/05/20, 
0306020383 
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03OA17OOao Updated UER 03-0 1-1/03L-0 tin GJ0303. month Jy vajvp ■■tioire 
tfiit* 0^ rePuelina uater storone tank ttf lowi *e>ad «af«»ty 
Iniectioti {iu<rp suction valves rmi cunducted Cawed by 
d«flcleri<y in surve 1 1 J anc o pi'-n 3 TBn> W/3!i060J 1 tr 

LACEV# W S Duquesne Light Co Q3/0^>/02 ALLAM» J iM Rogion !« 
Office of Dlroctof 4pp JO'O/B P87 PAX Fithe 03/OA/Ol?* 

B30A 170030 


0306200332 LER B3-012/03L-0 an 330509.15 f< 16 core cooling monitor 
f a J 1# d I retid erl ng data retrieval impossible Caused by brnkrn 
card cage & defective card in spate caie cooling monitor 
unit Card cage repaired U/ii’30S03 Itr 

LACEY. W 3 JDuquesne Light Co B3/06/00 ALLAN. J H Region 1* 
Office of Director 4pp lfl079 012 PdX Tiche 50-33-4, 63/06/03. 
3306200302 


B30621O24a PNS-I ~33-01 4 on 630615. contra 1 room received low sral flow 
alarm & lost iTiiftcafcion of seol Icak-off flow an reactor 
coolant pump 1C Valve CH2J0- found closed Licensee 
i nterviauilng personnel uiorklng iti c on t a 1 n/nen t area 
MCKEOWN.N . ODDV, JOYNER Region 1, Office of Director 33/06/16 
2pp 1B915 2S1 24X Ficho 50-334,03/06/06.6306210240 


9306290139 LER 83-015/03U-0 on B30524, dui i ng normal power operation, 
relay 5I-VD106X eipflrirnced spurioirs ac tuation. caus i ng 
Inadvertent isolation of emergency bus IDF from rtotmaJ 
supply Caused by personnel error (4/3306J7 1 tr 

LACEY; W S Ouquesne Light Co 03/06/17 ALLAN, J M Region 1. 
Office of Director 4pp 19014 329 24X Fiche 50-334,83/06/17, 

9306260139 


6306S30462 PNS- 1 <-83-0 1 4A updates PNS- 1-93-0 14 re possible oquip/iieni 
tampering on 930619 On B30617.FBI concluded no evidence of 
deliberate equipment tampering evident Valve probably 
ifiadveretentl-y closed 

BAILEY Region I; Office of Director 93/06/20 Jp 10741 3P0 
24X Plche 50-334,83/06/20.930623-0462 


V Operator Examinations 


B3Q602004S Notification af B30609 significant licensee meeting in King 
of PrirssiajPA to discuss qualifications far reactoi -operatoi 
1 icensi ng 

KELLER; R M Region J; Office of Director 83/05/26 Region i. 
Office of Director tp 10701 362 P4X Fiche 50-334; B3/0&/ 26. 

G 306020 042 


6306140062 Extends invitation to attend B30627 Aieetlng in Kiitq of 
Prussia. PAi to discuss transfei of reactor operator 
licensing function Prom Beihosda,hD to Region I ofc 
STARDSTHCKl; R Division of Project i Resident Programs 83/06/09 
CAREY. J J Ouquasne Light Co 2pp 1B83B 339 24X 

Fiche SO-3 34 , 63/06/09. 0306 1 40062 


POCKET 50-335 3T LUCIE PLANT, UNIT 1 


F Securltg. medical, emergency 6 fire protection plans 


9306140646 Canfirms 830223 ansite enforcement meeting to discuss 
Incident re vital area security door left ajar on 930104. pot 
830217 telcon Praposed meeting agendo mci 

O'REILLY; J P Region 8. Office of Diiertor 03/02/10 UHRIC.RE 
Florida Rawer Ic Light Co 2pp 18841 240 24X 

Fiche 50 -335. 83/02/ 19; 8306140646 


8306 140539 Forwards IE Insp Repts 50-335/83-06 4< 5O-8B9/80-2O on 
830314-i8 No noncomp 1 i ance noted 

DANCE, H C Division of Project t; Fesidont Program* 03/05/JB 

UHprO.R E Florida Power & Light Co 2pp 10934.165 24X 

Fiche 50-335; 83/0 S/ 1 S. 8306 140^38 


— 03O614OS41 IE Insp Repts SO-335/03-06 U 5<3-3a9/G3-aO on 030314-19 No 
none amp 1 iance noted Major areas inspected emergency 
planning 

HUFFMAM.D.N Region 2, Of f {c e of D1 t ector JENKINS, 0 R Division 
of Enargency Preparedness & Materials 8nfet<j 03/05/17 6pp. 

I8B34‘ 167 24X Fiche 50-335.83/05/10,8306140530 


8306140302 Forwards IE Insp Repts 50-335/03-10 tc 50-399/03-41 pn 
830506. No nonconpl iance noted 

DANCEiK C Division of Project & ResidPTit Programs 83/05/23 

UHRIO.R E Florida Fouer t, Light Co Fpp 18832 090 24X 

Fiche 50-335,83/05/23,9306140302 


—0306140310 IE insp Repts 50-335/03-19 St 50-309/93-41 on 030506 No 
nancompl i once noted Major apeas Inspected emergency 
preparedness accountability drill 

HUFFMAN;® N Region 2, Office of Director JENKINS. 0 R Divisloi, 
of Emargtncy Preparedness & Materials Safety B3/05/I9 App 
10932.100 a4X Fiche 30-335, 83/05/23. 8306140302 


S306390309 Forwai ds IE Insp Repf. ‘)0-33’i/G3~! 7 $< 50- '<89/03-39 ent 
830509-13 No noncomp 1 lane e noted 

DANCE/H < Division of Prnjoit ic F^esidpiit Proijramr. 83/06/01 
UHRIO.R C rloiida Power & tight (a Ppp 19056 114 24}« 

Fiche 50-335, Oj/06/01 . Q'?06L‘9(}P09 


—0306290321 IE Int,p Repts 'lO -j35/0D-i7 ?< 50-389/83-39 on G30b09-I3 IR. 
nonco/rtp ) lone e noted Major areas iiisprcted cnforcpfncnt 
responses, In &p followup i bom*, cqnta inmont cable tray covert, 

App R electriral cable moi.tirid 
HUNT. M D , CONLON, T E Region 2, Office of Director 63/05/26 
6pp 19056 116 24X Firhc 50-335,03/06/01,8306290209 


8306140023 Releases public version of revised offnarmaJ emergency plan 
imp J fimcivting procedures 

FELTON. J M Division of Rulti. and Record*- 03/06/06 Docunpiiit 

Management Branch Ip 10031 166 24X fiche 50-335.93/06/06, 

83061 400P3 


■ — ^9306140033 Foriuards public veiRion of levised offnormcil emergency p 1 1 '.n 
Implementing prncedwres, me 1 udi ng Pinredures 2-0030131 re 
plant annunciator summary, ,*^-00301 4 1 re control room 
inac ess ibi 1 i iy ?« 2-0440030 te BDC/L'^Ul offnormaJ eporation 
WETHY.C M Florida Powoi ti Light Co 03/05/17 Office tif 
Nu-c 1 eai Reactoi Regulation, Dircctoi Ip 10Q3J 167 ,/4X 

Fiche 50-335,83/06/06, aJ06l400P3 


—8306140030 Public version of levised offnciimal pmergenev pirn 
implementing proc edurcs, ini 1 udi ng Procedures 2-0030131 re 
plant annunciator summary. P-OO'IOl 41 ie control mom 
i nac essib 1 1 ity & 2-0040030 le BDC/LPbl offnormal operation 
» Florida Pouor Light Co Q3/05/12 263pp 10831 16H 24X 

Fiche GO-335, 03/06/06, 0306 J 40023 


9306250225 Releases public version of revised offnornal ?r emergency 
operating procedures 

FELTON. J M Division of Rules and Records 03/06/06 Do-cUment 
Management Branch Ip 189/7 167 .'’dX Fiche 50-335,93/06/06, 

0306220225 


— 0306220230 Forward s public version of revised offnoimal b emeigenry 
operating procedures, including Procedures 2-0030140 le 
blackout operat i on. 2-00301 43 re total loss of power f< 

2-0250030 re emergency borotion 

NETHY,C M Floirida Power t< Light Co 83/04/27 Dlrerlor's 
OffiCD. Office of Inspection and Enforcement Ip 1097/ J69 
Fiche 50-335. 03/06/06, 0306220225 


— 8306220236 Public version of revised offnormal & etnorgency operatiFB 
proc edures, Inc 1 ud 1 ng Proieduros 2-0030140 re blackout 
operator. 2-0030143 re total loss of iic power & 2-0250030 ie 
omergency boraticin 

» Florida Power Light Co 83/04/f»6 Director's Offite. 

Office of Inspection and Enforcement B7pp 109/7 169 LMX 
Fiche 90-335. 03/06/06, 0306220225 


J Insurance i< indemnity Infarmntion 


0306270103 Amend B ia Indemnity Agreement U~V6, addinq Orlando Utils 
Commission of City of Orlando, FL as liiennee 

SALTZMAN.J Assistant Director for Stote 6 Licenser Relations 
93/03/28 Ip 18980 117 J4X Fiche 50-335.03/03/20.0306270103 


8306270128 Amend 9 to Indemnity Agreement 0-76. adding riorida Municipal 
Fewer Agency a& licensee 

8ALTZMAN, J Assistant Director for Stuto Licensee Relationt 
83/03/29 Ip 1S9QB -092 24X Fiche 50-335.83/03/29,0306270129 


8306270210 Unexecuted Amend 10 to Indemnity Agreement D-76. subs ti tut Jna 
listed Item 3 re license numbers 

SALTZMAN, J Assistant Director for Btate tc Licensee Relation*. 
03/04/06 Ip J099J SIB 24X Fiche 50-335,83/04/06,0306270210 


P Operating license stage documents ?< correspondence 


6306080161 "Radi ologic a J Effluent Tech Specs CRETSI Implementation 
SC Lucie Unit 1 Nuclear Oenerotlng Plant “ 

SIMPSDM. F D , SERRANO, W.; DUCL.S W EG?<C, Inc FIN A-6459 
E0G-PHy9-6341 03/04/26 Division of Systems Integration Ipost 

011005) 49pp 18789 279 .34X Fiche DO-335. B3/04/26r 8306090161 


0306140794 Notifies of review uf Rev 1 to 030308 prdcess contra! 
program Program contains necessary process parameters F 
boundary conditions tm assure that dewatering of bead resin 
will be complete w/no free liquid Pregi am acceptable 
KNiOHTON.e N Licensing Blanch 3 03/05/10 UHRIO.riE F 1 oi Ua 

Power If Light Ct> 2pp J0D45 331 24X Fiche 50-335. 03/09/ JO. 

8306140784 
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8a060fl025l Forwaida “Contral of Hcovij Loads <C-10) Bt Lucie Uin t 1 p“ 
draft technical reptppor util response to Gection ? 1 of 
Q01322 geneiic 1 ti rc NURno-06Ja Cooipleiion of review by 
830i>E7 renuesied 

CLARK- n A Oprratinq Reactors Utanch £» B3/05/2^ UHRIO-R I 

Florida Rmuer Liqht Co ^pp 18/07 J39 
FichB 50-335- D3/05/34- e306OBOl»5l 


— 030608025? "Control of Heavy I nods (C-IO) St Luclr Unit 1." draft 
technical evaluation rept 

DOMBENOERi C j AHMED* N I rant 1 in Insti tulc/rranli 1 1 n Resenirh 
Cantor NRC -03“0 1- 1 30 TCR-Cri506-3'f4 DRFT 03/04/29 

CLEMENSON, r NUC - No Dotal led Affiliation Olven J6pp 
18707 141 24X Fiche 50-335, Q3/05/24* 8J060B0201 


0306.020046 Notification of 030603 meotiiK} u/util C £ In DeLhPFda*MD 
to dtscuds loose parts monitoring syr> l< installod ci-core 
ins trumen ta 1 1 on 

SELLS* D r Dperatimj Roactorb Uvanch 3 03/05/25 CLARK, R A 

Operating Reactors Branch 3 2pp I3V01 355 24X 

Fiche 50-335, 03/05/25* 0306020046 


0306000094 Notice of consideration of issuance of amend to License 
DPR-67 ti proposed no significant haiards consideration 
de termination ^ opportunity for hearing re improved tc largoi 
capacity 125-VDlt dc battery sys 

CLARK. R A Operating Reactors Branch 3 03/05/25 9pp 10707 327 

24X FUhe 50-335* 03705/251 0306000074 


8306140414 Infoims that interim plan to reduce bloclted position from 
SO to 140 degrees acceptable pending review of 830715 rept 
re out of plane upstream elbow QRP 624^ Positions 667 
of TMI Action Hem 11 C 4 2 closed 

CLARK. R A Operating Reactors Branch 3 03/05/27 WHmO-R E 

Flarida Power 6 Light Co 6pp 18054 072 24X 

Fiche 50-335*03/05/27*8306140414 


G3O6L6O280 Notice of consideration of issuance of amend to License 
DPR-67 l< proposed no significant hazards consideration 
determination 6 opportunity for hearinq 

CLARK* R A Operating Reactors Branch 3 03/05/27 7pp 10073 001 

24 X Fiche DO 335*03/05/27*0306160200 


0306100087 Discusses updated submittal dates for reactei vessel 
Internals 6 thermal shield recovery programs as followup to 
safety assessment provided at 830603 meeting 
UHRrOiR C Florida Power t< Light Co 83/06/07 ClARK-R A 
Operating Reactors Branch 3 Upp 10UO2 233 24X 

Fiche 50-335* 03/06 / 07* 8306 1 00087 


G306210311 Requests PR publication of notice of consideration of 
issuance of amend to License DPR -67 & proposed no 
significant hazards consideration determination 6 
opportunity for hearing re surveillance requirements 
CLARK* R A Operating Reactors Branch 3 03/06/13 CL ARK* R A 

Operating Reactors Branch 3 3pp 10722 060 24X 

Fiche 50-335* 03/06/ 13* 030621031 1 


D306170317 Notl f i es that vender safety analysis to support Inrtallatlon 
of mode to auxillory feedwater sys, returned to vender for 
r eanalysi 5 

UHHIO, R E Florida Power 8* Light Co 03/06/15 CLARK* R A 
Operating Reactors Branch 3 Jp 10070 P16 P4X 
FIcho 50-335*03/06/15*8306170317 


0306290249 Advises that methodology used to calculate beta dose for 
radiation profile for equipment qualification not 
acceptable Rcsubmittal of beta analysir, based upon 
methodology in NURCO-0508 required by B30630 

CLARK, n A Operating Reactors Branch 3 03/06/17 UHRIOjR F 

Florida Power it Light Co 2pp 17046 116 24X 

Fiche 50-335*03/06/17*0306270247 


0306280250 Forwards assessment nf safety impacts of removal of thermal 
shield from facility* per 830417 commitment Assessment 
addreoeas Cycle 6 reload safety analysis of plant recovery 
program 

tlHniO*R E Florida Power 6 Light Co 03/06/23 CLARK* R A 
operating Reactors Branch 3 Sfipp. 17014 197 24X 

Fiche 50-335* 03/06/23* 0306200250 


3306280356 Comments on plant recovery program re reactor vessel 
internals h thermal shield (gamma heating effect of removal 
of thermal shield) Gamma heating slight benefit to vessel 
tnbegri ty 

UHRIGrR E Florida Power it Light Co 03/06/23. CLARK* R A 
Operating Reactors Branch 3. Bpp J70I4 095 24X 

Fiche: S0-335i 83/06/23* 6306280356 


0 Inspection reports, IE Bulletins L correspondence 


6306140622 Submits confirmation of action Itr re 830411 tilcon li 
030203 mgt meeting on deficiencies in operating 8i emergency 
procedures Actions to be taken to correct deficiencies 
1 1 sted 

Q 'REILLY. J P Region 2* Office of Director 63/04/11 ADQMAT.E A 
Florida Power it Light Co 2pp i8043 007 24X 

Fiche 50-335*63/04/11,0306140622 


0306140343 Forwards lE Insp Rept 50-335/63-14 on 830425-27 No 
noncompliance noted 

DANCE.H C Division of Project 6 Resident Programs 03/05/17 

UHRIO.R E Florida Power & Light Co 2pp 10632 176 24X 

Fiche 50-335*83/05/17*8306140343 


—8306140347 IE Insp Rept 5O-33S/03-i4 on 030425-27 No noncomp I lance 
noted Major areas inspected Inservire insp reviau of 
program* procedures* observation of work 6 LER followup 
KLEIN8On0E*M P * BLAKE* J J Region 2* Office of Director 

83/05/12 5pp 16632 170 24X Fiche 50-335*03/05/17*0306140343 


8306140530 Forwards IE Insp Repts 50-335/03-06 U SO-3B7/03-2O on 
830314-10 No noncompliance noted 

dance* H C Division of Project Jc Resident Programs 63/05/16 

UHRI0*R E Florida Power it Light Co 2pp 16034 165 24X 

Fiche 50-335*03/05/10*0306140538 


— B306140541 IE Insp Repts 50-335/63-06 it 50-307/03-20 on 630314-10 No 
noncompliance noted Major areas Inspec ted. emergency 
planning 

HUFFMAN*0 N Region 2* Office of Director JENKINS* 0 R Division 
of Emergency Preparedness 6 Materials Safety 83/05/17. 6pp 
10034 167 24X Fiche 50-335*83/05/10,0306140536 


6306140190 Forwards IE Insp Rept 50-335/03-16 on 830426-27 No 
noncompliance noted 

DANCE.H C Division of Project ti Resident Programs 83/05/19, 
UHRIOiR E Florida Power it Light Co 2pp 16833 038 24X 
Fiche 50-335, 03/05/17*0306140190 


— 0306140196 IE Insp Rept 50-335/03-16 on 6304S6-29 No noncompl lance 
noted Major areas inspected periodic integrated leak rate 
test t* exam of test condition It test performance It results 
WHITENERiH L Region S* Office of Director JAPE.F, Division of 
Engineering It Radlologicol Safety Programs 03/05/10. 6pp 
10633 040 24X Fiche. 50-335* 63/05/ 19* 6306140190 


8306140302 Forwards IE Insp Repts 50-335/03-10 It 50-389/03-41 on 
B30S06 Ho noncompl lance noted 

DANCE.H C Division of Project It Resident Programs 03/05/23 

OHRIO.R E Florida Power It Light Co 2pp 10832.090 24X 

Fiche 50-335*03/05/23*8306140302 


—0306140310 IE Insp Repts 30-335/83-16 It 50-309/83-41 on 830506 No 
noncompliance noted Major areas inspec ted^ emergency 
preparedness accountability drill 

HUFFMAN.G N Region 2. Office of Director JENKIN6* 0 R Division 
of Emoigincy Preparedness It Materials Safety 63/05/19. 4pp. 

10832 100 24X Fiche 50-335*03/05/23*8306140302 


0309110450 IE Info Notice 03-32* "Ruptured Am-241 Sources Contained In 
Metl Logging Device " Bve list end 

TAYLOR* J M Division of Safeguards 8< Inspection Programs (post 
030103 ) 03/05/26 Consolidated Edison Go of New York* Inc. 
129pp 16031 043 24X Fiche 50-000*83/05/26.0305110458 


8309110460 IE Info Notice 03-34, "Event Notification Info Uorksheet " 
8vc list end 

JORDAN* E L Division of Emergency Preparedness & Engineering 
Response <Paet 030103) 83/05/26 Consolidated Edison Co of New 

Yorki Inc 115pp 16702.085 24X Fiche 50-000,03/05/26*0305110460 


6306140640 Documents concurrence w/util actions taken in response to 
030411 Confirmation of Action Ltrs CAL-335/03-01 It 
389/03-01 Insp during uik of 030516 concluded that Unit 2 
procedures adequate for startup It operation 

O 'REILLY* J P, Region S, Office of Director 03/05/27 ADOMATiE A 
Florida Power It Light Co 2pp 10041 161 24X 

Fiche 50-335*03/05/27*0306140610 


8309110461 IE Info Notice 63-35. "Fuel Movement H/Control Rods 
withdrawn at BWRs, " 6vc list encl. 

JORDAN* E L Division of Emergency Preparedness ti engineering 
Reaponie (Post 030103) 83/05/31 Consolidated Edison Ca. of New 

York. Inc li6pp, 10732 200 24X Ficho 50-000,03/05/31*0305110461 


8306290209 Forwards IE Insp Repts 50-335/03-17 It 60-369/83-39 on 
030907-13 No noncompl lance noted 

DANCE.H C Division of Project It Resident Programs 83/06/01 
UNRIG* R E Florida Power It Light Co. 2pp 19056 114. 24X 

Fiche 50-339*03/06/01,8306290309 
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-~830ii29022l IE Jnsp Re#>ti 50“335/e3-l? fc 5 £>-389/83-37 on S30509-13 Nfl 
noncQ/npi la-oc* natvd Kajor area* iosp^ctfif onf orcoai-sn t 
rotponaeit Insp follouup j contoirniejit cable fcray covers 

& App R electrica-1 cable reroubirg 

HUNTi M D . COMLOW. r E Region 2. Office oP Director. 83/05/2* 
1905* j{& 24X riche 50-335* O3/0A/OJ » 0306290209 


830*29039e Responds to IE RuHetin 03-'O3i "Checli V^alye Failures in RotJ 
(^ater Cooling Sys o-P Diesel Oenerators “ Closed cooling 
radiator s^s contains no cbect valves Culletin not 
app 1 icabie 

UHRlOiR E Florida Pourep ti Light Co 63/0*/0e O' REILLY* J P 
Region 3* DPfice oP Director 2pp 1905? IB3 PflX 
F 1 ch * SO'-OOO . B3/CA/0B. B 306290390 


03O5ilO')64 IE InPo Notice 83-06* "Impact of Secgrliy Practices on Sapo 
Operations " Svc list end 

JORDAN* E L DlvisJen of Eniergencg Preparedness 6 Engineering 
Response (Past 830103) B3/06/09 Consolidated Edison Co of Nrui 

Vorti Inc 119pp 18030 280 24K Fiche 50-000*63/06/09*03051104*4 


9305110470 I£ InPo Notice 03-39* "Defective Heat Sink Adhesive 6 
Selssilcally Induced Chatter m Flelaijs Hithin Printed 
Circuit Cords " Svc list end 

JORDAN* E L Division of Efflergency Preparedness L Engineering 
Response (Post 830IQ3) 83/06/13 Consolidated Edison Co of Neiu 

Yortr Inc liepp 18920 225 24X Flc he 50-000, 83/06/13, 0303 J 10470 


8306090010 IE Info Notice 63-37* "Trans Porrter Failure Resulting From 
Degraded Internal Connection Cables " Svc list end 
JORDANfE L Division of Emergency Preparedness & EnOinsering 
Response (Post BOOIOSI 63/06/13 ConsoHdated Edison Co of Hew 
York* Inc 240jp Jfl93J OOJ 24X Fiche 50-000* 63/06/13, 830609001 0 


S306S90327 Ac k receipt of S30429 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-335/82-36 
DANCE* H C Division a# Project 6 Resident Programs 03/06/17 

UHRlOiR B riorlda Pouter L Light Co Ip 19050 194 24X 

F i c h a : 80-335* 83/06/ 1 7* 0306290327 


—8306290339 9uppls 630106 ri spans e to NRC 821207 lir re violations 
no-ted in IE Jnsp Rept 50-335/92-36 Corrective actions 
employee responilb i j i ties during procedure control & maint 
implementation emphasised 

UHFlOiR E Florida Power 6 Light Co 03/04/20 0''RE1LLY,>I P, 
Region 2* Office of Director Ip 19050 195 24X 

FI the. 50-339* 83/06/17* 6306290327 


— 6306290351 Responds to NRC 821207 lir re violations noted in IE Insp 
Rept 50-335/82-36 Corrective actions caution tags hung & 
valves dosed at time of notification on 821008 Responsible 
dept uill be -notified when restricted equipment installed 
UHHIO.ff E Florida Power L Light Co 83/81/06 O^REILLY* J P 
Region 2, Office of Director 2pp I90S0- 196. 84X 

F 1 c h » * 90-335* 0 3/06/ 1 7i 0306290327 


— 8306290359 Forwards IE Insp Repts 50-335/82-36 L 50-389/02-55 on 
821011-liiD R notlca of violation 

DANCE, H C Division of Project A Resident Programs 02/12/07 

UHRJ0*R E Florida Power ft Light Co 2pp 19050 198 24X 

FI e h e 50-33 5, 83/0 6/ 1 7* 6306290327 


— 0906290368 Notice of violation from insp oji 82101 1-11 JO 

* Region 2* Office of Director 62/12/07 ip 19050.200 54X 

Fi C h » 50-335* 03/06/ 17, 8306290327 


•0306290379 IE Insp Rdpts SO- 335/02 -36 ft 50-309/82-55 on B2101J-1111, 
Nonromp I ianct noted* use of unqualified mat! in emergency 
diesel generator lube oil sgs 

ELROD* a A * E Region 2* Office of Director JULIAN* C A 

Division Df Project ft Resident Progroms 82/12/06 IJpp 
190SD.201 24X Fiche 50-335* 93/06/17* 0306290327 


0305110475 IE Info Notice 03-40* "Need to Environmentally GuaJ i fg 
Epoxg Orouts ft Sealers, ’■ Eve list end. 

JOHDANrE L Division of Emergency Preparednsss ft Engineering 
Response (Poet 0301031, 83/06/22 ConsoJIdated Edison Co. of New 

York* Inc tl5pp J9021.J79 24X Flche 50-000, 83/06/22* 0305J 1047 5 


9905110477 IE Info Notice 83-41, "Actuation of Fire Suppression Sqs 
Causing Inoperab 1 1 1 tg of Safety-Related Equipment.^ 8vc list 
enc I 

JORDAN* E L, Division af Emergencg Preparedness ft Engineering 
Response (Post 0301031 83/06/22 ConsoHdated Edison Co of New 

York* Inc 120pp. 18997. -007. 24X Flche- 50-000, 83/06/22* 0305110477 


0305110479 IE Info Notice 03-42, "Reactor Mod* Switch Hal functions " 
Svc list end 

JORDAN* E.L Division af Emergencg Preparedness ft Engineering 
Response (Poet 6301031 03/06/23. Cunsolidatad Edison Co of New 

York* Inc li6pp 16996' 242 24X Flche 50-000103/06/23*0305110479 


0305110403 IE Info Notice 63-43, "Impiopci Settings uf intermedlatt 
Range (JRl High Flui Trip Setpoints " 3vc list &nr 1 
JORDAN* E L Division of emergency Freparodnesa ft Fngineerihg 
Response (Post 030103) 63/06/24 Consolidated Edison Co of Kru 

York* Inc |16pp 19046 297 24X Fifhe 50-000, G3/06/24. Q.1051 tOlOj 


R Periodic operating reports ft related c orrespondence 


6306020216 Monthly operating repts for Mar 1983 W/030415 Ur 
PACE,P L * WILLIAMS* J W riorida Power ft Light Co 63/04/15 
Office of Resource Management, Director 13pp 10670 356 fMX 
Fiche 50-000, 03/04/15, 03O6O2OPI 6 


6306160638 Month ly operating rapts for Apr 1963 H/Q30516 ) tr 
PACE. P L . WILLIAMS* J W Florida Rower ft Light Cp 83/05/16 
Office of Resource Management* Director 17pp 10866 105 ?<)£ 

Fiche 50-000*83/05/16,8306160638 


S Reportable occurrences, LERs ft related correspondence 


8306140663 Part 2J rept aupplementmg 030506 noti f Icdti on of pattnUsk 
Significant safety haiard re matl defects in stainless steel 
tubing pressure boundary component Ultrasonic exam shows 
assemiblles acceptable per A8HL CodB*Oection HI 

SCHERER. A E Combustion Engineering, Inc 83/06/07 DEYDUNC. fi C 
Director's Office* Office of Inspection and Enforcement Ip 
18842 066 24 X Fiche 50-335*03/06/07.8706140683 


V Operator Examinations 


8306140745 Plscueses shift staffing at farilltles Util intends fcc 
initiallij operate Unit 2 ft continue Unit 1 operatiuns w/fivr 
full shifts of licensed operators on each unit Planned 
actions for filling vacant positions provided 

UHRia*R E Florida Power ft Light Co 83/06/03 EISCNHU1,D 0 
Division Of Llcenelng 3pp J0B4J 19? 24X Flche 50-339*03/06/03- 

8306140745 


S3D6140S72 Forwards revised shift staffing chart based on 030606 
notification that seven licensee candidates received reaefcox 
operator licenses 

DHRIC. R E Florida Power ft Light Co 83/06/07 ElSE«HUr*L Q 
DlvJsian of Licensing 2pp I0B44 149 24X Flche 50-335* 03/06/07* 

6306140572 


DOCKET 50-336 MILLSTONE NUCLEAR POWER STATION, UNIT 2 


F Security, medical* emergency ft fire protection pJan« 


8306070136 Forwards Rev 16 to modified amended security plan Rev 
withheld (ref 10CFR2 790 ft 10CFR73 Si} 

COUNSIL, M 0 Northeast Nuclear Energy Co (subs of Northe-nst 
Utilities) COUNSrL.WO Northeast Uillities 03/05/12 
ALLANjJ H Region 1* Office of Director Ip |0/J9*Pi5 24X 

Ficho, 90-24 9, 03/09/12* 8306070136 


8306060154 Provides addJ info re util request for exemption from 
J0CFR9D, App R re control room fire per 030310 moetirig 
Alternate operator actions can be completed to facilitate 
safe shutdown following flra In control boards 
COUNBIL*^ 0 Northeast NucI ear Energy Co (subs of Mortheast 
Utilities! C0UN81L, W 0 Northeast Utilities 63/09/29 
eiBENHUT* D G Division of Licensing 3Jpp 10719 J66 24X 

Fiche 90-336* 83/09/25, 8306060154 


8306090230 Forwards IE Insp Repts 50-245/03-11 ft 90-336/83-13 on 
030417-0907 No none omp I ianc e noted 

STARDSTECKI,R Division of Project ft Resident Programs 03/09/27. 
C0UN31L, W 0 Northeast Nuclear Energy Co (subs of Northeast 
UtllltlesJ 2pp J0795 299 24X Flche 50-245,83/09/27*8306070230 


■0306090241 IE Jnsp Repts 50-249/03-11 ft 90-336/03-13 on 0304 17-0507 Hi 
noncompHance noted ftajor areas inspected svaloations of 
plant operations, startup testing* equipment alignments ft 
readiness* rad la tl on protection ft physical security 
BKEDL09KY,J T Region J, Office of Director 83/05/20 I7pp 
10795 301. 24X Fiche 50-245. 03/05/27. 8306090230 


0306300307 Ac It receipt of 030225 ft 0415 Itrs informing NRC of steps 
taken to correct violations noted in JE Insp Repts 
3'0-245/B3-Ol & 50-336/03-01 Confirms understanding that 
uTiinterrup tabi B power supply »ye was operable by 830501 
MARTIN* T T Division of Engineering ft Technical Programs B3/06/I3 

C0UN8IL.W O Northeast Nuclear Energy Co (subs of 
Utilities). 2pp £0900 164 24X Fiche 50-245, 03/06/1 5* 03O6SOO397 
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— 0306200313 Rpspfinds to NHC 1 tr re violations noted 1«» IE Insp 
Repts 5O-345/03'OI {« 50-336/03-01 Forwards info requested 
during IE security Insp Info withheld (rpf 10CFfl7J 21 U 
lOCFftS 790) 

CQUNBRjW G Northeast Nuclear Energy Co Isuba Of Northeast 
Utilities) 03/02/25 HAYNEB. H C Region li Office of Dlfcctor 
Ip 18900 166 2^X Fithe 50-2>l 5. 03/06/1 5. 0306300307 


0306140352 Reiaases, for public di ac losurci 030406 technical evaluation 
rept re resalution of outstanding issues from environ 
ctuallflcation BERs F-ll tt 0-60 for facllitv per B30425 util 
1 tr 

CLARK.n A Operating Reactors Branch 3 03/06/03 RAlLEYi I 

Records Services (i Facilities Branch Ip 16035 001 24X 

Flche 50-336. 103/O6/O3« 0306 140352 


— 0306200332 Responds to NRC Iti re violation noted in IE In<»p Repts 
SO-345/03-01 & 50-336/63-01 Foruiardc info requested during 
IE security insp Info withheld (ref 10CFR73 21 Si 
10CFR2 790) 

CCONBILiW Q Northeast Nucleor Energy Co (subs of Northeast 

Utilities) 03/04/15 ALLANr J M Region 1, QPficr of Director 

Ip 10700 167 24 X FUhe 50-245,83/06/1510306300307 


H General correBpondence 


03O6O6QO9O Requests rev to "cc” distribution list for NRR 
corTBBpondencc reflecting position 8< title changes within 
utils 

CDUNSILkN 0 Connecticut Yankee Atomic Poiaer Co COUNBIL, tl 0 
Northeast Utilities CQUNSIU, D 0 Noftheast Nuclear Energy Co 
(subs of Northeast Utilities) 83/05/31 CLARK, R A Operating 
Reactors Dranch 3 CRUTCHFIELD, D Operating Reactoi s Branch 5 
3pp ia/19 360 24X Flche 50-000,03/05/31,6306060090 


P Operating license stage documents h correspondence 


63016020642 Summary of 030504 mortinp w/util It West inghoufie in 
Bethe»da,MD re steam generator sleeving Request for Tech 
Spec changes expected by 030601 

LEECH, F H aperating Reactors Dranch 3 83/05/17 CLARK, R A 

Operating Reactors Dranch 3 26pp 1Q716 270 24X 

Flche 50-336, 03/05/17, 8306020643 


0306010340 Forwards Rev 13 to corporate organization for nuclear 
incidents procedures manual table of contents & Rov 3 
to CONI 4 02, ''On-Call Manager of Radiological Consequence 
A sset sment, Rospons i b i 1 i ti os Oeneral Guidelines " N/o and 
COUNSIL, W G , BEARS, r F Connecticut Vankeo Atomic Power Co 
caUNSlL, H 0 Northeast Nuclear Energy Co (subs of Northonst 
Utilities) 03/05/10 EIBCNHUT.D 0 Division of Licensing Ip 
10682 271 24X Fiche 50-000,03/05/16,0306010340 


0306030012 Forwards BER re thermal shield it support sys Continued 
operation until 030520 scheduled shutdown justified Request), 
findings re 10-yr inservlce insp of shield 8< barrel assembly 
components 

CUARKiR A Operating Reactors Dranch 3 03/05/10 COUNBIL, W G 

Northeast Nuclear Energy Ce (subs of Northeast Utilities) 2pp 
18733 141 24X Fiche 50-336,03/05/18,0306030012 


— 0306140361 Responds to 030406 SER re environ qualification of 
electrical equipment for facility Corresponding technical 
evaluation rept contains no proprietary info tc can be 
released for public disclosure, per lOCFRD 790 
CDUNSIL,U Q Northeast Nuclear Energy Co (subs of Northeast 
Utilities) COUNSIL, N 0 Northeast Utilities 03/04/25 
CLARK, R A Operating Reactors Branch 3 2pp 10035 002 24X 

Fiche 90-336.83/06/03.0306140302 


— B30225D381 “Review of Licensee Reselution of Outstanding Issues From 
NRC Equipment Environ Qualification SERs (F-ll & D-'60>i ** 
nonproprieter y technical evaluation rept 
TOMAN, 0 J Franklin Institute/Frank I in Research Center 
NRC-03-79-lie TER-C5257-467 93/09/21 8HENANBKI, P NRC - No 

Detailed Affiliation Given 669pp 10036 OOi 24X 

Flche 50-336, 93/06/03,0306140359. 


0306160203 Notice Of consideration of issuance of amends to Licenses 
OPR-21 Sc DPR-65 & proposed no significant hazards 
consideration determination t, opportunity for hearing 
CLARK, R A operating Reactors Drench 3 03/06/0-3 lOpp 

18093 010 24X Fiche 50-945,83/96/83,8306160203 


0306270255 Application for amend to License OPR-65, revising Tech Specs 
re repair of defective steam generator tubes through 
plugging or sleeving 

COUNSIL.N G Northeast Nuclear Energy Co (subs of Northeast 
irtllltios) COUNSIL, U 0 Northeast Utilities 03/06/03 
CLARK, R A operating Reactors Branch 3 4pp 10909 162 24X 

Fiche 50-336,63/06/03,0306270259 


— 8306270290 Proposed Tech Opec rev re repair of defective steam 
generator tubes through plugging or sleeving 
e Northeast tftilities 03/06/30 260pp 10909.167, 24X 

Fiche 90-336. 83/06/03, 83062702 S9 


0306160412 Forwards draft Rev 5 to "QA Program Topical Rept " 
C0UN9IL,M 0 Northeast Utilities Service Co. COUN01L,H.O 
Northeast Utilities 83/06/09 NURLEV, T E Region 1, Office of 
Director 6pp, 10059 090 S4X Flche 50-000,03/06/09,0306160412 


— 9306160424 Draft Rev 5 to ''OA Program Topical Rept •' 

# Northeast iltl titles 03/06/09 I35pp 100S9. 096 24X 

Flche 50-000. 03/06/09, D30616041S 


— 0306030016 Safety evaluation supporting continued operation w/thermol 
shield tc support sys 

» NRC -No Detailed Affiliotion Given 03/05/10 app 
10733 143 24X Flche 50-336,93/05/19,0306030012 


0306060099 '‘Environ Qualification of 8a PeVy-Rolated electrical 
Equipment '* 

COUNBIL.W 0 , BCARSiC F Northeast Nuclear Energy Co (subs of 
Northeast Utilities) COUNSIL, W G, Northeast Utilities C3/05/20 
EISENHUT, D G Division of Licensing 71pp 10723 001 24X 

Fiche 90-336,03/05/20,8306060090 


0306060092 Advises that requirements of NUREO-0737, Item II. U 2 re plant 
shielding for vital areas will be met when mods described in 
end safety evaluation implemented Review of corrective 
actions completed 

CLARK, R A Operating Reactors Branch 3 83/05/24 CDUNSIL, H 0 

Northeast Nuclear Energy Co (subs of Northeast Utilities) 9pp 
10751' 253 24X Fiche 50-336,03/05/24,8306060092 


B306130491 Ac k receipt of 830503 Itr requesting Total Axial Shape 
In-dex utilized in safety analyses be withheld from public 
dlicloBUre (ref 10CFR2 790) Request approved 

CLARK, R A Operating Reactors Dranch 3 03/06/01 COUNSIL, H 0 

Northeast Nuclear Energy Co <subs> of Northeast UtllitloB) 4pp 
18030 Ji60 24X Flche 50-336,03/06/01,0306130491 


9306060431 Notifies that util 030425 Itr informing NRC that trchnical 
evaluation rept re environ qualification of safety-related 
electrical equipment no longer proprietary. 

CLARK, R A Operating Reactors Branch 3 03/06/03 DAILEY. 1 

Division of Technical Information 6 Document Control Ip 
19792 180 24X Fiche' 50-336, 03/06/03, 0306000431. 


0306200270 forwards request for addl info on methodology of analyses re 
reload Cycle 6, to complete review of 030413 submittal 
Response requested by 63070J 

CLARK. R A Operating Reactors Branch 3 03/06/10 CDUNBIL, U. G 

Northeast Nuclear Energy Co (subs of Northeast Utilities) 4pp. 
18909 357 24X Fiche 50-336, 03/06/10, 0306200270. 


8306240200 Forwards listed revs to Corporate Organization for Nuclear 
Incidents procedure manual. per Section V of App E to 
10CFR50 W/o end 

COUNBILiN G Connecticut Yankee Atomic Power Go C0UN9IL, (I 0 
Northeast Nuclear Energy Co (subs of Northeast 'Utilities}, 
COUNBIL.W 0 Northeast Utilities. 83/06/17 EISENHUT, D 0 
Division of Licensing 2pp 18990-263 24X Flche. 50-000, 03/06/17, 

9306240200 


0306290152 Requests FR notice of cionslderatlon of issuance of amend to 
License DPR-65 & proposed no significant hazards 
coni ideratinn K, opportunity for hearing re Intp of hydraulic 
snubbers Hazards determination available in Central Files. 

CLARK, R A Operating Reactors Branch 3. 03/06/22 KREUTZER-, P. H 

Operating Reactors Branch 3 3pp 19046 266 24X 

Fiche- 50-336, 03/06/22,0306290152 


8306300140 Informs that addl nondegrae pertonnal will be assigned to 
shift technical advisor positioci par NUREG-0737, I t«m 
I A, 1 1 Info re experience, college educ S< current operator 
1 Icenses enc 1, 

COUNSIL, N 0. Northeast Nuclear Energy Co (subs, of Northeast 
Utilities) COUNSIL, U 0 Northeast Utilities, 83/06/22 
CRUTCHFIELD, 0. Operating Reactors Branch 5. CLARK, R. A. Operating 
Reactors Branch 3. 3pp 19122:320. 24X Fiche: 50-245, 03/06/22. 

9306300140 
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0 Inftpscfclar reports* IE Bulletins & carrespandsnco 


eaoiioaooi^ Foneerds BER re thernal shield it support sys. Continued 
operation urtH aSOSSB scheduieif shutdown justified Requests 
findinsc re lO^yr inaervlce Insp of shield Sc barrol assertibly 
components 

CLARK# R A Operating Reactors Branch 3 B3/05/iO CDUN31L»1I 0 

Northeast Nuclear Energy Co <suhs of Northeast Utilities) ?pp. 
ia733 141 2AK FlcJie 5(3-336, 03/03/16* 0306030012. 


6306060160 Forwartfs IE Insp Repts 50’-24&/63-06 St S0-336/B3“0e on 
630227-0-416 S« notice of violation 

BTARaSTECKr. R Region I# Office of Director. 63/05/23 
CO(/NSIL*N 9 Northeast Nuclear Energy Co Csuba of Northeasi 
Utilities) Spp 1671? 205 2dX Fiche 30-245, 03/05/23# 6306060160 


— B30606016S Notice of violation from insp on 030227-0416. 

* Region 1; Office of Director 03/05/23 tp 18719.207 24X 

Fiche 30-243# 0 3/03/23 , 0306060160 


—6306060171 IE Insp Repts 50-245/03-06 & 50-336/03-00 on 630227-04 J 6 
Noncoffpliance noted failure to maintain reactor power 
beloM B9X uhlle eionlt-or ing core ilnoar heat rate u/ex-core 
detector monitoring sys 

SHEOLDSKViJ T. , LlPINSKI,D,R , ELBABBER. T C Region 1# Office of 
Director 03/05/21. 19pp. 10719 200. 24X Fiche 50-245.03/05/23, 

0306060160. 


0305110450 IE info Notice 63-32. "Ruptured Affl-24i Baurces Contained in 
Nell Logging Device. Bvc list end 

TAYLORiJ N Division of Safeguards & Inspection Programs (Post 
eaOiODJ 03/05/26. consolidated Edison Co, of Neu Vork, Inc 
iDSpp 10031,043, 24X Fi e h b- 50-000# 63/05/26, 0305J 10450 


6305110460 IE Info Notice 03-34# "Event Notification Info NorJrsheet ** 
Bvc list end 

JORDAN, E L, Divlslofi of Emergencv Preparedness It Engineering 
Response (Past 630103) 03/05/26 Consolidated Edison Co of New 

VorJct Inc. Il5pp 16732*065 24X Fiche 50-000# G3/05/S6. 0305110460 


6306090236 Feruards r£ Imp Repts 50-245/03-11 S# 50-336/03-13 on 
6304 17-0507. No non romp 1 lance noted, 

arARDSTECHI. R Division of Project S# Resident Programs 03/05/27 
COUNBIL. M e. Northeast Nuclear Energy Co. <suts of Northeast 
Utilities). 2pp. 10795 299, 24X Fiche 50-245# 63/05/27, 0306090236 


— B306090241 IE Insp Repts 50-249/63-11 I# S0-336/B3-13 on 630417-0507 Np 
noncompllance noted Major areas inspected. evaluati one of 
plant operati onst startup test ing, equi pment al.lgn«ents (# 
readiness# radiation protection Sr physical security 
BNEDLOSKy# J. T # LlFlN0Kf,D R, Region 1# Office of Director. 

ELSA0BER# T C, Division of Project I, Rasldsnt Programs 03/05/20. 
17PP 16795.301, 24X flchei 50-245. 03/05/27, 6306090236. 


6305110461 T£ Info Notice 63-G5, "Fuel Movement M/Contr») Rods 
Withdrawn at BWRs ^ Bvc list encj 

JORDAN# E L Division of Easrgencv Preparedness Sr Engineering 
Response (Post 030103) 03/05/31. Consalidatad Edison Co of New 

VopJt# Inc. 1 16pp. 16732 206 24X Fich# 50-000, 83/09/31, 0305110461, 


630617D39I Responds to IE Bulletin 63-03, "Ched Valve Failures in flaw 
Water Cooling 8v* of Diesel Censrators ** No check valves 
installed in loop of piping to diesel generators from sve 
watar piping. 

C0UN6IL, W. O. Northeast Nuclear Energy Ca. (subs of Northeast 
Utilities}, COUN01L, W, 0, Connecticut YanJrse Atomic Power Co 
COUNeiL,WO. Northsast Utilities 03/05/31 HURLEY# T E Region 1, 
Office of Director. 3pp. i0BBO*24O 24X Fiche, 5D-000# 03/05/31# 
6306170391. 


0306140352 Releases# for public disc lesura, B30406 technical evaluation 
rspt re resolution of outstanding issues from environ 
qualification BEHs F-ll Cr B-60 for fadlitg per 630425 util 
Itr 

CLARK, ft. A Operating fleaciori Branch 3 63/06/03. BAILEY# 1. 

Records Bervlcas 6 Facilities Branch Ip, 1B635, 001 24X 

Fiche 50-336# 63/06/03# 63061403 52 


— 03022190301 "Review of Licensee Resolution of Outstanding Issues From 
NRC Equipment Environ Oualif ieatlon SERs (F-IJ It B-60)# « 
nonproprietary technical evaluation rapt. 

TOflAN.O, J Franklin Znstitutc/Franklin Resaarch Center 
W?C -03-79- 110, TER-C52 57-467. 03/02/21. SHEMAMHKI.P NflC - Wo 

Detailed Affiliation Oivsn 669pp. 10036’ 001. 24X 

Fiche. 90-336# 03/06/03# 0306140392 


0309110464 IE Info Notice 83-36# "Impact of Bacurity Practices on Baf# 
Operatlone. " 8vc list end. 

JORDAN# E. L, Division of Emergency Preparedness U Englfieering 
Response (Post 03OJO3). 03/06/09. ConsoUdated Edison Co of New 

York, tnc U9pp. 16830.200. 54X Fiche- 50-000, 03/06/09# 8305 1 10464. 


03O623O2J5 Forwards IE Insp Rept 50-336/03-14 on 030510-20 No 
ti one omp L lance noted 

NARTIN# T T, Division of Engineering 6 Technical Pi □ grams B3/06/)0 
COUNBIL.W O Northeast Nucloar Energy Co (subs of Northeast 
Utllltias) 2pp 1094S 355 34X Fiche 50-336.03/06/10,0306230215 


— 0306230216 IE Insp Rapt 50-336/03-14 on 030310-20 No noncomp 1 m-ncr 
noted Major areas InspBcted licensee plonmng foi outage 
review of selected areas of radiation protection program 
WIHITZ#R. L # 6NANBAKy#M H Region i. Office of pirector 
63/06/08 7pp 10945 257 24X Fiche 30-336# 03/06/ J0< 0aO623O?l 5 


0305110470 IE Info Notice 03-30, "Defective Heat Gink Adhesive h 
Ssismical ly Induced Chatter in Relays Within Printed 
Circuit Cards " 8vc list end 

JORDAN# E L Division of Emergency Preparedness & Engineering 
Responsa (Post 03OiO3) 03/06/13 Consolidated Edison Co of New 

Vort# Inc ilBpp, 10920 225 24X Fiche 50-000# 03/06/13# 03051 10 17D 


0306090010 IE Info Notice 03-37, "Transformer Failure Resulting From 
Degraded Internal Connection Cables " Bvc list end 
JORDAN# E L Division of Emergency Preparedness Sc Engineering 
Responso (Post 630103) 03/06/13 Consnlidated Edison Co of Neu 

York# tnc. 243pp 18921 OOi 24X Fiche 30-000, 83/06/13# 63060900(0 


8306200307 Acic receipt of 030225 S< 04 i 5 Itrs informing NRC of steps 
taken to correct violations noted in IE Insp Repts 
50-245/03-01 it 5O-336/B3’'01 Confirms under standing that 
un litter rup tab la power supply sys was operable by 330501 
MARTIN# T T, Division of Engineering Sc Technlcol Programs. 03/06/15 
COUNSIL. W 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 2pp, 16900 164 a4X Fiche 50-245, 03/06/19# 0306200307 


— 0306800313 Responda to NRC Itr re violations noted in IE Insp 
Repts 50-245/63-01 6 90-336/83-01 Forwards info requested 
during IE serurlty insp Info withheld (ref 10CFR73 2J 6 
JDCFR2 790) 

CDUN8IL# W C Northeast Nuclear Energy Co (subs of Nortbpa»t 
Utilities). CQUN61L,W 0 Northeast Utilities 03/02/25 
HAYNES# R C Region 1# Office of Director Ip 10900 166 24X 

Fiche. 50-245# 03/06/15# 0306200307 


—0306200322 Responds to NRC Itr re violation noted in IE Insp flepts 
SO^SAS/OS-Ol & 50-336/83-01 Forwards info requested during 
IE security insp Info withheld (ref I0CFR73 21 6 
iOCFRD. 790}. 

COUN0IL#W O. Northeast Nuclear Energy Co (subs of Northeast 
Utilities) COUNBIL, W 0 Northeast Utilities 03/04/15 
ALLAN# J H Region J# Office of Director Ip 10900 167 24X 

Fiche 50-245# 03/06/19, 0306200307 


8309110473 IE Info Notice 03-40# "Need to Environmentally Qualify 
Epoxy Orouts & Sealers " Bvc list oncl 

JORDAN# E L Division of Emergency Preparedness 6 Engineering 
Response (Post 630103) 03/06/22 Consolidated Edison Co of New 

York# Inc llSpp 19021 179 B4X Fiche 50-000, 03/06/22# 6305110475 


0305110477 IE Info Notice 03-41# "Actuation of Fire Suppression Bys 
Causing Inoperability of Baf ety-Related Equipment " Svt list 
end 

JORDAN# E L Division of Emergency Preparedness 6 CnginBerlng 
Response (Post 030103) 03/06/22 Consolidated Edison Co of Haw 

York# Inc laOpp 18997 007 24X Fiche 50-000# 63/06/22, 03051 10477 


8306200414 Notifies that entire core will be off-loaded during current 
refueling outage to affect 10-yr inservice Insp program re 
tailed furl ievpact on Cycle 6 safety analyses Fuel sipping 
perforated to detect defective cladding 

CDUNBIL.W O Northeast Nuclear Energy Co (subs of Northeast 
Utilities) COUNBIL# W 0 Northeast Utilities 03/06/22 
CLARK* ft A. aperatinfl Reactors Branch 3 Gpp 19020 293 24X 

Fiche 50-336.03/06/22# 0306260414 


0306290152 Requests FR notice of consideration of issuance of amend to 
License DPfl-65 St proposed no significant haiards 
consideration & opportunity for bearing rr insp of hydroulic 
snubbers Haiards determination available in Central Files 
CLARK# ft A. Operating Reactors Branch 3 03/06/22 KREUT^ER, F. H 

Operating Reactor# Branch 3 3pp 19046 866 24X 

Fiche 50-336# 83/06/22# 6306890152 


0305110479 IE Info Notice 03-42, "Reactor Mud* Bwitch Malfunctions " 
Sve list end 

JORDAN# E L Division of Emergency Preparedness 6 Enginseririg 
Response (Post 630103 ) 03/06/23 Consolidated Edison Co of Neu 

York# Inc U6pf. 18996’242. 84X Fiche? 50-000# 03/06/23, 03051 10479 


6309110483 IE Infa Notice 03-43# "Improper Bettings of Intermediate 
Range (JR) High Flue Trip Betpointi " Bvc list end, 

JORDAN^ E, L. Division of Emergency Preparedness 6 Engineering 
Respotiee (Post 030103). 03/06/24 Consolidated Edison Co of NeM 

York- tnc, 116pp. 19046 297. 24X Fiche 50-000# 03/06/24, 03091 lO(fl 3 
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ifl Perioifit opcratihg reports L related correspondence 


0306020077 Monthly operating rcpt for Mar 1903 W/830^15 1 tr 

OlQ&OfTi J I MROCZKA, E J Northeast Nuclear Energy Co (subs of 
Northeast Utilities) MnOCZKA. C J Northeast UtiUties 03704/13 
Office of Resource Managementi Director 7pp 10691 203 24X 

Fiche 50-336i 83/04/13, 9306020077 


9 Reporfeafale occurrences, LCRs related correspondence 


0306020397 RO 83 02 on 030223, excessive levels of activity obberved in 
sample nf mussels Dose consequences evaluated for first 
□uarter 1903 by using effluent transport models No 
operational corrective actions necassaiii 

MROCZKA«L U , HERGERT, R J Northeast Nuclear Energy Ca isubs of 
Northeast Utilities) MROrZKA, □ J Northeast Utilities 03/05/24 
MURLE/, T E Region 1, Office of Director 3pp 10693 100 24X 

Fiche 50-245, 03/05/24 • 0306020397 


0306170042 LER 83-OIB/03L-0 on 030506, reac lor protection ays Channel A, 
loiii steam generator pressure bypass removal setpoints found 
out of spec Caused by instrument drift due to high 
Sensitivity to changes in input lesistance W/830602 Itr 
DESLANDE8, K D , liROCZKA, E J Northeast Nuclear Energy Co {subs of 
Northeast Utilities) OESLANDES, K D Northeast Utilities 
63/06/02 MURLEV, T E Region 1, Office of Director 2pp 
18082-223 24)! Fiche 50-336,03/06/02,0306170042 


B3Q6200LD4 Advises of QA verification of 030413 Itr re reevaloation of 
steam generator tube rupture event in support of Cycle 6 
Operation Verification confirms conclurilons 

'C0UN3IL,U 0 Northeast Nuclenr Energy Co (subs of Northeost 
Utilities) CDUNSIL,W 0 Northeast Utilities 03/06/03 
CLARK, R A Operating Reactors Dranch 3 Ip 10903 2B4 24X 

Pi Che- 50-336,33/06/03, 0306200 J 04 


B3O620O231 LLR 03-020 ongoing eddy current exams identified number of 
steam generator tubes ui/defects luhich required both steam 
generators to be placed in C-D insp categoi y Frequency of 
occurrence primarily on cold leg side 

HROCZKA, E J Northeast Nuclear Energy Co (subs of Northeast 
Utilities) MnQCZKA,E J Northeast Utilities 83/06/13 

NURLEY, T E Region 1, Office of Director Ip 19015 040 24X 

Fiche 90-336,03/06/13,0306200331 


0306230001 PNS-I-03-019 on 030616, unannounced narcotics search of site 
inltlatod 6 one marijuana cigarette found in pockotbook 
belonging to contract security uatchperson Individuals 
employment terminatsd 

HADDEN, VI , QODV, A , JOYNER, J Region 1> Office of Director 
03/06/17 Ip 18947 077 24 X Fiche 50-249, S3/06/ 1 7, 0306230001 


8306200393 Updated LER 02-'O37/O3L~l on 820902, blocking valve n-RC-403 
uauld not close Caused by Limi torque Type SMOOOG torque 
switch out of adjustment Switch readjusted & tightened 
Stroke test completed in hot standby N/U30617 Ifcr 
FOSTFR, E, R , MROCZKA, E J Northeast Nuclear Energy Co (subs of 
Northeast Utilities) MROCZKA, E J Northeast Utilities B3/06/17 
HURLEY, t E Regipn I, Office of Director 2pp 19001 316 24X 

Fiche 50-336, 03/06/17. 0306200353 


0306200430 LER 03-O19/O3L-O on 030520, fallowing reactor trip from 40X 
power, survei llance testing indicated activity of greater 
than 1,0 uCi per gram dose equivalent 1^131 in primary 
coolant Caused by degraded fuel pins N/030610 Itr 
BORCHERT, R i MROCZKA, E J Northeast Nuclear Energy Co Csuhs of 
Northeast Utilities) MROCZKA, L J Northeast Utilities 03/06/lB 
MURLEViT E Region i. Office of Director 3pp 19010 33/ 24X 

Fiche 50-336, 03/06/16, 8006200430 


V Operator Examinations 


8306140231 Extends invitation to attend 030627 meatlng in King of 
Prussia, PA to discuss transfer of reactor operator 
licensing function from Bethesda,MD to Region I ofe 
STAROSTECKl.R Division of Project h Resident Programs. 83/06/09 
COUNSIL.tl 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 2pp. 10032.351 a4X Fiche 50-336,03/06/09,8306140231 


DOCKET S0-33B NORTH ANNA POWER STATION, UNIT 1 


F Security, medical, emergency It fire protection plans 


33060003^25 Application for amend to Licenses NPF-4 Ic NPF-7f cheng Ing 
Tech Specs to revise audit frequencies for emergency 8< 
security plans to once svery 12 months Rev consistent w/ 

Generic Ltr 02-23 

STEWART, W L Virginia Electric «, Power Co 02/11/22 DENI ON, H R 

Office of Nuclear Reactor Regulation, Director, CLARK, R A 
Operating Reactors Branch 3 3pp 10771 094 24X 

Fiche 50-3301 62/11/22, 0306080225 


— 8306080220 Proposed Tech Spec change revising audit frequencies for 
emergency & security plans to once every 12 months 
e Virginia Electric U Power Co 02/1I/S2 4pp 10771 097 24X 

Fiche 00-330, 02/1 1 /22. 8306000225 


9306160399 Clarifies position on App R requirements re fixed fire 
suppression sys Installed standp i pe, h ose rac k, portab 1 e 
equipment ;< Halun 1301 sys provide adequate fire protection 
STEWART, W L VliQlnia Eloctric 8, Power Co 03/06/13 DENTON, H R 
Office of Nuclear Reactor Regulation, Director CLARK, R A 
Operating Reactors Dranch 3 Jp 18059 311 24X 

Fiche 50-330.03/06/13.0306160399 


O Adjudicatory correspondence 


0306150422 MemDrandum discussing two issues briefed by appl leant, for 
A9L0 A8LD has jurisdiction to consider health & safety 
impacts 6 reasonably forseoable environ impacts of 
transshipment of spent fuel prom Surry to North Anna 
WOLFE, S J , KLINE, J R Atomic Safety and Licensing Board Panel 
03/06/10 9pp 1B047 109 24X Fiche 50-338,03/06/10,8306150482 


P Operating license stage documents tt correspondence 


0306080225 Application for emend to Licenses NPF-4 h NPF-7, changing 
Tech Specs to revise audit frequencies for emergency & 
security plans to once every 12 nonths Rev consistent w/ 

Generic Ltr 02-83 

STEWART, W L Virginia Electric 8c Power Co 82/11/28 DENTON. H R 
Office of Nuclear Reactor Regulation, Director CLARK, R A 
Operating Reactors Branch 3 3pp 13771 094 B4X 
Fiche 50-338,02/11/22,0306080225 


— 8306080280 Proposed Tech Spec change revising audit frequencies for 
emergency h security plans to once every 12 months 
a Virginia Electric 6 Power Co 02/11/22 4pp 16771 097 24X 

Fiche 50-339, 08/11/22, 0306000233 


9306030067 Forwards synopsis of issues to resolve conformance 
w/NVRE0'061S ro control of heavy loads (Phase I) It draft 
technical evaluation rept, 

CLARK, R A Operating Reactors Dronch D 03/05/1? STEWART, W.L 
Virginia Electric h Power Co I3pp 18733 811 24X 

riche 50-339,03/05/17,0306030067 


— 6306030070 “Control of Heavy Loads (C-10), Vlrg Inia Electric Power Co, 
North Anna Power Bkatlqn Onlts 1 ht 8, ” draft technical 
evaluation rept 

BOMDERGERjC R , VOSDURY.F W , aAFlGFNT, I H Franklin 
Institute/Franklin Research Conter NRC-03-01-130 
TER-C 9506-372/373 DR 03/02/22 NRC - No Detailed Affiliation 
Given 25pp. 10733 284 84X Flchc 50-33B« 03/05/17, 0306030067. 


03OA14O2OB Application for amend to Licenses NPF-4 h NPF-7, adding addl 
accident manlturing instrumentation S< instrumentation for 
detection of inadequate core cooling per requirements of 
NURE0‘'0737. Items II F 1 h II P 2 

BTEWARTiW L Virginia Electric %t Power Co B3/06/D3 DENTON, H R. 
Office of Nuclear Reactor Regulation, Director CLARK.R A 
Operating Reactors Branch 3 4(ip 10D41 169 84X 

Fichu 50-330,03/06/03,0306140200 


— 8306140822 Proposed changes to Tuch Bpecs adding aridi accident 
monitoring instrumentation Instrumentation for detection 
of inadequate core cooling per requirements of NUREG-0707, 

Items II F 1 h II F 2 

« Virginia Electric Power Co 03/06/03 28pp 10041:169 24X 

Fiche 50-338,03/06/03,0306140209 


9306150516 Advises of refund of feus re 821217 application to amend 
Licenses NPF-7 U NPF-4 proposing radiological effluent Tech 
9pec changes 

MILLER, W.O License Fee Monagement Dranch 03/06/07. BTEWART, W. L 
Virginia Electric & Power Co ip. I0B94 359 84X 

Fiche' 50-330, 93/06/07, 0306150516. 


0306160405 Rasponds to 0301)1 Hr U safety evaluation re possible 
avervoltage on motor control ctr contactor coils 6 
resolution of motor valve reratJng Test results h schedule 
for overvoltage problem will be submitted by 040131 
STEWART, W L Virginia Electric tt Power Co 03/06/07 DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director CLARK, R A 
Operating Reactors Branch 3. Spp> 18060 031 24X 

Fiche* 50-330, 63/06/07, 03O616O4OB 


9'306160249 Suppl to application for amend to Licensas NPF-4 8< NPF-7, 
providing Tech Specs for NUREO-0737, Item 11 B 1, "Reactor 
Vessel Head Vent. “ No addl Ucenso amend fee required 
BTEWART, W L. Virginia Electric 6 Power Co 93/06/09 DENTON, H R 
Office of Nuclear Reactor Regulation, Director CLARK, R. A, 
Operating Reactors Branch 3 2pp 10061 811. 24X 

Flcba* 30-338,83/06/09,0306160249 
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— 83(7&160S^6 TbcIi Spiecs re NUWEG”0737i 1 tern II B I4 "Ueactpr Vessel Kearf 
Vent ** Discussion of proposecf Tech !7pec chanc* also enci 
» Virginia Flecfcric 6 Power Co 63/06/09 ilpp 108*1 2H SnX 
FI Che 50-338. 83/0* /09. 0306160249 


B3062703I4 Foruartis addl info re 8208S0 applicaiion for amend to 
Licenses h(PF-4 & MPF”?! alloulns installation fr use of 
neutron ebsorber spent fuel storage racks in poo|>per NRC 
request 

STEWARTfW L Virflinla Electric «c Ppwer Co 83/06/ 16 DENTON, H 8 
Office of N^JcIear Reactor Regulation. Director^ CLARKi R A 
Operating Reactors Oranct 3 3pp 10988 036 24X 

F 1 ch e 50-330. 83/06/ 1 6. 830637021 4 


6306300S40 Forwards revised environ qual i f ica tlon fflaster listi 
OTlginaHv submitted by 830520 resporisr to lOCFR 50. Paragraph 
SO 49{gl re environ qualification of sof ety-related 
electrical equipment, 

STElfARTtU L Virginia Electric *t Power Co, 83/06/22 OENTaNi H D 
Office of Nuclear- Reactor Regulation! Director CiARKaJl A 
Operating Reactors Drench 3 3pp 19125 295 24X 

F i c h 9 50-3301 B3/0 6/22. 8306300340 


B3D6300096 Advises of potential source of operator error resulting from 
fiagan process controller mod. Design change will instituted 
tn fllnlnate "Inverse acting"" feature of cantroller find will 
be performed during refuel Ing outage 

flTEWART.H L Virginia Electric 8f Power Co 83/06/27 DENTON# If R 
Office of Nuclear Reactor Regulation. Director CLARK. R A 
Operdtitig Reactors Dranch 3 4pp J"9i2i,036 34X 

Fi che^ 50-338. 83/06/27. 8306300096 


Oi Inspection reportsi t£ Bulletins if correspondence 


8306140596 Co-nfirnte mgt neetltig an 830217 In Rl chmondi VA to review 
results of first phase of annual appraisal of regulatorg 
performance Proposed meeting agenda end 

LEWI81R C Division of Project If Resident Programs 83/02/08 
STEWART. H L Virginia Electric *< Power Co 3pp. 18834^217 24X 

Fichs: 50-000. 83/02/ 00. 8306140556, 


9306140608 Forwards IE Insp Repts 50-339/83-08 fc 80-339/83-08 on 
830306-0405 No noncompliance noted 

DANCE. H C Division of Project 6 Resident Programs 83/05/17 
STEWART. W L Virginia Electric l« Power Co 2pp 10834 341 24X 

FI Che, 90-339. 03/09/17. 8306140608 


—8306140647 lE Insp Repts 50-338/83-00 & 90-339/83-08 on 830306-0409 No 
nonconpt iance noted Major areas inspected surveillance I. 
malnt activl ties. LERs. f ol lowup of previously identified 
Items. IE bulletin followup 4r plant operations 

ffHVHLOCK. M,fi Region 2. Office of Director JULIAN. C Division 
pf Project l( Resident Programs. 83/05/16 Bpe. 18834,343, 24X 

F 1 C be ; 50 -338. 83/05/ 1 7. 8306 140608 


8306140641 Forwards IE Insp Repts 50-338/83-10 & 50-339/03-10 on 
830411-14 <r 21-22 Np noncomp I lance noted 

DANCE.H. C Division of Project 4c Resident Programs G3/0S/17 
STEWARTcM L Virginia Electric in Power Co 2pp 10833 873, 84X 

F 1 che ‘ 90-000 , 80/09/ 17. B3061 4 064 1 


'-B306140652 IE Insp Hepti 50-330/03-10 it 50-339/B3-10 on 030411-14 It 
Si-fi? No Tioncompl lance noted Major areas inspected ’ inservic e 
imp data review V evaluation & observation of steam 
jemratpr tub* *ddy current insp 

ECDN0I103.N. Region 3, Office of Director BLAKE.J! J, Division of 
Enginserlng b Radiological Safety Programs. 03/05/05 9ap. 

1 8833 *875 24X F 1 c h e ' 50-330. 83/05/ 1 7. B3061 40641 


9305110458 IE Info Notice 83-32. "Ruptured Am-241 Sources Contained in 
Hill Logging Device " Sve list enci 

TATLOR.J.M Division of Safeguard# 6 Inspection Pragraeis (Post 
830103). 83/05/26 Consol idatid Edison Co of New Verb. Iitc 
iSSpp 188311043 24X Fiche 50-000, 83/05/26* 8305 U 0458 


8309110460 IE Info Notice 03-34. "Event Notification Info Horbsheet, " 
Syc list *ntl. 

JORDAN. E L, Division of Emergency Preparedness Ii Engineering 
Reiponie (Post 030103) 03/05/26 Consolidated Edison Co of New 

York. Inc. It9pp. 10732.085, 24X FI c be: 50-000. 03/09/26, 03091 10460 


esOMlWl IE Info Notice 03-39. ^'Foel Movement W/Control Rods 
Withdrawn at BWRs. " five list end 

^DAN.E.L Division of Emergency Preparedneii it Engineering 
Response (Poll 830103), 83/09/3J, Consolidated Edison Co, of New 

Yorb. Inc. 116pp, 187325206 24X FIche, 50-000, 03/05/31. 03051 10461. 


8306290331 Forwards response to IE Bulletin 03-00. "Cheeb Valve 
Failures sn Raw Water Cooling fcys of Diesel Oonerator& " 

Sorrg has no valves in emeigencij diesel gorterator cooling 
#V3 capling water sys not uced at North Anna 

STEWART.W L Virgsoifl Electric tc Power Co 83/06/08 O'REILLV.JP 
Region 2". Office of Director 3pp I'/OSS 303 JAX 
Fiche 50-000. 03/06/08. 8306290331 


630’S110464 IE Info Notice B3-36. "Impact of Security Practices on Safe 
Operation# " Gve list end 

JORDAN) E L Oi vision of Lmeigency Preparedness & Fnginopring 
Response (Post 030103) 83/06/09 Consol Idated Edison Co of Mr* 

York. Inc Il9pp 18830 200 24X Fic ho 50-000. 03/06/0?. 0305)1046^ 


9305110470 IE Info Notice 83-38. "Defective Heat Sink Adhesive I. 
Seismically induced Chatter in Relays Within Printed 
Circuit Cards '* Sve list end 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 83/06/13 CenBoJldatod Edison Co of 

York. Inc JlOpp 18920 225 24X Fi che 50-000. 83/06/13. Q3051 10470 


9306090010 IE Info Notice 83-37. "Transformer Failure fiestilting Froa 
Degraded Inter'nal Connection Cables " Sve list end 
JORDAN. E L Division of Emergency Preparedness ft Enalneariiig 
Response (Post Q30IO3) 83/06/13 Consolidated Edison Co of Neu 

York, Inc 243pp 18921 001 24X Fi c h 0 50-000. 03/06/ 1 3. 030609001 0 


0306298383 Ac k receipt of 830527 Itr informing NRC of steps token to- 
correct violafclonB noted in IE Insp Repts 50-338/a2-a5 & 
50-337/82-25 

LEWIS. R C Division of Project it Resident Programs G3/06/I7 
STEWART. 14 U Virginia Electric 1. Power Co Ip 19055 29/ 24X 

Fiche 50-330. 03/06/1 7. 8306290303 


*8306290307 Forwards response to NRC 6P0D06 Itr re violations noted in 
IE Insp Repts SO-330/83-25 8. 50-339/82-25 Corrective 
actions procedure w/valve lineup sheet 6 sys sketch 
provided Personnel surveyed to Identify necessary controls 
STEWART. H L Virginia Electric & Power Co 83/05/27 
O'REILLY. J P Region 2. Office of Director 5pp J9055 290 24Jf 
Fiche 50-338.03/06/17,8306290383 


8305110470 IE Info Notice 03-40. "Need to Environmentally Oualify 
Epoxy Grouts 6 Beeler# " 0vc list end 

JORDAN, £ L Division of Emergency Preparedness t. Englnoorino 
Response (Post 030103) 83/06/22 Consolidated Edison Co of Vfu 

York, Inc USpp 19021 179 24X Flrhe 50-000. 03/06/32. 83051 10(75 


8305110477 IE Infa Notice 83-41. "Actuation of Fire Suppmsslort Oys 
Causing Inoperability of Safety-Related Equipment " Sve list 
enct 

JORDAN, E L Division of Emergency Preparedness & Enqlneerlng 
Response (Post 830103) 83/06/22 Consolidated Edison Co of Nee 

York, Inc 120pp 10997 007 24X Fiche 50-000.03/06/22.0305110477 


8305110479 lE Info Notice 83-42. "Reactor Mode Switch Malfunctions 
8vc list end 

JORDAN. C L, Division pf Emergency Preparedness it Engineering 
Response (Post 030103) 83/06/83 Consolidated Edison Co of Niw 

York. Inc 116pp 18996 242 24X Fiche 50-000. 83/06/23. 83051 10479 


8305110403 IE Info Notice 03-43. "Improper Settings of Intermediate 
Range (IR) High Flui Trip Setpoints " 8vc list end 
JORDAN. E.L Division of Emergency Preparedness & Engineering 
Responsn (Post 030103) 83/06/24 Consolidated Edison Co Of 

York, Inc. Ii6pp. 19046 297 24X Fiche 50-000. 03/06/24. 03051104^3 


R Periodic operating reports tc related correspondence 


8306020092 Monthly operating repts for Mar 1983 W/a30414 Itr 
STEWART, ML , SCHMITENDDHF. 0 Virginia Electric 8c Power Co 
03/04/05 lOpp 10691 177 24X Fiche 50-338. 03/04/05. 0306020092 


0306160532 Monthly operating rept® for Apr 1983 W/8305i3 Itr 
SCHMITENDORF, 0. Virginia Electric it Power Co 83/05/02 
WALLER. N M Office of Resource Management, Director lOpp 
10064 034- S4X Fiche 30-330.03/03/02,8306160532 


S Reportable occurrences, LERs & related correspondence 


93060702B1 LEW 03-028 /03L-0. on 030507. inside containment reclre ulatian 
spray pump J-RS-p-lB tripped during surveillance testingt 
Caused by faulty D phase overcurrent device in breaker 
Replacement breaker installed W/830525 Itr 

HARRELL, E W Virginia Electric it Power Co 83/05/25 O'REJLLV, JP. 

Reglun 2. Office of Director 4pp 18741 101 24X 

Fiche, 30-33B. 83/05/25. 8306070281. 



DOCKETED ITEMS 


196 


0306070173 LER 83-029/03L-0 t>n Q30509i f o 1 1 ouing raplrf rampdoimi from 
100«< to pauorj 1-131 dooo equivalent exceeded 1 0 uCi/g 
Caused bg unidentified fuel element defect worsened by 
p Dst-rampdaun conditions Sampling increased W/630526 Itr 
HARRELL. E W Virginia Electric 8< Power Co 03/05/26 O'REILLY, J F' 
Region 2, Office of Director 4pp 18736 333 24X 

Fiche 30-330,03/05/26. 0306070173 


0306090137 LER B3-017/03L-0 on B30516, while in Mode 1. individual rod 
position Indication for control bank B rod 0-10 deviated 
from group demand position Caused by detector & signal 
conditioning card drift W/030601 Itr 

HARRELUeE R Virginia Electric «< Power Co 83/06/01 Q'REILLV, J P 
Region 2, Office of Director 2pp 10792 254 24X 

Fichfl 50-330103/06/01,0306090137 


8306090158 LER 03-Oa7/O3L-O on 030505, one header <42 bottles) of 
control room bottled air pressuriiod sys found to have lower 
than required pressure (2,290 vs 2,300 psig) Probably caused 
by leakage when compressor malfunctioned W/G30601 Itr 
HARRELL, E g Virginia Electric & F«ower Co 63/06/01 0 'REILLY, 0 P 

Region 2, Office of Director 3pp 10809 199 24X 

Fiche SO -'3301 83/06/01, B306090 150 


8306090310 LER 03-O3O/O3U-O on 830511 , containment personnel hatch inner 
door failed leakage surveillanre test Caused by dirt 
accumulating on inner door seol during containment entries 
prior to test 

HAFlHELLrE U Virginia EUctiic I, Power Co 03/O6/OJ O'F^CJLLY, J P 
Region 2, Office of Director 2pp 10795’ 175 24X 

Fiche 50--330, B3/06/01, 0306090318 


0306200232 LER B3-054/03L-0 on 030517, engineering review of oteam 
driven auxiliary feedwater pump periodic tests revealed 
pump bearing temps not being measured in accordance u/ASME 
XI IWP requirements W/930609 Itr 

HARRELL, E W Virginia EUctriC U Power Co 03/06/09 O'RbllLY, J P 
Region S, Office of Director 4pp 10902 331 24X 

riche 5O-330, 03/06/09, 0306200232 


0306270104 LER 03-040/03U-0 on 830603, w/unit at tOOX power, Fire Door 
871-19 would not close w/o assistance Caused by reclosure 
rncchanism out of adjustment Mechanism readjusted Design mods 
to fire door being investigated M/B30615 Itr 

HARRELL, E W Virginia Electric & Power Co 83/06/15 Q'REILLY, J P 
Region 2, Office of Director 2pp 10900 143 24X 

riche 50-330,03/06/15,8306270104 


8306270366 LER 83-041 /03U-0 on B30606, following reactor trip from iOO)i 
power, 1-131 dose equivalent exceeded 10 mCi/g Caused by fuel 
element defect in reactor core Accelerated sampling 
frequency implemented U/8D0615 Hr 

HARRELL, E ig Virginia Electric 8, Power Co 83/06/J 5 O'REILLV, J P 
Region 2, Office of Director 4pp 10993 199 24X 

Fiche 50-3301 83/06/ 1 5, 8306270366 


8306270430 LER Q3-032/D3L-0 on 030521, during Mode 1 operation, 
containment tamp rose to greater than 105 F for 30 minutes 
Caused by malfunctioning mechanical chiller Bteam jet 
chiller aligned to containment cooling coils kF/B306l5 Itr 
HARRELL, E W Virginia Electric !c Power Co 83/06/15 □'RE11LY,J P 
Rogion 2, Office of Director Spp 24X Fiche 50-330,83/06/15, 
8306270430 


8306280568 LER a3-033/03L-0 on 830523, w/Uni t 2 in Mode 5, pressurl i«r 
PDRV PCV-2455C lifted three times to mitigate RC0 pressure 
transient caused by inadvertent SI actuation Caused by 
Inadequate Instrumentation procedures H/B306I5 Itr 

HARRELL, C W Vilglnia Electric 4, Power Co 03/06/15 □"REILLY, J P 
Region 2, Pffice of Director 4pp 19017 314, 24X 

Fiche SO-330, 03/06/ 1 5, 0306200068 


8306300020 LER 83-035/03L-0 on 830528, following rapid rampdown from 
lOD'A to OX power, 1-131 dose equivalent exceeded Tech Spec 
limit Level returned to limit within 12 h Caused by fuel 
alemani defect in reactor core W/e30621 Hr 

HARRELL, E H Virginia Electric Power Co 83/06/21 □"REILLY, J V 
Region 2, Office of Director 4pp 19120 230 24X 

Flcha 50-330,83/06/21,8306300020 


V Operator Examinations 


0306240261 Advises that no reasonable basis exists to reverse denial of 
application for operator license Applicant for operator 
license entitled to request hearing on denial of License 
Rcapp 1 i cation permitted as of 830622 

BURNS, S Q Regional Operations 8, Enforcement Division B3/06/08 
TIBLIB.D 0 Virginia Electric «, Power Cp. 2pp 10900 144 84X 

Ficha 50-330, 83/06/08, 8306240261 


DOCKET 50-339 NORTH ANNA POWER STATION. UNIT 2 


F Security, medical, emergency ^ fire protection plans 


8306080225 Application for amend to Licenses NPF-4 6 NPF-7 j changing 
Tech Specs to revise audit frequencies for emergency Ic 
security plans to once every 12 months Rev consistent w/ 

Oenerlc Ltr 82-23 

STEWART, WL Virginia Electric «, Power Co 02/11/22 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 3pp 18771:094 
24 X Fiche 50-338.02/11/22,0306000225 


— B3060BD228 Pioposed Tech Spec change revising audit frequencies for 
emergency t, security plans to once every 12 months 
a Virginia tlccfcric «, Power Co 82/1 1/22 4p p 10771 097 24X 

Fiche - 50-330, 02/1 1/22, 8306000225 


8306160399 Clarifies position on App R requirements re fixed fire 
suppression sys Installed standp ipa. hose rack, portable 
equipment & Halon 1301 sys provide adequate fire protection 
STEWART. W L Virginia Electric 6 Power Co 83/06/13 DENTON, H R 
Office of Nuclear Reactor Regulation, Director CLARKrR A 
Operating Reactors Branch 3 Ip 10859,311 24X 

Fiche 50-338,03/06/13,5306160399 


0 Adjudicatory correspondence 


8306150422 Memorandum discussing two issues briefed by applicant, for 
ABLB ASLB has jurisdiction to consider health 8c safety 
impacts 8< reasonably forseeable environ Irhpactt of 
transshipment of spent fuel from Barry to North Anna 
WOLFE, S J . KLIHE, J R Atomic Safety and Licensing Doard Panel, 
83/06/10 9pp 1BG47 109 24X Fiche 50-338.83/06/10,8306150422 


P Operating license stage documents k correspondenco 


8306080225 Application for amend to Licenses NPF-4 6 NPF-7, changing 
Tech Bpecs to revise audit frequencies for emergency 8c 
security plans to once every 12 months Rev consistent w/ 

Generic Ltr 82-23 

STEWART, WL Virginia Electric k Power Co 02/11/22 DENTON,M,R 
□ ffice of Nuclear Reactor Regulation. Director, CLARK, R A, 
Operating Reactors Dranch 3 3pp 10771 094 24X 

Fiche 50-330. ©2/11/22, B3060D0225 


— G3O6O0O22G Proposed Tech Spec change revising audit frequencies for 
emergency I, security plans to once every 12 months 
e Virginia Electric 8, Power Co 82/11/22 4pp 10771 097 24X 

Fiche 50-336, 02/1 i/22, 83060802P5 


0306030067 Forwards synopsis of issues to resolve conformance 
uj/NVRCO-0612 re control of heavy loads (Phase I) k draft 
technical ovalitation ropt 

CLARK,© A Operating Reactors Drench 8 03/05/17 STEWART, M L. 

Virginia Electric Si Power Co I3pp 10733 211 24X 

Fiche; 50-330, 03/05/ 17 • 0306030067 


—8306030070 "Control of Heavy Loads (C-1 0), Virg inla Electric Power Co. 
North Anna Poupor Station Units 1 & 2, " draft technical 
evaluation rept 

e0MBER0ER,C R , VDSnURV,F W , SARGENT,! H Franklin 
Insti tute/Frank 1 In Research Center Nnc-O3-0l-13O. 

TER-C 5506-372/373 DR 83/02/22 NRC - No Detailed Affiliation 

Oivon 25pp 18733 224 24X Ficho 50-338,03/05/1710306030067 


B30614020B Application for amend to Licenees NPF-4 & NPF-7, adding addl 
accident monitoring Instrumentation & instrumentation for 
detection of Inadequate core cooling per requiraments of 
NUREO-0 737, Items II, F. 1 k II T 2 

STEWART, M L Virginia Electric 8, Power Co. 03/06/03 DENTON, H fi 
Office of Nuclear Reactor Regulation, Director ClARK.R A. 
Operating Reactors Dranch 3 4pp 10841 165 24X 

Fiche. 50-330, 03/06/03. 0306140208 


--S306140223 Proposed changes to Tech Specs adding addl accident 
monitoring instruatentation 8< Instrumentation for detection 
of inadequate core cooling per requirements of NUREG-0737, 

Heme II F 1 8, II F 2 

e Virginia Electric 8, Power Co 83/06/03 22pp 18B41;169 24X 

Fiche * 50-33B, 83/06/03, 0306140200 


0306150516 Advises of refund of fees re 0S1217 application to amend 
Licenses NPF-7 b NPF-4 proposing radiological effluent Tech 
Spec changes 

MILLER, WD License Fee Management Dranch 03/06/07 STEWART, W,L, 
Virginia Electric 8c Power Co Ip 10B54 359 24X 

Fiche 50-330. 83/06/07.0306150516 
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Ba'961^040& R«5ji(ind'6 tn G30111 Hr & tvaluatlan re possibJo 

o-Vffrvoltage on motor control c tr contactor coils tt 
reaoiutian oP motor vaJve reratinBi results it schedule 

for overvo]ta[>e prohlsni ulll be submitted by 640131 
STEWART, W L Virginia Electric ft Power Co B3/(>&/07 DENTON. H tt 
Office of Nuclear Reactor Regulation, Director CLARK. R A 
Operating Reactors Broncli 3 ?pp IRG&O 03£ 24X 

F i c h e . 5 0-330. 63/06/07, 03O&lfiO4 05 


6306-160249 8uppl to application for amenrf to Licenses NPF-4 ft NPF-7. 
providing Tech 8pec* for NDRE0-'0737i 3 tern II R I, ''Reactor 
Veiiel Heaif Vent ” No addJ license amend fee rettuired 
87EWART.W L Virginia Electric ft Power Co 83/06/09 D£M10N,H H 
Office of Nuclear Reactor Regulation. Director Ct-ARK, R A 
Operating Reactors HraAch 3 2pp 18661 2Ji 29X 
Fi cJie 9 0-3 33, 03/06/09, 0306160249 


— 6306160266 Tech Specs re NUREG-0737, Item II 0 1, "ReactoT Vessel Head 
Vent " DlscuBslan oF proposed Tech Spec change also end 
» Virginia Electric ft Power Co. 03/06/09 1 1 pp 10661 214 24X 

F 1 1 h e 50-330, 03/06/09 , 6306 1 60249 


G3i06290S?6 Discusses status of License Condltian 2 C(4}(d re 
replacement of wide ft narrow range resistance temp detectors 
in RC8 Btatus of vendor repair, redesign or provisions for 
obtaining resistance temp detectors reguested, 

CLARK.R.A Operating Reactors Branch 3 63/06/15 STEWART. U L 

Virginia Electric ft Power Co. 3pp 19046 122 24X 

F 1 C h e- 50 -339. 6 3/06/ 1 5, 0306290296 


6306S90302 Advises that stipulation ft implementation as specified in 
License Condlti-on S CflO) re containment bacNp overcurrent 
protection sys complete 

CLARK, 6 A. Operating Reactors Oranch 3 03/06/15 STEWART, W L 

Virginia Electric ft Power Co Spp 19046 125 24X 

Flche 30-339. 03/06/15. 0306290302 


6306270214 Forwards addl info re 020620 application for amend to 
Li cent as NPF-4 ft NPF-7* a 1 lowing installation ft use of 
neutron absorber spent fuel storage racks in pool, per NRC 
reiuett, 

8TEWART,WL Virginia Electric ft Power Co 63/06/16 DENTON, R R 
Office of Nuclear Reactor Regulatipn. Director CUARK.R A 
Operating Reactors Branch 3 5pp 16908 036 24X 

F i C be 50-330. 03/06/16, 03062702 1 4 


6306300240 Forwards revised environ ^uai i f icati on master list, 
originallv submitted by 630580 response to 10CFR50* Paragraph 
S0.49igJ re environ qualif i cation of sa fety-related 
elsctrical equipment. 

BTEhfART, |4L Virginia Electric ft Power Co 03/06/82. DEWTON.H H 
Office of Nuclear Reactor Regulation, Director CLARK, R A 
Operating Reactors Branch 3 3pp 19122 295 24X 

Ft Che. 90^336, 63/06/22.0306300240 


— 6306140652 IE Insp Repts J8/63-10 ft 50-339/83-10 on 6304 J 1 ~t4 ft 

31—23 No nofic ornp 1 lance noted Major areas Inspected inservlce 
insp data review ft evaluation ft observatipn of stDam 
generator tube eddy current intp 

ECONOMOS, N Region 2, Office of Diicctur DLAKF, J J Division of 

Eng i neer 1 iig ft Rod io log i ca I Safety Piogiams 63/05/05 9pp 

16033 275 24 X Flche 50-336, 03/05/ 1 7. 03061 4064 1 


9305110456 IE Info Notice 03-32, "Ruptured Am-'341 Sources ContainDd in 
Welt Lugging Device " Sve list end 

TAVLDR, J M Division of Safeguards ft Inspection Programs <Fd«1 
630103) 63/05/26 Cdncti 1 i dated Edison Co of New Yoi k, Inc 
I35pp lB03i 043 24 X Flche 50-000.03/05/26,0305110450 


6305110460 IE Info Notice 83-34, "Event Nut i f icatian Info Warlaheet " 
Sve list ent 1 

JORDAN, E L Division of Emeigency Preparedness ft Engineering 
Response (Post 630iO3> 83/05/26 Cnnso 1 i dated Edison Co of Ni-u 

Vark. Inc llSpp 18732 085 24X Fic he 50-000,63/05/26.0305110160 


6305110461 IE Info Notice 03-35, "Euel Mcivcment W/ControJ Rodp 
Mithdrawn at DMRs " Sve list end 

JORDAN, E L Division of Emergency Preparedness ft Engineering 
Response (Fast 630103) 03/05/31 Consolidated Edison C-o of New 

Vark. Inc 116pp 18732 200 ?4X Fiche SO-000. 83/05/31. 03051 10461 


0306290331 Foruiards response to IE Bulletin 03-08, ''Check Valve 
Failures in Raw Nuter Cooling Eys of Diesel Oencraturs " 

Surry hae no- valves in emergency diesd generator cooling 
«ys Raw cooling water sys not used at North Anna 

ETEWART,W L Virginia Elec tilt ft Power Co 03/06/00 O'RLIILV.JE 
Raqion a, OfFica of Director 3pp 19055 303 24X 

Fi Che- 50-000, 03/06/00, 0306290331 


9305110464 IE info Notice 03-36, "Impact of Security Practices on Safe 
Operations " Sve list enc 1 

JORDAN. E L Division of Emergeticy Preparedness ft Engineering 
Response (Post 030103) 03/06/09 Consolidated Edison Co of New 

York, Inc 119pp 16630 260 24X Fichc 50-000, 03/06/09. 63051 10464 


0305110470 IE info Notice 63-38, "Defective Hedt Sink Adhesive ft 
Seismically Induced Chatter in Relays Within Printed 
Circuit Cards " Qvc list enc) 

JORDAN, E L Division of Emergency Preparedness ft Engineering 
Response (Post 030103) 63/06/13 Consolidated Edison Co op Nee 

York, rnc I IDgp 16920 S2D 24X Ficho 50-000,83/06/13,0303110470 


0306090010 IE Info Notice 83-37, "Ti aiis for mor Failure Resulting Froa 
Degraded Internal Connection Cables " Dve list end 
JORDAN. E L Division of Emergency Preparedness ft Engineering 
Response (Post 630103) 63/06/13 Consolidated Edison Cn of 

York. Inc 843pp 10921 001 24X Tie he 50-000,83/06/13.63060900)0 


6306300096 Advises of potential source of operator error rosultlng from 
Kagan process controller mod Design change sflll instituted 
to ellAinete "inverse acMng" feature of controller Mod will 
be perPoroied during refueling outage 

STEWART, ML Virginia Electric ft Power Co 63/06/27 DENTON, H R 
Office of Nuclear Reactor ftegula tl on. Director CLARK.R A 
Operating Reactors Sranch 3 4pp 19121<03& BAX 
Flche: 50-336. 63/06/27, 8306300096 


0, Inspection reports. IE Dulleiins ft correspondence 


0306140556 Conflrmi mgt meeting on 630217 in ftIcJimondj VA to review 
results of first phase of annual appraisal of regulatory 
performance Proposed meeting agenda end. 

LEW16, R C, Division of Project ft Resident Programs, 63/02/00 
STEWART. W.L Virginia Electric ft Power Co 3pp 10634 217 24X 

Flche SO-OOOi 63/02/06. 6306140556 


8306140606 Forurards IE Insp Repts 50-336/03-06 ft 50-339/03-00 on 
830306-0405 No noncompliancr noted 

DANCE, H C, Division of Project ft Resident Programi 03/03/17 
aTEWAfiT,WL. Virginia Electric ft Power Cu 2pp. 10034*341. 24X 

F 1 c h e ; a 0-336. 63/03/ 1 7, 0306 i 4 0600. 


— 8306140647 IE Irisp Repts 50-330/83-00 ft 50-339/63-06 on 030306-0405. No 
noncojipl lance noted, Major areas Inspected lurveillance ft 
maint activities, LERs, fql lowuf of previously identified 
items, IE bulletin followup ft plant operations, 

SHYMLOCK.M 8 Region 2, Office of Director, JULIAN. C Division 
of Project ft Resident Program* 63/05/16, epp I8B34'343 24X 

Flche; 50-336. 03/05/17, 6306 140600 


Repts 50-336/03-10 ft 50-339/63-10 on 
830411-14 ft 21-22. No noncomp lienc e noted 

m'. Project ft Resident Programs B3/05/I7. 

STEWART. W L Virginia Electric ft Power Co. 2»p ia033'273. 

F £ c h e ‘ 50-336. 63/05/ 1 7 r 6306 1 4664 1. 


24X 


9306290303 Ack roceipt of 83052/ Iti informing NRC af steps taken to 
correct violations noted in IE Insp Repis 50-336/82-25 ft 
90-339/63-25 

LEWIS, R C Division of Projert ft Resident Program* 83/06/17 
STEWART.M L Virginia Electric ft Pouct Co Ip 17055 297 P4X 
Ficho SO -330, 03/06/ 17. G306S90'JB3 


•"“6306990367 Forwards response to NRC 620006 Itr re vlelotlons nokerf in 
IE Insp Repts 50-336/82-25 ft 50-339/0«'-a5 Correct ive 
actions procedure w/valve lineup sheet ft sy* sketch 
provided Personnel surveyed to identify necessary controls 
STEMART, W L Virginia Electric ft Power Co 03/05/27 
O'REILLY, J P Region 2, Office of Director 5pp 19055 S9D 84X 
Fiche 50-308, 83/06/17, 8306990303 


6306&90066 Advises that requirements of License Condition S C(J7j re 
low pressure turbine inservlce insp met Rept requested re 
identification of cause of low pressure turbine disc 
crack ing 

CtARK.R A Operating Reactors Branch 3 03/06/20 STEWART, W L 

Vlrglnio Electric ft Power Co 3pp 19046 170 24X 

Fiche* 50-339, 03/06/20, 6306290006 


8305110475 IE Info Notice 03-40, "Need to Environmentally Dual 1 f y 
Epo^ty Orouts ft Sealers " 8vc list end 

JORDAN. E L Division of Emergency Preparedness ft EnginecrlnB 
Response (Post 030103) 03/06/22 Consolidated Edison Co of NeD 

York, Inc. ilDpp 19021 179 24X Flche 50-000,83/06/22.0305110475 


G3051 16477 IE Info Notice 03-41, "Actuation of Fire Ouppression Bys 
Causing Jnopar dbl H ty of 3af ety-Related Equipment " Sve list 
enc 1, 

JORDAN. E L Division of Emergency Preparedness ft Engineering 
Response (Post 03OiO3> 03/06/22 Consolidated Edison Co of New 

York, rnc I20pp, 10997.007 24X Flche 50-000i 03/06/22. 03051 J0477 
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0303110479 IE Info Notice B3-A2, "Rpartoi Mode Suitch MolfunclionB " 
Svc list ent 1 

JORDAI^i E L Division of Emergency Mreparedncss & tnginepring 
Responsa <Past 030103) QU/Qh/S'J Consolidated Edison Co of Neu* 
York* Inc li^pp 18976 34 X Klthe 50-000. B3/06/23, 03051 10479 


B30S1 10493 IE Info Notice 83-43. "Improper Settings of Intermediate 
Range < IR) High Flux Trip Setpoints “ Svc list end 
JORD)^N. E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) Q3706/S4 Consolidated Edison Cp nf Neu 

York. Inc 116pp 19046 29/ 24X Ficho 30-000.83/06/24.0305110403 


R Periodic operating reports & related correspondence 


0306020092 Monthly operating repts for Mar 1983 W/B30414 Itr 
STEWART, g L . 8CHMI TENDDRF, O Virginia Electric l« Power Co 

03/04/05 lOpp 10691 17V 24X Fiche 50-330.83/04/05.8306030092 


0306160532 Monthly operating repts for Apr 1903 W/e305l3 Itr 
SCHMITENDORFi Q Virginia Electric & Power Co 83/05/02 
HALLERiN M Office of Resource Management. Director lOpp 
18864 034 24X Fiche 50-330.03/05/02.0306160332 


S Reportable occurrences, UERs related correspondence 


0306090314 LER B3-O39/03L-0 on 030513. tram B solid-state protection 
sys undervoltage output board found failed during channel 
functional test, rendering trip function Inoperable Cause not 
stated M/Q30601 Ur 

HARRELL. E M Virginia Electric t, Power Co 83/05/13 O'REILLV.J P 
Re&ian 2. Office of Director 2pp 18795 220 P4X 
FI Che 50-339.03/05/13.0306090314 


0306070276 LE« ea-037/03L-0 on 030502, c on la inmen t particulate (RM-ES?) 
S( gaseous <RH-260) activity monitors found isolated w/ 
containment purge exhaust sys in opciation Caused by 
failure to reopen manual isolation valve W/03O52S Itr 
HARRELL. E W Virginia Electric «c Power Co 03/05/25 O 'REILLY. J P 

Region 2, Office of Director 4pp 10746 130 24X 

Fiche 50-339,03/05/25,03060702/6 


S306070249 LER 03-O30/O3L-O on 830503, suction to RHR pump 0 Inst while 
transferring water from RCS to refueling water stoiage tank 
via refueling purification sys Caused by pumping RCS below 
established operating limit RCS refilled W/030526 Hr 
HARRELL, E N Virginia Electric k Power Co 83/05/26 O'RElLLVrJ P 
Region 2. Office of Director 3pp 10740 325 P4X 
Fiche 50-339, 83/05/26. 8306070249 


G3O6O7OI40 Deficiency rept re narrow range resistance temp detectors 
Installed to meet license condition failing to operate Cause 
under investigation Detector# replaced Testing modified 
until design revised Also reportable per Part 21 

STEWART. W L Virginia Electric tt Power Co 03/05/27 DENTON, H R. 
Office of Nuclear Reactor Regulation. Director CLARK, R A 
Operating Reacturs Branch 3 2pp 10/J6 266 24X 

Fiche 50-339.03/05/27,8306070140 


B306200114 LER B3-040/03L-0 on 030518. during refueling outage, Type C 
tests revealed that 17 containment isolation valves exceeded 
total allowablo leakage Caused by dirt or debris on seating 
surfaces Seats t leaned, inspec tod & repaired W/B30609 Hr 
IIARHELL.E W Virginia Electric U Power Co 83/06/09 Q'nEJLLY. J P 
Region 2. Office of Director 3pp 1D903 252 24 X 

Flcho* 50-339. 03/06/09. 8306200114 


8306200209 LER 03-O33/O3L-O on 830515. pressure In nitrogen supply tank 
8 for pressuril'er POfiV <PCV-24n5G> dropped below min 
pressure required Caused by downstream nitrogen supply ta 
PORV relief valve lifting Regulators reset W/a30609 Ur 
HARRELL, E W Virginia Electric h Power Co 03/06/09 O'REILLY. J.P 
Region 2. Office of Director 3pp 18903 215 24X 

Fiche 5 0-339, 03/06/09, 0306200209 


B306270142 LER e3-046/03L-0 on 030527-29,31 it 0614 6 22. ind Ivi dual rad 
position indicators deviated from group demand position 
Caused by Instrument drift Indicator channels recalibr 
M/G306J5 Itr 

HARRELL. H W Virginia Electric 6 Pouei Co 83/06/15 0 'RC.U LY, J< P. 

Region 2. Office of Director 2pp 18908 034 24X 

Fiche. 50-339, 03/06/ 1 5/ S306270J 42 


8306270103 LER 83-041/03L-0 on 030517, two containment isolation trip 
valves failed Cause undetermined Broken plunger spring 
found on one valve. Stem assembly on TV-89-206A 6 valve 
TV-68-203A replaced W/Q30615 Ur 

HARRELL, E W Virginia Electric 6 Powei Co 83/06/ J 5 a'RElLLY, J P 
Region 2. Office of Director 3pp 18991*341 24X 

Fiche 50-339,83/06/15,0306270103 


8306270316 LER a3-042/03L-0 on 830522. w/un i t in Mode 4. RC9 unidentified 
leakage exceeded Tech Spec 4 6 2 limit Caused by shaft 
sleeve gasket failure on RHR pump A No cause determined 
Mechanical seal tr gasket replaced W/83D6 1 5 Hr 

HARRELL. E W Virginia Electric 6 Power Co 03/06/15 O'REILLY. J P 

Region 2, Office of Director 2pp J 0996 220 24X 

Fiche 30-339.03/06/15,0306270316 


8306230240 PNO-1 1 *83-049 on 830616, 1 Icensee shut reactor down In 
compliance w/plant operating requirements because one of twn 
emergency power diesel genarators was inoperable Caused by 
cooling water leak into cylinders 

JULIAN, C A , VERRELLIiD M Region 2. Office of Director 03/06/17 
2pp IB945 220 24X Fiche 50-339,03/06/17.0306230240 


V Operator Examinations 


0306240261 Advises that no reasonable basis exists to reverse denial of 
application for operator license Applicant for operator 
license entitled to request hearing on denial of license 
R eapp 1 ication permitted as of 030622 

BURNS. 8 0 Regional Operations 6 Enforcement Division 03/06/00 
TIQLI8, DB Virginia Electric tc Power Co. 2pp 10900 144, 24X 

Fiche 50-330. 03/06/00.8306240261 


DOCKET 50-341 ENRICO FERMI ATOMIC POWER PLANT, UNIT 2 


A App 1 i cation/construction stage documents 6 correspondence 


8306200295 FOIA request for eight categories of documents re facility, 
JOHNSTON, M M Affiliation Unknown. 83/04/11 Division of Rules 
and Records 2pp 18920 222 24X Fi che- 50-341. 03/04/1 1, 8306200295 


0306200299 Partial response to FOIA request For eight categories of 
documents re facility Copies of listed document# will be 
providied NUREO available from NTIB 

FELTON. J M Division of Rules and Records 03/05/06 JDHNBTON.M.M 
Affiliation Unknown Ip. 10920 224 24X Fiche 50-341,83/05/06. 

0306300299 


8306030171 Submits response to telcon request for addl info re lou-lou 
set design it analysis Limiting operational transient for 
subsequent safety relief valve actuation is fast M8IU 
c losure 

TAUBER. K Detroit Edison Co. 83/05/26 YOUNODLOODi B. J Licensing 
Branch 1 3pp 10703 324 24X Fiche* 50-341. B3/05/26. 0306030171 


8306010160 Forwards Amend 40 to amended !< substituted OL application, 
consisting of Amend 48 to F&AR 

LANOORAF.L C LeBoeuf. Lamb, Lelby & NacRae LANDORAF. L G Detroit 
Edison Co B3/03/27 DENTPN. H Office of Nuclear Reactor 

Regulation, Director Ip 10679 019 24X Fiche 50-341,83/05/27. 

0306010168, 


—8306010174 Amend 40 to amendod tc substituted QL application, cons istlng 
of Amend 4B to F8AR 

HEIDEL.C M Detroit Edison Co 03/05/23 Ip 10679 020 24X 

Fiche. 50-341.03/05/27,8306010168 


8306000435 Notification of 830615 meeting cj/utll in Bethesde.MD to 
discuss independent design verification pr-ogram 
LYNCH, M D Licensing Branch 1 B3/05/27, YaUNOBLOOD. B J 

Liconalng Drancli 1 3pp 10792 194 24X Fiche, 50-341. 83/05/27, 

0306000435 


8306140614 Forwards Certificate of 8vc For Amend 40 to amended 6 
substituted application for licenses 

MATER 8. D R Detroit Edison Co 03/06/07 Office of Nuclear 
Reactor Regulation, Director Dpp 18037 015 84X 

Fiche* 50-341. 03/06/07. B30614O614 


9306160397 Forward# “Enrico Fermi Atomic Power Plant. Unit 2, 
Plant-Unique Analysis Rept for Torus Attached Piping 6 
0uppre«elon Chamber Penetration# “ Submittal respond# to 
020526 Hr 6 8ER INURE0-079B} requiremen ts 

TAUOER.H Detroit Edison Co B3/06/10, VDUNDBLOOD* B, J, Licensing 
Branch I 2pp 1BB5B 247 24 X Fiche. 50-341, 83/06/10. 8306160397 


— 8306160366 Rev 0 to “Enrico Fermi Atomic Power Plant* Unit 2. 
Plant-Unique Analysis Rept For Torus Attached Piping Sc 
Suppression Chamber Penetrations “ 

HIOOINBOTHAH. A , YOSHIDA, D K NUTECH Engineers, Inc, DET-19-076-6 
ROO B3/06/3D 192pp 1 9B5B 249 24X Fiche, 50-341. B3/06/10. 

0306160357 


8306220106 Forwards requeet for info to complete review of Tech Spec 
applications re methodology for establishing setpoints for 
reactor protection it E8F In# trumentatl on. Nethodology should 
be submitted by B31230 

YOUNOBLOaO, D J. Licensing Branch 1, 03/06/14 TAUBER, H Detroit 

Edison Co 3pp 10977 340 24X Fiche 50-341,03/06/14,8306220106 
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Q30A2&0438 Con^ir<ni that schetfultd Fuel luaiil date reviae-d to 631230 
Continued cooperation (ti resolving aut«tanding ttems. 
re^ueited 

T/^(L!gER,H Detroit Edison Co B3/06/SU VOU^OBLDOD* D J Licenelno 
Branch J. Ip 19016 302 24X El c he S0--341. 03/O&/22. 630^2604^6 


63a&S90l4S Rei^ueBts rerouting af cables & analysis of Installation of 
Clast IE equipment to satisfy FEAR commiteientc re design 
criteria for standby liquid control sys 

V'aUNO&LOOD.D J Llceniiny Branch J 63/0&/2S TAtJDER. H Detroit 
Edison Go 3pp J 9046 247 24X Fiche 50 '341 « 63/06/22. 6306290142 


£ Mine Safety Eveluatlon Report (3ER}« suppls Ir coTrespandencr 


Q30A160357 Forwards "E-nrlco Fermi Atomic Power PlantiUnit 2. 

F lant'IJn! que Analysis Rept for Torus Attached Piping & 

Suppression Chanter Penetrations " Bubfuittal responds to 
620926 Ur 6 8ER iNUfl £0-0796 )• requirements 

TAUBERiH. Detroit Edison Co 63/06/10 YOUNGBLOOD. B J Licensing 
Branch 1 2pp 16658 247 SAX Fiche 50-341, 03/06/ J Or 0306160357 


— 6306160366 Rev 0 to "Enrico Fermi Atomic Power PlantiUnit 2i 
Plant-Unique Analysis Rept for Torus Attached Piping & 

Suppression Chamber Penetrations " 

HJOOINBOTHAN. A . YOSHlDArD K NUTECH Engineers, Jnt DEr-19-076-6 
HOO 63/06/30 I92pp 16056 24? 24 X Ficb* 50-341 r 83/06/ 10. 

8306160357. 


F. Security, medical, emargency tc fire protection plans 


6306240266 Respo-nds to request for info re proceduree for consideration 
of Konroe County, HI S 206 petition re offsite emergency 
planning issuei Relevant submittals will be considered in 
dec i lionmek ins process 

CRY, HI D, Regional Operations 6 Enforcement Division 63/03/06 
MIMOCKjJ.R Hinack, J 5pp 1B?60 i03 24X Flche 50-341.63/03/06. 

8306240266 


6306010321 Motif Icatlon of location it date change for 630912 meeting 
u/utll in BethesrfaiHD to discuss fire protection of safety- 
related catles Date changed to 630614 

LVMCifrH D Licensing Branch I 63/05/06 YOUftOQLODD, 6, J 
Llceniing Branch 1 3pp 1B696 070 24X Ficbe 50-341, 63/05/06, 

6306010321 


8306100210 Foruards IE Insp Rept 50-341/63-11 on 830506 Mo 
noncpmp 1 lance noted Insp performed to detertsine util 
rsadlnets for praoper ational ciriergcncy preparedness 
appraisal 

HIND. J.A Division of Radiological & Materials Safety Programs 
63/09/20 WELLS, D A Detroit Edison Co 2pp 168(35,206 PAX 
F 1 c h • SO -34 1 , 63/09/20, 8306 100210 


—0306^100212 IE Insp Rept 50-341/03-11 on 630506 No no tic omp I lance noted 
Major areae inipcctvd emergency preparedntssj Including 
iinpleMenti ng prflcedures 

PATTER80M, J P , PAPERIELLOrO J . AXEL SON. H Region 3, Office of 

Director 63/03/19 4pp I60O5'2B9 24X FJ che. S 0-341 . 83/05/20, 

6306100210 


8306300053 Fon^ards IE Imp Rept 50-341/83-J2 on 630318,21 St 0510-13 & 
notice of violation 

LITTLE, U 8 Region 3, Office of Director 83/06/16 HELLS. D A 
Detroit Edison Co 2pp 191S0!292 24X Flche 50-341,63/06/16, 
6306300053 


— 8306300061 Notice of violation from imp on 630316,21 & -0510-13 
LITTLE, H B Region 3, Office of Director 03/06/16 2pp. 
19130 294 24X Ficbe S0-i?4l, 63/06/16. 0306300033 


— 8306300067 IE Insp Rept 50-341/03-12 on 830318.21 & OSIO-ID 
MonconpJ lance noted, fai lure to control procurement of 
matle-flre dpors 

MAURA, F. A , RAHSEV.C. ff , ULIE.JM Region 3# Office of Director 
83/06/16. 9pp. 19120 296 24X Fi c he. 50-341, 83/06/16, B306POOD53 


8306260905 Responds to Generic Ltr 02-33 £NUR£<li-07a7, Supp 1 11 re 
Tcquiriments for eaergency responte capability Proposed 
coMpletion datee end 

TAUBERiH Detroit Ediian Co, 03/06/83 VOUNOBLDtfD, D 0, Licensing 
Drench I 2pp J9019 026. 24X Ftche 50-341,83/06/23.6306280505. 


0 Adjudicatory correspondence 


0306240266 Rrspondi tt> request for info re procedures for consideration 
of Monroe County, MI 2.206 patitlan re offsite emergoTicy 
planning 1 iiues. Relevant submittals biiU be considered In 
dec Itlpnnak Ing process 

CRY, K D. Regional Operations t. Enforcement Division. 63/03/06, 
030^40266 ^ 10960' 103 34X Flche. 90-341, 03/03/00, 


8306060276 Decision ALAD-730, affi rming AHI 0 82102? Initial Demslor. 
L9P-62-96, author 1 2 ing OL issuances No substantial reoson 
eiists lohy asserted significance of facts long available 
should not have been raised eorlier 

ENOEHAKER, C J Atomic Safety and Licensing Appeal Panel 6<1s/06/D2 
25pp 10729 001 24X Fiche 50-341,63/06/02,830606(5276 


8306270218 Petition for review of ASLAP 030602 decision affirming ASLN 
021029 declEiun authoming l^suanc0 of full-power OL Honrou 
County iTdcs not have radiological emergency response plan & 
will not implement draft Certificate of 0vc end 

HINOCK.-J R Cltlxens for Energy (< Employment MINDCK. 0 R Hinock, 
J 83/06/22 Com/ni 151 oners 8pp 10991 223 24X 

Fiche 50-34 1 . 03/06/ 22, 0306270c.' 1 a 


K Utility Final Safety- Analysis Report (FSAR)- 8< amends 


B3O6O1O160 Foruards Amend 40 to amended I< substituted DL app 1 1 tatlen, 
consisting of Amend 46 to KSAR 

LANDORAFp L C LeRoeuf, Lamb, Leiby & MacRa? LANDORAF, L C Detroit 
Edison Co, 03/05/27 DENTON, H Office of Nuclear Reactor 

Regulation, Director Ip 10679 019 a4X Fiche 50-341,83/05/27, 

0306010160 


— 93060J0174 Amend 40 to amended It substituted QL app 1 ica tion, cuniiii ir g 
of Amend 40 to F8AR 

KEIDEL, CM Detroit Edicon Co 83/05/20 Ip 18679 020 ?4X 

Fiche 50-341,60/0 5/27, 8306010160 


—8306010178 Amend 40 to FSAR 

a Detroit Cdison Co 03/05/31 255pp 1067? 021 ?AX 

Fiche 50-341,03/05/27.6306010160 


Q Inspection reports, IE Bulletins It c or r espandence 


0306100210 Forwards EE Insp Rept 50-341/03-11 on 030506 No 
noncomp 1 lance noted Insp psrformed to determine util 
readiness for preoperatlona) emergency preparedness 
apprai sal 

HlNOfJ A Division of Radiological & Materials Safety Programs 
03/03/20 WELLS. D A Detroit Cdison Co Sp p ISflOS 208 IMX 
Flnho 30-341,83/05/20,0306100210 


— 8306100212 IE Insp Rept 50-341/63-11 on 830906 No noncompl lance noted 
Major areas inspected emergency prepar adness. inc 1 udlfig 
implementing procedures 

FATTER80H, J P. , PAPERIELLO.C J , AXELRON, W Region 3, Office of 
Director 03/05/19 4pp 10809 20? a4X Fiche SO-341, 03/O5/P0. 
0306100210 


0306210291 Forwards lE Insp Rept 90-341 /B3-09 on 030503-06 No 
noneumpliance noted 

KNBP.R C Region 3* Office of Directoi 83/09/83 HELLS. D A 
Detroit Edison Co 2pp 10715 127 24X Fiche 50-341,03/05/23. 

0306210291 


— 03062 1029B IE Insp Rept 50-341/03-0? on 830503-06 No noncomp 1 ianee 
noted Major areas inspected followup on IE bulletins L 
circulars St 10CFR50 55(o> rrpts 

HESCQTT.H M , PARKER, M E , KONKLlNt J E Region 3, Office of 

Director 02/05/19 lOpp 18915 12? 24X Fiche 50-341,63/05/23. 

0306210291 


6305110450 IE Info Notice 83-32, "Ruptured Am -34 1 gources Containtd In 
Hell Logging Device ” Sve list end 

TAYLOR, M Division of Safeguards 6 Inspection Programs (Past 
330103). 03/05/26 Gonsolldated Edison Co of New York, Inc 
125pp 13031 043 SAX Fiche 50-000. 83/05/26, 6005] 1 045B 


0305110460 IE Info Notice 03-34, "Event Notification Info Worbaherb ' 
five list encl 

OORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 630103) 83/05/26 Consolidated Edison Lo dP Nftf 

Vorl. Inc 115pp 10732 083 24 X Fiche 50-000,03/05/26,0305110460 


8306170049 Forwards IE Insp Rept 50-341/03-10 on 030301-0430 No 
noncamp I lance noted 

KMOP, R C Region 3, Office of Director 63/05/27 HELLS, D A 
Detroit Edison Co. 2pp 18083.213 24X FichB 50-341, 03/O!>/a7. 

0306170049 


— 0306170055 IE Insp Rept 50-341/03-10 on 030301-0400 No nontomp 1 lonir* 
noted Major areas inspected followup on previously 
identified 1 terns, fol 1 owup on headquarters request 6 
praoperat 1 onal test program implementation. 

LITTLE, D H , BVRONi P iM, ♦ KONKLIN, J E Region 3, Office of 
Director 03/OS/23 6pp 10882 215 24X FI the 50-341,03/05/27. 

8306170049 , 
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B3051.t0^6i IC Info Notice 03^35* ”Fuol Movement W/Contral Rods 
Uithdraun ol DURs " Svc litit piic] 

■JORDAN# C U Dlviflion of tmcrgcncy PrepcJPedneBa & Engineering 
ReaponBO (Poat Q30103} Q3/or>/31 Consolidated Edison Co of Neu 

York# Inc 1 16pp 10733 30D 3^X Tic ho D0~000* 03703/31. 0305110^61 


8305110473 IE Info Notice 03-40i ^*Need to Environmentally Oualifg 
Epoxy Grout© & Sealers '• Svc list encl 

JORDAN. E L Divlnion of Emergency Preparedness & Engineering 
Response (Post B30I03) 03/06/33 Consolidated Edison Co of New 

York. Inc U3pp 19021 179 24 X Flche 50-000.03/06/23.8305110475 


0306070003 Ack receipt of 030525 Itr infoitnlng NRC of steps taken to 
correct violations noted in IC Iiisp Hept 50-341/03-05 
NOREt,IUG»C C Division of Project fc Resident Programs 03/06/03 
WELLS# U A Detroit Edison Co Ip 10739 142 24X 

Flche 50-341, 03/06/03. B3060700D2 


— 8306070005 Responds to NRC 83(1411 Itr re violations noted in IE Insp 
Repl 50-341/03-05 Corrective actions Rev 3 of Startup 
Instructirin 4 5 1 01 issued on 830110 mandating use of tost 
change notice Par ink changes & page Teplacements 

WELLS. D A Detroit Edison (o 03/05/25 NOREHUS.C E Division 
of Project 6 Resident Proproms lOpp 10739 143 a4X 
Flche 50-341,83/06/03.83060/0083 


0305110477 IE Info Notice B3-A1. ''Actuation of Fire Suppression 8ys 
Causing Ino|)erabi 1 i ty of SaPety-Related Equipment " Svc list 
encl 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 03/06/22 Consolidated Edison Co of New 

York. Inc I30pp 10997 007 24X Flche 50-000. 03/06/22. 03051 10477 


0305110479 IE Info Notice 83-42, "Reactor Mode Switch Malfunctions " 
Svc list encl 

JORDAN. E L Division of Emergency Preparedness tc Engineering 
Response (Post 030103) 03/06/23 Consolidated Edison Co of Nrw 

York. Inc U6pp 18996 S42 24X Flche 50-000,03/06/23.0305110479 


G303I10464 n: Info Notice 03-36. "Impact of Security Practices on Safe 
Operations “ Svc list end 

JORDAN. E L Division of Emergency Preparednoss Sc Engineering 
Rasponse (Post B30103) 83/06/09 Consolidated Edison Co of New 

Vnrlt. ITK 119pp 18030 200 24X Flche 50-000.03/06/09.0305110464 


0305110403 IE Info Notice 03-43. "Improper Bettings of Intermediate 
Range (IRJ High FluJt Trip Setpoints " Bve Hat encl 
JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 03/06/24 Consolidated Edison Co of New 

York. Inc 116pp 19046 277 24X Fiche 50-000.03/06/24,8305110403 


8306130305 Ack receipt of 030509 Itr informing NRC of steps token to 
correct violations noted in IF Insp fiopt 50-341/83-21 Pinal 
terrestrial monitoring repts for 1979 ?< 80 close oot Open 
Item 01 in IE Insp Ropt 50-341/78-06 

PAPERICLLD. C J, Hcflion 3. Office of Director 03/06/10 WELLS, D A 
Detroit Edison Co ip 10023 303 34X Flche 50-341.03/06/10, 

8306130205 


— 830613D292 Forwards final terrestrial monitoring repts for 1977 t< 00 in 
respaiiBc to open Item 01 in 1C Insp Rept 50-341/70 06 per 
violation in IC Insp Rept 50-341/83-21 W/o end 
WELLS. D A Detroit Edison (“o 03/05/09 HIND. J A Reg i on 3, 

Office of Director 3pp 10033 304 24X Ficho 50-341,83/06/10. 

11306130305 


8385110470 IE Info Notice 03-30. "Defective Heat Sink Adhesive Ic 
Soismtcally Induced Chatter in Rplays Within Printed 
CiTCult CatdB " 3vc list encl 

JORDAN. E L Division of l.meTqency Preparedness $< Fnglneoring 
Rosponse (Post 030103) 03/06/13 Consolidated Edison Co of New 

York. Inc llOpp 10920 225 34 X Fiche 50-000,83/06/13.0309110470 


0306090010 IE Info Notice 83-37. "Trans fuT mer Failure Resulting From 
Degraded Internal Connection Cables " 3vc list one) 

JORDAN. C L Divinion nf Lmoi qency Proparodnoss & Engineering 
Reapanoe (Post 030103) 03/06/13 CunaoUdated Edison Co of Now 

York, Inc 243pp 10921 001 P4X Fiche 50-000,03/06/13,0306090010 

8306220016 Ack receipt of 030537 & 0609 Itrs informing NRC of steps 
taken to rorroct noncompliance noted in IE Insp Rept 
50-341/03-04 

BPESBARD, R L Region 3. Office of Director 03/06/15 WELLS. D A 
Detroit Edison Co ip 10927 333 24X Flche 50-341,83/06/15. 

0306320016 


— '0306320034 Responds to NRC 030427 Itr re noncompliance noted in IE Insp 
Ropt 50-341/03-04 Corrective actions all power cobles now 
properly tagged tc work per Nonconformance Rept 83-043 
camploted for cohle identified on noncamp 1 lance 

WELLS. 1) A Detroit Edison Co 83/05/27 SPESSARD. R L Division 
of En{|ineering Hpp 1893/ 324 34 X Fiche* 50-341. 03/06/15, 

B106230016 


— 0306230030 Forwards two corrected pages to previous response to 
noncamp 1 1 one B noted in IE Insp Rept 50-341/83-04 Responses 
to Uoms 03-04-04 8< 83-04-07 correc t, however, statements of 
none otnp I lance inadvertently interchanged 

WELLS, DA Detroit Edison Co 83/06/09 8PES8ARD. R L Division 
of Engineering 3pp 10927 335 24X Flche 50-341, 83/06/1 5, 

03O632OD16 


0306300053 Forwards IE Insp Ropl 50-341 /B3-12 on 830310,51 *< 0510-13 


notice of violotion 
tlTTLErWS Hog inn 
Detroit Edison Co 
0306300053 


3, Office of Director 03/06/16 WELLS. D A 
2pp 19120 292 P4X Flch# 30-341,03/06/16, 


— 8306300061 Notice of violation from insp on 830318,81 & 0510-13 
LITTLE, W 8 Region 3, Office of Director 83/06/16 2pp 
19180 294 24X Fiche 50-341.03/06/16,8306300053 


— 8306300067 IE Insp Rept 50-341/83-12 on 830310.21 0510-13 

NoncompHance noted failure to conti ol procurement of 

matU-fire doors _ . 

MAURA. F A . RAMS! Y. C D . ULIE. J M Region 3, Office of 
03/06/16 9pp 19180 296 24X Ficho 50-341.03/06/16.8306300053 


8 Reportable occurrences, LERb It related correspondence 


0306060187 Deficiency Rept 94 re potential problem w/looae pole piece 
wedges on four emergency diesel generators Initially 
reported on 830429 Util requested Beloit Power 0ys to review 
It evaluate circumstances to determine cause 

WELL8. D A Detroit Edison Co. 83/05/27 KEPPLER. J Q, Region 3, 
Office of Director 2pp 18720 871 24X Flche 50-341.83/05/87, 

0306060107 


6306060845 Final deficiency rept re overpr esBUrii ing primary 
containment pipe penetration bellow Initially reported on 
081813 Tost program It procedure developed Bellous meet or 
exceed acceptance criteria 

WELLS, 0 A Detroit Edison Co 03/05/27 KEPPLER, J 0 Reg I on 3, 
Office of Director 2pp 16728 201 24X Flche 50-341.03/09/27. 

0306060845 


0306170833 Final Deficiency Rept 71 re improper assembly of core spray 
pump PIG Eai-Ol-COOtA Initially reported on 080615 Shaft 
repaired fc impeller reinstalled in correct orientation per 
maint procedure rev 

WELL9. D A Detroit Edison Co, 03/05/27 KEPPLER, J 0 Region 3. 
Office of Director 2pp 10BS2 320 24X Flche 50-341.03/05/27. 

0306170233 


0306170419 Final Deficiency Rept 42 re spacing on concrete anchors 
Initially reported on 01O3S6 Anchor bolts dispositi oned 
Gateway inserts grouted Personnel attended anchor bolt 
Installation training class 

WELLG. D A Detroit Edison Co 03/06/03 KEPPLER. J Q, Region 3. 
Office of Director 2pp I0B79 065 24X Flche 50-341.83/06/03. 

8306170419 


DOCKET 50-344 TROJAN NUCLEAR PLANT 


F Security, medical, emergency 6 fire protection plans 


8306210314 FQIA request for NRC records re security violations 6 
safeguards events at nuclear facllltiep 

ODLDENDERO, 0 acripps-Houierd Newspapers 03/04/22 FELTON. J M 
Office of Administration 8pp 10925 190 84X 

Flche 50-000.03/04/22,0306210314 


8306210306 Partial response to FDIA request for NRC records re security 
violationB- St safeguards events at nuclear facilities Repts 
listed on App A available in PDR Search for addl documents 
eubj to request continuing 

FELTON. J M Division of Rules and Records 83/05/16 OOLDENBERO# 0 
8cr ipps-Howard Newspapers 2pp 10925 196 24X 

Flche 50-000.03/05/16.0306210306 


8306240308 Forwards "1982 Trojan Nuclear Power Plant Exercise" based 
on 821110 exercise State Ic local plans l< preparedness 
adequate 

KRIMM.R M Federal Emergency Management Agency 83/05/10 
JORDON. E L Division of Emergency Preparedness I. Engineering 
Reeponsa (Post 030103) Ip 10979 075 24X Flche* 50-344, 03/05/18, 

0306240300 


— 8306240310 "1902 Trojan Nuclcor Power Plant EiareUe ” 

e Federal Emergency Management Agency 82/12/10 BOpp 
18979 076 54 X Fiche 50-344,83/05/10.0306840308 
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6304070015 Foruiartls IE Fnap Rept 50~344/B3~H vn 03O3Sa-O4S9 Ma 
ncncomp IlancB noted 

BTERNBEROi 0 M Region 5. Of Pico of Djiector a3/05/&3 
WITIfERS*B D Portland General Electric Co 2pp 16737 339 SAX 
Flchi 50-344103705/23,8304070015 


—8304070017 IE Iiiffp Rept 50-344/83-11 on 630328-0439 No n onto m-p 1 lam: o 
noted Najor arae^ impacted plant opera ti ons, aurvalJ J anca 
ti«ti ng* iBcuri t Vr in ti rafur 1 Ins ^ fallomup on corrective 
action to NUREO-0737 Iteine 

MALMnOS^M H , DOOOa.R, T fieplon 3, Optica of Director 63/05/19 
6pp- 10737 34 L 34X Ficlie 50-344. fl3/O3/03i B3O4070O1 5 


S30 6 280131 PoruarifB IE In»p «ept 50-344/03-09 on 630323-0401 No 
nonconp 1 lance noted 

NORDERHAUO, U fl Region 5. OPfUe of Director 03/04/03. 

WITHERS, B D Portlanif Oenarfll Electric Co 2pp 19015 001 24X 

F i c Ke 50-344. 63/06/03. 8304280131 


—8304280134 IE Imp Rapt 50-344/63-09 on 830320-0401 No noncomplianco 
noted ffajor areaa inapectrtt cniarganc^ prepaTedne»B plan It 
iAiplementing procedures 

Zl/RAKOWffKI. P. R. . SCHUSTER. H D. fleglDn 5.- Office of Director 
83/06/03 llpp 19015 003 24X Flc he 50-344. 03/04/03.6304280131 


8306100146 Fdruard* iB eafeguarda Insp Rapt 50-344/83-14 on 630523-84 
No nonconipl ianf c noted Rept ulthhald (ref 10CFR8 7901 
NDRDERHAUCjL R Region S. Office of Dirac tor 63/06/06 
WITHERS, 6. D. PortUnd Oener^il Electric Co 2pp, 18601 196 24X 

Flcha' 50-344. 83/04/06.6306100166 


8304L3041S Reqixeata iremption from I0CFR50 4e(c) schedule requir aments, 
par 10CFR50. 12. for completion of fire protactlon oiodB at 
fuel Sf auxiliarv bldg 45--'ft elevations Deferral requested 
due to const manpouer commitment 

WITHERS. B.D Portland OeneraJ Electric Co 83/06/07 CLARK. R A 
Operating Reactors Branch 3 2pp 16023 136 24X 

El Che 50-344.63/06/07,8304130415 


8306170140 Act receipt Ir provides evaluetion of four sets of cl»angcs to 
listed emargancv plan implementing procedures Changes do not 
decrease effectiveness of cnergencd responss planning Rsvieii> 
of Procedure EP-l,Rev 7 uiU be completed in near future 
NORDERKAUO.L R. Region 5. Office of Director. 03/06/13 NJTHER8. 0 
Portland OenerPl Electric Co 8pp 16870 349 84X 

F i ch o, 50-34 4 , 83/04/ 13. 83061 70 J 48 


8306200191 Forwerds rev to Srcuritg plan F0E-L017.Rav withheld 
WITHERE.B.D. Portland Oaneral Electric Co 03/04/14 Office of 
Nuclear Reactor Regulatiorir Director Spp 18903.196 24X 

Flche: 50-344. 83/06/ 1 4. 8306200191 


8306240856 Requasti racons 1 deration af denial pf exemption request in 
8ECy-83-i99 r« prinarg emergencg operations facllitg (EOF! 

Current EOF location found acceptable byi Region V.rEMA l< 
state 4r local govts 

WITHERS, B 0, Portland General Electric Co. 83/06/17 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 4pp 10901*315 
24X FI Che 50-344,03/04/17,8306240256 


H General correspondence 


6306370374 Requests NRC-specific style guida re util documeniii to 
promote conilsteneu & cost effectiveness in producing 
documents 

ROUSE, E A. Portland General Electric Co. 03/06/20 NRC - No 
DitaJled Affiliation Given 2pp 10974:150 S4X 
Ficho: 50-344, 83/06/20, 8304270394 


I. Financial Information 


9306200207 Forwards Annual Financial Repts 1982, 

WITHERS, D D Portland General Electric Co 03/06/07 CLARKiR A 
Operating Reactors Drench 3 Ip 10902 154 24X 

Fichaj 50-344i 83/04/07, 8306200207. 


—8306200210 Annuel Financial Rept 1702. 

SHORT, R, H , LINDBUAD. W J Portland General Electric Co 03/06/07 
3epp 18902:159 a4X Flche 50-344,83/06/07, 8306200207. 


— 8306200213 Annual Financial Rapt 1982 

FRISBEEi D Pacific Power & Light Co 83/06/07 46pp 18902, 176 
24X FI c h e . 50-344 , 83/06/07, 6304200207 


■8506200219 Annual Financial Rept 1982 

TIFFANY, J A Eggtne Water fit Electricitg Beard 03/06/07. 31pp 
18902*243. 24X Fi che* 50-344, 83/06/07, 0PO42QO2O7, 


'i 


J Insurance *f indemnity in Format ion 


0306030293 Fnr wards Endorsement 51 to NLl I A Policy NF -SSS & HACI U 
Pel icy (IF -06 

JPHANSEN, E Portland Ganaial Llpctnc Co 03/05/05 SALT/WAN, d 

Office of State Programs. Director 3pp 10703 334 a4X 
Fiche 90-344, 83/05/05, g304030L'9 J 


P Operating licenso stage dacumunts 8. coi respondence 


6304070209 Forwards preliminoTy Cycle 91 radial peaking factor repl as 
followup to wtil 030509 1 fcr No chartpas expected in Pmol 
rapt 

WITHERS, n J> Portland Geneirtl electric Co 03/05/23 HAflTIN.vlB 

Region 5, Office of Director 3pp 10747 051 24X 

Fiche 90-344. 83/05/ 23, 0306070207 


8304010314 Advises that perfarmance of load test in excess of iOOX «f 
max load unnecessary since crane operator training safety 
programs ensure safest possible operations. in response to 
001222 1 tr re control of heavy loads iNUREG-06i2) 

WITHERS. B D Portland General Electric Co 83/05/24 EISENJftn.D t 
Division of Licensing 3pp 18482 130 24X Fiche 50-344. 03/05/2'! « 

0306010316 


8306060357 Notice af consideration of issuance of amend to Ll|(■ 1 ls^ 
NPF-I & proposed no significant haiards cansieferati on 
determination ft opportunity for hearing 

CLARK. R A Qperatxng Reactors Branch 3 03/05/24 7pp J875) 27J 

24X Fiche 50-344,03/03/24,8306040357 


830406D377 Advises that NURl£G-0737. Itpms II T 1 4. "Contolnmert 
Pressure Honitar, II F 1 9, "Containment Hater Level 
Honitor''' Sr II F 1 4. "Containment Hydrogen Honitoi," 
resolved, per 821217 submittal Safety ovuluation end 
CLARK, R A Operating Reactors Uronch 3 03/09/24 HITHERH, D D 

Portland OencFal Electric Co 9pp 18750 338 ?4X 

Fiche 50-344/ 03/05/24. 0304040377 


0304030841 Advises that revised schedule for submittal of certain car* 
physics data far Cycle 4 core acceptable Data will be 
available approx 30 days prior to scheduled criticality, 

CLARK.R A Operating Reactors Branch 3 83/05/25 WlTHERO. D It 

Portland General Electric Co 2pp 10/34 022 24X 

Ficho* 50-344, 03/05/25, 8304030241 


830608033S Fnrwards request for addl info re potential mudflows free 
postulated failure of Spirit Lake blockage Info required 
within 30 days of Itr receipt 

CLARK, R A Operating Reactors Branch 3 03/05/37 HJTHER8. D D 

Portland Oeneral Electric Co 2pp JQ707 399 24X 

Fiche 50-344,03/05/87,8306000332 


8306070207 Forwards License Change Application 93 requesting amend to 
License NFF-J Amond modifies balanced flow criteria for 
HP6I Ic LFSr linos Amend needed to enter Hode 3 on 830707 
•Certificate of Bve end 

DROEIfL.D. J Portland Oanoral Electric Co 03/06/03 CLAFW.RA 
Operating Reactors Branch 3 3pp 18/47 065 24X 

Fiche* 50-341. 03/06/03, 8306070207 


— 8306070-Sll Application for amend to License NPF-1 , modi fy ing balartttd 
flow criteria for high ft low pressure safety injection 
i ines 

JJROEKL. D -J Portland Oenei al Electric Co 03/06/03 4pp 
18747 060 24 X Fiche 50-344.83/06/03,8304070307 


— 8304070213 Prupnsifd Tech Spec replacement pages re flow balance 
testing for ECCO 

« Portland General Electric Co 83/06/03 2pp 10747 072 
Fiche. SO-34 4. 83/06/03, 0306070207 


8306170303 Requests extension until 830729 for submittal of OA pregrea 
Extension due to imminent organizational changes 

WITHERB.B D Portland General Electric Co 83/06/03 MARHN. J D 
Region 5, Office of Director ip 1087B 215 24X 

Fiche 50-344,83/04/03,0306170303 


8304160255 Koticr of consideration of issuance of amend to License 
MPF-J ft proposed no significant haxartic consideration 
detarmlnat ion 

CLARK, R A Operating Reactors Branch 3 83/06/10 6pp 10892 J4J 

21X Fiche 30-344,03/06/10.8304160255 


8306160645 Requests notice of consideration of issuance of amend to 
License NPF-1 ft prupooed no significant hazards 
consideration determination ft opportunity for hearing re 
snubhar tasting be published in FR. 

CLARK, R A Operating Reactors Branch 3 83/06/10 KREHT2tRrP,H 

Operating Reactors Branch 3 2pp 10804 328 24X 

Ficha: 50-344, 03/06/10, 8306160645 
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93062806J3 Clarification to 030603 application to amand LLcenna WPF^i, 
tfio-difyitig flau balance of cold high-pressure safety 

injection lines 

BROEHLiD J Portland Oenet ol electric Cd 03/06/21 CLAHK> R A 
Operating Reactors Branch 3 4pp 19016 003 24}( 

F 1 c hv SO-344 . 03/06/21 . 0306200613 


— 8306200617 Proposed Tech Opec re flou balance of col d-leg« h i gh—pres sure 
saPetg injection lines 

• Portland General Electric Co 03/06/21 Jp 19016 007 24X 

Fiche &0-344. 03/06/21. B306S0061 3 


0 Inspection reports. IE Bulletins & correspondence 


B3061000D9 Addl response to TQIA request for documents did 020101 or 
after re SALP Forwards App A documents nocumentH also 
available in FOR 

Fei.TON*J M Division of Rules and Records 93/04/11 CLARK. R Ban 
Francisco Examiner 3pp 10013 232 24/ Flche 50-000.03/04/11, 

0306100009 


—8306130014 Bubmitf schedule for Region V 0ALP Board mcetifiys for 
820939-030323 

ENOELKENrR H Region 5. Office of Director 02/03/19 

DENTON. H R Office of Nuclear Reactor Regulation. Director Ip 

18015 233 SAY. Fiche 50-000.03/04/11.0306100009 


—8306100036 Discusses assignment of BAIP coordinators for Reactor 
Operations Projects Branch facilities Coordinators will bo 
responsible for preparing input data used by board membero 
(n analyting functional areas Draft note from S Miner end 
STERNBERO. D M Region 9. Office of Director 02/03/24 Region 
9. Office of Director IJpp 10U1& P57 24X 

richo: 50-000.83/04/1 1. 0306100009 


8306070075 Forwards IE Insp Hept 50-344/83-10 on 030410-22 No 
noncomp ] iance noted 

STEflNDEBe, D M Region 5, Office of Director 93/05/11 
NITNERS.D D Portland General Electric Co 2pp 1073? 274 24X 

Fiche 50-344. 83/03/ U I 8306070075 


— 0306070063 IE Insp Rept 50-344/83-10 on 030418-22 No noncomp 1 lance 
noted. Major areas inspected offsite support staff. OA/OC 
administration program, followup on previous insp flndlngo U 
IE bulletin t< independent insp 

WILt.ETT. D J . DODDS. R T Region 5, Office of Director 03/05/11 
6pp 10739 276 24 X Flcho 50-344. OJ/05/1 I . B306070079 


6306070009 Forwards IE Insp Rept 50-344/03-13 on 830509-10 Nn 
noncomp 1 iance noted Insp conducted in Region V oft 
BOOK. H E. Region 5. Office of Director 03/05/20 NITHER8. B O 
PortUnd Oeneral Llectric Co 2pp 18737 333 24X 

Fiche 50-344.03/05/20.8306070009 


— B306070011 IE Insp Rept 50-344/83-13 on 030909-10 No noncomp 1 iance 
noted Major areas inspected results of split sample of 
liquid waste obtained during 030117-20 insp Insp conducted 
in Region V ofr 

KAMADAiO H . WENSLARSKI.P . DOCK. H E Region 5. Office of 
Director 83/05/20 4pp 18737 335 24X Fiche 50-344.63/05/20. 

03O6O7OOQ9 


0306070015 Forwards IE Insp Rept 50-344/83-11 on 830320-0429 No 
noncompliance noted 

STERNB ER6. D H Region 5. Office of Director 03/05/23 
UI7HER6. D D Portland General Electric Co 2pp 10737 039 24X 

Fiche 50-344,03/05/23.0306070015 


—8306070017 IE Insp Rept 50-344/83-11 on 030329-0429 Np nancompl lance 
noted ha jPT areas inspected plant operations. surveillance 
test Ing, securl ty. mainti refueling 6 followup on corrective 
action to NUREO-0737 items 

MALMROa, M H . DODDB. R T Region 5. Office of Director 03/05/1*7 
6pp. 18737 341 24X Fiche 50-344.83/09/23.0306070015 


0305110490 IE Info Notice 03-32. ''Ruptured Am-241 Sources Contained In 
H*ll Logging Device '* 8vc list end 

TAYl-ORid. M Division of Safeguards & inspection programs (Post 
630103) 03/05/26 Consolidated Edison Co. of New York. Inc 
125pp 10831 043 24X Fiche 50-000. 03/05/26. 83051 1 0458. 


0305110460 IE Info Notice 83-34. "Event Notification Info Worksheet " 
Eve list encl 

JORDAN. E. L Division of Emergency Preparedness Ic Engineering 
Response (Post 830103) 83/05/26 Consolidated Edison Co of New 

York. Inc. U5pp 18732-085 24X Fiche 50-000.83/05/26.0305110460 


8305ni>461 IE Info Notice 83-35. "Fuel Movement U/Contrpl Rods 
Withdrawn at BNRs " Bve list end. 

JORDAN. E L Division of Emergency Preparedness fc Engintertng 
ftesponiB (Post 030103) 83/05/31 Corifidldated Edison Co of Neu 

York. Inc li6pp 10732.200 24X Fiche 50-000.03/05/31.8305110461 


0306300333 Forwards IE Insp Rept 50-344/03-15 on 830516-20 No 
noncompliance noCod 

STERNDERO. D M Region 3. Office of Director, 83/06/02 
WITHERS. 8 D Portland General Electric Co 2pp 19001 223 24X 

Fiche 50-344.03/06/02. 83062B0333 


— B3062a0339 EE Insp Rept 50-344/83-15 on 830516-80 No noncompliance 
noted Major areas inspected inservlce insp activities 
WAONER.N J . ZWETZIO. 0 B Region 5. Office of Director, 03/06/01 
4pp I900X 225, 24X Fiche 50-344.03/06/02.9306280333 


8306280131 Forwards IE Insp Rept 50-344/03-09 on 830328-0401 No 
noncamp 1 iance noted 

NORDERHAUG.L R Region 9. Office of Director 83/06/03 
WITHERS. D D Portland General Electric Co 2pp. 19015 001 24X 

Flcho 50-044> 03/06/03, 83062001 31 


— 8306200136 IE Insp Rept 50-344/03-09 an 030320-0401 No noncompl 1 ance 
noted Major araas inspected emergency preparedness plan 1. 
implenienting procedures 

ZURAKOW8KI.P R. . 9CHUSTER, M D. Region 9. Office of Director 
83/06/03 llpp 19015 003 24X Fiche 50-344.63/06/03,0306290131 


8306100166 Forwards IE Safeguards Insp Rept 50-344/83-14 on 830523-26. 
No none omp 1 lance noted Rept withheld (ref iOCFR2 790). 

NORDERHAUO.L R. Region 5. Office of Director. 03/06/06 
WlTHERBiD.D Portland General Electric Co 2pp 18801.196 24X 

Fiche' 50-344. 03/06/06. 8306100166 


8306170400 Updates status af plant mads to resolve in-plant 
communication sys deficiencies identified in response to 
IE Bulletin 79-10. "Audibility Problem Encountered on 
Evacuation of Personnel From High - Noise Areas " 

WITHERS. D D Portland General Electric Co 03/06/07 MARTIN. J 8 

Region 5. Office of Director Ip, 10879.317. 24X 
Fiche 50-344. 03/06/07.0306170400. 


8309110464 IE Info Notice 83-36. "Impact of Security Practices on Safe 
Operations " 0vc list encl 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Tost 8301031 83/06/09 Consolidated Edison Co of New 

York. Jnc 119pp 1BB30 200 24X Fiche 50-000.63/06/09.8309110464. 


6306280620 Forwards IE Insp Rept 50-344/03-12 on 830502-06 No 
nontomp 1 iance noted 

BOOK. H E Region 5. Office of Director 03/06/10 WITHERS. 0 D 
Portland Oeneral Electric Go 2pp I90i6‘ 008, 24X 

F 1 c h er 50-344. 03/06/10. 8306280620 


—8306200632 IE Insp Rept 50-344/03-12 on 630902-06 Mo noncompUance 
noted Major areas Inspected radiation protection program, 
including prncedurei. survey s. general employee training, 
posting 6 labeling l( Internal tc external exposure control 
CILLI0. M I WENSLAWSKf.F A . BOOK. H. C. Region 5. Office of 
Director 03/06/10 llpp 19016 OlO. SAX Fiche 50-344.83/06/10. 
8306200620 


6305110470 IE Info Notice 03-33. "Defective Heat Bink Adhesive b 
Belimlcally Induced Chatter in Relays Within Printed 
Circuit Cards '* Bve list encl 

JORDAN. E L. Division of Emergency Preparedness tt Engineering 
Response (Post 830103) 83/06/13 Consolidated Edison Go, of New 

York. Inc liepp 10920 225 24X Fiche 30-000. 03/06/13. 830 51 10470, 


6306090010 IE Info Notice 03-37. "Transformer Failure Resulting From 
Degraded Internal Connection Cables " Bve list encl. , 

JORDAN. E L, Division of Emergency Preparedness Engineering 
Response (Poat 830103) 83/06/13 Conselldated Edison Co of New 

York. Inc 243pp 1B?31<001, 24X Fiche. 90-000. 83/06/13. 8306090010, 


8306240316 Feruards invoice covering ex treord Inary expenses incurred 
during performance of 1903 IAEA spent fuel Insp Transmittal 
of invoice to IAEA requested for reimbursement 

WITHERS. 8. D Portland General Electric Co 83/06/17 DENTON. H. R 
Office of Nuclear Reactor Regulation. Director Opp 16900 194 
24X Fiche; 90-34 4. 03/06/17.83 06240316 


6305110479 IE Info Notice 83-40. "Need to Environmentally Ouallfg 
Epoxy Grouts It Sealers " 8vc list encl 

JORDAN. E. L Division of Emergency Preparedness It Engineering 
Response (Post 030103) 83/06/22 Consolidated Edison Co of New 

York. Inc 115pp. 19021 17 7 24X Ficht 30-000.63/06/22.8305110475 


830S110477 IE Info Notice 93-41. "Actuation of Fire Buppresslpn Bys 
Causing Inoperability of Baf ety-Related Equipment." 8vc list 
encl 

JORDAN. E L Division of Emergency Preparedness It Engineering 
Response (Post 030103) 83/06/22 Consolidated Edison Cp of New 

Yurki Inc I20pp, 18997*007 24X Fiche 50-000.63/06/22,0309110477 
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0305110^79 re lt>PQ N&tice Q3-A^> "Heactor Moda Su/1 ftch Mai function 
Svc list end 

JORD/^NiE L 01 vision of Eme-rgency Preparedness U Engineering 
Ptaponee CPost e301O3> 33/0^/33 Consolidated Edison Cn of Neo^ 

Yori; Inc 1 lApp 1099^ SAS 3AX Fidhe 50-00 (>< 83/05/03^ 83051 10479 


8305110483 IE Info Notice G3-43« ''lAnpraper Gettings of Intermediate 
Range flRl High Flux Trip Setpoints " Svc list end 

E L Division of Emergeacg Pr eparcdness fc Engineering 
Response iPo-st 830103) 83/067^4 Consolidated Edison Co of Neoi 

York. Inc ll6pp 1904& 597 54X Piche 50-000. 8 3/0&754i 03051 10403 


R, Periodic operating reports 1. related correspondence 


B30AO2O119 Month Ig operating rapt for Mar 19B3 W/a30407 Itr 

KAMMEVERi D J 4 VUNDT. C P Portland General Electric Co B3/04/Q7 
6pp 18^91 SS7 54X Fiche 50-344103/04/07.5306030119 


B3061 60393 Monthly operating rept for Apr 19B3 W/830506 Itr 

KAMMEVER. D J . YUMDT. C P, Portland Oeneral Electric Co B3/05/06 
9pp 18661 143 24 X Fich e- 50-344* 83/QS/06; 0306 J 60393 


0306200152 Monthly operating rept for Mag 19B3 H/830613 Itr 

KENT.O. J 4 VUNDTiC P Portland General Electric Co 63/06/13 
ADP Systems Development Branch 5pp 10903 113 24X 

Fiche: 90-34 4i 03/06/13* 6306^00152 


8 Reportable occurrences. LER& related correspondence 


8306010073 LER Q3-002/03L-0 on 630122. after securing auxiliary 
feedwater pumps folLoulng autp-start. two steam generator 
levels reached lo-lo level causing reactor trip Caused bg 
licensed operator error. I//B3D516 Itr 

BLAIR. 0.0 . YUMOT. C-P Portland Oenerol Electric Co 03/05/16 
MARTIN. J fl. Region 5. Office of Director. Spp. 1D674 09i 24X 

Flehs’ 50-344. 83/05/16. 0306010073 


6306070071 LER 83-004/03L-0: on 030426, level tranimltters LT-517 for 
steam generator A discovered out of calibr Caused by 
instroaient drift Transjnitter immed'lately reealtbr At caUbr 
date will be observed to detect degradation D/Q30525 Itr 
BAIR*0 O « YWOTiC P. Portland General Electric Co 83/05/25. 
MARTIN. vl D. Refilan 9* Office of Director 3pp 18740 007 24X 

Fiche. 9 0-344. 03/05/25. B306070071 


6306070212 RO on 830525. during refueling outage. MSlVs did not shut as 
required per Tech Specs * SAR Condition prevented 
reftrletion of single stae/n generator bloudown during 
certain steam line break accidents u/HSlV failure 
YUNDT. C P. Portland Otneral Electric Co 83/05/26 MARTIM.JB 
Region 5* Office of Director ip 10747.049 24X 

Fiche. 50-344. B3/05/S6, 0306070212 


6306170317 LEE 83-005/03L-0* on 030504. pressuri if r level transmitter 
LT-461 found out gf calibr Caused by instrument drift 
Instrument recallir W/B30606 Itr 

flAlRiO, 0 J YUMDTiC P Portland General Electric Co, 03/06/06 
MARTIN4 J B. Region 5* Office of Director 4pp J0877 064 24X 

Fiche- 90-3444 03/06/06*0306170317 


8306 1 70193 LER 63-006 /03L-0’ on 0303174 four main steam nonreturn check 
valves found stuck open Analysis completed on 630524 showed 
possible insufficient torque to close valves. Caus ed by 
packing Induced fric ti en, Pocking adjusted N/03O6O0itr. 

BAi^l.O 0 4 yUNDT. C. P Portland General Electric Co 83/06/00, 
MARTIN. J B Region 5. Office of Director 4pp. 18002 20i. BAX 
Fiche* 50-344. B3/06/08. 8306170193 


DOCKET 50-346 DAVifl-BESSE NUCLEAR POWER BTATION, UNIT t 
F, 8ecurlty. medtcel. emergency 1. fire protection plans 


8306090057 Releases public version of -Rev 170 to emergency plan 
supporting procedures rev index 

FELTON* J H DIvielon of Rules and Records 03/06/01 Document 

Managemtnt Branch ip. 18797:340. 24X Fiche; 50-346. 03/06/01, 

0306090057, 


— S306090D60 Public version of Rev 170 tp emergency plan supporting 
procedural rev indti, U/030513 Ur receipt form, 
a Toledo Edison Co. 83/05/13 2pp 10797 349 24X 

Fiche; 90-346. 03/06/01 . 8306090057, 


8306090291 Releases public version of revised emergency plan supporting 
procedure administrative memo U rev index 

FELTON. J. N Division of Rules and flacords, 83/06/01. Ducwment 
Hanagament Branch. Ip. 18810:035 24X Fl che. 90-346, 03/06/01 . 

8306090201. 


— S3O6O9O203 Public version of Rev J5 to Emergency Plan Supporting 
Procedure Admi nx s trdti ve Memo 39, "Fire Brigade" 6 Rev J 79 
to rev index W/P305i9 Ur 

MURRAY,! D Toledo Edison Co 03/05/13 4pp IQSIO OJh pu 
Fiche 50-346.83/06/01.0306090201 


8306160676 Releases public version of revised emeigertcy plan 
edoii nl strati ve procedure 

FELTON. J M Division of Rules and Records 83/06/01 
Management Branch Ip 1G676 300 a4X Fiche 50-346,03/06/01, 
8306160676 


— Q306J60679 Public version of Rev 13 to Emergency Plan Administrative 
Procedure AD tBS7 10, "Emergency Offsite Dose Estimates" S. 

Rev 177 tp rev index W/83031 1 Ur At receipt form 

MURRAY, T D Toledo Edison Ce 03/05/05 GSpp 1B076 301 241 

Fiche 50-346. 83/06/01. 0306160676 


6306090370 Releases public version of revised emergency plan 
Imp 1 emen ting procedure 

FELTON* J M Division of Rules and Records 03/06/06 Document 
Management Drench ip I0B14 010 24X Fiche 50-346.03/06/06, 

0306090370 


--0306090375 Public version of Rev 4 to Emergency Plan Implementini 
Procedure El 1300 07 O. "Technical Support Ctr Activation" 

8< rev index 

MURRAY. T D Toledo Edison Co 03/04/07 12pp 10814 019 ?A% 

Fiche 90-346,03/06/06,0306090370 


6306)60686 Releases public version of temporary mod request 

FELTON, J W Division of Rules and Records 03/06/06 Docuairt 
Management Branch Ip 18076 293 24X Fiche 50-346*03/06/06. 

8306160686 


--0306160670 Public version of Temporary Mod Request T-711i to 
Emergency Plan Implementing Procedure AD 1827 10. "Offsite 
Dose Calculations Rev 174 to rev index end 

downing, Q Toledo Edison Co 03/04/12 3pp 18876 294 SAt 
Fiche S0-S46. 03/06/06. B3061606B6 


8306170075 Forwards Temporary Mod T-7107 to Rev 19 to industrial 
security plan Mod withheld <ref lOCFfl73 211 

CROUSE. R.P Toledo Edison Co 03/06/07 Office of Nuclear 
Reactor Regulation. Director Ip 1Q878 358 24X 

Fiche 50-346*83/06/07.0306170075 


0306220252 Releases public version of updated emergency plan revised 
emergency plan Implementing & station supporting procedures 
FELTON. J M Divisidn of Rules and Records 03/06/07 Docurtpnl 
Management Branch Ip 10930 001 24X Fiche 50-346*83/06/07. 

0306220252 


■0306220257 Forwards public vorsipn of updated emergency plan & r-evisel 
emergency plan imp 1 ement j nq & station supporting procedures 
Receipt farm end 

CR0U8E.R P Toledo Edison Co 83/05/04 DENTON. M R Office of 
Nuclear Reactor Regulation. Director 2pp 1B93B 002 24X 

Fiche 50-346, 03/06/07, 8306220252 


— 8306220260 Public version of updated emergency plan 

MURRAY* T Toledo Edison Co 83/05/01 Office of Nuclear 

Reactor Regulation* Directoi 316pp 10930 004 24X 

Fiche 50-346. 83/06/07, 8306220252 


— B306220263 Public version of revised emergency plan implementing fr 
supporting procedures, including Procedures El 1300 00 re 
station renpo-nse* El 1300 01 re emergency plan activation & 

El 1300.02 re unusual events 

MURRAY,! Toledo Edison Co 03/05/01 Office of Nuclear 
Reactor Regulation. Director, 424pp 10930 320 24X 

Fiche, 50-346.83/06/07. 0306220252 


8306130298 Forwards IE Safeguards Insp Rept 50-346/03-00 on 030502-06 b 
notice of violation. Hotics of violation withheld 
iref 10CFR73. 21) 

HiNDrJ, A. Divielon PP RadiolDgical 6 Materials Safety Prograrns, 
03/06/10, CROUSE, R.P Toledo Edison Co 2pp 10022 189 24X 
Fiche 50-346*83/06/10.0306130290 


—8306130319 IE Bafe guards Insp Rept 50-346/03-00 on 030502-06 
Noncompl ianc e noted security investigati on results not 
properly documented Details withheld iref tOCFR73 21). 

PIHTLE.O L . DELANOER, J. L. , CREED, J R Region 3. Office of 

Director 03/06/09. 2pp 18028. 19J, a4X Fiche 50-346* fi3/06f 10. 

0306130398 


8306210161 Ack receipt of 030520 Ur informing NRC of steps taken to 
correct violatione noted in lE Insp Rept 50^346/03-03. 

PAFERIELLO. C J Region 3. Office of Director. 03/06/19 
CROUSE.R.P. Toledo Edison Co Ip. 10917.003 24X 

Fiche; 50-346. 83/06/19*8306210161 
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— S3D62JOi70 Responds to NRC 830^22 Iti re violations noted in IE Insp 
Rept 50-346/Q3'”03 Corroctive actions procedures revised to 
reernphasite methods available for contacting Ottauta County 
sheriff & shift supervisor provided with addl guidance 
CFlOUSEi R P Toledo Edison Co 03/05/20 KEPPLFRi 0 <3 Region 3. 
Office of Director 7pp 10917 004 a4X Fiche 50-346, 03/06/1 5. 
0306210161 


6306270S04 Ack receipt of 030516 Itr re emergency planning eiercise 
far May 1903iper IE Insp Rept 50-346/03-07 No violations or 
deviations noted Response to weaknesses identified in 
observations over exercise period end 

CRDUBEiR P Toledo Edison Co 03/06/21 KEPPi.ER,J Q Region 3« 
Office of Director 6pp 10991 264 24X Fiche 50-346.03/06/21, 

0306270204 


P Operating license stage documents correspondence 


0306030503 Foruiards safety evaluation supporting response to Thl Itams 
1 A2i.4SinD2 Requirements satisfied 

DEAOAZIO. A Operating Reactors Drench 4 03/03/13 CROUSE, R P 

Toledo Edison Co 4pp 1Q747 167 34X Ficho 50-346,83/05/13. 

0306030503 


— 0209030335 " Improvofnents In Training l< Requal i f ication Programs As 
Required Dy TMI Action Items lA21t(IlD4 for 
Davis-Oesse Nuclear Power Station,** technical evaluation 
rept 

» Science Applications. Inc NRC-03-02-096 3A1 -106-029-20 

02/00/31 NRC - No Detailed Affiliation Given 15pp 
1B747 172 S4X Fiche- 50-346. 03/05/13.0306030503 


•B3061SOSOB Forwards BER supporting 030129 submittal re TMI Action Plan 
Items II F. 1 4 j ^'Containment Pressure Monitor.” II F 1 5. 
"Containment Water Level Monitor,” Si II T 1 6. "Containment 
Hydrogen Monitor," Requirements met 

STOLZiJ F Operating Reactors Dronch A 83/05/24 CRQUSE. R P 
Toledo Edison Co 2pp 19066 313 24X Fiche 50-346. 03/05/24* 

0306150500 


--8306150515 Bafety evaluation supporting licensee Q30128 submittal re 
NUREO -0737. Items 11 f 1 4. "Containment Pressure Monitor." 

II r 1 Sr "Containment Water Level Monitor. ” & II F 1 6, 
"Containment Hydrogen Monitor ” Requirements met. 

» Office of Nuclear Reactor Regulation. Director 03/05/24 Spp 
10066 315 24X Fiche 50-346.83/05/24.0306150900 


0306080234 Forwards OER on 010313 revs to seismic reanalysis 
contained in Amend 30 to License NPF-3 Revs acceptable 
0TOL7.J F Operating Reactors Drench 4 83/05/31 CROUBE. R P 

Toledo Edison Co 2pp 18705 321 24X Fiche 50-346.03/05/31* 

8306000234 


--03060B0237 Safety evaluation supporting B10313 revs to Amend 30 to 
License NPF-3 re seismic reanalysis of piping sys ^ 
canponents 

a Office of Nuclear Reactor Regulation. Director 03/05/31. 8pp 
10785? 323 24X Fiche 50-346, 03/05/31. 8306000234 


8306140703 Forwards request for addl info re natural circulation 
cooldeun* per Generic Ltr 01-21 Rev to 820127 response 
raquested Demonstration of void formation necessary for 
demonstrating adequacy of procedures 

STOL^.nI F Operating Reactors Branch 4 03/06/01 CROUBE, H. P 

Toledo Edison Co. 4pp 1BQ44.350 24X Fiche 50-346.03/06/01, 

0306140703 


B306220215 Designates 0 Lainas as licensing contact to coordinate staff 
Interactions w/D&W Owners Group subcommittees re generic 
regulatory Issues. 

DENTON, Hr R. Office of Nuclear Reactor Regulation. Director 
83/06/01. CRQUOEift.P Toledo Edison Co CROUSE, R P Datcock & 
ttilcoi Operating Plants Owners Group 5pp 10991.015 24X 

Fiche. 50-346. 03/06/01. 0306220215 


0306140377 Forwards revised Table D-1, "Preliminary Otress Level 
Cempsrison, ” showing value of stress concentration factor 8( 
h Ifiher calculated peak stresses Higher peak stresses do not 
affect conclusions from 030506 meeting. Meeting summary end 
TAYLOR. J.H Babcock it Wilcox Co 03/06/07. MINER. S NRC - No 

Detailed Affiliation Given Bgp 10044 001 24X 

Fiche. 30-000. 03/06/07. 0306140377. 


8306140500 Forwards responses to 801222 ltr re NURED-0612, "Control of 
Heavy Loads at Nuclear Power Plants," Info addresses 
overhead handling sys for fuel storage pool 

CHOUSE. RP Toledo Edison Co. B3/06/1O. STOLZ. J F Operating 
Reactors Branch 4 142pp 10843 096 B4X Ficho 50-346,83/06/10. 

0306140500 


8306170027 Advises that B30S2O B6W Task Force rept. "Bummarv Rept of 
NRC/O&W Owners G^roup Meeting on Reactor Vessel Internals 
Bolting 830906* DAW- 1784, " constitutes basis for continued 
oparation per 030506 presentation 

CROUGE.R P Toledo Edison Co 83/06/10 STOLZ. U F Operating 
Reactors Branch 4 Ip 10B78 296 24X Fiche 30-346,03/06/10, 

8306 I 70027 


0306200393 Application for amend to License NPF-3. revising Tech Spec 
surveillance test requirements to include flow test to 
verify normal path availability of auxiliary feedwater to 
steam generator Class III amend fee end 

CHGUSE. R P Toledo Edison Co 03/06/15 OTQLZ. J F Operating 
Reactors Branch 4 4pp 1QB99 041 a4X Fiche 50-346. 03/06/15. 
8306200393 


— 8306200394 Proposed Tech Bpecs revising surveillance test requirements 
to include flow test to verify normal path availability of 
auxiliary feedwater to steam generator 
e Toledo Edison Co 03/06/15 2pp 10099 045 84X 

Fiche 50-346. 83/06/15. 0306200393 


0306210026 Responds to B30314 Itr re order requiring completion of 
TMI Item II F. 1 5 on containment water level by 830615 
Environ fc selsitilc qualification repts received h under 
review. 

CROUBE, R P Toledo Edison Co 83/06/15 9TDLZ. J F Operating 
Reactors Branch 4 Ip. 18910 359 24X Fiche 50-346,83/06/15. 

B306210026 


0306230259 Forwards Rev 0 to "Detailed Control Room Design Review 
(DCRDR) PrograM Plan For Davis Basse Nuclear Power 
Plant," in response to NRC 821217 ltr t. commitments per 
util 030415 ltr 

CROUBE, R P Toledo Edison Co 03/06/15 OTOLZ, J F Operating 
Reactors Branch 4 Ip, 18945 021 24X Fiche 50-346.63/06/15. 

B306230259. 


—9306230262 Rev 0 to "Detailed Control Room Design Review (DCRDR) 
Program Plan for Davis Desse Nuclear Power Plant " 

« Toledo Edison Co. 83/06/19 90pp 10945*022 24X 

Fiche 50-346, 83/06/15. 8306230259 


O Inspection reports. 1£ Bulletins It correspondence 


8306270379 Ach receipt of 030324 ltr summariiing IE EnPorcemeni 
Conference Rept 50-346/03-06 on B3030? Util 030429 ltr 
formally submits malnt 6 drawing control programs outlined 
at conference. 

CROUBE. R P Toledo Edison Co 03/05/20 NORELIUS.E Division of 
Project t( Resident Programs ip 18994 154 24X 

Fiche* 90-346, 03/05/20. 6306270379 


0305110490 IE Info Notice 83-32. "Ruptured Am-241 Sources Contained in 
(fell Logging Device " Bve list end 

TAYLOR. J M Division of Safeguards It Inspection Programs (Post 
830103) 83/05/26 Censol (dated Edison Co of New York. Inc, 
laSpp 10B31 043 24 X Fi che. 90-000. 03/09/26. 03 03110458 


B30S1 10460 IE Info Notice 03-34. "Event Notification Info Worksheet " 
Bve list end 

JORDAN. E L Division of Emergency Preparedness L Engineering 
Response (Post 830103} 03/05/26 Consolidated Edison Co. of New 

York. Inc llOpp 16732.085 24X Fiche. 50-000. G3/09/26i 0305110460. 


0303110461 IE Info Notice 03-35, "Fuel Movement M/Control Rods 
With drawn at BHRs " Bve list end 

JORDAN. E L Division of Emergency Preparedness b EngirTeering 
Response (Post B30103> 83/05/31 Consolidated Edlso-n Co of New 

York. Inc 116pp 18732 200 24X Fiche 90-000. B3/09/31. 0309110461. 


0306070199 Ack receipt of 030513 Itr informing NRC nf steps taken to 
correct violations noted In IE Imp Rept 9D-346/B3-D4. 

STREETER, JF Regions, Office of Director 03/06/01. CROUSE.RP 
Toledo Edison Co Ip. 10736.237. 24X Fiche* 90-346, 03/06/01 , 

8306070199 


— 8306070166 Respnnda ta NRC B30427 ltr re violations noted in IE Imp 
Rept 90-346/83-04 Corrective ac tlons* pol icy of waiving 
radiological Controls training for chemistry b health 
physics dept personnel rewritten 

CROUSE, R P Toledo Edison Co. 83/09/13 N0RELIU8.C.E Region 3. 
Office of Director. 3pp 18736-230. 34X Fiche 90-346,03/06/01. 

B306070195 


0306070397 Forwards rev to Inservlce insp pump b valve program 
iubatltted on 000515. Chang es reflect results of B30929-26 
teleons w/NRG Synopsis of current program changes. relief 
requests b specific program changes end 

CRDUSEiR.P. Toledo Edison €0 B3/06/02 STOLZ. J F, Operating 

Raactors Branch 4 13pp. 10742 : 003. 24X Fiche; 50-346, 03/06/02. 

8306070397 
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aso^l 40^418 Rdkpontff to IE Gulldtin G3-0Gr ’*Ch«cli Vdlvt Failure* in 
Rav Matir Coailnt 8v* af Olaasl <^»n8rator» ” Piatal 
ganaratari^ cooJtrf bv wat>r «uj>pliiif frOA conponent caollnii 
water lys. Thr*> 14‘*ifich Vei^n chact valvta uaa>(f for tastinp 
CJROUSe.R.f Toledo Edl.qn Co B3/0&/02 DEVDirNO. R. C Office of 
Ifitarnatianal Pro-sramti Oirfttor. 2pp, 10936 347 ^4X 

FicJti 50-046. 93/06/02^ 8306140449 


8306250037 rarkr«rif» IE Imp Rept 50-346/93-05 on 830201-0429 S. notice 
of violation Cauiei of Malfunction* ihould b« dfeterfliinairi 
evaluated 6 docunantad prior to raturning aqulpmant to 
normal operating itatu*. 

NOfiELJifS, C B, Diviiion of Project 6 Reaidant Pro grama. 53/06/07. 

CROUSE. R P Toledo Ediaon Co 2pp, 1B930 191 54X 

FJ Che: 5 0-346» 03/06/07. 0306550037 


— e306SSi)04-l Notice of violation from imp on 930501-0429 

N0RELIU3. C B, DlvUlan of Project (b Reeidant ProgTama. 03/06/07. 
5 p p. 1 S930. 193. S4X Fi c h » ‘ 50-346. 03/06/07# 0306250037 


0306520090 IE Intp Rapt 50-346/03-05 on 530201-0459 None ompl lance 
noted ’ adMlnifttrative proeedufe* & OA manual did not include 
control* to prevent procedure* from becoming Inadequat* i< 
fallowLip LER not iKsued re trip breaker malfunction 
PEEBLES. 7.^. . ROOERSrM O . JACKIN. i.N Region 3. Hffice of Director. 

03/06/06, lipp. 15930.195. 24X FI ch a 50-346. 53/06/07, 0309220037. 


8305110464 IE Info Notice 53-36, "Impact of Sfcuritg Practices on Safe 
Operation* * Sve lilt end 

JORDAN. E.L. Division of Emergenev Preperedpesi tr Engineering 
Reiponei (Poet 930103). 53/06/09 C-onsoJlda ted Edison Co of New 

York. Inc. Ii9pp. 10030 500 24X Rich e* 50-000. 03/06/09, 5309110464. 


5306130595 rorwards IE Eafaguerd* insp Rept 50-346/93-0B an 630505-06 
notice pf violation Notice of violation withheld 
{ref iClCFR7a 51). 

HIND, J. A. Division of Radiological 6 Haterlals Safety Programs. 
53/06/10. CROUBE.R P. Toledo Edison Co, 2pp. 18025.10? 24X 

Flchi! 90-346, 53/06/10.5306130298 


—8306130319 IE Safeguard* Insp Rtpfe 50-346/83-08 on 530502-06 
Noncompliance noted. security investigation result* not 
properly documented petallt withheld <ref I0CFR73 211. 

PIRTLC.O.U, BELANOER.J L , CREED, J R Region 3, Office of 

Director 63/06/09. Spp. 15822 19J 24X FI chi 50-346. 03/06/10, 

0306130595. 


8306530293 Forwarde IE Insp Rtpt 90-346/83-10 on 530904-09 No 
noncoiMplianca noted. 

LITTLE, W.B Region 3, Office of Director 83/06/10. CROUSE. R.P. 
Toiade Edison Co 2pp. 15949 519 24X FI c he; 90-346* 63/06/10, 

0306230593. 


—0306230259 IE Insp Kept 30-346/63-10 on 030904-05. No noncompl lenc# 
noted. Major area* inspected: fol lowup of previously 
Identified problem w/conteinment electrical penetrations 
hENDEZ.R , NlLLlAKa. C C. Region 3, Office of Director. 63/06/10. 
9pp. 15949 251. 24X FI Che’ 50-346, 63/06/10, 8306530253. ’ 


0309110470 IE Info Notice 53-30. "Defective Heat Sink Adhesive ti 
eeismUally Induced Chatter in Relays Mithin Printed 
Circuit Cards 8vc list end 

JORDAN) E.L Division of Emergency Preparedness 6 Engineering 
Responsa (Poet 030103). 83/06/13 Consolidated Edison Co of New 

Yorl, Inc. llSpp. 18950* 229. 24X Fiche* 90-000, 03/06/13, 83051 10470 


03>O6O9OO1O IE Info Notice 63-37, "Tran ■ former Failure Resulting From 
Degraded Internal Connection Cables." Sve list end. 

JORDAN, E. L Division of Emergency Preparedness 6 Engineering 
ftesponse (Pott 6301031. 03/06/ J3 Consol Idated Edison Co, of New 

York, Inc 243pp. 18921*001. 24X Fit ha. 90-000, 83/06/13. 6306090010 


8306300060 Forwards IE Insp Rept 90-346/63-13 on 630902-06 6 16-20 No 
non com pl lance noted. 

STREETER, J.F Region 3, Office of Director 63/06/14. CROUSE. R P. 
Toledo Edison Co. 2pp. 19120:273. 24X Flche: 90-346, 03/06/14* 

0SO63OOO6O. 


— 8306300063 IE Insp Rept 90-346/03-13 on 030905-06 fc 16-20. No 
noneompllance noted. Najar areas inspected. Instrument calibr 
procedural E records, test 6 measurement equipment procedures 
It record* E nonroubine reporting procedures 
FARRELL* R. E. , HAWK 1)48, F- C, Region □, Office of Director, 

03/06/14, 4pp 19120:279. 24X Flchi* 90-346. 63/06/14, 5306300060 


830'6310161 Ack receipt of 030920 Itr informing NRC of steps talan to 
correct violations noted In IE Insp Rept 50-346/63-03 
PAPERIELLOiC. J. Region 3, Office of Director. 03/06/19, 

CROUSE, R.P. Toledo Edison Co. Ip. 18917' 003 24X 

*■* ^her 90-346*03/06/19* 5306210161, 


— 8306210170 Responds to NRC 030425 Itr re violations noted In !E Ini-) 
Rept 50-346/53-03 Corrective action* procedure* revised to 
reemphaslte methods available for contacting Ottawa County 
sheriff shift supervisor provided with addl guidance 
CROUSE, R P. Toledo Edison Co 93/09/20 KEPPLERrJ 0 Region 3, 
Office of Director 7pp 15917 004 24X Fiche 50-346,03/04/15, 

0306210161. 


8306300022 Forwards IE Insp Rept 90-346/83-12 on 890527 No 
noncoiiip liance noted 

LITTLE, W 5 Region 3, Office of Director 03/06/17 CROUeE.fiP 
Toledo Edison Co 2pp 19120 349, 24X Fiche 50-346, 03/06/) 7, 

8306300022 


-“8306300029 IE Insp Rept 90-346/03-12 on B30S27 No noncomp 1 ianc* n»tel 
Major areas Inspected implementation of IE Bulletin 79’*14 & 
followup on previously identified items 

VIM. I T . DANIELBON.D H Region 3. Office of Director 03/06/JT 
3pp 19120 351 24X Fiche 50-346,03/06/17.0306300022 


8306300251 Forwards IE Insp Rept 50-346/63-14 or> 8305S4-26 No 
noneompllance noted 

LITTLE, W B Region 3, Office of Director 83/06/17 CffOUfJE.R P 
Toledo Edison Co 2pp 19119 343 24X Fiche 50-346*83/06/17, 

6306300251 


— B306300292 IE Insp Rept 90-346/03-14 on 830524-26 No noiKompHante 
noted Major areas Inspected licensee action on previoui Imp 
findings. 

MENDEZ.R.* NILLlAti0,C C Region 3, Office of DlrectDr 03/04/17 
5pp 19119 349, 24X Fiche 90-346, 83/06/17. 8306300231 


G3D6270204 Ack receipt of 030516 Itr re emergency planning eierclse 
for Mag 1983, per IE Insp Rept 50-346/03-07 No violations or 
tfeviablons noted. Response to weaknesses identified in 
observations over exercise period end 

CROUSE, R P Toledo Edison Co 03/06/21 KEPPLER.J 0 Region 3. 
Office of Director 6pp 18991 264 24X Fiche 50-346 . 03/06/01, 

5306270204 


6305110479 IE Info Notice 03-40, "Need to Environmentally Oualify 
Epoxy Grouts 6 0ealers 8vc Hit encl 

JORDAN* E.L Division of Emergency Preparedness 6 Engineering 
Responee (Post 830103) 03/06/22 Consolidated Edison Co of Riw 

York, litc tl9pp 19021 179 24X Fiche 90-000, 83/06/22, 0305110(75 


8309110477 lE Info Notice 83-41, ’’Actuation of Fire Buppresilon Byt 
Causing Inoperability of Saf ety-Related Equipment ’’ Sve ilEt 
encl. 

JORDAN. E. L. Division of Emergency Preparedness 6 Englnaering 
Response (Post 030103) 83/06/22 Consolidated Edison Co of Kiu 

Von, Inc 120PP 18997.007 24X Fiche SO-000. 03/06/22* 0305 UC(77 


8309110479 IE Info Notice 83-42. ’'Reactor Mode Switch Mai functi ons • 
Sve list encl. 

JORDAN, E L Division of Emergency Preparedness It Engineering 
Response (Poet 030103) 83/06/23 Consolidated Edison Ca. of Nfw 

York, Inc 116pp 16996 242. 24X Fiche* 50-000. 03/06/23) 030 5110479 


0309110483 IE Inf<i Notice 83-43. "Improper Settings of Intermediate 
Rang* (IR) High Flux Trip Setpoints," 8vc list encl, 

JORDAN* E.L Division of Emergency Preparedness b Engineering 
Reepons* (Post D301O3). 03/06/24 Consolidated Edison Co of Miw 

York, Inc U6pp. 19046.297 24X Fiche 90-000. 03/06/24* 03031 1 04« 


8306300044 Confirms arrangements for rescheduling 030627 meeting, lo 
discuss DALP* to 830712 at Region III ofc 

NaRELlU8*C, E. Division of Project 6 Resident Program*. 03/06/24 
CROUSE, R P Toledo Edison Co Ip. 19120,222 24X 

Fiche* 90-346*83/06/24, 0306300044 


R Periodic operating reports l< related correspondence 


6306020129 Monthly operating rept for Mar 1983 N/63040B Ur 

BARBOUR. B , MURRAY, T. D Toledo Edison Co 03/04/00 KALLER.N 
Office of Resource Menagement, Director 9pp 10691. 24A SldX 
Fiche. 5D-346, B3/O4/D0, 8306020129 


8306160940 Monthly operetlng rept for Apr 1983 W/830509 Itr 

aArtSOUR,B , MURRAY, T D Toledo Edison Co, 83/09/09. HALLER* N 
Office of Menegement end Program Anelysls. 9pp 10065*051. S4X 
Flcha* 90-346. 83/09/09, 8306160540 


0306170276 "Mey 1903 Wastewater rept" 

MURRAY. TD Toledo Edison Co. 03/06/14 Ohio, State of. Vpp 
18878*299 24X Fiche 90-346,83/06/14,8306170376. 
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S flf{iaptdbl« occurr«n«e*< LERs & r«lat#(f corrBipondtnce 


SGO^O&Olia? LER 03-027 /OaL-0< on 030420* v^il ve RC240B uovld not clooo u/o 
rtpootoff signal* from control room CaOKsd valve operator 
toriiulng out due to dirtg &< improperly lubricated stem Stem 
cUaned St torque suitch reset M/B30926 Itr 

MURRAY* T D * LQNO, J Toledo Edison Co 03/O9/2A KEPPLER* J 0 
Region 3« affic* of Director 3pp 10719 016 24X 

Fiche 50-346* 03/05/26* 0306060137 


0306100124 UER 83-021/03L-0 on 030502* operator found Fuel Handling 
Access Corridor Doer 406 ajar Caused by failure of closure 
mechanism Closure mechanism adjusted to force door closed 
M0LFE*R t MURRAY* J D Toledo Edison Co 03/05/31 KEPPLER* J 0 
Region 3* Office of Director 4pp 18002 014 24X 

Fiche 30-346*03/03/31*8306100124 


8306210262 LER 83-022/03L-0 on 030513* determined erratic generator 
output in response to speed change input on 030413 
reportable Caused by loose connection on electronic governor 
control bou Terminal screw cross threaded W/030606 Itr 
UEfiSlMO*R * RIGMTER*L, * HURRAY* T D Toledo Edison Co. 03/06/06 
KEPPL£R*J a. Region 3> Office of Director 4pp 10915 092 24X 

Fiche. 50-346* 03/06/06* 0306210262 


9306170429 Revised LER 03-OOa/O3X-2 on 030115*18*0409.10 S< 0510, RCS 
dose equivalent 1-131 exceeded Tech Spec limit Caused by 
stight fieslon product leakage through fuel cladding Level 
of 1-131 monitored. W/S30607 Itr 

RICHTER* L , MURRAY, T. D Toledo Edison Co 03/06/07 KEPPLER* J 0 
Region 3* Office of Director lOpp, 1G079 050 24X 

rich*' aO-346* 83/06/07* 0306170429 


8306170414 LER B3-023/D3L-0 on 830510, ISO-vol t ac essential bus Y4 
1 ost, rtf ul ting in deenergiring reactor protection & safety 
features actuation sys Channa] 4 Caused by blown fuse in 
Inverter YV4 Power restored to bus, H/03O6OB Itr 

ROWLAND.N » MURRAY* T 0 Toledo Edison Co 03/06/00 KEPPLER.J© 
Region 3* Qffict of Director, 3pp 10679 001 24X 

Fiche 50-346*03/06/08,0306170414 


830617014? UER B3-024/03L-0 on 830511, while starting up from 830510 
reactor trip* quadrant power tilt in quadrant Y2 exceeded 
Tech Spec steady-state limit Caused by Inherent design of 
ObVl NS80 ft negative moderator temp coof f ic lent, W/030609 Ur 
0 ' CONNOR iB , MURRAY, T D Toledo Edison Co 83/06/09 KEPPL£R*J. 0 
Region 3* Office of Director 4pp, 10070*307 24X 

Fiche 50-346,03/06/09*8306170142 


8306210004 UER e3-025/03U-0 on 030429* Fire Detection Zone 410 on 
containment east passage alarmed ft could not be reset Caused 
by faulty detector string Corrective action planned during 
next refueling outage M/030610 Ur. 

BOnvarAKiH , hurray* T D. Toledo Edison Co 03/06/10. KEPPLER, U. 0 
Region 3, Office of Director* 3pp 10911:234 24X 

Fiche, 50-346* 83/06/10* 8306210084, 


B306S20007 part 21 rept re adequacy of fittings supplied by Tube-Line 
Corp through Capitol Pipe ft Steel Products Co for use on new 
auxiliary feedwater headers of iteam generators Flanges not 
heat-treated as required by mail specs 

TAYLOR* J H, Babcock ft Mil cox Co 03/06/17 OEVaUNO* R C 
Dlrtcbor^s Office* Office of Inspection and Enforcement 4pp 
18927-354* 24X Fiche- 50-000* 03/06/17* 0306820007, 


DOCKET 90-349 JOSEPH M FARLEY NUCLEAR PLANT* UNIT I 


F Sicurityi medical* emergency ft fire protection plane 


D306090319 Forwarde IE Bafeguards Inep Repts 50-348/83-07 ft 
90-364/03-09 on 030227-0303 ft notice of violation. Rept 
deteils ft notice of violation withheld (ref iOGFR73 21) 

LEM19*R C Division of Project ft Resident Programs. 83/03/23. 
MCDONALD* R.P Alabama Power Co 2pp. 10799 112 24X 

Fiche 9 0-348* 03/03/23* 030609031 9. 


— 8306090324 IE Safeguards Insp Repti 50-340/83-07 ft 50-364/03-05 on 
830227-0303 Noncompl lance noted* fai lure of vital area 
alarms in access mode to indicate tamper Details withheld 
Cref 10CFR73. 21), 

MCX)RE*D, E Rag ion 2* Office of Director HCOUXRE* P R Division 
of Emergency Preparedness ft Materials Safety, 83/03/23. Ip 
10799*114, 34X Fiche 50-348*03/03/23*0306090319. 


0306020570 Goiements on NUREO-0737* Item III A. 2 1* ^'Emergency 
Preparedness* Upgrade Emergency Plans to App E* lOCFflOO. 

Onilta ft offsite emergency preparedness adequate. Item 
closed, 

VAROAiB A Operating Reactors Branch 1* 03/05/24 CLAVTDN* F* L 

Alabama Power Go. 2pp 10715 066. 24X Fiche 50-348*03/05/24* 

8306020 570, 


0306010332 Furwards IE Safeguards Insp Repte 50-348/83-14 ft 
90-364/03-12 on 030509-13 No noncompl ianc e noted, 

UERRELLI.D Division of Project ft Resident Programs 03/05/26 
MCDONALD* R P Alabama Power Co 2pp 10682 150 24X 

Fiche 50-348*03/09/26.0306010332 


—8306010333 IE Bafeguards Insp Repts 50-340/83-14 ft 50-364/83-12 on 
030509-13 No noncompliance noted Major areas Inspected site 
oTlentatlon* security organl latlon-mgt* parsonne 1 ft response. 

Details withheld (ref 10CFR73 21> 

HALL*0 L Region 2* Office of Director HCQUIRE.D R Division of 
Emergency Preparedness ft Haterlali Safety 03/05/24 Ip 
10602, 192 S4X Fiche 90-340,83/05/26.8306010332 


0306140645 Forwards IE Imp Repts 50-340/03-11 ft 50-364/03-09 on 
830418-S2 No nonconpl lance noted 

VERRELLIjD M Division of Project ft Resident Programs 83/09/26 
MCDONALD* R P Alabama Power Co 2pp. 1BB41’242, 24X 

Fiche 30-348,83/09/26*0306140645 


— B306140695 IE Ijisp Repts 50-340/83-11 ft 50-364/03-09 on 030410-22. No 
noncompllance noted Major areas inspected emergency 
preparedness 

MARBTON.R.R Region 2* Office of Director. x/ENKlN9* 0 R. Division 
of Emergency Preparedness ft Materials Bafety. 83/09/24 6pp, 
18041:244 24X Fiche* 90-348* 03/09/26* 8306140645, 


0306090204 Releaets public version of emergency plan administrative 
procedures 

FELTON* J,M Division of Rules end Records 83/06/01 Document 
Management Branch. Ip. 18009*229 84K Ftche: 90-340* 83/06/01, 

6306090204 


— 6306090208 Public varslon of Emergency Plan Administrative Procedure 
FNP-B3-0497* •'On-Call Schcdult “ echedule will be filed 
w/Procedure FNP-O-EIP-B. M/a30911 Ur 

HUDePETH*J,B Alabama Power Co. 03/05/11, 4pp 16009' 230. 24X 

Fiche 50-348* 83/06/01 * 8306070204 


8306090329 Ach receipt of B3041B Ur informing NRC of steps taken to 
correct vlolmtlons noted in IE Safeguards Insp Repts 
SD-348/B3-07 ft 90-364/03-05 

LEMIS.R. C. Division of Project ft Resident Programs. 83/06/06 
MCDONALD, R P. Alabama Power Co. 2pp 16799' 070. 24X 

Fiche. 90-346, 83/06/06* 0306090329 


—8306090332 Responds to NRC 830323 Ur re violations noted in 1£ 
Safeguards Imp Repts 50-348/03-07 ft 50-364/03-05 Corrective 
actions withheld. 

CLAYTON* F L, Alabama Power Go. 63/04/16 LEMIB.R. C, Region 2* 
Office of Director Ip 18799“ 072. 24X Fiche* 50-348* 83/06/06* 

3306090329. 


6306160027 Releases public version of revised emergency plan 
Implementing procedure, 

FELTON* J M. Division of Rules and Records. 83/06/06 Document 
Management Branch. ip. 18872 299 24X pi che. 90-348, 83/06/06* 

83061600S7 


— 8306160032 Public version of Rev 11 to Emergency Plan Implementing 
Proceifure FNP-0-ErP-4, "Chemistry ft Health Physics Support 
to Emergency Plan. " M/e30924 Ur. 

HUDSPETH* J. 8. Alabama Power Co, 83/09/19. iOpp 16872:276 24X 

FI Che 90-348, 03/06/06* 8306160027 


8306210363 Releases public version of revised emergency plan 
Implamintlng procedure 

FELTON* -J. M Division of Rulas and Records. 83/06/06, Document 
Nenmgement Branch Ip 18937:097. 24 X Fiche- 90-348. 83/06/06* 

8306210363 


— 9306210369 Public version of Rtv 12 to Emergency Plan Implementing 
Procedure FNP-D-EiP-9,, "Radiation Exposure Estimation ft 
Classification of Emergencies.*' Receipt form end 
M/e3042l Itr. 

HUD8PETH.J 8. Alabama Power Co. 83/04/14. Office of Nuclear 
Reactor Regulation* Diractor i30pp. 18937*078. 24X 

Fiche* 90-348,63/06/06, 8306210363. 


8306290198 Ack receipt of 030606 Ur Informing NRC of steps taken to 
correct violmtlons noted in IE Insp Repts 50-348/83-09 ft 
S0-364/B3-07 

LEHI6,R. C. Division of Project ft Resident Programs. 63/06/16 
MCDONALD, R.P Alabama Power Co. 2pp. 19096,099, 84X 

Fiche. 90-340* 83/06/16* 8306290190 


—8306290207 Respends to NRC e?05l0 Itr re vlpletions noted in IE Insp 
Repts 90-348/83-09 ft 90-364/83-07. Corr sc live actions; 
personnel instructed to close fire dooTs unless fire watch 
established ft preventive meint program updated. 

CLAYTON* F L. Alabama Powsr Co. 83/06/06 LEU18.R C. Region 2* 
Of flea of Director 4pp, 19096 097 S4X Fich e; 90-348* 83/06/16* 
9306290190, 



206 


DOCKETED ITEMS 


~8306af0S£2 tE Imp Ripti S0-34B/e3-{)9 & S0-SM/B3-07 an 630306-0410 
Ifoncomp lianc* natvd: fAiltJra to follou calibr it rvcydtt 
procedural & Tech Spec requireeient* for fire lioore & 

Procedure FNP-1^37P"2&6 iSpflev Sj Inadequate 
BRADFDI^Or M H « RULAND. W H Reg I an S* Office of Director 
CANTREULa F S. Diviilon oA Project & Resident Programe 03/09/06 
iOpp 19036 104. 2Ait. FitJie 5O-:J40i 03/06/16. 8306290193 


P. Operating licenee stage <facuflents 6 carreepondence 


6306010331 Oulietlts list of past-trip revieui procedures to be modified 
folloufing rcvieu of r emits of IAlREC-0977 (Salem event) it 
diecuieion w/NRC Hods uilll be made bflthtn 30 days 
CLAVT0N«F. L Alebami Pouer Co- e3/0&/34- V^AROA.S A Office of 

Nuclear Reactor Ragulitiona Director Ip 10601 37B SAX 

riche 90-346. 63/09/24 . 630&0 1 0331 . 


B306020036 Acl receipt of 630S10 Itr informing NRC of commitment for 
resolution of reactor pratectlan eys DS-416 breaker' problem 
Program being reviewed Responsibility for review of 
conclusions transferred fro Region 11 

VAROA.6 a Operafrlna Rfectors Branch 1 03/05/29, CLA/TON. F L 

Alabama Power Co 2pp 18702' 324, 24X Flche 90-340.63/05/29. 

6306020036- 


0306030307 8uppt to 021 llA eppHeetion to amend OL. adding snubbers 
Attached to nuneafettf-related piping assumed to be operable 
for laf tty-related seismic strass anatysls to Tech Spec 
snubber tables. 

CLAVTONeF, L Alabama Power Co. 03/09/27 Office of Nuclear 
Reactor Regulation. Director 2pp J07O0 200 24X 

Flche 90-346. 63/05/87 1 9306030307. 


— B306030311 Pr 0 pi)Bad Tech Spec changes adding snubbers attached to 
non safety -re la ted piping assumed to be operable for 
ssfaty-relatad seismic stress analysis to snubber tables, 
a Alabama Power Co B3/0S/87. 40pp 16706' 202 24X 

Flche 50-349. 63/05/27. 8306030307 


8306060201 Submits status -Sc schedule re design changes, test procedures 
li cdnfirmatery life prograsi for DS^416 reactor trip 
fareaJiersi per 030910 lie dc 030531 coaMitmept. ha int program 
wilt be modified upon completion of 6-month test program 
CLAVTON.F. L. Alabama Power Co 63/05/3i, VAROA. 9 A Office of 
Nuclear Reactar Regulation. Director. 4pp 10727 324 24X 

F i ch a ; 50-340. 63/09/31 / 630606020 1 


9306140610 Requests that utU previous date of 030901 far approval of 
proposed amend to Tech Bpe-c 3/4. 1.3 re movable control 
asismblles ba advanced to 030719 due to increase in control 
rod sys events. 

CLAVTON.F. U. Alabama Pouar Co. 63/06/03 VTAROAiS A Dffica of 
Nuclear Reactor Regulation. Director. 2pp. 19842:077 24X 

Flche* 50-348. 63/06/031 8306140610- 


9306130429 Application for amend to Licenses NPF-2 ft NFF-6. cbenglng 
Tech Bpece re operating personnel. par NURFO-0737. Item 
1 A- 1. 3 tr Generic Ltre 62-02 6 98-18. to ijicorporete current 
practices. 

CLAVTON.F L Alabama Power Co. 83/06/06 ^/AROA. 8 A Office of 
Nuclear Reactor Regulation. Director, 3pp- 10021 283 84X 

F 1 e h e : 8 0-346. 93/06/06. 930A1 30429 


— 9306130442 proposed Tech Epees re use of overtime for operating 
personnel 

» Alabama Power Co 83/06/06. 3pp. 18021 826 84X 

Flche. 55-349. 83/06/56. 0306130439 


9306140593 Commits to eddl action itema eiiociated u/Westinghouse 
reactor trip breebcrs.rtadel DB-416* based on 930602 telcon. 

Only replectaisnt undervoltege trip attachments w/record of 
89 cycles will ba uiad. 

CLAYTON, F.L Alabama power Co 03/06/06 VAR&A.0A Office of 
Nuclear Reactor Regulation. Director. 3pp, 19644’ 183 24X 

Ficho' 50-348. 93/06/06, 03061408^3. 


0306160278 Foriaards statui of all licensing itams identified in util 
030113 Itr. 

CLAVTDNiF, L Alabama Power Co. 83/06/10 VARGA, 9. A Office of 
Nuclear Reactor Regulationf Director 7pp 10660 177. S4X 
FI chej 90-348, 93/06/10, 9306160270. 


9306810193 Application for emend to License NPF-2 requesting one-time 
change to Tech Spic permitting sstansion of subsequent 
visual imp of Inaccassibls hydraulic snub-bars to fifth 
outage or neat plant eutfown of aufflcient duration. 

GLAYTdN,F.L. Alabama Power Co. 83/06/17 VAROA, B.A Office of 
Nuclear Reactor RejulatUn, Director. 2pp. 18914:152 24X 

Fichs; 90-348, 83/06/17, B306810J93. 


— 8306210201 Proposod Tech Spec ra ono-timo change to inaccBssibis 
hydraulic snubber visual insp 

e Alabama Power Co 03/06/17 Ip 18914 194 84X 

Flche 90-340.03/06/17.0306210193 


8306830370 Application to amend Licenses NPF-2 NPF-D, deleting Tech 
Spec t equlremsnt for river water sgs surveillance & sve 
water bldg battery sys discharge test during shutdown 
CLAVTON.F L Alabama Power Co 03/06/20 VAROA. 0 A Office oP 
Nuclear Reactor Regulatloni Director 3pp 16943 247 24X 

F i c h B 50-348. 83/06/20. 6306230370 


— 8306230302 Proposed Tech Spec changes, del et Ing requirement for rive? 
water sys surveillance & sve water bldg battery sys 
discharge test during shutdown 

* Alabama Power Co 03/06/20 9pp 18943 249 24X 

Fi ch e 50-340. 03/06/20. 0306230378 


6306240040 Requests specific license emends discussed during Nay 1903 
telcons w/NRC be givtn priority to meet review schedules 
Evaluation will avoid need to resubmit changes as emergency 
Tech Bpec changes 

CLAVTON.F L Alabama Power Co 03/06/20 VARGA, 8 A Office of 

Nuclear Reactor Regulation. Director 6pp 10981 089 24X 

Ficfte 90-340.03/06/20.8306240040 


Q Inspection reports. IE Bulletins it correspondence 


0306090319 Forwards IE Safeguards Jnsp Repts 50-340/83-07 it 
50-364/03-05 on 030287-0303 8. notice of violation Rept 
details it notice of violation withheld (ref 10CFR73 21) 

LERIB.R C Division of Project it Resident Programs 93/03/33 
MCDONALD. R P Alabama Power Co 2pp 18795 112 24X 

Flche 50-348.03/03/23,8306090319 


—0306090324 IE Befoguards Insp Repts 50-340/03-07 it 50-364/03-05 oft 
630227-0303 Noncompl iance noted failure of vital area 
alarms in access mode to indicate tamper Petailo withheld 
<ref 10CFR73 21) 

NOORE 4 DE Region 2, Office of Director MCGUIRE, D R Diviilon 
of Emergency Preparedness Materials Safety 03/03/23 Ip 
16795 114 24X Flche 50-348,83/03/83.6306090319 


8306140473 Forwards lE Insp Repts 50-348/83-12 it SO-364/03-iO on 
830421-22 No noncompliance noted 

VERRELLJ.D M Division of Project it Resident Programs 03/05/16 

MCDONALD. R P Alabama Power Co 2pp 10634 326 24 X 

Fichfl 50-348.03/05/16,0306140473 


—0306140477 lE Insp Repts 50-340/03-18 8. 50-364/83-10 on 030421-22 Ns 
noncompXlance noted Major areas inspected licensee program 
for keeping radiation exposures ALARA 

DEBS, D T , HOSEY. C M Region 2, Office of Director BARR. K P. 
Division of Engineering S. Radiological Safety Programs 63/05/12 
7pp 16034 320 24X Fiche 50-346.03/05/16,0306140473 


6309110486 IE Info Notice 63-32, "Ruptured Am-24l Sources Contained in 
Noll Logging Device *' Sve list end 

TAVLOft, J-M Division of Safeguards it Inspection Programs (Post 
030103) 83/09/26 Consolidated Edison Co of New York, Inc 
129pp 18831 043 S4X Fiche 50-000,03/05/26.8305110458. 


0305110460 IE Info Notice 83-34, "Event Notification Info Worksheet " 
8vc list end 

JORDAN, E, L Division of Emergency Preparedness 6 Engineering 
Retponsa iPost 830103 } 83/05/26 Consolidated Edimn Co of Mw 

York. Inc, 119pp 10732.005 24X Fiche 50-000,83/05/26.8309110460 


8306010332 Forwards lE Bafeguards Insp Repts 50-348/03-14 «. 
3O‘”364/03-l2 on 030909-13 No noncompl i once noted 
VERRELLl.D. Division of Project 8. Resident Programs 03/05/26 
MCDONALD. R P Alabama Power Co 2pp 10682.150 24 X 

Flche 50-348,83/05/26,8306010332 


—9306010333 IE Safeguards Insp Repts 90-340/03-14 it 50-364/63-13 on 
030509-13 No noncompliance noted Major areas Inspected site 
urlenta tion, security or yanliation-mgt, personnel S. responee 
Details withheld <ref 10CFR73 21) 

HALL,B L Region 2. Office of Director. MCGUIRE, D R. Division oi 
Emergency Preparedness it Materials Bafaty 83/09/24 Ip, 

19662 192 24X Flche 90-348.83/05/26.8306010332 


8306140649 Forwards IE Insp Repts 90-340/03-11 8. 50-364/83-09 on 
B3O410-‘22. No noncompl iance noted 

VERRELLl.D M Division of Project it Resident Programs 03/05/26. 
MCDONALD. R P Alabama Power Co 3pp. 10641’ 242 24X 

Fiche. 50-340, 93/05/26, 8306140645 
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— 03O&14O45S IE Insp Repti 30-348/G3-11 tt 50-3fc4/a3''09 on a304lB-'2a No 
noncomp 1 i»nco not^d Major areas inspected emcrflency 
preparedness 

MAR S TO Ml R R Region 2, Office of Director JENKINS. 0 R Division 
of Emargencg Preparedness 8c Materials Safety 03/05/34 /ipp 
10841 244 24X Fiche 30-348,03/03/26.0306140645 


6305110461 IE Info Notice B3-'35, 'Tuol Movement N/Control Rods 
Ifithdrawn at DNRs " Sve list end 

JCROANiC L Division of Emergency Preparedness 8< Engineering 
Response (Post 630103) 03/03/31 Consolidated Edison Co of Nete 

York. Inc 116pp 10732 200 24X Plche 50-000.03/05/31.0305110461 


03D6140071 Responds to IE Dullotin 02-02. "Degradat i on of Threaded 
Fasteners in RCPD of PWR Plants " Maint Ic OA measures 
1 flip lemanted Listed closure connection threaded fasteners 
opened for component Insp/maint 

CLAYTON, F L Alabama Pouor Co 03/05/31 0'RErLL.Y, J P Region 2, 

UfflCB of Director 3pp 10030 261 24X Fiche 30-340,03/05/31. 

0306140071 


G3D6090329 Ack receipt of 030410 1 tr informing NRC of steps token to 
correct violations noted in IE Bafeguards Insp Repts 
30-340/03-07 h 50-364/83-05 

^£1^10,0 C Division of Project & Resident Programs 03/06/06 
MCDONALD, R P Alabama PouiHr Co 2pp 10793 070 24X 

Fiche 50-340,03/06/06,0306090327 


—8306090332 Responds to NRC 030323 Itr re violations noted in IE 
Safeguards Insp Repts 3O-34B/03-O7 L 50-364/03-05 Corrective 
actions uithheld 

C L AVION, F L Alabama Power Co 03/04/10 LEWIS, R C Region 2, 
Office of Director Ip 10795 072 24X Fiche 50-340,03/06/06, 

8306090329 


0305110464 IE Info Notice 03-36, "Impact of Security Practices on Safe 
Operations " Sve list end 

JQHDANrE. L Division of Emergency Preparedness 6 Engineering 
Raepo.nse (Post 030103) 03/06/09 Consolidated Edison Co of Meu 

York, Inc 1 I9pp 10030 200 24X Fiche 50-000.03/06/09,0303110464 


0306170337 Submits evaluation of plant design L initial description of 
planned actione In response to IE Dullotin 03-03 re diesel 
generator sve water sys Check valve design 6 mails superior 
Final evaluation forthcoming 

CLAYrON#F L. Alabama Power Co 03/06/10 O^REILLY, J P Region 2, 
Office of Director 3pp 10000 170 24X Fiche 50-340,03/06/10. 

0306170357 


030S1 10470 IE Info Notice 03-3Q, "Defective Heat Sink Adhesive 6 
Beitnlcallif induced Chatter in Relays Within Printed 
Circuit Cards " Sve list end 

JORDAN. E.L Division of Emergency Preparedness 6 Engineering 
Response IPost 030103) 03/06/13 Consolidated Edison Co of New 

Yorli. Inc llSpp 10920' 225 24X Fiche 50-000,03/06/13,0303110470 


0306090010 IE Info Notice 03-37. "Traneformer Failure Resulting From 
Degraded Internel Connection Cables " Sve list end 
■JORDAN, E> L Division of Emergency Prnparedness L Engineering 
Response (Post 030103) 03/06/13 ConBolidated Edison Co of New 

York, Inc. 243pp 10921.001 24X Fiche 50-000,83/06/13,8306090010 


8306290190 Ack receipt of 030600 Ur informing NRC of steps token to 
correct violations noted in IE Insp Repts 50-340/03-09 L 
50-364/03-07. 

LEiflB, R 0. Division of Project & Resident Programs 83/06/16 
MCODNALO.R P. Alabama Power Co 2pp 19056' 095 24X 

Fiche' 50-340. 83/06/16, 0306290190 


— 8306S90207 Responds to NRC 030510 Itr re violations notad in IE Insp 
Repts 50-348/03-09 6 50-364/03-07 Corrective actions 
personnel Instructed to dose fire doors unless fire watch 
established Sr preventive maint program updated. 

CLAYTON. F L. Alabame Power Go 03/06/00 LEWIS, R C Region 2, 
Office of Director 4pp 19056 097. 24X Fiche 50-348,03/06/16, 

8306290198. 


—8306290213 Forwards IE Insp Repts 50-348/03-09 6 50-364/83-07 on 
830306-041(5 6 notice of violation. 

LEWI8, R C Division of Project 6 Resident Programs 03/05/10 
MCDONALD, R F, Alabama Power Co 2pp 19056' 101 24X 

Fiche - 50-3401 03/06/16, 8306290190 


— 8306290816 Notice of violation from insp on 030306-0410 

a Region 2* Office of Director 03/05/10 Ip 19056 103. 24X 

Fiche 50-340, 03/06/16, 0306290198 


—0306290222 IE Insp Repts 50-348/03-09 6 30-364/83-07 on 830306-0410 
Noncompliance noted failure to follow callbr 6 recycle 
procedures 4r Tech Spec requirements for fire doors It 
Procedure FNP-1-57P-256 15. Rev 3, Inadequate 
BRADFORD, W H , ROLAND. W H Region 2, Office of Director 
CANTRELL, F 3 Divleion of Project 6 Resident Programs 83/05/06 

lOpp 19056 104 24X Fiche 30-340,03/06/16.8306290198 


0306210193 Application for amend to License NPF-2 requesting one-time 
change to Tech Spec permitting extension of tubsequent 
visual insp of inaccessible hydraulic snubbers to fifth 
outage or next plant sutdown of sufficient duration 
CLAVT>0N,F L Alabama Power Co 03/06/17 YAROA, 8. A Office of 
N-utloar Reactor Regulation, Director 2pp 1B914 152 S4X 
Fiche 50-348,03/06/17,8306210193 


— 0306210201 Pro<poaed Tech Spec re one-time change to Inaccessible 
hydraulic snubber visual insp 

» Alabama Power Co 83/06/17 Ip 10914 154, 24X 

Fiche 50-340,03/06/17,0306210193 


9305110475 IE Info Notice 03-40, "Need to Environrtantally Qualify 
Epoxy Orouts 6 BeaLers " Bve list end 

JORDAN, E L Division of Emergency Preparidnesi l< Engineering 
Response (Post 030103) 03/06/22 Consolidated Edison Co of New 

York. Inc ll5pp 19021 179 24X Fiche' 50-000, 03/06/22, 03051 10475 


0303110477 IE Info Notice 03-41, "Actuation of Fire Bupprassion Gys 
Causing Inoperability of Baf ety~Related Equipment " 0vc list 
end. 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Reeponse (Post 030103) 03/06/22 ConsoliJated Edison Co. of New 

York. Inc 120pp 18997 007. 24X Fiche 50-0(10, 03/06/22, 0305110477. 


8305110479 IE Info Notice 03-42, "Reactor Hodt Switch Malfunctions.** 
Bve list end 

JORDAN, E L Division of Emergency Preparedness V Engineering 
Response (Post 830103) 03/06/23 Consolidated Edison Co of New 

York. Inc U6pp 10796 242 24X Fiche 50-000, 03/06/23, 0305110479 


0305110403 IB Info Notice 03-43, "Improper Bettings of Intermediate 
Range (IR) High Flux Trip Betpoints *' Bve list and 
JORDAN, C L Division of Emergency Preparadneis b Engineering 
Response (Post B3O103) 63/06/24 Consolidated Edison Co af New 

York. Inc 116pp 19046 297 24X Fiche 50-000, 83/06/24, 0305110403, 


R. Periodic operating reports L related correspondence 


0306160327 Monthly operating rept for May 1903 W/a30610 It-r 

HAineTON, W. 0 , CLAYTON, F.L Alabama Power Co 83/06/02 9pp 
10060 233 24X Fiche 50-340,03/06/02,0306160327 


8 Reportable occurrences, LERs It related correspfrndence 


8306100270 LER 03-021 /03L-0' on 030506, power supply breaker MDL7R 
op ened, Posslb 1 y caused by personnel Inadvertantly tripping 
breaker by c lasing lacker. Locker moved W/630606 lir 
C LAYTON, F L . HAIRaTON.W 0 Alabama Power Co 03/06/06, Region 
2, Office gf Director 3pp. 10007,001 24X Flcha 50-3401 03/O6/D6i 

8306100270 


0306200336 LER a3-022/03L-0 on 03051 1, during monthly operability check, 
charging pump 1C declared inoperable when breaker D006 would 
not close Caused by brokan follower-roller in breaker spring 
charging mechanisai. Broken pert replaced W/030603 Itr , 

HAIRBTQN, WO. CLAVTON,F. L Alabama Power Co 03/06/00 Raglan 
2, Office of Director 2pp 18700' 196 24X Fiche 50-340,03/06/00, 

8306200336 


8306200216 Foruiards LERs 83-023/03L-Oi e3-023/03L-0 It G3-024/03L-0, 
C(-AVTON.F L. Alabama Power Co 03/06/10 Region 2, Office of 
Director Ip 10902.87? 24X Fiche 50-349,03/06/10.0306200216. 


— 8306200220 LER 93-023/03L-0' on 030511, RC8 controlled leek age determined 
t« be 32 g pm, contrary to Tech 0pec limit of 31 ppm Caused 
by increase in seal injection flow as result of manual 
throttle va-lve vibrating open slightly , Valvas adjusted, 

HAIRSTON, W Q Alabama Power Co 03/06/10. Region 2, Office of 
Director. Ip 18902,200, 24K Fiche 50-346, 83/06/10, 0306200216. 


— 8306200227 LER 83-023/03L-D, on 030511, train D reactor trip breaker 
would not raclose Caused by design Inadequacy Joltag# 
available to undervoltage device coil marginally sufficient 
to allow undarvaltega device to remain latched, 

HAlRaTON, U. a, Alabama Power Co, 63/06/10 Region 2, Office of 
Director, 4pp 10902.281 24X Fiche' 50-348, 83/06/10, 0306200216, 
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—*0306200233 LER 03-024 /O3L-0 on G30912. rod control su« d«clorO(f 
inopffrJbl* upon r«c«ipt of falluro alorm on pobror cablri«t 
2AC Cautod 6v faiturt of rfrauloteir circuitry Card Card 
rap lucvd 

HAIRSTONi 14 0. Alabama Poutr Co 03/06/10 Raglan 2i OfMce of 
Dlractor Ip 10902 5Q5 24X FI c ha. 90-340. 03/06/10.- G 30620021 6 


0306270229 Farwradi 1,ERS B 3-025/ 03U-0 fc B3“026/03L^O 

CUAVTDN.F L Alabama Pcwar Co 03/06/16 Region Si Office of 
Oi rector Ip 1B993 320 S4X FI chi 50-348. 03/06/16. 0306270229. 


—0306270232 LER 03-025 /03L-0 an 030602. ch tori 1>I datictor iy« train A 
diclared inoptrabla dua ta fnopirabla aen*or Cautid bg 
bri^lan talre in detector fiber optics tfire repaired Chlorine 
detector tfeclarad apirabli following Fh^-O-CTP-aie f 
HAlRaroN. If D Alabama Pouir Co. 03/06/16 Region 2^ Office of 
DlrictPP Ip 1B993 310 24X Flcbe 30-340.03/06/16,0306270229 


— 83D6270369 tCR @3-026/03L-0 on 030526, can ta Inman t particulate actlvitg 
manittfr R-li declared inoperable Caused bg vacuum puap 
falliire Honitpr declared operable fallouinp alignment to 
alternate pujrp Inoperable puap replaced, 

HAIRSTON. M, 0 Alabama Rawer Co 03/06/16 Region 2. Office of 
rupee tor Ip. 10993, 319 24X Flehe 30-340, 03/06/16. 0306270229 


DOCKET 30-392 LIMERICK OEHERATINO STATION. UNIT 1 


A Application/conf truction etage documanta It corr eepondence 


0306030006 Notification of 030525 meeting w/util In GethesdeiMD to 
reeolve isiue* re accident eval-uation identified in NRC 
030311 Itr 

HARTINjR. E Licaneing Branch 2 03/05/20, BCHUENCFRjA Licensing 

Branch 2. 4pp 10733 269 24X Fiche 50-352. 03/05/20. 0306030006 


0306010392 Forwards draft changes to FSAR. detign assessment rept 1. to 
previoUilv provided rttpensei In answer to Issues Sb.ScSd, 

9t tr 20 dlscufped at 030407 meeting Rept on f urctlonal i tv 
of purge f. vant valves will be submitted in June 1903 
BRADLEV.E J Fhlladelphle Electric Co 03/05/26 SCHHENCER.A 
Licensing Branch 2 75pp 10670 304 24X Fiche 50-392,83/05/26. 

0306010292 


0306020649 Notificatlan of 030600 isreting oi/util Ir BMNL in Bethesda.MD 
to diicMss severe accident rislr asseisaent iGARAK 

MARTIN. RE. Licensing Branch 2 93/05/07 BGHWENOER.A Licensing 

Branch 2, 4pp 10716* 271 S4X FI ehe 50-352. 03/05/27. 0306020649 


9306010233 Forwartfs appllcatian far Amend 51 to DL applicati-on liflled 
In Cetigory consisting of envlran 4uaJ i f icetlon rept. Rev 
20 to FBAR ffiled In Oategoru K) tt Rev 13 to environ rept 
rilled In Oategorv CK 

BRADLCy, E. .J Rhiladelphia Electric Co 03/09/31. DENTON.H R 
Office of Nuclear Reactor Regulation. Olractor 3pp 10675,001, 
24X F 1 c h e r 50 -952, 03/05/31 , 0306010233, 


' — 8306010239 Application for Aiserad 51 to OL eppl ication. co-nii sting of 
Rav SO to F8AR. environ qualification rept jb Rev 13 to 
environ rept 

BADER.E. 0 Phfledelphim Electric Co. 03/05/24 6pp 19675 004, 
24X Fiche 50-352. 03/05/31 1 B306Q10233 


0306090196 Notlf icetlon of 030600 Jseetlng w/util I. Bechtel in 9an 
Franc lacDii CA to discuss outstanding items in structural 
engineering review aree, 

ftARTlN/R. E. Licensing Branch S 83/06/02 BCHHENCER.A Licensing 
Branch 2 3pp, 10009.252 24X Fic he' 50-352. 03/06/02, 0306090196, 


0306070239 Forwards rsvlse-d draft response to Question 410 17 re OF 
application campliance u/NOREO-0000 per 030330 meeting 
w/NRC. Changes will be Ineorporateil in FSAR rev scheduled for 
June 1903. 

BRAOLEVi E. J. Rhl JLadelphie Electric Co 03/06/03. ECHt/ENCER. A, 
Licensing Branch 2 3pp. 10747*040. 24X FI che; 30-352, 03/06/03. 

0306070239. 


G3061C0109 Forteerds revised draft response to Question 430.40 re level 
of training far operators, maint creiif L QA perionTiel, Rreponse 
will be Incorporated into F0AR rev scheduled for Jul 1903 
fiRAOLET. E J. Phllaifelphle Electric Co 03/06/06 8CKWENCER,A 
Licensing Branch 2, 6pp. 10802:205. 24X Fiche* 50-352, 03/06/06. 

0306100109. 


1306100065 Forwards draft FBAR change re breed line depressurl ration 
branch per Accident Evaluation Branch request Change will be 
Incerporetsd Into Jul 1983 F8AR rev. 

BRADLEV,E J. Philadelphia Electric Co. 83/06/07 SC HNENCER. A. 
Llcan ling Branch 2, 3pp 10e>O3rCI69 24X FI cbe* 50-352. 03/O6/O7r 

8306100065. 


0306100241 Forwards revised draft response to FSAR mgt technnlag^ 
section re licensed operetar courses 6 operating activities 
transmitted in B30506 Itr. per 030927 request Changes will be 
incorporated Into FSAR rev scheduled for Jul 1983 
BRADLEV. E J Philadelphia Electric Co 03/06/07 9CHNENCEH.A 
Licensing Branch 3 4pp 1Q0O7 053 24X Flche 50-392.03/06/07. 

0306100241 


0306190321 Faruards request for addl info re FSAR Design Criteria 
Summarg. Item 260 56 reflecting requirements of NUREO-0737. 
"Clarlf 1 cation of TMI Action Plan Requirements 
SCHWEMCER.A Licensing Branch 2 03/06/07, BAUER, C O 

Phlledelphle Electric Co 7pp, 18870 010 24X 

Flche 90-392.03/06/07,0306190321 


0306160340 Responds to QA Branch 030927 telcon request re proposed 
organiiation change in Electric Production Dept reflecting 
change in GC Program for Operational Phase 

DALTROFF, 8L Philadelphia Electric Co 03/06/07 SCHHENCGR, A 
Licensing Branch 2. 0pp 10099 002 24 X Fiche 50-352. 03/06/07, 

B306160340 


6306160310 Forwards Pinal response to NUREO-0612. "Control of Heav^ 
Loads at Nuclear Power Plents-Resolution of TAP A-36 " 

Response Includes analyses for loads handled over reactor 

vessel 

KEHPER,J.G Philadelphia Electric Co 83/06/13 EISENHUT, 0. 0 
Division of Licensing 126pp 10860 243 24X Fiche 50-352. 

03/06/ 1 0306 1 6 031 0 


9306160377 Forwards rev to Page I 2 of 030531 environ quel i f Ication 
rept, to lie formally Incorporated Into Oct 1983 rept rev, 
BRADLEY.E, J Philadelphia Electric Co 03/06/13 SCHWEWCER.A 
Licensing Branch 2. 3pp 10061 123 24X Fiche 50-392, 00/06/i 3, 

8306160377 


8306170210 Forward# draft responses to requests for addl Info GuestUni 
258 1 through 252 7 6 related draft FEAR text changes Draft 
changes will he Incorporated in FSAR in rev scheduled far 
Jul 1903 

BRADLEY. E J Philadelphia Electric Co 63/06/14 SCHl^ENCERiA 
Licensing Branch 2 JOOpp 10893 153 24X Fiche 50-352, 03/06/14. 

8306170210 


8306170309 Provides marhed-up draft FBAR page* per QA Branch 030527 
request far addl info Page changes will be incorporated In 
FSAR rev scheduletf for Jul 1903 

BRADLEYiE J Philadelphia Electric Co 03/06/14 SCHl^ENCBR, A 
LUeniing Branch St 16pp. 18877 113 34X Fiche 90-392, 03/06/14. 

030617030^ 


0306210410 Notification of 830615 meeting u/uti 1, Bechtel L QE in 
Bethesda.HD to discuss high redlatlon isolation signals on 
containment purge/vent valves 

MARTIN, R E Licensing Branch 2 83/06/14 8CHNENCER.A Llctnsini 

Branch 2 4pp 10937.065 24X Fiche* 50-352, 83/06/14, 0306210418 


6306200117 Forwards response to Metis Engineering Branch 030603 request 
for info re turbine missile issue 

BRADLEVfE J Philadelphia Electric Co. 03/06/15 SCHWENCER, A 
Licensing Branch B 3pp 18903*247 24 X Fiche 50-352,03/06/15, 

0306200117 


0306210280 Forwards matl presented at Anderson, Oreenuood 6 Co lAOCo) 
vacuum brealer test progrem owners group 030607 meeting w/ 

NRC re dynamic testing 6 analysis of AOCo vacuum breaker 
valve assemblies, 

0 ^CONNOR, D.M Bechtel Corp 03/06/17. HOUSTON, R W, Dl vision of 
Systems Integratlnn (po#t B11005). 9lpp 10919 030 24X 

Fiche 50-000, 03/06/ 17, 0306210280 


0306240412 Natl ficat Ion of 830621-24 meetings ur/utl 1, Bechtel fc OE in 
0an Jose 6 Ban Francisco, CA to discuss outstanding items In 
hatls Engineering Branch review of compliance w/OPC 51 
MARTIN, R E Llesnslno Branch 2 03/06/17 SCHWENCBR.A Llcaniing 

Branch 2 4pp 16998 013. 24X Fiche 50-352,83/06/17,0306240412 


8306230876 Reeponds to NRC 830523 requeet for proposed reeolution to 
TMI Item II K. 3 18, "Hod of Automatic Depressurl tation 8ys 
Logic Juetl f Ication for bypass timer eetting will be 

provided prior to implementation of mod 

KEMPER, J 9. Philadelphia Electric Co 83/06/20 SCHWENCER. A. 
Licensing Branch 2. 3pp 18945,135. 24X Fiche 50-352, B3/06/20, 

830683Q276 


0306240139 Notification of 830623 meeting w/utll I, Bechtel in 
Batheeda, HO to discuss Auxiliary Bys Branch opan issues 
ABELSON/H Licensing Branch 2. 83/06/20. 8CHW£NCER,A LlceneJng 

Branch 2 4pp 18967' 213. 24 X Fiche* 50-352, 83/06/20, 0306240136 
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e^0£S90599 SuHi/nari ZBB NfiC CasBldad Fortcast; Panal 630413-15 meetings 
w/utll re assessment of schedule for completing const !< 
other activities nccessarg to support issuance of QL OL 
eipBcted by Second Quarter 19Q5 

NOVAK/ T. H Assistant Director for Licensing 03/06/20 DAUER* E 0 
Philadelphia Electric Co app 19047 096 24X 

Fiche 50“a9Sr 83/06/ 20i B306290599 


6306240367 Bummarg of Caseload Forecast Panel 630413 meetings b>/util« 
Bechtel Ir Conner i( iJetterhahn in Valleg Forge/ PA re review 
of const progress & to collect data far estimating NRC 
refource needs for licensing activities Agenda end 
HAUONEYx h F Licensing Branch 2 03/06/Sl Licensing Branch S 

16pp 1B999 139 a4X Fiche 50-352/83/06/21,6306240367 


8306270212 Foruards revs to F8AR Sections 9 56 3/7 2r03li9 5~I0 Info 
uill ba incorporated into rev to F9AR scheduled for Jul 
1983 

BRADLEY* E J Philadelphia Electric Co 63/06/21 9CHMENCER,A 
Licensing Branch 2 lOpp 18990 252 24X Fiche 50-352/83/06/91, 

0306270212 


0306270365 Faruards revised draft response to FSAR Question 410 70 re 
design temp for essential svc water Ir RHR svc water sgs 
Draft change will be incorporated into F8AR rev scheduled 
for Jut 1903 

BRADLEY, E J Philadelphia Electric Co 03/06/21, aCHllENCER,A 
Llceniing Branch 2 6pp. 16993 193 24X Fiche 50-352.63/06/21, 

0306270365 


0306270423 Forwards draft FSAR changes prepared in response te 
Containment 6gs Branch Open Item 16 Changes state Isnlattan 
valves will be sealed closed Iivfo ulll be incorporated into 
FSAR rev scheduled for Jul 1903 

BRADLEY, EJ Philadelphia Electric Co 83/06/23. aCHWENCER.A 
Licensing Branch 2 7pp 18992 126 94X Fiche 50-352,03/06/23, 

0306270423 


8306270459 Forwards draft revised responses to NRC Questions 410 05, 
4l0d0, 410 37/410 52,410.65 I. 410. 89, per telcon w/Auxiliarg 
Sy« Branch Responses will be incorporated in F8AR scheduled 
far Jul 1963 

BRADLEY, E J Philadelphia Electric Co. 03/06/23 SCHWENCER.A 
Licensing Branch 2 20pp 18992.075. 94X Fiche 50-352.03/06/23, 

0306270459 


8306200509 Informs that Aug 1984 const completion date scheduled In 
last quarterly rept consistent w/ongolng const efforts, per 
NRC 010011 Itr 

BRADLEY, E.J Philadelphia Electric Co 03/06/23 EJaENHUT/D. 0 
Division of Licensing 2pp 19018 240 24X Fiche 50-332, 03/06/23, 

8306260909 


0306300D24 Responds to 030609 request for addl info, forwarding 
documents used by Structural Hechanlcs Assoc in seismic 
fragility development 

BRADLEY, E J Philadelphia Electric Co. 03/06/27. 8CHWENCER, A 
Division of Licensing. 20Dpp 19114 250. 24X Fi chi ' 90-352, 

83/06/27, 0306000024 


B30&300221 Forwards draft FBAR changes re loose parts monitoring sgs 
for rev scheduled for Jul 1903, Detai led sys description per 
Reg Guide 1 133 submi tted, pending receipt of 8ER, 

BRADLEY, E J Philadelphia Electric Co 03/06/27 BCHWENCER,A. 
Licensing Branch 2 7pp 19120.001, 24K Fiche* 50-352, 83/06/27, 

8306300221 


0306300133 Forwards draft revised response to TNI Item 1.0 1, '^Training 
During Low-Power Testing," per 830627 conference call. Info 
contained in draft revised response will be incorporated 
into FBAR rev scheduled for Aug 1983. 

BRADLEY, E.J. Philadelphia Electric Co. 03/06/20 8CHRENCER,A. 
Licensing Branch 2 9pp. 19122.311 84X Fichs: 50-392/ 83/06/28, 

8306300133, 


C Utmtv Environmental Report <ER), amende it correspondence 


0306010233 Forwards Rev 13 to environ rept 

BRADLEY, E J. Philadelphia Electric Co. B3/D9/3t. DENTON, HR. 
Office of Nuclear Reactor Regulation, Director 3pp 10675:001 
24X Fiche: 90-392,83/09/31, 8306010233. 


— 0306010243 Rev 13 to environ rept. Environ qualification rept for 
safety-related equipment end 

« Philadelphia Electric Co 03/09/31. 237pp, 10675:010 84X 

Fiche: 50-392,03/09/31, 0306010233, 


0306210283 Forwards Affidavit of Sve re distribution of Rev 20 to FSAR, 
Rev 13 to environ rept I, Rev 3 to fire protection eyeluation 
rept. 

BRADLEYtE. J Philadelphia Electric Co. 63/06/17 DENTON, H.R. 

Office of Nuclear Reactor Regulation, Director, 5pp. 18915:022. 

84X Fiche- 90-392, 83/06/17, 03O621O2S3. 


E HRC Safety Evaluation Report (BER)., supple It correspondence 


8306070330 Forwards responses to listed Procedures L Test Review Branch 
SER open items Draft response to TMI Item 1 C 1, "Dperetlng 
& Naint Prociduras L ATWB, incorporated in Meg F8AR rev 
BRADLEY, E J Philadelphia Electric Co 03/06/03 8CHWENCER,A 
Licensing Branch 2 4pp 10746 069 24X Fichs 50-352,03/06/03, 

0306070330 


8306150979 Forwards request for addl info re 9ER open items Action plan 
S( associated dates for response required within 7 working 
dags of receipt of Ur 

8CHWENCER,A. Licensing Branch 2 03/06/03 BAUER, E Q 

Philadelphia Electric Co 24pp 10067 030 24X 

Fiche 50-392,03/06/03,8306150979 


B306100110 Forwards final responsa to Reactor 8tfs Branch draft BER 
Item 3 re high/low pressure interlocks on ECCS injectioni 
valves, per discussion at B305i7 meeting in BethcfdB,HD 
BRADLEY, E J Philadelphia Electric Co 83/06/07 SCHIIENCER, A. 
Licensing Branch 2, 4pp 18802 201. 24X Fiche* 90-392, 03/06/07, 

8306100110 


8306140545 Responds to Osotechnical Engineering Branch draft 8ER open 
ttsms transmitted via 830311 Itr. Properties of foundation 
bedrock, backfli 1, lateral loading L response of in-situ soil 
backfill mails to dynamic loading diicuteed 
BRADLEY, E.J Philadelphia Electric Co 03/06/09. BCHWENCER.A. 
Licensing Branch 2 25pp 18834 179 24X Fiche: 90-392, 03/06/09, 

0306140949. 


0306140606 Forwards response to Structural Englnstrlng Branch draft 
BER Open Items 1,4,0 6 9. All open items clossd out. Items 1, 

4 & 8 represent formal response while Item 9 indicates FBAR 
page changes, 

BAUER, E.O Philadelphia Electric Co. 03/06/10 0CHWENCER, A. 
Licensing Branch 2 38pp 10033 061 24X Fiche* 90-392, 63/06/10, 

8306140606 


0306140624 Forwards draft responses to BER Open Items 2,7,9,11,12,16, 
iO. 19,21,27 U 34 re fire protection Fire protection 
evaluation rept uilll be eubmltted in Aug 1903 
BRADLEY, E.J Philadelphia Electric Co 03/06/ tO. BCHWeNCER,A. 
Llcaneing Branch 2 33pp 18033:326 24X Fiche* 90-392, 83/06/10, 

8306140624 


0306160001 Forwards draft FBAR page changes, in response to Reactor Bys 
Branch draft BER Item i, "ODYN Analysis of Pressurization 
Transisnts *' Changes will be incorporated into FBAR rev 
scheduled for Jul 1963 

BRADLEYtE J Philadelphia Electric Co 03/06/13, BCHNENCER,A 
Licensing Branch 2 9Bpp 1B862.023. 24X Fiche- 90-392, 83/06/13, 

8306160001, 


8306160371 Forwards draft rtsponsee 4c draft FBAR page changes in 
response to Metaorologg h Effluent Treatment Branch draft 
SER Items 2,4,9 tr Requeet for Addl Info RAI 491.14, 

BRADLEY.E, J, Ph i ladetphia Electr 1 c Co 03/06/13. SCHWNCERiA 
Licensing Branch 2. 43pp, 18064: 164 24X Fiche, 50-392, 03/06/13, 

0306160371 


8306160527 Forwards response to Core Performance Branch draft BER. Draft 
page ehenges will be Included in FBAR rev scheduled for 
Jul 19B3 

BRADLEY, E.J Philadelphia Electric Co B3/06/13. BCHNENCER,A 
Llcaneing Branch 2. 9lpp, 10863-140 24X Fiche! 90-352, 83/06/13, 

0306160927 


B306160972 Forwards draft 0ER, Bection II* “Test Review," Item 2, 
consisting of FBAR changes to be incarporated into FBAR rev 
icfiaduted for Jul 1903 

BRADLEY, £,J, Philadilphia Electric Go 83/06/13, BCHHENCER.A. 
Licensing Branch 2. 73pp I0B66:211. 84X Fichs- 90-392, 03/06/13, 

8306160572 


030617036? Forwards response to Accident Evaluation Branch draft BER, 
per 030929 meeting request. Draft page changes will be 
included in FBAR rev scheduled for Jul 1963, 

BRADLEY, E.J. Philadelphia Electric Co 83/06/14. BCMRENCERtA. 
Llcaneing Branch 2. I7pp 16080:193 24X Fiche* 90-392, B3/06/14, 

0306170369 


8306200317 Forwards draft rtsponess to NRC draft BER Questions 290. 1, 
890 2,250.3,890.4 li 290.9 re preservice insp of reactor 
pressure vesse Ls, pumps 4, veivss. Responses will be 
incorporatid In Jul 1903 FSAR rev. 

BRADLEY, £ J. Philadelphia Electric Co B3/06/14. SCHWENCER, A 
Licensing Branch 2, 31pp, 1089?; 212. 24X Fiche 50-392,83/06/14, 

8306200317. 
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B306S4041B Notif ic«ti an a# B30&S4 MVBting w/utll fi OB in 0«fcl)esifa, HD 
to rfliciri-a Effluent Treatnent 6gi firancli open SEW Itews 
HAKTlNtR E Liceniing Drench S Q3/Oh/20 SCHUEMCEB. 4 Licensing 
Drench S. 4pp 16979 00^ S4X Flche 50->35g'< 83/D6/20< fl30&&404l6 


a30627(X)8& Fo-ruerds revised draft re-sponse to Ouaetion 480 7. including 
revised Section 63651 L Table 14 3-4 In response to 
Containment Bye Branch draft SEft Jteuc I k revised draft 
Section 6 3 3 3 D L Table 6 3-15 

9RADLEV/EJ, Philadelphia Electric Co 93/06/31 BCHWENCERi A 
Llcenilng Branch 3 S3pp. 17018:135 24)f Flehe 50-353,03/06/21, 

8306370086 


8306370315^ Providee reiponei to structural engineering review draft 
8ER open Items dleeusied it reealved at 830603 meetinQ re 
reiponic ipectra, reactor end It control structure. 

KErtPCff, JS PM ladeiphia Electric Co. 03/06/31 flCHWEWCEHiA 
LicenilnB Branch 2 I9pp. te994 010. 34X Flche BO-352, 03/06/21, 

0306370319 


0306270340 Forwards revliad Table 6 2-17# adding power sources In 
containment penatri tion, in respanee to Contelnment 
Branch draft 9£R Issue 15 Info will be incorporated Into 
FBAR schaduled for Uul 1983 

BRADLEY, EJ. Philadelphia Electric Co 83/06/23. SCHUENCEB, A. 
Licensinff Branch 3. 0pp. 10991 210 24X Flche. 50-353, 83/06/33, 

6306270340 


6306280381 Forwards caleulats post-LOCA bounding dryuell temp profile, 
per 930SJO Rev SO changes to FSAR Section 3. 11, in response 
to Containment 6gs Branch draft BER, ItiM 4 

KEHPERtJ S Philadelphia Electric Co 83/06/24 6CHWENCER,A. 
Licensing Branch 2. 4pp 19014.063 24)f Flche. 50-352, 63/06/24; 

8306200381. 


8306300016 Forwerdt dreft rev to response to Question 640. 10 re low 
power it power ascension tsstingi providing info naceesarg to 
close Item s of draft BER, Section II, ■‘Test Review " Info 
wilt be included in F8AR rev scheduled for J\»l 1983 
BRAlX-EYtE. J Phi led el phi a Electric Co 83/06/87 8CHWENCER,A 

Licensing Branch S 3pp. 19JSO'S52 84X Fiche SO-'SBE, 03/06/27, 

8306300016, 


8306300200 Forwards list of AuKlllarg Sgs Branch open SER issues per 
B30623 neetiT>g li nerked-up draft F8AR pages responding to 
Issuae, 

BRADLEY; E J Philadelphia Electric Co 03/06/20 RCHNEKCER, A 
Llcenilng Branch 8 51pp. 19182:126 24)! Fiche 50^352,03/06/28; 

0306300200 


6306010372 Forwards motion for reconsl deration of AGLB 030B09-1 I rullrn 
re ccordi nation of cantentlDn filing u/Limerick Ecologg 
Action 

AUiT.Y Fennsglvania, Commonwealth of, 83/05/86 FREHHER, L , 
HQRRIBi P A , COLE, R F Atomic Rafety and Licensing Board Panel Jp 
18682 091 24X Fiche 50-392,03/05/86,8306010378 


— B3060103BO Hation for reconsideration of ABLB 830509-11 ruling* re 
coordination of contention filing w/Lioiorlck Ecology Action 
Ruling underminee role of state in presenting issues in 
neutral manner Certificate of Sve end 

All, T V Penney Lvanla, Commonwealth of, 83/09/26 Atnmic 
Safety and Licensing Board Panel Ijpp 10608 098 a4X 
Fiche 50-333, 03/03/26, 8306010372 


8306010369 Petition to withdraw as intervenor representative In DL 
proceeding RJ Sugarman will continue to represent 
intervener Draft order end 

HEILL, J h Del-Aware (Inlimited, Inc 03/09/31 Atomic Safety ani 
Licensing Board Panel 2pp 10682 109 84X Fiche 50-352, 03/05/31^ 

0306010369. 


B3060302SO Response supporting NRC reply to ABLB 030516 order re uii of 
PRA L su-bseguent risk-related documents Certificate of 8vc 
L RK Meatheruai prof gual If icatlpns end 

D0R8EV, ■«/ A Lifnerldc Ecology Action, DOR0EY, J A Dorsey, J A 

83/09/ai Atonic Safety and Licensing Board Panel S7pp 

10709,107 24X Fiche 90-398,03/05/31,0306030280 


8306020351 Hemoranduni & order denying Del-Auare 030300 notion to rtofin 
record Ic add proposed new Contention V~26 Contention is not 
ligniflcent & Mould not affect outcome of decision 
BREhR4ERrL Atomic Bafety and Licensing Board Panel 03/06/01 

Del-Aware tinlinited, Inc. llpp 10694 847 24X 

Fiche 90-392,03/06/01,9306080391 


8306030286 Order granting JM Neill petition to withdraw appearance 
req.ueet 

BRENNER. L Atomic Safety and Licensing Board Panel B3/06/0\ It 
10703 33 J 24X Fiche 50-398,83/06/01,8306030206 


0306060322 Advises that Bucke County, PA citieens voted fer County 
withdrawal fres* further participation in Point Pleasant 
Olversiop Proiect intended to supply supplemental cooling 
water to plant Referendum does not affect contractor rights 
CONNER, T S Conner 6 Netterhahn. CONNER, T B Philadelphia Electric 
Co 03/06/02 KDHLfC N , EDLE9, 0 J , ODTCHV, R. L Atomic Bafety anf 
Licensing Appeal Panel I3pp 10789 172 24X Fiche 50-392i 

83/06/02, 6306060322 


F Security, medical, aaiergency fc fire protection plane 


9306140390 Forwards draft change to F8AR re imergency ac lighting, per 
030607 ttlcorn commitment Change will be formally 
incorporated Into FSAR rev, scheduled for JuJ 1983. 

BRADLEY, E J, Philadelphia Electric Co. 03/06/10. BCHWENCER,A 
Llcariing Branch 8. 4pp. 16032.009 24X Fiche* 90-392,85/06/10, 

8306140395 


8306140624 Forwards draft respofisei to 8ER Open Items 2, 7, 9, 1 1; t2» 16; 
18, 19r21;27 It 34 re fire protection. Fire protection 
eveluatlon rapt will be eubmltted in Aug 1983 

BRAOLEVtE J, Philadel phia Electric Co 65/06/10. 8CHweNCER,A. 
Liceniinp Branch 2 33pp. 10053; 326. S4X Fiche: 50-552, 65/06/10, 

8506140624 


8306200183 Forwards draft chatigee to FSAR Section 9 9. 3. 2.8 L 
Queetion 430.61 re outdoor eecurlty L roadway lighting. 

Chetigei will be imeorpereted into FSAR rev scheduled for 
Jul 1993. 

BRADLEY, E J. Philadelphia Electric Co. 85/06/19 BCHWENCEB,A. 
Li censing Branch 8. 9pp. 18903.175, 24X Fiche* 90-592, 65/06/19, 

8306200193 


8306210285 Forwards Affidavit of Sve ra distribution of Rev 20 to FSAR, 
Rev 13 to environ rapt L Ray 3 to fire protection evaluation 
reft. 


BRADLEViE. J Philadelphia Electric Co. 03/06/17. 
Office of Nuclear Reactor Regulation, Plrrctor. 5pp 
24)1 FI eh ti 50-352, «J/06/i 7; 6306210263. 


DENTON, H. R. 
1891 5' 022. 


8306060330 Order scheduling resumed appellate process matters 
Eiceptioni to ABLB 030601 order, denying Del-Aware 830506 
mDtion,duB 830616 Drlefs supporting all exceptions due 
630716 

SHOEMAKER, c J Atomic Safety and Licensing Appeal Panel 83/06/07 
2pp. 18726 361 &4X Fi che: 50-392, 03/06/02, 8506060330 


8506070375 First set of interrogatories k request for production of 
d ocuments 

WETTERHAHN, M J Philadelphia Electric Co WETTERHAMN, H J Cennir i 
Uettephahn 63/06/05 Air and Uater Pollution Patrol Opp 
18741 106. 24X Fiche 50-552,83/06/03,8306070295 


— 8306070299 First set pf interrogatories A request for production of 
document* 

WETTER HAHN, M, J Philadelphia Electric Co. HE TIER HAH N, M J Connir 
k Metterhahn 03/06/03 Friends of the Earth 9pp 18741 191 
24X Fiche 50-5521 63/06/03, 0306070299 


~-S30607030'l First set of interrogatories 8, request for production of 
documents Certificate of 8vc «ncl. 

HeTTERHAHN,M J Philadelphia Electric Co WE TIER HAHN , M J. Connrr 

It Nettarhahn 63/06/03 LEWI6,H I Lewie, M 9pp 10741 205 
24X Fiche 50-332,83/06/03,8306070295 


0306090212 Forwards Attachments 2 St 3 to 830920 Ur Attachments nay 
have been mlecollated or incomplete 

WETTERHAHN^H J Conner k Wettephehn. WETTERHAHN,H J. FhUadelphie 
Electric Co. 03/06/06. BRENNER; L , H0RRIB,P. A j COLE, R F Atomic 

Bafety and Licensing Board Panel. llpp 10776 103 a4X 
Fiche 50-352, 03/06/06, 0506090212 


0. Adjudicatory correspondence 


8306010464 Dlscuiiei IE Insp Rept 50-335/76-06 re inaccessible welds. 
Ueljs ceprlcieusly It unilaterally daclared acceptable 
fellawing convenient k wneeientific dedsipn that weld* 
cannot b# inepeeted due to inaccets Xbi] i ty. 

R«lAm,F. ». Air and Neter Pollution Patrol. 83/03/28. Atonic 
Bafety and Licensing Board Panel. 2pp 10679: 3£9. 24K 

Fiche - 0D-3S2, 83/09/29,8506010464 


6306090240 Hut Ion for extension until 030610 to respond to NRC use of 
facility PRA Filing aUowed per ABLB 830516 order confirming 
I chaifules. Certificate of Sve end 

WETTER HAHN, M J. Phlladelphie Electric Co. WETTERHAHN, H. J Conner f 
Vetterhahn 83/06/06 Atonic Safety and Licensing BPard Panel 
4pp 10795 528 a4X Fiche 50-552,03/06/06,0306090240. 
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6306060167 Driver granting util Q30606 motion for exie-nsion until ODO^tO 
to rill* reoponBO to NRC << Limerick tZcologg Action Pi) mgs on 
P6A contentions Partiei consent tc good cause shoiiin 
BRENMEfljL Atomic Safety and Licensing Goard Panel 03706/07 
Philadelphia Electric Co Ip 18773 154 24X Fiche 90-359. 

03706/071 B3060B01A7 


0306090301 Order ei bending time until 830627 for Camrniesion to act to 
review ALAD-72& 

CHILKjS J Office of the Secretary oP the Commission B3/06/07 
Commlfiftlonors Ip 18793 241 24X Fi che 90-332. B3/06/07. 

03060903^1 


9306100193 Order requiring NGC to update schedule estimate for iesuance 
of DE5 Ail parties under duty to inform A8LB oP any change 
In aatl info 

OflEffNEFltL Atomic Safety and Licensing Goard Panel 83/06/09 
Coffiml am loners 2pp 18806 017 24X Fiche 90-392,83/06/09. 

0306100195 


0306130366 Advises that if Pennsylvania Emargency Mgt Agency draft 
tmergeneg plana available by □31115.FEHA would complete 
rivieiii by mid Feb 1984 FEMA uitl espedita revlau tr should 
be placed on sve list 

V00LE8.6 H Hearing Branch 2 83/06/09 aRENNEi?.L . MOnRlSiP A . 

COLCi R F Atomic Safety and Licensing Board Panel 2pp 10B21 S6Q 
24X Ficho 30-352.03/06/09.0306130366 


0306140676 Responds to request Por definition of safety classification 
terms by transmitting relevant portions of ASLD 030326 
Oeclsipn ALA0-729 

MQDODaN, A P. Hearing Qranch 2 83/06/10 LEHI9. H 1 Lewisi N 

6pp 10842 069 24X Fiche 90-352.83/06/10.8806140676 


0306140715 Response ta first set op interrogator iee on pressurired 
thermal shoe t. Contention 1-62 Certlficoto of 8vc end 
HDDODON, A P Hearing Branch 2 03/06/10 Leu is. M 27pp 

IQ941 896 24X Fiche 50-392.03/06/10.83061407 1 9 


B306140728 Responds to AQLD 830609 order requiring NRC to update 
schedule Par DHG issuance Gchedule unchanged since dafcee 
set at 830509-11 second special prehearing conference DEBi 
ixcipt Chapter 7. to be published on 030613 

HODODDH. A P Hearing Branch 3 83/06/10 DRENNCR.L . HOnPIS.P A . 

COLE.R F. Atomic Safety and Licensing Doord Panel 2pp 1804J 094 
24X Fiche 50-352.03/06/10.8306140722 


0306150362 Discusses Contentions I-33D.D.E.K ^ 1-45 re THI Action Plan 
Items I C6. ro l.I Dt.IIF J.n D3I.1I D2 Cnntentions 
•denied w/o prejudice by A8LB 030516 memorandum fc order, for 
lack df specificity 

OOiRSEVi A Onrsey. J A OORBCV. ^ A Limerick Ecolagy Action 

03/06/10 DBENNEn.L . MORRIS. P A r COLE, R F. Atomic Safety and 
Licensing Ooard Panel 2pp 18047 145 24X Fic he: 90-3S2. 03/06/10. 

0306 L 50362, 


0306150393 Response to NRC use of facility PRA Xc Limerick Ecology 
Action response to A8LD 030516 memorandum 6 order conPIrning 
sciiedu lea. Certi P Icate of 8vc end 

WEFTERHAHN.K J Ph i Udel phia El ectric Co METTERHAIIN.M J Conner t 
Hetterhahn 83/06/10 Atomic Bafety and Licensing Doard Panel 
llpp J0047 15? 24X Ficho 50-352. 03/06/10. 83061 50393 


0306160603 Foruards util answer to MI Lewis first set of 
Intfrrogator ies on presturlieJ thermal shock contention 
WETTERHAHH.K J Conner U Wetterhahn HETTERHAHH. M J Philadelphia 
Electric Co 03/06/13 LEHIB.M I Lewis. M tp 10066 144, 24X 

Ficho 50-352. 03/06 / 1 3. 8306160603 


— 0306160609 Answers ta first set of Interrppetorle s on pressurised 
thermal shock contention Certificate of Ovc end 
DDYER. 9 0 Philadelphia Electric Go 03/06/09 UEUIS.HhI 
Lewis. M 16pp 10066 145 24X Fiche 50-052. 03/06/ 13. 0306160603 


0306220043 Answar to first set af interrogatori ■ s re prassurited 
thermal shock in QURb 

LEMIS.H, r Lewis. M 83/06/15 Philadelphia Electric Co 2pp 
16926 2 59 24 X Fiche 50-392.03/06/15.83062200 43 


8306220051 Files addl sxcsptlans to A8L8 830601 order refusing to 
consider Interstate Delaware River Mgt G3D517 
recommendations i. referendum Certificate of 8vc end 
SUOARHAN. R. J, Del-Aware Unlimited. Inc 8U0ARHAN. R. J, Bugarman. 
R J 03/06/16. Atomic Safety and Licensing Appeal Panel 5pp 
16926 190 S4X Ficho 50-352.83/06/16.0306220091- 


S306220103 Forwards Commonwealth of PA Bupremt Court decision, 
unatiimously reversing Commonwealth Court & holding that PUC 
Of PA acted uithin power 6 acted properly when ordering util 
to cancel or suspend const of Unit 2 

8U0ARHAN. R. -J Bugarman. R. J 03/06/16 BRENNER. L . COLE.R F . 
MORRIS. P A Atomic Safety and Licensing Board Panel. i6pp, 
16926.038 24X Fiche 50-352.03/06/16.0306220103 


0306270297 Foriirirds onsite emergency planning contentions, in response 
to A0L8 630516 memorandum of •order 

DORSEY, J A Dorsey, JA B3/06/17 BRENNER. L . COLE, R F . 

MORRIS. P A Atomic Safety and Licensina Board panel 39pp 

10995 170 24 X Fiche 30-352,03/06/17.8306270297 


— 0306270300 Qniate emoraency planning contentions Certificate of Bve 
enc 1 

a Limerick Ecology Action 03/06/17 32pp 10995 172 24X 

Fache 50-352.03/06/17.0306270297 


0306270030 Answer to first sat of interrogatories Related 
c orr Bspondence 

ANTHONY, n C Friends of the Earth ANTHONY. R C Anthony. R L 
03/06/20 Philadelphia Electric Co Spp 10988 135 24X 

Flcha 50-352.03/06/20.0306270-030 


0306290364 Discusses Air & Hater Pollution Patrol response to util 
030606 i-ntarrogatorie I Related correspondence 

ROMANO, r R Air and Water Pollution Patrol 03/06/21 BRENNER.L . 
COLE.R F . HQRRIB. P A Atomic Bafetg and Licensing Board Panel Ip 
19055 226 24X Fiche 90-392. 03/ 06/21 . 0306290364 


0306290909 Response to B30606 interrogatories Related correspondence 
ROMANO. F R. Air and Water Pollution Patrol 63/06/21 Atomic 
Bafety and Licensing Doard Panel. 5pp 19052 209 24X 

Fiche 90-352.03/06/21.8306290509 


B306270413 Advises that util does not object to Llmericlt Ecology Action 
position In 030610 Itr on contentions related to rWRE0-O737 
WETTERHAHN, M J Conner 6 Wetterhahn WETTERHAHN. M J Philadelphle 
Electric Co 03/06/23 BRENNER. L . MORRIB. P A . COLE. R F Atomic 
Safety and Licensing Board Panel 2pp 18994’ 146 24X 

Fiche 50-352. 03/06/23. 0306270413, 


8306280566 Responds to Del-Aware 030616 Itr A8LB requesting adtnlttsnce 
of new contention Del-Aware failed to comply w/procedurc 
re late-filed contentions 

HODODON.A P Hearing Drench 2 03/06/27 BRENNER. L . MORRlB.P A , 

CQLE.R F Atomic Safety end Licensing Board Panel 2pp J 9017. 330 
24X Fiche 50-352. 03/06/27. 0306280966 


03-06300143 Advises that time for Conmistion to review ALAD-726 eipired. 
Commleslan declined review Decision became final agency 
action on 030627 

CHILK, 0 J Office of the Secretary of the Commiislon 03/06/29 
Office of the Esecutlve Legal Director Ip 19160 117 24X 

Fiche 30-352, 83/06/29. 0306300143 


M General correspandence 


8306020300 Requests further dlsrusslon of 10GFR50 94<x> ft (y) rq single 
failure criterion Issue of common made failure of ell 
solenoids lltigabke 

LEWIS. M 1 Lewis. M 03/05/26 TRAHHELL. C H NRG - No Detailed 
Affiliation Given 2pp 10694.362 24X Fiche 30-352.03/05/26, 

0306 020 3G0 


0306170307 Opposes OL Issuance until local officials agree upon 
acceptable emergency plan providing adequate protection to 
affected population 

H0RDI8, D A Affiliation Unknown 83/06/09 BRENNER.L Atomic 
Safety and Licensing Board Panel^. Ip 10000 070 24X 

Fiche 50-352.83/06/09.8306170307 


K Utility Final Bafety Analysis Report IFBARl L amends 


0306010233 Forwards R»V 20 to F8AR. 

BRADLEY. E J Philadelphia Electric Co 03/05/31- DENTON. H R. 
Office of Nuclear Rtactor Regulation. Director 3pp 10675,001, 
24X Ficho 50-352,83/05/31.0306010233 


— B3060I0240 Rev 20 to FBAR 

a Philadelphia Electric Co 03/05/31. lOpp, 10675 247. B4X 
Fiche 50-352. 03/05/31. 0306010233 


0306210283 Forwards Affidavit of Sve re dlibrlbution of Rev 20 to F0AR. 
Rev 13 to environ rept Sc Rev 3 to fire protection evaluation 
rapt. 

BRADLEY. E J. Philadelphle Electric Co 03/06/17, DENTON. H R, 
Office of Nuclear Reactor Regulation. Director 5pp 10915 022 
24X Fie ha • 50-352, 03 /06/ 1 7, 03062 1 0203. 


0 Inspection reports, IE Bulletins corr espondencr 


03OS11O45B IE Info Netice 03-32. "Ruptured Am-241 Eaurcis Contained In 
Well Logging Device " 0vc list end 

TAYLOR, J.M Division of Safeguards L Inspection Programs (Post 
830103) 83/05/26 CofisDllde ted Ediion Co. of New York, Inc. 
123pp- 10031 043 24X Fiche 50-000,03/05/26,0305110490 
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e3i09tt04i6(> fE Ijifo Hptic* B3-34 j “Eypni Moti f ic«ti-or» Info Worksheet ** 
five lilt: pncl 

JORDAN* E L Divlpion of EifttriiPncv PrBp«r«dii»»* It Engineer Inn 
R»ipQii*« ePpit 030103) B3/05/2.& Consol Ida ttd Edlion Co of Metu 

York* Inc liSpp 1073S 089 24X rich* 50 -000s 03/09/26* 03051 104&0 


0306090140 Forward » IE ln«p Rfpt* 50“35a/ 03-05 !< 50-353/03-02 on 
830319-0422 Ic notice of violation 

STAROSTECKI* R Division of Project It Resident Programs D3/05/2A 
K£ffPEBjJ*0 Philadelphia Electric Co app 1079S 259 24X 

F I c h e 50-352, 83/0 S/2&S 0306090 1 40 


— 0306090143 Notice of vlolatioTi from inap on 030319-0422 

e Division Qf Project t* Resident Pragra/ni 83/05/26 2pp 
10792*261 24X Flche 30-352*83/05/26.0306090140 


— 03O6D9O191 IC Xnsp Reptt 30-392/83-05 It 50-393/03-02 on 030319-0422 
NoncompllaTice noted separatlpn requirement fpr electrical 
raeswav Icabla traya) n^t verified fc QC inatruction did not 
Include appropriate ititp methods for conduit bends 
CHAUDWARViO, K. t PAOLINO, R J. ♦ NICHOLAS* H H Region Ji Office of 
Direetor. 03/05/26 7pp J 0792 263 24 X FI c he 50-352, 93/03/26* 

0306090140. 


0305110461 IE Info Notice 03-39, "Fiiil Hovament W/Centrol Rods 
withdrawn at BNRs ** 0vc list encl 

viORDANtE. L. Division of Emeraencg Preparedness & enflineering 
Aeiponse (Post 630103) 63/05/31. Consolidated Edison Co. of f/ru 

Yorti Xnc 116pp 10732:208 24X Fi ch e. 50-000. 03/05/31, 0305110461 


0306150237 Forwards IE Insp Repts SO-352/63-07 6 50-353/03-04 on 
030424-0520 No none omp I lance noted. 

STAROOTECKltR DlYlalon of Project It Resident Programs 83/06/02 
KEMPER* J.0. Philadelphia Electric Co 2pp 10046 011 24X 

F 1 c h • 90-392, 83/06/02, 63061 50237, 


--03O6 150247 lE Insp Rtptt 50-352/63-07 It 50-353/63-04 on B30424-052B No 
noncpnplianea noted hajar areas Inspected' control rod drive 
supports, fol lowup of Part 21 repts, design change control U 
personnel training 

CHAUOKARVt 6. K , OAANT,iJ H * CONNER, £ U Region 1* Office of 
Director, 03/06/02. 5pp 16846;0i3 24X Rich a- 50-352, 83/06/02, 

B306 150237, 


0306090212 Forwards Aitechmants 2 6 3 to 830520 lir. Attachments mag 
have baan niscollated or incompleia 

NETTERHAKN* ri. J. Conns r It Nettarhahn ^ETTCRHAHNtM J Phlladalphla 
Electric Co 03/06/06. BRENNER,!. * MORRIS, P A,* C8LE,R F, Atomic 
0af«ttf and Uicansing Board Panel. Upp 16796* 103 24X 

Fiche, 80-352* 03/06/06*6306090212. 


B305110464 IE Info Notice 83-36, ''Impact ef Security Practices on Safe 
Operations. " 0vc lift encl, 

JORDAN, E,L Divisian of Emergency Preparedneas I, Engineering 
Response <P«st 830103). 03/06/09 Consaildatid Edison Co- of New 

yarn* Inc. U9pp. 10030*200 24X Fiche* 50-000* 83/06/09* 8305 1 10464. 


0305110470 IE Infa Notice 63-30, xDsfactlve Heat Sink Adhesive It 
BelimUany Induced Chatter In Relays Nithln Printed 
Circuit Cards." Sve list end. 

JORDAN, E L. Division of Energancy Preparadnesa 6 Engineering 
Response (Post 830103>. B3/06/I3 Conealldated Edison Co. of New 

York* Inc, llRpp 10920.229 24X FUhe 50-000, 63/06/13* 03051 10470 


B306090010' IE Infe Notice 03-37* "Tranefornar Failure Resulting From 
Degraded Internil Connection Cablee " five list encl. 

JORDAN, E L Dlvlelon of Emergency Preparedness It Engineering 
Response (Post 630103), 83/06/13. Consolidated Edison Co of New 

York, Inc. 243pp 16921*001, 24X FI chi, 50-000* 83/06/13, 8306090010 


0306200317 Forwards draft respenses ta NRC draft SEA OucsblDns C50 1* 
250. 2i 250. 3* 250, 4 k 250 9 re prcservtce itisp af reactor 
pressure vessels* pumps Ir valves Responsas will bs 
Incurporatsd In Jul 1903 F8AR rev 

BRAIM.£Y,E J Philadelphia Electric Go. 83/06/14 0CHMENCER,A. 
Licensing Branch 2. 31pp. 10099 212 24X Fiche. 50-052* 03/06/14* 

0306200317. 


6305110475 IE Info Notice 63-40* "Need to Enviranmentally Qualify 
Epsiy Oruuts U Baaltrs, 6vc list end. 

JORDAN* E L DlvlslDn of Emergency Preparedness it Engineering 
Response (Post 830103), 63/06/22. Conpolidatad Edison Co of New 

York, Inc. Il9pp. 19021:179, 24 X Fiche, 50-000* 83/06/22, 03051 10475. 


6305110477 IE Info Notice 63-41, "Actuation of Fir# Bupprasiion Sys 
Causing Inoparab i lity of Saf ety-Ralated Equipment.” Bve list 
end. 

JOTDAN, E L Division of Emergency Pripar ed'nass U Enginaaring 
Reipense (Post 030103). 83/06/28 Consolidated Edison Co pf Nau 

YorJi* Inc. 120pp. 18997*007. 24X Fi c ha: 50-000* 83/06/22, 0305) 10477. 


8305110479 IE info Notice 03-42, "Reactor Mode Switch Malfunctions ” 
a VC list and 

JORDAN, E L Division of Emergencu Preparedness 6 Engineering 
Response (Post 830103) 03/06/23 Consolidated Edison Co of 

York, Inc ll6pp 10996 242 24X Fiche 50-000*03/06/23,0305110^79 


0305110403 IE Info Notice 83-43i "Improper Settings of Intermediate 
Range (IR) High Flux Trip Setpoints " Sve list encl 
JORDAN/ E L Division of Emergency Preparedness li Engineering 
Response (Post 630103) 03/06/24 Consolidated Edison Co of New 

York. Inc 116pp 19046 297 24X Fiche 50-000, 03/06/24, 030 51 10493 


S RaporiabLe occurrences, LERs it related correspondence 


0306100092 Part 21 rept re potential incorrect interface u/reactqr 
pressure vesseL instrument piping Caused by error on four 
local instrument panel piping diagrams Field deviation 
disposition requests Issued No operating plants affected 
SHERNaOD. 0 Q General Electric Cu 02/11/18 DEVOUNO* R C 
Director's Office, Office of Inspection and Enforcement 3pp 
1B0O2 226 24X Ficha 50-392,02/11/10,0306100092 


0306280417 Part 21 Deficiency Rept BO re damaged insulation on MCC 
Powers Co shielded mul t iconductor cable on HVAC control 
panels. Also reported by MCC Power 

KEMPER, J S Philadelphia Electric Co 83/06/01 MORLEV, T E 
Region 1* Office of Director Ip 17020 296 24X 

Fiche, 50-352, 03/06/01, 8306200417 


U Operator Examinations 


63D6140449 Requests attendance at 030627 meeting in King of Pruitia.PA 
ta discuss transfer of operating reactor licensing function 
from Bethesda, MD to Region 1 ofc 

eTAROBTECKlrR Division of Project !< Resident Programs 03/06/09 
KEMPER*J 8 Philadelphia Electric Co 2pp 10036 345 24X 

Fiche 50-352,83/06/09*8306140449 


DOCKET 50-353 LIMERICK GENERATING STATION, UNIT 2 


A App 1 tea tion/construction stage documents & correspondence 


0306030006 Notification of 030525 meeting lo/uti I In Dethesda,HD to 
resolve issues r* accident evaluation identified in NRC 
030311 Ur 

MARTIN, R.E Licensing Branch 2 03/05/20 SCHNENCER, A Licensing 

Branch 2 4pp 10733 269 24X Fiche 50-352,03/05/20*0306030086 


03O6O1OS'92 Forwards draft changes to FEAR* design assessment rept 1. to 
previously provided responses in answer to Issues 5b, 9c* 9d* 

5e it SO discussed at G30407 meeting Rept on functionality 
of purge I* vent valves will be submitted In June 1983 
BRADLEY, E J Philadelphia Electric Co 03/05/26 SCH«ENCER*A 
Licensing 0 ranch 2 75pp 1 0670 304 24X Fiche 50-352,03/03/26, 

0306010292 


0306020649 Notification of 030608 meeting t*i/utll 8. BMNL in Bethesda.HB 
to discuss severe accident risk assessment (SARA) 

MARTIN* R E Licensing Branch 2 03/05/27 BCHNENCER* A Licensing 

Branch 2 4pp 10716 271 24X Fiche 50-352* 83/05/27* 0306020649 


0306010233 Forwards application for Amend 51 to OL application (filed 
in Category A) consisting of environ qualification rept*Rev 
20 to FSAR (filed in Category K) Ic Rev 13 to environ rept 
(filed In Category C) 

BRADLEY, EJ Phlledslphia Electric Co 83/05/31 DENTON, H R 
Office of Nuclear Reactor Regulation, Director. 3pp 10675 001 
24X Fiche. 50-352, 03/05/31,0306010233. 


— 0306010239 Application for Amend 51 to OL app 1 icatiqn* consist! nj of 
Rev 20 to FSAR* environ qualification rept I* Rev 13 to 
environ rept 

BAUER* E 0 Philadelphia Electric Co 83/05/24 6pp 10675 004 
24 X Fiche' 50-352*83/05/31*8306010233 


0306090196 Notification of 03O6OB meeting u/utll l< Bechtel in Ban 
Francisco* CA to discuss outstanding items in structural 
engineering revisvi area 

MARTIN* n E Licensing Branch 2 03/06/02 SCHNENCER* A, Licensing 

Branch 2. 3pp 18009 252 24X Fiche. 50-352, 03/06/02. 0306090196 


8306070239 Forwards revised draft response to Question 410 17 r# CP 
application cootpllanca w/NURE(l-O0OO per B3D330 meeting 
w/NRC Changes will be incorporated In F9AR rev scheduled for 
June 1903. 

BRADLEV.E. J. Pliiladelphia Electric Co 03/06/03 8CHUEN0ER,A 
Licensina Branch U 3pp. 10747 04B 24X Fiche' 50-352* 03/06/03, 

8306070239 , 
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8306100109 Forwards revised draft respotisa to Guastlon 430 40 re lavel 
Q-f training for operator »> maint craw & QA personnel Response 
uiU lie incorporated Into FBAR rev Bcheduled for Jul 19B3 
SRADLEV^E J Philadelphia Electric Co 83/06/06 5CHMENCER< A 
Llcinsing Dranch S 6pp 18802 20S 24X Piche S0-352« 83/06/06i 

8306100107 


6306100065 Forwards draft F8AR change re breed line depressor lia tion 
branch per Accident Evaluation Branch request Change will be 
incorporated Into Jul 1983 FBAR rev 

BRADLE/, E J Philadelphia Electric Co 83/06/07 eCHMENCER, A 
Licensing Branch 2 3pp 1BS03 069 24X FUhe 50-352*03/06/07, 

8306100065 


6306230276 Responds to NRC 830523 request for proposed resolution to 
THI Item II K 3 16, *’Had of Automatic Oepretsuri latlon Sgs 
Logic ** Justification for bgpais ti^er setting will be 
provided prior to irtip iementation of mod 

KEMPER, J S Philadelphia Electric Co 03/06/20 BCHWENCER, A, 
Licensing Branch 2 3pp 18945 135 24X Fiche 50-352,83/06/20* 

8306230276 


B3062702ia Forwards revs to FBAR Sections 9 5 6 3, 7. 2, B 3 6 9 5-10. Info 
will be incorporated into rev to FBAR scheduled for Jul 
1703 

BRADLEY, EJ Philadelphia Electric Co 83/06/21 QCHUERCER, A. 
Licensing Branch 2 iOpp JB990 252 24X Fiche 50-352,63/06/21* 

8306270212 


8306100241 Forwards revised draft response to F8AR mgt fcechnologg 
section re licensed operator courses 6 operating activities 
transmitted in G30506 ltr*per 830527 request Changes will be 
incorporated Into FBAR rev scheduled for Jul 1983 
BRADLEY, E J Philadelphia Electric Co 03/06/07 SCHWENCER, A 
Licensing Branch 2 4pp 18807 053 24X Fiche 50-352,63/06/07, 

0306100241 


6306270365 Forwards revised draft response to FBAR Ouestlon 410 70 re 
design temp For essential svc water RHR svc water tys 
Draft change will be Incorporated Into FBAR rev scheduled 
for Jul 1963. 

BRADLEY,EJ Philadelphia Electric Co 63/06/21. BCHlfENCER, A. 
Licensing Branch 2 6pp 18993 173. 24X Fiche> 50-352, 63/06/21 , 

B306270365 


8306150321 Forwards request for addl Info re FQAR Design Criteria 
Sunrnary , Item 260 56 reflecting requirements of NUREO-0737, 
"Clarification of TMI Action Plan Requirements '• 

SCHWERCERiA Licensing Branch 2 83/06/07 BAUER, E 0 

Philadelphia Electric Co 7pp 18870 010 24X 

Fiche 90-352*83/06/07,8306150321 


8306160340 Responds to QA Branch 630527 telcon request re proposed 
organ 1 1 atlon change in Electric Production Dept reflecting 
change in QC Program for Operational Phase 

DALTROFF, SL Philadelphia Electric Co 83/06/07 BCHWENCER# A. 
Licensing Branch 2 Spp 1B0S9 082 24X Fiche 50-352.03/06/07, 

0306160340 


8306160310 Forwards final response to NUREO-0612, "Control of Heavg 
Loads at Nuclear Power Plants-Resolutlon of TAP A-36 ’* 

Response includes analyses for loads handled over reactor 
vessel 

KEMPER, J S Philadelphia Electric Co 83/06/13 E15ENHUT,D O 
Division of Licensing 126pp 18860 243 24X Fiche 50-352, 

83/06/13, 8306160310 


6306160377 Forwards rev to Page 1 2 of 83053J environ qualification 
rept, to be formallq incorporated Into Oct 1983 rept rev 
BRADLEY, EJ Philadelphia Electric Co 83/06/13 aCHWENCER.A 
Licensing Branch 2 3pp 18861, 123, 24X Fiche 50-352,63/06/13, 

6306160377 


B30617021C Forwards draft responses to requests for addl info Questions 
292 1 through 252 7 6 related draft FBAR text changes. Draft 
changes will bo incorporated in F8AR In rev scheduled for 
JuL 1763 

BRADLEY, EJ Ph i ladelphla Electr i c Co 83/06/14 BCHWENCERtA 

Licensing Prartch 2 lOOpp 10883*153 24X Fiche 50''353* 83/06/14, 

6306170210 


8306170309 Provides marVod-up draft F6AR 
request for addl Info Page changes ull 
FS^ rev scheduled for Jul 1983 
BRADLEY, E J Philadelphia Electric Co 
Licensing Branch 2 l6pp 18077.113 
0306170307. 


pages per QA Branch 030527 
be incorporated in 

B3/06/14 BCHWENCER, A. 

24 X Fiche 50-392,83/06/14, 


6306210410 Notification of 830615 meeting u/uti 1, Bechtel h OE In 
SetheedajMD to discuse high radlatlan isolation signals on 
containment purge/vent valves 

HARTlN.fi. E Licensing Branch 2 83/06/14 BCHWENCER, A Licansing 

Branch 2. 4pp 18937 065 24X Fiche 50-352,63/06/14,8306210418 


630-6200117 Forwards response to Hatls Engineering Branch 630603 requast 
for Info re turbine misfile issue. 

BRADLEY. E J. Philedelphla Electric Co 83/06/15. SCHWEMCER, A 
Liceniing Branch 2. 3pp 18903 247 24X Fiche 50-352, 03/06/1 9, 

8306200117 


B306210320 Forwards matl presented at Anderson, Oraenwood h Co <AOCo) 
vacuum breaker test program owners group 830607 meeting w/ 

NRC re dvnamlc testing h analgiis of AQCo vacuum breaher 
valve assemblies 

□ 'CONNOR, D. M. Bechtel Corp 83/06/17 H0U8T0N, R, W Dfivision of 
Bvitems Integration <poit 8110051. 91pp 18919 036. 24X 

F 1 c h 1 . 90-000, 83/06/ 1 7, 830621 0220 


8306240412 Notification of 830621-24 meetinge w/utU, Bech tal I, OE in 
8an Joee I, 8an Francisco, GA to discuss outstanding Items in 
Hatli Engineering Branch review of compliance w/ODC 51 
MARTIN, R.E. Licensing Branch 2. 83/06/17. BCHWENCER, A. Licenfinp 

Branch 2. 4pp. 16998.013 24X Flchet 50-352, 03/06/17, 8306240412 


6306270423 Forwards draft F8AR changes prepared In response to 
Containment 8gs Branch Open Item 10 Changes state isolation 
valves ulll be sealed doted, Info will be incorporated into 
FBAR rev scheduled for Jul 1983 

BRADLEY, EJ Philadelphia Electric Co 63/06/23 BCHWENCER,A 
Licensing Branch 2 7pp 10992: 126 24)( Fiche 50-392,63/06/23, 

8306270423 


0306270459 Forwards draft revised responses to NRC Questions 410 05, 
410 10,410 37,410.52,410,85 U 410 87, per telcon w/Auxiliarv 
0gs Branch Responses will be incorporated in FBAR scheduled 
for Jul 1903 

BRADLEY, e J Philedelphla Electric Co 83/06/23 BCHWENCER, A 
Licensing Branch 2 20pp 18992’ 079 24X Fiche . 50-352, 03/06/23, 

B306270459 


6306300024 Responds to 830609 request for addl Inf o, forwarding 
documents used btl Structural Mechanics Attoc in seismic 
fragility development 

BRADLEY, e J Philadelphia Electric Co 83/06/27 BCHWENCER, A 
Division of Licensing. 200pp 191 14' 250 24X Fiche 50-352, 

03/06/27, 0306300024. 


8306300221 Forwards draft FBAR changes rt looss parts monitoring sus 
for rev scheduled for Jul 1983 Detailed sgs description per 
Reg Guide 1 133 subnti tted, pending receipt of 8ER. 

BRADLEY, F.J Philadelphia Electric Co. 83/06/27 8CHWENCER,A. 
Licensing Branch 2. 7pp 19120' OOl 24X Fiche 50-392,83/06/27, 
8306300221. 


0306300133 Forwards draft revised response to TMI Item 1 0.1, "Training 
During Lnw-Powur Testing," per 83062? conference call Info 
contained in draft revised response will be Incorporated 
Into FBAR rev scheduled for Aug 1983 

BRADLEY, E J Phlladelphle Electric Co, 63/06/28 BCHWENCER, A. 
Licensing Branch 2 5pp 19122 311. 24X Fiche. 50-392, 63/06/26, 

8306300133 


C Utility Environmental Report <ER), amends I, correspondence 


8306010233 Forwards Rev 13 to environ rept. 

BRADLEY, E J Philadelphia Electric Co 83/09/31 DENTONiHR. 
Office of Nuclear Reactor Regulation, Director. 3pp 16679:001. 
a4X Fiche - 90-392, 63/05/31, 8306010233 


— 8306010243 Rev 13 to environ rept. Environ qualification rept for 
safetg-relatrd equipment end 

a PhUadclghla Electric Co 83/09/31 237pp. 16675:010 24X 

Fiche. 90-332, 63/05/31, B3D60 10233 


8304210283 Forwards Affidavit of 8vc rt dl str ibution of Rev 20 to F8AR, 
Rev 13 to environ rept li Rev 3 to fire protection evaluation 
r ep t. 

BRADLEY, E J Philadelphia Electric Co. 63/06/17 DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director Spp 10915.022, 

24X Fiche: 50-392, B3/06/17, B30621O2G3 


E NRC Bafetg Evaluation Report (SER), supple It correspondence 


8306070330 Forwards rssponsss to listed Procedures I, Test Review Branch 
0ER open Items Draft response to TNI Item I. C 1, "Operating 
a, Nalnt Procedures t, ATWS, " incorporated In Hag FBAR rev. 

BRADLEY, E.J. Philadelphia Electric Co 63/06/03. BCHWENCER, A. 
Licensing Dranch 2, 4pp. 16746.065. 24X Fiche: 50-392, 83/06/03, 

8306070330, 
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830&l!}0979 Foruardf raqutst for addl in^d rc SER epen IteniB Action plan 
& a»saclattif datts for raaponie required uiithin 7 uorkin-g 
dagf of receipt of Itr 

8CHWENCERM Licftnsing Branch 2 83/0^/03 BAUER.EC 

Phlladalphla Electric Co ?4pp. 16867 036. 34X 

Flch*. 50-3 03/ 06/03 » 6306150379. 


0306100110 F-oruards final ra^ponsa to Rsactor Sy& Branch draft SER 
Item 3 ra high/lou praieura Interlockc on EOCS injection 
Sfalve»«par diacueeion at 030517 rnertlnfl In Batheedoi MD 
HRAOtCyi E. J. Philadelphia Electric Co 83/06/07 BCHWENCER»A 
Llcenilng Branch B dpp 16602' 201 24X Flcha 50-352,63/06/07. 

0306100110 


9306140545 Raapandf to Oaotachnical Enginearlng Branch draft 3ER open 
Item* tranamittad via 630311 1 tr. Proparti b» of foundation 
b tdrQck r bachfl 1 1j lateral loading 8. rRiponsa of in-situ foil 
Sc backfill natla to dtfnante loading discuesail 

BRADl-EYiEJ Philadelphia Electric Co, 63/06/07 8CHUENCER, A. 
Lieinalng Branch 3 SSpp 16634 179 24X Ftche 50-352.63/06/07, 

B306140549 


8306140606 Foruiardi raiponia to Structural Enginearing Branch draft 
0ER Open Items 1,4.6 6 9.A11 open Items cloied out Items 1* 

4 1( 0 raprasant formal raspanaa while Item 9 indicatae FSAR 
page changes 

BAUER. E 0. Philadelphia Electric Ca 63/06/10 SCHWElfCER.A 
Licensing Branch B 30pp 16633 061. 24X Fl cha: 50-352. 63/06/10. 

8306140606. 


6306140634 Foruards draft rasponsas to 9ER Open Items 3.7.9.11,13.16, 
16.19.31,87 If 34 r» fire protecti on, Fire protection 
•valuation rept ulll be submitted in Aug 1983 

BRADLEY.EJ Philadalphia Electric Co 63/06/10 SCHUEf/CER.A 
Licansing Branch 2, 33pp. 16833 326 24X Fl cha 50-352,83/06/10, 

8306140624. 


6306160001 Forwards draft FSAR page changes, In raaponsa to Reactor 
Branch draft 3ER Item 1, '’O0YH Analvsis of Presturiaatlon 
Tranalanta, Changas will be Incorporated into F9AR rev 
achiduled for Jul 1703 

BRADLEY. E J Philadelphia Electric Co 63/06/i^ SCHWENCER.A 
Licensing Branch 2 SBpp 16662. 085 84X Fich a, 50-352, 83/06/ 13, 

8306160001 


B306160371 Forwardf draft rtiponsii t, draft F8AR page changes in 
raspanee to Hetcorolngg tc Effluent Treatment Branch draft 
8ER Iteais 2,4,5 it Requaat for Addl Info RAJ 431 14 
BRADLEVrE.U Philadelphia Electric Co. 83/06/13 aCHWENCER,A 
Licensing Branch 2 43pp. 18864 164. 24X Ficha* 50-3SS. 83/06/13, 

8306160371. 


0306160527 Forwards raaponsa to Core Performance Branch draft BER Draft 
page changes will be included in F8AR rev scheduled for 
Jul 1983. 

BRADLEY, E J. Philadalphia Electric Ca 83/06/13 ECHWENCER.A. 
Licensing Branch 2 9ipp, 18863< 140 24X Fic ha 50-352. 63/06/13, 

6306160927 


630616D972 Forwards draft SER.Section llr "Tiet Review, ** Item 2, 
canlisting of FBAR changes to be incorporated into FSAR rev 
scheduled for Jul 1983 

BRADLEY, E J. Fhlladetphia Electric Co B3/06/J3 BCHUENCER,A. 
Licensing Branch 2. 73pp. 18666 211 24X FI ch a. 50-352, 63/06/13, 

8306160572 


8306170369 Forwards reiponie to Accident Evaluation Branch draft SER, 
per 630529 meeting request. Draft page changes will be 
included in FSAR rev schadulad for Jul 1983 

BRADLEY, E J Ph i ladalphla Electric Co. 83/06/14. BCMHEhlCER, A. 
Licensing Branch 2 I7fp. 18880*193. 24X FI che. 50-392. 83/06/14, 

8306170369 


B306200317 Forwards draft responses to NRC draft 8ER Questions 250 1. 
250. 2, 250, 3, 250. 4 1« 250.5 ra praearvica Insp of reactor 
prassura vassals, pumpa 1. velvas, Reap ansae will be 
incorpareted In Uut 1903 FSAR rev. 

BRADLEY. E.J Philadelphia Electric Co 63/06/14 SCHWENCEH.A 
Licensing Branch 2. 3lpp 16679:212. 24X Flche 50-352, B3/06/ 14, 

6306200317. 


G30624041B Notification of 830684 meeting w/utll 8. OE In Bethasda.MD 
to diitues Effluent Treatment Sgs Branch op«n SER Items 
HART1N,R.E Licensing Branch 2. 03/06/20 8CHWEMCER, A Llcanilng 

Branch 2, 4pp. 10990:009. 24X FI ch a; 50-352, 03/06/20, 0306240418, 


63062700B6 Forwards rsvised draft response to Ouaatlan 400 7, Including 
revisad Section 6, 2.6.5. 1 I, Table 14.2-4 in reiponse to 
Containment dgs Branch draft SER Issue I E revised draft 
Baction 6.2.3 2,3 tr Table 6.2-iS 

SRADLEYfE. J, Philadelphia Electric Co 03/06/21, flCHHENCER, A. 
Llcanilng Branch 2. 23pp. 19013-125, 84X FJ char 50-352, 83/06/21. 

0306270066, 


0306270319 Provides response to structural engineering review draft 
SER open items discussed & resolved at B3O603 meeting ra 
response sp ectra, rear tor end it control structure 
KEMPER, J S Philadalphia Electric Co 83/06/21 9CHNENCER, A 
Literiaing Branch 2 I9pp 1B974 010 24X Fiche 50-352. 83/06/21, 

0306370315 


0306270340 Farwards revised Table 6 2-17, adding power lources In 
containment pene trat 1 an, in response to Containment Sge 
Branch draft SER Issue 15 Info will he incorporated Into 
FSAR acheduled for Jul 1983 

BRADLEY. E J Philadelphia Electric Co 83/06/23 SCHWENCER.A 
Licensing Branch 2 0pp 1B791 210 24X Fiche 50-352. Q3/06/S 3, 

0306370340 


03O62QO-3G1 Foruards calculate post-LOCA bounding dryuell temp preflle, 
per 030510 Rev 20 charges to FSAR Section 3 11, in response 
to Cantainrrtont Sys Branch draft SER. Item 4 

KEMPER. J B Philadelphia Electric Co 83/06/24 0CNWENCER. A 
Licensing Branch 2 4pp 17014 063 24X Fiche 50-392,83/06/24. 

0306200301 


0306300016 Forwards draft rev to response to Question 640 10 re low 
power it power ascension testing, providing info necessary to 
close Item 9 of draft SER, Section IJ, '‘Test Review “ Info 
will be Included in FSAR rev scheduled for Jul 1903 
BRADLEY, EJ Philadelphia Electric Co 03/06/27 SCHWENCEH.A 
Licensing Branch 2 3pp 19120 252 P4X Fiche 50-352,03/06/27, 
8306300016 


0306300200 Forwards list of Auxiliary Sys Branch open SER issues per 
830623 meeting L marked-up draft FSAR pages responding to 

Issuas 

0RADLEY,EJ. Ph i lad elphla Electric Co 03/06/28 SCHWENCER, A 
Ucansing Branch 2 5lpp 19122 126 24X Fiche 50-352,83/06/23. 

0306300200 


F Security, rnedical, emergency 1, fire protection plans 


0306140395 Forwards draft change to FSAR re emergency ac lighting, per 
930607 telcon commitment Change will be formally 
Incorporated Into FSAR rev, scheduled for Jul 1963 
BRADLEY. E J Philadolphia Electric Co 83/06/10 SCHNENCER.A 
Licensing Branch 2 4pp 18032 009 24X Fiche 50-332. 83/06/10, 

8306140395 


6306140624 Forwards draft responses to SER Open Items 2.7)9,11,12.16. 
10,19,21.27 L 34 re fire protection Fire protection 
evaluation rept will be submitted in Aug 1703 

BRADLEY, E.J Philadelphia Electric Co 83/06/10 BCHWENCER. A 
Licensing Branch 2 33pp 10033 326 24X Fiche 50-352. 63/06/10. 

0306140624 


0306200163 Forwards draft changes to FSAR Section 9 5 3 2 2 1, 
Question 430 61 re outdoor security 8, roadway lighting 
Changes will be Incorporated into FSAR rev scheduled for 
Jul 1963 

BRADLEY. E J Philadelphia Electric Co 83/06/15 SCHNENCER. A 
Licensing Oranch 2 5pp 18903 173 24X Fiche 50-352,83/06/15. 

8306200103 


6306210203 Forwards Affidavit of Sve re distribution pf Rev 20 to F9AR. 
Rev 13 to environ rept 8, Rev 3 to fire protection evaluation 
rap t 

BRADLEY, E J Phi lade 1 ph i a Electric Co 03/06/17 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 5pp 18915, -022 
24X Fiche 50-352» 03/06/17. 8306210203 


0 Adjudicatory correspondence 


8306010464 Dlscusseo IE Insp Rept 50-353/76-06 re inaccessible welds 
Nalds capr Iciouslij L unilateral ly declared acceptable 
following convenient it unscientific decision that welds 
cannot be inspected due to Inaccessibility 

ROMANO. F R Air and Nater Pollution Patrol 03/05/25 Atomic 

Safety and Licensing Board Panel 2pp 10679 319. 24X 

Fiche. 50-352, 03/05/25^ 0306010464 


8306010372 Forwards motion for reconsideration of ASLO 030509-11 ruling 
re coordination of contention filing u/Llmerlck Ecology 
Action. 

AU, T V Pennsylvan 1 a, Commonwealth of, 03/05/26 BRENNER, L # 
MORRIS. P A , COLE, R F Atomic Safety and Licensing Board Panel ip 
10602. 091. 24X Fiche. 50-352, 03/05/26, 0306010372 


—8306010360 Motion for reconsideration of AQLB 830509-U rulings re 
coordination of contention filing ui/LImerlck Ecology Action 
Ruling ondermines role of state In presenting Issues in 
neutral mangier. Crrtl flcate of Sve end 

AU, T. V PennSy 1 vanl ap Commonwealth of, 03/05/26 Atonic 

Safety and Licensing Board panel llpp> 10602.092. 24X 

Fiche 50-352. 03/05/26, 0306010372 
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8306010369 Petition to uifchdraiii as intervcnor representative in OL 
proceeding RJ Sugarman uill continue to represent 
intarvenor Draft order enc 1 

MElLLrJ f1 DeJ-Auare Unllinitod« Inc 63/05/31 Atomic Safrtij and 

Licensing Ooard Panel 8pp 186QS 105 BAX Fiche 50-352, 83/05/31 1 
830601036 ^ 


8306D30260 Response supporting NRG roply to ASLD 330516 order re use of 
PRA (( subsequent risk-related documents Certificate of Sve 
AK Keatheruax prof qualifications end 
DDRBEVi J A Limerick Ecology Action DORSEY, J A Dorseyj J A 

83/05/31. Atomic Safety and Licensing Board Panel 27pp 

1B703 107 BAX Fiche 50-352,83/05/31,8306030280 


B3060S0351 liemorandum & order denying Dsl-Auero 830308 motion to reopen 
record 6 add proposed neur Contention V-26 Contention is not 
significant & would not affect outcome of decision 
BREN'NERpL Atomic Safety and Licensing Board Panel 83/06/Ot 
Oel-Auare Unlimitod, Inc Upp 18694 247 84X 

Flcbe 50-352,03/06/01,8306020351 


8306-030206 Order granting JH Neill petition to withdraw appearance 
request. 

BAENNER«L Atomic Safety and Licensing Board Panel 03/06/01 Ip 
1B703 331 24X Fiche 50-352,83/06/01,8306030286 


B30606032S Advises that Bucks County, PA citiiens voted for County 
ulthdraual from further participation in Point Pleasant 
Diversion Project intended to supply supplemental cooling 
water to plant Referenduin does not affect contractor rights 
CONNER,? B Conner S( Uetterhahn CONNER.! B Philadelphia Electric 
Co 03/06/02. KDKL, C N r EDLES, 0 J , GOTCHY, R L Atomic Safety and 
Licensing Appeal Panel 13pp 18729 172 24X Fiche’ 50-352, 

83/06/02* 8306060322 


6306060330 Order scheduling resumed appellate process matters 
Exceptions to A8LB 630601 order, deny ing Del-Aware 830308 
motion, due 030616 Briefs supporting all exceptions due 
B3Q710 

SHOEMAKER, C J Atomic Bafety and Licensing Appeal Panel 83/06/02. 
2pp 1B726 361 24X Fiche 50-352,83/06/02,8306060330 

B3D6070295 First set of interrogatories (< request for production of 
documents 

UETTERHAHN, M J Philadelphia Electric Co UETTERHAHN. H J Conner & 
Uetterhahn 83/06/03 Air and Uater Pollution Patrol Bpp 
18741 106 24X Fiche 50-352,83/06/03,8306070295 


—8306070299 First set of Interrogatories 8c request for production of 
documents 

UETTERHAHN, N. J Philadelphia Electric Co UETTERHAHN, N J Conner 
8c Uetterhahn 83/06/03 Friends of the Earth 9pp 18741.194 
S4X Fiche 50-352,03/06/03,0306070295 


-- 0-306070301 First set of interrogatories 8i request far production of 
documents Certificate of Sve end 

UETTERHAHN, N J Philadelphia Electric Co UETTERHAHN, N J Connor 
8. Uetterhahn. 83/06/03. LEU18. H I Lewie, M 9pp 10741 203, 

24 X Fiche. 50-352, 83/06/03, 0306070295 


8306090212 Poruardi Attachments 2 8< 3 to 030520 Itr Attachments may 
have been mtscollated or incomplete. 

UETTERHAHN. N J Conner 8< Uetterhahn UETTERHAHN, N J Philadelphia 
Electric Co 83/06/06 BRENNER. L , MORRIS, P A , COLE, R F Atomic 
Safety and Licensing Board Panel Upp. 16796 103 24X 

Fiche 50-352.83/06/06,8306090212 


030-6090240 Ketlon for extension until 030610 to respond to NRC use of 
facility PRA.Filing allowed per ABLD 830516 order confirming 
schedules Certificate of 8vc end 

UETTERHAHN, M vl Philadelphia Electric Co UETTERHAHN, H, J Conner & 
Uetterhahn 63/06/06 Atomic Safety and Licensing Board Panel 
4pp 10795 320 24X Fiche, 50-352,03/06/06, 8306090240. 


03O6OBO167 Order granting util 830606 motion for extension until 030610 
to file response to NRC 8, Limerick Ecology Action filings on 
PRA contentions. Parties consent 8< good cause shown. 

BREKUERrL Atomic Safety and Licensing Board Panel. 83/06/07. 
PMleifslphla Electric Co. Ip 10772 154, 24X Fiche: 50-352, 

83/06/07, 0306000167 


8306090301 Order extending time until 830627 for Commission to act to 
review ALAI)-726. 

CHILKrS J Office of the Secretary of the Commission 83/06/07. 
Commissioners Ip. 18795:241, 24X Fiche' 50-352, 83/06/07, 

8306090301 


83-06100195 Order requiring NRC to update schedule estimate for issuance 
Of 0E8. All parties under duty to inform A8LB of any change 
In matl info 

BRENNER* L. Atomic Safety and Licensing Board Panel 03/06/09 
Cenmlftioners Spp. 18806:017. 24X Ficha: 50-352, 03/06/09, 

8306100195. 


6306130366 Advisee that if Pennsylvania Emergency Mgt Agency draft 
omergoncy plana available by B31115, FEMA would complete 
revieiu by mid Feb 1904 FEMA will expedite review & should 
be placed on sve list 

vaOLER,0 H Hearing Branch 2 03/06/09 BRENNER, L , MDRRIS.P A , 

CQLEiR F Atomic Bafety and Licensing Board Panel 2pp 10021.260 
24X Fiche 50-392,03/06/09,0306130366 


8306140676 Responds to request for definition of safety classification 
terms by transmitting relevant portions of A5LB 830526 
Decision ALAl)-729 

H0D0D0N,A P Hearing Branch 2 B3/06/10 LEUI8. ht I Lewis* M 

6pp 1BB42 069 24X Fiche 50-352,03/06/10.0306140676 


0306140715 Response to first set of Interrogatories on ppeseurixed 
thermal shock, Contentl on 1-62 Certificate of 8vc end 
HDDODQN.A P Hearing Branch 2 83/06/10 Lewis, N 27pp 

1004 1 296 24X Fiche 50-352,83/06/10,8306140715 


8306140722 Responds to ABLE 830609 order requiring NRC to update 
schedule for DE0 issuance Bchedule unchanged since {fates 
set at 830507-11 second special prehearing conference, DE8, 
except Chapter 7. to be published on 030613 

HODODON, A P Hearing Branch 2. 83/06/10 BRENNER. L,. MORRIS* P. A , 

COLE*R F Atomic Safety and Licensing Board Panel 2pp 10041’ 094 
24X Fiche’ 50-352.83/06/10.0306140722 


0306150368 Discusses Contentions I-33B*D,E.H ft 1-45 re TMI Action Plan 
Items I C 6, I 0 1* I D 1* JI F 1, 11 , D 3 & II B, 8, Contentions 
denied w/o prejudice by ASLB 030516 memorandum & ordtr, for 
lack ef specificity 

DORSEY, J A Dorsey. J A DORSEY, J A Limerick Ecology Action 
83/06/10 ORENNFR.L , KORRIB, P A,. COLE, R F. Atomic Safety and 
Licensing Board Panel 2pp, 16847 145 24X Fiche 50-352,03/06/10. 

0306150362 


8306150393 Response to NRC use of facility PRA 6 Limerick Ecology 
Action response to ASLB 030516 unemorandum it order confirming 
schedules Certificate of Sve end 

UETTERHAHN, M J. Philadelphia Electric Co UETTERHAHN. M J. Conner 6 
Uetterhahn 63/06/10 Atomic Safety and Licensing Board Patial. 
lipp. 10047 199, 24X Fiche 50-352,03/06/10.0306150393 


8306160603 Forwards util answer to HI Lewis first set of 
interrogatories on pressurised thermal shock contention. 

UETTERHAHN, M. J. Conner Uetterhahn UETTERHAHN. M J Philadelphia 
Electric Co 63/06/13 LEUI0, H I Lewis, K ip 10866’ 144. 84X 
Fiche 50-352,03/06/13, 0306160603. 


— 0306160609 Answers to first set of Interrogatories on preiiuriied 
thermal shock contention. Certif I cate of 8vc end 
DOVER, 9 0 Philadelphia Ellectric Co 03/06/09 LEUI8, M I 
Lewis, M I6pp 1B666 145 24X Fiche' 50-352. 83/06/13, 8306160603 


8306220043 Answer to first set of Interrogatories ra pressurised 
thermal shock in BURs. 

LEUIS, M I Lewis, M 03/06/15 Philadelphia Electric Co, 2pp 
1B926 255 24X Fiche. 50-352, 03/06/15, 0306220043 


6306220051 Files addl exceptions to ABLB 030601 order refusing to 
consider Interstate Delaware River Hpt 030517 
recommendations It referendum, Certi ficate of 8vc end 
BUOARNAN. R, J Del-Aware Unlimited. Inc BUG ARM AN, R J. Bugaman, 

R J 03/06/16 Atomic 0afetg and Licensing Appeal Panel, 9pp. 
10926.190 24X Fiche* 50-352,03/06/16, 0306220051. 


B306220L03 Forwards Commonwealth of PA Bupremt Court decfiiicn, 
unanimously raverslng Commonwealth Court 6 holding that PUC 
of PA acted within power 6 acted properly when ordering util 
to cancel or suspend const of Unit 2. 

SUOARMAN.R J Bugarman, R J, 03/06/16 BRENNER, L,i CDLE.RF. * 
MORRIB, P. A Atomic Safety and Licensing Board Panel. 16pp 
10926 030 24X Fiche 50-352,03/06/16,0306220103. 


8306270297 Forwards onsite emergency planning contentions, in response 
to ASLB 830516 memorandum of order. 

DORSEY, J A. Dorsey, J A. 83/06/17. BRENNER, L. , COLE,R F , 
MORRIBiP A. Atomic Bafety and Llcnnsing Board Panel. SSpp, 

18995* 170 24 X Fiche. 50-352, 83/06/17, 0306270297, 


— 0306270300 Onsite emergency planning contentions Certificate of 0vc 
end 

« Limerick Ecology Action, 03/06/17 32pp 18995:172 24K 

Fiche* 50-352.83/06/17, 0306270297 


8306270030 Answer to first set of interrogatories. Rel ated 
correspondence, 

ANTHONY, R C. Friends of the Barth ANTHONY, R. C Anthony, R. L. 
03/06/20. Philadelphia Elactric Co. 2pp. 10908:135. 24X 

Fiche: 50-392,03/06/30, 8306270030 
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B3062903A-4 Ditcua-kas Air li Watar PollytiDn Patrol racponaa to util 
030604 Intarrogatar i CB Ralata^ corrtfpondanca. 

ROMANO. F R. Air and Watar Pollution Patrol 03/06/^1 BRENNERi L , 
COLEiR.F, r hORRlQ.P. A Atomic Safat^ an4 LUantinp Boarif panel Ip 
19058,326 84X Flche 50“35a, B3/04/ 21 . 8306290364 


8306290909 Riaponf a to 930606 intrrroga torlei. Related correapondince 
ROMANO. F R Air and Hater Pollution Patrol. 83/06/Sl Atoalt 
Safatv and Licanaing Poard Panal 5pp 19092-^207. 24X 

Flcha- S0~352i 83/06/21. 9306270509 


9306270413 Advltea that util doei not objrct to Llmarlclc Erologv Action 
ppiitian in 930610 Itr on contantiona related to NUREO-0737. 
HETTERHANN.M J Connor li Wattarhahn HET7CRHAHN.M J Philadelphia 
Elactrlc Co 93/06/23 RRENNER.L . MORRIB.P A. . COLE.R F Atomic 
Safatg and C-icanilng Board Panel, 2pp £9994 £46 24X 

F 1 cha: S0-3S24 93/06 / 23. 9306270413 


9306280866 Raepondf to Del-Auare Q30616 Itr AQtS re^iuaatlng admittance 
of now contention Oal-Awire failed to complv n/proceduf i 
r« lata-fllad contetitioni. 

HOOODCM.A P Nearing Branch 3. 93/06/27 BRENNER. L . MORRIS. P A . 

COLE.R F. Atomic Safety and Licencing Board Panel 2ppv 19017.330 
24 X FI t h e • 50-3 92. 83 /06/2 7. 8306290566 


9306300143 Adviaea that tine for Coamlielon to review ALAB-726 eiplred 
Cametittlon declined rtview Deciaion became final agenci/ 
action on 930627. 

CHlLKifl. J. Office of the flecretary «f the Cammitflon 83/06/27. 
Office of the Eaicutive Lejal Director Ip i9i6S 117 24X 

Flche. 50-392. 03/O6/29J 8306300143, 


N Oeneral correapondence 


9306020380 Refute t« further ditcueiion of 10CFR90, 94i j ) tc (g) re ainpU 
failure criterl on. Iciue of cojuion mode failure of ail 
•alenoidf litigabla 

LEMrS. M. 1. Lewie. H 93/09/26 TRAMMELL. C H. NRG - No Oetalled 
Affiliation Olven. 2pp. 18674*362. 24 X Flche' 90-352. B3/09/26. 

8306020380 


9306170397 Oppptei OL iituence until local cfficiele agree upon 
acceptable emerjeneg plan providing adequate protection to 
affected population. 

HOROrS. B.A Affiliation Mrtknown 63/06/09 BRENNER.L Atomic 

Safety and Llcenejng Board Panel. Ip 19980- 070 24X 

Flche; 90-392. 93/06/09. 9306170397 


K Utility Flnel Safety Analv^is Report (F6AR1 ir amendt 


8306010233 Forward* Rev SO to F8AR. 

BRADLEY. E.J Philadelphia Electric Co. 83/09/31, OENrON. H R 
Office of Nuclear Reactor Regulatlan. Director. 3pp. 16675,001. 
24 X FI e h t. 80-352. 63 / 09/3 J j 6306010233 


—6306010840 Rev 20 to F6AR 

e Philedelphla Electric Co. 63/09/31. 10pp. 10678' 247 24X 

Flche; 80-392,. 83/05/31 » 9306010233 


6306810293 Foruarde Affidavit of Bve re distribution of Rev SO to FSAR^ 
Rev 13 tP environ rept fc Rty 3 tn fire protection evaluation 
rept. 

BRADLEY, E.J Philadelphia Electric Co 63/06/17. DENTON, If R. 

Office of Nuclear Raactor Regulation, Director, 9pp. 16919 028 
24X Flche: 50-392, 03/06/ 1 7, 9306810293. 


0 rnepeetlofi reporta. lE Bulletin* If corr eepondenct 


6305L10498 IE Info Notica 63-38. '^Ruptured Am-241 Sources Contained in 
Hell Lagging Device ** 8vc li>t end 

TAYLOR j J. M, Divleion of Oafeguards L Inipactierv Program* <Po*t 
6301031 . 63/09/86, Cohaplidated Cdleon Co Of NeW Vort. Itic, 
I39pp 16931,043 24X FI c ha: 50-000. 83/05/86, 6309110496, 


6305110460 IE Info Notice 63-34, "Eyent Notification Info HorJtahaet. ** 
6vc liat and. 

JDRDAN.E, L. Division of Energencg Preparedness li Enginaaring 
Response (Past 630103>, 63/09/26, Consol idafed Edison Co of New 

Yorkr Inc. 119pp. 18732:069, 84X Fichs 90-000, 93/09/26/ 6309110460, 


0306070140 Ferwardi IE ln«p Rep ts 90-338/63-09 U 90-353/B3-02 an 
8303I9-04S2 L notice a# violation. 

STAROSTECRli R, Dlyislan of Project L Resident Programs. 93/09/86. 
KEMPER. J.e Philadelphia ElactrU Co, 2pp. 19772; 299. 24X 

Flche. 90-352, 63/05/26, 9306090 1 40. 


—0306090151 IE Insp Repts 50-352/03-05 it 50-353/83-02 on 830319-0432 
Noncompl iance noted sepafatioii requirement for slectrlcal 
raceway (cable trags) not verified 8< OC instruction did not 
Include appropriate Insp methods fpr conduit bends 
CHAUDHARV.e K , PAQLINO. R J , NICHOLAS. H H Region J, Office of 
Director 03/09/26 7pp 10792 263 24X Flche 50-352103/05/26. 

0306090140 


0305110461 IE Info Notice 63-35. ♦'Fuel Movement W/Control Rods 
(fithdraun at DHRs ** SVe list end 

JORPANi E L Division of Emergency Preparedness L Engineering 
Response (Post 830103) B3/05/31 Consolidated Edison Co of ^tw- 

Yor*, Inc il6pp 10732 208 24X Flthe 50-000,03/05/31,0305110461. 


0306150237 Forward s IE Insp Repts 50-352/03-07 & 50-353/03-04 on 
630424-0580 No none omp lienee noted 

BTAROSTECKl.R Division of Project & Resident Programs 83/06/02 
KEMPER. J 6 Philadelphia Electric Co 2pp 10046 011 24X 

Flche: 90-352, 83/06/08. 6306150237 


—9306150247 IC Insp Repts 50-352/63-07 h 50-353/03-04 an 830424-0530. N» 
noneonpl la.ncB noted Major areas inspected control rod drive 
supports, follouup of Part 21 repts, design change control L 
personnel training 

CMAUDHARY, 3 K , GRANT, J M . CONNER, E L Region 1, Office of 
Directar 03/06/02 5pp 10046 013 24X Flche 50-352.03/06/03,- 

83061 90237 


0306090218 Forwards Attachments 2 S< 3 to 030520 Itr Attachments may 
have been miscollated or incomplete 

WETTERHAHM.M J. Conner it Wettorhahn 03/06/06 DRENNER> L Atomic 
Safety and Licensing Doard Panel llfp IB796 103 24X 

Fiche* SO-352, 03/06/06, 6306090212 


8309110464 IE info Notice 03-36, 'Mmpact of Security Practices on Ball 
Operations '* Sve list end 

vIORDAN, E L, Division of Emergency Preparedness tc Engineering 
Response (Post 830103) 83/06/07 Consolidated Edison Co of Riw 

York, tnc Il9pp. 1BB30 200 24X Flche 50-000.63/06/07,0305110464 


8309110470 IE Info Nptlc# 03-38, "Defective Neat Sink Adhesive fc 
Belsmicallg Induced Chatter In Relays Hlthin Printed 
Circuit Cards *' Sve list end. 

JORDAN, E L Division of Emergency Preparedness Ic Engineering 
Response (Post 630103) 03/06/13 Consolidated Edison Co, of Niu 

York. Inc itOpp 18920.225 24X Flche 50-000.03/06/13,6305110470 


0306090010 IE Info Notice 03-37, "Transformer Failure Resulting Fros 
Degraded Internal Connection Cables " 6vc list encl 
JORDAN, E. L Division of Emergency Preparedness It Engineering 
Response (Post 830103} 63/06/13 Consolidated Edison Co of Niw 

York, Inc. 243pp. 18921 001 24X Flche 50-000, 63/06/13, 030609001 Q 


6306200317 Forwards draft responses to NRC draft BER Ouestions 250 1. 
250 2,230 3.290.4 Sc 290 5 re preservice insp of reactor 
pressure vessels, pumps 6 valves Responses will be 
incorporated in Jul 1983 FBAR rev 

BRADLEY, E J Philadelphia Electric Co 63/06/14. 8CNNENCER, A 
Licensing Branch 2 31pp 18699 212 24X Flche 50-352. a3/06/Mi 

6306200317. 


8309110479 IE Info Notice 63-40. "Need to Environmentally Oualify 
Epasg Orouts L Bealari " Bve list end 

JORDAN, E L Divislan of Emergency Preparedness St Engineering 
Response (Post 630103) 63/06/22. Consolidated Edison Co of Nfu 

York. Inc llDpp 19021 179 24X Flche 50-000,83/06/22.8305110475 


8305110477 IE Info Notice 03-41, "Actuation of Fir* Buppreiiion Sys 
Causing Inopsrabi 1 1 ty of Baf oty-Related Equipment," 6vc list 
end. 

JORDAN. E L Division of Emergency Preparedness L Engineering 
Response (poet 830103) 03/06/22 Consolidated Edison Co of Niu 

York, Inc 120pp, 1 8997 007. 24X Flche. 50-000, 03/06/22, 0309110477 


0305110479 IC Info Notice 63-42, "Reactor Mode Switch Malfunctions " 
8vc list end. 

JORDAN, E L Olvieion of Emergency Preparedness L Engineering 
Rteponse (Rost 030103) 03/06/23 Consolidated Edison Co of New 

Yarb, Inc. 116pp. 18996 242 24X Flche 90-000. 83/06/23, 03051 10479 


8305110483 IE Info Notice 63-43, "Improper Settings of Intermediate 
Range (IRI High Flux Trip Setpoints." 6vc list end 
JORDAN, E.L Division of Emergency Preparedness L Engineering 
Response (Post 830103) 83/06/24 Consolidated Edison Cu of Nee 

York. Inc 116pp 19046 297 24X Flche, 50-000, 63/06/24, 63051 10493 
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S Reportable t)ccurrence«i LERe It related carrespondence 


B30<i>100093 Part 21 rept re potential incorrect Interface ii»/raactor 
pretiura vessel instrument piping Caused by error on four 
local Instrument panel piping diagrams Field deviation 
diip-Dsltion requests issued No operating plants affected 
SliERHCKlDi O 0 Oenoral Electric Co Q2/ll/ia DEVOUNO^ R C 
Director's Officej Office of Inspection and Enforcement 3pp 
IBBOS 226 24X Fiche 50-352, 02/1 1/iBi 8306100092 


0306280417 Part 21 Deficiency Rept 80 re damaged insulation on HCC 
Poueri Co shielded multiconduc tor cable on KV'AC control 
panels Also reported by MCC Pouer, 

KE^fRER, J S Philadelphia Electric Co 03/06/01 MURLEV, T E 
Region 1, Office of Director Ip 19020 296 24X 

Riche 50-352,83/06/01,8306200417 


V Operator Examinations 


B3D614044? Requests attendance at 830627 meeting in King of Prussia, PA 
to discuss transfer of operating reactor licensing function 
from Dethesda,KD to Region 1 ofc 

STAROSTECKli R Division of Project & Resident Programs 83/06/09 
KEMPER, J 3 Philadelphia Electric Co 2pp 18836 345 a4X 
Flcho 50-352,83/06/09.8306140449 


DOCKET 50-354 KGPE CREEK NUCLEAR BTATION, UNIT i 


A App licatian/epnstruc tion stage documents t, correspondence 


93062704D9 Foruards amended application for QL, for Hap« Creek 
Oanarating Station, Unit I 

MITTL.R L Public Service Electric *« Oas Co. of New Jersey 
93/06/28 SCHWENCER.A Licensing Branch S 3pp 19575 001 S4X 
Fiche 50-354,03/06/28,8306290409 


—0306890432 Amended application fox DL, for Hope Creek Generating 
Station, Uni t 1 

* Public Service Electric & Gas Co of New Jersey. 83/06/28 
I9pp 19575’ 003 24 X Fiche 50-354,83/06/28,0306890409 


C Utility Environmental Report lERl. amends 6 correspondenca 


— 8306290435 Environ rept - OL stagei for Hope Creek Generating Station, 
Unit J,UaU J 6 2 

« Public Service Electric & Gas Co of New Jersey 83/06/28 
eOOpp 19543.001 84X Fiche 50-354,83/06/80,8306290409 


K Utility Final Safety Analysis Report (F8ARI ^ amends 


B306290409 Forwards F8AR, amended application for OL (filed in PDR 
Category A) & environ rept (filed in PDR Category C), for 
Hapt Creek Generating Station, Unit 1 Schedule of responses 
to NRC questions will be provided within 60 days 
HlTTL,n L Public Service Electric & Gas Co of New Jersey 
93/06/88 SCHklENCER,A Licensing Drench 8 2pp 19575> 001 24X 

Flcho. 50-234, 83/06/88, 0306290409 


— 0306290431 Hope Greek Generating Station, Unit l,F8AR,VoU 1-18 
* Public Service Electric 8, Gas Co. of New Jersey 03/06/28 
9.O08PP 19575 022 24X Fiche 30-354,83/06/28,8306290409 


—8306290444 Chapter i to Hope Creek Generating Station, Unit 1,F9AR, 
"■Introduction it General Description of Plant ** 

* Public Service Electric 6 Ooi Co. of New Jersey 83/06/20 
SOOpp 19575 028 24X Fiche 50-354,83/06/88,0306290409 


— B30629044B Chapter 2 to Hope Creek Generating Stat i on, Uni t i,FGAHt 
“Bite Characteristics '* 

e Public Service Electric 6 Gas Co of New Jersey 83/06/28 
B50pp 19576 165. 24X Fiche 50’'354, 83/06/80, 8306290409 


— 8306290449 Chapter 3 to Hope Creek Generating Station, Unit 1,FSAR« 
“Deiign of Structures, Components, Equipment 6 Sys ’• 
e Public Service Electric & Gas Co. of New Jersey 83/06/88 
1, XOOpp. 19578' 304 24X Fiche. 50-354, 83/06/28, 8306290409 


--B3G6290451 App 3A to Hope Greek Generating 8tation,Unlt l,F8ARi 
“Conputer Programs Used In Structural Analysis 6 Design. ” 
ft Public Service Electric b Gas Co of New Jersey 83/06/28 
17pp. 19502 075, 24X Fiche 50-354,83/06/20.8306290409 


— 6306290454 App 3D to Hope Creek Generating Station, Unit itPBARi 
“■Hark I Long-Term Program Plant-Unique Analysis F8AR Summary 
Rept. " 

ft Public Sftrvlce Electric t< Gas Co of New Jersey 83/06/28 
43pp 19508.092 24X Fiche 50-354,83/06/28,8306290409 


—8306290456 App 3C to Hope Creek Generating Station. Unit i, FBAR. 
"Reactor Asymnatrlc Load Analysis " 

ft Public Service Electric Gas Co of New Jersey 63/-06/2B 
4pp 19382 134 24X Fiche 50-354.03/06/20.8306290409. 


— 8306290457 Chapter 4 to Hope Creek Generating Station, Unit 1, FBAR. 
"Reactor " 

ft Public Service Electric *< Gas Co of New Jersey 83/06/20 
t5Spp 19582 144 24X Fiche 50-354,83/06/28,6306290409 


— 8306290458 Chapter 5 to Hope Crtek Generating Station, Unit 1,FSAR, 
"RGB 6 Connected Sys “ 

ft Public Service Electric *« Gas Co of New Jersey 83/06/28 
200pp 19598.335 24X Flc he 50-354, 83/06/20, 0306290409. 


— 8306290460 Chapter 6 to Hope Creek Generating Station. Unit I. FBAR. 
"e9F '• 

ft Public Service Electric 8* Ga« Co of New Jersoy 63/06/86 
yOOpp, 19583 253 24X Fiche 50-354, e3/06/2Q. B306290409 


— 8306290465 App 6A to Hope Creek Genfratlng Station, Unit 1.F8AR. 
"Negative Pressure Design Evaluation " 

ft Public Service Elftctric tt Gas Co of New Jersey 63/06/28 
23pp 19585 111. 24X Fiche- 50-354, 63/06/28, 8306890409 


— B30629046B App 6B to Hop* Creek Generating Station, Unit 1,FBAR, 
"Subcompartment Differential Pressure GDnsideratipns, " 
ft Public Service Electric << Gas Ga. of New Jersey 83/06/28 
63pp 19585 134 24X Fiche. 50-354, 83/06/28, 8306290409 


— 8306290469 Chapter 7 to Hope Creek Generating Station, Unit l.FBAfi, 
“Instrumentation h Controls “ 

ft Public Service Electric l« Gas Co of New Jersey 63/06/28 
l,50Opp 19583 190 24X Fiche 50-354, 03/06/80, 0306 2904 09 


— 8306290471 Chapter 6 to Hope Creek Generating Station. Unit l.FSAR, 
"Electric Power " 

ft Public Service Electric Sf Gas Co. of New Jersey 63/06/29 
SOOpp 19587’ 247 24X Fiche. 50-354, 83/06/28. 6306290409 


— 8306290473 Chapter 9 to Hope Creek Generating Station. Unit i. FSAR, 
"Auxiliary Sys " 

ft Public Service Electric Gas Ca of New Jerftey 63/06/28 
l,200pp 19588 130 24X Fiche 50-354. 63/06/20, 8306290409. 


— 8306290474 Chapter 9A to Hope Creek Generating Btatlon.Unlfc l.FSAR, 
"App R Comparison “ 

ft Public Service Electric te Gat Co of New Jertey. 83/06/20 
113pp. 19390.269 24X Fiche 90-354,83/06/28,0306290409. 


—8306290477 Chapter 10 to Hope Creek Generating Station, Unit l.FSAR. 
"Steam If Power Converiian Bya. " 

ft Public Service Electric Ic Gas Cd of New Jertey. 63/06/28 
300pp 19391 016 24X Fiche 50-394,83/06/20,0306290409. 


— B30629047B Chapter 11 to Hope Creek Generating Station, Unit 1,F8AR, 
"Radwaste Mgt *' 

ft Fubllc Service Electric It Gas Co. of New Jertey. 03/06/28 
300pp. 19591.123 24X Flc h e 50-354, 03/06/20, 0306290409 


— 8306290479 Chapter 12 to Hope Creek Generating Statl on. Uni t i,FBAR, 
“Radiation Protection *' 

ft Public Service Electric It Gas Co of New Jertey 03/06/28. 
600pp. 19592; 003 24X Fiche 50-354, 03/06/20, 8306290409, 


—83062^0482 Chapter 13 to Hope Creek Generating Station, Unit iiFSAR, 
"CoTiduct of Operations. '* 

ft Public Service Electric Ir Gas Co of New Jertey 03/06/26. 
200pp L9593; 146 24X Fiche 50-354,83/06/20,0306290409 


— 830629-0484 Chapter 14 to Hope Creek Generating Station, Unit 1«F8AR, 
"Inltiel Teat Progrem. “ 

ft Public Service Electric & Gas Co of New Jertey. 63/06/28. 
ISOpp, 19593:337 24X Fiche 50-394,83/06/26,0306290409. 


—83062^0487 Chapter 15 to Hope Creek Generating Station, Unit 1,F8AR, 
"Accident Analysis " 

ft Public Service Electric If Gas Co of New Jertey. 03/06/28. 
400pp. 19594: 12i, 24X Fiche- 50-354, 83/06/20, 8306290409. 


—8306290489 App ISA to Hope Creek Generating Station, Unit UFSAR. 
ft Public Service Electric tt Oat Co, of New Jersey B3/06/2B. 
22pp 19595’ 221 24X Fiche ; 50-354, 83/06/28, S3062 904 09. 


—8306290491 Chapter 16 to Hope Creek Generating Station, Unit liFBAR, 

“Tech Specs,” 

ft Public Service Electric I, Oai Co, of New Jertey S3/06/2S. Ip. I 

19395. 248 24K Fiche- 30-354, 63/06/20, 8306290409 
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— 6306290494 CIsBptvr 17 tio Hop« CrB«k OBneratinj) StAtioniUnii liFSARi 
"OA * 

*• Public Sarvici Elvctrlc It Ob« Co Nbu Jarsey B3/0h/QB Ip 

1959S.251 24X F£eli# 50-3 54t 03/06/28, 8306290409 


—0306290497 Chftpttr 10 td Hop* CrBvk Oeneratlcii) Station, Unit liFSAR. 
Factor* Erginarfrinj " 

a fubllc Sarvic* Elaetrlc & Oas Co of Naur \fcr 4 ey 03/06/28 
iSpp 1999S 305 24X Ficha* 50-354, 03/06/28, 0306270409 


0 fnipactJop raport*/ IE Bulletins tt corraapondanca 


GSC6060010 fOIA ra-quaat for dacu«ant» re invai tigation of L Derttlar 
allagatlono concerning facility 

H0I>A9,D R, Potter ft Carmine 03/03/10 Office of Admlnle trati on 
Ip, 13792 305 24X FI the 50-394, 03/03/101 8306060010 


8306060013 Reipondt to FOIA ra<uest far daciinenta re invest igation of 
L Baritlar allagationi concerning facility Farwarda listed 
dccuaent*. 

FELTON, J M Division of Rules and Records 03/04/15 HODAS*D R 
Potter ft Carmine. 2pp 18752' 306 24X Ficte. 50-054, 83/04/15, 

8306060013 


— 8306060016 lE inquiry rapt an 02D019. ffojor area investigated U Rerstler 
alltgatlons re deflcler-cies in instellatlon ft testing of 
KVAC syi at facility Inquiry closed 

SHEPHERD, R E. I CMRISropHERi R. Region 1, Office of Director 
8B/11/22 14pp 10752:300 24X FLch e < 50-354i 03/04/15, 0306060013 


— 8306060018 Staienent df LR Rerstler alleging deficiencies in 
installition ft testing of HVAC sys at facility Leak test 
rapt forme for nangas-tlgh t ductwork ft workshiet end, 

RERSTLERiL R. Affiliation Unknown 02/04/13 6pp 10752 322. 
24X Ficbe; 90-394, 03/04/15, 030606001:3 


—0306060021 Dltcussts L Berst lar» f prmtr Uilliard ft HIr sch, Arkln, 
Hirshflan IM-H) OC inipector, al legations re HVAC installation 
at facil i tU. fiechtal prelinlnary review indicated atlTior 
hardware deficiencies ft QC paperuork protlem 

TRIPP, L.E Division of Project ft Resident Programs 82/05/04 
Dlvitlon of Project ft Resident Programs 2pp i0792’328 24X 

Fiche 50-394,03/04/15,0306060013 


'*-0306060023 Disc usse s L Eerstl er, formsr kfllliard ft Hlrsch, Ar k 1 n^Hersfunan 
IN-H) OC Inipictor, allsgatlons re deficiencies in 
instailaldn ft testing «f hiVAO sys at facility. 

SHEPHERD, R E. Ragion i, Office of Director, 82/{2/16 Region 
i, Office of Director tp 1 0752' 330 24X Ficte . SO-3S4. 83/04/1 5, 

0306060013. 


0306020379 Forwards IE Insp Rept 50-394/33-07 on 830410-22 No 
norvcompl lance noted 

MARTIN, T T, Divieion of Project ft Resident Programs. 83/09/20 
HARTINiT.J, Public Ecrvice Electric ft Gas Co. of New Jersey 2pp. 
1 0675* 1 13 24X Fiche' 90-354 , 03/09/20, 0306 02037 9 


—030602037^ IE Insp Rept 50-394/03-07 at* 030418-22 No noncompl iance 
-noted. Hajor areas Inspectad procursMent, quallf 1 cat! on, insp 
ft installation of electrical raceway sj cab 1 es» valves ft 
Instrument lines 

PAOLINO, R. , CREOO^H J , ANDERSON, C. Region 1, Office of Director. 
83/09/16 7pp 18675: I J» 24X Fiche 50-354. 03/09/20, 8306020379. 


0306280506 Ack receipt of 030601 Itr inferming NRC «f steps taken to 
correct violations noted in IE Insp Rept 50-354/03-05 
8TARO0TECK1, R. Division of Project ft Resident Programs 03/06/20 
MARTIN, T.J. Public Service Electric ft Oae Co of New Jersey, IP, 
1 90 17 : 325. 24X Fiche; 50-354, 03/06/20, 03 06280586 


—0306200590 Responds to NRC 030902 itr re violations noted In IE Insp 
Rept 90-334/03-05 Corrective actlonsrOC ft engineering 
personnel reinstructed on HVAC Installation ft acceptance 
criteria ft Engineering Drawing C-0300-0 revised 
MARTIN,! J, Public Service Electric ft Das Co of New Jersey 
83/06/01, ALLAN, J M. Region i. Office of Director. 2pp 
190X7:326 24X Fiche: 50-394, 03/06/20, 0306290586 


V. Operator Eiaminalions 


8306140148 Eetetids Invitation to attend 030627 meeting In King of 
PruseieiPA to discuss trensfer of reactor liceneing function 
from BethesdajKD to Rigion I ofc. 

fiTAAOSTECKi, R Division of Project ft Resident Programs 83/06/09, 
MAATIN, T, J Public Service Electric ft Oae Co of New Jersey 2pp 
18039:027 24X Fiche 50-354, 03/06/09. 0306140140 


DOCKET 50-355 HOPE CHEEK NUCLEAR STATION, UNIT 2 


V Operator Examinations 


B3O614O140 Extends invitation to attend 030627 meeting in King af 
Prusfiia,PA to discuss transfer of reactor licensing function 
from Bethesda, HD to Region I ofe 

STAROSTECKlc H Division of Project ft Resident Programs Q3/Q4/09 
MARTIN, T J Public Service Electric ft Das Co of Neui Jersey 2pp 
18839 027 24X Fiche 50-394, 03/06/09, 8306J 401 48 


DOCKET 50-356 UNIV OF ILLINOIS UOPRA RESEARCH REACTOR 


0 Inspection reports, IE Bulletins ft correspondence 


0306100217 Forwards IE Insp Repts 50-151/S3-01 & 50-356/03-01 on 
030504-05 No noncomp I lance noted 

PAPERIELLO,C J Region 3, Office of Director 03/05/25 MIL£X, 0 M 
Illinois. Univ of, Urbana-Champai gn 2pp 10005 189 24X 

Fiche 90-151,83/05/2510306100217 


— B306100220 IE Insp Repts S0-1S1/B3-O1 ft 50-356/83-01 on S30504-(15 Ha 
noncompliance noted Major areas inspected radwaste mgt ft 
radiation protection program, audits, training, procedures ft 
Instruments ft equipment 

GRANT, W D , OREGER, L H Region 3, Office of Director 83/05/33 
6pp 10809 191 24X Fiche 50-151,03/05/25,0306100217 


0306090023 Responds to violation noted in IE insp rept 
Foruards data showing that calibr checks performed on 
dosimeters on 630616 

BECKiQP niinols, Univ of, Urbana-Champalgn 83/05/31, 
GRANT, N fi Region 3, Office of Director 2pp 18792 356, 24X 

Fiche 50-151,03/05/31,6306090023 


DOCKET 50-358 WILLIAM H ZIMMER NUCLEAR STATION, UNIT 1 


A App J i catlon/constructlon stage documents ft correspondence 


6306080307 FOIA request for info re safety ft cpnst violations at 
facility 

BADINGiA, Affiliation Unknown 03/04/01 Division of Rules and 
Records Ip 10792 217 24X Fiche 50-350,03/04/01,0306000307 


8306080305 Responds to FOIA request for info re safety ft const 
violations at facility Info available in LPOR, per 630407 
telcon 

FELTON.JM Division of Rules and Records 63/04/08 BADINO, A 
Affiliation Unknown Ip 1Q792 2i6 24X Fiche 50-350,83/04/08, 

0306080305 


8305040156 ForwPrds summary of Oft of Investigation rept re allegstiens 
concerning presence of Bechtel representetives at site prior 
to Nov 1902, potentially compromising objectivity of 
independent review Allegations not substantiated. 

FORTUNA,R A Office of Investigation 03/04/26 SCOTT, B Divisien 
of Technical Information ft Document Control 4pp 10541 131 241 

Fiche 50-358,83/04/26,6305040156 


0306010042 Forwards request for addl info re diesel engine reliability 
to complete OL application review Amend to DL application 
should be amended to comply w/requirements in end 
YOUNGBLOOD, B J Licensing Branch 1. 83/05/17 WILLIAMS, J 

Cincinnati Gas ft Electric Co 5pp 18687 090 24X 

Fiche 30-350,83/05/17,8306010042 


0306060349 Board Notification 83-67, forwards info re errors In 
computer analyses for Mark II containments Rept providing 
results of evaluations performed by SftW re Shoreham 
Mark 11 containment also end 

NOVAKrT M Assistant Director for Licensing 03/05/19. Atomit 
Dafety and Licensing Board Panel 7pp 10753 079 24X 

Fiche 50-000,83/05/19,8306060349 


8306010191 Amend 149 to application for OL, cons! stl ng of Rev 95 to 
FSAR. 

WILLIAMS, J. Cincinnati Gas ft Electric Co 83/05/31 DENTON. H «. 
Office of Nuclear Reactor Regulation, Director 2pp 10676 258 
24X Fiche 50-398, 83/05/31,0306010151. 


0306060071 Ack receipt of 030513 Itr informing NRC of actions to 
expand quality confirmation program, Detail s will be reviewed 
during future insps 

WARNICK,R F, Region 3, Office of Director 03/05/31 WILLI AMS. J 

Cincinnati Gas ft Electric Co 2pp J8719 327 24X 

Ficha' 50-350. 83/05/31, 0306060071 
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— 9306060074 Informs of intention to realign existing programs under 
quality confirmation program Details of addl expansions ulll 
b« submi tied 

WILLJAMS, J Cincinnati Gas 8< Electric Co B3/05/13 KUPPLER. J 0 
Region- 3* Office of Director 3pp 18719 329 24X 

Fiche 50-35B, 83/05/31, 8306060071 


B3D607D359 Summarixes B30526 meeting to discuss planned changes to 
initial program plan Util interfaces ui/Reactor Control, Inc 
should bo added to program scope 

MEYLAIMjA J Torrey Pines Technology Q3/OS/31 DJCKHDNER, U H 
Cincinnati Oas b Electric Co Ip 18742 065 24X 

richfl 50-359,83/05/31,8306070359 


0306060284 Inform* that definite fuel load date cannot be provided 
until 921112 8houi Cause Order CLI-82-33 requirements met 
& safety-related const resumes Fuel load estimated for 
Fourth Ouarter 1984 

Cincinnati Gas 8c Electric Co B3/06/Oi DENTON, H 
Office of Nuclear Reactor Regulation, Director 2pp 18727 S24 
24X Flcho 50-358,83/06/01,8306060254 


030613D361 Forwards Certificate of 8vc for Amend 149, in form of Rev 95 
to F9AR. 

giLLlANS, J Cincinnati Gas & Electric Co 83/06/03 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 10822 347 
24X Fiche 50-358,83/06/03,8306130381 


G30622D07B Submits 830606 request for documents re Kaiser Engineers, 
Inc QA/QC personnel 

NEYLrtNiA J Torrey Pines Technology 83/06/09 HEDZICK, W 
Cincinnati Gas 6 Electric Co Ip 1G927 182 24X 

Fiche 50-358, 03/06/09, 0306290078 


9306270332 Discusses effort to Improve util organization Copy of Itr to 
editor uhich appeared in Clncinatti Enquirer & reply end 
Expanslion of QC program to cover bol t ing, masonry walls 6 
seismic columns requested 

WILLIAMS, J Cincinnati Gas 6 Electric Co 83/06/16 KEPPLER, J G 
Region 3, Office of Director 4pp 18993 151, 24X 

Fichu 50-3501 83/06/16, 8306270332 


B30628O359 Forwards list of electronic communicating hardware installed 
in various depts at facility, per 630304 request 

WILLIAMS, xJ Cincinnati Gas 8, Electric Co 83/06/20 KEPPLER, J 0 
Region 3, Office of Director 3pp 19014 092 24X 

Fichu 50-358, 83/06/20. 8306200359 


D306370374 Act receipt of 030601 Itr informing NRC of steps taken to 
provide current QA program in F8AR Util plans to submit rev 
to FQAR Chapter 17 1 within 60 days of Region 111 approval 
nf Torrey Pines recommended plan 

WARWICK, R F Region 3, Off ice of Director 83/06/22 WILLIAMS, J 
Cincinnati Oas it Electric Co 2pp 18993 208 24X 

F i c ho 50-358, 03/06/22, 8306270374. 


— 830627037Q Requests extension of 830610 deadline for submitting current 
GA program changes 6 rev to F8AR Chapter 17 1 until 60 days 
after Region 111 approval of plan resulting from Torrey 
Pines Technology mgt review 

WILLIAMS, J Cincinnati Oas 6 Electric Co 83/06/01 KEPPLER, J 0 
Raglan 3, Office of Director 2pp 1B993 210 24X 

Fiche 50-3 50, 03/06/92, 0306970374 


B3O620O2OB Responds to 830601 Itr requesting approval to continue 
activities re removal of wire ties at top of all previously 
Installed Kellum Grips Request approved Initial Installation 
of wire ties requires further detailed evaluation 
WARNICK, R F Region 3, Office of Director 83/06/24 WILLIAM0, J 
Cincinnati Oas 6 Electric Co 2pp 19015 058 24X 

F i c h B 50-358. 03/06/ 24 , 8306200908 


--B3062G0213 Requests approval of end Const Work Approval Request 90, 
Rev 1 re removal of wire ties at top of all previously 
installed Kellum Gripe, 

WILLIAMS, J Cincinnati Oas 6 Elictrlc Co 03/06/01 KEPPLER, J G 
Region- 3, Office of Director 13pp 19015 060 24X 

Fiche 50-350, 83/06/24, 8306280208 


E NRC Safety Evaluation Report <8ER), suppls 8< correspondence 


0306060099 Forwards Rev 4 to “Transport of Toxic Chemicals t< Control 
Room Habitability Study," in response to NRC request k in 
conjunction w/Suppl 3 to 8ER 

WILLIAMS. J Cincinnati Oas fc Electric Co 83/06/01 DENTON,H 
□ ffice of Nuclear Reactor Regulation, Director Ip 18731' 301 24X 

Fiche 50-358,03/06/01,8306060099 


— 8306060101 Rev 4 to “Transport of Toxic Chemicals l< Control Room 
MabltablUtg Study " One oversli* graph end Aperture card 
is available in PDR 

BOOEN,P G Cincinnati Oas k Electric Co 83/05/18 116pp 

1S73 1 , 303 24X Fiche 50-358, 03/06/01 , 0306060099 


8306080137 Forwards “WK Zimmer Nuclear Power Station, Unit 1, Heavy 
Loads Rapt, " in raspnnsi to supplemental 8ER {NUREG-0326j 
Suppl 3) NUREO-0612 re control of heavy loads 
WILLIAMB. J Cincinnati Gas b Electric Co 83/06/02 DENTON. H 
OfflCB of Nuclear Reactor Regulation, Director 07pp 10768.275 
24X Fiche 50-356,03/06/02,8306000137 


— 83060B0140 ‘’WH Zimmer Nuclear Power Station, Unit 1, Heavy Loads Rept. “ 
* Cincinnati -Gas b Electric Co 83/06/01 lODpp 1076B 277 
24 X Fiche^ 50-358, 83/06/02,8306000137 


F aecurity, medlcaL, emergency b fire protection plans 


8306030412 Forwards final schedule for satisfying requirements of 
Generic Ltr 02-33. Suppl 1 to NUREO-0737 “Requirements for 
Emergency Response Capability " 

YOUNGBLOOD, D J Licensing Branch 1 03/05/10 WILLIAMB.J. 

Cincinnati Oas b Electric Co 4pp 18747 141 24X 

Fiche 50-330,03/03/18,03060304 1 2 


B3060G0213 Informs that station blackout proeadure approved b available 
for NRC review, per NURE0-052Q, Suppl 3. Subs action 0 12 
WILLIAMB.J Cincinnati Gas b Electric Co 03/06/01 DENTON, H, R 
Office of Nuclear Reactor Regulation, Director Ip 18771: 102 94X 

Fiche 50-356,83/06/01,0306000213 


0 Adjudicatory correspondence 


B30603D321 Acb receipt of request to file amicus curiae brief u/brlaf 
supporting Miami Valley Power Project motion for admission 
of eight OA contentions Request to file brief moot 
Certificate of Bve end 

FRYE. J H Atomic Safety and Licensing Board Panel 03/06/01 
DAVIS, M Affiliation Unknown ip 1B70B 349 24X 

Fiche 50-350,03/06/01,8306030321 


8306060075 Motion to reopen record for admission of eight contentions 
on 0A 6 character b competence or, alternatively , for A8LB to 
exercise discretion to consider whether stds for 830715 
demonstration of sua iponte authority met 

DEVINE, T Miami Valley Power Project 03/06/03 Atomic Bafety 
and Licensing Board Panel 231pp 10723*023 24X 

Fiche 50-350,03/06/03,8306060073 


6306070373 Requests Commission ignore Miami Valley Power Project 830525 
ltr requesting Commission modify IE Director's Decision, 

DO-02-03, rul Ing on Project 820824 petition to suspend plant 
cons t 

CONNER, T D Conner b Wetterhahn. CONNER.! B Cincinnati Oas b 
Electric Co 03/06/03 CHILK, S J Office of the Becretary of the 
Commission 3pp. 18741 055 24X Fiche 50-358, 03/06/03, 0306070373 


8306080250 Amicus curiae brief supporting Miami Valley Power Project 
motldn to reopen r-ecord for admission of eight contentions 
on QA U util character b competence. Hearings only 
comprehensive way to address problems W/Cer tl f icete of 0vc, 

AMADON, P W . KRAWa, T , FREMONT, 8 Affiliation Unknown 03/06/03. 
Atomic Bafety and Licensing Board Panel 7pp. 18771 001 24X 

Fiche 90-330,83/06/03,0306000250 


6306000203 Request to file amicus curiae brief supporting Miami Valley 
Power Project efforts to obtain further public hearing 
aHEARCR.VM , KRAU9,G Affiliation Unknown. POWELL, T, Affiliation 
Unknown 03/06/06 Atomic 8af«ty and Licensing Board Panel 2pp 
1B770 251 24X FI ch e. 50-358, 03/06/06, G3O6O0O2O3 


—0306000205 Brief supporting Miami Valley Power Project request to 
reopen licensing hearing re plant operation. Certi flcate of 
8yc end 

SHEARER, V M , POWELL, T , KRAUS, 0 Affiliation Unknown. 03/06/06 
Atomic Safety and Licensing Board Panel, 4pf. 10770.253. 24X 

F1 ch e 50-350, 03/06/06, 0306080203 


0306080215 Motion for leave to file amicus curiae brief supporting 
Miami Valley Power Project motion to reopen record to admit 
sight contentions on OA b character b competence 
AMADON, PU, KRAUS, T. r FREMONT, 8 Affiliation Unknown 83/06/06, 
Atomic Safety and Licensing Board Panel 4pp. 10771 212 24X 

F ich e: 90-330, 03/06 /06, 03060003 1 5 


030608016.2 Order delineating time for Piling responses to requests to 
file anilcus curiae briefs supporting Miami Valley Power 
Project renewed attempt tn obtain hearings on eight OA 
content Ions 

FRVE«J H Atomic 8afety and Licensing Beard Panel 03/06/07 2pp. 
10773.158 24X Fiche 50-358,83/06/07,0306000162 
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63O&1304S3 MucieAr Study Committpe^ South tm Chip District 

Church o# Drethr-tn G30hO3 amicus curla-s britf Meal th r safe ty 
& uell-beJng af Southern Qh i □ & Northern Kentucky 
communities must be assured CertlPicate of 8vc encl 
DEARDORFFtD « HASOMi J H Affiliation Unknoun 03/0^/07 Atomic 
Safety and Licensing Board Panel 3pp 10821 206 24)( 

riche 50~35fl,aa/06/07»B306l3D4S3 


830615D3B4 Hotlan of CutAbtrland Chapter of Sierra Club for extension to 
file previoutly submittsd amicus curiae brief supporting 
Miami Valley Power Project renewed attempt to obtain 
hearings on eight OA contentions 

a Sierra Club 83/D6/J0 Atomic Safety and Licensing Board 
Panel Ip 13947' 231 24X FI che 5 0-350^ 93/06/ 10« 03061 ■J03B4 


— 0306150336 Motion of Appa lachla-Science for extaniion to file 
prfviausly submitted amlcui curtae brief supporting Miami 
Valley Power Project renewed attempt to obtain hearing on 
eight DA contentions Certificate of Svc end 

* Affiliation Unknown 03/06/10 Atomic Safety and Licensing 
Board Panel, 3pp 10047 235 24X Fiche 50-338. 03/06/ 10» 

33061 SO304 


8306160632 Order titending time until 030713 for Ccmmlsslon to act to 
review ^0.^5-727. 

CHILKi 8 J Office of the Secretary of the Commission 03/06/13 
Commissioners Ip 10065:096 24X Fiche 50-350. 83/06/13. 

0306160632 


0306160581 Advises that Sierra Club. Cumberland Chapter.! request to file 
amicus curiae brief or brief shauld not be ref 1 1 ed, nesponsas 
to request will be filed u/responses to Miami Valley Power 
Project motion 

FRVEiJ H Atomic Safety and Licensing Board Panel 63/06/14. 
0AV18»H Sierra Club Ip. 10066 102 24X Fiche 50-398.03/06/14. 

8306160 981 


0306200333 Advises that N0C does not object to ASLB rrteipt of amicus 
curiae briefs re Miami Valley Power Project raquest for 
T econsi derailoti of A5LB 830715 decision on eight OA/OC 
contentions 

BARTH. C A Hearing Branch J 03/06/16 FRVE. J,H . LIV1M08TON. M 0 . 

HDOPERfF.r Atomic Safety and Licensing Board Panel Ip 
18900^95 24X Fiche SO-39 8, 03/06/16. 8306500333 


8306500335 Pstition for leave to file amicus curiae brief rs Hlaral 
Valley Power Project motion to reopen record to admit eight 
contentions on OA it character fc competence Requests 
extenaion of time. Certi f icate of 8vc encl 

CaaO.R. Sierra Club OODDiR Oood. R P 03/06/16 Atomic 
Safety and Licensing Board Panel 6pp 18900 321 B4X 
F i c h e : S 0"358i 03/06/ 1 6. 03 06S00339 


— 0306200372 Cumberland Chapter of Sierra Club request to file amitui 
curiae brief supporting Miami Valley Power Project reneuerf 
attejnpt to obtain hearing on eight GA contentions 
« Sierra Club 83/05/31 Atomic Safety and Licensing Board 
Panel 3pp 10900 343 54X Fiche 50-350. 03/06/16. 03O6I?OOnn3 


0306220031 Response opposing Miami Valley Power Project 030603 motLoti 
to reopen record for admlssiori of eight QA contentions 
Motion untimfly 

WETTERHAHN. M J Cincinnati Oas 8. Electric Co WETTFftHAHN.M J 
Co-nner fc Wettarhahn 83/06/50 Atomic Safety and Uicenslng 
Panel 4Bpp 18930 049 24X Fiche 50-390.03/06/20.0306220031 


—8306220036 Response opposing motions to file amicus curiae brlif in 
support of Hlaml Valley Power Project motion to roopen 
record for admission of eight OA contentions Certificate Pf 
Sve encl 

WETTERNAHN.M J Cincinnati Oas L Electric Co WETTERHAHN. M J 
Connor t. Metterhahn 03/06/20 Atomic Safety and LlcoAslng 
Board Panel 7pp 18930 093 24X Fiche 30-358.03/06/20. 

0306220031 


6306240267 Brief opposing Miami Valley Power Project petition to adail 
eight OA contentions Project failed to comply w/legal 
ftds for reconsideration No program or policy supports 
reopening of record Certificate of Sve end 

BARTH. C, A Hearing Branch i 03/06/S0 Atomic Bafety and 
Licensing Board Panel i6pp 1Q9B0 110 84X Fiche, 50-338, 03/06/20. 

0306240267 


0306270410 Memorandum supporting Miami Valley Power Project 030602 
motion to reopen record to admit eight contentions on QA & 
lack of corporate character & competence Reopening necessary 
to foster public confidence in NRC W/Certi f icate of Sve 
MEOB. D F Mentor. KY, 03/06/22 Atomic Safety and Licensing 
Board Panel 6pp 18994 140 24X Fiche 50-358.63/06/22.03062/(3410 


H General correspondence 


8306210267 Informs that NRC correspondence should be directed to 
0 C Ficke Revised address for sve list submitted 
FLYNN, J D Cincinnati Oas «< Electric Co 03/06/16 BBNTDN^H 

Office of Nuclear Reactor Regulation. Director Ip 10919 051 741 

Fiche 50-350, 03/06/1 A. 0306210269 


8306230435 Notifies that effective immediately, al I correspondence Iroe 
NRC should be directed to GC Fic ke. Manager. Nuc 1 ear Licensing 
Dept at listed address 

FLYNN. J D Cincinnati Gas fi. Electric Co 03/06/16 KEPPLER. J 0 
Region 3. Office of Director Ip 18942 077 24X 

Fiche' 50-350.03/06/16. 8306230435 


— 0306200341 Ohio Sierra Club amicus curiae brief supporting Miami Valley 
Power Project motion to reopen record to idmit eight 
contentions. Contentions provide evidence that OA problems 
exist Certificate of 0v< end. 

GOOD. R gitrra Club 0000. R Affiliation Unknown 83/06/16 
Atonic Safety and Licensing Board Panel 6pp. 19900.327. 24X 

Fiche. 50-350. 03/06/16. 0306200335 


— 8306200349 Forwards Appalach ia-Bt 1 ence In the Public Interest request 
to file amicus curiae brief Amicus curiae brief not sent 
to NRG Internal mail or docketing sections 
CLARK. L. Government Accountability Project 83/06/19 
Docketing 6 Services Branch Ip 18900-333 24X 

Fiche. 50-358. 83/06/16. 6 306200335. 


— 8306200348 Appelach ia-8c i ence In the Public Interest request to file 
amicus curiae brief supporting Miami Valley Power Project 
attempt to obtain hearing on eight OA contentions 
* Affiliation Unknown, 03/09/20, Atomic Safety and Licensing 
Board Panel. Spp 10900.334. 24X Fiche- 50-356. 03/06/16. 

8306200335, 


K Utility Final Safety Analysis Report (F8AR) fit amends 


0306010151 Amend 149 to application for 0L. consl sting of Rev 75 io 
F8AR, 

WILLIAMB.U Cincinnati Gas 6 Electric Co. 03/O5/3i DENTON. H R 
Office of Nuclear Reactor Regulation. Director 2pp 186/0 PSP 
24X Fiche, 50-358, 03/05/31 , 83060101 51 


—0306010196 Rev 95 to FSAR 

« Cincinnati Gas fc Electric Co 03/05/31 44pp 10678 260 ?U 
Fiche 90-390.03/05/31.0306010191 


0306130381 Forwards Certificate of Sve for Amend 149. In form of Rev 99 
to FSAR. 

WILLIAMS. >1 Cincinnati Oas 4. Electric Co 03/06/03 DENTON. RJ1 
Office of Nuclear Reactor Regulation. Director 2pp 18023 347 
24X Fiche 50-390,03/06/03.0306130301 


O Inspection reports. IE Bulletins 6 correspondence 


--0306200351 Appa 1 e ch ia-8c iene e in the Public Interest amicus curiae 
brief supporting Miami Valley Power Project renewed attempt 
to obtain haarlngs on eight QA contentions Certificate of 
8vc encl 

DAVIB. M Affiliation Unknown 03/05/17 Atomic Safety and 
Licensing Board Panel 5pp 18900 337 24X Fiche 50-350. 

03/06/16. 0306300335. 


0304040423 Forwards rept of investigation of allegations r« presencr «f 
Bechtel representatives prior to Nov 1902 No evidence 
establishing Bechtel presence onsite prior to Nov 1902 W/o 
encl. 

HAYES. B B Office of Investigation B3/03/i6 KEPPLERiU 0 R»gi«n 
3r Office of Director 2pp 10012 059 24X Fiche 50-358p 03/03/16. 

830404 0422. 


— 0306200359 Fofwerds Cumberland Chapter of Biarra Club request to file 
amicus curiae brief Amicus curiae brief not sent to NRC 
internal mall or docketing sections. 

CLARK.L Government At countability Project 03/06/15 
Doeketlng 1. Bervitrs Branch ip 18900:342. 24X 

Fiche. 90-350. 83/06/16.0306200335 


8306060129 Forward# IE Insp Repl 50-330/82-13 on 830B10-H04 h notice 
of violation No response required due to 621118 order 
suspending const 

KEPPLEH.J 0 Region 3, Office of Director 03/05/23 WILLIAMS. J 

Cincinnati Gas Electric Co 3pp. 18719.031 24X 

Fiche 50-358, 03/05/23.0306060129, 


— 0306060133 Notice of violation from Insp on 020010-1104, 

KEPPLER.J. O Region 3. Office of Director 03/05/23 Qpp 
1671 9 034. 84X Fl c ha: 50-350. 03/05/23. 8306060129 
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--8GC6C&0J3B IB Insp Rept 50-358/85-13 on 850810-1104 Noncotnp 1 1 arte c 
notenl OA ntanuals failed to pravlda adequato description of 
Catal u tlCf Inc purpose 8< function re site oafety'-related 
uorl activities 

YIN. I 1 . DARRETfiP A . MAUKA. F A Region 3* Office of Director 
83/04/21 33pp ie7I»? 04S 24X Fithe 50-350, Q3/05/23, D3OA0A0I59 


0305110450 IE Info Notice 83-32, '^Ruptured A(n-241 Sources Contained in 
Nell Logging Device " Sve list end 

TAVLORiJ H Division of Safeguards 8i Inspection Programs {Post 
3301031 03/O5/2& Consolidated Edison Co of Nesi York, Inc 
L25pp 1SS31 043 24X Ficho SO-OOOi Q3/05/26i B3051 10450 


B3051104&0 IE info Notice 03-34, "Event Notification Info Worksheet " 
Bve list end 

JQfiDAN,E L Division of Emergency Preparedness & Engineering 
Response <Post 830103) 83/05/2& Consolidated Edison Co of Neiu 

York. Inc llSpp 18732 005 24X Ficho 50-000,03/05/26,8305110460 


B3051 10461 IE Info Notice 03-35, "Fuel Hovement W/Control Rode 
Withdrawn afc DNRs ” 8vc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response {post 030103) 03/05/31, Consolidated Edison Co of New 

York, Inc. 116pp 10732 200 24 X FI c he 50-000, 03/05/31, 830S1 10461 


8306070033 Faruiards IE Mgt Meeting Rept 50-35B/03-05 on 030425 

HEPPLERrJ G Region 3, Office of Director 03/06/01 WILLIAMS# J 
Cincinnati Oas & Electric Co Ip lB/40 005 24X 

Fiche 50-350,03/06/01,0306070033 


--9306070042 IE Mgt Meeting Rept 50-350/03-05 on 830435 Major areae 
discussed Torrey Pines Technology independent mgt review of 
util mgt 

HUNTER, D R , WARWICK. « F Region 3i Office of Director 03/03/27 
2pp 18740 006 24X Fiche 50-350,83/06/01,8306070033 


83051)0464 IE Info Notice 83-36, "Impact of Security Practices on 3afe 
Up era t ions " Sve list end 

JORDAN, E L Division of Emergency Preparedness i# Engineering 
Response <Post 830103) 03/06/09 Consolidated Edison Co of New 

York# Inc ll?pp 10030 200 24X Fiche 50-000.03/06/09,0305110464 


8306230353 Forwards IE Inip Rept 50-350/02-17 on G212O6-03O218 & 
notice of violation 

WARWICK, n F Region 3, Office of Director 83/06/10 WILLIAMS, J 
Cincinnati Oas h Electric Co 2pp 10943 280, 24X 

Fiche' 50-358, 03/06/10, 0306230353 


—8306230357 Notice of violation from insp on 821206-030218 
WARWICK, R F, Region 3, Dffiec of Director. 83/06/10 Ip 
18943,290 24X Fiche 90-350.03/06/10,8306330353 


— 8306230359 IE Insp Rept 50 '358/02-17 on 021206-830210 Noncomp 1 iance 
noted licensee corrective action statements re Finn) 

Deficiency Repts N-29 tc M-35 concerning welder 
qua 1 1 f i cations ineppropr lately dl spool tioned 

CHR 1ST 1 ANSON, W , OWYNN, T P , NIGHTINGALE, E Region 3, Office of 
Director 83/06/08 ISpp 16943 291 24X Fiche’ 50-358. 03/06/10, 

8306230353 


3305110470 IE Info Notice 83-38, "Defective Heat Sink Adhesive U 
Seisnlcally Induced Chatter In Relays Within Printed 
Circuit Cards '• Sve list end 

JORDAN. E L Division of Emergency Preparedness it Englnaering 
Respanse (Post 030103) 03/06/13 Consolidated Edison Co of New 

York# Itif llBpp. 18920.223 24X Fiche 50-000,83/06/13,8305110470 


8306090010 IE Info Notice 03-37, "Transformer Failure Resulting rrem 
Degraded Internal Connection Cables " Sve list end 
JORDAN, C L Division of Lmergency Preparedness I, Engineering 
Response (Post B30103) 03/06/13 Consolidated Edison Co of New 

York, Inr. 243pp 10921 ’001 Q4X Fiche 50-000, 00/06/13, 0306090010 


8306300212 Forwards IE Insp Rept 50-350/83-03 on 030419-21 No 
none ompl lane o noted 

LITTLE, W 8 Region 3. Office of Director 03/06/15 WILLIAMS, J, 
Cincinnati Gas & Electric Co 2pp 1912P 104 24X 

F i di B ' 50-3 50. 80/06/ 1 5, 00063002 1 2 


— -0306300218 IE Insp Rept 50 ■'390/03-03 on 800419-21 No noncompl lanca 
noted Major areas inspected previous insp findings, IE 
bulletins it 10CFR90 55(e> items 

WARDiK D r DANIELSON, D H Region 3, Office of Director 83/09/20 
Dpp 19122 106 24X Fiche 50-350, 03/06/1 9, 000 6 3002 1 2. 


0305110475 IE Info Notice 03-40, "Need to Environmentall y ■Qualify 
Epoxy Grouts Beelers " 8vc list end 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response IPost 830103) 83/06/22 Consolidated Edison Co of New 

York# Irtc ilSpp 19021’ 179 24X Fiche 50-000, 83/06/22, 83051 10475 


0305110477 IE Info Notice 03-41, "Actuation of Fire Suppression Sye 
Causing Inoperability of Baf ety-Related Equipment " 8vc list 
end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 000103) 03/06/22 Cnnsolidated Edison Co, of NeW 

York, Inc I20pp 10997 007 24X Fiche 50-000,83/06/22,8005110477 


0305110479 IE Info Notice B3-42, "Heactor Mode Ewitch Malfunctions “ 
8vc list end 

JORDAN, E L Division of Emergency Preparedness & Engifieerinp 
Response (Past 030103) 03/06/20 Cnnsolidated Edison Co of New 

York, Inc I16pp 18996 242 24X Fich4 50-000, 83/06/23, 80091 10479. 


8309110403 IE Info Notice 03-43, "Improper Bettings of Ifitermr d iata 
Range ( IR) High Flu* Trip Betpolnts •’ Sve list end 
JORDAN, E L Division of Emergency Preparedness &c Engineering 
Response (Past B30103) 03/06/24 Consolidated Edison Co of New 

York, Inc 116pp 19046 297 24X Fic he 50-000, 83/06/24, 030 91 10483. 


R Periodic operating reports 8, related correspondence 


0306070354 Forwards biweekly status rept on independent reviawypf 
util project mgt covering period 030507-20. 

NEYLAN, A J Torrey Pines Technology 83/09/31, DICKHONER.W H. 
Cincinnati 0»* << Electric Co 3pp 10742 107 24X 

Fiche 50-350, 03/05/31 , 0306070354 


0306)70331 Forwards quality confirmation program monthly status rept I< 
summary sheet for Apr 1903, In response to B21230 Itr 
WILLIAMQ, J Cincinnati Gas 6 Electric Co 03/06/03 KEPPLER.J O. 
Region 3, Office of Director 26pp 18870 217 24X 

Fiche 50-350, 83/06/03, 0306170321 


8306230131 Forwards "Independent Review of Zimmer Project Mgt," 
Olweekly Status Ropt 0, for 830521-0603 

NEYLAN, A J Torrey Pines Technology 83/06/10 DICKHONER, W. H 
Cincinnati Oas h Electric Co Ip J0947 001 24X 

Fiche, 50-350, 03/06/10, 0306230131 


—0306230)30 "Independent Review of Zimmer Project Mgt," Biweekly Status 
Rept 3# for 830921-0603 

» Torrey Pines Technology. 03/06/10 46pp 10947 OOS e4X 
Ficho- 50-350, 03/06/10, 0306200131. 


8 Reportable occurrences, LERs h related correspondence 


0306060197 Interim deficiency rept re lack of procedural 4ual 1 f tcation 
for pipe bends Initially reported on 021109 Pott- 
Rual 1 f 1 cation program for small bore pipe bending operations 
being conducted To date, 24 of 35 tests completed 

WILLIAMS, J Cincinnati Oas h Electric Co 83/09/89 KEPPLER.J. 0 
Region □, Office of Director 2pp 18727’ 322. 24X 

Fiche 50-356,83/09/29, 8306060197 


8306070139 Bupplemental final deficiency rept re inadequate RHR NX 
valves. Required matl expected within 1 month, Insiallatidn Ic 
testing to be scheduled after matl received h Commission 
021112 show cause order lifted. 

WILLIAMS, J Cincinnati Oas h Electric Co. 03/09/27. KEPPLER, J G. 
Region 3, Office of Director 2pp 10739 262 24X 

Fiche 50-39B, 03/05/27, 0306070105 


8306070232 Interim deficiency rept re defective OE HHA relays Initially 
rsported an 830225 NRC 021112 order to show cause tc order 
immediately suepending conet must be lifted to permit 
completion of corrective actions 

WILLIAMS, J Cincinnati Oas It Electric Co 03/09/27. KEPPLER, J 0. 
Region 3, Office of Director. 2pp 10746; 103. 24X 

Fiche 50-358, 83/09/27,8306070232 


8306070267 Interim deficiency rept re failure of Brown Boveri eol id- 
state trip devices Initially reported on 030307 Order to 
show cause It order immediately suspending const dbd 821112 
must be lifted before work can be completed 

WILLIAMS, J, Cincinnati Oas h Electric Co. B3/08/E7. KEPPLER# J. 0 
Region 3# Office of Director 2pp 10747-074 a4X 
Fiche 50-390, 83/09/27,0006070267. 


0306070267 Interim deficiency rept rt failure of Brown Rover i solid- 
state trip devices Initially reported on B30307 Qrd'er ba 
show cause It order invmedlately suspending const dtd 021112 
must be liftid before work can be completed, 

WlULIAHBt J Cincinnati Oas h Electric Co 03/05/07 KEPPLER.J 0. 
Region 3, Office of Director 2pp JB747.074 24X 

Fiche 9O-D90, 03/05/27, 0306070267 
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a30AO?OOa4 OeflciPncy repfc ti? quaJ 1 Flcat i on of meld proc^durefe 
cDn<lBt»nt u//03'O2O7 rcftponpe lOCFRSO 5S<«} t6em 
lOA-2a4BJ Activities in compJion-c? uj/da'J 1 12 «r der to Bfiow 
cauie & order imjnodiote I y suspending const 

WILLIAHS.J Cincinnati Oas 8r Electric Co 63/06/01 KEPPLER. J O 
Region Office of Director 2pp 1B793 300 PAX 
F i eft « 50-358 . 03/06/0 1 . B3060900S4 


B3i06090i27 Interim Deficiency Rept H'-4? re radiographic it uetd defects 
In sacrificial shi e 1 dSi containment monorail b vent stack 
welds Analgeif revleuied Corrective actione contingent upon 
lifting of NRC QSiil2 shew cause order 

WILLlAMSrJ Cincinnati Das & Electric Co 03/06/01 KEPPi-ER»JC 
Reflion 3, Office of Director Spp 10792 252 24X 

FI Che 30-3501 a3/06/0li 0306090127 


0306210050 Interim deficiency rept for Item S-'li re Inadequacg of 
Structural steel bolting program to assure compliance 
w/detign spec 8( FSAR criteria Initlallv reported on 030510 
Follouup rapt expected by 030912. 

WiLLlAMBrJ Cincinnati Oas A Electric Co 83/06/40 KEPPLE0, J 0 
Region 3i Office of Director. 2pp 1B91I 224 PAX 
FichP' 50-a5ei 03/06/ lOi 63062 J 0050, 


0306210054 Interim deficiency rept re Item 0-10 concerning masonry uiaJl 
const not per design spec it FSAR cri teria. Ouall ty 
confirmation program uill be expanded. Fol louup rept will be 
subnittad by 630912 

UILLIAKS^J Cincinnati Gas A Electric Co 03/06/13 KEPPL. ERi J. 0 

Region 3> Office of Director 2pp 10912' 304 24X 

Fiche 30-350; 03/06/1310306210034 


8306210294 Interim deficiency rept^Item G‘‘9 r« soil itructi^re 
compaction outside power areo not per design spec 6 FSAR 
criteria Initially reported on 830Si3.AlL sa f ety-related 
structures 6 sys uill be identified 

i^lLL:AH9; J. Cincinnati Oas 6 Electric Co. 03/06/43 KEPPLER, J 0 
Region 3; Office of Director 2pp. 10913 147. 24X 

F 1 c h e ; 5 O-aSB; 83/06/ 1 3. 030621 0294 


03D623O472 Interim deficiency rept on Item iK-40 re Indeterminate heat 
treatment for snail bore p ipe. Inltia 1 ly reported on 0^0422. 

Required corrective action contingent on KRC approval or 
release «f 821112 order 

MIlLLIANBfJ Cincinnati Gas 4. Electric Co. 03/06/14 KEPPLERi J 0 
Region 3; Office of Director 2pp. 18941:323 SAX 
F i C ft e . 50-350, 63/06/ 1 4« B306230472 


03O623DC01 Interim deficiency rept re Item M-56» inadequate installation 
of gammt plugs Requssti due date of 030615 for next rept 
be extended to 030622 to allaiu coordination of status rapt 
w/respons Ible dept managers 

MILLlAHSiJ Cincinnati Gas A Electric C«. 63/06/15 KEPPLER. J O 

Ragion 3, Office of Director Ip. IB947 076 24X 

F i c lie 50-358, 03/06/ 1 5i 830623000 1 


0306230009 Interim deficiency rept re Item i1-B7i inadequacy of daslgn 
control process to assure design output documents contain 
adequate erection It imp cr i ter ia. Ini tially reported on 
830513 Item not reportable under 10CFR50 S5ie> 

UILLIAM0;J Cincinnati Oas it Electric Co. 03/06/15 KEPPLER, J 0. 
Region 3, Office of Director 2pp 40747,074 24X 

F I c fta ■ 50-358 , 83/06/ 1 9i 8306230 009. 


830623D26G Final deficiency rept on Item M-62 re fire damper failure. 
Initially reported on 021029 Orientation of **0*’ hooks on all 
seismic Air Eelance;lnc fire dampers have been reversed so 
that open end is pointed sway from blade 

tULLIAHBixJ Cincinnati Gas A Electric Co. 03/06/15 KEPpLERjJ 0 
Region 3r Office of Director. 2pp 10949' 102. 24X 

F i c h e . 5i0-358i D 3/06/ 1 5r 0306230268 


8306S3039S Interim deficiency rept re Item 0-5 on inadequate sve Level 
I ceetfirigs Initially reported on 830414 Extension to 030624 
requested; for interim status rept submittal, 

kJILLMHBiJ Cincinnati Gas & Electric Co 03/06/19 KEPPLERi J. G. 
Region Di Office o-f Director. Ip. IS943, 090 J24X 
F i c h «. 90-3 501 83/06/ 1 S; 8306230395 


0306230442 Interim deficiency rept re diesel generator control logic. 
Initially reported on 620913, Sehedul ing 6 completion of 
design change mod contingent on MRC release of 02O9J2 order 
to sftou caul* b order immediately euspendlng const 

WILLIAMS; vl Cincinnati Gas It Electric Co. 83/06/15. KEPPLER»>; 0. 
Region 3, Office of Dlrectdr. 2pp, 189424 001, 24X 

F 1 c h e : 50-356i 6 3/06/ 1 5. 8306230442. 


8306210123 Responds to 030919 deficiency rept re potentially reportable 
eondltioni Involving essential Instruments attached to 
naneesentiel/nonielsmic piping Initlallv reported on 030420. 

Further evaluation required on design criteria 

WARWICK. R F, Region 3^ Of fics of Director 03/06/16 If ILL 1 AMS. J 

Cincinnati Gas k Electric Co. 2pp. 18918 134. 24X 

FIcht. 50-350; 03/06 / 16, 8306210 1 23 


8306230196 Interim deficiency rept. Item E-45 re failure of Sfcalif^J- 
Ring Model 5N pressure switch during environ quol i fi cat i on 
testing Engineering change request will be submitted to NRC 
to replace suiitches u/qualifled pressure suiitches 
WILLIAMS; J Cincinnati Oas A Electric Cq 83/06/16 KEPPLEH. j g 
Region 3, Office of Director 3pp 1D946 349 24X 

Fiche 50-350^ 03/06/16; 0306230 J 96 


8306270331 Interim deficiency rept re Item E-20; insp of inadequalr 
cable tray hanger Initially reported on 020503 Insp criteria 
for weld quality acceptance will be established from 
analysis of Sargent U Lundy remap program Neict rept 031010 
WILLIAMS; J Cincinnati Oas A Electric Co 03/06/20 HEPRLEF. 0 0 
Region 3, Office of Director 2pp JQ793 119 24X 

Fiche 5O-3S0, eif/06/20. 8306270331 


8306270100 Interim deficiency rept re installation of gamma plugs 
Initially reported on 820004 Engineering evaluation 
d i spoeit i on ing of nonconformance repts will be completed 
by 030930 Next rept will be submitted by 031015 

WlLLlAMDiJ Cincinnati Gas A Electric Co 03/06/21 KEPPUER. J 0 
Region 3; Office of Director Zpp 10991 345 24X 

Fiche 50-350. 03/06/21; 0306270100 


8306300160 Interim deficiency rept re inadequate Sve Level 1 coatirgi 
{Item fi-5) Initially reported on 020920 Removal A 
replacement of coating necessary except uhere inaccessible 
Corrective action program being developed 

WILLIAMS, J Cincinnati Gas A Electric Co 03/06/23 KEPFLERj/C 
Region 3; Office of Director Spp 19U9 306 P'lX 
Fiche 50-350; 63/06/23/0306300160 
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F Security, medical, emergency A fire protection plans 


6306070231 Forwards IE Insp Repts 00-206/03-10; 50-361/83-19 A 
30-362/83-17 an 630411-27 A notice of violation 
BISHOP, T W Region 5, Office of Director 83/05/16 PAPA9; L T 
Southern California Edison Co Spp J0746 000 24X 

Fiche 50-206.83/05/16,8306070251 


—8306070255 Notice of violation from insp on 03041 1-27 

KIRBCH;D F Region 5; Office of Director 83/05/16 2pp 
10746 090 24X Fiche 50-206, 83/05/16; 830607025 I 


—0306070261 IE Insp Repts 50-206/03-10,50-361/03-19 A 50-362/03-17 en 
03041 1-27. None amp 1 lance noted failure to install fully 0-h 
emergency lighting units in access/egr ess routes 
SCOWN.K H Region 5, Office of Director 83/05/11 lipp 
10746 092 24X Fiche 50-206; 03/05/16; 8306070251 


8306160011 Advises that 630323 Rev 9 to physical security plan 
consistent W/10CFR73 21 provisions A dnes not decrease plan 
effectiveness. Changes acceptable 

KNIGHTON; G W Licensing Branch 3 03/06/06 DIETCH; R. Bouthern 

California Edison Co HOLCDMOE San Diego Oas A Electric Co 3pp 
10072 140 24 X Flcha 90-206, 03/06/06; 030616001 1 


0306220291 Responds to 030406 Itr re changes to physical security plan 
Changes consistent uf/10CFR50 54ip) A do not decrease 
e f fecii veness of plan 

KNIGHTON, 0 W Licensing Branch 3 03/06/10 DlETCH,fT Southern 

California Edlsen Co HOLCOMBE; J C Ban Diego Gas A Electric Co 
3pp 18940 044 24X Fiche 50-806,03/06/10,0306220291 


0306220894 Responds to 830323 Itr re Rev 2 to guard training A 
qualification plan Changes consistent u/lOCFRSO 54(p) 
provisions A da not decrease effectiveness of plan. 

KNIGHTON, 0 N Licensing Branch 3 03/06/10 DlETCH;R SDothern 

California Edison Co HOLCOMBE; J. C Ban Diego Gas A Electric Co 
3pp 10940 312 24X Fiche 50-206,03/06/10,0306220294 


8306230520 Reeponds to B30427 Itr re temporary changes to physical 
security plan Changes consistent u/l0CFR50 S4ip> 
requirements 4; acceptable. 

KNIGHTON; 0 M Licensing Branch 3 83/06/10 DIETCH,R Southern 

California Edison Co. HOLCOMBE, J C Ban Diego Gas A Electric Co 
Spp 10954' 361 24X Fiche 50-206, 83/06/10, 0306230520. 


0306230455 Act receipt «c provides evaluation of changes to emergeticy 
plan implementing procedures submitted in 821029 A 031103 
Itrs Changes do not decrease effectiveness of emergency 
response planning 

NDRDERHAUO,L 0 Division of Radiological Safety A Safeguards 
Frogram 03/06/20 BASKZNiK.P Southern Cal Iforn la Ed i son Co )P 
10941 360 a4X Fiche 90-206, 03/06/80, 0306230455 
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iQ Adjudicatory correspondence 


@GOi&080195 Comments re offsite medical sve s> objections to applicant 
fflotiion to augment record & request for hearing 8< proposed 
licecvs.lng condition Adequate arrangements for medical sves 
not met Further hearings required 

MCCLUNO^C E Affiliation Unlnoun MCCLUNG» C E Flemmingi Anderson* 
HcClung fit Finch B3/Oh/06 Atomic Safety and Licensing Board 
Panel 7pp 10772 251 24X Ficho 50-361 . 03/06/06^ Q3O&{)e01 95 


BS-O^OSQSM Respanso to util 830516 motion to augment xecord* posi tion re 
CoiJiml ss Ion Memorandum L Order CLI-Q3-10 on offsite medical 
sves & proposed findings of fact Supports motion & proposed 
findings 

VdOLER, D H Hearing Branch S 03/06/06 Atomic Safety and 
Licensing Board Panel 7pp 10771 101 24X Fiche 30-361*03/06/06. 

8306080211 4 


--B3060B0216 Affidavit of DD Matthews that util ensured appropriate 
provisions for medical sves to general public traumatical ly 
injured or contaminated during emergency Prof qualifications 
■& Certificate of Gve end 

MATTHEWS, D B Section B (Pre Q20201) 03/06/06 7pp 10771 100 

24X Fiche 50-361.03/06/06,8306000214 


G3060001S7 Order eitending time until 830614 for Commission to act to 
review ALAD-717 

CHILK, 9 J Office of the Secretory of the Commission 03/06/07 
Commissioners ip 10772 174 24X Fiche 50-361*83/06/07* 

0306000157 


0306160635 Order extending time until 030621 foi Commission to act to 
review ALAD-717 

CHfLK^S J Office of the Becretnry of the Commission 03/06/14 
Commissioners ip 10066 034 24X Fiche 50-361 . 03/06/ 14* 

8306160635 


8306210208 Response opposing GUARD Carstens 030606 joint request for 
hearing on medical sves issues Issue of sufficiency of 
mrdlcal resources already litigated Mooring unnecessary to 
obtain authentication Certificate of Sve end 

CHAWOLER*L J Rearing Branch 2 03/06/17 Atomic Safety and 

Licensing Board Panel 8pp 18915 Oil 24X Fiche 50-361*03/06/17. 

8306siosan 


B3O682O0B4 Reply to intervenor 030606 briefs on status of medical sve s 
issue Further hearings unjustified since Commission already 
ruled on adequacy of onsite medical sves Declaration of Sve 
end 

PlOaTT. D R Qouthern California Edison Co PIGOTT.D R Qrrick. 
Harrington & Gutdiffc 03/06/17 Qpp 10927 173 24X 

F i Che ' 50-361 , 03/06/17. 0306220004 


8306220127 Affidavit of FH Massey supporting util 030516 motion to 
augment record* authenticating documents as portions of 
Orange It San Diego County emergency plans 

MASSEY* F H Southern California Edison Co 03/06/17 5pp 
1B726 107 24X Fiche 50-361.03/06/17.0306220127 


0306070313 Discusses enhanced surveillance b malnt activities of 
reactor trip breaters Tech Spec changes not appropriate at 
present time 

OASUlN.it P Southern California Edison Co 03/06/03 KNIGHTON, 0 U 
Licensing Branch 3 2pp 18741 US 24X Fiche 50-361.03/06/03. 
0306070313 


0306080020 Forwards resalution of NRC comments on pos t-tr i p/re star fc 
review procedure* i dent ify ing procedure changes irt response 
to NRC comments in Section III B 7 of SER 

BASKIN* K P Southern California Edison Co 03/06/03 KNlQHTON* 0 W 
Licensing Branch 3 4pp 18773 001 24X Fiche 50-361*83/06/03, 

8306080020 


0306090498 Requests remittance of Class 111 fees for 821119*1203 U 
20 Tech Spec amend requests, re shutdown cooling trains, 
turbine overspeed protection 6 component cooling water loop 
HILLER* W 0 License Fee Management Branch 03/06/06 DIETCM.R 
Southern California Edison Co 2pp 10012 062 24X 

Fiche 50-361.83/06/06,0306090490 


8306090502 Ack receipt of 830128 partial payment for review of 020816 
fi( 0930 amend applications re turbine overspeed protection 
sys inoperability Payment of remaining fee requested 
KILLER, W 0 License Fee Hcinagement Branch 03/06/06 QASKIN.K F 
Southern California Edison Co Ip 10012 070 24X 

Ficho 50-361.83/06/06*0306090502 


8306090156 Application to amend License NPF-10* eitending Tech Spec 
surveillance interval to 18 months Approval requested by 
830712 

GASKIH. K P Southern California Edison Co 83/06/07 KNIGHTON* 0 W 
Licensing Dranch 3 Ip 18792 316 24X Fiche 50-361,03/06/07, 

8306090156 


—8306090164 Proposed Tech Spec change extending IQ-month surveillance 
requirement to 831001 

« Southern California Edison Co 03/06/07 2pp 10792 317 24X 

Fiche 50-361,83/06/07*0306090156 


8306130386 Forwards Amend 6 to Topical Rept SCE-l-A* ‘‘QA Program*'' & 
mi see 1 Laneoue documents per Pinal Rule 10CFR50 54{al Rept 
supercedes program described in FSAR* App 0. 

DASKIK. K P Southern California Edison Co 83/06/09 MARTIN, J B 
Region bt Office of Director 3pp 18021 271 24X 

Fiche 50-^06? 83/06/09. 0306130386 


—0306130392 Amend 6 to Topical Rept SCE-l-A* "QA Program " 

« Southern California Edison Co 8CE-1-A A06 03/04/30 200pp 

10821 274 24X Fiche 50-206.03/06/09,0306130306 


8306140444 Confirms mods to high pressure governor valves 2 i 4 L to 
provide analyses of valve opening force 6 adequacy of 
mechanical clamps per 830208 commitment Analyses encl 
BASKIN* K P Southern California Edison Co 83/06/09 KNIGHTON. 0 U 

Licensing Dranch 3 4pp 10030 019 24X Fiche 30-361, 83/06/09* 

8306140444 


J Insurance & indemnity information 


9306270172 Forwards Endorsements 95*96 It 97 to NELIA Policy Nr-146* It 
Endopaaments 83,04 It 05 to MAELU Policy KF-30 I, Endorsement 
38 to HELIA Policy N8-2B2 

RQCCO. «J Southern California Edison Co. 83/06/13 DINITZ* 1 
Antitrust It Economic analysis Branch (Utility Finance). Bpp 
18991 349 24X FUhe 50-306.03/06/13,0306270172 


K Utility Final Safety Analysis Report (FSARI It amends 


B3061&OODS Amend 32 to FSAR W/0a0606 Ur 

DIETCH. R Bouthern California Edison Co COTTON* 0 D San Oieipo Qas 
Ic Electric Co 03/03/31 DENTON* H R Office of Nuclear Reactor 
Regulation* Director 332pp 10094 001 24X Fiche 50-361* 83/05/31. 

0306150002 


030616027 5 Forwards Affidavit of Bve for Amend 32 to FSAR 
MEDFORD. H.O . PEMBERTON. H R Southern California Ed 1 son Co 
83/06/14 KNIGHTON* G W Liceneing Branch 3 4pp 10860 173 24X 

Fiche- 50-361, 03/06/14* 6306160279 


P Gperatinq license stage documents !< correspondence 


D30-6030062 Evaluation proposal to conduct xenon oscillation control 
test at 5DX power vs 65'/ power specified in FSAR Reduction 
acceptable 

KNIGHTON, 0 W Licensing Branch 3. 03/05/23 DIETCH. R Bouthern 

California Edison Co HOLCOMRE. U. C Ban Diego Gas It Electric Co 
4pp 1B733 204 24X Ficho 50-361*83/05/23.8306030062 


8306140178 Revised application to amend License NPF-10 delaying until 
831001 IG-month interval surveillance requirements which 
cannot be completed W/O extended outage 
MEDFORD* M D Southern California Edison Co 83/06/10 
KNlOHTaN. O H Licensing Branch 3 Bpp 18839 040 24X 

Fiche 90-361.03/06/10*8306140170 


8306140644 Submits post-accident sampling sys (PASS) progress rept as 
of 830601 PASS outage scheduled for 03O617-OB1O Operator 
training course produced two qualified PASS operators 
License Conditions 2C (19)1 1 It (17)d 4 satisfied 

BASKIN, K P Southern California Edison Co 81/06/10 KNIGHTON* G W 
Llcenelng Branch 3 3pp 10843 003 24X Fiche 90-361* G3/06/iO* 

8306140644 


8306240477 Forwards FR notice of consideration of issuance of amend to 
License NPF-7 I* proposed no significant hatards 
consideration determination 6 opportunity for hearing re 
natural circulation tests to be conducted during startup 
RODD.H Licensing Branch 3 83/06/10 DIETCH.R Pacific 

Gas & Electric Co HOLCOMBE* J C San Diego Gas h Electric Co 2pp 
10997 163 24 X Ficht 50-361.83/06/10,8306240477 


— 8306240479 Notice of consideration of issuance of amend to License 
NPF-7 proposed no significant hatards consideratl on 
detrininatlon 6 opportunity for hearing re natural 
circulation tests to be conducted during startup 
KNKJHTON.O W Licensing Branch 3 03/05/31 9pp 18997 165 

24X Fiche- 50-361 * 83/06/10. 8306240477 
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e306230^9-& Ailviies th«t NRR has rBatf 0 s&ed Class lit fee position on 
020514 ap<Qi| ication for arasnd to L£ceti»p NPF~10 rs 
li»p Isflisntation oP snviron qual jPl cati an program Aifdl foes 
not applicabls p»r util 821203 Itr 

OrOOB<R H, Llctnss Fts Maiiigeotont Srarich 83/06/1& BASKIN, KP 

eoutharr California Erf Ison Co Ip 10902.037' 24X 

Flchs 90-3^1. 03/06/1^1 8306230490. 


9306300097 Foruarifs C-E rcpti^ '^DspTsssur i tat ion & DHR< Rssponsas to NRC 
Gusitlons^ " Suppl 1 to ''PRA op Effscts of P0R\^s oti 
Daprssstirl lafctan 1< DHR" If "Rsspaniss to Plant-Spsc i Pic 
ausitlons on Dspr tssur 1 lation. par 020327 rsiiuoit 

BASKINiK P Southern CallfOTnia Eiflsan Co 03/06722 KNIGHTON, 0 U 
l^icsnsing Branch 3 3pp 19117.062 24X Flche 90-361 1 83/06/22, 

83063000S7 


— 8306300129 "Dtprsisirri lat i on I, pHRi R« sponsrs to NRC Ousstions. ** 
« CoMhuition Enalnasrlnj* Inc. CEN-239 83/06/30 390pp. 

19117063 24X FlcHa 30-361.03/06/22,8506300057 


—8306300136 Suppl I to CEN-239, '*PRA oP Effects sf RDRVs on 
Depra ssuriiatl on tc DHR, Ran Qnofre Nuclear Oenerating 
Stati on. Units S & 3 " 

*■ CoAbusilon Eng Inrer inpi Inc CEN-239 301. 03/06/30 363pp, 

191 18 083 24X Fiche 90-361 • 83/06/22. 0306300057 


— 8306300144 "Responses to Plant~8pecif i c Questions on Depressurization 6 
DHR CQuastlons 6a, 6b, IS, 18a. 13c V I3rf> " 

a Southern Call Porn la Edison Co. 83/06/30 37pp 19119 080 
S4X Fiche 50-361.03/06/22,9306300097. 


8306270368 Application for anenf to License NPF-^IO. rev i sing Tech Specs 
re radioactive gaseous effluent monitoring instrumentation 
to permit replacement of reactor coolant pump seals U 
maintain parsonnei eepoiure ALARA Change description end 
BA0KIN, K. P. Southern California Edison Co 83/06/24 KNIOHTON.O N 
Licensing Branch 3 9pp 18993 188 84X Fiche 50-361,83/06/24. 

8306870362, 


0 Inspection reports, IE Bulletins L correspondence 


8306160046 FOIA re<iuest. on behalf of EE Kent, for records prepared by 
U8 govt amployaas re Alliance for Survival, T Carpenter Ir/or 
ongoing NEC fnvee tigetlon of facilities 

CARFENTER.T. Orange County Alliance for Survival. 83/03/14 
Office of Administration Ip 18893 031 24X Fiche* 50-206. 

83/03/14.0306160046 


830610000? Addl response to FOIA reiiucst for decuments dtd 820101 or 
after re 6ALP. Forwarde App A documents Oocumente also 
available in POR. 

FELTON, >1 H, Olvisien of Rules end Records 83/04/11 CLARK* R. San 
Francisco Esamlner. 3pp 18819 292 24X Fich e. 50-000. 63/04/ J 1, 

6306100009. 


— 6306100014 Submits schsdule for Region V SALP Beard meetings for 
620928-830523 

ENOELKENiR RegUn 9, Office of Director. 82/03/19 
DENTON, H R Office of Nuclear Reactor Regulation* Oirector Ip 
1 0015' 299 24X Flche* 90-000, 83/04/ 11, 8306100009. 


— B306100036 Dlecussvs assignment cf BALF coordinators for Reactor 
Operations Projects Branch fac i 1 1 ties, Caord Inetori will be 
responsible for preparing input deta used bg board members 
in enelyring functional Brees Draft note from 8 Miner end 
STERNBERG, D, N. Region 9, Office of Director, 82/03/24 Region 
5. Office of Director, Jlpp 18815:257 24X 

Flche* 90-000. 83/04/1 1, 0306100009. 


8306160052 Responds to FOIA request for records prepared by U8 goVt 
■ Mployees re Alliance for 8urvlval*T Carpenter It/or ongoing 
NRC Investigation of facilities Forwards App A documents. 

Search for addl docunants in progress 

FELTON, J,N Division of Rules and Records 83/04/14, CARPENTER, T 
Orange County Alliance for Survival. 2pp. 18893.032 24X 

FichP' 90-206*83/04/14. 6306160092 


6306160197 Responds to FOlA request for documents re FOIA Request 
92-618, Forwards App A documents. Documents 18 6 19<il) 
partially deleted (ref FOIA Exemption 61. 

FELTON. J.H Division of Rules end Records 83/04/29 OARDE, B,P. 
Government Accountability Project. 4pp 18693' 125 24X 

Fiche’ 90-206. 83/04/29, 83061601 97. 


—6306160300 Fariderds FOIA request R«1 aasebi 1 tty determinations indicated 
In response Itre to requeeter. No action required. 

FELTON* J.N. Division of Roles and Records. 03/03/24. PIETCM.R. 
Southern California Edison Co, ip 16093; 129. 24X 

Flche* 90-206, 83/04/29.6306160197, 


— 6306160209 Requests disclefiure determination for listeif doc-uments 
subj to FOIA Request 82''61B 

GRIH8LCY. D H Division of Rules and Records 03/02/07 
ALEXANDER. I Region 5. Office of Director 2pp 18093 J4D 2+1 
Fiche 50-206. 83/0 d/25, 8306160197 


— 83D6160218 poruiards documents re D Oarde FOIA requrst, on behalf of 
E£ Kent, for documents regarding B2II20 IE rept '*6pecial NRC 
Insp of San Onofre 1,2 L 3 <F0rA-B2-6IB) W/o end 
FORTUNA, RA Office of Investigation 03/01/24 CARR. J C 
Division Of Rules and Records 3pp 18093 150 24X 

Fiche 50-206.03/04/29.0306160197 


— 8306160223 Request disclosure determination for document originated hi| 
ofe rs FOIA Request 82-616 by noun on 030119 

CARR. J C Division of Rules and Records 83/01/12 HILSON.V 
Office of Nuclear Reactor Regulation. Director 2pp 1BB93 157 
24X Fiche 50-206. 03/04/29. 8306160197 


— 8306160230 Bubmits List of Region V Ofc of Investigation File Serials 
26-42. "eONOa-All ego t ions Re Welding of Piping fay EE Kent," 

Case 5-82-021 Berialt 1-25 previously provided m response 
to FOIA Request 82-528 

8HACKLET0N. 0 C Office of Investigation 83/01/03 FORTUNfA.PA 
Office of Investigation 3pp 18093 159 24X 

Flche 50-306.83/04/25.0306160197 


— 8306160243 Forward® list of documents available at Region V tf D ffaFdi 
FOIA Request 83-618 on Eg Kent behalf, for documents 
concerning 821130 IE rept "Special NRC Insp of San Dniofre 
1,2 h 3 " 

ALEXANDER.! Region 5. Office of Dn ector 03/12/20 REED. C A 
Division of Rules and Records 3pp 1PB93 162 P4X 
Flche 50-206.83/04/25,8306160197 


--8306160253 Forwards OC Shactleton 821109 memo transmitting documents 
Bubj to FOIA Request 02-520 Revieiu of Documents 1,2.10 6 19 
by Region V recaeimended Conf identlal i ty not sought by 
EE Kent 

FORTUNA.R A Office of Investl gatlon 82/12/10 CARR, J C 
Division of Rules and Records Ip 1QS93 165 24X 

Flche 50-206.83/04/25,8306160197 


—8306160263 Forwards list of documents reoponsive to FOIA Request 
82-528 re gE Kent allegations concerning facilities from Oct 
1960 to present. Reg ion V not aware of allegation until Oct 
1982 

SHACKLETON.O C Region 5. Office of Director, 02/11/09 
FORTUNA.R. A Office Of Investigation 5pp 1S893 166 24X 

Flche 50-206.83/04 /25.8306160197 


—8306160276 Requests info responsive to FOIA Request 02-920 for 
documents re EE Kent allegation concerning facilities from 
Oct 1980 to present be forwarded to Div of Rules ic Records 
by 821116 

CARR. J C Division of Rules and Records 02/11/04 KtHE. C 
Director's Office* Office of Inspection and Enforcement 
ALEXANDER, I Region 5. Office of Director D0WER8* H Office of 
Inspector k Auditor Ip 18693 171 24X Flche 50-206, 83/04 /S5> 

8306160197 


—8306160281 Forwards list of documents responsive to FOIA Request B2-5?9 
re EE Kent allegations concerning facilities from Oct 1980 
to present, per 821104 memo Related info end 

ENOELKEN, R H Region 5. Office of Director 82/11/17. CARR.dC 
Division of Rules and Records 5pp J8893 !74 24X 

Flche 50-206. 03/04/25, B3061 60197 


— B3D6160301 Forwards FOIA Request 82-610 for documents re 821 £30 IE ript 
"Special NRC Insp of flan Onofre 1.2 h 3." Oocuments 
responsive to request should be forwarded to Div of Rules 6 
Records by 830104 

CARR. J C Division of Rules and Records 82/12/22 FORTUNA.R 
Office of Inspector h Auditor ALEXANDER. I Region 5, Office of 
Director Ip 18893 195 24X Flche 50-206,83/04/23,8306160197 


8306160070 Addl response to FOIA request for records prepared by (Ifl 
govt employeae re Alliance for Burvlval.T Carpenter &/or 
ongoing NRC investiga tion of facilities IE Insp Repts 
50-206/82-31.50-361/82-31 & 50-362/02-27 available in FDR 
FELTON. JN Division of Rules and Records 83/04/20 CARFENTEff.T 
Orange County Alliance for Survival 2pp 16092 330 24X 

rich* 50-206*03/04/28.0306160070 


0306070240 Forwards IE Insp Repts 50-206/83-13,50-361/83-21 U 
50-362/03-19 on 830401-29 No noncompl lance noted. 

BIBHOF.T W Region 5* Office of Director 83/05/13 PAPAYrL T 
Southern California Edison Co, 2pp. 18746 047 24X 

Fiche; 50-206. 83/05/ 13*6306070240 
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*‘-03OAO7<]2^4 tE Inap Repts 50-206/83-i3i 50-361/83-31 fr 50-362/03-19 on 
030401-29 No nonco/npl ianca noted Major areaa inspected plant 
operationa dyring long-term ehutdputni monthlg maint 
surveillance activities & LERs 

MILtERi L r KJRSCHi D F Region 5. OfPice of Director 03/05/12 
Spp 10746 049 34X Flcho 50-206.83/05/1310306070240 


83Q'6070333 Forwards IE tnsp Repis 50-206/83-00.50-361/03-17 h 
90-362/83-20 on 830329-0406 No noncojnp 1 lance noted 
BOOK. H E Region 5r Office of Director 03/05/13 FAPAY. L T 
Routhern Californio Edison Co 2pp 10741 077 24X 

F i c h o : 5 0-206. 03/05/ 1 3, 0306070333 


— 0306070339 IE ln»p Repts 90-206/03-00.50-361/03-17 & 50-362/03-20 on 
030329-0406 No noncompliance noted Major areas inspected lab 
0A program. inc lud ing independent confirmatory measurements 
re Region V mobile lab 

HAHADA. Q M , TEMPLE. 0 M . GARCIA. E Region 5, Office of Director 
33/03/12 lOpp 10741 079 24X Flche 90-206,83/03/13.0306070333 


0306070361 Forwards IE Insp Repts 50-361/03-23 & 50-362/03-21 on 
830326-0422 No noncompliance noted 

BISHOP. T W Region 5. Office of Director 83/05/13 PAPAY. L T 
Southern California Edison Co 2pp 18742 110 24X 

FlchO' 50-361. 83/05/13. 8306070361 


— 0306070360 IE Insp Repts 50-361/03-22 4c 90-362/03-21 on 830326-0422. No 
nancompliance noted Major areas inspected operational safety 
varificatlon Sc LER review 

PATE.R. J . KJRSCH. D F Region 5. Office of Director 83/05/12 
4pp 10742 112 24X Flchc 50-361.83/05/13.8306070361 


6306220139 Act receipt of 830502 Itr Sc full payment of civil penalty 
AXELRAD.JA Director's Office. Office of Inspection and 
Enforcement 83/05/13 PAPAY, L T Bouthern California Edison Co 
2pp. 18937' 390. 84X Tiche 90-361,83/05/13,030622013?. 


0306070251 Forwards IE Insp Repts 90-206/83-10,50-361/03-19 fic 
50-362/03-17 on 030411-27 4c notice of violation 
BISHOP, T W. Region 5. Office of Director 03/05/16 PAPAY, L T 
Southern California Edison Co 2pp 18746 080 24X 

Fiche 50-206.03/09/16.0306070251 


— B306070855 Notice of violation from insp on 030411-27 

KIRBCHiD F Region 5, Office of Director. 03/05/16 2pp 
IQ746 090 24X Fiche 50-206,03/05/16,8306070251 


—0306070261 IE Insp Repts 50-206/03-10.90-361/83-19 8< 50-362/03-17 on 
830411-27 Ndncomp 1 ianee noted failure to install fully a-h 
tjntrgency lighting units in access/egress routes 
aCQWN.K M . K1R8CH, 0 F Region 9, Office of Director. 03/05/11 
llpp 18746 092 84X Fiche 50-206.03/05/16, 0306070251 


B306010159 Ack receipt of B3051G Itr informing NRC of steps token to 
correct violations noted in IE Insp Repts 90-361/03-14 4i 
90-362/83-14 

R8DK, H E Region 9, Office of Director. 83/05/25 PAPAV. L T 
Southern California Edison Co Ip 10673.046. 24X 

Fiche. 50-361, 03/05/29. 0306010159 


— 0306010164 Responds to NRC 030410 Itr re violations noted In IE Insp 
Repts 50-361/03-14 4c 50-362/03-14 Corrective ac tions . re lease 
procedures revl sed. rec^ulr ing observance of monitor response 
4( design change package ALARA review criteria strengthened, 
FOGARTY. D J Oouthsrn California Edison Co 03/09/18 
MARTIN, J B Region 9, Office of Director 6pp 18673 047. 24X 

Flcho- 50-361, 03/03/29, 0306010159. 


030511,0450 IE info Notice 03-32, ^'Ruptured Am-24t Sources Contained In 
Well Logging Device Svc list end, 

TAYLOR, J. M Division of Bafsguards Sc Inspection Programs (Post 
8301031. 83/09/26 Consolidated Edison Co of New York, Inc. 
iSSpp 18831 043 24X Fiche 50-000.03/09/26,0305110450 


8305110460 IE Info Notice 03-34. "Event Notification Info Worksheet 
8 VC list end 

JORDAN. E L Division of Emergency Preparedness Ic Engineering 
Response (Post 030103} 03/05/26 Consolidated Edison Co of New 

Vork, Inc. 119pp. 10732 089 24X Fiche. 90-000, 03/09/26, 0309110460. 


B3051 10461 IE Info Notice 83-35, "Fuel Movement W/Control Rods 
Withdrawn at OWRs " 0vc list end. 

JORDAN, E L Division of Emergency Preparedness 4c Engineering 
Rasponse (Post 830103} 03/05/31 Consolidated Edison Co, of New 

York. Inc U6pp 18732 208, 24X Fiche 90-000,03/05/31.0305110461 


8306070029 Responds to lE Bulletin 03-03, ''Check Valve Failures in Raw 
Water Cooling Bys on Diesel Generator ♦’ Raw water cooling 
sys tc check valves not utilized in diesel generator at 
f ac 11 i ties 

HAYNES, J 0 Southern California Edison Co 03/06/03 MARTIN, J D 
Region 5. Office of Director Ip 18739 329 24X 

Fiche 50-361.83/06/03,8306070029 


0305110464 IE Info Notice 83-36. “Impact of Security Practices on Safe 
Operations " Svc list end 

JORDAN, E L Division of Emergency Preparadnsss tc Engineering 
Respotise (Post 030103) 83/06/09 Consolidated Edison Co of New 

York, Inc ll9pp 10930 200 24X Fiche 50-000.03/06/09,0309110464. 


8305110470 IE Info Notice 03-30. “Defective Heat Sink Adhesive 4c 
Seismically Induced Chatter in Relays Within Printed 
Circuit Cards *' Svc list end 

JORDAN, E. L Division of Emergency Preparedness It Engineering 
Response (Post 030103). 03/06/13 Consolidated Edison Co of New 

York, Int llBpp 10920 229 24X Ficha 50-000.03/06/13.0305110470. 


8306090010 IE Info Notice 03-37. “Transfarfflar Failure Resulting From 
Degraded Internal Connection Cables." Bvc list end. 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Rasponse (Past 030103) 83/06/13. Consolidated Edison Cp. of New 

York, Inc 243pp 18921 '001 24X Fiche 90-000,03/06/13,0306070010 


B3062B049B Forwards IE Insp Repts 50-361/03-24 8. 90-362/03-23 on 
830425-0602 No noncompliance noted 

BJBHOPiT W Region 9, Office of Director. 03/06/19. PAPAY, L T. 
Southarn California Edison Co 2pp 19017 295 24X 

Fiche:50-36l, 03/06/ 1 5. 83 0 62804 90 


—0306200511 IE Insp Repts 50-361/03-24 4r 50-362/03-23 on 030429-0602 No 
noncompllance noted Major areas Inepectad: startup test 
programs, including operational safety var 1 fication, power 
ascanslon testing, plant trips tc LER review 
PATEiR J. , CHAFFEE. A E , STEWART. J P, Region 5, Office of 
Director 03/06/14 7pp 19017 297 24X Fiche- 90-361. 03/06/19, 

03O620O49B 


8306200370 Ack receipt of 030916 Itr informing NRC of steps taken to 
corrsct violations noted in IE Insp Repts 90-361/03-13 li 
90-362/03-12. Undarvol tags coll mechanism important Violation 
A cltad properly 

MARTIN. J.B. Region 5, Office of Director 03/06/17. FOOARTY.DJ 
Southarn California Edison Co 3pp 10899- 007, 34X 

Fiche: 90-361, 03/06/17, B30620037B, 


—8306200301 Responds to NRC B3D414 Itr re violations notsd In IE Insp 
Repts 90-361/83-13 4( 90-362/83-12 Item A In notice of 
violation ro eurvelllance testing of reactor trip breaker 
unwarranted. 

raOARTY.D J Southern California Edison Co 03/09/16 

MARTIN, J 8 Region 9. Office of Director 7pp 10079 090 S4X 

Fiche. 50-361, 03/06/17, 0306200370 


0306200946 Forwards IE Insp Repts 90-361/03-19 It 50-362/03-13 on 
030323-0602 It notice of vidation 

BISHOP, T.W Region 5, Office of Director 03/06/17, PAPAY, L. T. 
Southern California Edison Go 3pp 19010 107 24X 

Fiche: 50-361, 03/06/17, 0306280946 


—0306280551 Notice of violation from insp on 030323-0602. 

KIRSCH, 0, F. Ragion 9, Office of Director 03/06/17 7pp, 
19018 112 24X Fiche 90-361, 83/06/17, 8306200946. 


•8306280 561 IE Insp Repts 90-361/83-19 It 50-362/83-13 on 030323-0602, 
Noncompllance noted Inadequate valve sys lineup procedures, 
failure to maintain certain fire protection valves locked 
open It alterations of official records. 

CHAFFEE. A , BTEWART.P , KlRSCM, D F. Region 9, Office of Director. 
03/06/16 Upp 19O10dl9. 24X FI c he: 90-361, 03/06/17, 0306200546, 


8306230211 Responds to IE Bulletin 03-05, "ASME Nuclear Code Pumps It 
Bpare Parts Mfg by Hayward Tyler Pump Co No subj pumps or 
spar# parts In use or planned for use at facility 
HAYNES, J.O Southern California Edison Co. 03/06/20 MARTIN, JB, 
Region 9. Office of Director. Ip 1B?46:340. 24X 

Fiche: 90-361. 83/06/20, 030623021 i 


8308110475 IE Info Notice 03-40, "Need to Environmentally Qualify 
Epoxy Grouta It Baalers, " Svc list end 

JORDAN. E L Division of Emergency Preparedness it Engineering 
Reeponie (Post 830103} 03/06/22. Consolidated Edison Co. of New 

York, Inc. 115pp. 19021:177 24 X FI c he; 90-000, 03/06/22, 83091 10475. 


8309110477 IE Info Notice 03-41, "Actuation of Fire Suppression Bys 
Causing Inoperability of Bafetg-Related Equipment." Svc list 
encl 

JpRDAN, E. L Division of Emergency Preparedness li Engineering 
Response (Pest 030103), 03/06/22 Consolidated Edison Co. of New 

York, Inc, 120pp, 10797:007 a4X Fiche: 90-000. 83/06/22, 03091 10477, 
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B30SUO>»77 IE Info Notict e3'42, “Reactor Mode Switch Malfunctions 
Bvc lilt intl j ^ 

JOfiOAW.Et. Diviflon of Emergency P rejjaredneis & Engineering 
Rtiponit (Poit 630103) 03/06/23, Consolidated Etfimon Co of New 

yqrfc. Inc 116pp 18996 242 24X Fic he 30-000. 33/06/23. 83051 10479 


8305110483 IE Info Notice 03-43, "Improper Sitting! of Intermediate 
Renge (IRl High Flu* Trip Setpointe ** Svc list end 
UORDAN.E L Division of Eaersincg Preparedneti k Engineering 
Reipenee (Poit 030103) 03/06/24 Consolidated Edison Co of New 

York, Inc ll6pp 19046 297 24X Flche 50-000# 03/06/24. 03051 J 04 03 


R Parlodlc operating reports tc related correspondence 


8306210113 LER 03-O46/O3L-O on 030506* roac tor coolant cold lep tvap It 
found outside Limiting Condition for Oporatlon 3^6 Coi/sod 
by personnel failure to properly monitor 8» control Ic ic 
restored to limits W/Q30606 Itr n 

RAY.H B Southern California Edison Co 03/06/06 MrtNTIN, .1 D 
Region 5. Office of Director 4pp 1U9I3 076 I?4X 


0306210352 LER 03-O6O/O1T-O on 830529. hourly Instead of continiinus tiff 
watch established k backup fire suppression equipment in 
place until Zone 5 deluge water spray »ys returned to svc 
Caused by inadequate procedures W/030606 Itr 

RAY. H D Southern California Edison Co 83/06/06 MARTIN* J D 
Region 3* Office of Director 4pp 18714 018 24X 

Flche 50-361 . 83/06/06. 0306210352 


8306160409 Monthly operating fepts for Apr 1983 H/B30513 Itr 

MAYWCATHER.L # RAY. M 0 Southern California Edison Co 03/05/13 
Manageaant Inforaation Sranch i2pp 18664 139 24X 

Fichi 50-361# 03/05/1 3# 8306160489 


9 Reportable occurrences# LERs tc related correspondence 


0306230266 LER B3-051/03X-0 on 030501. cDntql room complex Isalntlflti 
dumper 2/3HV9702 did not close as reRulred on spurious TOIL) 

Caused by dirt on reset relay Relays cleaned W/030610 Itr 
RAY.H 0 Southern California Edison Co 83/06/10 MAHTIN, J D 
Region 5# Office of Director 3pp 18745 083 SAX 
Fiche 50-361.03/06/10. 8306230266 


9306100054 LER 93-030/03L-0 on 030406. CREACUS train B declared 
inoperable for investigation of ground on fan motor ME-419 
Llnitlng condition f-or operation invoked Causad by oily 
reildua on windings Oreaie fittings removed N/030506 Itr 
RAY.H B Southern California Edison Co 83/05/06 MARTIN. J B 
Region 5. Office of Pirector 4pp 10002 119 24X 

Fiche 50-361.03/05/06.8306100054 


03O62BO267 LER 03-O5e/O3L-O on 030514. fai lure of core protactlon 
calculator Channel D indicated by lights on DNDR trip k 
linear power density trip b alarm Caused by mut ti-^purpoae 
acquisition fc control sys Error Code 10 lV/830613 Itr 
RAY.H B# Southern California Edison Co. 83/06/13 MARI IN, J 11 
Region 5. Office of Director, 4pp 17014 102 24X 

Fiche 50-361,03/06/13.8306280267 


0306100098 LER 03-040/017-0 on 830507. containment isolation valve 
MU-099 isafetv injection drain to refueling water storage 
tank) found open Caused by foreman initiating incomplete 
startup procedures W/830523 Itr 

RAY.H B Southern California Edison Co 03/05/23 MARTIN. J B 
Region 5. Office of Director 4pp 10002 262 24X 

Fleh* 50-361,83/05/23.0306100098 


8306200350 LER 83-052/03L-0 on 830524. puros/vant stack radiation 
monitor 2RI-7863 foiled Caused by failure of crystal 
oscillator k input/output board in mlcroproc tstor Cryotal 
oscillator It board replaced U/830614 Itr. 

RAY.H D . RAY.H D Southern California Ediian Co 03/O6/J4 
MARTIN. JB Region 5, Office of Director 3PP 17001 263 
Fiche 50-361,83/06/14.8306280350 


0306100069 LER 03-O4B/OX-O on 030424# pilot flames of trains A 8 0 
toxic gas isolation sys butane/propane monitors experienced 
persistent flame-out Caused by high impurity Isval in 
replacement hydrogen gas Bottle replaced H/B30524 Itr 
RAV,H fl Southern California Edison Co 83/05/24 MARTIN, J B 
Region 5. Office of Director 3pp 18802 178 24X 

Ficha 90-361.83/05/24*8306100069 


8306280252 LER 83-056/03U-0 on 830516r u/p lent in Mode I# core prutecklon 
calculator (CPC) D failed It placed in bypass condition 
Caused by degraded power supp 1 y. probmb ly due to CPC cabinet 
cooling fan bearing failure H/63D6J5 Itr 

RAY.H B Bouthern California Edison Go 03/06/15. MARTIN.J tl 
Region 5. Office of Director 4pp I701S’OC5 24X 

Fiche SO-36i. 83/06/15. 0306200292 


8306100072 RO on 830506. NFP A 72D std not met. due to improper design 
change which eliainatad ebility to dlf ferentlate between 
troubW It alarm signals Design change package will be 
prepared by 830615 to modify circuitry. 

RAY.H 0 Southern California Edison Co 83/05/24 MARTIN. J 0 
Region 5. Office of Director 2pp 18802 181 24X 

Fiche 50-361,83/05/24.8306100072 


8306200273 LER B3-0S0/03L-0 on 030519. d wring survaiUanee tes ling .core 
protection calculator channel C declared inoperable due to 
automatic restarts cxceading numbar allouad for 12 b period 
Caused by intermlttant toisas of power. W/B30615 Itr 
RAY.H B Southern California Edison Co 03/06/19 MARTIW, J B 
Region 5. Office of Director 4pp. 17014 231 24X 

Fiche 50-361.83/06/15.8306280273 


a3061Wll5 ^ B3-<H7/0X-0 on 030427, toxic gas isolation sys train 
dtclartd inopsTShlt 1. subsequent insp revealed battery 
discharged k alarm function defeated Caused by disehargad 
battery supply k aisallgned setpoint. W/030527 Itr 
RAY.H B Southern California Edison Cq 83/05/27 MARTIN. J.B 
Rigion 5. Office of Director 4pp 10802 023 24X 

Fiche 50-361.63/05/27.8306100115 


6306280410 LER 03-044/011-0 on 830210. ravi «w of circuitry mBnociaied 
w/Klrk Key Interlock operation of HPSI pumps 2P017 k 2P0I0 
identified electrical continuity within breaker could result 
in simultaneous actuation of pumps H/630615 Itr 
RAY.H 0 Bouthern California Edison Co 83/06/19 MAnriM.O » 
Region 5. Office of Director 3pp 17001 >332 84X 

Flche 50-361, 03/06/19.8306280410 


0306140604 LER B3-041/07L-0 on 030429. doc umentit ion could not be 
located Indicating operability testing. including testing 
required by Inservice imp V testing program. Camed by 
Inadequate adnlnistrative controls W/830529 Itr 

Co 03/05/29 MARTIN.Jl 

negion 5, Office of Director 4pp 16842*062 sav 

Fiche: 50-361.83/05/29,8306140684 


9306230398 PN0-V-B3-024 on 830616. wh 1 It increasing condenser 
6 resetting trip setpoint, low vacuum tubine trip occurred 
followed by reactor trip from lOOX power. CaU&ad by lou 
primary plant prassure 

ECKHARDT, 3H , KIRSCH. D F Region 5, Office of Director 
Ip 18943 075 24X Flche. 50-361* 03/06/1 6, 8306230370, 


vacuum 


03/06/16 


8306140039 LER a3-049/03L-0 on 030429. amer gene u chiller ai 

failed to st.Tt following invalid ToJS JJuJJd Si ^ 

■lignid H/83060J Itr 

AAY.H B California Edison Co 03/06/01 MARTIN. J fl 

Region 5. Office of Director. 4pp 18038 553 pav 
Flthe 50-361, 83/06/01, 03061 4CX)37; 

B30614O2S0 LER 83-051 /03L-0 on 030501# w/ Unit S in Mah.# l 11 .t * 

B.,lw 9, OMIel”. oliUjCj* ?e033®OM*'®2« ® 

Fiche 50-361.83/06/01,8306140250 ^“^33 014 24X 

0306140007 L£R 03-O45/O3L-O on 030504,1*611. uiArki^A *. 

sys Channel A. reactor trip circuit hrlai^ protection 

F Uh e • 50-361, 93/06/03. 8306 1 40007. ^ 


U. Congressional/Executi ve Correepondenc e 

0306160052 Responds to FOIA request for Ttcords prepared by US govt 
employees re Alliance for Survival, T Carpanter 6/or ongoing 
NRG investigation of fee 1 1 itles. Forwards App A documonts 
Qaarch for addl documents in progress 

FELTON, J M Division of Rules and Records Q3/04/14 CAnPCNlGR*T 
Orange County Alliance for Survival 2pp 10093 032 2AX 
Flche 90-206.83/04/14. 0306160092. 

160569 Forwards Community Energy Action Network 02I01Q Itr k 
Los Angeles Timos article re potential problem w/welds at 
facilities 

KRAHMEREHrC. Office of 

a3?s:;ii.ss;ii2S«2:* 
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MCk^er 50-3&S SAN ONDFRE NUCLEAR STATIONi UNIT 3 


P Ssrurltg* medirali efflergvncy Sc fire protection plane 


830£>070251 FoTUards IE Insp Repts 50~20i/B3-10, SO-361 /Sn*-! 9 tc 
90-362/93-17 on 930411-27 & notice of violation 

BlSHOPiTU Region 5i Office of Director 03/05/16 PAPAY. L. T 
eouthern California Edi*on Co 3pp 18746 090 34X 

Ficfte 50-206.93/05/16*0306070251 


-- 0306070255 i^otlco of violation from insp on 030411-27 

KIRHCH. D F Region 3. Office of Director 03/05/16 2pp 
19746 070 24X Fiche 50-206.03/05/16.0306070251 


— 0306070261 IE Insp Repts 50-206/Q3-JO. 50-361/03-19 S. 50-36a/B3-*17 on 
830411-27 Noncompliance noted failure to install fully 0-b 
ennergencg lighting units in access/egrees routes 
SCOMNi K K Region 5. Office of Director 03/05/11 ilpp 
1G746 092 24X Fiche 50-206.83/05/16.9306070231 


9306160011 Advises that B30323 Rev 9 to physical security plan 
consistent N/10CFR73 21 provisions & does not decrease plan 
effectiveness Changes acceptable 

KNIOlHraN. O.N Licensing Branch 3 93/06/06 DIETCH. R Bouthern 

California Edison Co HaLCOHSE San Diego Oat 6 Electric Co 3pp 
10872 148 24X riche- 30-206, 03/06/06. 0006160011 


G306&20S91 Responds to 830406 Itr re changes to physical security plan 
Changes consistent ur/l0CFR50 54(p> 8. do not decrease 
effectiveness of plan 

KNlDMTaN. 0 U Licensing Branch 3 83/06/10 DIETCH. R, Southern 

Callfarnia Edison Co HOLC0MDE. J C San Diego Oas It Electric Co 
3pp 10740 344 24X Fiche 50-206.83/06/10.9306220291 


0306220294 Responds to 830323 Itr re Rev 2 to guard training t< 

<IUB ] if 1 cation plan Changes consistent bi/lOCFR90 54(p) 

provisions li do not decrease effectiveness of plan 

KNIOHTON.O W Licensing Branch 3 03/06/10 OIETCH. R Bouthern 

California Edison Co HOLCOMBE. J C. San Diego Oas it Electric Co 

3pp IB740 312 24X Fiche 50-206.03/06/10.0306220294 


6306230520 Responds to G30427 Itr re temporary changes to physical 
security plan Changes consistent w/lOCFRSO S4(p) 
requirements 6 acceptable 

KWIOHTON, OW Licensing Branch 3 03/06/10 DIETCH. R Southern 

California Edison Co HOLCOMBE. J C 8an Diego Oas !< Electric Co 
S p p 1 0954 361 24 X Fiche- 50-206. 83/06/10. 0306230520 


&3O6230455 Ack receipt 8. provides evaluation of changes to t/nargancy 
plan Inplementing procedures submitted In 021029 it 031103 
Itrs Changes do not dicraase effectiveness of emergency 
rasponse planning. 

hiDRDEftHAUO. L R Division of Radiological Bafety 4. Bafeguariis 
Program 83/06/20 BASKIN. K P Bouthern California Edison Co, Ip. 
10941 360 24X Fiche 50-206.83/06/20,0306230455 


0 Adjudicatory correspondence 


3306080195 Comments re offsite medical eves, objections to applicant 
motioni to augment record it request for hearing 8. proposed 
1 licensing condition Adequate arrangements for medical sves 
not met. Further hearings required 

KCCLUNO, C E Affiliation Unknown MCCLUNO. C E Flemming. Anderson^ 
HcClung b Finch. 03/06/06 Atomic Safety and Licensing Board 
Panel 7pp 10772 251 24X Fiche, 50-361, 83/06/06. 83O6O0O19& 


G3D6080-2i4 Response to util 030516 motion to augment record, pas i t ion re 
Comnistloii Memorandum b Order CLl-03-10 on offsite medical 
eves b propoead findings of fact Supports motion b proposed 
f Indings. 

VOOLER.D H Hearing Branch 2 03/06/06 Atomic Bafatg and 

Licensing Board Panel 7pp 18771-101 24X Fiche* 50-36L 03/06/06, 

6306000214 


— 6306000216 Affidavit of DB hfatthvus that util ensured appropriate 
proviilofis for medical sves to general public traumati ca 1 1 y 
Injured or contaminated during emergency Prof qualifications 
b Certificate of Bve end, 

MATTHEWB. 0 B, Section B <Pre 020201) 03/06/06 7pp 10771 100. 

24 X Fiche 50-361.03/06/06.0306000214 


0306000157 Order extending time until 030614 for Commission to act to 
review ALAB-717 

CHILK.B, U. Offlcs of the 0ecretary of the Commission 03/06/07 
CcAnJsslDnars. Ip 10772M74. 24 X Fiche- 50-361, 83/06/07, 

0306080157 


0306160635 Order extending time until G3D621 for Commission to act to 
review ALAD-717 

CHILK. S J Office of the Secretary of the Commission 03/06/14 
ComtnissiDtiers Ip 10866 034 24X Fiche 50-361.03/06/14. 

0306160635 


0306210200 Responss opposing GUARD b Carstens 030606 joint request for 
hearing on medical tves iisuss Issue of sufficiency of 
medical resources already litigated Hearing unnecessary to 
obtain authont Icat Ion Certificate of Sve end 

CHANDLER, L J Hearing Branch 2 03/06/17 Atomic Safety and 

Licensing Board Panel 8pp 10915 011 24X Fiche 50-361.83/06/17. 

8306210209 


0306220034 Reply to intsrvenor 030606 briefs on status of medical ives 
issue Further hearings unjustified since Commission already 
ruled on adequacy of onsite medical sves Declaration of Sve 
end 

PIODTT. D R Southern California Edison Co PIGDTT. D R. Orrlck. 
Herrington b Sutcliffe 03/06/17 Opp 13927 173 24X 

Fiche 50-361,83/06/17, B3O622OO04 


0306220187 Affidavit of FK Massey supporting util 830516 motion to 
augment record, authent (eating documents as portions of 
□ range b San Diego County emergency plans. 

MABSEV, F, K Bouthern California Edison Co 03/06/17 Spp 
10926 107 24X Fiche- 50-361. 03/06/17. 0306220127 


J Insurance b Indemnity information 


9306270172 Forwards Endorsements 95,96 b 97 to NELIA Policy NF-146. h 
Endorsements 03.04 b 05 to MAELU Policy tiF-38 b Endorsiment 
30 to NELIA Policy N8-2B2 

ROCCO.O Southern California Edison Co 03/06/13 OINITZ. I 
Antitrust b Ecionoinic analysis Branch (Utility Finance) Bpp 
18991 349. 24X Fiche. 50-206. 03/06/13. 0306270172 


K Utility Final Safety Analysis Report <F0AR) b amends 


0306150002 Amend 32 to FBAR H/030606 Itr 

DIETCH, R Bouthern Ceilfornia Edison Co COTTON, O.D. San Diego Oas 
b Electric Co 03/05/31 DENTON. H R Office of Nuclear Reactor 
Regulation, Olrector 332pp 10B54 001 84X Fiche 90-361.83/05/31. 

8306150002 


0306160275 Forwards Affidavit of five for Amend 32 to FSAR 
MEDFORD, M D , PEMBERTON, H R Southern CaUfornli Edison Co 
03/06/14 KNIONTON.O U Licensing Bronch 3 4pp 18060 173, 24X 

Fldie 90-361.03/06/14,8306160275 


P Operating license stage documents b correspondence 


0306070313 Discusses enhenced surveillance b maint activities of 
reactor trip breakers Tech Spec changes rot appropriate at 
present time 

BASKIN. K P Southern California Edison Co 03/06/03 KNICHTON. C U. 

Licensing Branch 3 2pp 10741*115 24X Fiche 50-361,03/06/03, 

8306070313 


8306080020 Foruiarifs resolution of NRC comments on post-trip/restart 
review procedure, Identify ing procedure changes in response 
to NRC comments in Section III S 7 of BER. 

BASKIN, K.P Southern Ceilfornia Edison Co 03/06/03, KNIOHTON.O. N 
Licensing Branch 3 4pp 18773 001 24X Fiche, 50-361. 03/06/03. 

83060B0020 


8306090498 Requests remittance of Class III fees for 821119,1203 b 
20 Tech Spec amend requests, re shutdown cooling trains, 
turbine overspeed protection b component cooling water loop 
HILLER, W.Q License Fee Management Branch. 03/06/06 DIETCH,R. 
Southern California Edison Co 2pp. 10812*062 24X 

Fiche 90-361 , 83/06/06, 0306090490 


0306130306 Forwards Amend 6 to Topicel Rept SCE-l-A, "OA Program," b 
miscellaneous documents per Final Rule lOCFRSO 54ia) Rept 
supercedes program described in FSAR.App D 

BASKIN. K. P Bouthern California Edison Co. 03/06/09. MARTIN, J.B. 
Region 5. Office of Director Spp 10021:271 24X 

Fiche 90-206. 83/0-6/09. 0306130386. 


—8306130392 Amend 6 to Topical Rept flCE-l-A. "OA Program." 

* Southern California Edison Co 9CE-1-A A06 83/04/30, DOOpp, 

10021:274 24X Fiche 50-206,83/06/09.8306130306 


8306140644 Submits past-accident templing eye <PAB9) progress rept as 
of 830601 PASS outage scheduled for 8306 17-0810. Operator 
tratning course produced two qualified PASS operators 
License Conditions 2 C, (19)i. i b <l7)d,4 satiifled 
BABKIN. K P Southern California Edison Co 03/06/10 KNIOHTON.O. N 
Licensing Branch 3 3pp. 18043 003, S4X Fiche 50-361.03/06/10, 
8306140644. 
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8^06300097 Fdrw^r^t C>*E rftptiii "Oflprsssi/rt z« t Ian & Fei-pon&ee to NRC 
Ouviti ontr Buppl I to ”PR^ of Ef^acts of on 

Otpr»z»uri ration li OHR**^ b **Po«poni>a to Pt^nt'^Spec i f Ic 
Quaiiipni on Dapraitur i ration 4** per 050027 request 
BASKIN. K P SoutAtrn Cellfornle Eifison Ca 1 a3/Q6/S5 KNlOHTON.e U 

Liceniing Branch 3 3pp 19117 OhS S4X Flche: 50-361 1 83/06/22. 
83063(H>057 


— B306300136 Suppl I to CEN“Sa9. "PRA oP Effect* of PDRVs on 
Dtpre tRirriza tlon Ir DNR* Ban Onofre Mucjear Generating 
Station. Unite s 8. 3. <* 

• Coaihirstior Eftgineerlng. Inc GEN-S39 501. 83/06/30 363pp 

19118.083 SAX Flcfie S 0-361. 03/06/ 2S. 8 30 630 00 &7 


^-6306300144 "Reepnnaas to Plant-Spitlf 1 c Oueitian* on Oepressurltat 1 an it 
DHR rOueitlons 6a. 66 . 12. 13a. 13-c li iSd) " 

a doutharrv California Edison Co 83/06/30 37pp 191 19. -086 
24X Flche* W-361. 03/06/22.0306300037. 


Q Impaction repart*. lE Bultatins t. correspondence 


8306160046 PQIA request. on behalf dF EE Kent, far records prepared bq 
US govt fffliployaes re Alliance for Survival. T Carpenter 6/or 
ongoing NRC invest I flat ion of facilities 

CAftPENTER.T Orange County Alliance for Survival 83/03/14 
Office of AifatiTii strati on Ip iGS93>03| 24X FUhe; 90-206. 

83/03/1 4« 8306160046 


830610000? Addl response to FOIA request for docu/nents dtif 830101 or 
after re 8ALP Forwerifs App A doeuaients Bocunants also 
available in PM. 

FELTON. JH Bivislon of Rules end Records 83/04/11 CLARH.A Ban 
Francisco Eiemlner. 3pp, 18018-292 24 X Flc he 50-000.03/04/11. 

030610000? 


—0306100014 Btibfllt* ecKedule for Region V BALF Board meeting s for 
e20?28-e309S3. 

ENOELKEN. R H Region 5. Office of Blrector. 02/03/19 
DCNTON.H. 0 Office of Nuclear Reactor Regulation. Director Ip 
18315 258. 24X Fleh#' 50-000, 03/04/1 1 , 8306100009. 


—8306100036 Bifcutses assignment af 8ALP coordinators for Reactor 
Operatlone Frojecti Branch facilities Coordinators will be 
responsible for preparing input data used b-y board eiemters 
in analyzing functional areas Draft note from 8 Miner end 
STERNBERO. D M. Region 8. Office of Olrecter 82/03/24. Region 
9. Office of Director 11pp. 18G1S>2S7 24X 

FI c h # 5 50-000. 83/04/ 1 1 . 0306100009 


8306160197 Responds to FOIA request for documents re FOJA Request 
82-618 Forwards App A doeumante. Documents 10 6 
partlaUy deleted (ref FOIA Exemption 6) 

FELTON. J.H. OivUion of Rules and Records 83/04/25 OARDE, B P 
GoVirn«int Accduntabilitv Pro/act App, lB8?3‘i25 24X 

F 1 c h e 50-206. 83/04/29. 8306160197 


— B3O616OS00 Foruards FOIA request Rel reeab 1 1 1 ty determinations indicated 
in response Itrs to requester Mo action required 
FELTQN.J M Division of Rules and Records 83/03/24 DlETCff. R. 
Southern California Edison Co- Ip- 10693 129 24X 

FI ch B . 90-206, 03/04/29. 8306160 1 97. 


— 8306160209 Requests disclosure de termination for listed documents 
subj to FOIA Request 02-618 

ORlrtffLEYi D. H Division of Rules and Record*. B3/02/O7 
ALEXANDER,! Region 9. Office of Director 2pp. 18693' 140. 24X 

FI Che. 90-286. Q3/D4/25, 0306160197. 


— B3C6160218 Forwarde documents re B Darde FOIA request, on behalf of 
E£ Kent, for documents regarding 821120 IE rapt ''Special NRC 
Imp of Ben Onofre 1.2 fc 3 {FDrA-02-'610) W/a end 
FORTUNA.R, A Office of iTives + Igatlon. 03/01/24, (TARR.J C. 
Division of Rules and Records. 3pp. 18893 150 24X 

Flcht. 90-206,63/04/25. 8306160197. 


—6306160223 Request disclosure determination for document originated by 
ofc re FOIA Requeet 82-610 by noon 830119. 

CARR/J, C Division of Rules and Record*. 03/01/12 t|IL80Ni U. 
Office of Nuclear Reactor Regulation. Director. app 10893; 157 
24X FI cha; 50-206, 03/04/29, 8306160197 


— 9306160830 eubmlt* li*t of Region V Dfc of Investigation Fils Serial* 
26-48. X8ON0&-Alleg»tlonB Re:Me]dlng of Piping by EE Kant, 

Gji# 9-82-021. Serial s 1-25 previously provided in response 
to FOIA Request 02-920. 

BHACKLETDM. 0, C. Office of rnvestiflation. 03/Oi/O3. FDRTUNA.R.A. 
Office of Invastigatian. 3pp, i0093 M59. 24X 

Fiehe: 50-206. 83/04/29. 0306160197. 


— 8306160843 Forwards list of documents evailabls at Region V re B Osrir 
FOlA Requeet 88-618 on EE Kent behalfi for document* 
concerning 021120 IE rapt "Special NRC Insp of Son Onofro 
1.3 6 3. *» 

ALEXANDER. I Region 9. Office of Director B3/12/2G REE0,CA 
Division of Rules end Record* 3pp 18093 162 34X 

Flche 50-206,83/04/25,0306160197 


' — 8306160253 Foruiards DC Shactleton 821109 memo transmitting docuecnti. 
iubj to FOIA Request 82-526 Review of Document* 1,2.10 & 19 
by Region 9 recommended Gonf identiel i ty not sought by 
EE Kent 

FORTUNA.R A Office of Investigation 62/12/10 CARR. J C 
Division pf Rules and Records ip 18893 165 24X 

FI the 50-306,03/04/25, 6306160197 


— 3306160263 Forward* li«t of document* reaponsive to FOIA Request 
82-528 re EE Kent allegations concerning facilities from Oct 
1900 to present Region V not aware of allagetion until Oct 
1902 

SHACKLET0N. □ C Region 5, Office of Director 02/11/09 
FQRrUNA.R A Office of Investigation 5pp 18893,166 24X 

Fiche 50-a06iG3/p4/25, 8306160197 


—8306160276 Requests Info responsive to FOIA Request 83-936 for 
doci/ments rs EE Kent allegation* concerning facilities from 
Dct 1900 to present be forwarded to Dlv of Rules Record* 
by 821116 

CARR, JC Division of Rules and Records 62/11/04. KIKE. C 
Director's Office. Office of Inspection and Enforcement. Ip 
10093 171 24X FI Che 90-206, 83/04/25, 8306160197 


— 0306160201 Forward* list of documents responsive to FOIA Request 
re EE Kant allegation* concerning facilities from Oct 1960 
to preaent, per B2tl04 memo Related info end 

ENOEUKEN.R.H Region 5, Office of Director 62/11/17 CAflft.JC 
Division of Rules and Record* Spp 10093 174 24X 

Fiche 50-206,03/04/25,0306160197 


— 8306160301 Foruiards FOIA Request 02-618 for documents re D21 130 IB rt^l 
"Bpecial NRC Insp of Sen Onofre 1.2 6 3” Document* 
reiponiive to request should be forwarded to Dlv of Rules tr 
Records by 030104, 

CARR.J.C. Division of Rules and Records 82/12/22 FORTUWA.R 
Office of inspector l< Auditor Ip. 18893 195, 24X 

Flch* 50-306,83/04/29,8306160197 


6306160070 Addl response to FOIA request for records prepared by U9 
govt employaes re Alliance for Survival.! Carpenter 6/or 
ongoing NRC Investigation of facilities, IE Insp Repts 
50-206/82-31,50-361/82-31 6 50-362/02-27 avelleble in PDR 
FELTON, J.M. Division of Rule* end Record* 03/04/20 CARPENTER,!, 
□renge County Alliance for Survival, 2pp 10892 338 24X 

Flche. 50-206, 03/04/29. 0306160070 


8306070240 Forwards IE Xn»p Repts 90-206/83-13,90-361/83-21 A 
30-362/03-19 qn 030401-29. No noncompl lance noted 
BISHOP. T N Region 5, Office of Director 83/05/13 PAPAYi L T 
Bouthcrn California Edison Co, 2pp. 10746 047 24X 

Flcha > 50-206. 83/05/13, 8306070240 


—0 306070244 IE Insp Repts 50-206/03-13, 5(J-36 1/83-21 fc 90-362/03-19 on 
630401-29, Md none omp 1 lance noted Haior areas inspected plant 
operations during long-term shutdown, month ly maint fc 
surveillance activities 8. LERs. 

MILLER.L , KJRSCH.D F Region 9, Office of Director 03/05/12 
Spp 18746 049 24X Fi che' 50-206, 83/05/13, 8306070240 


0306070333 Forward* IE Insp Repta 50-206/83-08,50-361/83-17 & 
90-362/83-20 on 030329-0406 No noncomp Hence noted 
BDOK.H. E, Reglfln 5. Office of Director 83/05/13 PAPAY, L T. 
Bouthern California Edi«on Co 2pp 18741:077 24X 

Ft Che, 50-206,03/05/13, 0306070333. 


—8306070339 IE Inap Rapt* 50-206/63-06,90-361/83-17 6 50-362/83-20 on 
830329-0406 No noncampl lance noted Major area* inepec ted lab 
OA program. Including Independent confirmatory meesurements 
re Region V mobile lab, 

HAMADAiO. H , TEMPLE. O.M . OARCIA.E Region 5. Office of Director 
83/09/12 lOpp, 10741:079 24X Fiche: 50-206, 83/05/13. 8306070333 


8306070361 Forwards IE Insp Repts 50-361/83-22 it 90-362/83-2 J on 
030326-0422 No nonconp 1 lance noted. 

BISHOP. T« Region 9, Office of Director. 63/05/13. PAPAY, L T, 
Southern California Edison Co 2pp. 16742' 110. SAX 
Flch#' 50-361, 03/05/13, 0306070361 


—0306070360 IE Inap Repte 50-361/83-22 it 50-362/03-21 on 030326-0422. No 
noncompl lane a noted. Major area* Inspected operational safety 
verification I. LER review 

PATErR.vl. , KIRSCH. D.F Region 5, Office of Director. 83/05/13 
App. 10742:112 24 X Fiche. 50-361. 03/05/13, 8306070361. 
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B30&.070251 Foruards IE Insp Repts &0'‘206/83-10« 50*^36 1/B3- 19 U 
50-362/03-17 on 830411-27 Sc notice of violation 
atSHOP«T W Region S< Office of Director 83/05/16 PAPAYi L T 
Southern California Edison Co 2pp 10746 088 24X 

Fi c h tt SO-206. 83/05/ 16i 8306070251 


— 9306070255 Notice of violation from insp on 830411-27 

KIRSCHiD F Region 5> Office of Director 83/05/16 2pp 
18746 090 24X Fich* 50-206,83/05/16.8306070251 


— 8306070261 IE Insp Repti 50-306/83-10,50-361/83-19 Sc 50-362/03-17 on 
830411-27 Noncofflp 1 lance noted failure to Install fully 8-h 
emergency lighting units in access/egress routes 
8C0WN.K H » K1R8GH. D F Region 5, Office of Director 83/05/11 
llpp 18746 092 24X Flche 50-206, 83/05/ 16> 8306070251 


S3060'10159 Ack receipt of 630516 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-361/83-14 8i 
50-363/83-14 

GOOKi H> E Region 5, Office of Director 83/05/25 PAPAY, L T 
Southern California Edison Co Ip 18673 046 24X 

Fiche 50-361,83/05/35/8306010159 


— B306010164 Responds to NRC 830418 Itr re violations noted in IE Insp 
Repts 50-361/83-14 Sc 50-363/83-14 Corrective actions release 
procedure* revised, reciuiring observance of monitor response 
Sc ifeeign change package ALARA revieu criteria strengthened. 

FOOARTV, 0 J Southern California Edison Co 83/05/18 

MARTIN, J D Region 5, Office of Director 6pp 18673 047 24X 

Flche 50-361,83/05/25,8306010159 


8305110458 IE Info Notice 83-32, "Ruptured Am-24i Sources Contained in 
ifall Logging Device " Svc list end 

TAYLOR, J.M Division of Safeguards !< Inspection Programs <Post 
630103K 83/05/36. Consolidated Edison Co of Neur York, Inc 
l2Spp 18831*043 24X Fiche, 50-000, 83/05/36, 8305110458 


B309110460 IE Info Notice 83-34, **Event Notification Info Worksheet *• 
Svc list end. 

JORDAN, E L Division of Emergency Preparedness Sc Engineering 
Response (Post 830103) 63/05/26. Consolidated Edison Co of New 

Vorkr Inc llSpp 18732*085 24X Fiche 50-000,83/05/26,8305110460 


8305110461 IE Info Notice 83-35, 'Tuel Movement N/Control Rods 
Utthdrawn »t DURs. Bvc list end 

JORDAN, E, L Division of Emergency Preparedness Sc Engineering 
Response (Post 830103) 83/05/31, Consolidated Edison Co of Neu 

York, Inc li6pp 18732*208 24X Fiche 50-000,83/05/31,0305110461 


9306070029 Responds to IB Bulletin 83-03, "Check Valve Failures in Raw 
Hater Cooling 8ys on Diesel Oentrator. " Rau water cooling 
sys & check valves not utiliied In diesel generator at 
fadlitJes 

HAYNES, J G Southern California Edison Co 83/06/03 MARTIN, J B 
Aegion 5, Office of Director Ip 16739.329 24X 

Fiche 30-361,83/06/03,0306070029 


6305110464 IE Info Notice 83-36, "Impact of Security Practices «n Safe 
□ peratLons " Svc list end 

JORDAN, E L Division of Emergency Preparedness Sc Engineering 
Response (Post 830103) 83/06/09 Consolidated Edison Co of New 

York, Inc. Ii9pp 18830 200 24X Fiche 50-000,83/06/09,0303110464. 


6305110470 IE Info Notice 63-38, "Defective Heat Sink Adhesive «c 
Seismlcally Induced Chatter in Relays Nlthin Printed 
Circuit Cards," Bvc list end 

JGRDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103} 83/06/13 Consolldeted Edison Co of New 

York, Inc llBpp 18920 225 24X Fiche. 50-000, 83/06/ 13, 03051 10470 


6306090010 IE Info Notice 83-37, "Transformer Failure Resulting From 
Degraded Internal Connection Cables." Svc list end 
JORDAN, E L. Division of Emergency Preparedness 8c Engineering 
Response (Post 030103). 03/06/13 Consolidated Edison Co of New 

York, Inc 243pp. 18921 001 24X Fiche* 50-000, 83/06/13, 0306090010 


8306280498 Forwards IE Insp Repts 50-361/83-24 it 50-362/83-23 on 
030425-0602 No none ompl lance noted. 

BISHOP, T U. Region 5, Office of Director. 63/06/15 PAPAV, L. T. 
Bouthirn California Edison Co. 2pp. 19017 295, 24X 

Fiche; 50-36 1 , 83/06/ 1 5, 0306280498. 


—0306260511 IE Imp Repts 50-361/63-24 8( 50-362/63-23 on 630425-0602 No 
noncompl lance noted. Major areas Inspected startup test 
programs, including operational safety verification, power 
ascension testing, plant trips 8t LER review, 

PATEiR J. , CHAFFEE, A. E. • 6TENART, J. P. Replan 5, Office of 
Director. 83/06/14 7pp, 19017; 297 24X Fiche; 50-361. 63/06/15, 

0306280490. 


0306200370 Ack receipt of 030516 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-361/63-13 Ic 
50-362/03-12 Undervoltaga coil mechanism Important. Violation 
A cited properly, 

MARTIN, J B Regien 5, Office of Director 83/06/17 FOOARTY, D J, 
Southern California Edison Co 3pp 16899,007 24X 

Fiche 50-361,03/06/17,8306200378 


— 83062003B1 Responds to NRC 030414 Itr re violations noted in IE Insp 
Repta 50-361/83-13 6 50-362/83-12. Item A in notice of 
violation re surveillance testing of reactor trip breaker 
unwarranted 

FOGARTY, D J Southern California Edison Go 83/05/16 

KARTIK, J D Region 5, Office of Director 7pp 10B99'O9O 24X 

Fiche 50-361,83/06/17.0306200370 


0306280546 Forwards IE Imp Repts 50-361/03-15 tt 50-362/83-13 on 
030323-0602 tt notice of violation 

BlSHOPrT. W Region 3, Office of Director 83/06/17 PAPAY, L T. 
Boatharn Gallfornla Edison Co, 3pp. 19016* 109 24X 

Flchs 50-361,83/06/17,6306260546 


— 8306200531 Notice of violation from insp on 630323-0602 

KIR8CH, 0. F. Region 5, Office of Director 83/06/17 7pp 
19010: 112 24X Fiche 50-361.03/06/17,8306260546 


•8306280561 IE Insp Repts 50-361 ,^83-1 5 I, 50-362/83-13 on 030323-0602, 
Noncampliance noted, Inadettuate valve syt lineup procedures, 
failure to maintain certain fire protection valves locked 
open It alterations of official records 

CHAFFEE, A , STENART, P , KIR6CK, D. F Region 5, Office of Director. 
B3/06/i6 llpp. 19010.119 24X FI chs ■ 50-361, 03/06/17, 6306280546. 


0306230211 Responds to IE Bulletin 83-05, "ASHE Nuclear Code Pumps Ic 
Spar# Parts Iffg by Hayward Tyler Pump Co " No subj pumps or 
spar# parts in usa or plannsd for us* at facility 
HAYNEB, J.O aouthern California Edison Co 83/06/20 MARTIN, J B 
Region 5, Office of Director. Ip. 18946*340 24X 

Fiche 50-361 , 03/06/20, 830623021 1. 


0305110475 IE Info Notice 63-40, "Need to Environmentally Qualify 
Epoxy Grouts Sealers." Svc list end. 

JORDAN, E L Division of Emergincy Preparedness tc Engineering 
Response (Post 630103) 93/06/22 Consolidated Edison Co. of New 

York, Inc. Il5pp 19021.179 24 X Fi che* 50-000, 83/06/22, 6305110475. 


8305110477 IE Info Notice 63-41, "Actuation of Fire 6upprssslan 8ys 
Causing Inoperabilttv Safety-Related Equipment " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness tc Engineering 
Response (Post 630103} 63/06/22. Consolidated Edison Co, of Nsw 

York, Inc 120pp. 10997:007 24X Flchs; 50-000, 83/06/22, 83031 10477, 


0306240002 Application to amsnd License NPF-15, author! ling full-power 
operation on 030819. 

DIETCH, R, Southern California Edison Co. 83/06/22 DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. Ip. 18961’ 309. 24X 

Fiche. 50-362, 83/06/22, 6306240002 


8305110479 IE Info Notice 83-42, "Reactor Mode Switch Kalfuncti one. " 
6vc lilt end. 

JORDAN, E. L. Division of Emergency Preparedness ft Engineering 
Response (Post 830103 ) 83/06/23 Consol Idated Edison Co. of Nsw 

York, Inc. 116pp 18996’ 242 24 X Fl che: 50-000, 63/06/23, 0305110479. 


8305110483 IE Info Notice 83-43, "Improper Bettings of Intermidiate 
Range (XR) High Flux Trip Setpoints " 8vc list end. 

JORDAN, E. L. Division of Emergency Preparedness t( Engineering 
Response (Post 830103} G3/06/24 Consolidated Edison Co of Nsw 

York, Inc. It6pp. 19046:297. 24X Fi che: 50-000, 63/06/24, 8305110483 


R. Periodic operating reports B, related correspondence 


6306160489 Monthly operating rapti for Apr 1963 U/830313 Itr. 

HAYNEATHERiL , RAY, H. B Southern Cellfornla Edison Co. 63/06/13 
Hanagsmant Information Branch. 12pp 16B64 139. 24X 

Fiche* 50-361 f 83/05/13, 8306160489. 


S. Reportable occurrencis, LERs Ic related correspondence 


9306100072 RO on 630506, NFP A 72D std not met, due to improper design 
change which eliminated etllity to differentiate between 
trouble (fa alarm elgnal s. Design change package will be 
prepared by 830615 to modify circuitry 

RAY,H,D. Bouthern California Edlion Co. 63/05/24 MARTIN, J B. 
Region 5, Office of Director. 2pp, 18802 IBl. 24X 
Fiche. 50-361, 03/05/24, 8306100072. 
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B30&J40239 RO B3'034 on 830527, qyali^ifd lafotv parameter display lys 
to ojirata during cooplttion fc aaint inadequate 
cort cooling inttruntntation Caused by shorting of pouer 
cable due to abrasion 

RAYiH 8 Southern California Edison Co 03/05/31 MARTIN. J B 
Region 9. Dffice of Director 2pp 18833 001 24X 

Flche 50-362.83/05/31.0306140237 


B306330467 LER 03-Ol3/O3l_-O on 030507. partial disengagement of rod-end 
bushing on mechanical ehock snubber identified Caused by 
bearing aiseably not properly secured Snubber riuorked W/ 

830608 Itr 

RAY.H B Southern California Edison Co 03/06/00 MARTIN. J B 
Region S. Office of Director 4pp 10741 336 24X 

Fiche 50-362.03/06/08.8306230467 


8306230369 UER G3-038/03L-0 on 030511. spray sys protecting cable tunnel 
Section 3 declared inoperatile when internals to deluge panel 
3TSM8751 found corroded Caused by water intrusion due to 
laproper closure of panel U/030610 Itr 

RAY.H B Southern California Edison Co 03/06/10 MARTIN. J B 
Region 5. Office of Director 3pp 18744 132 24X 

F 1 c h ♦ 50-362. 03/06/10. 0306230369 


U- Congre sf ional/Eiecutive Correspondence 


^H 3 nA 09020 e Public version of Efliorgencg Plon Admi n I n trail v# I'roceduT* 
?w?! 93 - 0477 . “On-col 1 B^hedulo " OchoduU uii 1 1 Uo filed 
^/Procedure PNP-O-EIP -0 W/fl 3051 1 Ur 

SI^SpEThTb Al.bom. Poi^or Co 03/05/11 10009 KtO 


0306090329 Ac k receipt of 030410 Ur inforinlng NRC oP etepe tnhen U 
correct violations noted in IE, Bofeguaidn Inap f?optB 
30-348/03-07 50-364/S3-O3 

LFUiR fl C i>iviaion of Project Resident Progromti Ol/OA/OA 
HCDONAl-0' R P Alobafno Powor Co i^PP 1R/9D 070 JMX 


—0306090332 Responds to NRC 030323 Itr re violet ioijs noted In tl" 
Safeguards Insp Rapts 50-348/03-07 U DO'-364/03-O!> CorroctAv# 
actions withheld ^ ^ . „ 

CLAVTOMi F L Alabanta Power Co 03/04/18 LlIldI3. H C Hogion ■?. 
Office of Director Ip 18795 072 24X Tlcho flO-340. OJ/OA/Oi. 


0306160027 Releasee public version of rovlsed emorflonctf plflti 
implementing procedure 

FELTON. J M Division of Rules and Records 03/O6/OA DotliMfnI 

Management Branch Ip 18072 295 24X Tiche 50-34 tl. 83/06/0#.. 

0306160027 


8211160965 Forwards Community Energy Action Network 021010 Itr fc 
Loi Angeles Tlmis article r* potential problen w/welds at 
facilities 

CRANSTON. A Senate 02/10/29 KRAHMERER. C Office of 
Congriisional Affairs Spp 10093 056 24X Fiche 50-206.03/04/14. 

6306160052 


—8306160032 Public version op Rev tl to nmnroency Plnn Imp I emin n t * n j 
Procedure FNP-CI-ElP-4. ''Chemistry Mrolth Physics tiupport 
to Emergency PI on " W/B3O024 Itr 

HUDSPETH. J fl Alabama Power Co P3/0D/i9 lOpp 18872 2V#» 
Fiche 50-340.03/06/06.8306160087 


POCKET 50-364 JOSEPH H FARLEY NUCLEAR PLANT. UNIT 2 
F Sicurlty. medical, emergency Ir fire protection plane 


0306210363 Releases public version of reviiod emergency plnn 
Implementing procedure 

FELTON, J M Division of Rules and Records 03/06/a/i Dnc u«enl 
Management Branch tp 1B937 097 24X Fiche 50-34D. 83/0A/O6. 

0306210363 


0306090319 Forwards IE Safeguards Insp fiepts 90-340/83-07 It 
30-364/03-05 On 030227-0303 It notice of Violation Rept 
details It notice of violation withheld (ref 10CFR73 21). 

LEWIS, R C DWition of Project fc Resident Programs 03/03/23 
MCDONALD, R P Alabama Power Co 2pp 18793 112 24X 

Fiche 50-340. 03/03 /23. 0306070319 

5«^*SU»rdf Insp Rept I 90-340/03-07 U SO-364/03-05 on 
630227-0303 Noncomp 1 lance noted failure of vital area 
alarms In access mode to indicate tamper Details withheld 
(ref 10CFR73 211 

MOORE. D E Region 2. Office of Director 83/03/23 Ip 
10799 114 24X Fiche 30-340.83/03/23.0306090319 

0306020570 Comments on NUREO-0737. Item III A 2 1, “Emergency 
Preparedne 11 . Upgrade Emergency Plans to App E. 10CFR50 " 

Onsite It offsite emergency preparedness adequate Item 
closed 

ft««ttors Branch 1 83/05/24 CLAYTON, F L 

BM6O2057r*’' B3^05''24. 

Safeguerdi Insp Repts 50-348/83-14 6 
n? noncomp 1 lance noted 

MCDONALD ft P I Resident Programs 03/05/26 

nuEXMALD.R. P Alabama Pouer Co 2ps 18682 150 24X 

Fiche 50-340.83/05/26,0306010332 ” ^ 

50-340/03-14 It 50-364/03-12 on 
inspected ilt* 

SSr?;! " *" 

.1." 

Nan.iiMni imo? $29 ** 2 SI''Fi OocUMnt 

0306070204 ^ »29 24 X Fiche 50-340. 03/06/01. 


— 8306210365 Public version op Rev 12 ta Cmorgency Plrtn Implamen 1 1 ng 
Procedure FNP-O-ElP-9. "Radiation Exnosure Estimotlon It 
Classification of Emergencies “ Receipt form end 
N/030421 Itr 

HUDSPETH. J D Alabama Power Co 03/04/14 GfAice of NuclyAr 
Reactor Regulation. Director 130pp 18937 09Q 24X 

Fiche 90-340,63/06/06, 8306210363 

6306290170 Act receipt of S3060B Itr inPormlTiB MAC of ■fctfps talen to 
correct violations noted in IE Insp Renta 90-346/03-09 l< 

90-064/03-07 

LEHI8.R C Division of Project t< Reiitlont Hrogroflis 83/06/16 
MCDONALD, R P Alnbama Power Cp 2pp IVOSA 095 34X 

Fiche 50-348.83/06/16,0306290190 

8306290207 Responds to NRC 830510 Itr re violAtlons noted li> IF lr«p 
Repts 50-348/83-09 l< 90-364/83-07 Corrective act lain 
personnel instructed to close fire doors unlesa fire watch 
** preventive maint program updated 
CLAYTQN.F L Alabama Power Co 03/06/0Q LEWIfl, FI C Region 2. 
°JJ^|«j|gOlrector 4pp. 19096 097 24X Fichu 00-348,03/06/16. 

—0306290222 IE Insp Repts 90-348/83-09 it 90-364/03 -O/ nil 030306-0410 
Noncompliance noted failure to follow callbr «< rwcucle 
procedures & Tech Spec requirements for fire door* & 

Inadequate 

1705 a°ioa” Office of Director. 03/O»/06 lOpji 

17056 104 a4X Fiche 50-340,03/06/1^.0306290190, 

^ stag* documents «< correspondence 

of post-trip review procedures tp hi modlflrd 
feiiQwing review of results of NUREO- 09/7 (Ealein eve^nii h 

Siihjj 30 

CLAYTON. F L Alabama Power Co 03/09/24 
Nuclear Reactor Regulation, Director In 
Fiche 50-348.03/03/24,0306010331 ^ 


ays 

VAROA, a A 
10601 270 


Office pf 
24X 


^^Ti?olu?itin'^J/^Bactor**Dr?t^^l? Informing NRC of cqeimltment fqr 

Alabama Powe^'^cS 03/09/25. CLAYTON. F I 

8306020036 ' 18702 324. 24X Fiche. 90-343, 83/09/25. 

f for 081119 ..pllcBlIo 
deiign, ■*fety-related masonry wnil 

AlibaSi”pLar''co*^’*p^”l27S5®J3r’* 83/09/26. CLAYTON, F 1. 

0306020030 iB70a.332 24X Fiche 90-364,03/09/26, 



DOCKETED ITEMS 


231 


^30^010456 Application for Amend to OL; proposing one-time Tech Spec 
4 3 4 2a & 3b change to uaive turbine valve tenting during 
rejnainder of current fuel cycle Approval of 021OOQ request 
to delete Tech Spec 3/4 3 4 negates one-time change request 
ClAYraNiP L Alabama Pouter Co 83/05/27 i/AROA. S A Office of 
Nircloar Reactor Regulation! Director 3pp 18674 250 
FjchO 50-364, 03/O3/27i 8306010426 


*--8306010429 Proposed one-time change to Tech Spec 4 3 4 2o & 2b uaiving 
turbine valve testing during remainder of current fuel 
cycle 

e Alabama Power Co 03/05/27 Hgp 18674 253 24X 

Flche 50-364, 03/05/27. 0306010426 


9306060115 Appeals NRC 830429 decision that no basis exists for 
rfeletlng tur-bine valve testing requirements NRC conclusion 
not factually based Interim relief frnm Tech Spec 3/4 3 4 
requested Detailed comments submitted 

CLAYTON, F L Alabama Pouier Co 83/05/31 VAROA, S A Office of 
Nuclear Reactor Regulation, Director Spp 18719 077 24X 

Fichtf SO-364. 83/05/31, 83060601 15 


B306D60201 Submits status schedule re design changes, test procedures 
6 confirmatory life program for DS'-416 reactor trip 
breateraiper 630510 Itr & 830531 comotitment hfaint program 
wilt be fliodifiod upon completion of 6-month test program 
CLAYTON, F L Alabama Power Co 03/05/31 VAROA, B A Office of 
Nuclear Rractor Regulation, Director 4pp 18727 324 24X 

Fjche 50-348,03/05/31,0306060201 


O Inspection reports, JE Dulletins ^ currespondance 


8306090317 Forurards IE Safeguards Insp Repta 50-348/03-07 & 
50-364/83-03 on 830227-0303 & nptlce of violation Rept 
details t, notice of Violation withheld (ref 10CFR73 211 
LEUIS, 0 C Division of Project & Resident Programs 63/03/23 
MCDONALD, R P Alabama Power Co 2pp 18795 112 24X 

F 1 c h e 50-340, 83/03/23, 030609031 9 


— 8306090324 IE Safeguards Insp Repte 50-340/03-07 & 60-364/83-05 on 
030237-0303 Noncompliance noted failure of vital area 
alarms in access moda to indicate tamper Details withheld 
iTof 10CrR73 21) 

MOORE. 0 E Region 2, Office of Director MCOUIRE, D. R Division 
of Emergency Preparedness tt Materials Safety 03/03/23 ip 
18795 114 34X Riche 50-340,03/03/23,0306090319 


G306140473 Forwards IE Insp Repts 50-348/03-12 Zt SO-364/03-lO on 
830421-22 No noncomp 1 ianca noted 

VERRELLIjD M Divialon of Project Sc Resident Programs 03/05/16 

MCDONALD, R P Alabama Power Co Spp, 18034 326 24X 

Flche 30-340,83/03/16,0306140473 


— 8306140477 IE Insp Repts 5O-340/B3'‘12 6 50-364/03-10 on 03O42t-22 No 
noncomp Hanc e noted Major areas imp acted. 1 ictniae program 
for keeping radiation exposures ALARA 

DED8, 0 T , MPSEY,C. M Region 2, Office of Director BARR, K P 
OlvlsiDn of Enginaering 6 Radiological Safety Programs 83/05/12 
7pp 10034 320 24X Flche 50-340,83/05/16,0306140473 


8306070326 Forwards RC8 pressure isolation valve leakage results 
performed during first refueling outage, in response to 
320810 8c J323 reiiuBsts Valve disassembled 8c Inspected Loose 
corrosion products may have prevented closure 

CLAYTON, F L Alabama Pouier Co 83/06/03 VAROA, 0 A NRC - No 
Detailed Affiliation Given 4pp 18741 111 24X 

Flche 50-364 , 83/06 /03, 0306070326 


8305110490 IE Info Notice 03-32. "Ruptured Am-241 Bources Contalneif in 
Nell Logging Device ■" Bve list end 

TAYLOR, J M Division of Bafeguardi Ic Inspection Programs (Poet 
030103) 03/05/26 Consolidated Edison Co. of New York, Inc, 
12Spp 1C03I 043 24X Flche 50-000, 03/05/26, 03091 104SB 


8306140610 Requests that util previous date of 030901 for approval of 
proposed amend to Tech Spec 3/4 1 3 re movable control 
assemhlief be advanced to 83071S due to increase In control 
rod igs events 

CLAYTON, F L Alabama Power Co 03/06/03 VAROA, 8 A Office of 
Nuclear Reactor Regulation, Director 2pp 10042 077 24X 

Fiche 30-348,03/06/03,0306140610 


9306130429 Application for amend to Licenses NPF-2 & NPF-0, chang ing 
Tech Specs re operating personnel, per NUREO-0737, Item 
r A 1 3 b Generic Lire 02-02 8, 02-12, to incorporate current 
practices 

CLAYTON, F L Alabama Power Co 03/06/06 VAROA. S A Office of 

Nuclear Reactor Regulation, Director 3pp 10021 223 24X 

Fiche: 90-348, 03/06/06, 0306130429 


— 9306130442 Proposed Tech Specs re use of overtime for operating 
personnel 

e Alabama Power Co 03/06/06 3pp 10021 226 24X 

Fiche 50-340. 83/06/06, 0306130429 


B306140993 Commits to addl action items associated u/Nestinghauee 
reactor trip breakers, Model DS-416, baoed on 030602 telcon 
Only replacement undervoltage trip attachments ur/retord of 
25 cycles will be used. 

CLAYTON, F L Alabama Power Co 03/06/06 VAROA, 8 A Office of 
Nuclear Reactor Regulation, Director 3pp 18844 153 B4X 
Flche: 50-340, 83/06/06. 0306140593 


B3O616027Q Faruards status of all licensing items identified xn util 
830113 Ur 

CLAYTON. F L Alabama Power Co 83/06/10 VAROA, 0 A Office of 

Nuclear Reactor Regulation, Director 7pp 10060 177 24X 

Flche. SD-348, 03/06/10, 0306160278 


0306230370 Application to amend Licenses NPF-2 6 NPF-0, deleting Tech 
9pcc requirement for river water sys surveillance it eve 
water bldg battery sys discharge test during shutdown 
i:t.AYTON, F.L Alabama Power Co 03/06/20 VAROA, 9. A Office of 
Nuclear Reactor Regulation. Director, Dpp 10943 247 24X 

riche 50-348, 83/06/20, 0306230370 


— 8306230382 Proposed Tech Spec changesi de 1 otlnp requirement for river 
water sys eurveil lance 6 sve water bldg battery sys 
discharge test during shutdown 

« Alabame Power Co. 03/06/20 9pp 10943 249 24X 

Flche. 50-348, 83/06/20, 8306230370 


8306010332 Forwards IE Safeguards Insp Repts 30-340/03-14 t 
90-364/03-12 on 030309-13 No noncompliance noted 
VERRELLI. D Division of Project it Resident Programs 83/09/26 
MCDONALD, N P Alabama Power Co Spp 1060S 150 24X 

Fiche 50-340,03/05/26,0306010332 


— 0306010333 IE Bafeguardi Insp Repte 50-340/83-14 6 50-364/03-12 oh 
030507-13 No noncompliance noted. Major areas inspeetedt f ite 
or ien tat ion* securt tg organ! lation-eigt, per sonnel I, response, 

Details withheld (ref 10CFR7a2i} 

HALL.O L Region 2. Office of Director MCOUIRE. D R Division of 
Emergency Preparedness 8, Materials Bafety 83/05/24 Ip 
10682 152 24X Fiche 30-340.03/05/26.0306010332 


8306140645 Forwards IE Inep Repts 50-348/83-11 it 50-364/03-09 on 
030418-22 No none omp 1 lance noted 

V£RR£LLI,0,M Divlsldn of Project & Resident Programs 03/05/26. 

MCDONALD. R P Alabama Power Co 2pp 10041 242 24X 

Flche 90-340.03/03/26, 0306140645. 


—0306140655 IE Insp Repts 90-340/03-11 it 90-364/83-09 on 030410-22 No 
noncompliance noted Major areas Inspected emergency 
preparedness 

MARBTON. R R Region 2. nffice of Director JENKINS, 0 R Division 
of Emergencij PreparedneiB 6 Materials Bafety 03/03/24 6pp 
10841:244 24X Flche 90-340,03/09/26,0306140649 


0305110461 IE InfQ Notice 03-39. 'Fuel Movement N/Control Rods 
Withdrawn at BURs " 8vc list end 

JORDAN. E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 03/09/31 Consol Idated Edison Co. of New 

York* Inc 116pp 18732 200 24X Flche 50-000.83/05/31,0309110461 


8306140071 Responds to IE Bulletin 02-02, "Degradation of Threaded 
Fasteners in RCPB of PUR Plants " Malnt t OA measures 
Implementad Listed closure connection threaded fasteners 
opened for component insp/neint 

CLAYTON, F U Alabama Power Co 03/05/31 O^REILLYiJ. P Region 2, 
Office of Director. 3pp 10038 261 BAX Fiche- 50-340, 03/05/31, 
8306140071 


0306090329 Ack receipt of 030418 Itr informing NRC of stepe taken to 
correct vinlations noted in IE Safeguards Insp Repts 
90-348/03-07 it 50-364/03-05 

LEWIS, R,C. Division of Project L Resident Programs 83/06/06, 
MCDONALD, R P Alabama Power Co, 2pp 10799 070 24X 

Fiche. 50-340, 83/06/06, 8306070329 


6306240040 Requests specific license amends discussed during May 1903 
ielconi w/NRC be given priority to meet review schedules. 
Cvaivatlun will avoid need to resubmit changes as emergency 
Tech Spec changes 

CLAYTONrF.L Alabama Power Co 83/06/20 VAROA, S A Office ef 
Nuclear Reectar Regulation, Director 6pp 18981 089 24X 

Flche 9 0-348 . 83/06/20, 8306240040, 


—8306090332 Respunds tv NRC 030323 Itr re vlolatloni noted In IE 
Safeguards Insp Repts 90-340/83-07 «, 50-364/83-09, Comctlv# 
actions withheld 

CLAYTON, FL Alabama Power Co 83/04/10 LEWIS, R C, Region 2i 
Office of Director Ip 18799.07 0 84X Flche 50-3484 03/06/06, 

8306090327 
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DOCKETED ITEMS 


6305II0464 IE Info Natlc< "Impact oP Sacvrlty Practice-a on Safe 

apar^tion*, “ Svc ll«t tni:l 

•JORD^Mf E U Dlvltlpn of Effl»T$iancy Preparc-dnasi b Enjfinaerlng 
Raipona* <Poit 0301031 03^0^/09. Consol Iditad Edison Co op Nau 

Vork. Inc. Il9pp 10030 2B0 24X Fic|>« SO-OOO* 93/06/09, 03051 1 0464 


0306170357 Submita avaluation of plaiit datign initial dascrip-tion of 
plannaif action* In ra*ppTi«r to IE Sulletin 03-03 f-a diaaal 
B«-narotor tvc ufatar sv* CliacSi valva rfaslon it matl* superior. 

Final avaluatlon forthcoming 

CLAVTONfF L Alabama Pouar Co, 83/06/10 O'REILLY, J.P Raglan 3 . 
□ffica of Dirac tor 3pp 180BD 170. 24X fl cha: 90-340, 03/06/10. 

0306170397 


0305110470 IE Info Notica 03-30, "Dafactlva Haat BinJt Adhaslve L 
SaltMlcallff Inrfucad Chattar in Ralav* Uithin Printad 
Circuit Card* " Svc list and, 

JORDANr E. L Dlvlsian of Emargaticv Praparadna i* t, Englnaarlng 
Rafpoma tPoat 030103) 03/06/13. Conaalldatad Edison Co of Nau 

Yarl, Inc tl0pp 10920' 299 24)^ Flcbr 50-000,03/06/13.0305110470 


03O6O9OO1O lE Info Notica 03-37, '^Tranaforitkar Failure Resulting From 
Oagradad Internal Connection Cablat. " Bvc list and 
JORDAN, E L Dlviilan of Emergancg Preparednai* 6 Engineering 
Ratponie iFoit 030103). 93/06/13 Consolldatad Edison Co, of Nau 

York. Inc. 243pp. 10991' 001 24X Ficha 90-000.83/06/13.0306090010 


0306290190 Act racaipt of 03O6OB 1 tr informing NRC of itef* takan in 
corract violation* notad In IE ln»p Rapt* 50-340/83-09 6 
50-364/03-07. 

LEUrS, R. C Dlvltion of Prelect 6 Rasldent Programs 03/06/16 
MCDONALD, R P, Alabama Power Co. Spp. 19056-095. 24X 

Flchi: 50-0401 03/06/16, 0306290190 


—0306290207 Ratpond* to NRC 930510 Ur re violations noted In IE Insp 
Repti 50-340/03-09 Ir 50-364/03-07 Corractlva action* 
p*T*onn*l in«tTuct*d to clo** fire door* unlevs fire watch 
established fc pravantlva melnt program updaiid 

CLAYTDNiF. L Alabama Powar Co. 03/06/00 LEWIS.R C Region 2. 
Office of Director 4pp. 19056 097 24X FI c ha: 50-340. 03/06/16, 

0306290199 


— 0306290213 Forward* IE 1 tv«p Rapt* 50-340/03-09 50-364/03-07 on 

930306-0410 6 notice of violation 

LEWIS, R C Division of Project i Resident Programs. 03/09/10 
MCDONALD, R P Alabama Power Co. 2pp 19056 lOJ ?4X 
Flchf 90-340. 03/06/16,0306290190 


—0306290216 Notice of viola t ion from insp on 030306-0410. 

• Rsgion 2. Office of Diractar. 03/05/10 Ip. 19056 103, 24X 

Fi « h * • 50 -340, 03/06/16, 0306290198 


— 0306290222 IE Jnsp Rapt* 50-340/03-09 tc 50-364/03-07 on 030306-0410 
Nanconplianca not ad: fsllurt to follcw callbr 6 recycle 
procedures 6 Tech Spec raqulraments for fire doors 6 
Proeadura FMP-1-97P-296 15, Rev 3, Inedaquata. 

BRADFORD, W. H. , Ri/LAND. M H Region 2, Office of Dlractor. 
CANTRELLiF. 0 Division of Project 6 Resident Programs, 03/09/06. 
lOpp, 19096:104. 24X Fic be- 50-340,03/06/16.0306290190, 


8303110479 lE Info Notice 03-4Oi ''Need to Environmentally Qualify 
Epoxy Orowt* 6 Baalars. " 0vc list and. 

JORDAN, E L Division of Emergency Preparedness l< Engineering 
Responsa (Post 030103). 83/06/22 Consol Idatad Edison Co of New 

VoT», Inc. ilSpp 19021 179 24X Flc he. 50-000. 03/06/22, 83051 10475 


8305110477 IE Info Notice 03-41, "Actuation of Fire Suppression By* 
Causing Inoperab 1 1 1 ty of Oaf ety-Re lated Equipment." Eve list 
end. 

JORDAN, E.L. Olvlcton qf Emergency Preparedness *c Englnaarlng 
Reaponsa iPogt 830103}. 03/06/22 Consolidated Edison Co, pf New 

York, Inc. l20pp. 1B997'007 B4X Flcfie; 50-000, 03/06/22. 03091 10477. 


83D9110483 lE Info Natica 03-43, "Improper Settings of Intermedlata 
Range (IR) High Flur Trip Betpolnta. " Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness tc Englnaaring 
Rasponsa (Post 03O1O3>. 03/06/24. ConsoUdatsd Edison Co. of New 

York, Inc. Il6pp. 19046.297. 24X Fi c he: SO-OOO^ 03/06/24, B3051 10403 


R, Periodic operating raports I, related correspondence 


0306160119 Monthly operating rapt far May 1903. W/B30610 Hr 

CLAYTON, F. L, , HAIR8T0M, W. 0 Alabama Power Co 03/06/08. afflce 
of Reeource Hanegementr Director. 9pp. 10061:273 24X 

F i e li e : 50-364. 03/06/02 r 0306160 1 1 9. 


—9306200227 LER 03-023/03L-0 on 03O3U, train D roactor trip brealpr 
ojoirld npt recloba Caused by design inadequacy Voltage 
available to undervoltage device coil marginally sufficient 
to allow undervoltage device to remain latched 

MAIRSTON. W 0 Alabama Power Co 03/06/10 Region 2. Office ol 

Director 4pp 10902 2B1 24X Fiche 50-348.93/06/10,0306500216 


—8306200233 LER B3-024/03L-0 on 830512, rod control sgs declared 
inoperable upon receipt of failure alorm on power cabinet 
2AC Caused by failure of regulator circuitry card Card 
rep laced 

HAIRSTON, H O Alabama Power Co 83/06/10 Region 2. Office of 
Director Ip 1 8902 20S 24X Fiche 50-348.03/06/10.0306200216 


DOCKET 50-366. EDWIN I HATCH NUCtCAR PLANT. UNIT 2 


F Security, medical, emergency 6 fire protection plans 


8306030233 Forwards revised response to 020701 requests for eiemptlon 
from I0CFR50 48 & App R requirements, per 830330 request Rev 
rsfltcts coekpllance w/lOCFRSO 40 & App R requirements 4c 
responds to 030120 draft SER concerns 

OUeWA. L T Georgia Power Co 03/05/27 STOLZ. J F Operating 
Reactors Branch 4 164pp 10705 0S3 24X Fiche 90-321 > 03/05/27, 

03O6O3OS33 


0306140711 Approves issuance of 8ALP Repts 50-321/03- 06.50-366/03-06, 
50-424/03-06 U 50-425/83-06 for Jol 1901 - Oct 1982 
LEWIS. R C Division of Project 6 Resident Programs 83/06/01 

KELLY, 0 J Georgia Power Co 3pp 18841 196 24 X 

Fiche 50-000.03/06/01,8306140711 


—0306140719 Advise* of 030317 meetias in Atlanta, OA to discuss 9ALP 
Repts 50-321/03-06 . 50-366/03-06,50-424/83-06 it 50-425/03-06 
for Jul 1901 - Oct 1902 

LEWIS, R C Division of Project 6 Resident Programs 03/03/09 

KELLY, R J Georgia Power Co 2pp 10041 199 24/ 

Fiche 50-000,93/06/01,8306140711 


— B306I40730 SALP Rop te 50-321/03-06,50-366/03-06.50-434/03-06 tc 
50-425/83-06 f«r Jul 1901 - Oct 1902 No significant util 
wsahnesses Identified 

« Region S, Office of Director 83/03/09 3Bpp J0B41 SOI S4K 
Fiche 50-000, 03/06/01, 8306140711 


— BP06140743 Ack receipt of BALP Repts 50-321/03-06. 50-366/83-06, 
50-424/03-06 & 50-425/93-06 for Jul J901 - Oct 1902 
Evaluation acceptable » 

BECKHAM, J T Georgia Power Co 83/04/18 O'REILLY. J P Region 
2, Office of Director ip 10841 239 24X Fiche 50-000.83/06/01, 

0306140711 


B3061S0133 Releases public version of revised emergetity plan 
Implementing procedures 

FELTON, J M Division of Rules and Records 83/06/01 Document 
Management Branch Ip 16872 092 24X Fiche 50-321,03/06/01, 

0306150133 


— 0306150137 Forwards public version of revised emergency plan 
implementing procedures, including Procedures HNP-2-4219 re 
battery f ire# HNP-4a90 re exercises 6 drills fc HNP-4621 re 
actions for personnel in site area emergency 

HIX.H C Georgia Power Co 83/05/10 Office of Nuclear Resclar 
Regulation, Director Ip 10872 093 24X Fiche 50-321.03/06/01, 

9306150133 


— 0306150141 Public varelon of revised emergency plan Implrmanting 
procedures., Includinp Procedures HNP-2-4219 re battery fire, 
HNP-4690 r* exercises 6 drills !< HNP-46ai re actions fur 
personnel in site arte emergency 

EUMNER.L OBorgia Power Co 03/05/06 26pp 10072' 094 24X 

Fiche' 50-321, 03/06/01, 0306150133. 


0306140-237 Releases public version of revised emergency plan 
Implementing procedures 

FELTON, J M Division of Rules and Records 03/06/06 Document 
Managemant Branch Ip 10844 258 24X Fiche 50-321,03/06/06. 

03O6i4O:?37 


— 0306140246 rorwards public version of revised emergency plan 
implement irtfl procedures. including Prpcedure* HNP-ai37 re 
portable ion chamber Model R0-2A, HNP-B143 re tow vol air 
sampler Horfel H-009 VI 6 HNP-4200 re fir* procedure. 

NIX.M C Gaarpia Power Co 03/05/24 Office of Nuclear HtocMr 
Regulation, Director 4pp 18844 259 24X Fiche 50-321*03/04/06. 

03061 4 0S37 


0 Reportable oecurrancas, LERa tc related correspondence 


9306800216 Forwerd* LER* 03-O23/O3L-0, 83-0a3/03L-0 V 0O-Oa4/O3L-O. 
CLAVTOMrF.L. Alabeme Power Co, 03/06/10, Region 2, Office of 
Director Ip, 10902:879. 84X Fiche . 50-340, 03/06/10, 6306800216 
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Q30&i40S&4 Public ysrsion of revised B/nergency plon iwp JemoTit ing 
praccduresi inc lud ing Procedures HNP-8137 re portable ion 
chamber Model R0-2A> HNP-0143 re low vol air sampler Model 
H“Q09 VI Sc HNP-4a00 re general fire procedure 
» Georgia Power Co 83/05/24 37pp 10044 36U 24X 

Fiche 50-321 < 03/06/0^1 0306140237 


0306150037 Releases public version of revised emergency plan 
implementing procedures 

F£LTON>J ti Division of Rules and Records 03/06/07 Doc ument 
Management Branch ip 10071 182 24X Fiche 50-321# B3/06/07< 

0306130037 


*—3306150041 Forwards public version of revised emergency plnn 
imp 1 ementi ng procedures# incJ uding Procedures HNP-8156 re 
Oajnma-iO portal monitor op eration# HNP~4623 re site emergency 
shift supervisor 4» HNP-4626 re rally point leader 

NIXrH C Georgia Power Co 03/04/25 Office of Nuclear Reactor 
Regulation# Director tp 10071 183 24X Fiche 50-321^03/06/07. 

0306150037 


-"'B3061 50044 Public version of revised emergency plan implementing 
procedures# inc lud Ing Procedures HNP-8156 re gamma-10 portal 
monitor operation# HNP-4623 re site emergoncy-shi f t 
suporvlsor fc HNP-4626 re rally point loader 

NfXiH C Georgia Power Co 03/04/15 lOSpp 1DB71 184 24X 

Fiche 50 -321 , 03/06 /07# 8306 1 50037 


B306220307 Releases public version of revised emergency plan 
implementing procedures 

FFLTON# J M Division of Hulas and Records 83/06/07 Document 
.Management Branch Ip 18940 114 S^X Fiche 50-321# 83/06/07# 
0306220307 


—8304220313 Forwards public version of revised emergency plan 
implementing proc edures# inc ludlng Procedures HNP-B004 re 
personnel dosimeter program# HNP-Q016 re shipment of 
radioactive matl it HNP-4622 re control room operators 
NIXrH C Georgia Power Co 03/05/04 Office of Nuclnar Reactor 
Regulation# Director Ip 10940 115 24X Fiche 50-321.83/06/07, 

8306220307 


— 8306220310 Public version of revised emergency plon implementing 
procedures, inc lud ing Procedures HNP-8004 ra personnel 
dosintetcr program, HNP-80i6 re shipment of radioactive matl 8# 
HNP-462a re control room operators 

ROGERS# H 11 # NIX#H C Georgia Power Co 83/04/26 Office of 
Nuclsar Reactor Regulation# Director I81pp 10940 116 24X 

Flcha 50-321# 83/06/07, 0306220307 


0306178202 Forwards addl info to justify 820701 lOCFRSO 48 Sc App R 
schedule ejiemption requests discussed at 630330 meeting. 

Plan being developed to complete maint St design changes 
H/tuo oversiie drawings Aperture cards available In PDR 
OUCt;A»L T Georgia Power Co 03/06/14 ST0L2# J F Operating 
Reactors Branch 4 4pp 18002*277 24X Fiche 50-321# 83/06/14# 

G306 170202 


1 Financial! information 


8306070123 Forwards Annual Financial Repts# 1982 

OUCWA.L T Georgia Power Co. 03/06/02 DENTON# H R Office of 
Nuclear Reactor Regulation# Director Ip 16739 030 24X 

Fiche. S 0-000# 83/06/02# 03060701 20. 


— 0306070127 Annual Financial Rep t# 1902 

VOOTLEjA W The Bouthern Co 83/03/10 51pp 18739.039 24X 

Fiche 30-000# 83/06/02# 0306070 1 23 


—0306070130 Annual Financial Rept# 1902 

SCHERER, R W. , MILLER, J H. Georgia Power Co 83/03/07 36pp 
19739 091 34X Flcha 50-000# 83/06/02, 8306070123 


P Operating license stage documents 6 correspondence 


8306010056 Advises that addl Tach 0pecs needed to assure that current 
Tech Bp«c limits for min critical power ratio are 
c onservatl ve ,Tech Spec most assure operability of sys for 
inclusion in reload amend prior to restart 

5TDL7j J F Operating Reactors Branch 4 83/05/12 BECKHAM. J T 

Georgia Power Go 6pp 18687 0?1 24X Fiche 50-366.83/05/12. 

0306010056 


8306150478 Discusses 030223 application for amend to License NPF'‘5# 
modifying Tuch 0pecs to provide addl 8( revised trip 
iatpo-lnts reflecting design mods to reduce containment loads 
from transients FR notice of constderaton ancl. 

RIVENOARKiO Ini, Operating Reactors Branch 4 03/05/12 DEGKKAM.J T. 

Georgia Power Co 2pp 18067.347 24X Fiche' 50-366# 93/05/12# 

8306 150470. 


—8306150494 Notice of consideration of issuance of amend to License 
NPF-5 it proposed no significant hazards consideration 
determination it opportunity for hearing 
9T0LZ, J* F Operating Reactors Branch 4 83/05/12 0pp 

10067 349 24X Fiche 50-366# 03/05/ 12. 8306150470 


9306030239 Forwards request for addl info re 030330 reload application 
for Cycle 4 operation Expedited response requested 
GTOLZ.J F Operating Reactors Branch 4 03/05/19 BECKHAM# J T 

Georgia Power Co 3pp 18734 019 24X Fiche 50-366.83/03/19# 

8306030239 


9306070224 Forwards Rev 0 to “El Hatch Nuclear Plant Units 1 6 2 
Environ Quail f ice t ion of Class IE Equipment# “ in response 
to IE Bulletin 79-OlD h lOCFRSO 49 requirements 
OUeWAiL T Georgia Power Co 03/03/20 BTOLZiJF Operating 
Reactors Branch 4 2l9pp 10746 152, 24X Fiche 50-321,03/05/20# 

8306070224 


9306010367 Application for amend to License NPF-5i proposing addl Tech 
0pec surveillance raqulrements for high reactor water level 
trip function 6 main turbine bypass valves 

BECKHAM# J T Georgia Power Co 03/05/26 STOLZ.JF Operating 
Reactors Branch 4 3pp 10602 107 24X Flcha 50-366.83/05/26# 

8306010367 


— 8306010371 Proposed Tech Bpecs re addl surveillance requirements for 
high reactor water level trip function 6 main turbine bypass 
valves 

» Georgia Power Co 83/05/26 7pp 10682,110 24X 

Fiche 30-366# 03/05/26# 0306010367 


9306030092 Notification of 830601 meeting w/utll in Bethesda.MD to 
discuss util evaluation b repair of cracks discovered in 
weld areas of red rculation h reactor heat removal sys 
p Iping 

RlVENBARKtO N Operating Reactors Branch 4 03/05/27 STOLZ.J F 

Operating Reactors Branch 4 2pp 18733 264 24X 

Fiche 50-366. S3/0S/27# 0306030002 


8306070129 Requests withdrawal of 020430 proposed Tech Spec changes re 
taf cty-related snubber imp b surveillance requirements, 

Inoperable snubber conditions defined in proposed changes do 
not reflect actual operability concerns 

OUCHAiL T. Georgia Power Co 03/05/31 STQLZ# J. F. Operating 
Reactors Branch 4 Ip 16739 254. 24X Fiche 50-321# 83/05/31# 

8306070129 


83060703S1 Application for amend to Licenses DPR-57 (k NPF-S# revising 
dose equivalent Iodine Tech 8pecs to reflect current 
requirements Info resolving outstanding purge 6 vent valve 
operability issues end 

BECKHAM# J T Georgia Power Co 83/03/31 8T0LZ#J F Operating 
Reactors Branch 4. 34pp. 1Q74S 071 24X Fi che: 50-321, 03/O5vJ3l# 

0306070391 


--B306070397 Proposed Changes to dose equivalent Iodine Tech Epees h 
prelifflinary proposed Tech Bpecs for drywell 1# euppresslon 
chamber purge sys 

« Georgia Power Co 03/05/31 5pp 10742.103 24X 

Fiche 50-321 # 83/0 3/31 , 8306070351 . 


B3060701S5 Submits revs to B30S25 augmented RC8 leak detection 
submittal 8, Inservice inip program c ommltment# incorporating 
surveillance frequencies per NUREO-0313. Rev l.Insp fc/or mod 
plans for recirculation RHR sys piping forthcoming 
GUCWAiL T Oeorgia Power Co 03/O6/OS BTOLZ,JF Operating 
Reactors Branch 4 2pp 18739 266 24X Fiche 50-366# 03/06/02# 

8306070 IBS 


B3D6160397 Forwards revised pages to plant unique analysis rept re 
Tfsolutlon of torus-attached piping pump 6 valve evaluation 
Pages reflect satisfactory results of evaluation of 14 
valves 8( two pumps. 

OUCWA.L. T Georgia Power Co 83/06/02 8T0LZ, J. F Operating 
Reactors Branch 4 6pp 1BB60 lOS Q4X Ficht' 50-366, 83/06/02# 
8306160397 


8306220219 Presents alternatives to automatic depressuri xatlon sys 
logic to eliminate need for manual actuation for core 
coverage per TMt Item II K 3 10 Implementation schedule 6 
proposed Tech Specs requested within 43 days of Itr receipt 
STOLZ.JF Operating Reactors Branch 4 03/06/03 BECKHAM, J T 

Georgia Rower Co, 2pp. 10951:001. 24X Fiche 50-321, 83/06/03i 

8306220219 


830610013S Forwards Rev 0 to “Design Rept for Held Qverlay Repairs Ic 
Flaw Evaluations in Recirculation RNR Bys Sensor check 
will be performed every 4 hours In addition to interval 
required by Tech Spec s, effective at restart 

OUCHA# L. T Oeorgia Power Co 03/06/08 0TOLZ# J. F. Operating 
Reactors Branch 4 2pp 10801* 262, 24X Fiche. 50-366# 03/06/00, 

8306100132 
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—6306100136 R»v 0 to '^Design R«pt for MDid Overlap Repair* It Flau 
Evaluafaians in Rtc irculation & RHR Sys. *' 

OUaXlMiH L r CHARNLEy.J E t HCINNE8, I 0 NOTECM Engineers, Inc 
OPC-0 7-102 BOO 03/06/07 104pp 10601 264 24 X 

FU h t 50-366i 03/0 A/08, 0306100132 


830A14007S Advl'>B» that 8ER U technical evaluation repis re environ 
qval If ication of safety-re la ted electrical equipment do not 
ecntalfi proprietary Info. Repts ^ay be placed in POR, 

OUCWAi L T Georgia Power Ca 03/06/08 OTOLZ, J F Operatlnfl 
Reactors Branch 4 Ip 1&839. 114 24X FI c be: 50-321. 83/06/08. 

0306140075 


0306130220 Forwarrft revissd Page B 3/4 3-6 of proposed Tech Spec 
changes re reactor vessel uater Itvei submitted on 030526, in 
response to NF2C 830512 request 

OUCUA,. L T Georgia Power Co 03/06/07 8T0LZ, J F Operating 
Reactors Branch 4 Ip 10846 267 24X Flche 50-366,03/06/07, 

0306190220 


“'*8306150232 Revised Page B 3/4 3-6 of B30526 proposed Tech Spec changes 
re reactor vessel water level. 

a Georgia Power Co 03/06/09 Ip 10D46 288. 24X 

Fi c h e 50-366. 03/06/07. 03061 50228 


0306160267 Forwards evaluation results demonstrating as-buJlt 
accsptabll j ty of we tw» 1 1 /dryc/el 1 vacuum breakers on Harlt 1 
c ontainnents, in response to Generic Ltr Q3-0B 

flUChlAiL. r Georgia Power C« 03/06/09 aiOLZ, J F. Operating 
Reactors Branch 4. I6pp 1B059 329 24X Fi che. 50 “321. 03/06/09, 

6306160267, 


8306220002 Application for amend to Licenses DPR-57 & NPF-9 changing 
Tech Specs 3/4 6-2.0 3/4 6-6 fc adding 3/4 6-46 for Unit 2 
3 7-10a,3 7-34,3 7-34a ti adding 3 7*-IOb & 3 7-345 for Unit I 
re purge L vent vajve operability 

BECKHAM, %l T Georgia Power Co 03/06/15 STOLZ, J F. Operating 
Reactors Branch 4 9pp 18920 • 003. D4X Flche 50-321, 03/06/15, 

S306220002 


—9306220010 Proposed changes to Tech Specs 3/4 6-2,8 3/4 6-6 L added 
0/4 6-46 for Unit 2 fc 3. 7-IOa, 3 7-34 , 3 7-34a 6 adding 
3 7-lOb li 3 7*-34b for Unit I re purge vent valve 
ope rabi 1 1 ty. 

a Oeorgia Power Co 83/06/15. 55pp 10928 008 24X 

Fi c h e - 50 -321 . 83/06/ 1 9, 0306220002 


8306210335 Notification of 830623 meeting u/utll in Atlanta, OA to 
dlteufs status of Region II review of Inservlce pump & valve 
test program h questions re program 

nrVENBARK.O Oparating Reactors Branch 4 83/06/20 STOLZ. J 

Operating Reactors Branch 4 2pp 18735*313 24X 

Flche: 90-32 1 , 03/06 / 20. 8 3062 1 0335 


8006270170 Applicetion for amend to License NPF-9, rcvl sing Tech Spec 
Teble 3 3 2-1 re iealation actuation instrumentation 
CAUSEY. J,C. Georgia Power Co 83/06/20 STOLZ. J.F Operating 
Reactors Branch 4, 3pp 10792 003 24X Fie he. 50-366, 03/06/20, 

9306270 1 70 


— 9306270179 Proposed Tech Opec Table 3 3 2-1 re isolation actuation 
instrumentation. 

« Oeorgia Power Co 03/06/20 4pp 10972 006 24X 

Fi C h e 90-366, 83/06/20, 8306270170. 


S306270120 Submits add! info re 030620 request for Tech 0pee relief 
fren requirement to have Group M isolation to occur on 
reactor water level low lignal. 

BEOKHAM, J T Georgia Power Co 83/06/21. BTOLZ.J.F. Operating 
Beectors Branch 4 2pp 18708.110 24X Flche 50-366,03/06/21. 

0306270120 


0. Inipection reperte. IE Bulletins tc correspondence 


8306140116 Forwards summary of IE mgt meetinge on G3031B U 22 w/util to 
discuss conditlPn of electrical cable trays ^ asiociatetf 
equipment fa leek of mgt controls^ 

□ 'REILLY, P. Region 2, Office of Director. 83/04/08 KELLY, R. J. 
Georg la Power CO 4pp 18839.092. 24 X Fich e. 90-321, 83/04/00, 

0306140116 


8306070224 Forwardi Rev 0 to ''El Hatchh Kuclear Plant Units I fa 2 
Environ Oualif ication of Class IE Equipment. " (n response 
to IE Bulletin 77-OlD fa 10CFR90. 49 requirements. 

GUCWA,L,T. Georgia Power C«. 03/05/20 8T0LZ, J. F Operating 

Reactora Branch 4 iOpp 10747.001 24X Fl che- 50**3Ba, 03/05/20, 

0306070224 


0306140515 Forwards IE Jnsp Repts 50-321/83-14 fa 30-366/83-14 on 
830426-39 fa 0503-05 No nont; omp 1 i anc e noted 

DANCE.H C Division of Project fa Resident Programs 03/05/25 

KELLY, R J Georgia Power Co 2pp J8843 238 24X 

Flche 50-321.83/05/29,0306140515 


—0306140522 IE Insp Repts 50-331/83-14 fa 50-366/83-14 on 830426-29 h 
0503-09 No nonenmp 1 iance noted Major areas inspected 
Inservice insp, previ ous enforcement matters fa welding 
Meeting held to discuss IE Bulletin 03 02 insp results 
CROWLEY.D R Region 2. Office of Director BLAKE. J J DWUlep 
of Engineering fa Radiological Safety Programs 03/05/23 I 5pp 
10343 340 24X Fiche 50-321,03/05/25,0306140515 


0305110490 IE Info Notice 83-32, "Ruptured Am~24l Sources Contained in. 
Well Logging Device '' Sve list end 

TAYLOR, J H Pivirion of Safeguards fa Inspection Pragmas IPust 
030103) 83/09/26 Consolidated Edison Co of New York, Int 
I29pp 1B03J 043 24X Fitha 50-000,83/05/26.0305110450 


8309110460 IE Info Notice 03-34, "Event Notification Info Morksheet " 
Sve list end 

JORDAN, E L Division of Emergency Preparedness fa Engineering 
Response (Post 030103) 83/05/26 Consolidated Edlsun Co of Msu 

York. Inc llSpp 10732 085 24X Fiche 50-000,83/05/26 . 0305110440 


8306140563 Corrected response to IE Bulletin 03-02 re inservlce insp 
activities concerning stress torroslon cracking in 
large d lameter, stai nless steel recirculation sys piping at 
BlIR plants Ueld exam list end 

BECKHAM, J T Oeorg la Power Co 83/09/26 O'REILLY, JP Region 2. 
Office of Director 27pp 10034 239 24X Fiche 50-366.83/05/26, 

0 3 06140 563 


0309110461 IE Info Notice 83-39, '‘Fuel Movement N/Canbrol Rods 
Withdrawn at OWRs " 8vc list end 

JORDAN, E L Division of Emergency Preparedness fa Engineering 
Response (Post 630103) 63/05/31 Consolidated Edison Co of Hpu 

York, Inc ll6pp 10732 200 24X Fiche SO-OOO, 03/05/31, 8305110461 


0306070129 Requests withdrawal of 820430 proposed Tech Spec changes rt 
«af ety-related snubber Insp fa surveillance requirements 
Inoperable snubber conditions defined in proposed changes do 
not reflect actual operability concerns 

GUeWA, L T Ooprgio Power Co 63/05/31 STOLZ, J F Operating 
Reactors Branch 4 ip 16739 254 24X Flche 50-321.83/05/31, 

6306070127 


6306140711 Approves issuance of SALP Repts 50-321/83-06. 90- 366/e3-D6. 
90-424/03-06 fa 50-425/83-06 for Jul 1961 - Oct 1902 
LEHI9, R C Division of Project & Resident Programs 03/06/01 

KELLY, R J Geergla Power Co 3pp 10841 196 24X 

Flche 50-000.63/06/01,6306140711 


—0306140719 Advisee of 930317 meeting in Atlanta, OA to discuss Ship 
Repls 50-321/83-06,50-366/03-06,50-424/03-06 fa 50-425/03-06 
for Jol 1901 - Oct 1902 

LERIS, R C Division of Project fa Resident Program* 63/03/09 

KELLY, R J Georgia Power Co 2pp 10041 199 24X 

Fiche 50-000,83/06/01,0306140711 


—0306140730 9ALP Repte 50-321/63-06,50-366/03-06,50-424/03-06 fa 
90-425/03-06 for Jul 1901 - Dtt 1982 Ne significant util 
weaknesses Identified 

* Region 2, Office Of Director 03/03/09 38pp 1B641 201 
Flche 50-000.83/06/01.6306140711 


--03O614O743 Ack receipt of SALP Repts 50-321/03-06, 50'‘366/63- 06, 
90-424/03-06 fa 50-425/63-06 for Jul 1981 - Oct 1982 
Evaluation acceptable 

BECKHAM, J T Georgia Power Co 83/04/lB D'REIULY, J P Region 
2, Office of Director Ip 10841 239 24X Flche 30-000,03/06/01. 

6306140711 


8306070125 Submits revs to 830525 augmented RC0 leak detection 
submittal fa inservice insp program comnl tment, Incorporat ing 
surveillance frequencies per NUREG-0313, Rev 1 Insp fa/or mod 
plane for recirculation fa RHR sys piping forthcoming 
GUCUA.L T. Georgia Power Co 03/06/02 STOLZ. J F Operating 
Reactors Branch 4 2pp 18739 266 S4X Fiche 50-366,03/06/02. 
8306070125 


6306240006 Discusses IE insp on 630227-0326 fa forwards notice of 
Violation fa proposed imposition of civil penalty 
□ 'REILLY, J P Region 2r Office of Director. 83/06/02 KELLY, R J 
Oeorgia Power Co 3pp XB987 341 24 X Fiche 50-321,83/06/02. 

0306240006 
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— €306840014 Motic? of violation & proposod iiDposition of civil penalty 
in amount of $40f 000 Noncomp 1 iancp noted failure to restoi^ 
cable tray sys to quality conditions & lack of QA planninp 
for mods & malnt re electrical cable tray installation 
O'ftElLLYrJ P Region Office of Director B3/06/02 4pp 
1S.?07 344 24X Piche 50-381103/06/02.0306240006 


0306290455 Bubmlts addl response to IE Dulletln Bl-03 Fire protection 
sys uses water from deep uell Sys not susceptible to clam 
infiltration Mytilus sp not present in Altamaha River in 
vicinity of plant 

SECKHAfirJ T Qeorpia Power Co 03/06/02 O^REILLV, J P Region 2. 
Office of Director 2pp 19052 181 24X Fiche 50-321 . 03/06 /02« 

0306290455 


0306140-075 Advises that BER 6 technical evaluation repts re environ 
qualification of safety-related electrical equipment da not 
contain praprlotary info Repts may be placed In PDR 
OUCWA^L T Oeorgla Power Co 03/06/00 STOLZ, J F Operating 
Reactors Branch 4 Ip 10039 114 24X Fiche 50-321, 83/06/08» 

0306140075 


8301)290264 Responds to lE Bulletin 83-03 re check valve failures in 
rau water copling sys of diesel generators No check valves 
installed in cooling water sys at facilities 

BECKHAM, J T Georgia Power Co 03/06/00 O'REILLY, J P Region 3, 
Office of Director 3pp 19056 075 24X Fiche* 50-321 . 03/06/08, 

8306290264 


B3'{I31|'0464 lE Info Notice 03-36, "Impact of 9ecurity Practices on Safe 
Operations Svc list end, 

JORDAN, E L D-ivlsion of Emergency Preparedness & Engineering 
Respanes (Post 030103) 03/06/09 Consolidated Edison Co of New 

Vorkj Jnc Ji9pp 10030 280 24X Fiche, 50-000, 03/06/09, 8305110464 


0305110470 IE Info Notice 03-30, "Defective Heat Sink Adhesive 
Biisa^ically Induced Chatter in Relays Hithin Printed 
Circuit Cards." Bvc list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Fietponse (Poet 830103) 03/06/13 Consolidated Edison Co of Neui 

York, Inc IlSpp 10920.229 84X Fiche 50-000, 03/06/13, 83051 10470 


B3O6O9DOI0 IE Info Notice 83-37, "Transformer Failure Roeulting From 
Degraded Inter-na) Connection Cables " Svc list end 
J0RDAN«E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 63/06/13 Consolidated Edison Co of New 

York, Inc 243pp 18921 001 24X Fiche 50-000,03/06/13,8306090010 


G206S90254 Ack receipt of 030526 Itr Informing NRC of stops taken to 
correct violations noted in IF Insp Repts 50-321/03-07 J< 
50-366/03-07 

LEWrBrR C Division of Project Ic Resident Programs 63/06/16 

KELLY, R J Georgia Power Co ip. 19056 050 24X 

Ftcho 30-321,03/06/16,0306290254 


— 830629D265 Responds to NRC 030421 Itr re violations noted in IE Insp 
Repts 50-321/03-07 & 50-366/03-07 Corrective actions valve 
handwheels being painted orange, ad justable wrenches removed 
Si procedures for key lock switches revised 

BECKHAM, J T Oeorgla Power Co 03/05/26 0'REILLY,JP Region 
2, Office of Director 4pp 19056 059 24X Fiche 50-321, 

83/06/16, 8306290254 


— a3062?D278 Forwards IE Insp Repts 50-321/03-07 & 50-366/03-07 on 
830122-0226 t, notice of violation 

LEWIS, R.C Division of Project S, Resident Programs 83/04/21 

KELLY, R J Georgia Power Co. 2pp. 19056 063 24X 

FI c h er 50-321 , 03/06/16, 8306290254 


— 8306290293 IE Insp Repts 50-321/03-07 h 50-366/03-07 on 030122-0226 
Noncompl i ance noted. failure to Implftment procedures properly 
re primary containment atmospheric control sys & operation 
of safety-related sys, 

CRLENJAKrR V , HOUHES-RAY, P. Region 2, Office of Director 
BROWNLEE, V L Division of Project it Resident Programs 03/04/12 
6pp 19056 067 24X Fiche 50-321, 83/06/ 16, 8306290254, 


0306290290 Ack receipt of 030523 Ur informing NRC of steps taken to 
corract vlolatiuns noted in lE Insp Repts 50-321/03-00 it 
30-366/03-00 

LEWIS, R, C Division of Project Resident Programs 03/06/16 

KELLY, R J Georgia Power Co Ip, 19056 017 24X 

fiche 50-321,03/06/16,8306290290 


— 8306290303 Responds to NRC 030421 Ur re violations noted in IE Insp 
Repts 50-321/03-00 fc 50-366/03-00. Corrective actions 
Procedure HNF-9 will be reviewed |< revised to clarify 
requirements for revising procedures 

OilCUA/L T. Georgia Power Co 83/05/23 O^RElLLYrJP Region 2, 
Office of Director 2pp, 19056 010 24 X Fiche < 50-321, Q3/06/16, 

8306290290 , 


—0306290312 Forwards IE insp Repts 50-321/83-00 8, 50-366/03-00 on 
030314—18 6 25 & notice of violation 

LEWIS, R C Division of Project 6 Resident Programs 03/04/21 

KELLY, R J Georgia Power Co 2pp 19056 020 24X 

Fiche 50-321,03/06/16.0306290298 


—8306290317 Notice of violation from Insp on 830314-10 L 25 

* Region 2i Office of Director 03/04/21, ip 19056 022 24X 

Fiche 50-321 , 03/06/ 16. 0306290298 


—0306290332 IE Insp Repts 50-321/03-00 6 50-366/03-00 on 830314-10 & 25 
Noncomp 1 iance noted failure to revise Procedure HNP-2-3801, 

Rev 17, per Procedure MNP-9 requirementa 

GIRARD, E H , ROSS, W J , BLAKE, J J Region 2, Office of Director. 
03/04/20 13pp 19056 023 24X Fiche 50-321,83/06/16,0306290290 


0305110475 IE Info Notice 03-40, "Need to Environmentally Ouallfy 
Epoiy Grouts t. Sealers " Bvc list end 

JORDAN, E L Division of Emergency Preparedness fi. Engineering 
Response (Post 030103) 03/06/22 Consol Idated Edison Co of New 

York, Inc 115pp 19031 179 24X Fiche 50-000,03/06/22,0305110475 


0305110477 1C Info Notice 93-41, "Actuation of Fire Buppression Bys 
Causing Inoperability of Safety-Related Equipment " Svc list 
end 

JORDAN, E L Division of Emergency Preparedness S, Engineering 
Response (post B30103) 03/06/22 Consolidated Edison Go, of New 

York, Inc ISOpp, 10997 007 24X Fiche 50-000,03/06/22.8305110477 


0305110479 IE Info Notice 03-42, "Reactor Mode Switch Malfunctions ■ 
Svc list end 

JORDAN, E L. Division of Emergency Preparedness it Engineering 
Response (Post 030103) 83/06/23 Cons olldated Edison Co of New 

York, Inc 116pp, 10996 242 24X Fiche 50-000, 03/06/23, 030511047? 


0306300005 Responds to 030602 notice of violation & proposed imposition 
of civil penalties for violations noted in IE Insp Ropts 
50-321/03-09,50-321/03-10.50-366/03-09 It 50-366/03-10. 

Corrective actions Procedure NNP-692i revised 

BECKHAM, J T Georgia Power Co 03/06/^3 Director's Office, 
Office of Inspection and Enforcement 6pp 19040 254, 24X 

Fiche 50-321,03/06/23,8306300005 


0305110403 IE Info Notice 03-43, "Improper Bettings of Intermediate 
Range (IR) High Flu* Trip Setpoints " Svc list oncl 
JORDAN, E. L Division of Emergency Preparedness l. Engineering 
Response (Post 830103) 83/06/24 Consolidated Edison Co of New 

York, Inc 116pp 19046 297 24X Fiche 50-000,03/06/24,8305110483 


R Periodic operating reports it related correspondence 


8306170302 Monthly operating rapt for May 1903 M/830610 Itr. 

REOWAN7,F J , NIX,H C, Georgia Powor Co. 03/06/10 Director's 
□ fflce. Office of Inspection and Enforcement S3pp 106BD 255. 24X 

Fiche 50-321,03/06/10, 0306170302 


0 Reportable occurrences, LERs h related correspondence 


8306070259 LER B3-088/03L-0 on B30420, B plant svc water isolation 
valve 2P41-F316B failed to auto-close upon loss-of-sys- 
prassure signal initiation Causa under investigation 
M/030601 Itr 

TIPPS, 8 B. , NIX.RC, Georgia Power Co. 83/06/01 O'REILLY, J P 
Region 2, Office of Director 4pp 10746 004. 24X 

Fiche 50-366,03/06/01,0306070259 


8306130264 Updated LER 01-O90/O3X-1 on B11007, RHR svc water pumps B tc D 
found incapable of establishing required flow. Caused by 
damaged Cavltrol V trim in HX discharge valve W/B3060B Ur. 

TIPP0, 0 B , NIX,H.G Georgia Power Co. 03/06/02 O'REILLY, J P. 
Region 2, Office of Director 2pp 18024 191. 24X 

Fiche 50-366, 03/06/02, 8306130264 


0306200004 LER 03-034/01 T-0, on 030525, select Isotopes idsntlfled but 
omitted from process computer E BAR library when program 
originally initiated Caused by incorrect computer program, 

Library will be corrected, M/030606 Ur. 

TIPPa, 8B, NiXtH C Georgia Power Co. 03/06/06. O'REILLY, J, P. 
Region 2, Office of Director 4pp. 18903 256 24X 

Fiche 50-366, 83/06/06, B3D6200004. 


0306200205 LER B3-035/03L-0; on 83051 i, standby gas treatment (SBGT) 
huoiidity controllers 2T46-N015B I, 2t46-N017B out of callbr 6 
8SGT train Q innperebl e. On 830525, BBGT train B carbon filter 
would not remove 99X test gas M/B30606 Itr. 

T1PP9,S D , NIX,HC. Georgia Power Co. 03/06/06 O'REILLY, J, P. 
Region 2, apfice of Director 4pp. 10903; 208. 24X 

Fiche’ 50-366,83/06/06, 0306200205. 
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03O627O3S8 LER 83^031 /OlT-0 art S30530fUhil« p»rf Drifting fu»l novrinifnt 
op«rat<orv f*rocv<fur> (HNP-2~930a)i 1 1 foel as^rfliblJe* 
diicowrrd laadrd out of proprr care orientation Caueeif by 
pereannel error. Individual countrled b^/830£0? Itr 
TJPl*Sifi B . C, Oeorgia Power Co. 83706/09. 0''REILI.V,J P 

Region S. Office oP Oirector 4pp 16993^047 2-4X 

richc, S0-366t 83706/094 8306270328. 


8306280468 LER 03-O21/O3L-O on B30516 j during reactor coolant 
i netrutnentatlon line excess flout checli valve operability 
Procarfirre <HNP~2-3960J, f l ve valves failed Caused bg 
component fa i lure, halves freed or replaced W/030615 itr 
TfPPe^B B . NIX^H C Oeorflia Power Co 83/06/15 O^neiLLTi J P 
Riglon Zi Office of Director, 4pp 19020 J29 24X 

F i Che: 50''366. 83/06/ 1 9. 0306280460 


Operator Exanlnations 


8306140486 Foruerds summary of 830903 meeting re NRC policies on senior 
operator licensing exam Tech Spec memorisation rextuirements 
Mrittan exam requirements specified in draft Examiner Std 
E8'~402 List of attendees end 

DAWCEiH C- Division of Project & Resident Programs 83/05/24 
BECKHAMr J T Oedrgla Power Co 4pp. 10043.090 C4X 
rich S’ 50-C00r 83/09/24^ 8306140486 


— B3p6i40493 Requests meeting to dlscifse policies on senior operator 
licensing exam Tech Spec meeoriration r eqiflr sments. Summarg 
of Tech Spec sections covering required memoriratlon end, 

BECKHAHj«J. r Oeorgia Power Co 03/03/11 NIL88N.S Region 2. 
Office of Director 2pp. 18043.094 »4X Flche 50-000, 03/05/24 » 

8306140486, 


DOCKET SO-367 BA ILLY CEMERATINO STATION 
2 Adjudicatory correspondence 


8306230-368 Responds to 830609 Itr T# status of Business t Prof People 
for Public Interest application for fees under Equal Access 
to k/ustice Act Pinal Comptroller Ctneral opinion will not 
be issued for at least 1 month 

FIT20EBALDi J A Office of the General Counsel. 03/06/22 
WHICHERf J H Businessmen for the Public Interest Ip 10944 129 
S 4X F1 c h e : 50 *36 7i 83/06/22r 8306230368 


**-8306230370 Requests status of Business Si Prof People for Public 
Interest 020604 application for fees under Equal Access to 
Justice Act, 

NNlCHERiJ M> Businessmen for the Public Intareit 83/06/09 
PLAINC^H H Office of the Oentrel Counsel, 2pp, 18944* J30 24X 

Pic he; SO-367* 83/06 /22i 8306230360 


DOCKET &D**368 ARKAN0A8 NOCLEAR ONE# UNIT 2 


F. Eacuritg* medical# eaergenc-v fc fire protection plans 


8306070290 Subnlte supplemental reeponie to IE Insp Repts 5D-313/0S^33 
4r 90*360/82-33 Completion date for revised procedures re 
fire harriers changed to 830531 Addl time necessary to 
incorporate App R changes, 

KARSHALLiJ R. Arkansae Power ti Light Co 03/04/12 SElOLEiN.C. 
Region 4# Office of Director Ip 18740'3i3, 24X 

Flchs:SD-3ia»B3/04/J2r 03O6O7O29B 


0306010101 Forwards lE Insp Repts 90-313/93-03 6 30-368/83-09 on 
030314*17 No non e omp 1 lance noted. Open items will be 
examined during future Insp, 

flEJDLE#W.<J Region 4i Office of Directpr B3/0S/12 ORIFFJNiJM 
Arkansas Power Ic Light Co. 2pp 10674. 117. Z4X 
Flche. 50-3 1 3i 03/0 5/ 1 2# 830601 01 01 


—8306010107 IE fnsp Repts 50-313/03-05 if 90-368/03-09 on 830314-17 No 
noncompliartce noted.ffajor areas inspected, licensee 
performance 6 capabilities during full-scale ererclse of 
emergency plans 6 procedures. 

MACKNEYi C, A. # MANNiJ, BROkNiP Region Ii Office of Director 
03/09/09, 20pp. 10674:119. 24X Fiche; 90-313 • 03/05/12# 8306010101. 


0306030079 Forwarle safety eveluatian re safe shutdown eapabllity in 
event of f ire. Coeimltwent requested fpr source renje neutron 
flux monitoring eapabllitg i, schedules for submittals fau 
830530, 

OTOLZj J.F. Operating Reactors Branch 4. CLAftKiR.A. Dpermting 
Reactors Branch 3. 63/09/13 OftlFFrNiJ, M Arkansas Powar li Light 

Co. Spp. 10733:249. 24X Fie he: 90-313# 83/05/13# 8306030073. 


—0306030078 Bafety evaluation re lOCFRSO App Rt Items IJI.O. 3 t III L# 
re safe ehutdosm capabi lity. Util design acceptable, 
s Office of Nuclear Reactor Regulation# Director, 03/05/13. 

13pp. 10733,251. 24X Fi che; 50-313,03/05/1318306030073 


83060903J3 Documents recent tclcon re 830315 Tech Spec change requeu 
to Increase emergency plan & contingency plan audit ^ 

frequency Spec applies to bath plans 

NAR&RALIL, J R Arkansas Power & Light Co 83/05/17 COLLINS, JT 
Region 4# Office of Director Ip 18/95 P27 24X 

Flche 50-313.03/05/17,0306090313 


6306090248 Provides status of transient brochure distribution progri^ 
Purchase order for holders Issued & delivery expected by 
030606 

HARSH4LL, J R Arkansas Powei 6 Light Co 83/05/23 COLLINS, J T 
Region 4, Office of Dlrectur Ip 18795 318 24X 

Flche 50-313# 03/05/23, 8306090249 


8306060063 Ack receipt of 8304S9 partial response to 820625 Emergertu 
Plan Evaluation Repts 30-313/01*22 it 50-36B/81-21 Response 
addressing all outstanding deficiencies by revised plan ur 
schedule for plan rev requested 

BElDLEfiJ C. Region 4, Office of Director 83/09/31 tiRlFFlN.J h 
Arkansas Power fc Light Co 2pp 18723 371 34X 

Fiche 50-313.03/05/31,8306060063 


—8306060067 Responds to NRC 820625 evaluation of emergency plans Nut]^ 
contingency plan & procedures fit emergency plan being ' 

reviewed & revised Response to deficiencies identified by 
revs enc I 

MARSHALL, J « Arkansas Power fit Light Cp 83/04/29 CDLUJNS.JT 
Region 4, Office of Director I7pp 10723 273 24X 

Fiche. 90-313, 03/05/31, 8306060063 


a3'060800l2 Notifies of commitment to Inetal] source range monitorinj 
capability on alternate shutdown sys,per 830513 Iti fi# 

10CFR50 App R. 

HAR8HALL, J R Arkansas Power it Light Co 03/86/03 STOLZ.J F 
Operating Reactors Branch 4 CLARK, R A Operating Reactors Branch 

3 2pp 10773 249 24X Fiche 50-313, 83/06/03# 8306080D12 


8306140155 Notifies that 1 h fire barriers installed by e30422fper 
030327 request for scheduler exemption from App R 
requirements far installation of barriers to 830501 
MARSHALL# J R. Arkansas Power fit Light Co 03/06/00 6TPLZ. J, F 
Operating Reactors Branch 4 CLARK, R A Operating Reactors Branch 
3 Ip 18039 073 24X Ficho 50-313, 03/06/08,0306140159 


0306230474 Submits addl info re radiation filtration tys fpr Emergenty 
control ctr <ECCl«per NURE0--O737, Supp I 1 on emergency 
response Radiation filtration sys dosigned to be manually 
activated Sketch of ECC filtration sys end. 

NARSHALL. J R Arkansas Power li Light Co 03/06/17 STDLZ, J F 
Operating Reactors Drench 4 3pp 10941 307 24X 

Fiche 50-313,03/06/17.8306230474 


8306240469 Requests exemption flam lOCFRSO 40(c} far aU harriers, 
penetrations L fire suppressien/detseti on sys be made more 
specific tt detailed hg identifying each area requiring 
exemption Schedule for submittal requested in 20 days 
STOLZiJ F Operating Reactors Branch 4 CLARK, R A Operating 
Reactors Dranch 3 03/06/17 ORIFFIN, J M Arkansas Power fi# LJglii 

Co Spp JB99B 005 24X Fiche 50-313,03/06/17,0306240469 


J Insurance fie indemnity information 


03D6O3O294 Forwards certificate of insurancB, Pol Icy X0S-OO2 for CVfla 
MARSHALL, JR Arkansas Power L Light Co 03/04/22 DIN1T2, I 
Office of Resource Management, Director 2pp 10703 327 24X 

Fiche 50-313# 8 J/04/aa. 0306030294 


P Operating license stage documents fi. correspondence 


9306010024 Forwards •'Politv Statement re Alcohol/Drug Abuse fi< Theft, * 
issued as part of utl) policies fic procedures manual, per 
830309 commitment 

MARSHALL# J,R Arkansas Power L Light Co 83/05/12 COLLINS, J T 
Region 4, Office of Director Ip 10674 070 24X 

Fiche 50-313,03/09/12,0306010024 


— 8306010020 "Policy Statement re Alcohal/Drug Abuse fir Theft " 

♦ Arkansas Power tt Light Co 83/05/03 2pp 10674 071 24X 

Fiche: 50-313, 03/05/12, 0306010024. 


0306090313 Dtfcuments recent telcon re 830315 Tech Spec change request 
ta Increase energency plan L contingency plan audit 
frequency. Dpec applies tp both plans 

MARSHALL, J,R Arkansas Power fi, Light Co 03/05/17, CDLLlNSiJ, T 
Region 4, Office of Director Ip 18795> 227. 24X 

Fiche 50-313,83/05/17,0306090313 
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8:]0-&0-20l35 Catnmerrtf an App 0 Tech Spec rt^vs^ per 830311 1 tr issuing 
Amends 78 & 40 ta Licenses DPR-5S & MPF-6< respective 
Util uill rautinelg provide Nnc ui/changes to NPDEB 
discharge permit 

MARSHALL, J n Arkansas Potuer 8f Light Co B3/0S/20 STOLZi J F 
Operating neactors Dranch 4 CLARK« R A Operating Reactors Branch 
3 2pp 1B691 244 34X Fiche 50-31 3» a3/05/20» 03OAO2Oi35 


8306020446 Submits supplementarv info re environ qualification of 
Category II b itamsi in response to NRC requests Rosemount 
transmitter satisfied all acceptance criteria 

MARSHALL# J R Arkansas Potuer & Light Co 03/05/24 CLARK# R A 
Qparating Reactors Branch 3 2pp 10673 J97 24X 

F I C he 50-360# Q3/05/86i 0306020466 


83060700S4 Provides results of technical evaluation of need to upgrade 
core protection calculator local pouier density penalty 
factor safturare S# proposed implementation schedula#per 
030414 commitment 

MARSHALL# J.R Arkansas Pouor L Light Co 03/05/31 CLARK# R A 
Operating Reactors Rranch 3 2pp 10740 003 24X 

Ftchr 50-360# G3/05/31* 0306070054 


6306300099 Advises that NUREO-0737# 1 toms II F 1 4#II F 1 O L 11 F 1 6 
requirements resolved per B01219# 020726 8# 030400 Bubmittajs 
Environ qualification of equipment uill bo revieuiod 
separately 0ER encl 

0TOLZ#J F Operating Reactors Branch 4 CLARK# R A Operating 
ftractors Branch 3 03/06/06 GRIFFIN# J M Arkansas Pouer & Light 

Co 7pp 10908 302 24X Flche 50-313.03/06/06,0306200037 


B306200095 Requests that submittal of justification for conclusion 
that shoulder gap clparance of 16x16 fuel uill not be safety 
concern for Cycle 4 operations Preliminary results of Cycle 
3 fuel insps also requested 

CLARK# R A Operating Reactors Branch 3 03/06/08 0RIFF1N#J 

Arkansas Pouer it Light Co, 3pp 10900 292 24X 

Fic6« 90-360. 03/06/00# 0306200059 


G306170279 Responds to NRC 630909 request for submittal of license 
amend applications incorporating snubber surveillance 
program into App A Tech Specs Program outlined in 030220 
Itr uill be followed pending NRC revieui of ANSI OH-A Btd 
HARSKALL# J R Arkansas Power it Light Co 03/06/10 8T0L2»J F 

Operating Reactors Branch 4 CLARK#R,A Operating Reactors Branch 
3 8pp 10070 857 24X Fiche 50-313, 03/06/10# 8306170275 


8306210289 Responds to 030411 Itr re steam generator reactor protection 
sys IRP8) bypass Boron dilution alarm Installed it will be 
opiertlonal following operator training Need to bypass steam 
generator RPS low it high level inputs in Mode 5 negated 
MARSHALL, J R Arkansas Power S# Light Co 03/06/17 CLARK# «. A 
□pereting Reactors Branch 3 2pp 10915 189 84X 

Fiche 50-368# 03/06/17, 8306210229, 


8306230407 Forwards justifications for continued operation for environ 
qual 1 flcation deficiencies In NRC Categories 1 B#II. A (< IV# 
in response to NRC 030419 BER It associated technical 
evaluation rept Flooding issue adequately addressed 
HAF10HALL#J R Arkansas Powsr It Light Co 03/06/20 CLARK# R A 
Operating Reactors Branch 3 116pp 10741 109 24X 

Fiche' 90-368# 83/06/20# 0306230407 


a Inspection reports# IE Bulletins St correspondence 


8306080192 Forwards IE Insp Rept 50-313/02-36 I# 90-360/02-37 on 
021213-16 4< notice of violation 

BEIDLE.NC Region 4# Office of Director 03/03/04. ORlFFlNtJH 
Arkansas Power St Light Co. 2pp 10771 161 24X 

Fiche 50-313# 03/03/04# 0306000192 


— 0306080197 Notice of violation from insp on 021213-16 

» Region 4# Office of Director. 03/03/04 2pp 10771' 163 24X 

rich*. 60-3 13/83/03/04# 0306000 1 92 


— 0306080230 IE Insp Rept 50-313/02-36 It 50-368/82-37 on 021213-16 
Nenconpl lane e noted. update of Unit 1 F8AR showed radiation 
xones less than 100 m/h#uhen actual survey data indicated 
radiation levels exceeded 100 n/h 

CHANEY# HD , Wll BORN# L # MURRAY, D Region 4# Office of Director# 
03/02/20 17pp 10771 165 84X Fiche. 50-313# 03/03/04# 0306000192, 


8306160537 Responds to 021025 IE Insp Repts 50-313/02-14 It 
30-366/82-11, Item 8 re control room dose calculations Item 
re NUREO -0737, Item II B 2# '^RJant Shielding#" closed. 

HAR3HALLi#| R Arkansas Power It Light Co. 03/03/24. COLLINS, J T 
Region 4# Office of Director 2pp 10063 115 24X 

Fiche, 50-313# 83/03/24# 8306U0S37 


03O6O'7O27S Submits supplemental response tq lE Insp Repts 50-313/02-33 
I# 50-360/02-33 Completlan date for revised procedures re 
fire barriers changed to 030531 Addl tine necessary to 
incorporate App R changes 

MARSHALL# J R Arkansas Power I# Light Co 83/04/12 SEIDLE# H C 
Region 4# Office of Director Ip £0740 313 24X 

Fiche 50-313# 03/04/12*0306070298 


0306010101 Forwards IE Insp Repts 50-313/63-05 I. 50-360/03-05 on 
830314-17 No none Din pi lance noted Open items will be 
examined during future Insp 

aElDLE#il C Region 4# Office of Director 83/05/12 ORIFFIN#JH. 
Arkansas Power I# Light Co 2pp 18674 11?, 24X 

Fiche 50-313.83/05/12,0306010101 


—8306010107 IE Insp Repts 50-313/83-05 It 50-360/03-05 on 830314-17. No 
nuncompl iance noted Major areas Inspec ted* I ieensee 
performance 6 capabilities during full-scale exercise of 
emergency plans I# procedures 

HACKNEY.C A # BANOART# R L # HOLLEY# M, L Region 1# Office of 
Director 03/09/07 SBpp 18674 119. 24 X Fiche 50-313# 03/09/12# 

8306010101 


0306140399 Forwards IE Insp Repts 50-313/03-09 It 90-368/03-07 on 
030401-30 No noncompl lance noted 

fiEIDLE#W. C Region 4# Office of Director 83/05/10, 0RIFF1N#J, M 
Arkansas Power It Light Co, 2pp 10032 143 24X 

Fiche 50-313, 83/05/18. 8306140339. 


—0306140363 IE Insp Repts 90-313/83-07 U 90-368/03-09 on 030401-30. No 
noncomp 1 lane B noted Major areas Inspected!' operational 
safety veri f icatton# fol lowup on reactor trip breaker failure 
fk plant startup after refueling. 

CALLAN«L J. # C(JMMINa,J E # ^KlhlNBON# N. D Region 4# Office of 
Director 83/05/16 6pp 10032 14 5 24X Fiche' 50-313# 83/05/10, 

0306140357 


0306130222 Updates status of efforts It progress re drawing control. 
Progress made In program to update mylars transferred from 
corporate ofc.As of 030511# 2# 714 drawings updated It 
reissued Info responds to IE Bulletin 80-06 

MARSHALL# JR Arkansas Power It Light Co. 03/05/23. 8ErM.E, H C. 
Region 4, Office of Director, 3pp 18826 324. 24X 

Fiche 90-313,83/05/23*0306130222 


0305110498 IE jnfo Notice B3-32i> "Ruptured Aa- 241 Sources Contained in 
Well Logging Device. “ 8vc list encl. 

TAYLOR, J M Division of Bafeguardt It Inspection Programs (Post 
830103} 03/05/26 Consolidated Edison Co, of New York, Inc. 
129pp i8031;O43, 24X Fiche SO-OaO, 03/05/26. 83051 10490. 


0305110460 IE Info Notice 03-34, "Event Notification Info Worksheet," 
Sve list encl 

JORDAN, E L Division of Emergency Preparedness It Engineering 
Response ipost 0301031. 03/09/26 Consolidated Edison Co. of New 

York, Inc llSpp 13732.089. 24X Fiche 50-000,03/05/26*0305110460 


0309110461 IE info Notice 03-39, "Fuel Movement N/Control Rods 
Withdrawn at DHRs " Sve list end 

JORDAN, £ L Division of Emergency Preparedness It Engineering 
Response (Post 0301031 83/09/31 Consolidated Edison Co. «f New 

York# Inc li6pp 10732 200 24X Fiche 50-000,03/05/31*0305110461 


0306060063 Ack receipt of 03042? partlel response to 820625 Emergency 
Plan Evaluation Repts 50-313/81-22 Bt 50-360/01-21 Response 
addressing all outstanding deflcienciss by revised plan or 
schedule for plan rev requested 

BEIDLE.HO Region 4, Office of Director. B3/05/31. ORIFFIN.J, M. 
Arkansas Pautr It Light Co 2pp. 10723’ 271. 24X 

Fiche. 50-313, 83/05/31, 8306060063. 


— 8306060067 Responds to NRC 820629 evaluation of emergency plan*. Nuclear 
contingency plan S< procedures 8c emergency plen being 
revliiiied It revised. Response to dsftclincles identified by 
revs end, 

KAR8HALL,J R Arkanaas Power It Light Co 83/04/29. COLLINS# J,T. 
Region 4# Office of Director 17pp. 18723,273 24X 

Fiche SO-313, 03/09/31 . 0306060063. 


8306070300 Ack receipt of 03OS17 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 90-319/03-06 It 
90-368/83-06. 

SEIDLEtM. C Region 4, Office of Director. 83/06/08. ORIFFIN, J, N, 
Arketisas Power It Light Co, 2pp. 18741 '346. 24K 

Fiche. 50-313, 03/06/02, 8306070380 


— 8306070384 Responds to NRC 830410 Itr r« violations noted in IE Insp 
Repts 50-313/03-06 It 90-368/83-06 Corrective ect ions' 
proicsdures revised to define interface responsibil Itlas b 
courdlnatlon required for radioactive shipments# 

MARSHALL# J R. Arkansas Power l< Light Co. 03/09/17. aEIDLEi N. C. 
Region 4* Office of Director. 4pp 10741.348. 24X 

Fiche 90-313* 83/06/02# 0306070380 
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““3006210097 "Summary Rapt of Radiological Aspects of Mod of HcCoir^f 
Nucltar Stationi ITnit 1 Steam Oenarator *' 
a DuJta Power Co B3/06/i& I9pp ID919 195 5AV. 

Fi£hff 50“369. 83706/1 5< 9306210092 


8306240205 Provldaa iivfo rs DB-416 undcryoltaga trip attachments to be 
utllizad in NRC evaluation of fac 1 1 itgi per B (bright request 
RAHE.E P Nestlnghouse Electric Corp 03706/17 DEN7DM.H OFfJce 
of Nuclfsr Reector Regulationi Directur 4pp 13900 2-46 2AK 
F 1 c h I 50“369. 33/06/ 1 7, 8306240205 


83062BODS9 Foruardi natica of con»i derat i on of lisvance of amend to 
GL« 6 propoead no ilgnlficant hazards consideration 
determination & opportunltg for hearing re S21123 reactor 
coolant Plow rate compotation method submittal W/o end 
ADENS4M.E Q Licensing Branch 4 03/06/21 TUCKFR* H B Duke Power 

Co Ip 19042.350 E4X FI c ho: 50“3694 03/06/21. 8306200029 


8306300002 Forwards responies to questions raised in 030617 telcon re 
testing of Type DS-416 circuit breaker undervoltagc 6 shunt 
trip attachments for reactor trip switchgear Test 
description supplementing 830603 submittal end 
TUCKER. H. 5 Du Jte Power Co 83/06/20 DENTON. H ff Office of 

Nuclear Reactor Regulation. D-irector ADENBAN.E 0 Licensing Branch 

4 16pp. 191S0'333 84X Fiche 50-369. 03/06/28. 0306300002 


0 Inspection reports* IE Bulletins Sc correspondence 


8306140530 Forwards IE Insp Rep is 50-369/83-17 Sc S0-37O/Q3-24 on 
33D411“19 No noncomp 1 lane » noted. 

DANCE. H C Division of Praject 6 Resident Program* 03/05/17 
TUCKER. H B Duke Power Co 2pp 10043 258 24K 

F i c h • 50-3 69. 03/ 09/ 1 7, 030 61 40 530 


—8306140937 TE iTisp Repts 50-369/83“ 17 & 50-370/83-24 on 830411-19 No 
noncompl ianca noted Major areas inspected review of 
outstanding insp I temsj snubb er inservice insp 6 testing h 
wltnefiing Unit I Integrated leair rate test 

WHITENER.HL Region 2, Office of Diractor JAPE.F Division of 
Engineering 6 Radiological Safety Programi B3/05/12 Qpp 
10043 260 24X Ficha 90-369.83/05/17.8306140530 


03051 1045B IE Info Notica 83-32. "Ruptured Am-241 Sources Contained in 
Nell Logging Device. " 8vc list end 

TAYLOR. J, M Division of aafeguard* & Inspection Programs (Post 
8301031 83/09/26 Consolidated Edison Co pP N#u York. Inc 
129pp. 18831:043. 24X Fl the' 90-000. 83/05/26. 03051 1049B 


8305110460 IE Info Notice 03-34* "Event Notification Info Norksheet " 
8ve lilt end 

UOROAN. E L Division of Energenev Preparedness 4e Engineering 
Reiponsi iPoit 030103) 03/05/26 Conso 1 idat ed Edison Co of New 

York. Inc 115pp. 13732:085 24X Fiche 90-000.03/05/26*0303110460 


8309110461 IE Info Notice 83-35. "Fuel Movement W/Control Rods 
Htthdrawn at DIfRs, " Sve list en<l. 

JORDAN. E. L Division of Emergency Preparednois li Engineering 
Rasponsi (Post 030103) 83/05/31 Consolidated Edison Co of New 

York. Inc. 116pp 10732.200 24X Fiche: 50-000* 83/09/31 . B3051 10461 


8306290202 Forwards reiponie to IE Bulletin 03-03* "Check Valve 
Failures in Raw Mater Cooling 0ys of Diesel Oenerators. " No 
check valves Instelled in cooling wate? sys at facilities 
TUCKER.H.D. Duke power Co 03/06/07 O'RElLLYiJ.P Region 2* 
Office of Director 2pp. 19096 036. 24X Flche 50-369.03/06/07* 

8306290202. 


8306290517 Forwards IE Insp Repts 90-369/03-20 l< 50-370/83-27 on 
830502-12 No noncompliance noted. 

DANCE. H.C, Division of Project it Resident Programs 03/06/00 
TUCKER. K B Duke Power Co. 2pp. 19092' J66. 24X 

Fiche. 90-369. 83/06/08. 0306290517. 


—8306290919 IE Insp Repts 50-369/83-20 1. 50-370/83-27 on 030502-12 No 
noncompl lance noted. Hejor arees inspec ted: preopera biona I 
test Ttfultsr survel 1 lance test Ing. post-mod startup of Unit t 
6 initial criticality of Unit 2 

BURNETT. P T » THPMAfl. M * JAPE.F. Region 2. Ofrice of Director. 
83/06/07 7pp. 19052 180. 24J( Fiche 50-369.03/06/08.0306290917. 


0309110464 IE Info Notice 83-36. "Impact of Becurity Practices on Safe 
Operations. " 9vc list end. 

JORDAN. E.L Division of Emergency Preparedness tc Engineering 
Response (Post 030103). 03/06/09. Consolidated Edison Co. of New 

York. Inc. 119pp 10830,280, 24X Fiche, 90-000. B3/06/09. 03051 10464. 


8309110470 IE info Notice 03-30. "Defective Heat Sink Adhasive Jr 
Beisisicallg Induced Chatter in Relaye Within Printed 
Circuit Cards " 8vc lift entl-. 

JORDAN. E. L Olviilon of Emergency Preparedness b Engineering 
Response (Post 830103) 03/06/13. Cutif olida<ted Edison Co, of New 

York. Inc tlBpp, 18920.225 24X Fiche: 50-000. 03/06/13. 8309 1 10470 


8306090010 IE Info Notice 03'37. "Irans formpr Failure Rc^sulting from 
Degraded Iittertiol Connection Cables " five list end 
JOROAN^C L Division of tmeigency F^reparedness b Fnginccrliig 
Response (Post 030103) 83/06/13 Coriso 1 i da ted Edison Co pf Nru 

York. IiK 243pp 18921 OOl P4X Fiche 50-000.03/06/13,0306090010 


8306170151 Forwards IE SafeguaT ds. Insp Rtpt 50-369/03-23 on 03O5l.'4-26 
No none Dilip I fan cc noird 

DANCE.H (. Division of ProjDil b Resident Programs 03/06/14 
TUCKER. H Tt Duke Power Co .-Jpp iO07D 311 24X 

Fiche 50-369. D3/06/ 14, 8306170151 


— 8306170162 IE Safeguards Rept 50-369/83-23 on 830524-26 Na 

ndttc omp I 1 anc e noted tlajor ai ras inspected review of licensee 
investigation of apparent willful manipulation of non-vitol 
equipment Details withheld (ref iOCFR73 21} 

TOOIN*M J Region 2, Office of Director MCGUIRE. D R Dlvisioin 
of Emergency Preparedness b Materials Safety 03/06/14 Ip 
1087B 313 :24X Fiche 50-369.03/06/14.0306170151 


G30S11'0475 1C Infn Notice 83' 40. "Need to Environmentally Qualify 
Epoxy Grouts b Sealers ” Qvc list end 

JORDAN. E L Division of Emergency Preparedness b engineering 
Response (Post 030103) 03/06/22 Consolidated Edison (.o of Neu 

York. Inc 115pp 19021 179 24X Fiche DO-000. 03/06/22. 03051 I0^7S 


8309110477 IE Info Notice 83-41. "Actuation of Fire Bupprossxon Gys 
Causing Inoper-ab 1 1 i ty of Sorety-Relatcd Equipment " Sve list 
enc 1 

JORDAN. E I Division of Emergency Preparedness b rngineeriiig 
Response (Post 030103) 83/06/22 Consolidated Edison Co nF Ney 

York, tnr I20pp 10997 007 24X Fiche 50-000. 03/06/22, 03031 104/7 


B305110479 IE Info Notice 83-42. "Reactor Mode Bwi tch Malfunctions 
0VC list end 

JORDAN, b I Division of Lmeigency Preparedness b fngJneering 
Response (Post 630103) 83/06/23 Consolidated Edison Cn dF Ncm 

York* Inc 116pp 18996 242 PAX Fit he 50-000. Gj/06/23. 0J05] 10479 


B305110483 IE Info Notice 83-43. "Improper Settings of Interned' late 
Range < IR ) High Flux Trip Setpoints " Sve list end 
x/ORDAN.E L Division of Emergency Preparedness b Engineering 
Response (Fast 030103) 03/06/24 Consolidated Edison Co of Nfu 

York* Inc 116pp 19046 297 24X Fiche 50-000. 83/06/24. 03051 J040J 


R Periodic operating reports b related correspondence 


0306170311 Monthly operating repts for May 1983 U/830615 Itr 

REAYIS.J A . TUCKER. K D Duke Power Co 83/06/15 DiTorioi 's 
Office. Office of Inspection and Enforcement 0pp 1B077 105 24X 

Fiche 50-369.03/06/15.8306170311 


8 Reportable occurrences. LERs b related correspondence 


B3D6010401 LER 03-020/01T-0 on 830503. soap bubble test of 47 secondary 
Containment bypass Leakage paths not performed during 
initial integrated leak rate test Caused by procedural 
deflclsncy Procedures revised W/830917 Itr 

NARDOCl.P D , TUCKER. H B Duke Power Co 83/05/17 O'REllLY^JP 
Region 2. Office of Director 4pp 10602 249 24X 

Fiche 50-369. 03/05/17. 8306010401 


0306010256 LER 03-021 /OGL-O on 0304 19. wh 1 1 e in Mode 5. nuclear sve uatei 
sys valve IRN 6? actuator lu/mechanical latch replaced by 
actuator raquiring electrical antihammer circuit Caused by 
dtficlent procedure W/B3051? Itr 

NARDDCI.P D , TUCKER. H D Duke Power Co 83/05/19 O'REHLV. JP 
Region 2. Office of Director ?pp 18672 292 24X 

Fiche. 50-369. 03/05/ 19. B306010256 


8306010098 LER B3-O23/0iT-0 on D30506, d tscovered that RHR sys (NO) 
train A improperly declared operable on Q30423 b subsequent 
change from Mode 5 to Modo 4 occurred on 030420 Caused by 
water hammer failures W/830520 Itr 

NARDOCl.P D , TUCKER* H B Duke Power Co 83/03/20 D^REIILV. d P 
Region 2. Office of Director 4pp 18674 ill 24X 
Fiche. 50-369. 03/05/20.0306010090 


8306010123 LER B3-022/03L-0 on 030421. bellows leak test not 
performed on penetration N354 after initial integrated leal 
rate test Caused by procedural deficiency since penetration 
not listed in Initial procedures N/B30520 Itr 

NARDDCI.P D , TUCKER*H D Duke Power Co. 03/05/20 O'RCULV.JP 
Region 2. OfPire of Director. 2pp 10674 019 24X 

Fiche 30-369*83/05/20.0306010123 
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G306070m: 3 LE« 03'O1B/O3L~O tin 030-10/, foil ouii ng idonbi f i cdt ton of 
inopfrdMe RHR (NO) hdnqoi & 5nubbt>i's, s-ya uieltcdtiwn 

revealed addL hunger fat lute <nufied by ND nys uatci hammer 
F-Tangers repaired fc procedoi p& levi^ed W/OJ0520 Itr 
WrtftDOCI.^* n . TUCKCRiH D Duke Powoi Cu 03/05/20 O'RElUYrJ P 
Region 3, Office of Dlroctnv 5pp JO/39 220 P4X 
Fiche 03/05/20. 030^070)43 


83a/.090l47 iER Q3'-024/03L-'0 on 0304S6,Fnt? Dnor lOOOII detlaioH 
Innperablp uihen damage, const r.iing of bt nt door, broken hingo, 
bent hinge, broken door lock & broken door claser discnvoied 
Cause uiiknouin Ttio uiatch established W/D30^2& Itr 
NARDOCEW' G , TiJCKCRiH D Duke Pouot (‘ti 03/05/26 O^REJILY, J P 
Rollon a, affico of Director Spp 10^92 303 l*AX 
Fiche 50-369.03/05/26,0306070)47 


030-6130342 LER DS-oaS/OOL-O on 030500, uih i I o in Mode p, fixe detection 
s^-s Zones. 72 t( 149 declared inoperable due to alarms 
remaining in alorm condition l-ire watch patrole established 
Caused b9 control interface module Pajluro M03O527 Itr 
NARDOCliP D , TUCKER. H B Duko Pounr <0 03/05/2/ n'RElLUV, J P 

Region 2, OPflce of Director 2pp 10021’ 200 24 X 

Ft the 50 369.03/05/27.8306130342 


G3O6I3Q440 LEH 03'*O26/O3L''O on 030430. p ui f 01 mane e of RC0 leokagc 
calculation dstermined onidentiPiod leakage greotei than I 
9pai Caused bg leakage past bonnet seal 1 ing on valves INC'-lR 
it lNV-237 Valves sealed W/a30527 Ibr 

MARDOCJ.P D . TUCKER, H D Duke Power Cn 03/05/27 O'RCUlY.viP 
Region 2, aPficc of Director Opp 101)21 034 24X 

FichB 50-369.03/05/37.0306130440 


e3062002in LER a3-027/03L-0 nn Q30505, tl I stover y of water In outside 011 
pressure Filter train 2 led to control area ventilation syn 
train D inoperability Caused by water backflow thi ouqh drain 
lines into filter package Filter cleatird W/030603 Itr 
l/ARDDCJ,)’ D . TUCKERiH 0 Duke Powei Co 03/06/03 D'OElLLYiJ P 
Region 2. Office of Director 2(ip 10902.277 24X 

Fiche aO-369. 03/06/03. 03O62OOP12 


8306S0024D LER Q3-O20/O1T''O on 030525. Impulse lines for two redundant 
steam generator ID level Instiuments came within 2 inches of 
each other at one point Caused by const/lnetal lation 
deficlencv One line rerouted kJ/03060Q Itr 

NARDClCliP D . lUCKERrliQ Duke Power Co 03/06/00 O^RCULV.JP 
Region 2. Office of Director 4pp 10702 344 24X 

FicAe 50-369.03/06/00. 0306200LMS 


0306200237 LER 0a-O29/O3L-O on 030510 15. boron cancentration dropped 

belGU 1.900 ppm In cold leg Injection accumulator Caused by 
leakage into accumulator from RCB through check valves iNI7D 
Jb IMl?! Valves repaired H/030607 Itr 

HARDOCr.P D , TUCKER. H U, Duke Power Co 83/06/09 O'RCllLV.UP 
Region 2. Office of Director 2pp 10902 342 24X 

FJche 00-369.03/06/09.830620023/ 


£306270094 RO on 830527. containment pressure control sys monthly 
survel Hence not performed at required interval & when 
psrfarmad. pressure found out of allowable limits Analysis 
incomplete Repts will be submitted by D30624 

TUCKER. Pr n Duke Power Co 03/06/07 O'REILLY. J P Region 2. 
Office of Director Ip 18900 121 24X PUhe 50-369.03/06/09. 

630-627 0094 


8306200264 LER B3-032/03L-0 on 030513. tOTitrol area ventilation sys 
train. A failed to meet pr essuri latl on criteria Caused by 
degradation of door seals l< lack of trip Interlocks Door 
seals taped U later replaced lest rerun U/830610 Hr 
MARDOCl.P \t . TUCKER. H B Duke Power Co 83/06/10 O'RCILLY.UP 
Region S. OPfite of Director 4pp 1P701 101 24X 

Fiche 30-369.83/06/10.8306200264 


B306370227 LER 63-031 /03L-0i on 030512. reoc tor coolant pump token out of 
SVC fallowing Sporadic low oil level alarms from pump motor 
ID upper reservoir Level found slightly low. Cause not 
determinc-d Gil added Pump restarted kl/B30610 Itr, 

NARDaCI.PB. I TUCKER. H D Duke Power Co 03/06/10 O'RElLLY.viP 
Region 2. Office of Director 2pp 1G98B 235 24X 

Fiche 30-369.83/06/10.8306270227 


S3O620D427 LER a3-033/03L-0’ on 630513. investigation of trouble alarm on 
fire datectlon sgs received In control room that would not 
claar led to fire detection zone EFA 13Q being declared 
Inoparable Caused by spurious alarm, kJ/030610 Hr. 

NARDGCI.P D . TUCKER. H B Duke Power Co 83/06/10. O'RClLLYiJP. 
Ration a. Office of Director 2pp 17010-340 84X 

FIcha. 50-369. 03/06/10. 0306200427 


0306270124 RO 03-035, on 030515. Tech 0pec 3 4 3 re preesurlzer heaters 
each having capacity of at least 150 kU violated. 

Investigation- continuing Next rept will ba submitted by 
030620 

TUCKER. H B Duke Power Co 03/06/14 O'REILLY. JP Region 2. 
Office of Director Ip IB'/OG 005. 24X Fiche 50-369.03/06/14. 

B306270 1 24. 


6306270301 LER 03-O34/O3L-O on 030515. cold leg injection accumulator 
<CLA> "A" daclared inoperable due to vol exceeding Tech Spec 
limits Caused by leakage through valve seats of valves 
lMt-35, lNl-56 it iNI-57 Valves replaced W/030614 Ur 
NARDOCI.P 0 . TUCKER. H B Duke Power Co 03/06/17 O'REILLV. J P. 
Region 2. Gfflce of Director 2pp 10795 2BS 24X 
Fiche 50-369.03/06/14,0306270301 


0306300191 Forwards LERs B3-036/03U-0 It 03-O22/O3L-O 

TUCKER, H D Duke Power Co B3/06/23 O^REJLLY, J P Region 2. 
Office of Director 3pp 19119 250 24X Flch* 50-369.03/06/23. 

8306300191 


—0306300190 LER B3-Oa6/03U-0 on 030524 fc 26. listed functional teat 
proceduras failed te satisfy monthly setpoint requlremants 
Caused by failure to identify fc Incorporate changes Into 
procedures 9etpoints verified 

NARDOCI.P g Duke Power Co 63/06/23 Ip 19119 253 24X 

Fiche 50- 369. 03/06/23. 0306300191 


—8306300204 LER 93-022/03L-0 on 830524 fc 26, listed functional test 
procedures failed to satisfy montlily setpoint requirements 
Caused by failure to identify fc incorporate changes into 
procedures Setpoints verified 

NARDOCI.P D Duke Power Co. 03/06/23 Ip 19119-254 24X 

Fiche 50-369.83/06/23,8306300191 


V Operator Eiamlnations 


8306140346 Advises that based on results of oral exams administered to 
all personnel per 020025 request for waiver of exams. amended 
licenses will be forwarded for personnel w/appropr lately 
submitted applications 

DANCE, K C Division of project fc Resident Programs 83/02/10 
TUCKER, H D Duke Power Co Ip 18832 175 24X 

Fiche 50-369. 03/02/ 10. 0306140346. 


DOCKET 50-370 MILL I AM B MCOUIRE NUCLEAR STATION. UNIT 2 


A App 1 icatlon/constructlon stage documents fc correspondence 


8306030259 Staff requirements memo re B30527 dl scutsion/poesible vote 
In Washing ton. DC on full power OL authorl zatlon. License 
amend to he modified re mainb of circuit breakers, Meeting 
requested u/hreaker mfg 

CHILKiS J Office of the Secretary of the Commission 03/O5/C7. 
DIRCKSiM. J Office of t)it Executive Director for Operations Ip. 
10734 071 24X Fiche 80-370.03/05/27.0306030259 


E NRC Safety Evaluation Report (8£R>. supple fc correspondence 


0306020103 Proposes B30606 meeting in Bethfsda.MD to diecuis 0uppl 6 to 
BER for McOuire fc SER for standby shutdown facility for 
□conee 

BTOLZ.JF Operating Reactors Branch 4 83/05/17 TUCKER. H.B. 

Duke Power Co ip 1B701 279 24X Fiche 50-000.03/05/17, 

0306020103. 


0306020603 Forwards briefing package for forthcoming Commission 
meeting r« full power operation Package includes briefing 
Hides. BER Suppl 7. QL issued on 830303 fc proposed amend, 

OIRCKS. U J. Office of the Executive Director for Operations 
83/05/24 PALLAOINO. N . OJLJNBKY. V . AHEARNE. J Commissioner i 
I47pp 10717 150. 24X Fiche 50-370.03/05/24,0306020603. 


0306 160665 SAFETY EVALUATION REPORT RELATED TO OPERATION OF MCOUIRE 
NUCLEAR STATION. UNITS I AND 2. Docket Nos 50-369 And 
30-370 IDuke Power Company) 

a Division of Licensing NUREO-0422 807 83/05/31. 100pp. 

10076 164 24X Fiche 50-369.83/05/31,0306160665 


9306230482 Forwards Suppl 7 to 8ER re application for OLs N/o end. 
NOVAK, T M Assietant Director for Licensing. 83/06/16 TUCKER. H.B. 

Duke Power Co 2pp 18902 042, 24X Fiche* 50-369, 83/06/16, 

8306230402 


F Security, medical, emergency fc fire prutectlon plans 


9306070269 Forwards Class 111 fc I fees fur approval of use of public 
address sys for local fire alarms inside containment, per 
630506 request ' 

TUCKER, H D Duke Power Co 83/05/24 DENTON. H, R Office of 
Nuclear Reactor Regulation. Director ADENSAM.E 0. Licensing Branch 
4 ip 10740 350 24X Fit)ie 50-369.83/05/24.8306070269, 


8306070433 Responds to 830206 Itr re physical security plan Rev 14. 
Changes consistent w/provlslons of 10CFR50 34<p) fc 
acceptable 

ADEN3AM.E»8 Llcanslng Branch 4 03/06/03 TUCKER. H B. Duke Power 

Co 2pp. 18776*347, 24X Fiche. 50-369. 03/06/03, 0306070433 
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63060'?032G Aclr receipt cif GJOSOZi request for approval of plans for 
local fire alarms ineidfe containment Remittance of Cla^s III 
fee requested 

GIOOS. R n License Fee Management Branch B3/Q6/Q6 TUCKER^H B 
Dute Pouer Co Ip 1B797 ilO 247 Ficlie 50-3 69*. 83/06/ 
3306070328 


0306270189 For^jards Rev 4 to training & qualification plan Rev ulthhetd 
iref 10CFR73 211 

TUCKER. H B Duke Power Co 83/06/14 O ^REILLY. J P Reg a on 2, 
Office of Director. Ip 18791 327 SAX Fiche 50-369.83/06/14. 
83(76270139 


I. Financial information 


0306200332 Forwards Anpual Financial Rept I9B2. 

tucker. H B Duke Power Co, 83/06/13 BENTON. H R Office of 

Nuclear Reactor Regulation; Director ADENSAM; E 0 Licensing Branch 

4 2pp 19899 101 24X Fiche SO-000. 83/06/1 3. 0306200352 


—8306200356 Annual Financial Rept 1982 

e North Carolina Nun»clpa| Power Agencies 03/06/15 20pp. 

1BB99 103 247 Flche 50^000.83/06/15.0306200352 


P Operating license stage documents & correspondence 


0306020599 Forwards draft SER. NUREO -0422. Rupp 1 7 & ^^Evaluatien of 
HcQulre Units 1 S; 2 Undervoltage Trip Attachment Failuresi'* 

Interim technical evaluation rept ti draft full power OL 
amend 

NOUAK. T H Assistant Director for Licensing 03/05/24 TUCKFR. H D 
Duke Power Co 44pp 10718 001 24X Fiche 90-369.03/05/24; 

8306020 590 


8306020603 Forwards briefing package for forthcoming Commission 
meeting re full power operation Pockage includes briefing 
ilides. 8ER 8uppl 7. OL issued on 030303 & proposed amend 
DIRCKS.M J Office of the Executive Director for Operations 
83/09/24 PALLADIND. K; OILINSKY; V. . AHEARNE. J Commi sBi oners 
147pp. 18717 158 24 X Fi e/i e. S 0-378. 03/0S/24. 8306020603 


8306030315 Forwards addl Class 1 fee for 030311 request for relief Prom 
A8ME Code Bection XT requirement re hydrostatic testing on 
feedwater sgi to steam g enerators; in response to NRC 030511 
r aquest 

TUCKER. N Q Duka Power Co 03/09/24. DENTON. H R Office of 
Nuclear Reactor Regulation. Director ADENSArt. E 0 Licensing Branch 
4 Ip. 10700 327. 24X Fiche* 50-369. 83/05/24. 830603031 S 


0306070428 Forwards Amend 2 to License NPF-17 & notice of issuance 9t 
avallabiilttf Amend requires testing of reactor trip breakers 
t( changes license conditions for environ equipment & 
hgdrapen control measures. 

ADENBAM.E 0 Licensing Branch 4 83/05/27 TUCKER; M D. Duke Power 

Co. 2pp 18776! 330 24X Fiche 50-370i 03/03/27. 03O6O7O420. 


-*-8306070431 Amend 2 to License NPF— 17. aiod if y I ng environ equipment L 
hydrogen control measures h requirirp tasting oP reactor 
trip breakers 

EIBEWHUT.D 0 Division of Licensing 03/05/27 4pp 18776; 340 
24X Fiche 50-370,83/09/27,0306070420. 


*-8306070434 Notice of issuance l< availahilitu of Amend 2 to License 
NPF-17 

AE3EN8AN;E. 0 Licensing Branch 4 03/05/27 3pp 18776 344 24X 

Fiche* 50-370. 03/09/27. 8306070428, 


8306070131 Forwards info supporting 021123 U 030427 applications for 
amend to Licenses NPF-9 8. NPF-J 7, respectively. Blgnifl cant 
harardi consideration analysis Ic info re penalty for 
undetected feedwater venturi fouling encj, 

TUCKER; H B Dube Power Co 83/06/02 OEWTONiN. R Office of 
Nuclear Reactor Regulation. Director. ADEN&AN. E 0 Licensing Branch 
4. 4pp. 18739 243 24X Fiche: 50-369. 03/06/02. 83O6070 131, 


8306070134 Proposed Tech Specs re RC6 flow rate 6 nuclear enthalpy ris 
hot channel factor measurement 

e Duke Power Co 83/06/02 7pp J0739 247 24X 

Fiche 50-369; 83/06/02, 03060701 31 


0306070283 Forwards description of test program verifying reliability 
of undervoltage trip atteehment on Nestinflhous# DB-416 
braakars. Submittal satisfies License Condition 2 C(IS)a, 

NRG timely review requested 

TUCKER.H. B, Duke Power Co 03/06/03 DENTON.H, R. Office of 
Nuclear Reactor Regulation; Director. ADeNBAM.e, O Licensing Branch 
4, 3pp. 18741*214. 24X Fiche 50-36?, 03/06/03. 8306070203, 


0306140680 Forujards Suppl I to "Roactor (ontainmont Didg Inkoqrdifd 
Leak Rate Test (ILRT) " Addendum td Section </I. Page 4 of 
ILRT test rept requested to close out Unit 3 ILfiT 
outstanding iteme 

TUCKER.H 8 Duke Power Co D3/06/09 DLNTDN, H F< Office of 

Nuclear Reactor Regulation* Director ABENSAM, E Q Licensing Bfflnth 

4 ip 18042 058 24X FichP 30-370, 03/06/09; 83061 406HO 


—8306140606 Suppl 1 to "Reactot Contoinmi^Tit Bldg Integrated Lenk Rale 
Test (ILRT> « 

e Duke Power Co 03/06/09 3pp J0042 059 24X 

Fiche 50-370,83/06/09*8306140600 


9306150177 Application for amend to Licenses NPF-9 & NFF -7, extending 
time limit fur operation u/reactor coolant flow greatei 
than 395,850 gp/n S< adding stricter limit for nuclear 
enthalpy rise hot channel factor during operation 

rHrC9;A C Duke Power Co 03/06/09 DENTDN* H R Office of Nut] tar 
Reactor Regulation* Director ADEN9AH* tl 0 Licensing Branch 4 
5pp 10046 357 24X Fiche 50-369, 03/06/09* 03061*3017/ 


8306210406 Forwards notice of consideration of issuance of antnd to 
Licenses NFF-T" 6 HPF-17 8< proposed no significant harards 
determination (t opportunity for hearing ro setpoint 
tolerance for upper head injection accumulators 

ADEN9AN. E O Licensing Branch 4 03/06/09 TUCKER, H D Buke fouK 

Co 2pp 10937 073 24X Flcho 50-369*83/06/09.0306210406 


— 0306210427 Notice of consideration of issuance of amend to Mceniei 
NPF-9 & NPF-17 l< proposed no significant hazards 
consideration det ermlnati on & opportunity for hearing 
re setpoint tolerance for upper head injection accumulator 
JADBDUH.K N Licensing Branch 4 83/06/09 7pp 10937 07i> 3^1 

Fiche 50-369,83/06/09*0306210406 


8306160277 Forwards synopsis of issues 8r Franklin Research Ctr 
draft technical evaluation rept re NUREO-0613. "Central of 
Heavy Leads. Phase I ” W/o ends 

A DENS AM, E O Licensing Branch 4 03/06/10 TUCKt R, H B Duke Povrr 

Co 3pp 10072 170 24 X Fiche 50-369,83/06/10*0306160277 


8306160725 Summary ef 030324 meeting w/utils h Nest Ing house in 
Bethesda.ND re design review panel review of new 
Nestlnghousa stress analysis on manifold fasteners for 
D2/03 steam generator mod 

HOPKINS* J B Licensing Branch 4 03/06/10 Licensing Branch 4 

7pp 18876 277 a4X Fiche 50-000* 03/06/10* 0306160725 


8306290573 Summary of Design Review Panel 630321 meeting u/utils & 
Nestlnghouse In Dethesda;hD re D2/D3 steam generator tfiod tc 
Westinghouse stress analysis of manifold fasteners 
HOPKINS; J. B Licensing Branch 4 03/06/10 Licensing Branch 4 

7pp 19047 085 24X Fiche 50-000*03/06/10*0306290573 


0306240205 Provides info re D5-416 undervoltage trip attachments to be 
utilized in NRC evaluation of facility, per D Nright request 
RAME, E F Westinghouse Electric Corp 03/06/17 DENTON.H Office 
of Nuclear Reactor Regulationj Director 4pp 10960 246 24X 

Fiche 50-369* 03/06/17, B306240205 


830628002? Forwards notice of consideration of issuance of amp-nd to 
OLs proposad no significant hazards c onslderati on 
deiermlna tion t* opportunity for hearing re 821123 reactor 
coolant flow rata computation method submittal H/o end 
ADEN0AM.E 0 Licensing Branch 4 83/06/21 TUCKER.H B Duke Pever 

Go Ip. 19042 358 24X Fichu 50-369, 03/06/21, 0306280029 


0306300002 Forwards responses to questiorfs raised in 03O6J7 telcon re 
tasting of Type DS-416 circuit breaker undervoltage tt shunt 
trip attachments fo-r reactor trip switchgear Test 
description supplementing 830603 submittal end 
TUCKERiH B. Duke power Co 03/06/26 DENTON, H R Office of 

Nuclear Reactor Regulation. Director ADENSAM, E 0 Licensing Branih 

4 16pp 19120 333 24X Fiche 50-369*83/06/20*8306300002 


O, Inspaction rsports. lE Bulletins & correspondence 


8306140530 Forwards lE Insp Repts 50-369/83-17 & 50-370/03-24 on 
030411-19 No noticemp 1 iance noted 

DANCE. H C Division of Project & Resident Programs G3/0S/17 
TUCKER* H 6 Duke Power Co 2pp 10843 258 24X 

Fiche 50-369.03/05/17*8306140530 


— 0306140537 IE Insp Repti 90-369/83-17 tt 50-370/83-24 on B30AI1-I9H# 
none amp 1 ianc e noted Major areas inspected review of 
outi tatid Ing insp i terns, snubber Inservice insp 6 testing l( 
witnessing Unit 1 integrated leak rate test 

WHITENER.H L. Region 2. Dffice of Director JAPE* F Division of 
Engineering S< Radlolegicel Safety Programs 03/05/12. Qpp 
tB043 260 24X FUhe, SO-369* 03/05/17* 0306140530 
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B30Sll'045Q IE InPa Notice "FhjptuTi'd Am-241 Saurceft Cantained in 

Hell Loggitig Device " Svc list enr I 

TAVLQ/?i vj M Division of BaTegucirds 3< Inspection ^^rQ9’^afn9 <f*o6l 
B3D103> 03 / 0^/26 Conso 1 1 da ted Edison Co of Npui Yori# Inc 

la&pp 16831 043 24X Fxcho DO 000, f33/0ri/26- D30D1 1 0450 


83051ID460 IE Info Notice 03^34, "Cvcnt Notification Info Worksheet '* 
Svc list end 

JORDAN, E L Division of Emeigencg Preparedness & Enginenring 
Aesponae (Post 830103) 83/05/26 Consolidated Edison Cn of New 

York, Inc llSpp 10732 OBD 24X Tiche 50-000.83/05/2^.0303110460 


8309110461 IE Info Notice 03"35i 'Tool Movement W/Control Rods 
Withdrawn at DWHa " Svc list encl 

JORDAN, C L Division of Emoraenty F*r opar edne s s 8, (ngineerinp 
8«span«o (Post 030103) 83/03/31 Cons n 1 1 da ted Edison Cti of Neu 

York. Inc ll6pp 18732 200 24X Fiche 50-000, 0J/O5/31 . 83051 1 0461 


O306270-282 Toruards response to IE Dullctm 83-03. "Check Valve 
Failures in Raw Water Conling 9ys of Diesel Generatnrr, " No 
check valves installed m cooling water sys at Facilities 
tUCKER, H D Duke Power Co D3/06/07 O'FlElLUY, J P FFcgxtm ?, 
Office of Director 2pp 17056 036 24X Fichc 50-369,03/06/07, 

8306290202 


8306290517 Forwards IE Insp Ropts 50-369/83-20 t* 90 - J70/83-27 on 
030502-12 No noncomp 1 lanc 0 noted 

DANCE, H C DlvlsJon of Project 8< Resident Programs 83/06/08 
rOCKEHi H D Duke Pouier Co Spp 19052 186 24X 

Firhe 50-369, 83/06/00. 03O6C9O5 1 7 


— 8306S9051? IE Insp Repts 50-369/83-20 8< 50-370/B3-27 on 830502-1? Nn 
norhcomp 1 i ante noted Major areas inspected preopoi ati uiiol 
test resul ts, survel 1 lance testing, post -mod startup of Unit 1 
6 initial criticality of Unit 2 

HURNETT.P T . THOMAS, M i JAPE, F Region 2, Office of I)ii actor 
03/06/07 7pp 19032 180 a4X Fjche 50-369,03/06/00.8306290517 


fi305ll0464 lE Info Notice 83-36, "Impoct of Security Procticos on Sofa 
Operatifins *' Bvc list encl 

■JORDAN, E L Division of Emergent g Preparedness & Engineering 
Response (Post 030103) 03/06/09 Consolidated Edison Co of New 

York, Inr J I9pp 10030 280 P4X Firhe 50-000,03/06/09,0309110464 


0305110470 IE Info Notice 03-38, "Defective Heat Sink Adhesive «< 
SeiiAiicallg Induced Chatter in Relays Within Printed 
Circuit Cards " Svc list end 

JDROANj E L Division of Emergency Preparedness it Engineering 
Respanse (Post B30103) 03/06/13 Consolidated Edison Co of New 

York, Inc liOpp 10920 225 24X Fiche 50-000,83/06/13,0305110470 


030609(3)010 IE Info Notice 03-3/, "Ti ansf nrmrr Failure Resulting From 
Degraded Internal Connection Cables " Dve list end 
JORDAN. E L Division of Emergency F’reparedness It Engineering 
Response (Post 830103) 03/06/13 Consolidated Edison Cn of New 

York. Inc 243pp 10921 001 24X Fiche 50-000.83/06/13,0306090010 


8305110475 IE Info Notice 03-40, "Need to Environmentally Ounlify 
Epoxg Grouts It Sealers " Svc list end 

JORDAN, E L Divicion of Emergency Preparedness It Engineering 
Response (Post 030103) 03/06/2? ConsDlidated Edison Co of New 

York. Inc llDpp 19021 179 24X Flcho' 50-000, 83/06/22. Q3051 1047S 


D305110477 IE Info Notice 83-41, "Actuation of Fire Buppresslon Bys 
Causing Inoperability of Safety-Related Equipment " Svc list 
encl 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Hespanse (Post 830103) 03/06/22 Consolidated Edison Co of New 

York. Inc 120pp 18997 007 24X Fiche 50-000.83/06/22,8309110477 


0305110479 IE Info Notice Q3-4R. "Reactor Mode Switch Malfunctions " 
Bve liet encl 

JORDAN. E L Division of Emergency Preparedness It Ingineering 
Responie (Post 030103) 83/06/23 Consolidated Edison Co of New 

York. Inc 116pp 18996 242 24X Fiche 50-000,83/06/23,8305110479 


B3D51 10463 lE Info Notice 03-43, "Improper Settings of Intermediate 
Range (IR> High Fluit Trip Setpoints " Svc list end 
JORDAN.E L Division of Emergency Preparedness It Engineering 
Response (Post 030103) 83/06/24 Consolidated Edison Co of New 

York. Inc ll6pp 19046 297 24X Fiche 50-000i 83/06/24, 83051 10403, 


R. Periodic operating reports It related correspondence 


03O&17O311 Monthly operating repts for Hay 1903 W/e306l5 1 tr 

HEAV18, J A I TUCKER, H D Duke Power Co 03/06/15 Direi tor's 
OPflce. Office of Inspection and Enforcement Bpp 18077 105 24X 

Fiche 50-369,83/06/19,8306170311 


8 Reportable ocrurronces, LERs It related correspondence 


9306010015 LER B3-007/OIT-0 on B30503, dur ing Tech Spec reviaui Soap 
bubble test of 47 secondary containment bypass laakage paths 
discovered not performed Caused by proredural deficiency 
Temporary test procedure written H/830517 Itr 

NAFIDOCI.P B . 1UCKER.H 0 Duke Power Co 83/05/17 O'RCILUY, J P 
Region 2, Office of Director 4pp 10674 064 24X 

Fiche 50-370,83/05/17,0306010015 


8306010104 LER G3-009/03L~0 on 030421 , d 1 sc overed that bellows leak test 
not performed on penetration fuel transfer canal tube after 
initial integrated leak rate test Caused hy procedural 
deficiency Procedure changed W/830520 Itr 

NARDOCl.P B , TUCKER, H D Duke Powkt Co 03/05/20 □ 'REILLY, J P 

Region 2, Office of Director 2pp 18674 147 24X 

Fiche 50-370.83/05/20,8306010104 


8306090015 LER 8D-012/03L-0 on 030427, investigation datermlned that 
main steam safety relief valvo 2av-20 lifted briefly while 
pressure below lift setpoint range Caused by setpoint drift 
Betpoint adjusted N/030S27 Itr 

NARD8CI,P B , TUCKER, H B Duke Power Co 03/05/27 D'REILLV, J P 
Region 2, Office of Director 2pp 18/92 346 24X 

riche 30-370,03/05/27.0306070015 


8306090040 LER a3-010/03L-0 on 030427. data gathering panels 7 kc 23 
would nab respond to Fire detection sys praceitor Caused by 
water in bottom of panel 23 Ic H1020A encl Hater removed U 
boards in U1020A end replaced H/D3052/ 1 br 

NARDOCl.P » , TUCKER. M B Duke Power Co 03/09/27 D 'REILLY, J P. 
Region 2, Office of Director 2pp 10793 270 24X 

Fiche 50-370, 83/05/ 27. B306090040 


8306100216 LER 03-01 1 /03L-0 on 030427, POHY block valve 2NC-31D 
declared inoperable due to steam leaking past shaft to 
cantalnmenb atmaiphere Caused by failure of pecking gland 
eye bolts Valve closed l< actuator deenerglied H/B30527 1 br 
MAROOCl.P D , TUCKEFI.H D Duke Power Co 03/09/27 Region 2, 

Office of Director 4pp 1DD05 34«? 34X FIChe 50-370,03/05/27, 

0306100216 


8306130316 LER 03-O13/O3L-O on 030430, fire detection Zones 07i0Q Ii 100 
declared Inoperable due to constant invalid alarms Fire 
watches b containment temp monitoring established Caused bg 
dirt accumulat i on in smoke detectors H/030527 Itr 

MARDDCI,P D , TUCKER. H B Duke Power Co S3/09/27 O'REILLY, J P 
Region 2. Dfflce of Director 4pp 18822 233 24X 

Fiche 90-370,03/09/27.0306130316 


0306100130 LER B3-014/03L-0 on 030501 , r efue 1 i ng uaber storage bank 
boron enneentrati on found low Caused by low reactor makeup 
blender effluent concentratian Boric acid added l< procedures 
revised W/030531 Itr 

TUCKER, H n . NARDDCr.P B Duke Power Cci 03/05/31 O'REILLY. J P 
Region 2, Office of Director 2pp 1D801 240 24X 

Fiche 90-370, G3/09/3i. 0306100138 


8306100164 LER B3-015/03L-0 on B30D01, while in Mode 3, radiation 
monitors 2EMF-3B 6 2EHF-39 derlared iuoperabla when low flow 
alarm could not be cleared Vacuum switch found stuck Bwltch 
everclsed I, returned to normal svc 

NAROacr.P B , TUCKER, R B Duke Power Co 03/05/31 O^REILLYiJ P. 
Region 2. Office of Director 2pp 10807 230 24X 

Fiche 50-370, 03/05/31 , 0306100 J 64 


0306100185 LER 03-017/03L-0 on D30S09, rad i at I on monitor SEMF-lO 
declared Inoperable when monitor failed high Caused by 
RP23A power supply falling duo tn cabinet temp Power supply 
replaced H/830531 Itr 

TUCKER, H D , NARDOCIi P B Duke Power Co 83/09/31 O'REILLY. J P 
Region 2. Office of Director 2pp J0DO5 283 24X 

Fiche 50-370,33/09/31,0306100105 


0306100243 LER ap-0l6/O3L-0 on 030506, r«d lation monitor 2EMF-12 did not 
respond to check sourire Caused by water in detector 
canister -1. bad DM tube DM tube replacsd It board 1. canister 
decontaminated U/830531 Itr 

NARDOCl.P D , TUCKER, H 0 Duke Power Co 03/05/31, O'REILLY, J P. 
Region 2. Office of Director 2pp 18007 137 24X 

Fiche 50-370, 03/09/31 , 8306100243 


B306130312 Updated Ra-370/03-07 re discrepancies in inltleJ integrated 
leek rate test Roap bubble test of hot penetrations will be 
incorporated In periodic test procedure 

TUCKER, H D Duke Power Co 03/06/03 0 'REILLY. J P, Region 2, 

Office of Director Ip 18023' 3S9 24X Fiche 30-370, 03/06/03, 

03061303 12 
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B30620023B LER G3-O0e/O3L“O on GSO^lBi uj>p«r $r lou-»r personnoX airlocks 
if«el 4 r>rf uhon ilawn & ruptured Innar seals# 

reipi ctlval v ed on auxiliarg bldg ifoor^ Caused bg 

design deflcieticg H/BSO&OG Itr 

TUCKER rH B.i NAftDOCi# P B. Duka Pomer Co 83/0^/03 O^WtlLLY^ J P 
Region 2< Office of Director dpp 18902 351 
FIcht. SO-370, 03706/03# 8306200230. 


8306270094 RO on 8303274 c ante ineient pressure cantrol sys innntMy 
f urvei 1 lane* not performed «t required interval & bJhen 
performed* pressure found out of anowable limits i^nalysls 
Inconplete Repis ulll be sub^iltted bg 830684 

TUCKER# H B. Duke Power Co 03/06/09 O'REILLY.U P Region 2. 
Office of Director Ip 18908 ISI 24X Flche 50-369* 83/06/09* 
8306270094, 


8306200321 RO 370/03-018 orv 830513# r«d ioac ti ve liquid affluent 
monitarlng instruraintatl on cbannels inoperable Investigation 
Incomplete X^eit rept will submitted by G3D620 
TUCKER* H 8. Duke Power Co. 83/06/10 0 'REILLY* J.P Region 2# 

Office of Director Ip 18899 Oil. 24X Ficbe 50-370*83/06/10# 
B30620032I. 


8306300114 LER B3-0SO/03L-O an 830519* sbutdauin r«<f bank A Group J C# 
control rod banks A tc C Oroup t failed to move on commend 
Geuied by malfonctlon in Input/output oc amplifier card 
A80d due to traneistpr faliura Cerd replaced W/B306J7 ttr 
XVARI>{}C1*P B # TUCKER# Xi B Duke Power Co 83/06/17 O'REILLVrvI P 
Region 2# Office of Director. 2pp J9tSJ 067 24X 

F i c h e . 50-370# B3 /(U/ 1 7 # 83063001 1 4 


8306300171 Ra 370/83-18; on 030513* radiaac tlve liquid effluent 
monitoring inf trunentati on channels failed Incident 
deternined not reporteb 1 e. No 30-dag rept will be submitted 
TUCKER# H,B Duke Power Co, 83/06/20 a'RElLLY* J. P, Region 2* 
Office of Director Ip. 191 J 9 271 24X Fiche 50-370*03/06/20* 

8306300171 


8306300232 LER 83-021/03L-0 an 830521# while in Node 2# control room 
steam generator D ulda range level recorder Indication 
incorrect, Caused by tube fitting leak on level transml iter 
high-pressure sensor line Fitting replaced N/830688 Itr, 

NAROOCl^P. 8 # TUCKER#H D Duke Power Co. 83/86/20 O'REILLY, J P 
Region 2# Office of Birector 2pp 19JI7 182 24X 

F 1 cfi e 58-370# 83/06/20# 8306300232 


8306300189 LER B3-023/03L-0* on B30S24* upper head injection surge tank 
low pressure alarm received Bulk nitrogen not immediately 
available & preiture fell below limit Caused by leakage of 
gae relief valve on nitrogen eccunulator lX/830623 Itr 
NARDtKl#P B, , TUCKERiH 8 Duke Power Cp 83/06/23 O'REILLY#*; P. 
Region 2# Office of Director, 2pp. 19122 193 24X 

FI Che, 50-370# 83/06/23. 8306300189 


0306300191 Forwarifs LERs G3-036/03L-0 it G3-022/03L-0 

TUCKER.H. B Duke Power Co, 03/06/23 O^REILLV#JP Region 2# 
Office of Director. 3pp. 19119:250 24X Fi che. 50-369# 83/06/23# 

8306300191 


—8306300204 LER 83-022/03L-0: un 030524 6 26# listed functional test 
proceduree failed to satisfy monthly setpoint requirements. 
Caused by failure to identify b incorporate changes Into 
procedures, Setpainti verified 

NARDCCliP, B Duke Power Co, 83/06/23. Ip 19119:294 24 X 

Fiche; 50-369# 03/06 / 23* B306P00 1 91 


T. Hearing transcripts on non-ant 1 trust matters 


8306020700 Transcript of Commission 030927 discussion 6 possible vote 
in Washington# DC on full power OL Pp 1-83, Ouppor ting 
documentation end. 

e Commies loners. 03/05/27 ll2pp, JQ7I7'046. 24X 

Fiche; 50-370# 83/05/27. 0306020700. 


V. Operator Eiaainations 


6306140346 Advises that based on results of oral exams administered to 
all personnel per 020025 request f«r waiver of exams# amended 
licenses will be ferwarded for personnel u/eppropr lately 
aubnCtted app licatione. 

DANCE, H.C Diviiion qf Project Resident Progrems 83/02/10, 
TUCKER* H B, Duka Power Ca. Ip. 18832: 175. 24X 

Fiche; 90-369*83/02/10, 8306140346, 


DOCKET 50-373 LA&ALLE COUNTY SXA7IDN# UNIT 1 


A Appl 1 catian/constr uct ion stage documents 6 correspondence 


B306230005 Addl response to FOIA request for all drafts# knsp evaluatiorii 
repts 6 comments an Keppler 820719 rept re special safety 
Insp during May-Jul 1902 of activities at Unit I Forwards 
documents listed in App S Addl records under review 
FELTON.JM Division of Rules and Records 03/03/25 QABDE* B 
Government Accountability Project 3pfi 10952 001 24X 

Fiche 50-373.03/03/25.0306330005 


— 8306230028 Foruierds trip rept of 020625-26 visit to Region 111 *# 
site re containment bolt installation problem Engineering 
d 1 scuss i on# recommendiations 6 e;;am conclusion included 
HOODrA C BPS Technologies 02/06/20 JACKIN# 1 N NRC - No 
Detailed Affiliation Given I6pp 18952 361 24X 

Fiche 50-373# 03/03/25# 0306230005 


—8306230031 Comments pn agenda items for 020625 site meeting re 
technical aspects Pf torque wrench cal ibr Hotnr operator/ 
yoke Connection tightness check# torque wrench calibr 
accuracy it expansion anchor installation discussed 
RODABAUGH.E C E C Rodabaugh Associates. Itic 02/06/26 
TERADrD HecJianical Engineering Branch 6pp J0953 015 24X 

Fiche 50-373# 03/03/25, 0306230005 


—8306230037 Forwards OA Manual 18-1 2 audit rept Plant const 
satis fac tory. 

REED.C Commonwealth Edison Co 02/07/00 kEPPLER.J 0 Region 
3. Office of Director Ip 10953 021 24X Fiche 50-373, 03/03/25* 

8306230005 


— B306S30039 QA Manual 18-1 2 audit rept RaXated correspondence end 
HANSiNOrK J Commonwealth Edison Co 01/00/04 60pp 10953 022 
24X Fiche 50-373# 03/03/25# 0306230005 


--0306230051 Discusses changes In Section X of util rept resulting free 
consultant concerns re bolting issue Rept revised to reflect 
verification of procedures fc data 

NORELIUS. C C Division of Engineering 82/07/19 jQBLOHaKI# F * 
KWrCELEYiJ. # REIMANN#F Region 3# Office of Director 3pp 
10953 005 24X Fiche' 50-373# 03/D3/2b# 0306230005 


8306160031 Clarifies NHC final response to FOIA request for documents 
re Zack Co 6/or work performed by Zack in const of 
f aci 1 1 ties, App D Document 5 deleted since document identical 
tP App A Document 135 

FELTON# J, If Division of Rules and Records 83/04/14 
PRENDEROASr#R Prendergest# R J Ip 10072 336 24 X 

Fiche 50-000, 83/04/ 14# 8306160031 


F Becurity* medical# emergency 6 fire piotection plans 


8306070355 Forwards response to 830420 request for addl info re 
Guestion OiO 74 on fire protection for safe shutdown Addl 
detectors to be installed prior to startup following 
refueling outage for Unit 1 

8CHR0E0EH.C W CommonueaUh Edison Co 63/05/31 aCHMENCCRiA 
Licensing Branch 2 App 18742 153 24X Fiche 50-373*03/05/31# 

8306070355 


8306150632 Releeses public version of revised emergency plan 
implementing procedure 

FELTONrJ H Division of Rules and Records 83/06/07 Document 
Nanagemint Branch Ip 10068 020. 24X Fiche 50-373# 03/06/07* 

0306150632 


— 8306150636 Public verilan of Rev 2 to Emergency Plan Implementing 
Procedure L2P-I330-32# "Post-Accident SempUng of OA Wide- 
Range Oes Monitor " Offsite procedure mod forms revised 
Index end 

a Oommortueal th Edison Co 83/05/03 Office of Nuclear Reactor 
Regulation# Director 10pp 10060 021 24X Fiche 50-373# 

83/06/07# B30615D633 


9306160391 Ack receipt of 830527 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-373/02-54 8c 
50-374/02-22 

0PE8BARD#R L Region 3# Office of Dliectur 83/06/10 REED# C. 
Cqatmonuealth Edison Co. 3pp 18060.037 24X Fiche 50-373*83/06/10# 

8306160391. 


— 0306160435 Reeponde to NRC 830420 Ur re violations noted In IE Imp 
Repts 50-373/82-54 S( 50-374/02-22 Corrective actions, addl 
insp criteria utlliitd during reinsp of cable penetration 
flreelopt 6 during Initial installation at Unit 2 
FARRAR, D.L, Commonwealth Edison Co. 83/05/27 KEPPLER# J O 
Region 3* Office of Director 0pp 10860:040 24X 

Fiche^ 50-373# 83/06/10* 8306160391 
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S'^i&2]0S<}9i Submit* program for resolution af License Condition 2 C 
(251 (d)- re unlabeled fire doors Bullet resistant assembly 
Door S^9 ulll be removed U replaced u/smaller assembly door 
by Chicago Bullet Proof Co 

SCHPOEBERrC U Commonuieal th Edison Co 63/06/15 BCHUENCER* A 
Licensing Branch 8 3pp 10919 019 24X Flcbe 90**373i 03/06/ i5i 

6306210205 


0306300119 Advises that DOE will respond to requests for emergency 
radiological assistance from 1 1 censees- federali state fc local 
jgenc 1 esr pr Ivate organizations or individuals involved in 
incident involving source, byproduct or BNN 
BAUER^R H Energy. Dept of 03/06/23 DIEDERICH. 0 J 

Cammonuealth Edison Co Ip 19121 076 24X Ficho 50-373.03/06/23. 

B3063001 1? 


J. Insurance h Indemnity information 


6306020163 Forwards Certificate of Insurance N-OS to NCLIA Policy 1 Ct 
Certificate of Insurance M-B3 to MAELU Policy 1 

aSTERiJ Commonuiealth Edison Co 03/05/24 9ALT2MAM. J Assistant 
Director for State & Licensee Relations 13pp 1B690 232 24X 

Flcha 50-373.03/05/24.3306020103 


6306170203 Foruiards Endorsements 25 & 10 to NELIA Policy NF-253 St MAELU 
Policy HF-104t respectively, 

aSTERtJ Commonwealth Edison Co B3/06/13 BALTZMAN. J Assistant 
Director for State t Licensee Relations 3pp 10Q77 017 24X 

Fiche 50-373.83/06/131 8306170283 


P. Operating license stage documents S< correspondence 


0305190370 Forwards computer listing of "Environ Qualification Status 
Rept - !E Equipment (Harsh) '* Unit 8 currently expected to 
begin fuel loading in Aug 1903 

DCHROEDHRi. C W Commonwealth Edison Co B3/05/13 SCHWENCCR, A 
Licensing Branch 2 2pp 10500 087 24X Flche SO-373. 83/05/13. 

8305190370 


--03O519O373 "Environ Qualification Status Rept - IE Equipment (Harsh) " 
e Sargent U Lundy. Inc B3/05/05 9Bpp 10500 009 24X 

Fiche 50-373.03/05/ 13. 0305190370 


0306060146 Forwards alternate Sr complete solution to resolve NRC 
concarna re detection of Inadequate core cooling in reactor 
water lavel ref leg cooling sijs H/one oversize drawing 
Aperture card is available In PDR 

SCHROEDEFliC U Commonwealth Edison Co 03/05/31. aCHHENCER. A 
Licensing Branch 8 9pp 18732 076 84X Fiche 50-373,83/05/31. 

8306060146 


0306060230 Responds to A Bournia request for rept of status of util 
negotiations u/Secretary of OOF re Nuclear Haste Policy 
Act of 1902 Agreement will ba reached 8. contract executed 
within required 830630 time frame 

DCHfiaEDERfC U Commonwealth Edison Co 03/08/31 SCHHENCER. A. 
Licensing Branch 2 Ip 18788 360 24X Flcha 50-373. B3/05/31. 

B30606D23D 


S306-Q90194 Discusses util Interpretation of 10CFR80 49. "Environ 
Qualification of Electrical Equipment Important to Safety 
for Nuclear Power Plants " Intent of rulemaking is to 
require upgrade program for replacement equipment not parts 
FARRAR. D L Commonwealth Edison Co 83/06/03 DENTON, H R Office 
of iNuclear Reactor Regulation. Director. 3pp. 18796 090 S4X 
FicKe 50-000.03/06/03,0306090194 


0306100062 Submits clarification of multiple fuel lift values due to 
criteria differences used by OE Engineering 6 BE Generic 
Licensing Groups as result of continued refinements to 
generic model 

DCKRDEDER, C H Commonwealth Edison Co 83/06/03 8CHHENCER, H 
Licensing Branch 2 3pp 10002 23S 24X Fiche 50-373.03/06/03. 

0306100062 


GG0615OS52 Forwards assessment of "Quick Look" rept In response to 
030304 & 30 Itrs re submittal of initiol evaluation of 
safety relief valve in-plant test rfsults Addl info 
r«questeil< 

SCHUENCERhA Licensing Branch 2 83/06/07 FARRAR. D L 

Comnonwealth Edison Co 5pp 18867.029 24X Fiche 50-373,83/06/07, 

8306150552 


03O62GOO77 Ack receipt of 030302 Itr. provid ing reasons for not paying 
Class II fee for review of 021116 l( 1207 applications for 
eteeiption from primary containment inerting requirements Fee 
requested in 030128 Itr no longer required, 

DI0O8. R. H License Fee Management Branch 83/06/17 FARRAR, D L 
Commonwealth Edison Co Ip. 19042 347 24X Fiche 50-373,83/06/17. 

8306200077 


0306240406 Motif teat ion of B30621 meoting w/utll in Dethesda.MD to 
discuss & clarify reBponias re multiple control sys 
fa i lures 

BDURMIA, A Licensing Branch 2 B3/06/80 SCHWEMCER. A Licensing 

Branch 2 3pp 10990 017 24X Fiche 50-373,83/06/80.8306240406. 


0306200323 Forward B table listing results of fuel lift max gap per 
License Condition S C (12) Results calculated per NEDE- 
21 175-3-P 

8CHRDEDER, CW Commonwealth Edison Co 03/06/20 BCMWENCER, A 
Licensing Branch 2 3pp 19001 213 54X Fiche 30-373.03/06/20. 

0306280323 


0306200502 Forwards supplemental response to EO&O, Phase I, Apr 1903 rept 
re NUREO-0612, "Control of Heavy Loads," reflecting area* of 
concern addressed during 030614 telcon 

SWARTZ. E D Cemmonwealth Edison Co 83/06/22 DENTDM. H R Office 
of Nuclear Reactor Regulation, Director 26pp 19019’ S36 24X 

Fiche 50-373,83/06/22,8306200502 


Q Inspection reports, IE Bulletins b correspondence 


03OA23OOO5 Addl response to FDIA request far all drafts. inep evaluation 
repts & comments on vf Keppler 020719 rept re special safety 
Insp during May-Jol 1902 of activities at Unit 1, Forwards 
documents Listed in App D Addl records under review 
FELTON, J.M Division of Rules and Records 83/03/25 OARDEi. B. 
Oovernment Accountability Project 3pp 10952.001 24X 

Fiche 50-373,03/03/25.0306230005 


--B306230012 Insp Evaluation Rept 02-35 re allegations of drilling It 
const defitiencos at sits Concerns resolved effectively 
by licensee I. NRC Related draft info end 
« NRC - No Detailed Affiliation Given 03/03/25 265pp 

10952004 24X Ficho 50-373,03/03/25.8306230005 


—0306230015 Evaluation Rept on Atty General of IL allegations re 
drilling & const deficiencies at * 1 te. Al legations w/o merit 
e Structural Engineering Branch 03/03/23 4pp. 18952 269, B4X 
Fiche 50-373, 83/03/25. 0306230005 


— 8306230019 Bummary of B20611 mgt meeting at sit# re ongoing 
Invest! gation of Atty General of IL allegations concerning 
drilling & const problems. 

DAVI6, A. 0 Region 3. Office of Director 82/06/17 Region 3, 
Office oF Director 3pp 10952.260 24X Fiche 50-373,03/03/25, 

0306230005 


— 0306330022 Discusses readiness of facility to receive DL, par request. 
Initial recoetmendation or issuance of OL withdrawn pending 
further quantlf ica tlon h c lorif icatlon of const QC issues 
Insp evaluation It related info anc 1 

REIKANN, F W Region 3, Office of Director. 82/06/28. 

JACKIMi I N , WALKER. R.D Region 3, Office of Director 74pp. 

10952 283 24X Fiche 50-373. 83/03/25. 03O6S3OOO3 


— 0306230043 Discusses 020630,0707 It 08 talcons re investigations of 
allegations concerning facilities Allegations not properly 
investigated l< could result in "whitewash". 

CUMMINGS. J d Office of Inspector h Auditor 82/07/15 DIRGKB, W. 
Office of the Executive Director for Operations Epp, i8963’083, 
24X Fiche 50-373.83/03/25,0306230005 


—0306230056 Discusses results of insp of allegations contldarad to have 
potential effect on facility operation No reason evident to 
limit power operation at facility 

KEPPLER, JO Region 3. Office of Director. 82/07/19. DENTON, B.R. 

Office of Nuclear Reactor Regulation* Director Ip 10953' 008 
24X Ficho 50-373,03/03/25,8306230005. 


—8306230061 Discusses concurrence w/0ection X of IE Insp Rapts 
50-373/02-35 & 50-374/02-06 re allegation that Morrison Co 
torque wrench callhr records falsified Audit not 
sufficiently comprahanilve to draw meaningful concluslona, 

REIMANN. F W Region 3. Office of Director, 82/07/21. Region 3» 
Office of Director ip 1Q953 0Q9 84X Fiche. 50-373. 03/03/25, 

0306230005 


— 8306230065 Bummarizea 020011 meeting w/N Jackiu. R Lipins kl 6 
representatives of public Interest groups re affidavits 
submitted by bricklayers subsequent to completion of initial 
special insp of facility Insp evaluation repts end 
NORELIUS.C, E Region 3, Office of Director 02/00/18 Region 
3, Office of Director i5pp, 18963*070. 24X 

Fiche 50-373* 63/03/25, B3D6230 DOS, 


BSD6100252 Forwards IE Insp Rept 50-373/63-10 on 630425-28 b notice 
of violation 

PAPERIELLO. C J Region 3. Office of Director 03/OS/BO REED.G, 
Cammenwealth Edison Co 2pp. 10807.042 24X Fiche* 50-373, 03/09/20. 

8306100252 
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— G30il00255 Notice violation from insp on 330425-28 

PAPERlELLOfC J Region 3* Office of Director D3/05yi9 Jp 
19807 044 24K jFlche S0-373i Q3/05/20< a30&i003S2 


—SGQfrl 00259 IE Insp Rapt 90-373/03-ie on 8304SS-3e Nonccinip 1 iance 
noted failure to fallow applicable pracrdure when completing 
radtetlon wort permit requirements 

MiLLERj D E . OREOER.L R. Region 3. Office of Director. 03/05/19 
7pp 19907 045 24)( FI the: 50-373i 83/05/20, 0306100332 


8306100172 Forwards lE Imp Rept« 50-373/83-16 & 50-374/83-14 on 
830411-0906 & notice o-f violation 

BTREETEflivf F Region 3. Office of Director 03/03/24 REED,C. 
Commonwealth Edison Co Spp. laSOB 26S S4X Fiche 50-373,83/05/24, 
9306100172 


— a3061'00l74 Notice tjf violation from Insp on 030411-0506 

STREETER, J F Region 3, Off ice of Director 93/05/24 2pp 
18909,267 24 X Ficlie 30-373,83/03/24,9306100172 


'9306100175 IE Insp Rapt* 30-373/83-16 b 30-374/63-14 on 830411-0506 
None Di»pl i ante noted failure to have adequate cable 
separftion b failure to have adequate housekeeping practices 
in cable traij areas. 

LANK8HURY, 9. D , DUPONT, 0 0., REYE8* t A Region 3* Office of 
Director 83/05/24 5pp. IBBOS 269 84X FI c he* 50-373, 03/03/24, 

0306100172 


6303110430 IE Info Katice 93-32, ''Rupturetf A^-241 8aurc«s Contained in 
H«U Logging Device " 8vc list end 

TAYLOR, J,M Division of Safeguards & Inspection Programs iPost 
630103) 83/03/26 Consolidated Edison Co of New York, Inc 
12flpp. 18031 043. 24X Fiche 50-000,83/05/26,8305110459 


63OS11O460 IE Info Notice 93-34, "Event Notification Info Mortsheet *■ 
0VC list end 

JOROANtE L, Division of Emergency Preparedness It Engineering 
Response iPoit 830103) 93/05/26 Consolidated Edison Co of New 

York, Inc llSpp 18732 083 24X Fiche 50-000,63/05/26,8303110460. 


0303110461 IE Info Notice 83-33, '‘Fuel Movement H/Control Rods 
Withdrawn at RMRs ** Eve list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response iPost 930103} 83/03/31 Consolidated Edison Co. of New 

York, Inc 116pp 19732 208 24X Fiche 50-000,63/05/31,8309110461 


8306100249 Act receipt «f 030526 Itr informing NRC of steps taken tp 
correct violations noted in IE Insp Aepts 50-373/B3-11 fc 
90-374/83-06 

8TREETER,J F Region 3, Office of Director 93/06/06 REED,C 
Commonwealth Edison Co Ip 18907:061 24X Fiche* 30-373, 83/06/06, 

B306100249. 


— 0306100290 Responds to NRC 03O42B Itr re violations noted in IE Insp 
Rip is 90-373/63-11 fc 50-374/83-06 Corrective actions test 
engineers retnstructad re test procedures 

FARRAR, D L Commonwealth Edison Co 83/03/26 KEPPLER,J 0 
Region 3, Office of Director 3pp> 18007 062 24X 

Fi c h t • 90-3 73, 83 /06/06, 8306 1 0024 5. 


8306100094 Forwards response to IE Bulletin 03-03 re diesel generator 
Cooling water check valves, p lents utllire Nlssian Duo-Check 
valves employing hlnge-te-pln design for protection against 
vibrati on^induced failure 

BARNE8, P L. Commonueal th Edison Co 93/06/07. KEPPLER, J. 0 Region 
3, Office of Director 7pp 18802 239 24X Fl c he: 50-000, 03/06/07, 

0306100094. 


8306170380 PoTwards response id IE Bulletin 83-03 re diesel generetor 
cooling water check valves Valves at Dresden U LaBalle 
acceptable u/a further insp Rept on valve failures at Ouad 
Cities will be submitted within 90 days of insp completion, 

BARNES, p,L Commonwealth Edison Cd 83/06/07 KEPPLER, J. 0. Region 
3, Office of Director 7pp. IS8B0 211. 24 X Fiche 50-000,83/06/07, 

0306170300 


9309110464 IE Info Notice 93-36, "Impact of Security Practices on Safe 
Operations. ■' Sve list end 

JORDAN, E. L Division at Emergsney Freparednesf It Engineering 
Response (Post 0301 03> 03/06/09, Consol idated Edison Co. of Kew 

York, Inc. Il9pp 18630.280. 24 X Fich e* 50-000, 83/06/0^, 83091 10464. 


to notice of violation from IE Insp Rept 
I 030425-28. Corrective actions* all 
permits will be reviewed for 

t Edison Co. 83/06/10. KEPFLER, ^f. O. Region 
2pp. 10861:302 24X Fiche: 50-373,83/06/10, 


8306160391 Ack receipt ef 030527 Itr informing NRC of steps taken to 
corrset violations noted in IE Insp Repts 50-373/82-94 b 
90-374/02-22 

BP£SSARD,R L Region 3. Office of Director 83/06/10 REED, C 
Commonuieml th Edison Co 3pp 1SB60 037 24X Fiche 50-373,03/06/10, 

9306160391 


— 8306160439 Responds tn NRC 63042B Itr re violations noted In IE Insp 
Rep ts 50-373/82-54 I, 90-374/82-22 Corrective actions ad if I 
insp criteria utilised during relnsp of cable penetration 
firestups 6 during initial installation at Unit 2 
FARRAR, D L Commonuiea 1 th Edison Go 03/05/27 KEPFLER, J G 

Region 3, Office of Director 8pp 10860 040 24X 

Fiche 30-373, 03/06/10, 8306160391 


8306300129 Forwards IE Insp Repts SO-373/03-12 It 50-374/83-10 on 
930311-0410 tr notice of violation 

SHAFER, W D Region 3, Gff ice of Director 03/06/ il REED, C 

Commonwealth Edison Co 2pp 19122 333 24X Fiche 50-373,03/06/11, 

830630012? 


— 8306300135 Notice of Violation from insp on 030311-0410 

SHAFER, U D Region 3, Office df Director 03/06/lJ Ip 
19122 339 24X Fiche 90-373,03/06/11.8306300129 


—0306300141 IE Insp Rept 30-373/83-12 I. 50-374/03-10 on 8303U-0410 
Nencompllance noted HPC8 automatically initiated ti no 
unusual event declared, following reactor scram on 830322 
OULDEMOND. M , MADISON, A , WALKER, R D Region 3, Office of 
Dine tor 83/06/08 llpp 19122 336 24X Fiche 50-373,83/06/11, 

0306300129 


6309110470 IE Info Notice 03-30, "Defective Heat Sink Adhesive l« 
Seismically Induced Chatter in Relays Within Printed 
Circuit Cards " 8vc list end 

JORDAN, E L Division of Emergency Preparedness Ct Engineering 
Response (Post 630103) 03/06/13 Consolidated Edison Co of New 

York, Inc ll8pp 18920 225 34X Fiche 50-000,83/06/13,0303110470 


B3D6090010 IE Info Notice 83-37, "Transformer Failure Resulting From 
Degraded Internal Connection Cables “ Gve list encl 
JORDAN, £ L Division of Emergency Preparedness It Engineering 
Response (Post 630103) 03/06/13 Consol idated Edison Co o-f New 

York, Inc 243pp 10921 001 24X Fiche 50-000,83/06/13,0306090010 


8305110475 IE Info Notice 63-40, "Need to Environmentally Qualify 
Epoxy Grouts It Sealers " Sve list end 

JORDAN, G. L Division of Emergency Preparedness S< Engineering 
Response (Post 830103) 03/06/22 Consolidated Edison Co of New 

York, Inc IlSpp 19021 17? 24X Fiche 50-000,83/06/22,6305110475 


8309110477 !E Info Notice 83-41, "Actuatien of Fire Bupprossion Bys 
Causing Inoperability of Safety-Related Equipment " Sve list 
enc 1. 

JORDAN, E L Division of Emergency Preparedness It Engineering 
Response (Post 030103) 03/06/22 Consolidated Edison Co of New 

York, Inc. 120pp 18997 007 24X Fiche 50-000,83/06/22,8305110477 


8305U0479 IE Info Notice 83-42, "Reactor Mode Switch Mai f uncti tins " 
8vc list end, 

JORDANrE L Division of Emergency Preparedness It Engineering 
Response (Post 030103) 03/06/23 Consolidated Edison Co of New 

York, Inc 116pp 18996 242 24X Fic he 50-000, 83/06/23, 830511047? 


8306270215 Forwards IE Insp Repts 50-373/03-17 It 90-374/03-16 on 
830411-05]7 It notice of violation 

SHAFER, W D Region 3. Office of Director 03/06/23 REED, C 
Commonwealth Edison Co. 2pp IB90B 282 24X Fiche 50-373,83/06/23, 

8306270215 


— 83062702SO Notice of violation from insp on 030411-0517 

SHAFER, W D, Region 3, Office of Director 03/06/23 Ip 
16980 204 24X Fiche 90-373, 83/06/23, 030627021 5 


— 8306270222 IE Insp Rept 90-373/83-17 It 50-374/03-16 on 830411-0517 
Nencompllance noted inadequate procedure re traversing 
in-core probe sys 

MADIBON, A , GUCDEMOND, W , WALKER, R D Region 3, Of flea of 
Director 03/06/22 0pp 10980205 24X Fiche* 50-373, 03/06/23, 

0306270215 


8305110403 IE Info Notice 03-43, "Improper Settings of Intermediate 
Range (1R> High Plus Trip Setpoints " Sve list end, 

JORDAN, E. L Division pf Emergency Preparedness It Engineering 
Hesponse (Post 830103) 83/06/24 Consolidated Edison Co of New 

York, Inc 116pp 19046.297 24X Fiche 90-000,03/06/24,8305110483 


8306300060 Ack receipt of 030610 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 90-373/83-10 
PAPERIELLa,C J, Region 3, Office of Director 83/06/27 REED, C 
Commonwealth Edison Co Ip 19120 266. 24X Fiche 50-373,83/06/27. 

8306300068. 
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— B30S300073 RBspotidE to NRC B30520 1 tr re violations noted in IE Insp 
ftep-t 50-373/83-10 Corrective actiotia radiation protection 
foremen ijistrifctad to revletu each radiation work permit for 
completeness prior to signing shift engineer 
Ff^RRARi □ L Cammonuealth Edison Co 03/O^i/lO KEPPLER.J 0 
Region 3. Office of Director 2pp 19120 2f>7 24X 

Fiche 50-373-. 0 3 /Oil/27. 0306300068 


S Reportable occwrre-nces. LERs f< related correspondence 


B30fe0&0206 LER S3-O^3/03L-O on G30427. uihi 1 e performing charger capacity 
tiitiDiv 1 charger SCR output fuse F'l bleu & charger feed 
breaker tripped shutting doun charger Caused by problem tu/ 
battery capacity tester Fuse replaced W/030326 Itr 
HlETAi A. J J ■ DlEDERICHfO J Commonureal th Edison Co 03/05/26 
KEPFLERi J Q Region 3, Office of Director 3pp 1B732 346 2‘4X 

Ftc he SO-373, G3/03/26. 8306060206 


8306210300 Special rept correcting 030517 rept re ECC8 actuation 
t» injection -of uater into RCS On 030522. HPC3 & RCIC sys 
euto initiated due to low water level Caused by setpoints 
more conservative than Tech Spec 

DIEDERICH, O J Commonwealth Edison Co 03/05/26 KEPPLER, J 0 
Region 3, Office of Director Ip 10914 004 a4X 
Fiche 50-373, 03/05/26; 0306210300 


BOObl 30349 LER 83^044/03L-0 on 830505; reac tor water pH dropped below 
Tech Spec uhile in cold shutdown Suppression pool h ICYOIT 
contaminated u/nrganlci Caused by processing freon «c organic 
lolvents through radwaste into ICYOIT W/03OS31 itr 
BHEAflER,L N , DiEDERICHiO J Commonwealth Edison Co 03/05/31 
KEPFLERiJ O Region 3; Office of Director Spp 16022 337 24X 

Flche a0-373i83/OS/3I; 0306130349 


8306130352 LER fl3‘^04 5/03L-0 on 030506; during reactor vessel high water 
level HPC9 injection valve closure callbr functional test# 
level Indicating switch 1B21-NI00A found out of tolerance 
Cauiad by instrument drift pr/B3060i Itr 

RASTERBQN, V V ; DJEDERiCHtO J Commonwealth Edison Co 03/06/01 
KEPPLER, J Q Region 3; Office of Director 3pp 10022 307 24X 

F ic h e 50-373 , 03/06 /0l ; 0306 1 30352 


B30621O277 LER OS-Odb/OQL-O on 030500; survei 1 lance frequency for 
offsite to onsite breaker al ignment; ansi te breaker alignment 
fit lew pressure carbon dioxide sys exceeded spec Caused by 
ihiift supervisor error W/Q30602 Itr 

CAHPaELL.I.. D ; DiEDERICHiO J, Commonwealth Edison Co 83/06/02 
KEPPLER; J 0 Region 3; Offxce of Director 4pp 18914 241 24X 

F Ic h e 50-373, 03/06/02, 03O6S 10277 


8306160169 PnO-I 1 1-03-043 on 030610; wh i 1 e removing filter from reactor 
water cleanup sample panel, radiat i on protection technician 
received eye contamination from dry mofcl adhering to filter 
Eye flushing reduced con-taml natl on to 30.000 dpm 

HUETER.L . MILLER; J Region 3; Office of Director 03/06/10. Ip 
10061 272 24X Fiche 50-373.03/06/10.0306160169 


0306210192 LER 03-051 /03L-0 on 030513. VC chlorine detector B tripped ^ 
would not reset Caused by loose ground wire on circuit 
board Uire tightened H/030613 Hr 

ARAND, J vl , DIEDCRICH.O J Commonwealth Edison Co 03/06/13 
KEPPLER, J 0 Region 3, Office of Director 3pp 10914 116 24X 

Fiche 50-373. 03/06/13.0306210192 


0306220064 LER 03-051 /03L-0 on 030516. r ooc tor protactlen «ys trip 
channel H2 limit switch failed to operate properly Cause 
unknown Limit switch readjusted W/030614 Itr 

HOUSTON. R » , DIEDERICH. 0 V Commonuen I th Edison Co 03/06/14 

KEPPLER, J 0 Region 3; Office of Director 3pp 10730 102 24K 

Fiche 50-373. 03/06/ 14; 8306220064 


B306270O02 LER 03-054/03L-0 on 030520; dry wo 11 air fir sup pres si pn chamber 
air/water temp functional test tfiscovored not performed 
since 82O427 Caused by personnel failure to incorporate test 
in computerix ed surveillance program 14/030616 Itr 
TRAINOR;A P i DIEDERICH; 0. J CommoniaDD 1 th Edison Co 03/06/16 
KEPPLER. J 0 Region 3, Office of Dime tor 3pp. 10700 107 B4X 
Fiche 50-373, 03/06/ 16; 8306270002. 


8306270282 Potential Part 21 rept re discrepancy in welding of 
turnbuckle assemb ly. turnbuck le-bol t Interface & On top plate 
assembly variable springs 8A307 Grade B bolts not ABMC 
Section IX mail Investigation underwaij 

KARAOIANIS.J A Eicon Metal Products Co 83/06/17 KCPPLLRiJ 0. 
Region 3; Office of Director 2pp 10796 207 DdX 
Fiche 50-000^83/06/17,8306270202 


8306300036 PND-H I -03-053. «ix 030621# one of two ntanua 1 Isolation valve a 
for vacuum breakers D found c losed; rend ering vacuum breaker 
Inoperable Cause being reviewed Appropriate enforcement 
action to be Initiated 

JORGENSEN; 8 L ; SHAFER, H 0. Region 3, Office of Director 03/06/24. 
2pp 17120 313 24X Flcho 50-373; 83/06/24, 8306300026. 


DOCKET SO-374 LABALLE COUNTY STATION, UNIT 2 


A Appl icetion/construction stage documents Ir correspondence 


03O'621OQ45 LER a3-04B/03L-0 on 030510; during visual insps, mechanical 
snubber NB13-10068 found lacked between hot fic cold settings 
Poiilbly caused by excessive snubber travel or defective 
snubber Snubber replaced H/Q30606 Itr 

SPENCER# D A . DlEDEfilCH.O J Commonwealth Edison Co 03/06/06 
KEPPLER# J O Region 3; Office of Director Spp 18910 360 24X 

Fiche 50-373,03/06/06,8306210045 


8306330005 Add 1 response to FOlA request for all drafts, Insp evaluatlnn 
repts fi( comments on J Happier 820719 rapt ra epeelal safety 
insp during May-Jol 1902 of activities at Jnit 1 Forwards 
documents listed In App B Addl records under review 
FELTON; J M Division of flules and Records 83/03/25. OARDE; D, 
Government Accountab 1 1 ity Project 3pp 10952 OOJ 24X 
Fiche 90-373. 83/03/25; 0306230005 


B30b21CQa9 Updated LER 03-Oa3/O3X-l on 030402, radwaste effluent monitor 
dtelarid inoperable Ceused by high fixed level of background 
eadlatlon Inner chamber surface experimentally coated w/ 
acrylic resin U/830606 Ur 

ARAND, J , DIEDER3CH;0 J Commonwealth Edison Co 03/06/06 

KEPPLER, J 0 Region 3, Office of Director 3pp 1B917 191 ffAX 

Fiche 50-373,83/06/06,8306210009 


830621-0263 LER a3-047/03L-0 on 830507, I iquid radwaste effluent process 
radiation monitor declared inoperable Caused by alarm trip 
point exceeding Tech Spec limit Monitor decontaminated L 
investigation of geometry change continuing W/030606 Hr 
ARAND. J J # DIEOeRICHiO J Commonwealth Edison Co 83/06/06. 
KEPPLER, J O. Region 3. Office of Director 3pp 189151047 24X 

Fiche- 50-373, 83/06/06, 0306210263 


0306270302 LER B3'049/03L-0 on 030520; during evaluation of turbine 
bypass valve sy« response time requirements, data from 
LIS-EH-03 Improperly evaluated Caused by incorrect wiring 
of control circuitry for valves 2 L 5 U/B3060e itr 
KALKONiK , DiEDERICHiO J Commonwealth Edison Co 03/06/09 
KEPPLER, J G Region 3; Office of Director. 3pp 18999,209 24X 

Fiche SO -373 . 83/06/00; 8306270302 


^“8306230020 Forwards trip rept of 820625-26 visit to Region IXl 
site r« contalrnnsnt bolt installation problem Englneerinp 
discussion; recommendations tt exam conciUKiun included 
HOOD, A C 6F8 Technologies. 82/06/20 JACKIN. I N. NRC - No 
Detailed Affiliation Given 16pp 10992 361 24X 

Fiche. 50-373. 83/03/25, 8306230009 


— 8306230031 Comments on agenda items for 020625 site meeting re 
technical aspects of torque wrench calibr Motor operator/ 
yoke connection tightness check, torque wrench callbr 
accuracy fit expansion anchor installation discussed. 

RQDABAUGH. E C E C Rodabaugh AssoclateSt Inc. 02/06/26. 
TERAQ.D Mechanical Englneorlng Brnnch 6pp 1D953 015 S4X 
Fiche 50-373, 03/03/25; 0306230009 


--03O623OO37 Forwards QA Manual 10-1 2 audit rept Plant const 
satisfactory 

REEDtC Cammonwealth Edison Co DS/07/00 KEPPLER, J.O Rsglon 
3; Office of Director Ip 18953 021 24X Fi che ‘ 50-373, 03/03/25, 

0306230009 


'--0306230039 QA Manual 18—1,2: audit rep tv Related correspondence end, 
HAN0ING;K J. Commonwealth Edison Co. 01/08/04, 60up. 10953 ODD 

24X Fiche 50-378,03/03/29,0306230005 


83062200b9 LER 03-0 SO /03L -O' on 830518, administratl vs/c lerical errors 
found in Table 8 7 9-2 Caused by personnel inability to 
traT>ipose design Info Into Tech Bpec table Discrepancies 
corrected, g/030609 Itr. 

fiPENCER.D J DIEDERICH, 0, J Commonwealth Edison Co. 03/06/09. 
KEPf^LER.JO Region 3, Office of Director. 3pp 10930.212. 24X 

Fiche 5 0-373 , 03/06/09, 03062200 1 9. 


0306230051 Discusses changes in Section X of util rept resuttino from 
consultant concerns rs bolting issue Rept revised to reflect 
verification of procedures t, data 

^ Division of Engineering 02/07/19 JaDLONBKI 1 F. # 
KNICELEV.J.# REIMANN.F Region 0. Office of Director. 

10953 0B5, 24X Fiche 50-373,83/03/25,0306230005. 
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83061^031 Clarifi«& NRC fin^l rBSponse to PQIA r«q.up6t for docuntBnts 
r* Zflct Go ti/or worlr p^rfoT^od by Zeck in conit oP 

App D Docurnn-nt S deleted eince documsnt identical 
to App A DocuntTit 135 

FELTON. J h Dlvltlon of Role* and Record* G3/04/JA 
PRENDEROASr.R PrendergaKt. R J Ip IQB7S 3ii> S4X 
Fiche 50-000.83/04/14^0306160031 


8305190370 Forward* computer Hating of "Environ Qualification Btatu* 
Ript " IE Equipaent (Kareh) ^ Unit S currently exprcied to 
begin furl loading in Aug 1993 

flCHR0E0£R»G W Camcnonueal th Edison Co 93/03/13 SGKl^ENCER, A 
Licensing Branch 2 2pp 19300 087 24X Ftche 30-<373. 03/03/13. 

B305190370 


^0305190373 "Environ Qualification atatus flept - IE E<iulpment (Karsh J " 
# Sargent It Lundg. Inc 83/05/05. 9Bpp 18300 QB7 24X 
FI c h # ‘ 50 -373. 63/05/13, 0305190370 


0306060146 Forward* alternate t* complete solution to resolve NRC 
concerns re datectlon op Inadequate core coaling In reactor 
water level raf lag cooling sg* K/one ovarsite drawing 
Aperture card is available In PDR 

8CHROEDER.C U Commonueal th Edison Co 63/05/31 SCHKENCER.A 
Licensing Branch S ?pp 10732.076. 24X Fiche 50-373^83/05/31. 

8306060146 


8306060236 Rasponds to A Dournia request for rept oP status of util 
nsgotlatlans u/8acratarg of DDE re Nuclear Waste Pol leg 
Act oP 1982 Agreement will be reached It contract eiecuted 
within required 030630 time frame. 

SCHftOEOER.C H Cammonuealth Edison Co 83/05/31 SCHWENCER.A 
Licensing Branch 2 Ip 10728 360 24X Fiche 50-373.83/05/31. 

8306060238 


8306070334 Confirm* 830531 telccn correcting gap calculations of Pual 
lift results contained in Generic Rept NEDE-21 175-a-P 
BCHRDEDEfi.C K. Connoniuealth Edison Ca B3/O6/0I BCHWENCER. A 
Licensing Branch Q. 2pp. 16746 063 24X Fiche 50-374.83/06/01. 

B306070334 


B306090194 Oiscussa* util interpratat 1 on of I0CFR50 49. ''Environ 
Qualification of Electrical Equipment Important to Bafatg 
for Muclear Power Plant* " Intent of rulamatlng 1* to 
require upgrade program for replaceovent equipment not parts 
FARRAR. D L Commonbieal th Edison Co 03/06/03 DENTON. H R QPfico 
of Muclear Reactor Regulatlofij Director 3pp 187?6 090 24X 

Fiche' 50-000. 83 /06/03i 6306090 1 94 


8306280323 Faruardi table Hating result* of fuel lift max gap per 
License Condition 2. C (1S> Results calculated per NEOE- 
2I175-3-F 

8CKR0EDER.C M Coflunonueal th Edison Co 83/06/20 8CHKENCER,A 
Liciniing Brench 2 3pp 19001 213 24X Fic he: 50-373# 63/06/20. 

8306280323, 


8306240252 R«vl*e* aabimated Puel load data* to Oct 1963 for LaSalle 
County Ic Dec 1963 8i Nag 1905 for Bgron Unit* i h 8. 
rivpcctivelg 

8TIEDE.W.L Commonigealth Edison Co 83/06/21 DENTON# H R OPfico 
of Nuclear Reactor Regulation# Director ip 18901 '323 24X 

Fiche I 50-000# 63/06/21. 0306240253. 


8306300032 Rtvisa* estimated fuel load datas. based on const actlvlig b 
preaperational tasting budget review Fuel load scheduled for 
831001. Dec 1983 i Kag 19B5 Por LaSalle County Unit 2 b 
Byron Units 1 Ic 2# r espac tive I y 

STIEDEiML Commonwealth Edison Co 63/06/21 KEPPLER# J. 0 Revlon 
3i OPPlca of Director. Ip. 19120.311. 24X Fiche 50-000.83/06/21# 

8306300032, 


8306290502 Forward* supplemental response to EObO. Phase 1# Apr 1703 rept 
re hlUR£0-0612i "Control of Heavy Loads# *< reflecting areas of 
concern addressed during 630614 telcen. 

SWARTZ. E D. Commonwealth Edison Co. 03/06/22 DENTON# H R. Office 
of Nuclear Reactor Regulation. Director 26pp 19019 236 24X 

Fich*: 80'-a73# 03/06/82. 8306200502 


F Security# medical, amargancy b fire protection plans 


8306070355 Forwards respo-n** to 830426 request for add I Info re 
Question 010.74 on fir* protection Pot eafe shutdown. Add I 
detectors to be installed prior to startup following 
rtfualing outage for Unit 1. 

aCHROeOEB, C M Commonwealth Edison Cp. 63/09/31. SCHHENCER.A 
Licensing Branch 2. 6pp. 10742.153. 24X Fiche- 50-373# 83/05/31, 

8306070355. 


0306150638 Rtltasas public varttan of revieed emergency plan 
implamenbing procedure, 

FELTONiJ M. Division of Rules and Records. 63/06/07, Document 
Hanagement Branch. ip. I0069*O2O. 84X Fiche: 50-373. 03/06/07. 

8306190633 


— 6306150636 Public version of Rev 2 to Emergency Plan Implementing 
Procedure UZP-1330-32, "Post-Accident Sampling of OA Hide- 
Range Oas lionitar " Offsite procedure mod forms b revised 
index and 

♦ Commonwealth Edison Co 83/05/03 Office of Nuclear Realtor 
Regulation. Director lOpp 18B60 021 24X Fiche 50-373. 

03/06/07# 6306150632 


6306160391 Ac k receipt of 830527 1 tr informing NRC of steps taken to 
correct violation* noted In IE Insp Repts 50-373/62-54 b 
90-374/82-22 

8PE88ARD#R L Region 3, Office of Director B3/06/10 REED. C 
Commonwealth Edison Co 3pp 18860 037 24X Fiche 50-373.83/06/10, 

8306160391 


— 0306160439 Responds to NRC 830428 Itr re violations noted in IE Insp 
Repts 50-373/02-94 b 50-374/02-22 Corrective actions addl 
insp criteria utlllxed during reinsp of cable penetration 
flrestops b during initial installation at Unit 2 
FARRAR. D L Commonwealth Edison Co 63/05/27 KEPPLER. J 0 
Region 3# Office of Director Bpp 18860 040 24X 

Fiche 50-373# 03/06/10, 0306160391 


6306210205 Bubmits program for resolution of License Condition 2 C 
(25)(d} re unlabeled fire doors Bullet resistant assembly 
Door 299 will bs removed b replaced w/smaller assembly door 
mfg by Chicago Bullet Proof Co 

aCHROEDER.C W Commonwealth Edison Co 03/06/15 6CHWENCER. A 
Licensing Branch 2 3pp. 18919 019, 24X Fiche 50-373# 63/06/19. 

8306210205 


63063001 L7 Advises that DDE will respond to requests for emergency 
radiological assistance from 1 Icensees, federal, state %c local 
aganclasi private or gani latl ons or individuals involved In 
incident involving source, byproduct or 8NN 
BAUER. R H Energy# Dept of 03/06/23 DIEDERICK. O. J 

Commonwealth Edison Co ip 17121 076 24X Fiche 50-373.83/06/23. 

0306300119 


P Operating license stage documents b correspondence 


0306100062 aubml ts clarification of multiple fuel lift values due to 
criteria differences used by BE Engineering b OE Generic 
Llcsnslng Groups as result of continued refinements to 
generic model 

BCHROEOER. C K. Commonwealth Edison Co 03/06/03. 6CHNENCER. M 
Licensing Drench 2 3pp 10002 239 24X Fiche 50-373.83/06/03# 

6306100062 


B306240406 Notification of 830621 meeting w/util In Dethesda.ND to 
discuss b clarify responses re multiple control sys 
failures 

BOURNfAiA Licensing Branch 2 03/06/20 BCHHENCER.A Licensing 

Branch 2 3pp 10990 017. 24X Fiche 50-373. 83/06/20# 8306240406 


Q Inipaction reports. IE Dulletins b correspondence 


0306230009 Addl response to FQIA request for all drafts# insp evaluatUn 
repts b comments on U Keppler 820719 rept re special safety 
insp during Hay-Uul 1902 of activities at Unit 1, roruiards 
documents listed In App D.Addl records under review 
FELTON. JK Division of Rules and Records 83/03/29 GARDE. S, 
Government Accountabi 1 Ity Project 3pp 18992 001 24X 

Fiche 50-373,03/03/25.0306230005 


— 8306230012 Insp Evaluation Rept 62-39 re allegations of drilling b 
const deficlences at site Concern* resolved effectively 
by licensee b NRC Related draft info end 
* MRC - No Detailed Affiliation Given 03/O3/S9 265pp 

10952 004 24X Fiche 90-373.83/03/25.8306230009 


— 0306230019 Evaluation Rept on Atty General of IL allegations re 
drilling b conftt deficiencies at site Allegations w/o merit. 

N Structural Engineering Branch 83/03/25 4pp 10952 269 24X 

Fiche, 90-373# 63/03/25. 6306230009 


— 0306230019 Summary of 020611 mgt meeting at site re ongoing 
investigation of Atty General of IL allegations concerning 
drilling b const prohlsm* 

DAVI8#A, D. Region 3, Office of Director 82/06/17. Region 3. 
Office of Director 3pp 16992 280 24X Fiche' 50-373. B3/03/BS# 

6306230005 


— 0306230022 Discuasc* readiness of facility to receive OL, per riquesi 
Initial recommendation or issuance of QL withdrawn pending 
further quantification b clarification of const QC issue* 

Insp svaluatlon b related info end 

REIMANN.F W. Region 3# Office of Director 82/06/20 
JACKIN. I, N.# WALKER. R.D Region 3. Office of Director 74pp. 
10952. 283 24X Fiche; 90-373, 83/03/25# 0306230009 
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— Discusses 820630i 0707 & 08 telcons re invcitiodt i oris of 
ollegationB concerning facilities Allegatians not properly 
investigated 1< totild result in "uhi tewash " 

CUMMINGS, J J Office of Inspector Sc Auditor 0P/O7/13 DIRCKB. W 
Offlc-e of Ihr Eiecutive Director for Operations Spp 16953 003 
a4X Fiche 50-373* 83/03/25. G306P30005 


— B30&230DA1 Discufi&es concurrence u/Bectian X of IE Insp Repts 
& 50-374/02-06 ro allegation that Morrison Co 
iarqiitf wrench cal ibr records falsified Audit not 
luff i c lontly comprehensive to draui meaningful conclusions 
RElMANNiF H Region 3* Office of Director B2/07/2i Region 3. 
Office of Director Ip 10953 009 24X Flche 50-373.03/03/25. 

0306230005 


0306030209 Forwards IE Insp Rept 50-374/03-19 on 030412-15 t, 19-21 No 
noncQFnpliance noted 

LJITLE, W 9 Region 3. Office of Director 03/OS/19 REED. C 
Ccipmonueal th Edison Co 2pp 10703 290 24X Flche 50-374,03/05/19. 

0306030209 


--a30603'02l3 IE Insp Ropt 90-374/83-15 on 030412-15 ii 19-21 No 
norcomp 1 lance noted Major areas inspected exam of const li 
ai-bullt drawings for incorporation of design changes, revl ew 
^ approvals 

HEVj H J , DANIELSON, D H Region 3. Office of Director 83/05/10 
lOpp 10703 292 24X Flcho 50-374,03/05/19.0306030209 


0306100172 Forwards IE Insp Repts 50-373/D3-16 It 90-374/03-14 on 
Q30411''0506 t notice of violation 

97REETER,J F Region 3, Office of Director 03/05/24 REED. C. 
Ceamonwealth Edison Co 2pp 10009 265 24X Flche 50-373,03/05/24, 

0306100172 


— 0306100174 Notice of violation Prom Insp on 030411-0506 

STREETER. JF. Region 3. Office of Director 83/05/24 2pp. 
1BG05 267 B4X Flche 30-373.03/05/24.8306100172 


—0306100175 IE Insp Repts 9^^3/3/03-16 S* 30-374/83-14 on 030411-0906 
None o/np 1 lance noted failure to have adequate cable 
separatian & failure to hove adequate housekeeping practices 
in Cable tray areas 

LANK0DURY. R D , DUPONT. 8, G , REYES. L A Region 3. Office of 
Director 03/05/24 9pp 10005 269 ?4X Flche 50-373,83/05/24. 

030*100172 


03051 1O4S0 IE Info Notice 63-32, "Ruptured Ani-241 Sources Contained in 
Mell Logging Device " 8vc list end 

TAYLOR. *1 M Division of Bofeguards L Inspection Programs {Post 
630103) 03/05/26 Consolidated Edison Co. of New York. Inc 
laSpp 10031 043 24X Fiche 90-000.83/05/26,0305110450 


03C51 10460 IE Info Notice 03-34. "Event Notification Info Worksheet " 
Sve ]i$t end. 

JORDAN, E L Division of Emergency Preparedness t* Engineering 
Response CPost 030103). 03/05/26 Consolidated Edison Co of New 

VoTl. Inr ilDpp JS732 005 24X Fiche 50-000.03/05/26,0305110460 


6306100263 Forwerds IE Insp Rept 50-374/03-17 on 030425-0304 No 
no-nremp 1 lance noted 

LITTLE, W 8 Region 3. Office of Director 03/09/27 REED.C 
Conmonuealth EdUon Co 2pp 10007 005 24X Fiche 50-374.03/09/27. 

8306100 263 


--03O6IOO266 IE iHsp Rept 90-374/83-17 on 030425-0504 No nonenmpi lance 
neted Major areas inspected 10CFR90 55(e> item re ECCS 
pump s I Ins trument rocks b Instal latl on records 

NAIOU.K R . AMMEDi I . WILLIAMS, C C Region 3, Office of Director 
03/05/26 6pp. 18007 007 24X Fiche 50-374,03/05/27,0306100263. 


03051(0461 IE Info Notice 03-35, "Fuel Movement U/Control Rods 
Mithdrnwn at DHRs " Sve list encl 

JORDANi E L Division of Emergency Preparedness l< Engineering 
Respansa <ppst 830103) 03/09/31 Consolidated Edison Co of New 

York. Inc. Ii6pp 10732 200 24X Flche 90-000. 03/05/31, 83091 10461 


0306100249 Ack receipt of 030526 Itr informing NRC of steps taken ta 
correct vlolatinns noted in IE Insp Repts 50-373/83-11 fc 
50-374/B3-06 

STREETER. J F Region 3, Office of Director 03/06/06 REED, C 
Commonwealth Edison Co Ip 10007-061. 24X Flche 50-373,03/06/06, 

S306100B49 


— 8306100250 Responds to NRC 030420 Itr re violations noted in IE Insp 
Repts. 50-373/03-11 90-374/03-06 Corrective actlonsdest 

engineers reiristructed re test procedures, 

FARRAR. D L Commonwealth Edison Co 03/09/26 KEPPLER, J 0 
Region 3, Office of Director Spp 10007-069. 24X 

Ficho^ 50-3731 03/06/06, 9306100245 


0305110464 IE Info Notice 03-36. "Impoct of Security Practices on Safe 
Operations « 3vc list end 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response <Post 830103) 03/06/09 Cansol i dat ■<! Edison Co of New 

York, Inc I19pp 10030 200 24X Fiche 50-000,03/06/09,0305110464. 


0306160391 Ack receipt af 030527 Itr Informing MRC of steps taken to 
carrect violations noted In IF Insp Repts SO-373/82-94 4. 

90-374/02-22 

SPE3BARD, R L Region 3, Office of Director 03/06/10 REED, C. 
Commonwealth Edison Co 3pp 10060 037 24X Fiche. 50-373, 03/06/10, 

8306160391 


—0306160439 Responds to NRC B3042B Itr re violations noted in IE Intp 
Repts 50-373/02-54 6 50-374/02-22 Corrective actions addl 
insp criteria utlllxed during ralnsp of cable penetration 
firestops fc during initial installation at Unit 2 
FARRAR. D L Commonweal th Etfi son Co, 03/05/27 KEPPLER, J 0 
Region 3, Office of Director Epp 10060 040. 24X 

Fiche 50-373, 83/06/ 10, 830616039 1 


0306230410 Forwards IE Insp Rept 50-374/03-12 on 830324-20 1« 0505 No 
noncompliance noted 

STREETER, JF Region 3, Office of Director 83/06/10. REED.C. 
Commonwealth Edison Co 2pp 10942:040 24X Fiche: 50-374, 03/06/10. 

0306230410 


—8306230423 IE Insp Rept 50-374 /83-12 on 030324-30 U 0505 No 
noncorsplianct noted Major areas Inspec ted; mgt of OA program, 
auditing ac tlvl ti es. con trol of design changes t 
nonconformance control 

VANDEL.TE. , KISH. JN . HAWKINS. F. C Region 3. Office of Director. 
83/06/10 7pp 10942 050 24X Fiche 50-374. 83/06/10, 0306230418. 


0306300129 Forwards IE Insp Repts 50-373/03-12 l< 50-374/03-10 on 
030311-0410 tc notice of violation 

SHAFER, NO Region 3, Office of Director 83/06/11 REED. C 
CommanweeUh Edison Co 2pp. 19122 333 24X Fiche 90-373, 03/06/1 li 

0306300129 


—0306300135 Notice of violation from insp on 030311-0410. 

SHAFER, WO Regions. Office of Director. 03/06/11 iR. 
19122 339 24X Flche 50-373,03/06/11,0306300129 


—0306300141 IE Insp Rept 50-373/03-12 L 90-374/83-10 on 030311-0410. 
Noncompliance nat«d*NPC8 automaticanv initiated l< ne 
unusual event declared, following reactor scram on D30322, 

OULDENOND. U . MADISON. A.. HALKER.R D. Region 3. Office of 
Director 03/06/00 llpp 19122 336 24X FI ch e* 50-373, 03/06/1 1, 

0306300129 


0305110470 IE Info Notice 03-30, "Defective Heat Sink Adhesive t< 
Salsmlcally induced Chatter in Relaya Nithln Printed 
Circuit Cards " Bve list encl. 

JORDAN, EvL Dlviaion of Emergency Preparedntfs b Engineeri-ng 
Response (Post 030103) 03/06/13. Consolidated Edison Co, ef New 

York, Inc tlOpp* 18920 225 24X Fic he. 50-000, 03/06/13, G3051 10470. 


0306090010 IE Info Notice 03-37, "Tranaf brmer Failure Resulting From 
Degraded Internal Connection Cables ** 3vc list encl 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Reeponse (Post 030103} 03/06/13. Consolidated Edison Co, of Nt-W 

York, Inc 243pp. 10921 001 24X Fit he . 90-000, 03/06/ 13, 830609001 0 


0305110475 IE Info Notice 03-40, "Need tu Envlronmentall g Qualify 
Eposy Grouts It Beelers " Sve list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Reeponse (Post 630103) 83/06/22 Consolidated Edison Cm. ef New 

York, Inc il5pp 19021 179 24X Fiche. 50-000, 03/06/22, 03051 10479. 


B305L10477 IE Info Notice 83-41, "Actuation of Fire Suppression 0ys 
Causing Indperab i 1 1 tg of Safety-Related Equipment *' Bve list 
encl, 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 03/06/22 Consolidated Edison Co. of New 

York. Inc I20pp 10997.007 24X Fiche 50-000, 03/06/22, 0009 1 10477. 


0305110479 IE Info Notice 03-42, "Reactor Mode Switch Half onct lone. “ 
8vc list encl. 

JORDAN, E L Division of Emergency Preparedness b Englntering 
Response (Poet 030103). 03/06/23. Consolidated Edison Co. of Neu 

York. Inc li6pp 10996 242 24X Fiche: 50-000. 83/06/23, 0305110479. 


8306270215 Forwards IE Insp Repts 50-373/03-17 b 50-374/83-16 on 
030411-0517 b notice of violation 

aHAFERi W D. Region 3. Office of Director. 03/06/23, REED, C. 
Commonwealth Edison Co 2pp, 18908 202, 24X Fi c h e ■ 90-373, 03/06/20, 
8306270P15 
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— B306270222 IE Insp Rept 50-373/B3-17 i 50-374/83-16 on 830411-0517 
None ompHancB npkerf Inadoquote procedurp re trav^reinfl 
In-core probe sgs 

MADlBONiA I GULDEMONDjW j WALKER. R D Region 3. Office of 
Director 83/06/22 fipp 10980 285 24X FI che 50-373. 03/06/23. 

8306270215 


B309U04B3 IE Info Notice 83-43. "Improper Settlngi of Intermediate 
Range (IR) High Flu* Trip Setpolnte “ Sve list end 
JORDAN. E L Division of Emergencg Preparedness & Engineering 
Response (Post 830103) 03/06/24 Consolidated Edison Co of Neu 

York. Inc ll6pp 19046 29/ 24X Flche 50-000. 03/06/24. 93051 £0483 


8 Reportable occurrences. LERs 6 related correspondence 


8306100234 Final deficiency rept re problems u/Rlleg temp suritchee 
tnltlallv reported on 830316 Based an engineering 
evaluation by Riley . swi tches accurately perform intended 
function uhen calibr w/modlfied procedure 

SCHROEDER. C Commonwealth Edison Co 83/06/03 KEPPLER. J 0 
Region 3. Office of Director 2pp 10005 321 24X 

Fiche: 90-374. 83/06/03. 0306100234 


8306160169 PNO-1 1 1-03-043 on 030610. while removing filter from reactor 
water cleanup eemple panel. radiation protection technician 
received eye contemlnetion from dry <natl adhering to filter 
Eye fluehing reduced contamination to 30.000 dpm 

HUETEfi.L . MILLER. J Region 3, Office of Director 03/06/10 Ip 
10861 272 24X Fiche 90-373. 03/06/10. 8306160169 


8306270282 Potentlil Part 21 rapt re discrepancy In welding of 
turnbuekle ae sembly. turnbuckle-bol t Interface S. on top plate 
assijahly variable springs 8A307 Grade Q bolts not ASME 
Section JX matl Investigation underway 

KARAOIANIS.J A Elcen Metal Products Co 83/06/17 KEPPLER. J Q 
Region 3. Office of Director 2pp 18996 207 24X 

Fiche: 90-000. 03/06/17. 8306270282 
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A Applicatlon/construction stage documents 6 correspondence 


S3060206B7 Requests confirmation of NRC understanding that FSAR states 
that testing meets provisions of 1EEE-33B & Reg Guide 1 22 
re ESF actuation sys surveillance requirements 

KNIGHTON. O.W Licensing Branch 3 03/09/10 MAURJN. L V Loulftiana 

Power fc Light Co 4pp 18719 328 24X Fiche 90-302.63/05/10. 

8306020687 


6306020641 Notification of 830609 meeting w/util & Torrey Pines in 
Bttheada.MD to discuss Torrey Pines independent design 
verification program for emergency feedwater sys 

WILSON. JH Licensing Branch 3 83/05/16 KINGKTQN. 6 W Licensing 

Branch 3 3pp 10716 331 24X Fiche 90-382.03/05/16.8306020641 


E NRC Safety Evaluation Report (SLR), suppls 8. correspondence 


6306130200 Submits results of preoperat i ona 1 piping thormat eipaiision 
testing per SLR Confirmatory Issue 3 9 2' Piping t* contpnnieni 
eipansiona acceptab 1 e. e*c op t for deviations noted 
Requirements satisfied 

DRUMMOND, F J Louisiana Power L Light Co 83/06/00 KMIQMTIJ/;. G U 
Licensing Branch 3 2pp 1GB24 140 24X Fiche 50-302.03/06/01), 

8306130280 


F Securatg. medical, emergency S. fire pTotoctlon plans 


03O613'O110 Forwards IE Insp Rept 50-303/83-15 on 830301-0430 No 
noncomp 1 lance noted 

MADSEN. 0 L Region 4, Office of Director 83/05/25 MAURIN.i V 
Louisiana Power S< Light Co 2pp 10024 204 24X 

Fiche 50-305. 03/05/25. 0306130110 


—030613012? IE Insp Rept 50-302/83-15 on 830301-0430 No n uncoaip 11 nnc f 
noted Ma|or areas inspected organi tail onal changes, cmergonc y 
6 general plant operations procedure review, pre operati nnol 
test witnessing & unusual event at Union Carbide 
CONSTABLE. 0 L. . FLIPPO. T A . CROSSMAN. W A Rug ion 4. Office of 
Director 03/05/23 9pp 10824 206 24X Fiche 50-393, f3'l/09/i.'b. 

8306130118 


8306140631 Forwards IE Emergency Prepare dnon s Appraisal Rept 
90-3B2/83-OB on 030222-0304 No noncompliance noted Schedule 
for completing corrective actions for deficiency noted in 
App A requested within 30 days of receipt of 1 tr 

MADSEN. QL Region 4. Office of Director 83/05/27 MAURIN, I V 
Louiaiana Power 6 Light Co 16pp 10(137.201 74X 

Fiche 50-302,83/05/27,8306140631 


— 0306140636 IE Emergency Preparedness Appraisal Rept 50-392/03 011 cn 
830222-0304 No noncompl lance noted Major areas insperted 
admlnistratton. emergency organi lati on. training t* retraining 
6 emerger-cy facilities 

HACKNEY, C A . PERROTTI.D J . WIBNCR, C C Region 4. Offico of 
Director 83/05/21 57pp 10037 QV/ 24X Fiche 50-302.03/03/27. 
8306140631 


8306090406 Releases public version of revised emergancy plan 
Implementing procedures 

FELTON. J H Division of Rules and Recurds 03/06/06 Durument 
Management Branch Ip 18012 071 24X Fiche 50-302.03/06/06. 

8306090406 


— 0306090411 Forwards public version of revised emergency plan 
implementing procedures, including Procedures EP-l-OlO re 
unusual event, EP-1-020 re aJert *< EP~I-030 re site 
emerg ency 

MAURIN.L V Louisiana Power & Light Co 83/09/12 (Ifflce of 
Nuclear Reactor Regulation. Dlrectei Ip 10G1P 072 .''IK 

Fiche 50-382, 03/06/06. 0306090406 


6306D70090 Advises of no adverse effect re cultural resources described 
In protection plan on Areas 3 I. 4 re plantation overseers 
house b plantation workers quarters, respectively 
OEBIEUX.R B Louisiana, atote of 83/05/27 REGAN. N H Biting 
Analyili Branch Ip 10739 206 24X Fiche 90-302.03/05/27. 

0306070090 


— 8306090416 Public version of revised amergency plan Implementing 
procedures. Inc tnd ing Procedures EP-l-OlO re unusual event. 

EP-l-OBO re alert 6 EP-1-030 ro site emergency 

» Louisiana Power 6 Light Co 83/04/12 663pp J0B12 d/') l'4X 

Fiche 90-392,03/06/06,8306090406 


8306130206 Forwards revised F8AR Chapter 17 re QA progre/n. per 
10CFR90 94 (. 95 Rev constitutes complete rewrite of QA 
program description for operations phase 6 will be 
incorporated into next amend scheduled for Jul 1903 
GERRETS, T F Louisiana Power b Light Co 03/06/07. KNIGHTON. 0 V 
Licensing Branch 3. 220pp 10826 094 24X Fiche 50-3B2. 0a/O6/O7i 

8306130206 


8306270206 Advises of planned use of respiratory protective equipment 
per 1OCFR20 i03. l/se of equipment not anticipated prior to 
fuel load 

DRUMMOND. F J Louisiana Power tr Light Co 03/06/13 COLLINS, J T 
Region 4. Office of Director Ip IB971 263 24X 

Fiche 30-382. 03/06/ 13. 0306270206 


8306210124 Informs that CE Owners Group study on dtpressoriiafcion b 
DHR schedule will be accelerated to provide response to 
NRC questions by 830630 Response date orginally scheduled 
for 830015. 

DRUftlONDiF J Louisiana Power 6 Light Co 03/06/16 KNIGHTON. 0 M 
3. Ip 18914 205 24X Fiche 90-302.03/06/16, 


8306300166 For werdi supplemental description of CE Owners Group prag 
b schedule In response to Generic Ltr B3-10A re ouidance 
for closing out NJREO-0737. Item 11. K 3 9, -Automatic Trip 
of Reactor Coolant Pumps ■* 

b Light Co 03/06/27 KNIGHTON. 0 
830^IL 30-382.83/06/27. 


8306170266 Aclc receipt of 830517 ltr informing NRC of steps token to 
correct violations noted in IF Insp Rept 50-302/03-13 
MADDEN. G L Region 4. Office of Director 03/06/15 MADRIN. I V 
Louisiana Power b Light Co Ip 100713 139 24X 

Fiche 50-382, 03/06/15, 8306170266 


— 0306170268 Responds to NRC B3D413 ltr re violations noted in If Insp 
Rept 50-382/83-13 Corrective actions walkdoun of attachments 
to seismic supports for fire protection piping fsodo 
A8P-IV-9Q-1 forms generated for existing attachments. 

DRUMMOND. F U Louisiana Power b Light Co 03/05/17 MADUrH. G L 
Region 4. Office of Director 5pp 10070 136 24X 

Fiche S0-3B2. 83/06/13. 0306170266 


G Adjudicatory correspondence 


8306070419 Forwards util 030524 news relenso postponing 030525 
emergency planning exercise Btate of LA requested 
postponement due to actual emergency condi tions caused by 
flooding. Sve list end 

CHURCHILL, D M. 8haw. Pittman. Potts b Trowbridge CHURCHILL, li H 
Louisiana Power b Light Co 03/06/03 EILPERIN, 9 F Atomic Ualety 
and Licensing Board Panel JOHNSON, g R, , KOHL, C N Atomic Bafatv 
and Licensing Appeal Panel 5pp 10742 243 24X 

Fiche' 50-302, 03/06/03. 03060704 1 7 
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:P30blS036fi Exceptions to ASLIJ U1J05J‘A partial initial decision 
C^rrtiPicate aP Svc oncl 

C-i?DESCHjQ L Joint Intervonors- Water ford 03/06/10 Atomic 
Silftij and t^lcorising Appeal Pnnol 4pp 1Q047 303 24X 

Tithe 50-3Ga, B3/06/ 10, 83061 E>O360 


$306300536 Poruiarifa CH Bursteln D30616 Itr to 8J Wolfeinot served on 
PATH os 

l^OLFE.S d Atomic Safety and Licenoing Uoord Panol 83/06/37 
Office of the Fxocutive Legal Director Ip 19030 003 a4X 
F iche 50-3DS» 03/06/87. 0306800536 


S30S1 10458 IE Info Notice 83'~32. "Ruptured A(n-24l Sources Contained in 
Well Logging Device " Sve list end 

TAYLOR, J M Division of Bafeguarda 6 Inspection Programs tpost 
630103) 83/05/26 Consolidated Edison Co of Neu Yorki Inc 
125pp I0B31 043 24X Flche 50-000,03/05/26,8305110458 


B303H0460 IE Info Notice 03-34, "Event Notification Info Worksheet " 
Sve list end 

JORDAN, E L Division of Emergencg Preparedness k Engineering 
Response (Post 830103) 03/05/36 Consolidated Edison Co of New 

Yorit, Inc lISpp 18732-085 24X Flche 50-000,83/05/26,0305110460 


— 930&33O541 Advises that author appointed Joint Intorvonors counsel 
PraCBdurau necessary to roopen Contention 22 re crocked sloii 
riquebtiod 

euRaTEIN^C l( Bursteln. (. M DUR8HIN,L H Joint 
Intarvenors-Watcrf ord □3/06/16 WOl FK, S J Atomic 9afoty and 

Llcan&ing Doord Panel Ip 19020 004 24X Flche 50-302,03/06/27, 

6306280536 


8306140631 Foruards IE Emergency Preparedness Appraisal Rept 
50-302/03-08 on 630222-0304 No noncompl lance noted Schedule 
for completing corrective actions for deficiency noted in 
App A requested within 30 days of receipt of Itr 
MADSEN,© L Region 4, Office of Director 03/05/27 MAURiNiL V 
Louisiana Power k Light Co 16pp 10037 201 24X 

Flche 50-302,83/05/27,0306140631 


I Financial information 


83060601)7 Foruiards LA Pouoi ft I ight Co ?< Middle South Utils, Inc 
Annual rinanrlaJ Repis I90J 

DRUMHQND^r J Louisiana Pciwer k Light Co 83/03/30 Office of 
Nuclear Reactor negulotlon, Director Ip 18728 024 24X 

Fiche 50-3GP, 83/03/30.8306060117 


-8306140636 IE Emergency Preparedness Appraisal Rept 50-302/63-08 on 
630222-0304 No noncomp 1 lance noted Major areas inspected 
administration, emergency orpani lation, training k retraining 
& emergency facilities 

HACKNEY, C A , PERROTTIiD J , WIBNER, C E Region 4, Office of 
Director 83/05/21 57pp 18837 297 24X Fiche 50-382,83/05/27, 

8306140631 


"0306060120 Annual r inane ial Rept 1902 

CAIN, J M . WYATt,J M Loui(.iana Powur k Light Co 83/02/24 
2Dpp 10728 025 24X Tirho 50-382.83/05/30,6306060117 


— 83060603P5 Annual r inane iol Ropt 1982 

LEWIS. r u Middle Bouth UtllitloB, Inc - Middle South Energy, 
Inc 83/05/30 40pp 18728 052 TMX Fiche 50-302,83/05/30, 
8306060117 


0 Inspection reports, IE Dullotins & c nr r osjiond once 


&306QOOQ6V Foruiards IE Insp Rept 50-382/83-04 on 8301 1 7-21 No 
noncomp 1 i ancfr noted 

MADSEN. O L Region 4, Office of Director 83/04/04 MAURJNiL V 
Louis iarhrt Power 6 Light Co 2pp 1U77J 215 24X 

Fiche a O-ao 2, fl 3/04 / 04 , S306080069 


--83060G0074 lE Inop Rept 50-382/03-04 on 030117-21 No noncomp 1 ionce 
noted, Major areas inspected radiation program actions taken 
on 19 open Items Identified In IE Insp Rept 50-382/02-04 
insp af radiation protection controls for reactoi fuel 
DWNEY, II D , MURRAY, » , CRnOGMAN, W A Region 4, Office of 
Director 03/03/24 32pp 18773 217 24X Fiche 50-382,03/04/04, 

0306080069 


8306010223 Forwards summary ropt for action plan for task force review 
of Installed struc turt s/c omponents, per rnforcement Action 
02-109 Structures acceptable 

MAURIN, L V Louisiana Powor k Light Co 83/04/08 COLLINQ.J T 
Region 4. OFfLce af Director 7pp 18672 342 24X 

Fiche 5 a-3S2 .03/04/00, 03060 1 0P23 


8306000078 Forwards IC Inop Ropt 50-302/83-07 on 830124-28 No 
narcomp 1 ianc e nutrd 

MADSEN, 8 U Region 4, Office of Director 03/O4/PO HAURlNiL V 
Louisiana Power & Light Co L'pp 18//J 055 24X 

Flcha 50-3132,03/04/20,8306080070 


-'B306000 079 IE Insp Ropt 50-OQ2/83-07 ori 030124-20 No noncomp 1 lante 
noted Major areas inspected radwaate program, including 
organization, training, personnel qualifications, 
waste BV 3 '®Pf*opnt release controls k aii cleaning sys 
DAER, R E . MUnRAY,D , CROSBNAN, W A Region 4, Office of Director 
S3/a4/ia Zipp 10773 057. 24X Flche 50-302,83/04/20,8306080070 


0306010152 InforoiB that lE Insp Rept 5O'3e2/03-ll canceled 

MADSEN, 0 L Region 4, Office of Director 83/05/25 NAUniN,L V 
Lauistano Power S, Light Co Ip 1B674 049 24X 

Fiche 90-302.83/05/25,8306010152 


G306L30UD Forwards IE Insp Rept 90-302/83-15 on 830301-0430 No 
noncomp I ianc e noted 

MADSEN, 0 L. Region 4, Office of Director 83/09/25 MAURIN, L V 
Louislena Power k Light Co Ppp 1BQ24 284 24X 

Fiche 50-302.03/05/25,0306130118 


—03061 30 L29 lE Intp Rept 50-382/03-15 on 830301-0430 No noncomp 11 anew 
noted Major areas inspected* organ! lationnl changes, emergency 
general plant operations procedure t evieui, preoporatlonal 
test wjtnossing 1< unusual event at Union Carbide 
CONST ABLE. 0 L , FLIPPO, T A , CROBOMAN, W A Region 4, Office of 
Otrector 03/05/23 9pp 1DQ24 286 24X Fiche 00-302,03/05/25, 

83061301 ta 


8305110461 IE Info Notice 03-35, "Fuel Movement W/Control Rods 
Withdrawn at DWRs " Sve list end 

JORDAN, E L Division of Emergency Preparedness It Engineering 
Response (Post 830103) 03/05/31 Consolidated Edison Ca of New 

York, Inc ll6pp 18732.208 24X Fiche 50-000. 83/05/31. 03O5UO461 


0306210061 Forwards IE Insp Rept 50-362/83-17 on 030418-21 It notice of 
violati on 

MADSEN. 0 L Region 4, Office of Director 03/06/06 MAURINrL V 
Louisiana Power <e Light Co 2pp 10912 318 24X 

Fiche 50-382.83/06/06,0306210061 


—8306210064 Notice of violation from insp on 830416-21 

* Region 4, Office of Director 83/06/06 3pp 18912 320 24X 

Fiche 50-382, 03/06/06, 0306210061 


— 8306210070 IE Insp Rept 50-302/83-17 on 830418-21 Noncompliance noted 
failure to provide safety-related records In accordance w/ 
established procedures on emergency feedwater sys If failure 
to establish adequate document control 

ODEROiC R , JOHNSON, C E , R0DERD3. M J Region 4, Office of 
Director 63/05/27 13pp 18912 323 24X FUhe. 50-382, 03/06/06, 

8306210061 


8305110464 IE Info Notice 83-36, "Impact of Security Practices on Safe 
Operations " Sve list end 

JORDAN, E L Division of Emergency Preparednees Ic Engineering 
Response (Post 830103) 63/06/09 Consolidated Edison Go, of Ntu 

York, Inc 119pp 18830 280 24X Fiche 50-000,83/06/09,8305110464 


8305110470 IE Info Notice 03-30, “Defective Heat Sink Adhesive Sc 
Selsmlcally Induced Chatter in Relays Within Printed 
Circuit Cards " Sve list end 

JORDAN, E L Division of Emergency Preparedness l» Engineering 
Response (Post 830103) 83/06/13 Consolidated Edison Co of New 

York, Inc il8pp 16920 225 24X Flche 50-000,83/06/13,8305110470 


8306090010 IE Info Notice 03-37, "Transformer Failure Resulting From 
Degraded Internal Connection Cables," Sve list end 
JORDAN, E L Division of Emergency Preparedness k Engineering 
Response (Post 830103) 03/06/13 Consolidated Edison Co of New 

York, Inc 243pp 10921:001 24X Flche 50-000,83/06/13,8306090010 


8306170266 Ack receipt of 830517 Itr informing NRC of steps token to 
correct violations noted in IE Insp Rept 50-382/83-13 
MADSEN. <J L Reglnn 4, Office of Director 03/06/15 MAURIN, L V 
Louisiana Power I, Light Co ip 18878 155 34X 

Flche 50-382,83/06/15,8306170266 


— 8306170260 Responds to NRC 030413 Itr re violations noted in IE Insp 
Rept 50-382/03-13 Corrective actions walkdown of attachments 
to seismic supports for fire protection piping made 
ASP-lV-5a-l forms generated for existing attachments 
DRUMMOND, F J, Louisiana Power Ic Light Co 83/05/17 MADSEN, 0 L 
Region 4, Office of Director Spp 18078 156 24X 

Flche 50-302,83/06/15.8306170266 


8306170346 Ack receipt of 830429 Itr informing NRC of steps taken to 
correct violations noted in It Insp Rept 50-382/03-09, 

MADSEN, 0 L Region 4, Office of Director 03/06/15 MAWINiL V 
Louisiana Power k Light Co Jp 18880 150 24X 

Flche 50-382,83/06/15,8306170346 
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— 8306170349 Responds to NRC 030331 Itr re violations noted in IE Insp 
Kept 50-382/03^09 CoTrectlve actions fan notor installation 
verif lad* personnel tralneiJ In use of rod-Une drawing 
proceduro fc Ebaeeo force account QO group aatahllshed 
MAURlNiL. V Louisiana Power *< Light Co 03/Ot/a9 MADSFM. 0 L 
Region 4, Office of director, dpp 10800' 139 24X 

Fiche 50-302. B3/06/15r 8306170346 


6304070133 Third intorlm rept rr Significant Const DcPiclonicg 68 
concarning epurioiis ESF actuation sys acutatian Initially 
reportail on B30331 CoT-roctiva action crfopletod Supporting 
info assembled foi OA rovieuj Final rapt by 630624 
DRUHHDNOi F J Louisiana Power & Light Co B3/O5/30 COLLJhS 
Region 4- Office of Director Jp 167^9 914 24X 

Fiche 5O-0B2, 03/05/30. 8306070133 


G3051 10475 lE Info Notice 83-40. "Need to Environmentally Qualify 
Epoiy Orouts 6 Sealers “ Svc list enc I 

JORDANrE L Division of Emergency Preparednees L Engineering 
Responte (Post 830103) 03/06/22 Consolidated Edison Co of Mew 

Yorki Inc, ll9pp 19081 179. 24X Fiche 50-000.83/06/29,8305110473 


B305110477 IE Info Notice 03-41. "Actuation of Fire Buppresslao Sys 
Cauelng inoperability of Safety-Belated Equipment ♦* Svc list 
end 

JORDAN. E L Division of Emergency Preparedneat b Engineering 
Rftponse <Po»t 030103) 03/06/22 ConBoildeted Edison Co of New 

York, Inc, I20pp 10997 007 24X Fiche 50-000. 03/06/22, 0305110477 


8305110479 IE Info Notice 83-42. **Reactor fiode Switch Malfunctions.” 
five list end 

JORDAN. E.L Division of Emergency Preparedness b Engineering 
Response (Post 330103) 03/06/23 Caneolldated Edison Co of New 

York. Inc. 116pp, 10996 242 94X Fiche 50-000. 03/06/23. 03051 10479 


8305110403 IE Info Notice 03-43. “Improper Bettings of Interffiedlate 
Range (IR) High Flu* Trip Betpoints “ Svc lUt end 
JORDAN. E,L Division of Emergency Preparedness b Engineering 
Response (Poet 030103) 63/06/94 Consolidated Edison Co. of New 

York. Ific. Ii6pp 19046 297 24X Fiche 50-000. 03/06/24. 03031 i 0403 


R Periodic operating reports b related correspondence 


0306010297 Forbiardi monthly rapt of racruiting b upgrading total 
corporate capability per 010006 meeting commitment. 

MAURIN.L, V Louisiana Power b Light Co. 03/05/16, N1L80N* J. NRC - 

No DetalUd Affiliation Given- 3pp 1867S. 106 84X 

Fiche 50-302.83/05/16.6306010297 


8306280348 Forwards 82nd monthly rept re recruiting b upgrading of 
total corporate capability 

HAURIN. L ^ Louisiana Power b Light Co 03/06/20 UIL9QN.J NRC ^ 
No Detailed Affiliation Given 3pp 19001 210 84X 

riche 50 -302. 03/06/20. 8306280342 


8 Reportable occurrences. LERs b related correspondence 


0306070307 First interim Bignificent Const Deficiency Rept 01 re 
shelf life tYceeded on Okotiite cable splice b termination 
tape. Ensincering evaluation ongoing Nest rept will be 
submitted by 830722 

DRUMMOND. F J. Louisiana Power tr Light Co 83/05/24 COLLINS. J T 
Region 4. Office of Director. 3pp 16740:059 24X 

Flehti 50-302. 03/05/24. 6306070307 


0306070317 First interim Bignificent Const Deficiency 03 re heat 
tracing deelgn electrical interference identified during hot 
functional testing Corrective action ongoing Completion 
eipected by 830815 Next rept by 830026 

DRUMMOND.F.J Loul siana Power «r Ligh t Co 03/05/24 C0LL1N8.J T 
Region 4. Office of Director 3pp 1B744.241 24X 

Fiche. 50-302. 03/05/24. 0306070317 


8306010004 Interim Significant Const Deficiency Rept 02 rt bent control 
element aesembly rods. Initially reported on B304S5 Control 
element aesemblles LA-IS 6 LA-30 tent to vanifor for 
evaluation AddI info expected by 830016 

DRUMMOND. F J Louisiana Power 6 Light Co. B3/09/2S 'COLLINO. J. T. 
Region 4. Office of Director 5pp 1B674.O90 24X 

V 1 Che* 50-302, 83/05/25^ 8306010084. 


0306160003 Final rept of Significant C-onb-t Deficiency 31 re Inco 
friction factor in pipe support hanger designed by 
Dergan-PaterBon Nonconformance Rept W3-2732 identified, 
d 1 apoB i tinned b tracked all supports requiring rev b rework 
DRUMMOND. F J LDUisxana Powet b Ll{)ht Co 83/06/00 COLUINB 
Region 4. OPfice of Director. 3pp 10061 322 24X 

Fiche. 50-382. 03/06/08, S306160009 


0306270052 Interim Significant Const Deficiency Rept 79 re unque 
components in hydrogen analyzers Qualified rep lacemcnit pump 
motors not yet installed Final rrpt ovpocted by 030799 
DRUMMOND. F J Louiaiana Power 6 Light Co 83/06/J 5 COLLINS 
Region 4. Office of Director ip 19013 359 P4X 
Fiche 50-302.83/06/15.0306270052 


8306270127 Interim Significant Const Deficiency Rept 64 re tube 
welding not meeting AW9 D 1 1 requirements FCn-ICP-S61 R-l 
issued an 830511 by Ebasco Engineering to provido corrective 
action guidelines Final rept expected by 830031 
DRUMMOND, F J Louisiana Power & Light Co 03/06/1 5 OOLLIND 
Region 4. Office of Director 3pp 18900 089 24X 

Fiche 50-302.03/06/15.0306270127 


0306270213 Second interim deficiency rept re American Drtdgc rea 
auxiliary L fuel handling bldg boltiny b welding 
Sign! fieont Const Deficiency 5CD 73 cambined w/BCD 70.Relnsp 
will be completed on 030015. w/i ep t by D30B31 

DRUMMOND. FJ Louisians Power 6 Light Co 83/06/15 COLLJNE 
Region 4. Office of Director ip 1D991 257 24X 

Fiche 50-302 1 03/06/ 1 5. 63062702 1 3 


8306270310 Second interim Significant Cnnst Deficiency Rept 74 r 
undereite Schedule 80 socket welds All rework completed 
except for two flanges Final rept expected by 830729 
DRUMMOND. F J Louisiana Power it Light Co 63/06/15 COLLINS 
Region 4, Office of Director Ip 1P995 221 S4X 
Fiche 30-302.83/06/15.0306270310 


0306270330 Fourth interim rept re Significant Cunst Deficiency S 
concerning possible failure of OE Typo HFA relays Initially 
reported on 030429 Corrective action incomplete Final rapt 
will be submitted by 030726 

DRUMMOND. F J Louisiana Power & Light Co 83/06/15 COLt^TNJ 
Region 4. Office of Director Ip 10993 045 24X 

Fiche 50-302. 83 /06/ 1 5. B306270030 


8306300099 Third Interim rept on Signipirnnt Const Deflciancg 7< 
480-volt trip coll failure to drop out after tripping 
Corrective action complete it supporting documentation under 
review Final rept will be submitted hu 630782 

DRUMMOND. F J Louisiana Power it Light Co 83/06/22 COLLINS 
Region 4. Office of Director ip tViSJ 040 HIX 
Fiche 5 0-002, 03 /06/ 22. 8306300099 


0306300180 Fourth interim rept on Significant Const Deficiency t 
spurious E8F actuation sys operation Required mods 
completed Testing still underway Final rept will be 
submitted by 030026 

DRUMMOND. F J Louisiana Power 6 Light Co 83/06/22 COLLIN^ 
Region 4. Office of Director Ip 19119 355 a4X 
F i c h e : 5 0-30 a. 03 706 / 22. 0306300 1 BB 


DOCKET 50-387 SUBOUE HANNA STEAM ELECTRIC STATION. UNIT I 
E NRC Safety Evaluation Report (BER). supple L c orrcitpondence 


8306070169 Sixth interim rept of Significant Const Deficiency 37 re 
failures of reeistence temp detectors CRTD), Due to 
restrictions placed on entering RTD cabinets during testing, 
submittal of final rept delayed until 830812, 

DRUMMOND, F. J Louisiana Power it Light Co. B3/06/2A COLLINS. J.T. 
Region 4. Office of Director Ip 1B736.20O 34X 

Fi cht' 50-302. 03/03/26. 0306070169. 


0306070274 Significant Const Deficiency 42 R-l rt WMA auxiliary relays, 
Initially reported on B3O320 NCR H3-336i r edispotl tioned to 
use heat shrink tubing available ons 1 te, Final rept delayeil 
until 030717 

DRUMMQND.F.J Louisiana Power h Light Ce. B3/05/26. COLLINQ.J.T, 
Region 4. Office of Director, ip 10744 002. a4X 
Fiche 50-382. 83/05/26. 0306070274, 


0306140640 Forwards supplemental response to 8ER Open Item 3 jO 
Fatigue cycling effects on NSS8 equipment due to safety 
relief loads (Licanse Condition 23(o}) discusaed 
CURTIS. N W Pennsylvania Power it Light Co 03/06/09 BCiniE 
Licensing Branch a S3pp 18833 182 24X Fiche 50-387.03/0 

0306140648, 


0306230430 Forwards listings of Reg Ouido 1,97 Rev 2<lnatruMent 
of equipment qualification for post-accident mq-nt tori ng 
equipment, in response to SER.Suppl Qualification of 
squipment will be completed by 050331 for Unit 2 
CURTIS. N,M Pennsylvania Power it Light Co 83/06/20 8CIR4E 
Licensing Branch 2 17pp 18943 2|5 24X FI chc, D0-3D7. 03/0 

0306230430 
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0306-230^^6 Ruepct^ifs to S£Ri8uppl 5>Itcm 3 11 l<i)(a) ro nonaafety^ 
rrl^tcd ^Lectrltal equipment Talluro of nonaaf eig-related 
equipment unlikely due to c 1 nsa 1 Ficati nn under qual i f it ati on 
p rogrnnt 

CURTiSiN 14 jPennsy i Vania Poiurr & Light Co 83/06/20 6CHMENCER> A 
Licensing Branch P Ip 10941 159 P4X Piche 50-307. a3/06/a0i 
0 3D623046£i. 


83060S0429 Foruarda state historical preservation ofc response 
concurring ut/util opinion that plant const will have no 
adverse eFfect on archaeological sites in area. per 030315 
request 

CURTIS. N W Pennsylvania Pouier L Light Co 03/05/31 SCHWENCER. A 
Licensing Branch 2 4pp 1Q694 104 24X Flthe 50-387,03/05/31. 

8306030429 


F Becuriby. medical, emergency l< Fire pTcitectlon plans 


8306070814 Foreuards Change N to physical security plan Change withheld 
{ rmf JOCf-na 7901 

B D PaniiBy Ivania Power 8< Light Co 83/05/06 ALLAN. J M 
Region 1. QFFice of Directar Ip 10/47 020 24X 

Fiche 50- 387. 03/05/06. 0306070214 


0306010171 Acit receipt of 030430 Itr inForming NRC of steps token to 
correct violations noted in IH Jnsp Ropt 5O—307/03-O4 
rtARTLNi T T Division of Cnglnoorlng h Technical Programs 83/05/26 
KENVONi B D Pennsylvania Power t< Light Co Ip 10673 034 24X 

Fiche 50-307. 83/03/36. 0306010171 


— 03O6OlO1i77 Responds to NRC 030331 Itr re violations noted In IE Insp 
Rapt 50-307/03-04 Corrective actions separate security 
event log estetlished per lOCrn73 711c) 

KENYON. D D Pennsylvania Power «i Light Co 03/04/20 MARTIN. T T 
Division oP Engineering & Technical F>rtjgrama 2pp 10673 033 
34X Fieh-fr 50-307,03/03/86.0306010171 


0306150875 Bubmits daily highlight Util announced that plant began 
commercial operation on 030606 

PERCH, R L Licensing Branch 2 83/06/00 DENTON. H R , CASE. E O . 

CARTER. J Dfflco of Nuclear Reactor Regulation. Director Ip 
1B869 360 24X Ficha 50-307.83/06/00.0306150275 


B306170445 Notification oF 030617 meeting w/util in Bethisda. MD to 
discuss ECC0 activation instrumentation 

PERCH. R Licensing Branch 8 03/06/08 SCHWENCER. A Licensing 

Branch 2 3pp 10907 330 24X Fiche 50-307.03/06/00.0306170445 


Q3O617O180 Forwards ‘^Busquehanna Steam Electric Station Unit 1 Startup 
Rept, *’ per Tech Spec Section 6 9 11 Supplemental rept will 
be submitted within 90 days 

KENYON, D 0 Pennsylvania Power L Light Go 83/06/10 ALLAN. J M 
Region 1. Office of Director Ip 188Q2 326 24X 

Fiche 50-307.03/06/10,0306170180 


— 8306170191 "Susquehanna Steam Electric Station Unit 1 Startup Rept •• 
HEI6ER. H U Pennsylvania Power L Light Co 03/06/09 I78pp 
10082 327 24X Fiche 50-307.83/06/10,8306170180 


e30i}0900lQ Reluasos public version of revised emergency plan 
laip lemont 1t*9 procedure «< responses to request for addl Info 
FCLTONi J « Division of Rules and Records 03/O6/OA Document 
Han^ffement Branch Ip 10798 178 84X Fiche 50-307.03/06/06. 

D3060900JO 


— 0306090021 Forwards public version of response to request for addl info 
r* emergency plan it Rev 0 to Emergency Plan Implementing 
Procedure CP-IP-lOI re inventory, insp, operational testing & 

-calibr Q# amorgency equipment 6 soppUes 
CURTIRiN M. Pofiiiay Ivania Power t, Light Co 03/05/26 
SCitV^ENCEn, A Licensing Branch 2 9np 18790 i79 24X 

Fiche 30-387,83/06/06.8306090010 


— D306D9DO26 Public version of Rev 0 to Emergency Plan Implementing 
Procedure FP-IP-101 re inventory. inspi operational tenting 
6 calibr of emergency equipment it supplies 
KEIBER.H Pennsylvania Power 6 Light Co 02/07/15 57pp 
10790 IBO 24X Flcha 50-307.83/06/0610306090010 


0306.710143 Forwards change to physical security plan Change withheld 

(ref 10CFR2, 790) ^ a, i am j m 

KENYON. B. D Ponnsy Ivania Powrr *c Light Co 03/06/16 ALLAN, J n 
Region 1, Office of Director ip. 15919 037 24X 

Fiche 00-007.03/06/16.0306210143 


830620006(3 Provides addl justification for 030427 proposed Amend 23 to 
License NPF-I4 Safety parameter display sys for emorgenev 
situation will be operational by 031830. foU owing completion 

CtJRTIG^N^W^ %^nnsy Ivania Power fc Light Co 03/O6/S3 SCHWENCER. A 
t-icenslnfl Branch 2 2pp 19001 276 24X Fiche 50-307,03/06/23, 

0306280368 


0306230297 Forwards Pinal response to Humphrey Issues 3 I L 3 3 re 
hydrodynamic loads caused by actuation of RHR safety relief 
valve during steam condensing mode of RHR sys 

CURTIS, N W Pennsylvania Power 8t Light Co 83/06/15 SCHWENCER, A 
Licensing Branch 2 44pp 10945 *69 24X Fiche 50-307,03/06/15, 

0306830297 


0306210220 Forwards matl presented at Anderson. Oreinwood Sr Co (AflCo) 
vacuum breaker test program owners group 030607 meeting w/ 

NRC re dynamic testing Sc analysis of AOCo vacuum breaker 

valve assemblies , * 

a 'CONNOR, D M Bechtel Corp 03/06/17 HOUSTON, R H Division of 
Systems Integration (post 011005) 91pp 10919 030 24X 

Fiche 50-000.03/06/17.0306210820 


6306200368 Provides addl justification for 030427 proposed Amend 83 to 
License NPF-14 Safety parameter display sys for emergency 
situation will be operational by 031230. fol lowing completion 

CURHS. N W^ Pennsylvania Power Sc Light Co 03/06/23 8CHWEWER. A 
Licensing Branch 2 2pp 19001 276 24X Fiche 50-387,03/06/83. 

8306200360. 


3306300185 Advises that NRC concern re primary containment vacuum 
breaker cyclic impact loading caused by pool swell phenomena 
during LOCA event should be considered resolved based on 

CURTIS, N W Pennsylvania Power S. Light Co 03/06/27 SCHWENCER. A 
Licensing Branch 2 Ip 19182 195 24X Fiche 50-307.03/06/27, 


Q Inspection reports. IE Bulletins S, correspondence 


03O63OOO9B Informs of emergency power supply addition to recirculation 
puaip aoiols in cooling syi Action on License Condition 

C URT 18 .^ N*W^^*^Pennsv Ivania Power V en/o6/2V^”*^ 

Lieenainp Branch 2. Ip 19121 041 ?4X Fiche 50-387,63/06/2/, 

E13063D0092 

P Operating licenae stage documents & correspondence 

□206060366 Board Notification 02 - 70 * not I Fi es of differing prof opinion 
re iensitlsatlort of BWR stainless »teel weldment ». 

EIBENHUT.D 0 Division of Licensing 02/07/20 PALLADIN0,N J 
OIUNSKYi y , AHEARNE, U Commissioners. 4pp 
Flcha. 30-387, 02/07/20, 0200060366 


17043 001 24 X 


0306010330 NptiFios that BWR Owners Oroup control room survey program 
not gtillied at fac i M ties, pei Oenarlc Ltr B3-|B 
control room design review conducted prior to 1 Icerising. NRL 
■ valuation of review contained in App F to 8ER. 

CURTIS- N W Pennsyl Crania Power l< Light Co 03/05/20 
Ucansing Branch 2 Ip 18681.277 
B30fi0 10330 


SCHWENCER, A 
K4x"Flche: 50-307, 83/05/26, 


0306220155 Discusses IE insp on B30118-030B L forwards notice of 
vlol^tlDn if propDBtd i(npo»>trion pf civil psTiAlvy ij»fcisjrfc*i « n 

ALLAN, vi H. Region 1. Office of Director, 03/04/22 KENYON, B D 

Pennsylvania Power fc Light Co 4pp 10937 330 24X 

Fiche 50-307.03/04/22,0306220155 

0306220159 Notice of violation fc proposed imposition of civil penalty 

in amount of *60,000 Noncomp lienee „ 

approval of maint actlvi ty, wh Ich resulted in inoperability 
of both subsystems of standby gas „„„ 

ALLAN, J M Region I, Office of Director ^ B3f2J^22 5pp 
18937,334 24X Fiche 50-307,03/04/22,0306280155 

8306010121 Forwards IE Insp Repts 50-307/03-11 L 50-300/83-04 on 
030406-0503 L notice of violation 03/05/16 

8TAR08TECKI,R Division of "Jb ?74 oo?^ 24X 

KENYONf D D Pennsylvania Power fc Light Co Bpp. 10674 001 24 

Fiche, 50-307, B3/0S/16, 0306010121 

—0306010124 Notice of violation from 003 aqx 

e Region 1. Office of Director 83/05/16 Ip 18674 003 -fax 
Fiche 50-387.03/05/16,0306010121 
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—830^.010134 IE In BP /leptfi 50-367/03-11 fc S0-3B8/a3-a4 an 03040^-0503 
None amp Hanes notsil numerous Fubsb had nne fcorminal 
d 1 BcofineetBd on temporary^ mod control panels SC66-1 B3 & 3i 
apinins circuit 8r no identification tags applied 
0.HOAD8. 0 . MCCANN. J Replan i. OfFice of Director NCCASE.E C 

Division of Project 8. Resident Programs 03/05/13 ISpp 

ieA74'004 S4X Flchs 30-30?, 03/05/ H. SaOAOlOlSl 


03O6O&O44S Ack receipt of 930320 Itr informing MAC of steps taken to 
correct vlolatians noted in IE Insp Repi 50-307/93-02 
MARTINET T Division of Engineering Sf Technical Prograws 03/05/20 
KENVON.D 0 Pennsijivarfla Pouer fit Light Ca Spp i6&?4 060 24X 

Flche 30-387.03/05/2010304.020442 


■•-B30A020444 Responds to NRC B30S24 Itr re violations noted in IE Insp 
Rept 50-307/03-02 Corrective actions memo sent to all 
members of chenltirg gr-oup re changes to performance chect 
procedures 

KENTON, B D Penn sylvan la Pouer fi< Light Co 03/03/28 HARTJN. T T 
Division of Engineering Sr Technical Programs 9pp J8694 090 
24X Flche 90-307. 03/05/20. 0306020442. 


83051104S9 IE Info Notice 93-32, "Ruptured An)-241 Sources Contained in 
Well Logging Device " Eve list end 

TAVLDR, -J M Divleion of gafeguards t< Inspection Programs iPost 
0301031 63/05/26 Consol i dated Edison Co «P Neu» Vort, Inc 
iSSpp 10031.043 24X Flche 50-000. 83/05/2&r 6305J 10459 


0305110460 IE Info Notice 03-34, "Event Notification Info Morkshe#t. « 
0VC list enci 

JORDAN. E L Division of Emerge-ncy Preparedness fit Engineering 
Response <P»st 0301031 03/05/26 Conso 1 i d'ated Edison Co of Neu 

Yor*^ Inc USpp i0732’O9S 24X Fl c he 50-000. 03/05/26, 93051 J 0460 


6306010171 Aclr receipt of 930426 ttr informing NRC of steps taken to 
corract violations noted in IE Insp Rept S0-387/B3-O4 
MARTIN, T T Division of Engineering 8. Technical Programs 03/05/26 
KENVON.D D Pennsylvania Pouier h Light Co Ip 10673 034 24X 

F 1 ch 50-387. 63/05/ 26, 93060 1017! 


— 9306010177 Responds to NRC 03O33J Itr re violations noted In IE Insp 
Rapt 50-307/63-04 Corrective actions- separate security 
evant log established per 10CF273 7I(d 

KeNYQN. B 0 Pennsylvania Power fi( Light Co 03/04/20 MARTIN. T 1 
Division of Engineering 6 Technical Programs 2pp 19673 039 
24X Flche 50-367.63/09/26.9306010171 


6305110461 IE Info Notice 93-35. "Fuel Movement M/Control Rods 
Mlthdraun at DMRs •' Sve list end 

JORDAN.E L Oivisldn of Emergency Preparedness It Engineering 
Response (Post 930103). 03/05/31. Consolidated Edison Co of Neu 

Vork. Inc. 116pp 18732 206 24X Fiche 50-000.03/05/31.0309110461 


0306150276 Aclr receipt of 830520 Itr & full payment of proposed civil 
penalty Responsa to notice of violation to be evaluated 
during future insp 

AXELRAD. J A Director's Office. Office of Inspection end 

Enforcement 93/06/06 KEYaN. 8 D Pennsylvania Power *f Light Co 

2pp. 10069.320. 24X Flche 90-387. 63/06/06, 0306150276 


8306200139 Forwards IE Infp Rept 90-397/93-08 on 930310-0420 No 
nonconp 1 lance noted 

MARTIN, T T OlvisioTi of Enginearlng 6 Technical Programs 83/06/D6 
KENYON# B.D, Pennsylvania Power 6 Light Co 2pp 16903 874 24X 

Fich# 50-387.03/06/06.9306201)133 


— 0306200136 IE Insp Wept 50-397/93-00 on 830310-0429 No noncomp 1 lane b 
noted Major areas inspec ted. « tartup test ercep t lens, power 
escalation testing, Condi 1 1 ons 4 I, 6 transient testing tc 
warranty test. 

CHWOi J N . BETTENMAUSEN, L Region I. Office of Director 
93/06/01 app. 18903 876 24 X Flche 50-397.83/06/06,0306200135 


6305110464 IE Info Notice 03-36. "Impact of EecurLty Practices on 6»fe 
Opsratlons ” 0vc list end. 

JORDAN, E.L, Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 83/06/09 Consolidated Edison Co, of New 

York. Inc ll9pp 18830.200 24X Flche 90-000. 63/06/09, 63D51 10464 


6306140402 Responds to IE CuUatin 03-03. "Check Valve Failures in Raw 
(fatar Cooling Syi of Diesel Oenerators " Listed check valves 
In esifntlal sve water flowpath will be Included In Rev 2 to 
630630 pump 6 valve in service test program. 

KENYON. B D Pennsy Ivanl a Power & Light Co. 03/06/09 ALLAN, 

Region 1. Office of Director 3pp 18934' 173 24X 

Flche 90-307, 83/06/09,8306140492 


0305110470 IE Info No tics 09-38. "Defective Heat Sink Adhesive b 
aeitmically Induced Chatter in Relays (4ithln Printed 
Circuit Cards ’* 6vc list end. 

JORDAN. E L Division of Emergency Preparedness U Engineering 
Response (Post 630103) 63/06/13. Consvtldated Edison Co of New 

York, Inc- llBpp. 1 9920* 223 24X Fich a* 50-000, 03/06/13. 03051 10470 


6306090010 IE Info Notice 83-37, "Transformpr Failure Resuttlng Free 
Degraded Intetnel Connection Cabled " &vc list enc) 

JORDAN, £ L Divinon of Emergency Preparedness & Enginerriitg 
Regponse (Post 630103) 03/06/13 Consolidated Edison Co of hV^ 

York. Inc 243pp 10921 001 24X Fiche 50-000. 03/06/ 13. 030i09MlO 


03O5JJO475 IE Info Notice 03-40, "Need to Environmentally Qualify 
Epony Grouts 1. Sealers " Sve Hsl ericl 

JORDAN. E L Divjr,iQrt of Emergency Preparedness Si rnglnecring 
Response (Post 830103) 03/06/22 rorisolidated Edison Co »f Htt 

York. Inc li5pp 19021 179 24X Flche 30-000. 83/06/22, D30SJ 1017 S 


63D5110477 lE Inf-o Notice 03-41, "Actuation of Fire Suppression Syi 
Causing Inoperability of 9af oty-Rolafced Equipment " Sve list 
and 

JORDAN, £ L Division of Emergency Preparedness & Engineering 
Response <Post 830103) 03/06/22 Consolidated Edison Co of New 

York. Inc laopp 18997 007 24X Fiche 50-000. 03/06/22, 0305) JOI77 


0305110479 IE Info Notice 03-43. "Reactor Mode Switch HalfunctHns " 
Bve Hat end 

JORDAN, E L Division of Emergency Preparedness It Engineering 
Response (Past 830103) 03/06/23 Consolidated Edison Co of Him 

Yod, Inc U6pp 10996 242 24X Flche 50-000.03/06/23,030511017? 


83D51I04B3 IE Info Notice 83-43. "Improper Settings of Intermediate 
Range ( IR) High Flux trip Setpoints " Sve list end 
JORDAN, E L Division of Emergency Preparedness 4. Engineering 
Response iPost 630103) 03/06/24 Consol idat ed Edison €o of Nie 

York. Inc ll6pp 19046 297 24X Flche 90-000,83/06/24.6305110^63 


R Periodic operating reports & related correspondence 


0306020223 Monthly operating rept for Mar 1983 W/e30415 1 fcr 
KUC2YNSKI.L A . KENYON. D 0 Pennsylvania Power 8. Light Co 
03/04/00 DEEOEiH R Management Information Branch 6pp 
18691 129 24X Flche 50-307,63/04/08.6306020223 


6306270240 Forwards "Annual Environ Operating Rept (Nonrad lolog UsP 
1982" fie "Radiological Environ Monitoring Program 1902 " 

KENYON, 11 D Pennsylvania Power fir Light Co 03/04/20 ALLAN, JH 
Region I. Office of Director Ip IS995 290 24X 

Fiche 50-367. 93/04/20. 0306270240 


— 0306270251 "Radiological Environ Monitoring Program 1962 " 

» Radiation Management Corp RMC-TR-83-02 93/04/30 71pp 

19995 291 S4X Fiche 50-387,63/04/20.0306270246 


--6306270253 "Annual Environ Operating Rept (Nonrad lolog i cal> 1962 ’ 
FIELDS, J 9 . 8NANH, K E . Ml! LER* D N Pennsylvania Power fi. Light 
Co 63/04/27 I35pp 10996 037 P4X Flche, 50* 307. 03/04/26 
8306270248 


6306160472 Monthly operating rept for Apr 1903 N/030510 Itr 
KUCZVNSKI.L A , KENYON, 0 D Pennsylvania Power fit Light Co 
83/05/06 BEEBE, M R Division of Data Automation t* Management 
Information Spp 16662 246 24X Fiche 50-397. B3/05/06. 0306U0472 


6 Reporteble occurrences. LERs 6 related correspondence 


8306010070 LER 93-061/0tP-0 on 030414, during loss of offsite power 
test, control 1 er for heater element In standby gas treatment 
sgs failed Caused by loss of power condition initiating 
loiM temp 

KEJ6EH, H W Pennsylvania Power fit Light Co 03/05/09 ALLAN. J M 
Region 1, Office of Director Ip 1D673 362 24X 

Flche 50-397,83/05/09.8306010070 


8306010313 LER 03-065/OiP-O on 830511 fi. 12. reactor bldg, turbine bldg fi 
standby gas treatment sys sample flow rate monitors out of 
SVC Caused by switch to alternate power supply in 
preparation for loss of offsite power test 

REISER, H W Pennsylvania Power ?< Light Co 03/O5/J2 ALLAN, J M 
Region l. Office of Director Ip 18672 311 24X 

FlchP*50-3B7. 93/05/12. 0306010313 


9306010323 LER Q3-OS7/OIT-0 on 030426, bypass leakage calculations fcr 
feedwater sys found invalid Caused by assuming 30— day water 
seal during post-LOCA conditions Nonbypass leakage boundary 
valves reworked N/930512 Itr 

KEISER.H M , PIEM0NTE8E, A P Pennsylvania Power fit Light Co 
93/05/12. ALLAN, J.M Region i, Office of Director 3pp 
10682 272 24 X Flche 30-307,63/05/12,0306010323 


0306010060 LER e3-064/03L-0 on 030414, local leak rate test for main 
steam line C exceeded Tech Spec value Cause not stated 
Inboard M9IV reworked fit valve retested W/830313 Itr 
TODD,J T , KEISER.H W Pennsylvania Pdwbt fit Light Co 03/05/13 
ALLAN, J M Region 1. Office of Director 2pp IB674 08? 24X 

Fiche* 50-387. 83/05/13, 0306010060 
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Ga0ii0l0099 LeR B3-062/03L-0 on 830414. 1 on g 1 lealt rate test on main 
line A discoveied leakage in excess of T«ch Specs 
Cause noi stated Inboard KSlV remorked Norntal lapping 
performed on valve disc & seat U/D30S13 Itr 

TOOSi J T . KEISFn.H W Pennsylvania Power 8f Light Co 03/05/13 
4LLAN. J li Region 1. Office of Director dpp 18674 115 24X 
Flche 30-307. 03/OS/ 13. 0306010099 


B306010150 LER 83-066/03L-0 on 0304 14. during removal of Pacific check 
valve internals. valve disc found lodged in pipe fit cotter pin 
fic nut missing Cause not stated Insp will be performed to 
locate nut W/830513 Itr 

KUC2YRSKI.L A . KEISER.H U Pennsylvania Power & light Co 
B3/0S/I3 ALLAN. J M Region 1. Office of Director 3pp 
10674 057 24X Flcho 50-307. 83/05/13. 0306010150 


0306010061 LER 63-067/01P-0 half scram received fii HSIV D status light 
went out after reactor mode switch moved to startup 
position Neither switch would reset Addl info re cause 8 c 
corrective action forthcoming 

KEISERiH H Pennsylvania Power 8 i Light Co 83/05/17 ALLAN. J M 
Regmn 1* Office of Director Ip 10674 086 S4X 
Flche 50-307.83/05/17.0306010061 


8306010309 LHR G3'’070/01P-0 on 830518. control room emergency outside 
air sys declared inoperable Caused by discrepancies in 
5.010 c fm flowrate specified lech Spec requirements Sys 
Inoperable until procedure changed 

KEISER.M Vi Pennsylvania Power fir Light Co 03/05/10 ALLAN. J H 
RegtOTi 1. Office of Director Ip 186/2 318 24X 

Flche 50-30 7 . 83 /05/ 1 0. 03060 1 0309 


B3D6O1O870 LER B3-O60/O3L-O on 830419. during surveillance testing to 
demonstrate diesel generator operability following maint. 
diesel generator A failed to start within required ID s 
Caused by lines drained during maint N/030519 Itr 
KUCZVN 6 KI 1 L A . KEISER. H W Pennsylvania Power fit Light Co 
03/05/19 ALLAN. J N Region 1. Office of Director 3pp 
lB67a.S37 24X Fiche 50-307,03/05/19.0306010270 


03O6D2O369 LER B3-061/01T-D on 030500. during performance of simulated 
loss of offsite power test to close startup test exception, 
standby gas treatment sys failed to develop 10 degree Delta 
T across heater within 200 s time delay N/030520 Itr 
PIEHONTESE«A P . KEISER.H Vi Pennsylvania Power fit Light Co 
03/09/20 ALLAN. J M Region 1, Office of Director 3pp 
10699 103 24X Flche 50-307.03/05/20.0306020369 


8306050394 LER Q3-069/03L-0 on 830^24. during precommerc ial operation 
outage fic removal of ECCS. leaking relief valve discovered in 
core spray fceep-flll sys Caused by inadequate pressure 
control in sys g/030524 Itr 

KUCZVN 8 KI.L A . KEI0ER. H W Pennsylvania Power fit Light Co 
03/09/24 ALLAN, J M Region i* Office of Director 3pp 
10693.006 &4X riche 50-387.03/05/24.0306020394 


B30601021G Part 21 rept re screw-clamp type lugs which may not form 
adeq;uate connection when used w/14 81S stianded wire 
Defective lugs identified as IL0CO Corp 9LUK-90 1L6C0 lugs 
replmced w/proper siied crimped connection ring lugs 
KEN/ONfS D Pennsylvania Power fit Light Co. 03/03/25 ALLAN, N 
Region 1. Office of Director 2pp 10673 003 24X 

Fiche 50-307*83/05/25. 0306010210 


0306020302 LER 63-065/017-0 on 030511, while preparing for standby gas 
treatment sys testing. three vent monitor sample pumps lost 
for 9 h fir 19 minutes Cause unknown Procedural It stack 
monitoring sys reviews will be performed W/03OS29 Itr 
HUCLYNSKI.L, A. . HE I SCR, H M Pennsylvania Power 6 Light Co 
83/03/25 ALLAN. J M Region 1. Office of Director 5pp 
18694 348 24 X FI the 50-307,03/05/25,8306020302 


0306020401 Updated LER 83-059/03X-1 on 030404. plant placed in cold 
tSuldown per planned outage/test schedules Analysis of test 
data on 050405 showed Level 1 test criteria not met for one 
valve Caused by leaking dashpot W/G30525 Itr 
PieWONTESe.A P , KEIBER.H Vi Pennsylvania Power fir Light Co 
03/05/29 Region It Office of Director 4p|) 18695 150 24X 

Flche 50-387,03/05/25,0306020401 


03O6L7O217 LER G3-071/03L~0‘ on 030426, overvoltage setting on one RP 8 
alternate electrical protection assembly found greater 
than Tech Spec limit Caused by instrument drift Overvoltage 
setting calibr within limits N/030526 Itr 

KOCZYNBKiiL A . HEISER, M W Pennsylvania Power fic Light Co 
03/05/26. ALLAN. J M Region 1. Office of Director Ppp 
18870 314 24X Fiche 50-307, 83/05/26, 0306170217 


0306210212 Updated LER 03-043/01 X-l: on 030322, reactor mode switch 
turned to shutdown position actuated half scram, Caused by 
tuo reactor mode switch contact failures Switch replaced 
Procedures revised N/undated forwarding Itr 
KEISGR. H W . KUCZYNSKIiL A Pennsylvania Power fi< Light Co 
63/09/26, ALLAN. J, H Region i. Office of Director 3pp 
10919.027. 24X Fiche 50-307.03/05/26.0306210212 


0306260434 BD fire door found blocked open for period In excess of 7 
days Caused by welding lead run through doorway during 
approved work activity Nelding lead removed upon completion 
of job 

H-ElSERiN W Pennsylvania Power fic Light Co 03/05/26 ALLAN, J rt 
Region 1. Office of Director Ip 17D20 32B 24X 

Fiche 50-307,03/05/26.0306200434 


8306170015 LER B3-075/01T-0 on 830515. found chlorine detectors on 
control room emergency outside air supply may prevent 
operation in pressur i xation mode following loss of power 
Emergency operation procedures revised N/830527 Itr 
PIEMONTEBE, A P , KEI0ER, H VI Pennsylvania Power It Light Co. 
03/05/27 ALLAN.J M Region J, Office of Director 3pp 
18802 270 24X Fiche 50-307.03/05/27.0306170015 


0306170037 LER 03-070/017-0 on 830517. flow rates required to maintain 
positive pressure in control structure appeared to exceed 
Tech Spec limits Flow limit inadvertently omitted from 
procedure Procedure corrected N/630527 itr 
PIEHONTEEE. A P , KTEBER. H U Pennsylvania Power fir Light Co 
83/09/27 ALLAN.J M Region 1. Office of Director 3pp 
10B82 229 24X Fiche 50-387,83/05/27.8306170037 


0306170413 LER 03-O67/O1T-O on 03OS16. reactor mode switch placed In 
startup position fit half scram developed Caused by improper 
functioning of reactor mode switch contacts Switch replaced. 
W/030527 Itr 

KUCZYNSKliL A , KEISER.H N Pennsylvania Power fit Light Co. 
03/05/27 ALLAN.J N Region i. Office of Director 4pp 
18879 329 24X Fiche 50-307.03/05/27,8306170413 


0306090246 LER 03-O76/O1P-O On B30527. wa 1 k down of control room 
emergency outside air supply sys revealed cables run through 
open door Cables removed fit door closed 

REISER. H.W Pennsylvania Power fit Light Co 83/05/31 ALLAN.J H 
Region 1, Office of Director ip 10795 320 24X 

Flche 90-307,03/05/31,0306090246 


0306200399 LER 83-082/018-0 on B30607. main turbine trip function (high 
reactor vessel level) bypassed for post-mod testing on 
turbine control valves Trip function not returned to sve 
prior to Operational Condition 1 

HEISER, H U Pennsylvania Power fit Light Co 83/06/08 ALLAN. J. N. 
Region 1, Office of Director ip 19001 350 24X 

Fiche 50-307.03/06/08,0306200397 


03O62BO51Q LER 83-031/03L-0 on 030511. in Operational Condition 4 , 
shutdown cooling not promptly returned to eve following 
AQHE Class 1 boundary leak test Caused by amount of time 
required to fill vent sys following leak test H/B3060B Itr 
PIENONTE0E, A P. . KCISER.H U Pennsylvania Power 6 Light Co 
03/06/00 ALLAN.J N Region 1. Office of Director 3pp 
19017 209 24X Flche 90-307.03/06/00,0306280910 


8306200348 LER 03-077 /03L-0 on BD0610, seven snubbers w/lnadequate 
ciearanco i dent 1 fled , ind Icati ng possible rear bracket 
interference Caused by lack of Info Prom snubber vendor. 
Gnubbere reworked W/B30609 Hr 

KUCZYN 8 KI,L A , HEISER, H W Pennsylvania Power L Light Cu 
03/06/07 ALLAN.J N Region 1, Office of Director 3pp 
19001 260 24X Fic ho* 90-387, 83/06/09. B3O63GO340 


8306280140 LER 83-O0O/O3L-O on 830513, setpoint for PDlB-E-1 l-INQi98 
CshutdowTi cooling high flow) found nut of tolerance Caused 
by satpoxnt drift Switch rvcalibr fic returned to eve W/B306t0 
1 tr. 

PIEM0NTE8F, A P , REISER, H.W Pennsylvania Power it Light Co. 
83/06/iO ALLAN.J H Region t. Office 0 # Director 2pp. 

£9014 327 24X Flche 90-307.03/06/10,0306200140. 


0306200510 LER 03-O76/O1T-O on 030527. w/control structure door blocked 
open to run electrical cables through for battery testing, 
control room araergeneg outside olr supply sys unable to 
pressur 1 ze. Caused by personnel error. N/630610 Hr. 

EISENHUTHi F. T , KE13ER,H N Pennsylvania Power fi, Light Co 
03/06/10 ALLAN.J N. Region I. Office of Director 3pp 
19017 230 24X Flche 90-307.03/06/10.0306280910 


8306200940 Requests that G30526 release date fit Transmittal Number 
PLA-1690 be added to LER B3-043/01X-1 transmittal Hr 
KEI0ER, H W. Pennsylvania Power 81 Light Co, 03/06/10. ALLAN, J M 
Region i. Office of Director Ip 17017.304 24X 

Fiche. 50-307, 83/06/10, 0306300548 


0306170343 PNO-I-G3~06O on 0306 J 4, reactor tripped from lOOX pouar due 
ta high radiation signal sensed in main steam lines Caused 
bg air pocket in etea/n lines Safety relief valve cycled 6 
RCIC manually restarted 

RHOADS, 0 , ORCENMAN, E Region 1. Office of Director 03/06/14 Jp 
1 0000 003 24 X Fiche 50-307.03/06/14,0306170343 
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8306210050 tEft e3-079/O3L-0 on B305IS, 1 fVboartf ^ outboard dilution flou 
trantml t ten found vaWad out C 4 U*«d by pcrtonnel error 
Evatit ropt given to pe-rionnel & uiill be Efi«c.uBB«if at next 
maetihg lrJ/-Q30614 Itr 

KU2CYNSKI.L A » KEISER, H U Penriaylvania Pouor fc Light Ce 
03/06/14 ALLAN. J H Region !• Office af Director 3pp 
10911 352 24XFiche. 50-38 7.03/06/14. 03062 1 0050 


0306200582 PNS-1~03'O16; on 030622. bomb threat bg un i drnti P led male 
caller received at plant lite L TV etatian Deactor & turbine 
bldg* evacuated 1. aearch procedures ini t iated. per emergency 
C( tefeguarda cantlnseneg plans Reaulte negative 

MADDEN. W . OODy. A Region I. Office of Director 03/06/23 2pp 
19017,320 24 X Ficbe 30 “3Q7i 03/06/23. 0306200502 


83O6S0OOD6 NPDES noncomp I la nc e notification on 030619. total iron limit 
in Discharge 041A exceeded level Cause under investigation 
FIELD0. B Pennsylvania Pai.ier b Light Co 03/06/24 KOVAL. P, 
Pennsylvania. Commonuealth of., ip 19001 122 24X 

F 1 ch » 50-307, 03 /06/24 . 0306200006 


V Operator Examinations 


B30614DD17 Extends invitation to attend 030627 meeting In King of 
Prussii.PA to discuss transfer of reactor operator Licensing 
function from BsthesdajND to Region 1 ofc 

STAROSTECKl.R 01 vision of Project & RBsIddnt Prograais 03/06/09 
KENyONi 0 D Pennsylvania Power fc Light Co 2pp IBPQB 235 24X 

F 1 ch e : 50-307. 83/06 /09. 03061 4001 7 


DDCHer 50-300 BUSaUEHANNA ETEAH ELECTRIC STATIDN, UNIT 3 
A App lieation/conitrdctior stage docuAtnts u correspondene e 


8200060366 Board Notification 82-70 notifies of differing prof opinion 
re stnslt 1 lation of ENR stainless steel ueldments 
ElBENHUTiD e Division of Licensing 02/07/20 PALLAOINO.N J . 
OlLIKSKViV . AHEARNE. U Commissioners 4pp 17043,001 24X 

Fleho* 50-307. 02/07/120. 0200060366 


0306010330 Notifies that BUR Owners Oroup control room survey program 
not utilised at f ac ill ti ei. per Oeneric Ltr 03-10, Initial 
control room design review conducted prior to lieanslnp NRC 
aveluatlon of review contained in App F to 8Eff 

CURTIS. N N Pennsylvania Power «( Light Co 83/05/26 ECHUENCER.A 
Licensing Branch 2. Ip. 10601 *277 24X FIche 50-3Q7. 03/05/26. 

8306010330, 


8306020429 Fpruards state historical preservation otc response 
concurring w/util opinion that plant const will have no 
adverse effect on archaeological sites in area. per 030315 
reiiuest, 

CURT 1 0. N. If Pennsylvania Power <e Light Co. 03/O5/3J 8CHWENCEB. A. 

Liceneing Branch 2 4pp 10694 104. 24X Flche 50-387. 03/05/31 . 

0306020429 


0306230277 Forwards final rasponse to Humphrey Issues 3 1 t< 3 3 re 
hydrodynamic loads caused by actuation of RHR safetg relief 
valve during steam condensing mode of RKR ays. 

CURTIS. N N Pennsylvania Power & Light Co 83/06/15 SCHWENCER. A 
Lictnslng Branch 2 44pp 10745:169 24X Flche 50-307.03/06/13. 

0306230297, 


8306210280 Forwards matl presented at Ander son. Oreenwood It Co (AOCol 
vacuum breaker test program owners group 030607 meeting w/ 

NRC rs dynamic tasting It analysis of AOCo vacuum breaker 
valve assemblies. 

0 'CONNOR. D. rt Bechtel Corp 03/06/17 iK)U3T0N, R H, Division of 
aystems Integration (post 911005) 9Ipp 10919 038. 24X 

Flcha; 50-000, 03/06/17. 0306210220. 


8306300105 Advises that NRC csncarn rs primary containment vacuum 
breaker cyclic impact loading caused by pool swell phenomena 
during LOCA event should be considered resolved based on 
listed refs, par 030627 ltr, 

CURTIB. N. W. Pennsylvania Power It Light Co 83/06/27 9CHWENCER. A 
Licensing Brsnch 8. Ip 19122« 195 PAX Fic he. 50-387. 83/06/27. 
0306300 1 05. 


E, NRC Safety Evaluation Ripprt (SER). suppls & correspondence 


0306140640 Forwards eupplomsntal respiirse t*j BER Open Item 3, 10, H3). 
Fatigue cycling effects on N388 equipment due to safety 
rsllef loaile (License Condition a3<a)} discussed. 

CURTia.N W. Pennsylvania Power It Light Co 03/06/09, 8CH MERCER, A 
Licensing Dranch 2. 03pp. 10033 182 24X Flche. 50-387, 83/06/09, 

9306140648. 


8306230430 Forwards listings of Rcq Ouidr I 97 Rev 2. j ns t rum sn t stalui 
of eqiulpnent qualification for pnst-acc ] dent monitoring 
equipment. In response to EEK. 8uppl 5 Ofal i f ication of 
equipment wxll bo completed by 050331 for Unit 3 

CUFlTia, N W Pennsylvania Power fc Light Co 03/06/20 aCHWENCER.A 
Licensing Branch 2 17pp J0943 215 24K Flche 50-387. 03/06 /20> 

0306230430 


0306230466 Rasponds to SER.Buppl 5. Item 3 li KlXa) re nonsafcty- 
related electrical equipment Failure of nonsa f e ty~rc 1 a ted 
equipment unlikely due to classification under qua 1 1 f i ca 1 1 on 
program 

CURTIS, N W Pennsylvania Power Light Co 83/06/20 SCHWENCEfl.A 
Licensing Branch 2 Ip IS94I 159 24X Flche 50-307,03/06/20. 

0306230466 


F Security, medical, emergency 6 fire protection plans 


8306070010 Releases public version of revised emergency plan 
Implementing procedure L responses to request for addi info 
FELTON. J fi Division of Rules and Records 03/06/06 Document 
Manageroofit Branch Ip 18790 170 3*1 X Flche 50-307.03/06/06. 

8306 09001 8 


— 0306070021 Forwards public version of response to request fur addl ieiIb 
re emergency plan & Rev O to Lmergoncq Plan Implementing 
Procedure EP-IP-101 re inventory, insp. operati onal ter.tinfl Ic 
calibp of emergency equipment 6 supplies 
CURTIS, N W Pennsylvania Power 6 Light Co 83/05/26 
SCHWENCER.A Licensing Branch 2 Vpp 1079S 17V ?4X 

Flche 50-387. 03/06/06. 8J06090010 


— 8306090026 Public version of Rev 0 to fmergency Plan Implementing 
Procedure EP-IP-lOi rp inventory. insp. operational testing 
& callbr of emergency equipment & supplies 
KEISER. H Pennsylvania Power L Light Co 82/07/15 5/pp 
10790 JBO 24X Flche 50-387.03/06/06.0306090010 


Q Inspection reports. IE Dunetins & correspondence 


03D6O1O121 Forwards IE Insp Repts 50-3B//03-11 & 50-380/83-04 on 
830406-0503 I, notice of violation 

eTAROBTECHI, R Division of Project 1. Resident Programs 03/05/16 
KENYON. D 0 Pennsylvania Power St Light Co 2pp 10674 001 24X 
Flche 50-307, 83/05/16. 03O6OJOI21 


— 03O6O1D124 Notice of violation Prom insp on 830406-0503 

» Region Ir Office of Director 83/05/16 Ip 10674 003 P4K 
Flche 50-307. 83/05/16. 9306010121 


— 0306010134 IE Inap Repts 50-307/03-11 6 50-300/03-04 on 030406-0503 
NoncompLlanca noted numerous fuses had one terminal 
disconnected on temporary mod control panels 2C661 02 Sr Hr 
opening circuit St no identl f ication tags applied 
RNOADB.O . HCCANN. J Region 1. Office of Director MCCAHE, E C 

Olviiion of Froject & Resident Programs 03/05/13 15pp 

10674 004 24X Flche 90-307, 03/05/16, 0306010121 


83051 104SB IE Info Notice 83-32, "Ruptured Ant-S41 Sources Contained In 
Moll Logging Device " Sve list end 

TAYLCMl, J M Division of Safeguards S< Inspection programs Ipost 
8a010a> 03/05/26 Consolidated Edison Go of New York. Inc 
123pp 18 931 043. 24X Flche 50-000,83/05/26.0305110460 


03O5UO46O IE Info Notice 03-34. "Evant Notification Info Worksheet " 
five list encl 

JORDAN, E L. Division of Emergency Preparedness L Engineeritip 
Response (Poet 830103) 03/05/26 Consolidated Edison Co of Neu 

York. Inc llSpp 18732 005 24X Flche 50-000.03/03/26,9305110460 


8305110461 IE Info Notice 83-35. "Fuel Movement W/ControJ Rods 
Mithdrawn at BNRs '* Sve list end 

JORDANf E L Oivialon of Emergency Preparedness & Engineering 
Reiponse CPost 030103) 03/05/31 Consolidated Edison Co of New 

York. Inc 116pp 18732 200 24X Fiche 50-000.03/05/31,9305110461 


0305110464 IE Info Notice 83-36, "Impact of Security Practicas an Safe 
aparatlons " Sve list end 

■JORDAN. E L Division of Emergency Preparedness & Fnginasring 
Rasponse (Post 830103) 03/06/09 Consolidated Edison Co of Nau 

York. Inc li^pp, 18030,280 24X Flche 50-000,83/06/09,0305110464 


830A1 40402 Responds to IE Bulletin 03-03. "Check Valve Failures in Raw 
Mater -Cooling fiys of Diesel Oeneraturs '■ Listed chrek valves 
In asBintial bvc water flowpath will be included in Rev 2 to 
030630 pump L valv* intervico test program 

KENYDNiH, D Penney Ivanla Power it Light Co 03/06/07 ALLAN, J N 
Region 1. Office of Director 3pp 18034 173 24X 

Fiche, 50-307, G3/06/09. 8306140482. 
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3305110^^70 IE In^^o Notice 03-30, "Defective Heat Sink Adhesive & 

Sei snica 1 ly Induced Chatter in Relav^ Hi thin Printed 
Circuit -Lards " bvc list enc 1 

JORDANfE L Oivliion of Elmei geiicy Preparedness & Engineering 
Response (Post 630103) 83/06/13 Consolidated Edison Co of Neu 

Vorkr Inc H8pp 18920 235 2^X Fiche 30-000i a3/06/13i 03051 10470 


0306090010 IE Info Notice 63-37, “Trans former Failure Resulting From 
Degraded Internal Connectiun Cables " Svc list end 
JORDAN* E L Divtoion of Emergency Preparedness 8t rngineering 
)?Bspanse (Post 630103} 03/06/13 Consolidated Edison Co of New 

Vark, Inc a43pp 10921 001 24 X Ficho SO-OOOi 03/06/13, G30609Q010 


3305110475 IE Info Notice 83-40, “Need to Environmentally Qualify 
Epoig Orouts & Sealers " Svc list end 

JORDAN, B L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 03/06/22 Consolidated Edison Co of Nouj 

Vorki Inc ll5pp 19021 179 ?4X Fiche 30-000,03/06/22,0305110475 


0305110477 IE Info Notice 83-41, “Actuation of Fire Buppressian Sys 
Causing Inoperability of 9af cty-Helatod Equipment " five list 
end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
ResponsQ (Post 030103) 83/06/22 Consolidated Edison Cn Of Neu 

Vari* Int iSOpp 18997 007 24X Ficha 50-000,83/06/22,0305110477 


0305110479 IE Info Notice 83-42, "Reactor Mode Switch Malfunctions " 
five list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830X03} 03/06/23 Consolidated Edison Co of New 

York* Inc 116pp 10996 242 24 X Fit. he 50-000,03/06/23,03051 10479 


03{>5i 10463 IE Info Notice 83-43, "Improper Settings of Intermediate 
Range tlR) High Flux Trip Setpoints " Svc list one) 

JORDAN, E L. Division of Emergency Preparedness 8, Engineering 
Response (Post 630X03) 03/06/24 Consolidated Edison Co of New 

V^orl* Inc X16pp 19046 297 a4X FicJie 50-000. 83/06/24, 03051 104 03 


3 Reportable occurrences, LERs B( related correspondence 


03O6170SS0 Interim deficiency rept re potential excessive affsito dose 
concerning feedwater containment penettations not 
maintaining water seal for 30 days post-L.0CA Also reportable 
under Part 21 

CURTIS, N H Pennsylvania Power 8. Light Co 63/05/31 ALLAN, J N 
Region 1, Office of Director 4pp 18078 276 24X 

Fiche 50-300,03/05/31,0306170250 


3306210079 Interim deficiency rept re lack of movement In ITT Orlnnell 
enubber brackets Initially reported on 030429. All snubbers 
ull] be reinspected t( design & installation processes under 
review Final rept due Dct 1903 Also reported per Part PI. 

CURTIB.M W. Pennsylvania Power 8« Light Co 83/05/01 ALLAN, J M 
Region I, Office of Director 4pp 10711 241 24X 

Fiche 50-388,03/05/01,6306210079 


0306200562 PNB-I-B3-0X6 on 630622, bomb threat by unidentified male 
caller received at plant site 8, TV station Reactor 8* turbine 
bldgs evacuated search procedures Ini tiated, per emergency 
8c safeguards contingency plans Results negative 

MADDEfT, U * GDDY. A Region 1, Office of Director 03/06/23 2pp 
19017 320. 24X Fiche 50-307, 03/06/23, 0306280502. 


9306200006 NPDE0 none omp 1 i anc e noti f icatl oni on 8306 i 9, total iron limit 
In Discharge 041A exceeded level Cause under investigation 
FIELDS, J.S Pennsylvania Power 8< Light Co 83/06/24 KQ9AL, P 
Pennsylvania, Cemmonwealth of, Jp 19001 122 24X 

FJche 50-307,03/06/24,8306200006 


J OpeTator Examinations 


0306140017 Extends invitation to attend 830627 meeting in King of 
Prussia, PA to discuss transfer of reactor operator licensing 
function from HethesdsiHD to Region I ofc 

8TAR03TECKI, R Division of Project if Resident Programs. 03/06/09 
KENYON, 0. D Pennsylvania Power 8< Light Co. 2pp. 10B38, 23&. 24X 

Fiche- 50-387, 83/06/09, 0306 1400 J 7 


DOCKET 00-309 8T LUCIE PLANT, UNIT 2 


A App 1 icat ien/constructlon stage documents & correspondence 


B306 140366 Confirms IE mgt mooting on 030304 In Region III ofc to 
discuss status of facility completion & readiness for 
license 1 ssuance. Proposed merting agenda encl. 

O'REILLY, J.P. Region 2, Office of Director. 03/03/22 UHRI0,R.E 
Florida Power 6 Light Co 2pp 10832-139 24X 

Fiche 90-309,03/03/22,8306140366 


E NRC Safety Evaluation Report (SFR), suppls 8t correspondence 


0306010057 SAFETY EYALUATIDN REPORT RELATED TO THE OPERATION OF BT. 
LUCIE PLANT, UNIT NO 2 Docket No 50-30? (Florida Power And 
Light Company, And Orlando Utilities Commission Of The City 
Of Or landb, F 1 ori da) 

s Office of Nuclear Reactor Regulation, Director NyREG-0B43 802 
82/09/30 99pp Available at NRC <5 90 10684 3S1 24X 

Fiche 50-309,82/09/30,8306010057 


8306240056 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF 8T 
LUCIE PLANT, UNIT NO 2 Docket No 50-089 (Florida Power And 
Light Company And Orlando Utilities Commission Of The City 
Of Orlando, FI orida) 

« Division of Licensing NURE(3-0Q40 S04 03/06/30 26pp 

10906 24 5 24X Fiche 30-309,03/06/30,0306240096 


F Security, medical, emergency 8, fire protection plans 


0306140272 Confirms 030203 mgt meeting in King of Prussia, PA, per 830201 
telcon. Meet ing requested to discuss rscent imp concerns re 
civil turnover s, p Ians for fire protection equipment 
instal lation & status of operating procedure preparation 
LEkXiS, R C Division of Project Ic Resident Programs 63/02/01 

UHRIO, R F Florida Power tt Light Co 3pp 10032,222 24X 

Fiche 50-307, 03/ 02/ 0 1 , 830 6 1 40272 


8306140650 SutnmariEQs 9303-03 mgt meeting at Region 11 ofc re recent 
insp concerns about civil turnover packages, fire protection 
plans %t operating 6 emergency procedures Meeting details 8< 
attendee list end 

LEU19*R C Division of Project Resident Programs 83/02/22, 

UHRIQ*R E Florida Power 6 Light Co 5pp 10043,062. 24X 

Fiche 50-309,03/02/22,8306140650 


8306140539 Forwards IE Insp Repts 50-335/83-06 h 50-369/83-20 on 
030314-10 No noncompliance noted 

DANCE, H C Division of Project 4, Resident Programs 83/05/10 

UHRIO, R E Florida Power S< Light Co. 2pp 1B834 165 24X 

Fiche: 50-33 5, 83/05/18, 8306140538 


—0306140541 IE Insp Repts 50-335/63-06 h 50-309/83-20 on 830314-19 No 
noncciripl 1 ance neted Major areas Inspected emergency 
p lann i ng, 

HUFFMAN. 0 N. Region 2, Office of Director 63/05/17 6pp. 

10834 167 24X Fiche 50-335, 83/05/ ID, 0306140538 


8306140302 Forwards IE Insp Repts 50-335/83-18 it 50-389/93-41 on 
030506 No noncampi 1 ance noted 

DANCE, K C Division of Project «« Resident Programs 33/05/23 

UHRIO, R E Florida Power tc Light Co 2pp 10032 096 24X 

Fiche 50-335,83/05/23,8306140302 


—9306140310 IE Insp Repts 50-335/83-13 (< 50-389/03-41 on 030506 No 
noncompl iance noted Major areas inspected emergency 
preparedness accountab 11 i ty drill 

HUFFMAN,© N Region S, Office of Director 83/05/19 4pp 
18032 100 84X Fiche. 50-335* 03/05/23, 8306140303 


9306290209 Forwards IE Insp Repts 50-335/03-17 it 50-399/83-39 on 
030509-13 No noncompl lance noted 

DANCE* H C Division of Project it Resident Programs 83/06/01, 

UHRIO* R B Florida Power it Light Co 2pp 19056.114 24K 

Fiche- 50-335, 83/06/01 * 03062 9020 9 


—8306290221 IE Insp Repts 50-335/83-17 b 50-3B9/B3-39 on 030509-13. No 
none ooipl lance noted Major areas Inspec ted’ enforcement 
responses, insp followup 1 terns, containment cable tray covers 
4c App R electrical cable rerouting 

HUNT.M.D Region 2, Office of Director 03/05/26 6pp 
19056:116 24X Fiche 50-335,83/06/01,0306290209. 


0306140023 Rslaases public version of revised offnormal emergency plan 
imp lementing procedurii 

FELTON, J M Division of Rules and Records 93/06/06 Document 
Management Branch, Ip 10831.166 24X Fiche. 50-339, 83/06/06, 

9306140023 


—0306140033 Forwards public version of revised offnormal emergency plan 
implementing procedures* inc 1 ud tng Procedures 2-0030131 re 
plant annunciator summar y* S-0030141 re control room 
inac essibi llty U 2-0440030 re 9DC/LP8I offnormai operation. 

NETHV, C. H Florida Power fc Light Co 83/05/17 Office of 
Nuclear Reactor Regulation, Director. Ip. 18831*167. 24X 

Fi c h B . 50-3 35, 03 /06/06, 0306 J 4 0023 . 


— 8306140030 Public version of revised offnormal emergency plan 
implementing procedures, inc 1 ud ing Procedures 2-0030131 re 
plant annunciator summary, 2-0030141 re control room 
inacesslb i 1 ity it 2-0040030 re SDC/LP8I Dffnormel operation 
» Florida Power it Light Co 83/05/12, 263pp. 19831.160 24X 

Fiche- 50-339, 83/06/06* 0306 1 40023 
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S306J^0660 R«leaBe8 ptiblic version of revised ofTnormat 8r emergency 
operating procedures 

FELTOMi J rt Divlaioji of Rules, and Records- 63/06706 Document 

Management Srancl> ip 19376 340 34X Fiche 50-3^9, 03/06/0 6» 

Q306 1 60660 


■"”0306160662 Forwards public version of revised qffnnrmal fc emergency 
operating procedures, me I uding Procedures 2'^0t2003l re 
excessive RCS leakage S-O^lOOSI re main transformer 
Qffnorniai operation. 

WETHY. C M Florida Power U Light Co 03/04/21 Director's 

Office. Office of Inspection and Enforcement ip 10076 34J 24X 

F 1 c h e 50-3691 03/06/06 .03061 60660 


— 6306160666 Public version of revised offnormal 6 emergency operating 
praceduresf includ ing Procedures 2-01SD031 re excessive RCb 
leakage. 3-0910031 re main transformer offnormal operation & 
2-0930030 re horde add heat tracing sys 

HAfJD Florida Po^iier & Light Co 03/04/30 31pp 10876 343 34X 

Fiehe 50-3091 03/06/06. G306168660 


3306210302 Releases public version of revised Dffnormal & emergency 
operating procedures 

FELTON. J M Division of Rules and Records 03/06/06 Document 
Matiagement Branch Ip 10936 001 24X F£che 50-309.03/06/06. 

0306210302 


”0306210300 Forwards public version of revised offnormal ti emergency 
operating proc tdures. me 1 udi ng Procedures 2-0030140 re 
blackout operation* 2-0030141 re control room inacessibi 1 ity 
& 2-0910030 re start-up transformer 

HETHY. C. M Florida Power 6 Light Co 03/09/10. Director's 
Office. Office of Inspection and Enforcements Ip J0936 003 24X 

FI c fi 6 50- 309. 03/ 06/06 . 030621 0302 


-0306810392 Public varslnn of revsseif nffnormal & emergency operating 
procedures. includ ing Procedures 2-0030140 re blackout 
opera ti on. 2-00301 41 re control room jnacces I hll i ty t< 

2-0910030 re • kart-up transformer 

H4LLEN Florida power ^ Light Co 03/05/09 Director's Office. 
Office of Inspection and Enforcement 20Dpp 10936 003 24X 

Fiehe, 50-309. 83/06/06. 830621 0302 


306220225 Rcleaess public version of revised offnornal If emergency 
operating procedures 

FELTON. J H DivlsiPTi of Rules *nd Records 03/06/06 Document 
Management Dranch Ip 18977* 167 24X FIche 30-339. 03/06/06, 

0306220225 


8306220230 Forwards public version of revised offnormal & emergency 
operating procedures, including Procedures 2-0030140 re 
blackout operati on. S-00301 43 re total loss of power <* 

2-0260030 r« emergency boration 

HETHViC.M Florida Power Ij Light Co 03/04/27 Director's 
Office. Office of Inspection and Enforcement Ip 10977 160 9AX 
F£ cb • 30-33 5, 03/0 6/06, 0306220225 


0306220236 Public version of revised offnorrtial S. emergency operating 
procedures. includ Inp Procedures 2-0030140 re blackout 
operator. 8-0030143 re total loss of at power fi. 2-0250030 re 
emergency bdratiun 

e Florida Power 6 Light Cn 03/04/26 Director's Office, 
Office of Inspection and Enforcement 07pp 18977 169 24X 

FI Che. 50-335, 03/06/06, 0306220225 


36130156 Advises that sentence in util 010914 response to Human 
ingineering Discrepancy A. I 3 re key storage stating, 

“Remote ahutdown Panel SI0 block keys will be maintained at 
^AH control accees point." should be deleted 

JHRIO, R E. Florida Power fc Light Co 03/06/08 E18ENHUT. D 0 
)lvlslan of Licensing Ip. 18824 266 24X Flche 50-309.83/06/00. 

3306130156, 


Insurance fc indemivity information 


)62702i0 Unexecuted Amend 10 to Indemnity Agreement D-76. sub stltw ting 
istad Item 3 re license numbers 

tALTZMAN, J Assistant Director for State L Licensee Relations 
13/04/06 Ip. ia99l’810 24X Flche 50 -33S, 83/04/06. B306270210 


Operating license stage documents 1. carrespandance 


6140704 Notifies of review of Rev 1 to 030300 process control 

rogram Program contains necessary process paranteters 

oundary conditions to assure that dewatering of bead resin 

ill be complete w/no free liquid Program acceptable 

NIOHTDN.O U Licensing Eranch 3 Q3/OS/JO UHRIO.R E Florida 

□wsr t. Light Co 2pp 18043 331 24X Fl c ho; 50-335, 03/05/10, 

306140784 


8306020616 Forwaids 0 McCorklo 830510 memu providing add 1^ info re 
results op vita) area validation tevicw W/o end 

TKOMASi C 0 Standardiiation 6 Special Projects Oranch 03/05/36 
PARR, 0 D Auxiliary Systems Utanch flAYIQNlpB K Proccdui ec. t, 
Systems Review Dranch |p JB715 044 24 X Fiche 50-309.03/05/26, 

0306020616 


9306140111 Forwatds list of equi pmeni, ^uet i f icat i ons Pot Intel im 
operation & response to request fur addl info re IOCFR50 49 
equipment qualification prnqiam 

UHRIO. R E Florida Power «. Light Co 83/05/26 EISENKUT.D G 
Division of Licensing app 18840 05/ 24X Fiche 50-3 B9. 03/05 /2b, 

0306140111 


—8306140115 -‘Florida Power 8. Light. 8t Lucie, Unit 2. lOCFRSO 49 Eoulpnint 
List " 

K Ebasco Services. Inc (subs of Enserch Corp } 03/05/25 

II4PP 10040 066 24X Tithe 00-387, □3/05/36- 03061401 I I 


8306030074 Fulfills comtni tment mode in 03U331 Itr re investigating 
feasibility of performing demonstration test for loss of ac 
power UtJ 1 devploped three addl preopero t lona 1 tests to 
demanetrate ability to cross-connect djesol generators 
UHRIG. R C Florida Power 6 Light Co 83/05/27 ri&E:NHUT,D 0 
Division of Licensing 3pp 10/03 359 24X Fiche 50-309,03/05/27, 

83060300/4 


8306060062 Torwards justification for interim operation re 
<iuel If ication of CONAX assembly used in inadequate cote 
cooling instrumentation Test exposure to HDC/lOCA conditions 
successfully completed 

UHRIO, n r Florxdn Power 8< Light Co 03/05/31 CISCNHUT, D Q 
Division of Licencing 3pp 10719 33:' ?4X Fiche 50-309,83/05/31. 

8306060002 


0306160630 Forufards draft "Conti ol of Heavy Loads at Nuclear Power 
Plants. Gt Lucie Plant, Unit 2 iPhase 1 ) •' 8< BynDp*»iB of NWC 
interpretation of guidelines of NUREO -0612 for use in 
resolving open items 

KMIGHTaN, 0 W Licensing Dianch 3 03/05/31 UHRJO. R E Mei Ida 

Power 6 Light Co 14pp 18UB4 283 PAX Fiche 50-389,03/05/31, 
8306160630 


— 0306160641 Draft "Control of Heavy Loads at Nuclear Power Plants, St 
Lucie Plant, Unit 2 (Phase I>," technical evaluation rep t 
shader, C n EO&G, Inc FIN A-6457 EOG-HS-6263 DRPT 03/04/30 

MRC *- No Detailed Affiliation Oivei, 16pp 18004 297 P4X 
Fiche S0-3B9. 03/05/31, 83061 60630 


0306100140 Appl icatioxi to amend License DPR-67, revising Tech Ufecs to 
extend testing cyi le of valves utilixed as part of tuibine 
overspred protection sys Change based on vendor 
recommendation 

UHRIC, R b Florida Power Light Co 03/06/06 EiaLNHUT. D 0 
Division of Licensing 4pp 1 0801 PbO 24X Fiche 50-309, G.l/06/06, 
8306100140 


—8306100144 Proposed Tech Gpec 3/4 3 4 re turbine overspeed protection 
* Florida Power 8. Light Co 03/06/06 Ip 18801 254 SAX 
Fiche 50-3Q9, 03/06/06, 8306100140 


0306130268 Advises that license canditions for 5X power completed 
power ascension will be commenced upon completion of low 
power physics testing 

UHRIQ. n E Florida Power it Light Co 83/06/06 EISENHUT, D 0 
Division of Licensing 8pp 18024 1Q2 24X Fiche 50-309. GO/Ob/CA, 

0306130268 


0306240466 Clarlfios NRC position re EST actuation sys surveillance 
testing required by Tech Specs «< FGAR commitments Util 
required to test E&F actuation sys at power including 
complete operation of actuation devices 

KNIGHTON, G M Licensing Dranch 3 83/06/07 UHRIG.R E Florida 

Power & Light Cu 3pp 18977 241 24X Fiche 50-389,83/06/07. 

0306240466 


8306170207 Foruai ds 2-0030133. Rev 4 to 2-0030140 b Rev 2 to 2-0120037, 
effnarmal tt emergency operating proccduros 

WETHV. C M Flprida Powtr b Light Co 03/06/08 Diroctoi's 
Office. Office of Inspection and Enforcement Ip 18877, 146, 34X 

Fiche, 50-309, 03/06/09.8306170287 


— 0306170292 Rbv 4 to 2-0030)40, ''Dlackout Pperation. " 

# Fluriila Power & Light Co 03/03/31 15pp 10077 147 24X 

Fiche* 50-389. 03/06/08, 0306170287 


— B30617029? Procedure 2-0030133, "Local Annunciator Summary 

COUTURE, C Florida Power h Light Co 03/O6/Oi 56pp 10877 162 
24X Fiche 50-309.03/06/08,8306170207 
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— Bao&170304 Flev £• to 3-012003/. "Hfacttit Coolant GaB Vent Sys Off-Momol 
Op era 1 1 an ” 

# Florida Pouict & Light Co 03/06/0^' iSpp 10077 210 ?4X 

Fiche 50-309. 03/06/ OB, H3061/O.JO/ 


Q306130291 Applicotton for mod to I IcepBo Condition P C 7 for License 
fJPF-1 A. c hang ing requirement from "prioi to eiceedlnq HOV of 
rated thcriral power” to “prior to completion of startup 
testing " Hod requested due to testinq delays at Gan (tnofrc 
UHRIO, R E Florida Power «< Light Cn D3/0&/09 EISCNHUT.D 0 
Division oP Licensing 3pp iaQ2'l 12S 24X Fiche 50 ”309, 03/06/09.. 

03061 30291 


6306140009 Advi&es that past-rcortoi trip procedures wall be modified 
to Include add 1 criteria for post-reactor trip revicui 
Procedures uitl bo available onsite for MIrC concurrence 
within 60 days following approval of full power OL 
UH/1I0 jR r Florida Power 6 Light Co 03/06/09 EISGNHUT, D O 
Division of Licencing Ip 10038 IMQ SAY Fiche 50-309,03/06/09, 
0306140009 


9306200026 Staff requirementa memo re 830610 discussion h possible vote 
in Hash ing ton, DC on full power OL Commission voted 5 O to 
authorixc full power operation License amend to be modified 
re post— tr ip procedures 

CHILK. S J Office of the Sen etary ol the Commission 83/06/13 
DIRCKBi M J Office of the Exicutive Director for Operations Ip 
1S900 355 24 X Fiche 50-309,03/06/13,0306200026 


9306200310 Application to amend License NI'F-16, ol 1 owing use of 
alternatr (nean^ of detectinq 0ORV position indication 
UliRIOrR E Florida Power U light Co 03/06/15 LIOCNHUI,]! 0 
Divisiari of Licensing Spp 18900 150 24X Fiche 50-309, 03/06/ 15> 

8306200310 


03C6200I9-4 horuards corrected 1ech Spec lable 3 3-10 ra accident 
monitoring instrumentation submitted in G306I5 application 
to amend license Superscript re min channel operability 
should hove two astericks inotrad of three 

UHfltOpfl F Florida Power fc Liflht Co 83/06/16 ElUrHHUT, 8 0 
Dlvtsion of Licensing Ip 18902 355 LMX Fiche 50-309,03/06/16, 
0306200194 


— 0306200195 Corrected Tech Spot Table 3 3-10 re accident monitoring 
tnstru/nentati on 

* Florida Pouiet U Light (.a Q3/06/16 Ip JD902 356 24X 

FlChp 50-309, 03/06/16. 0306200 1 94 


83D6210160 Application to amend License NPP-i6 revising lech Spec 
requirement for primary 1. secondary cocilanti in steam 
gencratoi to be greater than 100 F when coolant pressure 
greater than 200 psig SEU end 

UKRIOiR I PloTida Power U l iqht Co 03/06/17 LIGCNHUT.U C 
Division of Licensing 4pp J0714 P26 24X Flihe 00-309.83/06/17, 

0306210160 


— B306210169 Proposed Tech Bpecs revising requirement for primary 6 
seccndorij coolants in steam generatoi to be greater than 
100 F whan coolant pressure greater than SOO psig 
* Florida Power S. Light Co 83/06/17 7pp 18914 230 P4X 
Fiche 50-309,03/06/17,0306210160 


0306810261 Forwards addl info supporting proposed license amend request 
on PDRV j ndicati on. per B306ID 6 16 Itrs Chronology of PORV 
a venfcSh current status & addl info on oignlficant haiards 
consideration end 

tlHRIOiR. E Florida Power 6 Light Co 83/06/17 FlBENHUl.D 0 
Division of Licensing Spp 18915 056 24X Fiche 50-309,03/06/17, 

B 3062 10261 


Q„ (nspectlort reports, lE Dulleiins 6 coi r ospondence 


S3C61 40272 Confirms 830S03 mgt meeting in King of Prussia. PA# per D30PD1 
telcon Meeting requested to discuss rorent insp concerns re 
civil turnovers, plans for fire protection equipment 
installation 6 status of operating procedure preparation 
LEifISiR C Division of Project t. Resident Programs B3/D3/01 
UKRIDiR e Floi Ida Power 8< Light Co 3pp 10832 22P 24X 

Fiche 50-309, 03/02/01, S306140^»/2 


8306140650 Summarises 830203 mgt meeting at Region 11 ofe re recent 
Insp concerns about civil turnover packegos, fire protection 
plans Sc operating 6 emergency proceduips Meeting details Sc 
attendee list end, 

LEMI0.R C Division of Project & Resident Programs B3/D2/22 
DH0ID.R E Florida Power Sc Light Co Spp 10043 062 24X 

Fiche 50-399,03/02/22,0306140650 


0306140011 Responds to IE bulletin 83-04, ’’Failure of Under Voltage 
Trip Function of Reactor Trip Dreabers " Representatives 
from util Sr OR are testing peiformance of breakers per 
electrical maint Procedure DJ 10060 

UHRIOpR E Florida Power & Light Co D3/03/31 D'REILLY.O P 
Region 2, Office of Director Ip 18830 239 24X 

Fiche 50-309. 03/03/31, 0306 1400 11 


8306140174 Forwards 3E Insp Rept 50-309/03-36 on 030425-20 Nd 
noncomp 1 ianc e noted 

DAUCEp H C Division of Project t Resident Programs 83/05/16 

URRiO.n E Florido Power & Light Co 2pp 18839 039 24X 

Fiche 50-369.03/05/16,0306140174 


— 0306140100 IE Insp Rept 50-309/03-36 on 030425-20 No non c omp 1 ianc e 
noted Major areas inspected licensee action frn previous insp 
f ind i ngsj 1 icetisce identified item 6 prevlouslyf identified 
Inspector followup item 

LENAHAM, J J Region 2, Office of Director CONLQN.T E Division 
of Engineering & Radiological Safety Programs 03/05/13 Spp 
1BB39 041 24X Fiche 50-389.03/05/16,0306140174 


8306I401B6 Forwards lE Insp Rept 50-309/03-34 on 930425-29 No 
noncomp 1 lane B noted 

DANCE, H C Division of Project 6 Resident Programs 83/05/16 

UHRIO, R E Florida Power St Light Co 2pp 18939 050 24X 

Fiche 50-309, 00/00/16, 0306140106 


—0306140191 IE Insp Rept 50-309/03-34 on 030425-29. No noncomp I iance 
noted Major areas inspected prooporeti onal procedure review 
tt pr eoperattonal test results review 

ItRUO.ff E , TAVLOR.P A Region 2# Office of Director JAPE, F 
Division of Engineering & Radiological Bafety Programs 03/05/12. 
Spp 10D39 060 24X Fiche 50-399,83/05/16,8306140186 


8306140530 Forwards JE Insp Repts 50-335/03-06 l« 30-399/03-20 on 
030-314-10 No noncomp 1 lanc 0 n-oted 

OANCE,M C Division of Project 6 Resident Programs 03/05/10 

UHRTO,R r Florida Power St Light Co 2pp 18834 165 24X 

Fiche 50-335. 03/05/ 10, 0306140530 


—0306140541 IE Insp Repts 50-335/8J-06 Sc 50-309/93-20 on 030214-18 No 
noncompl lance noted Major ax ea« inspected emergerctf 
p 1 ann ing 

HUFFMAN, 0 N Region 2. Office of Director JBNKIN9, 0 R. Dlvlsioii 
□f Cmergoncg Preparedness 6 Materials OaPetv* 83/05/17 6pp 
10834 167 24X Fiche 50-335.03/05/10,0306140938 


8306140302 Forwards IE Insp Repts 50-335/03-10 St 90-309/03-41 on 
030506 No noncompliance noted 

DANCErH C Division of Project & Resident Programs 03/05/23 

UHRrOrR. C Florida Power 6 Light Co 2pp 18832 090 24X 

Fiche 90-335,03/05/23.0306140302 


—0306140310 IE Insp Repts 90-335/83-10 t, 50-309/03-41 bn 030506 No 
nonconipl 1 ance noted Major ai cas inspected emergency 
preparedness accountabl 1 i tq drill 

HUFFMANrO N Region 2, Office of Director JENKINS, 0 R Division 
of Emergency Preparedness te Materials Oofety D3/05/19 4pp. 

10932 100 94X Fiche 50-335,03/00/23.0306140302 


8306140633 Forwards summary of 030513 mgt meeting in Atlanta, OA re util 
actions on 030411 confirmation of action 1 tr an plant 
operating !< emergency procedures 

LEN18, R C Division of Project 6 Resident Programs 83/05/23 

UHRIOrR E Florida Power St Light Co 4pp 10843 056 24X 

Fic he* 50-309, 03/09/23. 0306140633 


8306140630 Forwards schedule for ccmpletion of responses to IE Dulletin 
00-1 1, ’’Masonry Nall Design ” Required mods to masonry 
walls will be completed prior to completion of first 
refueling outage Item closeti 

UHRIGrR E Florida Power & Light Co 03/05/24 Q'RETLLYiJ P 
Region 2. Office of Director 3pp 1B043 043 2AX 
Fiche 50-387, 03/05/24, 0306140630 


8306140504 Ac k receipt of 330509 Itr informing NRC of steps taken to 
correct violations noted in IF Insp Rept 50-389/03-16 
DANGEfK C. Division of Project tc Resident Programs G3/05/29 

UHRIOpR E. Florida Power St Light Co Jp 18830 100. 24X 
F i c h e - 5 0-38 7, 03 /Ob/25, 8306 140504 


— B306140910 Responds to NRG 830385 Itr re violations noted in lE Insp 
Rept 50-389/03-16 Corrective actions process sheets will 
include const hold points that will be signed o f f. providing 
ongoing status of required/cump 1 eted insps. 

UHRIO.R E Florida Power Sc Light Co 03/09/09, O^REILLYiJ, P 
Region 2, Office of Director, 3pp 10830 109 24X 

Fiche 50-309,83/05/25,0306140504 
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—0306140914 ^p^llla^dB IE lti6p n«pt 50'ae9/e3-16 on 030253-35 notice pf 
vlal-atloii 

LEWIfiiH C. Division of Project & Resident Projjrams 03/03/36 
DHRIO.R E Florid# Pauier Lipht Co 2pp 10930 J 12 £^4X 

F 1 c h c 50-3a?< 03/05/S 5i 0306 1 4050 <1 


--B306140516 Notice of viototion front in$j> on 030222-35 

» Oivieior of Project Resident Proflrewi 03/0-3/35 Jp 
i 0838 ' 1 1 4 a4){ F I c h « 30-3a9r 03/05/25. 8306140504 


—-0306140520 IE In«p Rept 50-309/03-16 on 030222-25 Noncomp 1 lance noted 
fol lure to execute & meintain states of structural steel 
insp program 

LEN6HAN. J J. ♦ CQNLON, T E Region 2> Office of Director 03/03/16 
5pp. 10830. US. a4X Ficho 50-309.03/05/25.8306140504 


8309110498 IE Info Notice 03-32. "Ruptured Affl-241 Sources Contained In 
Urll Logging Device.^' Svc list end. 

TAILOR ^ J, M Division of Bafeguards tc Inspection Proarams (Foot 
830103) 83/05/26 Consolidated Edison Co of Neu Xorb. fne 
129pp. 10831043 24X FU he. 50-000.03/09/96. 0305110450 


8305110460 IE Info Notice 83-34. **Ev«nt NattMcation Info Uortsheet. " 
Bve list end 

JORDANiiE L Division of Emergency Preparedness & Engineering 
Response (Post 0301031 03/05/26 Consolidated Edison Co. of Neu 

York, ine ll5pp 10732 005 24X Fiche 50-000. 83/05/26. 83051 £0460 


8306140640 Documents concurrence ur/uttl actions taken in response to 
8304 11 Confirmation of Action Ltrs CAL '■□35/03-01 & 

389/63-01 Insp during wk oP 830516 concluded that Unit 2 
procedures adequate For startup (r operation 

O'REILLY. J P Region 2. Office of Director 83/05/27 ADDHAT. E A. 
Florida Power & Light Co. 2pp 10841 16J 24X 

Fi Che; 50-335. 83/05/27. 8306140640 


830SU0461 IE Info Notice 03-35. "Fuel Movement W/ControJ Rods 
Hithdrauin at OWRs ** Svc list end 

JORDAN.E L. Division of Emergency Preparedness fc Engineering 
Response {Post 830103). 83/05/31 Consol idated Edison Co of New 

Vort. Inc U6pp. 18732-208 24 X Ficho SO-OOD. 83/05/31, 0305110461 


8306140097 Resp-nnds to IE Bulletin 79-14. "Selimlc Analysis for As- 
Built Baf ety-Related Piping Rys *' Program verifying piping 
g eoMttrg. includ 1 ng lupport/res train t/vel ve locations 
re piping sys tr restraint func tion. compl ete 

UHRIO.R E. Florida Pouter & Light Co 83/06/01 D'REILLV. 0 P 
Region 2. Office of Director. 2pp. £8039 109 24X 

Flche* 9O“309f 83/06/01. 0306140097 


0306140501 Submits final response to IE Bulletin 79-02 re 
safety-related concrete eirpansion anchors Stringent design 
criteria It systeinatlc OA program Inplenenfced to ensure 
proper Instal let! on It testing of anchors 

UHRI8.R e Florida Power It Light Co. 83/06/01. O'REILLY. J P 
Region 2. Office of Director 2pp 18844 151 BAX 
Fie ho. 50-309, 03/06/01. 8306140581 


8306290209 Forwards IE tnep Repts 50-335/63-17 U 50-399/83-39 on 
830509-13, No noncomp Hence noted 

DANCE. H.C. Division of Project St Reside-n't Programs 03/06/01 
UHRKl, R.B. Florida Power It Light Co 2pp 19056: 114. 24X 

FI Che; 90-335. 83/06/01 . 8306290209 


—0306290221 IE Insp Rapt# 50-335/03-17 It SO-3S9/03-39 on 830509-13 No 
noncompliance noted. Major areas inspected* enforcement 
resf onses. Insp followup 1 terns. containment cable tray covers 
It App R electrical cable rerouting. 

HUNT.N D. . CONLONtT. E. Region 2. Office of Director 83/05/26 
6pp 19096,116 24X FI Che: 50-335. 83/06/01.6306290209 


8306290421 Feruards lE Insp Rept 50-369/83-40 on 830509-12 Nb 
noncomp Hence noted 

DANCE. H.C. Division of project St Resident Progrews, 83/06/01, 
UHRlOiR E. Flprida Power 8 Light Co 2pp 19053*174, 24X 

F i c h « : 90-389. 83/06/0 1 . 8306290421 . 


— 8306290424 IE Insp Rapt 90-389/83-40 on 830309-12 No noncompl lance 
noted. Major eraes 1 nspected: seisml c analysis for as-bullt 
sef ety-re 1 etad piping eye 6 pipe support beieplete design 
using concrete expansion anchor holts HE Bulleiin 79-14) 

ANO.H. P Region 2. Office of Director. BLAKE, J. J Division of 
Engineering 8 Radiological Bafety Programs 83/05/27. 5pp. 
19093*176 24 X Fiche 50-309.83/06/01.8306390421 


9306130268 Advises that license conditians for 9X power completed. 
Power ascension will be commenced upon completion of low 
power physics besting. 

UHRIO^R.E, Florida Power It Light Co. 83/06/06. EISENHUT«D. 0 
Division of Licanstng 8pp, 18824; 182 24X Fic he’ 50-309. 83/06/06, 

8306130260, 


8306290217 forwards IC Insp Rept 50-389/03-43 on 830516-20 No 
noncomp 1 1 ance notref 

DANCE, H C RBgmn 2, Office of Director 03/06/00 UHRIG.R L' 

Florida Powpr Light Co 2pp 19056 200 24X 

F 1 ch B 50-3Q9, 03/06/OB, 03062902 1 / 


—“0306590225 l£ Insp Rept 50-309/03-43 on 030516-20 No noncomp t larics 
notBd Major areas Inspected plant operating & sut vci 1 lanicr 
procedures 

KRUG. H E , VUOT-L QUELL, R . ruriD.H F Rng ion 2, Office of Dlrrctor 
83/06/06 3pp 19036 202 24X Fiche 50-309,03/06/00.0306290217 


030 5110464 IE Info Notice 83-36, "Impact of Security Frectics?s on Sale 
Operatlpne " Svc list end 

JORDAN. E L Division of Emergency Preparedness h Fngine or iiig 
Response (Post 030103) QJ/06/09 Consolidated Edison Co of New 

York. Inc 119pp 10830280 24X Fiche 50-000, 03/06/09, 83051 J0464 


8305110470 IE Info Notice 03-30, "Defective Heat Sink Adhesive t. 
Seismicnlly Induced Chatter in Relays Nithio Printed 
Circuit Cards " Svc list end 

JORDAN, E L Division of Cmergoncg Proparodnoss it Englneermp 
Response (Post 830103) 03/06/13 Consolidated Edison Cn of Nru 

York. Inc liepp IS920 225 24X Fit he 50-000.03/06/13.0305110470 


8306090010 IE info Notice 83-37, "Irons Pormot Failure Resulting From 
Degraded Internal Connection Cables " Bve list end 
JORDAN. C L Division of Emergency Preparedness It Engineering 
Response (Post 030103) 63/06/13 Consolidated Edison Co of New 

York. Inc 243pp 18921 001 24X Fiche 50-000, 03/06/13. G3O609£)OJO 


8306290327 Ack recoipt pf 830420 1 tr informing NRC oF steps tjkcn to 
correct violations noted in lb Insp Rept 50-335/02-36 
OANCE.H C Division of Project !< Resident Programs 03/O6/J7 

UHRIO.R E Florida Power h Light Co Jp 19050 J 94 24X 

Fiche 50-335, 83/06/ 1 7, 03O629O3P7 


—8306290359 Forwards IE Insp Repts 50-335/02-36 L 50-309/83-95 on 
021011-1110 If notice of violation 

DANCE, H C Division of Project & Resident Programs 02/12/07 
UHRIO, R E Plorida Power 1. Light Co 2pp 19050 190 r4X 
Fiche 50-335. 03/06/ 1 7, 8306290327 


—8306290379 IE Insp Repts 50-335/03-36 & 50-389/85-55 on 821011-1111 
Noncompliance noted use of unciualified matl In emergency 
diesel generator lube oil sgs 

ELROD, g A . DIBD.H E Region 2, Office of Director JULIAN.C A 
Division of Project & Resident Programs 05/12/06 lipp 
19OS0 201 S4X Fiche 50-335,03/06/17.8306290327 


8305110475 IE Info Notice 03-40. "Need to Environmentally Qualify 
Epoxy Orouts l< Sealers '♦ Ovc list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response IPost 030103) 03/06/22 Consolidated Edison Cd of Nru 

York. Inc llSpp 19021 179 34X Fiche 50-000. 83/06/22, 0305 1 10475 


830S110477 IE Info Notice 03-41, "Actuation of Fire Suppression dys 
•Causing Inoperability of 8af ety*-Related Equipment " Svc list 
B ncl. 

JORDAN. E U Division of Emergency Prepai edness L Engineering 
Response iPost 630103) 03/06/25 Consolidated Edison Co of New 

Yorki Inc 120pp. 10997 007 24X Fiche 50-000,03/06/23. 03051110477 


8305110479 IE Info Motlce 83-42, "Reactor Mode Bwitch Malfunctions •* 
Qvc list end 

JORDAN. E. L Division of Emergency Preparedness If Engineering 
Response (Past 830103) 63/06/23 Consolidated Edison Co of New 

York, Inc 116pp, 18996 245. 24X Flthe 50-000, 83/06/33. D3031 10479 


8303110403 IE Info Notice 03-43, "Improper Bettings of Intermediate 
Range <IR) High Flux Trip Setpoints " Svc list end 
JORDAN. E L. Division of Emergency Preparedness & Engineering 
Rasponse (Post 630103) 83/06/24 Consolidated Edison Co of New 

York, Inc ll6pp. 19046*297 94X Fiche 50-000,83/06/54,0305110483 


R Periodic operating reports l< related cnrrespondenc e 


8306£6063B Monthly operating repts for Apr 1983 N/83D516 Hr 

FACE.P L Florida Power k Light Co 80/05/16 Office of Resource 
Managament. Director 17pp 18066 105 24X Fiche 50-000,03/05/16. 

8306160638 


8 Reportable occurrences, LERs If related correspondence 


8306300205 Part 21 rept re short-term reliability problem w/posltlon 
Indicating mechanism in solenoid valve used to control 
PORY 3750010 Magnet position Indicating mechanism replaced 
on 830507 Corrective action In progress 

JOHNBON.V M Oarrett Corp 83/05/09 Director^* Office, Office 
of Inspection and Enforcement 3pp 19122’ 123 24X 

Fiche. 30-309. 83/03/09,8306300205 
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G30^0'l 1 LER B3-002^03L^O on 630^21 1 uh i lo jn Mode &« refueling bu£ tir 

breaker PAS & 2A3 opened^ deenerg j ung bus PA3 «< causii^a loss 
of lau pressure safetij injection pump A Caused by shorted 
contact due to personnel erroi Rus PAl restored 

BRANNIN.J P , WILLIAMS, J W Moiida Powei 8t Light Co 03/05/23 
O'REILLY, J P Region 2> Office of Director app IB673 35& 2AX 
Fiche 50“3S9, 03/05/23, B3060J 0116 


8306-010352 LER B3-D05/01T-0 on 030507, uih i le reviewing plnnt status 
follotding mode change to hot sh utdoun, d i sc overed safety 
Injection tanks had remained isolated Caused by personnel 
error Operators counseled on procedures W/830523 1 tr 
VAL&ESi S A r WILLIAMS, J W Tlorida Power ti Light Co BC3/05/S3 
0 'REILLY. J P Region 2, Office of Diiector 2pp 1D673 394 34X 

FUhe 50- 3a9i □3/05/23, 8306010252 


0306010009 LER 03-004 /03L-0 on 030424, dui ing initial fill Sf vent, wide- 
range pres-sure Indicator discovered reading lero psig Caused 
by erroneously isolated pressure tranaml tter, rendei ing PORV 
inoperable Valve lineup perfotmod successfully W/8305B4 Itr 
VALDEQ, S A , WILLIAMS, J W Tlorida Power fc Light Co G3/05/S4 
D^RElLLViJ P Region 2, Office of Director 2pp 16674 149 24X 

FKbe 50-309, □3/05/24, 8306010007 


9306070101 LER □3-006/01T-0 on 030511, leak of approx 1 quart per eiin'Utr 
developed in wold on l-inch drain line for safety injection 
header 2D 1 Cause unknown Cracked weld tt associated piping 
replaced Weld undergoing sxam W/S30524 1 tr 

BRAN^flNrJ P r WILLIAMS, J W Horida Power *< Light Co 03/05/24 
a^RElLLV, vf P Region 2. Office of Director 2pp 10736 32S 24X 

Fiche 50-309,83/05/34,0306070101 


03O6O7OO&0 LEH a3-007/03L-0 on 03O42Q, dui ing cold shutdown, PORV 1474 
failed to open at required pressure Cause not determined Qys 
pressure reduced |< PORV tested satisfar ton ly W/630531 Itr 
0RANN1N, J P, , WILLIAMS, J W rioiida Power & Light Co 63/05/31 
0*REILLV, J P Region 3. Office of Director 2pp 16740 060 24X 

Fiche 50-309,03/05/31, 0306070050 


0306070191 PNO-II-83-043 on 030602, ini t lal criticality achieved 
w/actual parameters in close ogreement w/predieted 
conditions Low power testing began immediately 1 scheduled 
to he completed within 5 days 

JULlAff, C A , DANCE, H C Region 2, Uffiep of Director 03/06/03 
Ip 18736 290 24X Fiche 50-309,03/06/03,0306070191 


□306200146 Submits supplemental info to I ER 03-06 re safety injection 
sys venfc/drain vibration restraints Field insp program, field 
vent/drain insp h plant changc/mod procedure Initiated Info 
to be included in revised LER 

IfHRlOjfi b Florida Power U Light Co 03/06/06 O^RGJLLV, P 
Region S, Office of Director 3pp 10903 121 24)( 

P i c h e . S 0-389, 03/06/06, 8306200 i 4 6 


□306200100 LER 03-01 1/03L-0 on 030510, during precritical testing, 
initial performance of Tech Spec aurvoillancq found three 
valve motor operators missing thermal overload bypass 
switches Caused by design error Design changed W/a30609 J tr 
WEST.D. , WILLIAMS, J W Florida Power h Light Co 03/06/09 

O'REILLY, J P Region 2, Office of Diiector 3pp 16903 170 24X 

Fjche 30-309,03/06/09,0306800100 


9306200094 LER 83-010/03L-0 an 03O9U, power lost to side D vital 8, 
nonvital buses, Caused by opening intori ect breaker at 
distribution switchyard Personnel instructed on importance 
of proper switching 

VALDES, 9 A , WiLLIAMPiJ W Florida Power 6 Light Co 03/06/10 
O'REILLY, J P Region 2, Office of Director Spp 10903 337 24X 

Fiche 50-309, 03/06/10, 8306200074 


6306210001 LER B3-008/03L-0> on B305U, while In Mode 3, operator observed 
all position indication lights on PORV 1475 were out Causeif 
by loss of magnetic property to magnet on valve shaft due 
to high temps in environs Magnet replaced W/B30613 Itr 
6RANN1N,J F , WILLIAMS, J W florlda Power it Light Co 03/06/13 
O'REILLY, vJ P Region 2, Office of Director 3pp JD911 ,?3V 24X 

Fiche 50-309, 03/06/ 13,8306210001 


6306320014 LER 83-D09/03L-0 on 830514, while in Mode 3, hot standby, 
personnel airlock was in use C< outer equalising valve did 
not shut Airlock declared inoperable Caused by broken 
■qualliing valve Broken piece repaired W/B30613 lir 
RRANNINj J P , WILLI AMB,J W T lorldo Power & Light Co 03/06/13, 
O'REILLY, J P Region 3, Office of Director, 2pp 18737 340 34X 

Fiche 50-309,03/06/13,0306220014 


0306380476 LER 03-Oi3/O3L-O on 030520, while leak testing escape 
a trlock, excessive leak rate detected Caused by linkages fo-r 
Inner & outer door equalising valves being slightly out of 
adjustment Linkages readjusted W/030620 Itr. 

PARKBiD, , WILLIAMS, >1 U Florida Power t. Light Co 83/06/20, 
O'REILLY, J P. Region 2, Office of Director 2pp 19018 289 P4X 
Fiche 50-309,03/06/20,8306300476 


8306300L53 LER Q3-014/03L-0 nn 030533. main feed water isolation valve 
□ drifted open twice Caused by thermal relief orifice 
Installed In hydraulic line to top of actuator Thermal 
relief orifice in hydraul ic sys plugged W/030622 Itr 
WALLIMO.O E . WILLIAMS. J W Pier I da Power U Light Co 03/06/32 
O'REILLY, J P Region 2. Office of Director 3pp 19040 356 a4X 
Fiche 50-309.03/06/23.0306300153 


8306300025 LER 03-O16/O3L-O on 830527, d ur ing preoperat 1 anal testing, two 
of three charging pumps inoperable fur approi 15 h, Caused 
by sealwater lys gasket leak h charging pump relief valve 
failure Pumps repaired tc retesterf W/830624 Itr 
WE8Ti D . WILLIAMS. J W Florida Power L Light Co 03/06/24 

□'REILLY. J P Region 3, Office of Director 3pp 19120 356 SAX 

Fiche 50-309. 63/06/24. B306300025 


T Hearing transcripts on non-anti trust matters 


0306160673 Transcript of Commission 030610 meeting re discussion At 
possible vote on full-powar OL in Wash i ngton, DC. Pp 1-90 
Supporting documentation enc 1 

♦ Cammisiioners 03/06/10 I50pp 10804.045 94X 

Fiche 50-389.03/06/10.8306160673 


V Operator Examinations 


B3O6140745 Discusses shift staffing at f ac 1 1 i ties llti 1 intends to 
initially operate Unit 3 b continue Unit 1 operations u/five 
full shifts of licensed operator* on each unit. Plannsd 
actions for filling vacant positions provided 

UHRIO, R E Florida Power 8c Light Co, 03/06/03, EIBENHUT, D O, 
Division of Licensing 3pp 10041 192 24X Fiche' 50-335, 03/06/03, 

0306140745 


8306140973 Ferwerds revised shift staffing chart based on 830606 
notification that seven licensee candidates received reactor 
operator licenses. 

UHRIO, R E Florida Power 8, Light Co 03/06/07 EISENHUT.D « 
Division of Licensing 2pp 18044 149 34X Fi c he: 50-335. 83/06/07, 

0306140573 


DOCKET 50-390 WATTS DAR NUCLEAR PLANT, UNIT I 


A App 1 icat 1 on/constrvctlon stage documents A, correspondenf a 


8306080006 Forwards '*TVA Watts Dar Nuclear Plant Auxiliary Feedwater 
Bys Independent Review Rept " Rept initially provided on 
030410 

MrLL8,L H Tennessee Ualley Authority 03/OS/U A DENS AM, E. 

Licensing Branch 4. ip 10754 0&7 ^4X Fiche 90-390103/05/11, 

B 306080006 


— B306080009 "TVA Watts Dar Nuclear Plant Auxiliary Feedwater Sys 
Independent Review Rept '* 

* Slack A, Veatch 03/04/12 4,8Q0pp, 1B794 050, 24X 

Fiche S0'-370. 03/05/11, 8 3O60QUOO6 


0306020604 Notification of 830520 meeting w/util in Dethesda, 

MD to discuss measures to prevent liquefaction of soils 
beneath ER-CW pipeline 

KENYON, T%1. Licensing Branch 4 03/05/17, ADEN3AM.E0 Licsnslng 

Branch 4 3pp 18719 053 24X Fiche 50-390,83/05/17,8306020604 


8306020606 Confirms NRC caseload foracaat panel findings resulting from 
03D3OS-O4 sits visit to assess const completion schedulss. 

Issuance of suppl to SER iNURE(l-O047> scheduled for Nov 
1983 

NOVAK, T M. Assistant Director for Licensing. 03/05/24 PARRI8, H O. 

Tennessee Valley Authority 3pp 18715*090 34X 

Fiche. 90-390, 03/O5/S4, 8306020606 


8306140287 Forwards request for addl info re analysis of sheetpile 
walls Ac seismic analysis of burled plpesibaiid on review of 
util B21130 S( 830325 submittals Response requested by 830630 
to expedite facility review 

ADENSAMi E 0 Licensing Branch 4 03/06/01 PARRJB.HO Tennc 

Valley Authority 3pp 10044 310 34X Fiche. 90-390, 03/06/01 , 

0306140307. 


9306080071 Forward* responses to NRC concerns re SORT issuds for 
facility, per 830311 telcon Further audit of safety-related 
elfctrica] U mechanical equipment nut warranted, 

HILLS. L H Tennessee Vallsu Authority 83/06/03 ADEN8AM, E. 
Licensing Branch 4 32pp 16773,193 24K Fiche 50-390,83/06/03, 

8 30608007 J 
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830&1600j>0 Si;mmaTV 0# B30520 meefciiiji (u/ut i J» Wflodwarrf-Cy c 1 e consultants 
j< NOS In BothesdaiMD re liquePactton oP sdIIs beneath ERCU 
pipeline Issue must be resolved! tii permit completion -of 
remediel uork hij (Fuel load 

HILLER. M A Licensing Branch 4 &3/O6/0h Licensing Branch 4 

S6pp 10072 323 24!C Ficho 5 0-3*? 0, 83/06/06, 0306160060 


6306200034 /lespondfi to 03010/ 6 10 requests For evaluation of three 
unresolved insp items Chemical Englneeiinq Dranch/Fire 
Protection Section fire protection issues end Interior fire 
hose sys conforms to guidelinef. 

EISEHHUTi 0 G Division of Licensing 83/06/13 OL3KIN0K1> J A 
Division of Emergency PreparedncBS 6 Materials Safety 6pp 
10919 304 24 X Fiche 50-390,03/06/13.8306200034 


8306130362 Forwardi revised response to NUiie0-0737d tem II F 1, 
committing to install OA Co Motfel RO-23 high-range gas 
monitors by fuel load 

H1LLB,L M Tennessee Valley Authority 03/06/07 ADEN9AH, E 
Licensing Branch 4 4pp 10022 157 24X Fiche 50-390^ 03/06 /07r 

03O613O36S 


03O623O17B Responds to NRC 830325 Itr re need for addl instromEntalioi 
in auxiliary control room for plant cooldouin Instrumentation 
meets all App R requirements 

MILLS, L M Tennessee Valley Authority B3/06/17 ADEN9AH,£ 
Licensing Branch 4 3pp 18946 361 24X Fichc 5(1-390,83/06/17,. 

6306230170 


0306160533 Foru'erds Page 11 i nadvertent 1 y omitted from end to 030603 
responses to questions from SORT 

HILLS. L H Tennessee Valley Authority 03/06/10 ADEN3AM, E 
Licensing Branch A 22pp. 10063 117 24X Fiche 50-3904 03/06/10* 

0306160533 


030616Q7S& Summary of 630324 meeting ui/util$ tc kies ting house in 
OffthesdB, HD re design revieu panel revieui of netv 
Meetinghouse stress analysis on manifold fasteners for 
D2/D3 steam generator mod 

H0FKIN8*-J H Licensing Branch 4 03/06/10 Licensing Branch 4 

7pp 16076.277, 24X Fiche 50-000163/06/10,6306160725 


6306170335 Foruards Rev A to ^Mhermel Capability Curves for CBNAX 
Electric Penetration Assemblies 8t Electric Conductor Deal 
Assemb 1 le inedvertent 1 y onitted from 030609 Itr 
HILLS, L H Tennessee Valley Autherity 63/06/10 ADENSAH, E 
Licensing Branch 4 4pp 16880.004 24X Fiche 50-390.63/06/10, 

8306170335 


— 8306170336 Rev A to "Thermal Capability Curves for COFfAX Electric 
Penatretion Assemblies {< Electric Canductar Beal 
Assemblies " 

FEDERICK, M C , RHODES, 0 M Canaj Corp. lPe-701 61/07/16 70pp 

10880088 24 X Fiche 50-390,63/06/1040306170335 


6306290973 Summary of Design Revieu Panel 630331 meeting ui/utils & 
Usstlnghouse in Dethssda,h0 re D2/D3 steam generator mod U 
UestlngKouss stress analysis of manifold fasteners 
HOPKIhS, J D Licensing Branch 4 03/06/10 Licensing Bronch 4 

7pp J9047 065 24X Fiche 50-000. 03/06/10, 6306290573 


0 Inspection reports. IE Dullatins 8, correspondence 


0306100239 Suppls 621216 respense to violations noted in IE Insp Rests 
50-390/02-20 it 50-391/82-20 Vendor incp of dampers 
requested Three add! dampers replaced Corrective artions to 
be completed by 630331 

HILLS. L M TonneBsec Volley Authority 63/01/31 O^FIEILLV, -J F 
Region 2, Office of Director ip 10007 052 24X 

Fiche 50-370, 03/01/31. 8306100239 


0306140543 Confirms mgt meeting on 030421 in Chattanooga, TN to revitu 
results of first phase of annual appraisal of regulatory 
P erf ormancQj per 030320 telcort 

LEMIQiR C Division of Project 6 Residont Programs D3/04/IP 
FARRIS, H G Tennessee Valley Authoiity 3pp 10034 176 24X 

Fiche 50~000, 03/04/ I 2, 0306 1 40543 


0306140355 Forwards IE Insp Rept 50-390/QP-13 on 630410-22 No 
noncamp 1 lancc noted 

VERRELLIiD M Division of Project it Resident Programs fl3/05/j3 
PARRIS. H 0 Tennessee Valley Authority 2pp 18832 167 24X 

Fiche 50-390,03/05/13.8306140355 


• — 6306140362 IE Inap Rept 50-390/03-13 on 030410-22 No nontampl lance 
noted Major areas inspected preoperatlonal test procedure 
revieui* test uii tnes sing, test results revieu It follouiup on 
previous insp findings 

THOMAS, M , MATHIS, JL , JAPE, F Region 2, Office of Director 
03/05/12 6pp 16832 169 24X Fiche SO-390, 83/09/13, a3Q6J40'i55 


63Q6240366 Bummarg of 830525 telcon uf/util.NllB & Corps of Engineers re 
liquefaction Util proposal to construct underground barriers 
feasible Detailed plant requested for NRC revieu 
HJLLERjM Licensing Branch 4 83/06/22 Licensing Branch 4. 

5pp 10990 356 24X Fichc 90-370. B3/06/82J 0306240366 


6306140562 Forwards IE Itigp Repts 50-390/03-15 U 50-391/03-11 on 
030321-0422 No noncompHance noted 

VERRELLliD M Division of Project 8, Resident Programs 83/05/20 
PARRIB, II 0 Tennessee Valley Authority 2pp 10044 12? 24X 

Fiche 50-390,63/05/20,6306140562 


8306290163 Forwards evaluation re peak horiiontal ground acceleration 
for use in soil ll^quefactlan analyses Ampli f i cati on 
factor of approx 2 appropriate Peak hericontal acceleration 
af 0 4 g should be used for analyses, 

NOVAK, T K Assistant Director (For Licensing 83/06/22 PAnRIB,!! 0 
Tennessee Valley Authority. 7pp 1904 6 280 24K 

F i ch f ■ 50-390* 83/06/22, 6306270 1 63 


E NRG Bafety Evaluation Report <&ER1, suppls & correspondence 


0306210217 Forwards responses to actions to resolve issues in Chapter 0 
of SER & issues raised at 820701-04 site visit h drawing 
T Bvleu 

KAMMER, D. B Tennessee Valley Authority 03/06/09 ADEN0AH>E 
Licensing Drench 4 IBpp 16910 076, 24X Fiche 50-390, 33/06/09* 

8306210217 


0306220011 Forwards updated listing showing status dP each SER open it 
confirmatory Item 

HlLLStL Tennessee Valley Authority B3/06/I6 ADENSAM*£‘ 
Licensing Branch 4 llpp 10927 343 34X Fiche 50-390,03/06/16, 

0306220 01 1 


f Sicurlty, Asdicali emergency it flr« protection plans 


—0306140530 IE I nap Repts 50-390/03-15 it 50-391/03-11 on 030321 0422 
No noncomp I lance noted Major areas inspected plant tour, 
opera ting , main-t h emergency procedure insps, preoperatianal 
test procedure review h observation of structural concrete 
HEATHERLV* r L , SWAN, W Region 2, Office of Director QUICK, DR 
Division of Project Resident Programs 03/05/20 IBpp 
18044 131 24X Fiche 50-390,03/03/20,0306140562 


6309110458 IE Info Notice 03-32, "Ruptured Am-241 Sources Conlatned in 
Well Lagging Device '* Sve list end 

TAYLOR, J M Division of Safeguards 6 Inspection Programs (Pust 
830103) 03/05/06 Consolidated Edison Co of Neu York, Inc 
125pp 18031 040 S4X Fiche 50-000, 03/05/26. 63051 104 58, 


0305110460 IE info Notice B3-34, "Event Notification Info Worksheet » 

8 VC list end 

JORDAN. E L Division of Emergency Preparedness t< Engineering 
Response (Post 630103) 83/05/26. Consolidated Edison Ca of Nev 

York, Inc llSpp 18732 0B5 34X Fiche 50-000, 03/05/26, 8305110460 


8306140415 Ach receipt of 030513 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-390/03-00 it 
50-391/03-07 

LEMlBtR C plvIslDn of Project t, Resident Programs 03/05/27 
PARRt8,H O Tennessee Valley Authority Ip 18838 053 P4X 
Fiche 50-390,03/05/27,8306140415 


8306210010 Forwards "Program plan far- Contml Room Design Reviews for 
all TVA Nuclear Plantii" in response to Oenarlq Lti* 02-33 
re upgrade of emergency plans 

KAMMER, D, a Tennessee Valley Authority. 63/06/09. A DENS AM, B 
Llcenslrtj Branch 4. 3pp 18913^1)01 24X Fiche 50-000,83/06/09, 

6306210010 


-0306210016 Procedure 862209. 10, ■■Program Plan for Control Room Design 
Reviews for all TVA Nuclear Plants " 

ti Authority 63/06/09 fiOOpp 18913 004 SAX 

Fiche 50-000,83/06/09.6306210010, 


•B306140420 Rqsponds to NRC 030414 Itr re violations noted in 1£ Imp 
Repts 50*390/03-00 -h 50-391/03-07 Correctlvn actions loose 
matl removed from Unit 1 steam generators I* Unit 2 
generators will be inspected before secondary side closure 
KAMMER, Da Tennessee Valley Authority 63/05/13 O'RCJLLV, J P 
Region 2, Office of Director 4pp 10030 054 24X 

Fiche 50~390i 03/05/27, 0306140415 


•6306140425 Forwards IE Insp Repts 30-390/03-00 & 50-391/83-07 nn 
630223-0320 t( notice of violation 

LEMI0, R, C. Division of Project 6 Resident Programs 83/04/J4 
PARRIB.H 0 Tennessee Valley Authority 2pp 10030,058 24X 

Fiche 50-390, 63/05/27, 03061404 1 5 
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— 9306140430 Notice of viulation ft om intp on 830223-0330 

# Region 2» Office of Director Q'3/04/14 ip 18038 060 24X 

SO-390. 83/05/27, 8306J4041 5 


— B306J40434 3E Insp Repts flO-a^O/GO-OB & 50-391/03-07 on 830323-0320 
Noncompl iance noted unscheduled inbps during 030302-14 
identified fot eign niatl in becondarg side of steam 
generators 

HE^TMERLY# T L , SWAN, W Region 2, Office of Director OUICR, D R 
Division of Project & Resident Programs 83/04/13 flpp 
10838 061 24X Fithe 50-390.03/00/27,0306140415 


8305110461 IC Info Notice 83-35. "Fuel Movement W/Control Rods 
Ulthdraun at UWRs " 8vc list one 1 

sJQRDANtC L Diviaion of emergency Preparedness Fngitieering 
Response (Post 030103) 83/05/31 Consolidated Edison Co of Netu 

Vort. Inc ll6pp 18732 20Q &4X Fithe 50-000.83/05/31*0305110461 


0306290428 Forwards IE Insp Repl 50-390/83-20 on 830516-20 No 
noncompliance noted 

VERRELLl.D N Division of Project 8< Resident Programs 83/06/06 
PARRtSfH 0 Tennessee Yalleij Authority 2pp 19050 187 24X 

F i c he 50-390.83/06/06. 8306290480 


— 8306290511 IE Insp Rept 50-390/03-20 on 830516-20 No noncompl lance 
noted WajoT areas Inspected containment structural integrity 
testing < containment integrated leakage rate testing 
preoperatlonal test procedure review 

BRDOKE.E . THOMAS, M . MATHIS, vl Region 2, Office of Director 
03/06/02 5pp 19050 189 24X Tichc 50-390.83/06/06.8306290428 


8305110464 IE Info Notice 03-36, "Impact of Security Practices on Safe 
Operations " 8vc list end 

JORDAN, E L Division of Emeryency Preparedness Sc rnginaering 
Response (Past 030103) 03/06/09 Consolidated Edison Co of New 

yorki Inc il^PP 18030 280 24X Flche 50-000.03/06/09,8305110464 


8305110470 IE Info Notice 83-30. "Defective Meat Sink Adhesive h 
SeisnicaHy induced Chatter in Relays Within Printed 
Circuit Cards " Sve list end 

liDRDAN, E L Division of emergency Prepaiedness U Engineering 
Response iPost 030103) 03/06/13 Consolidated Edison Co of New 

Vork, Inc 1 10pp 18920 225 24X Fithe 50-000.83/06/13.0305110470 


9306090010 IE Info Notice 83-37, "T i ans former Failure Resulting From 
Degraded Internal Connection Cables " Pvc list end 
JORDAN, C U Division of Emergency Preparedness «< Engineering 
Response (Post 830103) 83/06/13 Consolidated Edison Co of New 

York. Inc a43pp 10921 001 24X ritho 50-000,03/06/13.0306090010, 


6306290308 Ack receipt of 03O6OP Itr informing NRC of steps taken to 
correct violatione noted in IL Insp Repts 50-390/03-12 U 
50-391/83-09 

VeRRELuIiO M, Division of Project & Resident Programs B3/06/1S 
PARRIS, H 0 Tennessee Valjoy Authority Ip 19056 001 24X 

F i c h e 30-390, 33/06/ 1 5, 8306290300 


--8306290316 Responds to NRC 830506 Itr rc violations noted in IE Insp 
Repts 50-390/83-12 U 50-391/83-09 Corrective actions 
Nonconformance Rapt 4790R initiated on B30420 to document 
ccncreto test cylinder 5532 testing below design strength 
HILLg, L N Tennessee Valley Authority 83/06/02 O'REILLY, J P 
Region 2, Office of Director 3pp 19056 002 24X 

F I c h e 50-390, 83/06/1 5, 0306290308 


--8306290318 Forwards IE Insp Repts 50-390/03-12 U 50-391/03-09 on 
B3041B-20 notice of violation 

VERRELLJj D M Division pf Project l< Resident Programs 83/05/06 
PARR18,H. 0 Tennessee Valley Authority 2pp 19056 004 24X 

FI c h B 90-390. 83/06/ 1 5, 0306290308 


— 8306290324 Notice of violation from in&p on 830410-20 

e Region 2. Office of Director 83/05/06 Ip 19056 006 24X 

Fi ch e 50-390, 03/06/ 1 5, 0306290308 


— 8306290320 IE Insp Repta 50-390/03-12 U 50-391/03-09 on 030418-20 
Noncompl iance noted nonconformance rept not issued for test 
cylinder 5532 testing below design strength Disputes Item 
I re failure to provide certified nii 1 1 test ropt 

HARRIS, J R , CONLON, T E Region 2. Office of Director 83/05/05 
4pp 19056 007 S4X Flcho 50-390.83/06/13,0306290300 


6306290403 Approves issuance of SALP Repts 50-239/83 04,50-260/03-04. 
50-296/03-04, 50-327/03-04, 50-328/83-04, 50-390/83-07, 

50-391 /BS-OA, 50-430/03-06 S< 50-439/03-06 for Jul 1901 - Dec 
1982 No reply required 

O'REILLY, J.P Region 2, Office of Director 83/06/1/ PARRIS, HO 
Tennessee Valley Authority 3pp 24X Fiche 50-000,03/06/17, 
8306290463 


—8306290470 Forwards QALP Repts 50-239/83-04.50^260/03-04, 
50-296/83-04.50-327/03-04, 50-328/03-04, 50-390/03-07, 
30'~391/B3-06, 50-430/83-06 8. 50-439/03-06 fur Jul 1981 - Dec 
1982 

LEWIS, R C Division of Project tr Resident Programs 83/04/13 
PARRISrH 0 Tennessee Valley Authority 3pp 24X 
Fiche 50-000.03/06/17,0306290403 


— 0306290503 SALP Repts 50-259/83-04, 50-260/03-04.50-296/03-04, 
30-327/03-04.50-328/03-04, 50-390/03-07. 50-391/83-06, 
30-430/03-06 & 30-439/83-06 for Jul 1901 - Dec 1982 
e Region 2, Office of Director 83/04/13 92pp 24X 
Fiche 50 -000, 83/06/ 1 7, B30629 0483 


—8306290510 Comments on BALP Repts 50-259/03-04,50-260/03-04, 
50^296/83-04,50-327/83-04, 50-320/83-04, 50-390/03-07. 
50-391/83-06. 50-438/83-06 «< 50-439/83-06 for Jul 1901 - Dec 
19B2 

MILLS, L M Tennessee Valley Authority 03/05/10 O'REILLY. J P 
Region 2, Office of Director. 2pp 24X Fiche SO-259. 03/06/17, 
0306290403 


8305110475 IE Info Notice 83-40, "Need to Environmentally Oualify 
Epoiu Grouts i. Bealers Sve list end 

JOROAN. E L Division of Emerganrg Proparedness fc Engineering 
Response iPost 030103) 83/06/22 Consolidated Edison Co af Nru 

York* Inc 1 ISpp 19021 179 24X Fiche 50-000.03/06/22.0303110475 


0305110477 IE Info Notice 03-41, "Actuation of Fire Suppresilon 8y« 
Causing Inoperability of Bo f ety-Rolated Equipment " Bve list 
enc I 

JORDAN. E L Division of Emargencu Preparedness St Engineering 
Response (Post 830103) 03/06/22 Consolidated Edison Co of New 

York. Inc 120pp 1&997 007 24X Fiche 50-000,03/06/22.0305110477 


9305110479 lE Info Natice 83-42. "Reactor Mode Switch Malfunctions," 
8vc list enc I 

JORDAN, E L Division of Emergency Preparedness fc Engineering 
Response (Post 030103 ) 83/06/23 Consolidated Edison Co of New 

York. Inc I16pp 18996 S42 24X Fiche 50-000.83/06/23,0305110479. 


8305110483 IE Info Notice 83-43* "Impropur Settings of Intermediate 
Range (IR) High Flux Trip Getpoints " Sve list end 
JORDAN, E L Division of Emergency Preparedness h Engineering 
Response (Post 030103) 83/06/24 Consolidated Edison Co of New 

York, Inc 1 16pp 19046 277 24X Fiche 50-000.83/06/24,8305110403 


R Periodic operating reports it related correspondence 


0306280612 "Environ Radioactivity Levels. Watts Bar Nuclear Plant. “ 
annual rept for 1992 N/a30620 Itr 

MILLS.L M. Tennessee Valley Authority 83/03/31 DENTON, H R 

Office of Nuclear Reactor Regulation* Director 66pp 19016 083 
24X Fiche 90-390,83/05/31.0306200612 


6 Reportable occurrences, LERs related correspondence 


8306010113 First Interim deficiency rept re nonconforming seismic 
analysis of steam valve rooms Initially reported on 830502 
Reanalysis performed to correct all deficiencies in 
original analysis Next rept by 030923 

MILLS, L N Tennessee Valley Authority 83/05/24 O'REILLY, JP 
Region 2, Office of Director 2pp 18673 340 24X 

Fiche 90-390.83/03/24.8306010113 


8306010136 Fourth Interim deficiency rept re failure to evaluate 
operator actions to realign ERCU Train A Initially reported 
on 820510 Analysis continuing Next rept will be submitted by 
831003 

MILLS, L N Tennassee Valley Authority 83/09/24 O'REILLV.JP 
Region 2, Office of Director Ip 10674 041 24X 

Fiche' 50-370.03/05/24, 8306010136 


0306010143 Qupplcmental Info to deficiency rept re failure to inspect 
stud welds on f lush ''mount ed embedded plates Initially 
reported on 020812 Completion date of 030513 for corrective 
actions not met Work will b« completed by 8307S9 
MlLtaiL M Tennessee Valley Authority 83/09/24 O'REILLV, J P 
Region 2, Office of Director Ip 18674.045 24X 

FUhe 50-390,83/09/24,8306010143. 


0306010283 First interim deficiency rept ra West Inghouse pump motors 
supplied w/o seismic analysis or ogerabllity demonstrated 
Initially reported on 830428 Investigation continuing Next 
rept will be submitted by 030829 

MILLS.L M Tennessee Valley Authority 03/05/24. □'REILLY, JP 
Region 2, Office of Director. 2pp 186 7 2 340 24X 

Ficha 90-390*03/05/24,8306010283 
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B306070072 Fifth Interim deficiencj r«pt rs enflineenng change notice 
rtvliur !( handling Initially reported on Gi £1215 Pereonne 1 
retrained & corrective actions preaented to Ofc of QA for 
approval Addl info uill be submittad by B30725 

MILLS* L M Tenneeaee Valley Authority 03/05/24. O'llEILLY* J P 
Region 2* Office of Director 2pp 085 24X 

Fichi 50-000,83/05/24.0306070072. 


8306010274 Third interim deficiency repfc re sheared motor plni<m keya 
in Llmi torque motor operators Initially reported on 620830 
Field change notices issued tn replace te'ys Next rept ui 11 
be sent by 830922 Also reportable per Part 21 

MILLS, L M Tennessee Valley Authority 83/05/23 O'REILLY, J P 
Region 2, Office of Director 2pp 10&74 322 24)( 

Ftche 50-000, 63/05/231 0306010274 


8306010431 Second interim deficiency rept re corrosinn in high pressure 
flra protection sys Initially reparted on 820903. Sys 
contains carbon steal piping Corrosion analyses in progress 
Next rept to be submitted by 82J004 

MILLS, L.M Tennessee Valley Authoritv B3/05/25 a'RElLLY, ^ P 
Region 2, Office of Director 2pp 16674 233 24X 

Flchei SO-OOD, 63/05/23, 0306010431 


8306D70064 Reventh Interim deficiency rept re qualification of epoxy 
grout for taf ety-relatid applications Initially reported on 
610827. Design Criteria DS-i 7.1, "General Anchorage to 
Concrete," It drawing for support mods being revised 
MILLS, L M Tennenii Valley Authority, 83/05/26. Q 'RE ILLY, J P 
Region 2^ Office of Director. ip. 10740:099 24X 

Fichi* 50-390, 63/05/26,6306070064 


8306070074 First interim deficiency rept re incorrect max pipe 
movements contained in TPIPE program Initially reported on 
600304 M/o end Next rept expected by 830922 

MILLB,L M Tennessee Valley Authority 83/03/26 O'REJLLYrJ P 
Region 2i Office of Director Ip. 18739.319. 24X 

FlcJie - 50-000, 63/03/26, 0306070074. 


8306070040 Pinal deficiency rapt re potentially overstressed embedded 
plates Initially rsported on 820412 Interim spacing 
requirements implemented to control spacing of future 
attachments to imbedded plates 

MILLB,L M Tennessee Valley Authority 03/05/27. 0 'REILLY, J P 

Region Si Office of Director 2pp 18739 341 24X 

Fiche. 50-390, 03/05/27, 8306070040 


8306070138 Third interim deficiency rept re voiding of englnopring 
change notices w/o proper revi eu. Initial ly reported on 
820016 Change notices being reviewed 8r unresolved safety 
question dstermlnation psrformcd Next rept by 830923 
MlLLfl,L H. Tenneests Valley Authority 83/05/31, O'REILLY, JP 
Region S* Office of Dirac tar 2pp IB739 264 24X 

Fiche. 50-000, 03/05/31, 8306070 1 30. 


8306090322 Final deficiency rept rt faulty fillet welds. Initially 
reported on 600220. Listed ABME Coda welds reinspected !< 
fflerbed for tree ting. Ciar i f led insp criteria & mechanical 
aids {fillet gauges) used In routine visual insp. 

HILLS, L.M. Tennetsie Valley Authority. 03/06/01 O'REILLY, J P 
Region 2, Office of Director. 4pp 18795 115 24X 

Fiche- 50-390, 83/06/01 , 0306090322 


6306(190135 Second interim deficiency rept re Henry Pratt butterfly 
valve. Initial ly reported on 821109. Valve air-operator yoke 
mod kits delivered 6 mod in progress. Operators removed I, 
riturned to OH Rsttis Co. Also reported per Part 21 
MILLS, U.M Tenneisei Valley Authority. 03/06/02. 0 'REILLY, J P. 

Region 2, Office of Director. Ip. 1879 3 297 24X 

Fiche. 30-000, 63/06/02, 83060901 35 


0306090142 Final deficiency rept re control bldg isolation dampers 
leaking. Initially rsported on 830504. New laaktight butterfly 
valves received 1, installed. Const drawings revised to 
indicate new valves 

MILL0,L.M Tennessee Valley Authority. 03/06/02 O'HCILLY.J.P 
Region 2, Office of Director 2pp 18793,293 24X 

F i c h e • 5 0-390, 63/06/02, 030609014 2 


0306140466 Revised final deficiency rept re auxiliary power sys, 
Initially reported on 000925. ECN 2766 issued to modify 
transmission grid-auxiliary power sys interfac# to ensure 
adequate offsite power to safety-related buses 

MILLS, U.M. Tennsssec Valley Authority 03/06/03 O'REILLVjJ P. 
Region 2, Office of Director. 9pp 18034:313 24X 

Fiche. 50-390, 03/06/03, 0306 i 40466 


6306140427 Second intsrim deficiency rept re pipe eupports not designed 
or modified per EON 2576 Initially reported on 630110 
Auxillery feedwater sys review completed I, drawings revised 
Generic Impllcetions reviewed Next rept by 030822 
HILLS, L.M. Tennessee Valley Authority 83/06/06 O'REILLY, J P, 
Region 2, Office of Director 2pp 18838,047, 24X 

F 1 c h a ; 5 0-390, 63/06/06, 0306 14 0427 


8306140435 First interim deficiency rept ro DB-16 reactor trip breaker 
design error Itfentlfied by Hestinghouse Initially reported 
on 830505 Undervoltage attachments will be replaced Next 
rept by 030926 Also reported per Part 2t 

HILLB, L M Tennessee Valley Authority 83/06/06 O'RElLUVi J P 
Region 2, Office of Director 9pp 10038 035 24X 

Fiche 50-390, B3/06/06, 0306140435 


6306200169 Final deficiency rept re fire dampers improperly ins-talled 
& damaged Initially reported on 830505 Damage caused by 
improper handling & xnstaUation by const craft due to 
inadequate 0C New dampers purchased 

MILLS, L M Tennessee Valley Authority 83/06/07 O'HEJLLV, J P 
Region 2, Office of Director Dpp 1B702 360 24X 

F 1 Che: SO-390, 03/06/07, 0306200169 


0306200145 First interim deficiency rept re Merxam Instrument failure 
to implement OA program Initially reported on 630310 
Investigation underway Next rept to be submitted by 030922 
MILLS, L H, Tennessee Valley Authority 83/06/09 D'REILLVi J P 
Region St Office of Director, 2pp 10703 124 24X 

Fiche 30-370,03/06/09.8306200145 


6306210051 Supplemental interim deficiency rept re potentially 
overstressad embedded plates Initially reported on 820412 
Next submittal scheduled for 640217 instead of 830622 as 
originaLlii stated 

HtLL9«L M Tennessee Valley Authority 83/06/10 Q'REJLLV. J P 
Region 2, Office of Director ip 13914 009 24X 

Ftche 50-000,83/06/10,8306210051 


8306210080 Final deficiency rapt re failure to shut down redundant 
auxiliary bldg exhaust fans upon secondary containment 
isolation signal Initially reported on 030505 Engineering 
Change Notice EGN 3011 issued $, logic di awings revised 
HILL9,L M Tennessee Valley Authority D3/06/10 O'REILLY, >i P 
Region 2, Office of Director 2pp 16V19 106 24X 

Fiche. 90-390, 03/06/10. 83062100BQ 


8306210150 Final deficiency rept for Unit 1 I, sixth interim deficiency 
pept fop Unit 2 re loading criteria foT structural steel 6 
supports Initially reported on 811117 Ongoing training 
programs in engineering procedures will resolve problems 
HILL8,L M Tennessee Valley Authority 83/06/13 O'REILLY, J P 
Region 2, Office of Director 3pp 16716 026 24X 

Fiche 50-390,03/06/13,0306210150 


6306210037 First interim deficiency rept re lack of isolation 
capability for post-accident sampling facility air intakes 
Initially reported on 630517 Safety-grade redundant 
Isolation valves to be Installed Next rept by 830022 
MILLSrL M Tennessee Valley Authority 03/06/15 O'REILLY, JP, 
Region 2, Office of Director 2pp 18712 337 24X 

Fiche: 50-390, 03/06/15, 6306210039 


6306210087 First Interim deficiency rept re containment isolation 
valves Installed in chilled water sys not designed to be 
leaktlght Initially reported on 83051/ Engineering Change 
Notices 3061 «( 3064 initiated Next rept by 030913 
MILLS, L M Tennessee Valley Authority. 03/06/15 O'REILLY, J p 
Region 2, Office of Director 2pp 16714 134 24X 

Fiche. 50-390, 83/06/15, 8306210067 


0306210116 Final deficiency rept re solid state protection sys test 
procedures Initiallv reported on 820631 Procedural change 
Initiating vse of test probe w/indicator lamp connected to 
ground implemented Also reportable under Part 21. 

MILL9,L.M Tennessee Valley Authority 03/06/15 O'REILLY. J P 
Region 2, Office of Director. 4pp 10714 09B 24X 

Fiche 50-390,03/06/15,0306210116 


0306270354 Fifth interim deficiency rept to frequency criteria fot 
piping supports, Ini tial ly reported on 620713 Bubsectlens 
0.2. 2 l( 0 2 3 of ND-DC-40-31 9 revised to provide 
c larlflcatlon Next rept by 830921 

MILLS, L.M Tennessee Valley Authority 03/06/16 D'RCILLY, J F 
Region 2, Office of Director 2pp 1B796 226 24X 

Fiche 50-390, 03/06/16, 0306270354 


0306270306 Second Interim deficiency rept re flexible hoses not 
provided in drawings issued under ECN 2104 Engineering 
procedures checklist revised Next rept expected by 030906 
M1LL0,L M. Tennessee Valley Authority 83/06/16 O'REILLY, J P 
Region 2, Office of Director 2pp 18793 166 24X 

Fiche 50-390, 03/06/16, 03O687O3B6 


0306280426 Supplemental deficiency rept re post-accident readings froa 
c ontalnmeitt sump level transmitters. Initially reported an 
02O7>O8 Fuel load date rescheduled to Uan 1984 Also 
reportable per Part 21 

MILLS, L.fi Tennessee Valley Authority 03/06/17 O'REILLY, JP 
Region 2, Office of Director ip 19016 350 24X 

Fiche 50-390, 83/06/17, B3O620O426. 
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B2042B057B Irtgrim df^flc'cncy r^pt re ro^olutlon of lifted itums due 
for m late June Corrective lictions in progress 

Lift IdDntifylng each i tein> schedule for next submittal & 
level o^f interim rept end 

HILLBiL M Tennofsee Valletj Author liij 03/06/17 Q 'REILLY* J R 
Region 2* Office of Director 2pp 17010 173 SAX 
F iclie SO-OOOi 03/06/ 1 7, 0306200578 


8306280573 Second interim deficiency rept re Uestlnghouse gate valve 
position indication problems Initially reported on 630203 
Field change notices prepared to coirect closure indication 
problems Mext rept mill be submitted by 030926 

HILLB*L M Tennessee Valley Authority 03/06/20 a'REILLY*JP 
Sagion 3* Office of Director 2pp iV0l7 320 2AX 
Ft Che. 50-370* 03/06/20* 0306260573 


B306300013 Supplemental final deficiency ropt re containment 
penetration protection Initially reported on 011207 
□oflciency expanded to cover Unit 2 on 020730 Correct 
completion date for Unit 2 is 640015 

H[LL0rL M Tennessee Valley Authority 03/06/21 0'ftElLUY*J P 
Region 2* Office of Director 2pp 17120 35A 2AX 
Flche: 50-370* 83/06/21, 0306300013 


S30630D03B Sixth interim deficiency rept re foam seals in mechanical 
pipe sleeYofi Initially reported on 8iJr'04 Uesign std 
providing requirements procedures to sleeve designers in 
final revieui Next rept by 030928 

MILLBtL M Tennessee Valley Authority 03/06/21 O'REILLY* J P 
Region 2* Office of Director Ip 1/J20 305 2AX 
Flcho, 50-390, 03/06/21* G3O63OOO30 


8306300205 Final deficiency rept re rerouting high-pressure fire 
protection piping u/o proper analyses Initially reported on 
630130 Based on head/flou tests on calculated worst cose 
f Ire* cond i ticn determined not reportable per lOCFRSO SSCe> 
HILLB*L W Tennessee Valley Authority Q3/06/2i O'REILLYi J P 
Region 2, Office of Director 2pp 1712? 121 2AX 
F 1 C he SO-390* 03/06/21 , 0306300205 


0306300051 Sixth interim deficiency rept re failure of Limitorque motnr 
operators during valve closure Initially reported on 020126 
Ueitinghpuse 6 Limltorque determining cause of failures Next 
rept expected by 630920 Also reportablo per Part ?1 
KlLLSiL M Tennessee Valley Authority 83/06/22 O'REILLYjJ P 
Region 2* Office of Director 2pp 19120 193 2AX 
Fiche 50-390103/06/22,8306300051 


03-06300054 rinsl deficiency lept ro piping sys analysis tracking 
EnitiaUy reported on 020902 Engineering Procedures 3 03 S< 

4 25 revised to correct problem of tracking closure of 

engineering change notices prior to Class i analysis 

l4ILL3iL M Tennessee Valley Authority, 03/06/22 0'Ri;ril.UY# U P 

Rigian 2, Office of Director 2pp 19120 290 34X 

Fi Che 50-390* □3/06/22< 0306300054, 


6306300214 Second interim deficiency rept re tubellne metis supplied hg 
Capital Pipe It Oteel not mfg under OA program Initially 
reported on 830329 Contractor will perform dimensional 
cheeks for pipes It fittings Next rept by 630922 
HlLLBtL M Tennessee Valley Authority 83/06/23 O'REILLVi J P 
Region 2, Office of Director 5pp 19119 351 24X 

Fiche 50-000,03/06/23*8306300214 


03063-00220 Oscond interim deficiency rept re postulated accident 
bloudawn of more than one stram generator Initially 
reported on 821122 Westlnpiiouse analysis indicated no cor# 
d^amsge will occur for postulated event Next rept by 630928 
WILLS* L M Tennessee Valley Authority 03/06/23 O'RCILLYrJP 
Region 2, Office of Director. 2pp 19U9 100 24X 

Fiche 30-390* 83/06/23. 8306300228 


6306300033 Second interim deficiency rept re spacing 6 clearance In 
auxiliary bldg h i gh-praisure fire protection sprinkler eye 
Initially reported on 030331 Review of installation 
■eonf igurati on incomplete Next rept by 631005 

KILLS. L M Tennessee Valley Authority 63/06/24 O'RCItLY^JP 
Region 2, Office of Director 2pp 19120 308 24X 

Fiche 50-390* 83/06/24. 8306300033 


8306300002 Fourth interim deficiency rept re concrete anchoroge free 
«dge violation Initially reported on 920520 Redesign b/or 
rework ulll be required on 99 of 477 supports, Next ropt by 
H30919 

MILLB.L M Tonnesiee Valley Authority 03/06/24, D'REILLY, JP 
Region 2, Office of Director 3pp 17040 332 24X 

Fiche 50-390 , 03/06 / 24 * 0306300002 


DOCKET 30-391 WATTS BAR NUCLEAR f>LANT. UNIT 2 


A Appl Ic ation/construc t Lon stage documents & correspondence 


B3O6OBO0O6 Forwards "TVA Watts 0ar Hue 1 ear Plant Auxiliary Feedwater 
8y« Independent Review Rept '* Rept Initially provided on 
830410 

MILLS, L M Tennessee Valley Authority 03/05/11 ADENSAN* E 
Licensing Branch 4 ip 18754 057 24X Fiche 50-390.83/05/11, 

8306000006 


— 6306000009 "TVA Watts Bar Nuclear Plant Auxiliary Feedwater 9ys 
Independent Revieui Rept " 

» Rlacle 8, Veatch 03/04/12 4*e00pp 18754 058 24X 

Fiche 50-390*03/05/11,8306080006 


8306020604 Notification of 830520 meeting uf/utlL in Dethesda* 

HO to discuss measures to prevent 1 i q.ue f ac ti on of soils 
beneath ERCU pipeline 

KENYONiT J Licensing Branch 4 83/05/17 ADEN8AH.E0 Licensing 

Branch 4 3pp 18715 053 24XFicha 50-390,03/05/17*8306020604 


0306020606 Confirms NRC caseload forecast panel findings resulting from 
830302-04 site visit to assess const completion schedules 
Issuance of tuppl to 8ER <NUREG-0B47) scheduled for Nov 
1983 

NOVAK* T M Assistant Director for Licensing. 03/05/24, PARRIS* H 0 
Tennessee Valley Authority 3pp 19715 050 24X 

Fiche 50-390,83/05/24*8306020606 


0306140287 Forwards reRuast for aifdl info re analysis of shistpile 
walls & seismic analysis of buried pipes, based on review of 
util 021130 Ic 830325 submittals Response requested by 830630 
to expedite facility tsvIou 

AOENOAH.E.O Licensing Branch 4 83/06/01 PARRlSrHO Tennessee 

Valley Authority 3pp 18844 310 24X Fiche, 50-390. 03/06/01, 

0306140287 


8306080071 Forwards responses to NRC concerns ri 80RT issues for 
facility* per 030311 telcon Further audit of safety-related 
electrical l< mechanical equipment not warranted. 

KIULB. L H Tennessee Valley Authority 83/06/03 ADEN9AH.E 
Licensing Branch 4. 22pp 18773 193 24X Fi che. 50-390, 03/O6/O3 j 

0306000071. 


6306160060 dummary of 830520 meeting w/utl I* Wood ward-Cgcle consultants 
h NB0 in Xlethesda*WD re liquefaction of lolls beneath ERCW 
pipeline Issue must be resolved to permit completieTi of 
remedial work by fuel load 

MILLER* K A Licensing Branch 4 03/06/06 Licensing Branch 4> 

26pp 18872 323 24X Fitho 50 --390* 83/06/06. 8306160060. 


8306130362 Forwards revissd response to NUnE0-0737r I tern M.F 1, 
committing to install OA Co Model RD-23 bigh-range gas 
monitors by fuel load 

MILLS.L.M Tennessee Valley Authority 83/06/07, ADENBAH*E 
Licensing Branch 4 4pp 18022 J57 24X Fiche 58-390,03/06/07, 

0306130362 


8306160533 Forwards Page ii inadvertently omitted from end tu 030603 
responses to questions from QQRT 

HILLB. L h. Tennessee Valley Authority 83/06/10, ADENSAH* E 
Licensing Branch 4 22pp IB063 117, 24X FI che; 60-390, 03/06/10* 

0306160533 


8306160725 Summary of 830324 moeting w/utlls t< Westlnghouse in 
BsthsstfarhD ri design review panel review of new 
Westing house stress analysis on mstiifuld fasteners for 
D2/D3 steam generator mod 

H0PKIN3, J B Licensing Drench 4 83/06/10 Licensing Branch 4. 

7pp, 18876 377 24X FI c he- 50-000* 03/06/ lO* 0306160725 


8306170335 F-orwards R»Y A to "Thermal Capability Curves for CDNAX 
Electric Penetration Assemblies It electric Conductor Beal 
Assemblies,'' inadvertently omitted from 830609 Itr 
H1LL0*L N, Tennessee Valley Authority 83/06/10 ABENBAMi E 
Licensing Branch 4 4pp 10880-084 24X Fic he. 50-390* 03/06/10* 

0306170335, 


8306290573 Rummary of Design Review Panel 830321 meeting w/utlls It 
Wistinghouse in Bethseda.MD re D2/D3 steam generatDr aod It 
Wtstinphouse stress analyils of manifold fasteners, 

HOPKINOiJB. Licensing Dranch 4 83/06/iO Licensing Branch 4 

7pp, 19047*005 24X Fiche* 00-000*83/06/10*8306290570. 


83062-40366 Summary af 830525 tel can u/util*NB8 8< Corps of Engineers ra 
liquefaction Util proposal to construct underground barriers 
feasible Oatalled plans requested for NRC review 
MILLER* M. Licensing Qranch 4. 83/06/22 Licensing Branch 4, 

Spp 18998 356 24 X Fic h e, 50-090* 83/06/22, 8306240366 
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B306S90163 Forwards evaluation re peal h-orxionfcal ground acceleration 
for use in soil 11 ciuefac t ion analyses Airp 1 i Mcation 
factor of approi 2 appropriate Peak horizontal acceleration 
of 0 4 g should be used for analyses 

NOVAK* T N Assistant Director for Licensing 83/06/22 PAfl«lB,J# 0 
TermesHee Valley Authority 7pp 1?046 2fl0 24X 
Fiche 50-390» 03/06/22, B3062?0163 


E NnC Safety Evaluation Report l8ER)i suppls & c orre&pondencp 


B306210217 Forwards responses to actions to resolve issues in Chapter 8 
of 8ER & issues raised at 020701-04 site visit & dtauping 
r ivieu 

KAhNERr D 0 Tennefisee Valley Authority 03/06/09 A DENS AM, E 

Licensing Branch 4 IGpp 10910 076 24X Fiche 50-390.63/06/09. 

0306210217 


B306220011 Forwards updated listing showing status of each SHn open t< 
c onf irfl^atory Item 

MILLB.L Tennessee Valley Authority S3/06/16 ADEMSAM.E 
Licensing Branch 4 llpp 18927 343 24X Fiche 50-390* 03/06/ 16. 

0306220011 


F, Becurityii tnedicali emergency k fire protection plans 


6306210010 Forwards "Program Plan for Control Room Design Revieuis for 
all TVA Nuclear Plants." in response to Oenerlc Ltr 02-33 
re upgrade of emergency plans 

KAMhER.DG Tennessee Valley Authority 03/06/09 A DENS AM. E 

Licensing Branch 4 3pp 16913 001 24X Fiche S 0-0 DO* 03/06/09. 

0306210010. 


—8306210016 Procedure B62207 ID. "Pragram Plan for Control Room Design 
Reviews for all TVA Nuclear Plants " 

e Tennessee Valley Authority 03/06/09 200pp 10913 004 24X 

Fiche - 90-000. 03/06/09. 03O63JOOIO 


6306&00034 Responds to 030107 & 10 requests for evaluatien of three 
unresolved insp items Chemical Engineering Dranch/Fire 
Protection Eection fire protection issues end Interior fire 
host sgs conforms to guidelines 

EIBENHUT.D O Division of Licensing B3/06/I3 OLSMIN&KI.J A 
Dlvliion of Emergency Preparedness 8. Materials Safety 6pp 
18919 304 24X Fiche 50-390.83/06/13.0306200034 


8306230170 Responds to NRC 030325 ltr re need for add 1 Ins trumen tat 1 o-n 
in auxiliary control room for plant cooldown Instrumentat i on 
meetf all App R requirements 

HILLS. L M Tennessee Valley Authority 03/06/17 A DENS AM. E 

Licensing Branch 4 3pp 10946 36t S4X Fiche 50-390.03/06/17. 
0306230170 


0 Inipectien reports. IE Bulletins U coi respondenc e 


6306100239 Suppls 021216 response to violationi noted in IE Insp Repts 
50-390/02-20 ti 50-391/02-20 Vendor insp of dampers 
requested Three add 1 dampers replaced Corrective actions to 
be completed fay 030331 

MILLB.L M Tennessee Valley Authority 03/01/31 O'REILLY. J.P 
Region 2. Office of Director Ip. 10807 052 24X 

Fiche 90-3901 83 /01 /31 . 0306100239 


8306140543 ConflTMs mgt meeting on 030421 in Chittanooga. TN to review 
results af first phase of annual appraisal of regulatory 
p erfornanc sj per 030320 telcon 

LEWiBi ft C Division of Rrnject & Resident Programs 03/04/12 
PARRIS. H 0 Tennessee Valley Authority 3pp 1B034 176 24X 

Fiche, 50-000. 03/04/12. 0306140943 


B306M0562 Forwards IE Insp Repts 50-390/03-15 ti 50-391/03-11 an 
630321-0422 No noncompliance noted. 

VEftRELLIiD ti Division of Project Ir Resident Programs 83/05/20 
PARRIS. H 0 Tennessee Valley Authority 2pp 18B44 129 24X 

Fiche, 50-390, 03/05/20. 0306140562 


— 83061405BO IE Insp Repts 50-390/03-15 6 50-391/03-11 on 030321-0422 
Mo noncomp I lance noted Major areas Inspected, plant tour, 
opera t ing. main t S( emergency procedure i nsps. preoperatianal 
test procedure review 8( observation of structural concrete 
HEATKHIRLY. T. L , 0t>jANi N Region 2. Office of Director QUICK. D R. 
Division of Project t. Resident Programs 03/05/20 10pp- 

1 6044 131, 24X Fiche - 50-390 . 93/05/20. 0 306 H0562 


8305110458 lE Info Mot ice 8a-32i "Ruptured Am-S4l Sources Contained In 
Kell Logging Device " 0vc list end, 

TAYLOR. J. H. Division of Eafeguards l( Inspection Programs <Pust 
830103) 03/05/26, Consoli dated Edison Co of Hew Vork. Inc- 

138pp. 1B«31'043, 34X Fic hej 50-000. 03/05/26, B30 51 10450 


0303110460 IE Info Notice 03-34, "Event Nutificgtion Info Worksheet " 
Sve list end 

JORDAN. E L Division of tmeigcncij pTCporetIness tnginoering 
Response (Post 030103) 93/05/26 Consolidated Edison Co of Neu 

Work. Inc llSpp 1B732 005 24X Ficha 50-000. Q3/05/26. G305i 10460 


9306140415 Ac k receipt of 03O51J ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-390/83-OB ti 
50-391/03-07 

LEIdrS.R C Division of Project & Resident Programs 03/05/^7 
PARRIB. H 0 Tennessee Volley Authority Ip 18330 053 24X 

Fiche 50-390.03/05/27.0306140415 


—0306140420 Responds to NRC 830414 ltr re violations noted in IE Imp 
Repts 50-390/03-08 6 50-391/83-07 Coriottive octions loose 
matl remnved from Vnit 1 steam gonerators & Unit 2 
generators will be inspected before secondary side closure 
KAMMER.D 3 Tennessee Valley Authority 83/05/13 O'RLlLLYiJP 
Region 2. Office of Director 4pp 10030 054 24X 

Fiche 50-390,83/05/27,0306140415 


— 8306140425 Forwards IE Insp Repts 50-390/03-00 & 50-391/03-07 on 
030223-0320 6 notice of violation 

LEWIE.R C Division of Project 8t Resident Programs 03/04/14 
PARRI8.M 0 Tennessee Valley Authority 2pp 10B3D OSf) 24Y 
Fiche 50-370,03/05/27,8306140415 


— 0306140420 Notice of violation from insp on 930223-0320 

» Region 2. Office of Director 03/04/14 Ip I0D38 060 24)C 

Fiche 50-390,83/05/27.0306140415 


—8306140434 IE Insp Repts 50-390/03-08 h 50-391/03-07 on 030223-0320 
Noncomp 1 1 ante noted unscheduled insps during 830302-14 
identified foreign matl in secondary side of steam 
gener ator s 

HEATHEHLY. T L . 8WAN, W Region 2. Office of Director QUICK. DR 
Dlvieion of Project & Resident Programs 83/04/13 Bpp 
10038 061 24X Fiche 50-390,03/05/27.0306140415 


0305110461 IE Info Notice 03-35, "Tuol Movement W/Control Rods 
Nithdrawn at DWRs " 0vc list end 

JORDAN. E L Division of Emergency Preporedness it Engineering 
Reeponee CPost 830103) 03/05/31 Consolidated Edison Co of Neu 

York. Inc ll6pp 18732 200 OAX Fir ho 50-000,83/05/31.0305110461 


0305110464 IE Info Notice 03-36. "Impact of Security Practices or 
Operations " Sve list end 

JORDAN. E L Division of emergency Preparedness 8, Engineering 
Rasponse (Post 830103) 83/06/0? Consolidated Edison Co af Nev 

York. Inc 119pp 10030 200 24X Fiche 50-000.03/06/09.03051104*4 


0305110470 IE Info Notice 83-30, "Defective Heat 01nk Adhesive tr 
Seismicallg Induced Chatter In Relays Within Printed 
Circuit Cards " Sve list encj 

JORDAN, E L Division of Emergency Preparedness & Engineering 
fteeponBo CPost 830103) 83/06/13 Consolidated Edison Cp of Nie 

York. Inc llOpp 10920 225 24X Fiche 50-000,03/06/13.0305110470 


0306090010 IE Info Notice 63-37. "Transformer Failure Resulting Fro« 
Degraded Internal Connection Cables " 8vc list end 
JORDAN, e L Division of Emergency Preparedness h Engineering 
Response CPost 830103} 03/06/13 Consolidated Edison Co of Neu 

York. Inc 243pp 10921 001 24X Fiche 50-000.03/06/13.0306090015 


8306290308 Ack receipt of 030602 ltr informing NRC of steps taken lo 
correct vlol-ations noted in IE Insp Repts 50-390/03-12 6 
30-391/03-09 

VERRELLI.O M Division of Project 6 Resident Programs 63/06/15 
PARRIS. H O Tennessee Valley Authoritij Ip 19056 001 24X 

Fiche 50-370,03/06/15.8306270308 


— 0306290316 Responds to NRC 030506 ltr re violations noted in IE tncf 
Repts DO-D^O/ao-l 2 & 50-391/83-09 Corrective actions 
Nonconformance Rept 4790R Initiated on 030420 to document 
concrete test cylinder 5532 testing below design strength 
MlLLStL M Tennessee Valley Authority 03/06/02 O'REILLY, J P 

Region 2. Office of Director 3pp 19056 002 24X 

Fiche: 50-370, 83/06/15, 8306290300 


—0306290318 Foruardi IE Insp Repts 50-390/83-12 it 50-391/03-09 on 
830410-20 6 notice of violation 

VERftEL-LI.D H Division of Project h Resident Programs 03/05/0* 
PARR15. H O Tennessee Valley Authority, 2pp 19056 004 24K 

Piciie, 50-390, 83/06/15, 6306290308 


— B3062903J74 Notice of violation from insp on B3041B-20 

* Repion 2, Office of Director. 03/05/06 Ip 19056 006 24* 

Fiche, 50-390. 83/06/15. 0306290308 
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3306290728 IE Insp Repts 50-390/03-12 «* 50-391/03-09 on 830<1 18-20 

Hancompi lanco noted nonconformance rcpt not iiBuetf Por toBt 
cylinder 5532 testing beloui design strength Disputes Item 
1 re failure to provide certified mill test rcpt 

HARRIS<J R I CONLONj T E Region 2, Office of Director 03/05/05 
4pp 19056 007 24 X Ficho 50-390,33/06/15.0306290300 


0306290403 Approves issuance of SALP Repts 50-259/03-04.50-260/03-04* 
50-296/83-04, 50-327/33-04, 50-380/83-04, 50-390/03-07. 
50-391/83-06.50-430/83-06 & 50-439/03-06 for Jul 1981 - Dec 
4932 No reply required 

Q'REILLV. J P Region 2. Office af Director 83/06/17 PAHRI6.H O 
Tennessee Valley Authority 3pp 24/ Tiche 50-000.03/06/17. 
0306290483 


— 9306290490 Forwards SALP Repts 50-259/03-04.50-260/83-04, 
50-296/03-04, 50-327/03-04. 50-32B/G3 -04 , 50-390/83-07. 
50-391/83-06.50-438/03-06 8, 50-439/03-06 for Jul 1901 - Doc 
1903 

LEWIS. R C Division of Project nesidcnt Programs 83/04/13 
PARRIS. H 0 Tennessee Valley Authority 3pp 34X 
Fiche 50-000,03/06/17,9306290483 


— G306290303 SALP Repts S0-259/B3-04. 50-260/03-04. 50-296/83-04. 
S0-327/G3-04. 50-328/03-04. 50-390/03-07. 50-391 /B3-06. 
50-430/03-06 8f 50-439/03-06 for Jul 1901 - Dec 19BD 
» Region 2. Office of Director 03/04/13 92pp 24X 
Fiche SO-000. 83/06/17. 8306290483 


— 8306390510 Comments on SALP Repts 50-259/03-04,50-260/03-04. 
50-296/03-04. 50-327/83-04. 50-328/83-04. 50-390/03-07, 
50-391/03-06,50-430/03-06 U 50-439/07-06 for Jul 1981 - Dec 
1902 

MILLS, L M Tennessee Valley Authority 83/05/10 Q'REILLY.J P 
Region S. Office of Director 2pp 24X Fiche* 50-259, B3/06/I7, 
0306290403 


0305110475 IE Info Notice 83-40, “Need to Environmentally OuaJlPy 
Epoxy Orouts !< Sealers " 8vc list one 1 

J0R5AN, E L Division of Emergency Preparedness & Engineering 
Response {Post 830103) 83/06/22 Consolidated Edison Co of New 

York. Inc llSpp 19021 179 24X Fiche 50-000.03/06/22,0305110475 


0305110477 IE Info Notice 03-41, "Actuation of Fire Bupprestion Sya 
Causing Inoperability of Safety-Related Equipment “ Sve list 
end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 03/06/22 Consolidated Edison Co of New 

VoTk. Inc 12Qpp 10997 007 24X Fiche 50-000,03/06/22,0305110477 


0305110479 IE Info Notice 03-42, "Reactor Mode Switch Malfunctions." 
6vc list end 

JORDAN, E L Division of Emergency Preparedness 8, Engineering 
Response (Post 830103} 03/06/23 Consol Idated Edison Co of Kew 

York, Inc. Il6pp 10996 242 34X Fiche 50-000,03/06/23,0305110479 


6305110493 IC Info Notice 03-43, "Improper Settings of Intermediate 
Range (IR) High Flux Trip Setpoints *' Sve list end 
JORDAN. E L Division of Emergency Preparedness h Engineering 
ReiponsB (Post 030103) 83/06/24 Consolidated Edison Co of New 

VoTt. Inc ll6pp 19046 297 24X Fiche 50-000.83/06/24.0305110403 


f} Periodic operating reports S, related correspondence 


8306200612 "Environ Radioactivity Levels, Watts Bar Nuclear Plant," 
annual rept for 1902 W/B30620 1 tr 

MILLS, L H Tanneasee Valley Authority 03/05/31 DENTON, HI? 
Office of Nuclear Reactor Regulation. Director 66pp 19016‘023 
24X Fiche 50“370r 03/05/31 , 8306200612 


0 Reportatle occurrences, LERs I, related correspondence 


8306010113 First interim deficiency rept re nonconforming seismic 
aralyiis of steam valve rooms Initially reported on 830502 
Reanalysis performed to correct all dePidencies in 
original analysis Next rept by 030923 

KILL8. L rt Tennessee Valley Authority 03/05/24 O^REILLY, JP 
Rsglan S. Office of Director 2pp 10673 340 24X 

Fiche 50-390.83/05/24.0306010113 


830601D136 Fourth interim deficiency rept re failure to evaluate 
operator actions to realign ERCU Train A Initially repartad 
on 020510 Analysis continuing Nest rept will be submitted by 
B310D3 

MILLS, L.H Tennesiea Valley Authority 03/05/24 O'REILLY, JP. 
Region 2. Office of Director Ip 10674 041 24X 

Fiche 50-390,83/05/24.0306010136 


83-06010143 Supplemental info to deficiency rept re failure to inspect 
stud Walds an f I uah-moun ted embedded plates Initially 
reported on 020012 Completion date of 030513 for corrective 
actions not met Work will be completed fay 830729 
MILLS. L H Tennaasee Valley Authority 03/05/24 O'REILLY. J P 
Region 2, Office of Director Ip 1B674 045 24X 

Fiche 50-390.03/05/24.8306010143 


03D6O1O203 First interim deficiency rept re Wastinghouse pump motors 
supplied w/o seismic analysis or operability demonstrated 
Initially reported on 830420 Invest 1 g ati an continuing Nsxt 
rept will be submitted by D30D29 

HILLS. L M Tsnnassae Valley Authority 03/05/24 O'REILLY. J P 
Region 2. Office of Director 2pp 10672 340 24X 

Fiche 50-390.03/05/24,8306010203 


8306070072 Fifth interim deficiency rept re engineering change notice 
review t, handling Initially reported on 811215 Personnel 
retrained *, corrective actlans presented to Dfc of QA for 
approval Addl info will be submitted by 830722 

MILLS, L M Tennessee Valley Authority 83/05/24 O'REILLY, J-P 
Region 2. Office of Director 2pp 1B740 085 24X 

Fiche 30-000,03/03/24.0306070072 


0306010274 Third interim deficiency rcpt re afaearad motor pinion kaya 
In Llfflito-rque motor operators Initially reported -on 020030 
Field change notices issued bo replace keys Next rept will 
be sent by 830922 Also reportable per Part 21 

HILLS. L H Tennessee Valley Authority. B3/0S/25 Q'REILLY, J P 
Region 2. Office ef Director ?pp 10674 3S2 S4X 
Fiche 30-000, 03/0 5/23. 8306010274 


8306010431 Second i-nterlm deficiency rept re corrosion in high pressure 
fire protection sys Initially reported on 82-0903 Sys 
contains carbon steel piping Corrosion analysts in progress 
Next rept to be submitted by 821004. 

MILLS, L H Tennessee Valley Authority 03/05/23 O'REILLY, J P 
Region 2, Office of Director 2pp 10674 255 24X 

Fiche 50-000,03/05/23,0306010431 


6306070064 Seventh interim deficiency rept re qualification of epoxy 
grout for safety-r-e lated applications Initially reported on 
010027 Design Criteria D8-1 7 1, "Oeneral Anchorage to 
Concrete,'* 6 drawing for support mods being revised 
MILLS, L H Tennessee Valley Authority B3/0S/26 O'REILLY, J P 
Region 2, Office of Director ip 10740 099 24X 

Fiche 50-370,03/05/26.0306070064 


0306070074 First interim deficiency rept re incorrect max pipe 
movsments contained in TPTPE pro-gram Initially reported an 
830504 U/o end Next rept expected by 830922 

MILLS. L H Tennessee Valley Authority 03/05/26 O'REILLY, J P 
Region 2, Office of Director ip 10739 319 24X 

Fiche 50-000,03/05/26,0306070074 


0306070040 Finol deficiency rept re potentially overstresitd embedded 
plates Initially reported on 820412 Interim spacing 
requirements implemented to control spacing of future 
attachments to embedded plates 

HILLS, L M Tennessee Valley Authority 03/05/27 O'REILLY, J.P 
Region 2, Office of Director 2pp IB739 341 24X 

Fiche 50-390. D3/05/27. 0304070040 


8306070130 Thiril interim deficiency rept re voiding of engineering 
change notices w/t> proper review Initially reported on 
820016 Change notices being revleutd 8c unresolved safety 
question determination performed Next rept fay 030923 
MILLBiL M Tennessee Valley Authority B3/05/31 O'REILLY, J P 
Region 2, Office of Director 2pp 1B739 264 SAX 
Fiche 50-000, Q3/03/3 1 , 0306070 1 30 


0306090322 Final deficiency rept re faulty fillet welds Initially 
reported on 000220 Listed A0MC Code welds rtinspseted L 
marked for tracting Clarified insp criteria L mechanical 
aids ifltlet gaugas) used In routine visual Insp 
MILLS. L M Tennessee Valley Authority 83/06/01 O'REILLY, J P 
Region 2, Office off Director 4pp 18795 115 S4X 
Fiche 30-390. D3/O6/01 , 0306090322 


8306090135 Second InteTlm deficiency rept re Henry Pratt butterfly 
valve Initially reported on 031 109, Valve air-operator yoke 
mod kits delivered fc mod in progress Operators removed L 
returned to OH Oettis Co Alsu reported per Part 21 
MiLLBiL M Tenneeses Valley Authority 03/06/02 Q'REILLY, -J, P, 
Region 2. Office off Director Ip 18793 297 24X 

Fiche 50-000,03/06/02,0304090133 


0306090142 Finel deficiency rept re control bldg isolation dampers 
leaking Initially reported on 030504 New Jeaktlght butterfly 
valves received L installed Const drawings revised to 
indicate new valves. 

MILLS.L H Tennessee Velley Authority 03/06/0-2 O'REILLY, J P 
Region 2. Office of Director 2pp 10795 293 24X 

Fiche S 0-390, 03/06/02, 0306090142 
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sJeficiipncii rept re auxiliary pcijier sus 
on 0009^5 ecu ^ modify ^ 

• deouati STl d-^BuitU iflry potuar sys interface to ensure 

HIL?^ i » “-/^o^l-rolatod tuses 

Reolfn ^ B 3 /Q 6/03 D^REILLY. J P 

Region Hi OfHf o-f Director 5pp 10034 313 p4 X 
F i c h * fl 0-390 . 03/06/03. eaOA 1 404 ^ 


0306200578 Interim deficiency npt re rei.plulion of listed i tent due 
for BubffiittaJ in late June torrettive actions m progress 
List iderit 1 f y 1 T 19 each i t pip. sc h e du 1 e foi neit submittal tr 
level oP interim rep t eheJ 

MILLS, L M lennessee Valley Authority Bj/06/17 O'REILLV.O n 
Region 3 , Office of Uirectoi 2pp 19018 193 ?4X 

Fjche 50-000. 03/06/17. 03062005/0 


03 O 6 UQ 435 Firct tntorini deficiency rept re DB-IA re/ictor trip brealer 

in aSSsn^^i*' WeMlnahousp Initially reported 
on 830 S 03 Untfervoltage attachments will be replaced Next 
^eperted per Part Pi 

Raeinn Authority, 03/06/06 O'REILLV. JP 

r?!i Director. 3pp 18038 035 ?4X 

rich# a0“390v 03/06/06, 0306 J!4<M 35 


0306260573 Second intenfli deficiency rppt re Wo b 1 1 ngh ouse gate vaJvs 
pDSitj.DTi Indicatinn problcmE Initially i eported on 03O2D3 
Field change notice? prepared to coirctt closure indication 
problems Neit rept uill be submitted by 030920 

MILLS, L M Icniietisee Valley Authority 83/06/20 O^RElLLyi J P 
Region 3, Office of Director 2pp 19017 320 24X 

Ficrhe 50-390* 03/06/20. 0306200573 


’'**'*= dampers improperly installed 

damagod. InltlAl Ig reported on 030505 DamoQ# caused by 
Improper handllrg tt Inetallation by const craft due to 
J n^acfieqwate OC. i/Veux i/ampars purchaoed 

MlLUa*L M Tanneepee Valley Authority 03/06/07 O^fiElLLV. J P 
R*fllon Si DfPdc* of Director. 3pp. 18902 360 24X 

Fiche. 80-390, 03/06/07, 3306C001A9 


G3063000J3 Supplemental final deficiency rept re containment 
penetration protection Initially ropoi ted oti 011207 
Deficiency expanded to cover Unit S ori 020730 Correct 
CQiapletion date for Unit 2 is 040815 

MlULa^L M, Tennessee Valley Authority 03/06/21 O^flClLLY, J p 
Region Sr Office of Director 2pp 17120 354 PIX 
Fiche 30-390. B3/06/21i 0306300013 


Q306S0OM9 Flr*t interiai deficiency ropt re Meriam Instrtitnsnt failure 
to Implement OA program Initially reported on 83Q510 
Inveetigatiort underway We*t rept to be submitted by 830922 
nlLLQiL.M, Tenneeatte Vatley Authority 63/06/09 O'RElLLViJ P 
Region St* Office of Director 2pp 10703' 124 S4X 
Flcho O0-390» D3/06/09» 0306200145 


0306310001 Supplemental Interlei dsficieticy rept re potontially 
(* vet * tree led emtiectfltd plates Initially reported on 0SO412 
Wtxt lobmittal tcheduled for 0402)7 Inetead of 630622 os 
drjfljnally stated 

HIC.L0iL,H T«nnfesc« Val leg Author! ty 03/06/10 D'DDluUYrJP 
Region Office pf Director Ip, 10914 009, S4X 
riche: 80-000, 03/06/ 10, 03O6SIOO51 


03061210060 rirel deficiency rept re failure t» ehut down redundant 
auxiliary t>Jdp eiheust fun* upan secondary containment 
Isolation signal Initially reporteil on 030505. Cng ineer In g 
Change Natlcv GCW 3011 issued ft- logic drawings revised 
fflttaiC.N Tennessee Valloy Authority 63/06/10 O'REILLViJP 
HiBlon 0. Office of Director 10719’ 180 24X 

Fiche- 80-390, 03 /06/ lOr 8306210008 


a3a6&l0ig0 Final deflciancy rept for Unit 1 ft sixth interim deficiency 
rapt far Unit S ro loading criteria for structural steel ft 
lupporte* In 1 1 id I 1 g rapgrted on 611117 Qngaxng training 
pra^rame in engineering procedures uHl resolve problems 
KILL,6il,,M. Tennaeae* Val lev Authority 03/06/10 O^REILLY.JP 
flaglon J2i Office of Director Opp. ID916 026 i?4X 
Fiche: 80-3901 00/06/10, 03Q621OJSO. 


3006910009 First- Inter Im deflcivncg reft re lack of Isolailan 
cepabillty for post-accident sampling facility air intakes 
Initially repoi^led on 83081 7, 8a fe ty-g rade rsdundarit 
{lutatloni velvet to hr instai j ed, Mexi rapt by 830322. 
hil.t8fL M Tennessee Valley Authority 60/06/15 o'RClLLyKJ P. 
Region office ef Director ffpp 10712.337 34X 

Fiche- 50-390i 80/06/ 1 Si 630621 0009 


13Q6&10Q07 rtret interim deficlencg rept re cantalnment Isolation 
valves liiftatled in chilled water sys not designed to be 
leak tight, initial ly r-apertad mi 830917 Englnetrlng Chang# 
Nfiticai 3D6I ft 0064 tnitia ted. Meat rept by 830713 
HItl.0rL.li. Tenneaiea VaUev Authority 03/06/19. a^REJLLY,Jr 
nmUn Si UffU* of Dtrsetnr 2pp la9U 104. 24X 

F I c h i f 8 O- 39 O 1 03 /06/ 1 5 , 03 060 1 0087 


DOASlOilA Final deflclartcy rept re aolld state protection sys test 
procedures. Initially reported pii 0a0B3J procedural change 
InitiatlAS uss of test probe uj/indicator lamp connected to 
ground liapl emanted Also reporieble under Fart 21 
MlUUa.L.H Tsnnstsea Vslln^ Authority 63/06/15 O'REILLY* J P 
Red ion Sit Office ef Director. 4pp 10714 090 a4X 
FlCha, DO-390. 03/06/13*0306010116 


0306300038 Sixth Interim deficiency rept re foam sen)^ in mechanirn} 
pipe sleeves Initially reported on 8J 1204 Design std 
providing requirements ft procedUTea to sleeve desigtierfr in 
final review Next rspt by 030920 

MILLS, L M Tannessee Valley Authority 83/06/21 O^REILUV.J P 
Region 2, Office Of Oireetpr ip JVlPO 309 ?4X 

Flcbe S0~a70, 03/06/21, Q30630003S 


83O63O0SO5 Final deficiency rept re rerouting hi gh-pTbsaure fire 
pratsetien piping w/o proper analyses Initially reported on 
830130 Based On head/flou tests on calculated worst case 
f Ire, cund i tion determined not reportable per 10CFR50 55 !d) 

MILLS, L M Tennessee Valley Authority 83/06/31 O'REILLY, JP 
Region 2, Office of Director 2pp 1912P 121 ?4X 

Fiche SO-370. 03/06/21 . 0306000209 


0306300091 Sixth interim deficiency rept re failure op Limitorque notcr 
operators during valve closure Initially reported on 620126 
Westinghouse ft Limitorque determining cause of failuies Rext 
rept eipoctrd by 630928 Also reportable per Fart Pi 
rflLLD.L M Tennessee Valley Authority ej/06/22 D'RHILLY.UP 
Region 2, Dffice of Director 2pp 19120 193 24X 

F 1 c h ft 50-390, 03/06/22, 0306300051 


6306300054 Fmai deflciericy rept re piping sys analysis tracking 
Initial ly reported on 020902 Cngineeriny Procedures 3 03 ft 
4 25 revised to correct problem of tracking closure of 
engineering change notices prior to Class 1 analysis 
HILL0, L M Tennessee Valley Authority 03/06/22 O'REJLLYi 0 F 
Region 2, Pfflce of Director Spp 19120 290 24X 

Fiche 50-390. 03/06/22, 8306300054 


03D6300214 Secand interim deficiency rept re tubellnc metis supplied by 
Capital Pipe ft Bteel not mfg under QA program Initially 
reportod on 8303B9 Contractor will perform dlmenBional 
checks for pipes Sc fittings Next rept by 030922 
MILL8.L M Tennessee Valley Authority 03/06/23 O'REJLLY, J P 
Region 8- Office of Director Spp 19119 391 24X 

Fiche SO-000, 83/06/23, 0306300314 


0306300220 Second interim deficiency rept re postulated accident 
blowdown of more than on« steam generator Initially 
reported on 821122 Mestinghouse analysis indicated no core 
damage will occur fo-r postulated event Next rept by 030920 
MILLS, L M lanneesee Valley Authority 03/06/23 D'RCILUY. J F 

Raglan 2, Office of Director Spp 19119 IBO S4X 
Fiche 50 -390, 83/ 06/23, 8306300220 


8306300033 Second interim deficiency rept re spacing ft clearance |n 
auxiliary bldg high-pressure fire protection sprinkler sys 
Initially reported on 030331 Review of installation 
c unf i gura tiun incomplete Next rept by 031005 

MILLS, L M Tannessee Valley Authority 03/06/24 O’REILLV.O f 
Region S. Office of Director 2pp 19120 300 24X 

Fiche 50-390. 83/06/24, 0306300033 


10627D3D4 Fifth |nt«i*lff) deficiency ^-ept re freituency criteria for 
piping lUfpOTts InttlaUg reported an 850713. Subecc t Ions 
0aaft8I?3iof Hfl-DC-40-31. 7 revised to provide 
cUri flcation. Hast rept 83<j9«t 

MrLL8.L,M, TBrneaP-fr* Valley Authority. 83/^6/16 D^'flEILLY, JP 
Hbflion Sr Offlcr of Director. 2 pp. JC 776.226 24 )r 

rich#! »o-a9<ii B3/o6/i6, eaoAaroaM. 


I04tt004fl6 euppl#m*Tit3»l deficHthcy rapt re post-accident roadlngs from 
<bntalnM#nl i\fmp level transml ttere. Jni tlall y reported on 
020708, Fuel load data reschadulid to Jan 1984 Also 1 

MltuS^L^Ar ^tlnnaasB# Valley Authority 03/OA/J7 O'RElLLV, J P 
Reelon «j Office of Director, Ip. 19018:350 24 K 

rich#: 50-090. 83/06/17. e3O6C0O4E6 


0306300002 Fourth Interim deficiency rept re concrete anchorage free 
edge violation Initially repoi tqd ort 020520 Redesign ft/or 
rework will be rei^uired on 99 of 47/ supports Next rept by 
030919 

MILLS, LM Tanneesee Valley Authority 03/06/24 Q'RCILLY, J.P 
Region 2, Of flee of Director 3pp 19048 332, 24x 

Fiche 50-390, 03/06/24, 0306300008 
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DOCMET 50-394 CALlrORNIA STATC PGLYTCCH COLLEGE RES nEACTQR 


G tnspectlan reports^ IE DuMptins & correspondence 


B3051 1046D IE Info Notice 03-34# "Fvent NotlPication Info Morkshoet 
Svc list end 

JORCAN# E L Djvifiion of Emei genci^ Preparedness & Engineering 
Response CPos-t 030103) 03/O5/2& Consolideted Edison Co of Ncu 

York. Inc llOpp 10732 005 3AX Firhe 50-000# 03/09/26. 03051 10460 


DOCKET 50-395 VIRGIL C SUMMER NUCLEAR SI ATI ON# UNIT 1 


P Operating license stage docutnents Ir cui rcspondence 


0306010325 Faruards Rev 2 t» ’'Inscrvice Insp Program# F i rst Interval.” 
Rev 9 to ”0cnaral Test Proccduic for In^^ervice Testing of 
Pumps” t< Rev 5 to ''General Tost Procedure for Inservice 
Testing of Valves " 

DIXON# 0 U South Carolina Electric & Gas Co 03/05/23 DENTONi II R 
Office of Nuclear Reactor Ragulationi Director 3pp 1B681 053 

24X Flche 50-395. 03/05/23# B306010325 


--8306010366 Rev 5 to OTP-OOl# ''General Test Procedure for Inservice 
Testing of Pumps " 

» South Carolina Electric $( Gas Co 03/04/14 34pp> 1B601 069 

24X Fiche 50-395# 83/09/23# 030601 03S5 


— B306010374 Rev S to OTP-002. "Genural Test Procedure for Inservice 
Testing of Ualvrs '' 

TURKETT# J South Carolina Electric h Qns Co 03/04/20 177pp 

106Bj 099 24X Fiche 50-395# 03/05/23, 8306010335 


B306020661 Natification of 030526 meeting ui/util in Dethesda. MD to 
discuss reactor trip breakers 

M3PKIKS#-J Q Licensing Orancli 4 03/05/25 ADEN3AH# E O Licensing 

Branch 4 2pp 16716 256 P4X Fiche 50-399.83/05/29.0306020661 


83060203B5 Faruards add! fee for 830413 Class lit amend# in response to 
MRC 830584 ri?q.ucsi 

DIXOMiO U South Carolina Electric Sr Gas Co B3/05/31 DIGGS# R N 
License Fee Management Branch Ip 1R694 360 24X 

Fiche 90-3954 03/05/31 # B3060209B9 


0306070402 Uithdraurs re<iuesta For changos to Tech Spec Sections 
3 4 9 3t3 2 3 Table 3 3-3, i anno s tod in 021010 Ir B302I5 
1 e rs 

DiXDNiO W Sooth Carolina Eire trie «< Cos Co 03/06/03 DCNTONrlf R 
Office of Nuclear Reactor Regulation. Director Ip 10742 200 
24J! Fiche 50-395.63/06/03.0306070402 


63C6130417 Confirms agreements reached at 030526 meeting re issuance 
of 8En for reactor trip breaker issue Maint procedures will 
Include check of dimensional tolerance of pre- & post-travel 
of trip tabs 

DIXON# 8 W South Carolina Clrctric & Dos Co 63/06/00 DINTON.H R 
Office of Nuclear Reactor Regulation. Director 4pp 16023 J3B 

24X Flcfie. 50-395.03/06/06. 0306130417 


8306)60899 Summary of 030428 meeting u/util# Dames t< Moore. Er tec# UBGS# 
Gilbert Assoc 8f URB/Dlume In UethesdaiMD re seismic 
conf 1 rmatorij program 

HOPKlNStJ 0 Licensing Branch 4 03/06/10 Licensing Dronch 4 

9pp 10093 026 84X Fiche 50-395, 83/06/ 10# 8306160299 


8306160725 Bummary of 030324 meeting ui/utils & tJestlnghouoe Iti 
B*theada»l1D re design review panel review of new 
Vestlnghousa stress analysis on manifold fasteners for 
D2/D3 steam generator mod. 

HOPKINS# J.Q Licensing Branch 4 03/06/10 Licensing Branch 4 

7pp 18D76 27 7 84X Fiche 50-000# 03/06/10, 8306160725 


0306S90S73 Bummary of Design Review Panel 030321 meeting w/utils t< 
Hestlnghouse in Dethesda.MD re D2/D3 steam generator mod & 
kfestinghouBO stress analysis of manifold fasteners 
HDPK1N8#V D Licensing Branch 4 83/06/10 Licensing Branch 4. 

7pp 19047 065 24X Fiche 90-000,83/06/1010306290573 


0306230521 Advises that mod of Model 02/1)3 steam gentraiprt acceptable 
^9 modified steam generators can be operated at 1007 of 
design capacity u/mod in place 

OlRCKS. N J Office of the Executive Director for Gpera tlons, 
B3/06/14 PALLADINDiN V » GIL JNRKV* V . AHFARNE# J Commissioners 
5pp 10951 357 24X Fiche 90-395. 03/06/14# 0306230581 


83062300B6 Requests written concurrence that load swing/load rejection 
tests intended for normal plant operataons 8# that transient 
conditions initiated by util to complete Phase III test 
program do not violate License Condition 2 C{22) 

DIXON# O kl South Carolina Electric li 0a« Co 03/O6/8O' DENTON. H R 
Office of Nuclear Reactor Regulation! Director 2pp IB947 072, 
24X Fiche 50-395.83/06/20,6306230086 


0306240351 Summary of 830526 meeting u/util l< UeitinghouBe In Sethssda. 
MD re Hestinghouse Model D9-416 reactor trip breakers Tech 
Spec Interpretation & meaning of preserving evidence of 
failure will be examined 

HOPKINS# J D Licensing Branch 4 B3/06/2i Licensing Branch 4 

4pp 1B999 163 24X Fiche 50-395# 83/06/21# 8306240 351 


0306270396 F'orwards responses to NRC questions discussed at 030428 
meeting re seismic confirmatory program Equipment margin 
analysis for safe shutdown equipment for ACRS response 
spectrum scheduled after first refueling outage 

DIXON, a (I Booth Carolina Electric 6 Oos Co 03/06/22 DENTON# H R. 

Office of Nuclear Reactor Regulatiom Director 123pp 18994*155. 

24X Fiche 50-395.83/06/22,0306270356 


0 Inspection reports# IE Bulletins t# correspondence 


0306140637 Confirms mgb meeting on 830527 at plant sit* to review 
results of annual appraisal of regulatory p or formanc e# par 
030511 tel con 

LEWI0. R C. Division of Project 6 Resident Program* 03/05/20 

DIXON, a H South Carolina Electric l< Gas Co 2pp. l0a43;04D 24X 

Fiche 30-395,03/09/20.8306140637 


6306010325 Forwards Rev 2 to ‘'Inservice Insp Prograrsi First Interval# " 
Rev 5 to "Oeneral Test Procedure for inservice Testing of 
Pumps” t( Rev 5 to "Generel Test Procedure for Inservlce 
Testing of VaWos *' 

DIXON, □ H South Carolina Electric fc Gas Co 03/05/23 DENTON. H R 
Office of Nuclear Reactor Regulation# Director 3pp 1B6B1 0S3 
24 X Fiche* 50-395, 83/05/23. 8306010325 


—0306010357 Rev 2 to "Inservlce Insp Program. First Interval ” 

TVRKETT#J . OVINTON.M D . MOORE. D R South CaroUna Electric b Oas 
Co 03/05/19 9pp 16601 056 24 X Fiche 50-395.03/05/23. 

0306010325 


— 0306010366 Rev 5 to GTP-OOi* "General Test Procedure for Inservice 
Testing of Pumps " 

e South Carolina Electric k Gas Co 63/04/14 34pp 10681*065 
24X Fiche 50-395. 63/08/23# 8306010325 


— 03O6OIO'374 Rev 9 to OTP-002# "General Test Procedure for Inservice 
Testing of Valves *' 

TVRKETTiJ South Carolina Electric tc Gas Co. 83/04/28 177pp. 

1860 1*099 24X FI che* 50-395. B3/05/23> 8306010325 


6306140452 Ack receipt of 630511 Itr informing NRC up steps taken to 
correct vlolatlone noted in IE Insp Rept 50-399/03-08. 

LEUia. R C Division of Project Br Resident Programs. 03/05/25 
DIXON. 0 U South Carol ln« Electric b Gas Co. Ip. 10034,267 24X 

Fiche 50-395.03/05/25# 8306140^52 


— 0306140457 Responds to NRC 830413 Itr re vlo-lations noted In IE Imp 
Rept 50-395/83-06 Corrective actions meeting held w/OA staff 
to emphasiie importance of timely Issuance of audit repts b 
Procedure III A b employee reading list revised, 

DIXON# O H South Carolina Electric l< Oas Go 03/05/11 
D'REILLy.J.P Region 2. Office of Director, 7pp 18034.260 24X 

Fiche. 30-375# 83/05/25. 0306140452 


—8306140461 rorwards IE Insp Rept 50-395/83-00 an 030307-11 b notice 
of vl olation 

LEUlSrR C Division of Project b Resident Programs. 03/04/13 
DIXON# 0 H South Carolina Electric tc Gas Go 2pp. 10834.275. 
24X Fiche 90-395# 83/05/25# 0306140452 


— 8306140465 Notice of violation Prom insp on 030307-11. 

a Region S. Office of Director. 83/04/13 3pp 18834 277 24X 

Fiche* 50-395, 83/05/25# 0306140452. 


— B30614047I IE Insp R*pt 50-395/03-00 an 030307-U Noncomp llanc* noted, 
failure to leeue audits within Tech Spec time limits# 
to respond to audit findings# to meet all operator treinlng 
requirements of LOCrRSS.App A b to perform required reading, 

BELISLE. 0 A.# DEBBAGE# A G ^ FOSTER# L. E. Region 2# Office of 
Director. 03/04/06 31 pp 10834*280 24X Fiche . 50-395# 83/05/25# 

8306140452 


8305U04SB IE Info Notice 83-32# "Ruptured Ani-241 Sources Contained in 
Well Lagging Device '* Svc list encl 

TAYLOR# J H Division of Safeguards b Inspection Programs (Post 
830103). 03/05/8A, Consolidated Edison Co of New York# Inc 

I25pp 18831.043. 24X Fl che. 50-000# 83/05/26# 63051 10458. 
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aaOSllO-iAO IE Irfo- Notice 83-34, "Event Motafication Jnfo Workahept ” 
6vc iiat CTicl 

JORDAN, E L Davision of Emergency Preparednesa & Engineering 
Reipon&e (Pa«t 830103) Consolidated Edlaon Co of Neui 

Vork, Inc liOpp 10732 O0& 24 X Fie he. 50-000, 83/05/3*, 83051 10460 


fl30614004-5 Confirms S30607 enforceoient meeting at Region II efc to 
discuss 830533 startup u/safe ty-re lated Instrument tagged 
in isolated condition & otlier recent events. Agenda end 
LEMIBjR C Division of Project ff fiesident Programs 83/05/27 
DIXQMjD W South Carolina Electric fi< Oas Co 3pp 1G03B 240 24X 

Flchs 50-395,03/05/27,0306140045 


8305110461 IE Info Notice 83-35, "Fuel Movement W/Control Rods 
Hlthdraun at BUR a '< Bve list end 

JORDAN, E L DlviaiOTi of Emergencg Preparedness & Engineering 
Response (Post 830103) 83/05/31. Consolidated Ediaon Co oP New 

York, Inc il6pp 10732 20B 24 X Flchc 50-000,83/08/31.0305110461 


8306140382 Ac k receipt qf 830520 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept S0-395/B3-D1 
UEMIGtR C Division of Project Sr Resident Programs 83/06/01 
DIXON. O N South Carolina Electric S« Oas Co. ip 10832 073 S4X 
F 1 c h B : 5 0-395, 03/ 06/01, 0306140382 


— 630-6140308 Suppls response to NRC 830301 Itr re violations noted in IC 
Insp Rept 90-375/B3-01 Corrective aeti ons. training sessions 
in methods of tripping logic blstables in Nest Inghouse 7300 
process cabinets held on 030317 Ct 0407 

DIXON, a ir South Carolina Electric S< Oae Co 83/05/20 

O'REILLY. J P Region S, Office of Director 2pp 18832 074 24X 

riche 30-393, 03 /06/ 0 1 r 03061 4 0382 


8306220221 Denies 030127 request for eterrrptiiin from A5HF Code Section 
Kl, Siibartld B IWA~H00l f). requirement* for first interval of 
Inicrvice Insp program Fac i 1 itg personnel cannot provide 
tajne Insp assurance as authorixed Insp agency 

NOYAK.T N Assistant Director for Licensing. 83/06/00 DIXON, O U 
South Carolina Electric 8, Oas Co 3pp 10977 360 24X 

Fiche: 50-395, 63/06/08. 03D6S2O221 


630629006B Respond* to lE Bulletin 03-03 re pump 6 valve inservlco knsp 
program Two checl valves applicable 8TP-1S3 003 will bo 
revised to include reverse flow test bg 030731 Refueling 
outage prese-ntlg scheduled for -Oct 1984 
DIXON, 0 14 South Carolina Electric tt Gas Co 83/06/08 
G'RErLLY.JP Region 2. Offxce of Director 2pp 1 7056 209 24X 

Fiche 50-395,33/06/06.8306290088 


8305110464 IE Info Notice 63-36, *Mmpect of Securitg Practices on Safe 
dperatlo-nf Sve list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 03/06/09 Consolidated Edison Co of New 

Yorki Ire 119pp. 19830 280 24X Fiche, 80-000, 03/06/09, 03051 1D464 


8306140407 Forwards IE Enforcement Conference Rept 50-395/83-21 on 
83060-7. Concerns- re recent violations of regulatory 
requirements expressed 

a 'REILLY, J P. Region 2, Office of Director 03/06/09 DIXON, O W 
South Carolina Electric 6 Oas Co 2pp 10043 069 24X 

Fiche 30-395,03/06/09.0306140407 


— 6306140492 IE Enforcement Conference Kept 50-395/63-21 on 000607 Major 
areas d 1 scussed: severe 1 recent violations of regulatory 
requirements. Licensee discussed root cause Bt corrective 
actions taken or planned to ensure proper plant operation 
VERRELLIjD M Division of Project Resident Programs 03/06/09 
3pp. 18843:071 24X Fiche 50-395.83/06/09,0306140407 


0305110470 JE Info Notice 03-38, "Defective Heat Binh Adhesive k 
Eelemicaliy Induced Chatter in Relays Within Printed 
Circuit Cards 3vc list enc I 

JORDAN, E. L Divieion of Emergency Preparednset Ic Engineering 
Response (Post 030103) 83/06/13 Consolidated Edison Co of New 

York, Inc. llBpp 10920 225 24 X Fiche SO- OOO, 83/06/13, 83051 10470 


8306090010 IE Info Notice 63-37, ♦^Tre ns former Failure Resulting from 
Degraded Internal Connection Cables " Bve list end 

4Ni E. L. Division of Emergency Preparedness t Engineering 
inse (Post 830103) 83/06/13 Consolidated Edison Ca of New 

Inc. 243pp 10921 001. 24X Fiche 50-000, 83/ OA/ 1 3, 0306090010 


Ice 83-40, "Need to Environmental 1 y fluelify 
‘s Bve list end. 

> of Emergency Preperedneei t< Engineering 
1) 83/06/22. Consolidated Edison Co ef New 

9021 179 24 X Fiche 50-000,03/06/22,0305110475 


8305110477 IE Info Notice 83-41, "Actuatxon of Tire Suppression 0ys 
Causing Inoperability of S,-}f oty- Re 1 a tod Equipment " Sve li-vt 
end 

JORDAN, E L Division of Ltnergenetj PropaiedneBs t Engineering 
Response (Post 030103) 83/06/22 Consolidated Edison Co of Nev 

York, Inc i20pp 18997 007 24X Fir he 50-000, OJ/06/22, 8305J 10477 


0305110479 IE Info Notice 03-42* "Reactoi Mode Switch Malfunctions " 
Bve list end 

JORDAN. E L Diviaion of Emergency F'reparedness & Engineering 
Response (Post 030103) 03/06/23 Consolidated bdison to of Neu 

York, Inc ll/>pp 1B996 242 34X Fiche 50-000, 03/06/23. Q305J 104/9 


0305110403 IE Info Notice 03-43, "Impioper Bettings of Intermediate 
Range ( IR) High Flux Trip Beipoints " bve list enc) 

JORDAN, C L Division of Emergency F*r eparedness & Engineering 
Response (Past 830103) 03/06/24 Consolidated Edison Co of 

York. Inc U6pp 19046 29/ 24X Fitho 50-000,03/06/24,830511041)3 


R Periodic aperating reports 8, related correspondence 


8306020142 Monthly operating rept for Hai 1903 W/030412 Itr 

TAYLOR, O J , DIXON. □ W South Carolina Electric & Oas Co 03/04/1 J 

BARRY, L W Office of Resouice Management, Director 5pp 
10691 233 24X Fiche 50-395,03/04/11,8306020142 


0306160570 Monthly operating rept for Apr 1983 W/030505 J tr 

TAYLOR, o J , OrXON. Q N South Carolina Electric & Oa* Co 83/05/09 

BARRY, L W Office of Resource Management, Director 5pp 
10866 285 24X Fiche 50-395,03/05/09,0306160570 


S Reportable occurrences, LERs fi, related correspondence 


0306140670 Final deficiency rept re frozen safety-related snubber* 
identified per IL Pulletin 01-01 insp Initially reported an 
620632 Caused hy improper instal lati on, over 1 oad ing k 
mishandling Handling proceduics uill be revised 
OIXDN, □ W South Carolina Electric & Oas Co 63/04/22 
□ ^REILLY, J P Region 2, Office of Director 4pp IGG42 099 24X 

Fiche 50-395,03/04/22,0306140670 


63D6070202 LER Q3-037/03L-0 on 630503, emer guncy feedwater valve 
IFV-3S36^~EF failed to remain closed for 3 h Caused by air 
leak around valve positioner gasket Positioner cover 
tightened down 6 valve tested satisfactorily N/830526 Itr 
aauKNIOHT. R J t DIXON. 0 N South Carolina Electric & Oas Co 
83/05/26 Q^REILLY. J P Region 2. Office of Director 3pp 
10747 017 24 X Fiche 50-395,63/05/26,8306070202 


03D607012B Followup RO on 630307. plant outage initiated to per farm 
required steam generator D-3 mods & mods requiring fire 
barrier removal One-hour fire watch established for affected 
areas during outage List of affected areas end 
DIXON, 0 N South Carolina Electric k Oas Co 83/05/27 
O'REILLY, J P Region 2. Office of Director 3pp 18739 3J6 24X 

Fiche 50-395.03/05/27,0306070120 


8306100142 Updated LER 03-034/031-1 on 030409. RHR pump 8 motor 
termination box cover found partially burned Caused by cable 
weight forcing D phase terminal lug against cover 
Termination retaped 6 procedutes levised U/030602 Hr 
MCKINNEY, C J , DIXON, 0 W South Carolina Electric «< Oas Co 
83/06/02 0 'REILLY, J P Region 3, Office of Director 4pp 

10801 205 24X Fiche 50-395, 83/06/02, QJ061001 42 


0306100213 LER 0n-O42/OlT-O on 830519, steam leak activated smoke 
detector, tripping open intermediate bldg preaction sprinkler 
sys deluge valve* Caused by personnel error 6 lack of sys 
tnouladge Deluge valve reset N/B30602 Itr 

MCKINNEY, C J , DIXON, 0 U Bouth Carolina Electric k Oas Co 
03/06/02 O'REILLY) J P Region 2, Office of Director 5pp 
laSOS 197 24X Fiche 50-390, 83/06/02, 0306100213 


6306100163 LER Q3-041/01T-0 on 030520, plant entered Mode 3 w/troJn D 
of heat tracing associated w/boron Injection tank flow path 
deenergized Caused by personnel error St inadequate 
procedure Panel snergixed N/830603 Hr 

BOUKNIGHT, R J- , DIXON. 0 W South Carolina Electric k Oas Co 
03/06/03 D'REILLY.J P Region 2. Office of Director 5pp. 

10007 232 S4X Fiche 50-395, 03/06/03, 0306100163 


B3D610D208 LER a3-043/03L-D on 030506, while in Mode 5, operations 
personnel stepped through Maronlte board fire barri er* Caused 
by personnel error Fire watch established Area posted 
Barrier repaired W/830603 Hr 

FIELD, hf C , DIXON, 0 H Bouth Carolina Electric k Oas Co D3/06/03 
O'REILLY. J P Region 2, Office of Director 2pp 18006 005 P4X 
Fiche SO-39S, 83/06/03. 0306100200 
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9306100261 LEI? 0a-O4O/O3L-O on bJ0rj06p c tiritr ol rooin emerypncij 
venti lati on syc tiains A & EJ innperablp for 26 h Caused bg 
failure in impleinunt i ng procetJuial controls Personnel 
■counseled H/030603 Itt 

anUKWIQHT.fl J , DlJfOh?. □ N Qouth Carolina Electric 6 Oas Co 
03/06/03 O'REILLYp^; P F^egion 2. Office of Director 3pp 
laao? 035 24X Fiche 50-395. 03/06/03, Q306100261 


9306140090 LED 03-044/OiT-O on 030523. s tram generator D Pordwater flow 
transmitter FT-406 did not respond to change in feeduintor 
flau Caused bg personnel error in not properlg identifying 
transmitter on tagout sheet U/030606 lii 

KCHIWNEYj C J , DIXON. 0 W South Carolina Electric & Gas Co 
63/06/06 O'REILLY. J P Fleqjun ?. Office of Director 4pp 

L 3039 003 34X Ftche 50-195,0*1/06/06,0306140000 


9306210021 LED 03-O46/O3L-O on 030520, samp 1 mg line froni pressuriiOT 
valve XVX-9357-BQ indicated intermediate position Caused bg 
out Of adjustment limit switches on valve Switches adjusted 
W/S30610 Ur 

BOiiKNIGHT.R J . DIXGN, 0 W South Carolina Electric 6 Oas Co 
03/06/10 O'REILLY. J P Region 2. Office of Director 2pp 
10910 357 24X Fiche 50-395.03/06/10.0306210021 


0306210209 LER 03-O45/O1T-O on 030531, speed control 1SC-2034A> for 
turbine driven emorgoncy feedwater pump on main control 
board Pound in slow speed position Caused bg operator error 
it procedure deficiencies W/e306i0 Itr 

BOUWNIOUT.R J , DIXON, 0 W South Corolina Electric 6 Qas Cn 
03/06/10 O'HEILLY. J P Region 2. Office of Director 4pp 
10910 127 24X riche 50-395.93/06/10.0306210209 


0306280067 LER S3-047/03L-0 on 030517, w/plant in Mode 4. turbine bldg 
sump radiation monitor (RM-L0) removed from sve because oP 
tna dequ ate sample pump flow Caused by sludge buildup Pump 
disassembled & cleaned tJ/03O6|5 Itv 

MCKINNEY, C J . DIXON, D U South Caiollna Elocti it S< Gas Co 
03/06/15 O'REILLY.J P Region 2. Office of Director 3pp 
19001 177 24X Fiche 50-395.03/06/15.0306200067 


0306200504 LCR 03-O40/O3L-O on 630517. w/p 1 ant in Mode 4. Zone A of fire 
ivc sgs locked in "trooblB alarm" status Caused by water 
damage to two modules located in preactlon sprinkler panel 
XPN-091 Engineering evaluation requested U/B30615 Itr 
KOLO.L E < DIXON, a South Carolina Electric U Gas Co 03/06/15 
Q'REILLYiO P Region 2. Office of Difector 3pp J9D18 353 24X 

Fiche 50-395,03/06/15.9306200504 


B30627D136 LER 03-O5O/O3L-1 on 630520 & 22, sump pump XPP-13D lost prime 
6 became incapable of pumping water, rendering leactor bldg 
sump leakage detection sgs inoperable Caused bg vapor lock 
Piynp primed Air vent valve will be installed N/830616 Itr 
KCKlNNEYiC J . DIXON. 0 W South Carolina Electric & Qas Co 
83/06/16 O^REILLY.J P Region 2, Office of Director 3pp 
10909 149 24 X Fiche 50-395.93/06/16.8306270136 


G3062702B9 Part 21 ropt re hoot gink adhesive bond foiluros I. NTC cor-d 
Tflag problems within Westlnqhouse 7300 process oys 
I nveetlgat ten underway to determine number of cards 
requiring heat sink replacement 

DIXDN. □ tJ South Carolina Electric & Oas Co 03/06/17 
0 ^REILLY, J p Region 2. Office of Director 4pp 10996 170 24X 

Fiche 50-395. 03/06/17. 0306270209 


G306300122 RQ on 030600. main plant vent radiation monitor RM-A13 
declared inoperable when channel indicated high radiation 
Caused bg loose cover on reed switch housing of preamplifier 
circuit board interfering w/electronic components 
DIXON, O M South Carolina Electric & Gas Co 03/06/20 
□ 'REILLY. vJp Regions. Office of Director 3pp 19131 078 S4X 
Fiche 50-395,83/06/30,8306300122 


G306300156 LER a3-049/03L-0 on 030606, sve water booster pump A 
discharge check velve, XVC-3I35A”BW declared Inoperable due 
to failure to close on reverse flow Caused by Worn linkage 
Hinge It keg replaced It valve disk lapped W/830620 Itr 
DCUKNICHT, 0 J , DIXON. □ W South Carolina Electric It Oas Co 
83/06/20 O'REILLY.J P Region 2, Office of Director 3pp 
L9040 353 g4X Fiche 50-395,93/06/20,9306300156 


G30630001Q Final Part 21 evaluation rept re potential failure of 
Brown DovbtI Model HPL-C speed switches for component 
cooling pump It sve water pump motors Initially reported on 
830624. Fai led motor replaced |< defective motors repaired 
DIXON. D H South Carolina Electric l< Gas Co 83/06/24 
D'REILLV. J P Region 2, Office of Director 3pp 19130 234 24X 

Fiche' 50-395, 03/06/24, 0306300010 


B306300049 LER 83-053/03L-0 on B3O520, reactor vessel upper pXenun level 
Indicator lLl-1320 on main control board removed from sve 
due to high reading Caused by instrument drift Programmable 
function generator recalibr U/630624 Itr 

KQLB.L e , DIXON, □ M South Carolina Electric 8< Gas Co. Q3/06/84 
O'REILLY, J P Region 2, Office of Director 3pp 19120,195 24X 

rich* 50-395, 83/06/24, 8306300049 


B306300196 LER 03-O52/O3L-O on 830520, main control board indication 
for steam generator D steam pressure failed high Caused 
bg broken wires on transmitter PT-406 strain gage assembly 
Assembly replaced PT-4a6 calibr M/03O624 Itr 
MCKINNEY, C J , DIXON, 0 U Bnuth Carolina Electric it Oos Co 
03/06/24 O'REILLY.J P Region. 2, Office Of Director Opp. 

19122 100 24X Fiche 50-395,83/06/24,9306300196 


V Operator Examinations 


9306140135 Requests approved ref motl ra operator exams bg 030226 
Missing deadline will result in delay In administering 
Bvams Applications should be submitted at least 60 days 
prior to first exam scheduled for wk of 830411 
DANCE, H C Division of Project & Resident Programs 63/01/20 
DIXON, a U South Carolina Electric S< Gas Co 4pp 16339 131 24X 

Fiche 50-895,03/01/28,8306140135 


DOCKET 50-396 UNIV OF VIRGINIA CAVALIER REACTOR 


F Securltyi medical, emorgoneg |« fire protection plans 


03O622O22B Forwards request for addl info re Univ of VA research 
reactor 920827 emergency plan to continue review per 
10CFR50,App E, Rag Guide 2 6, Rev 1 it AN8r/AN3-l5 16-1932 
requirements Info requested within 30 dags of Itr date 
THOMAS. € 0 Standardizatlofi t< Gpeclal Projects Dranch 63/06/10 
DRENIZER.J 8 Virginia. Univ of, Charlottesville, VA 5pp, 
1B977 355 24X Fiche 50-062,93/06/10.0306220226 


DOCKET 50-397 WPPSB NUCLEAR PROJECT, UNIT 2 


A Appl ica tion/cons truct 1 on stage documents l« correspondence 


8306010236 Clarifies responses to NUREO-0612, "Control of Heavy Loeds '• 
Turbine Crane HT-CRA-l meets guidelines of NUREO 
DDUCHEY.O D Washington Public Power Supply System 83/04/13 
8CHNENCER,A Licensing Branch 2 Ip 18673 001 24X 

Fiche 50-397,03/04/13,8306010236 


6306010413 Ferwaidt descriptions of responsibilities of nuclear safety 
assurance group. In confirmation of B3(JS09 meeting Enel 
provides revised response to THI Items IDISbl'CS 
DOUCHEY, 0 0 Washington Public Power Supply System 03/04/15 
SCHMENCERiA Licensing Dranch 2 6pp 1B674 244 24X 

Fiche* 50-397,83/04/15, 8306010413 


0306010249 Advises that Tech Spec 3/4 10 1. "Primary Containment 
Integrity.^' will be limiting condition for operation during 
primary containment integrated Leak rate preop vrati onal t. 
startup testing program 

DOUCHEY.O 0 Uoshington Public Power Supply Bystem 63/05/16 
BCHWENCER. A Licensing Branch 2 2pp 10672 296 24X 

Fiche 50-397.03/05/16, B306010249 


030-6030020 Forwards "Control of Heavy Loads at Nuclear Power Plants, 
Mashington Nuclear Project 2 IPhase II - Interim),*' 
technical evaluation rept 

BCHNENCER.A Licensing Branch 2 03/05/24 FERGUSaN, R L 

Nashlngton Public Power Supply Oystem 2pp 10733 J46 24X 

Fiche 50-397,03/05/24, 0306030020. 


— 8306030068 "Control of Heavy Loads at Nucleir Power Plants, Washington 
Nuclear Project 2 (Phase II - Interlrt),'’ draft technical 
evaluation rept. 

DIXON, B M, BTICKLEY, T H £08.0, Int FIN A-6457 03/05/24 

NRC - No Detailed Affiliation Divan 20pp 18733* 14B 24X 

Fiche 50-397,83/05/24,8306030020 


6306070401 Notification of 930607 meeting w/util In Dethesde, MD to 
discuss radiological Tech Specs. 

AULUCK, R Licensing Branch 2 B3/05/31 8CHWENCER,A Licensing 

Branch » 3pp 18776 335. 24X Fiche* 50-397, 03/05/31, 0306070401 


8306080039 Forwards eddl info re containment out-of-roundneie, per 
B30419 telcon request. AE evaluation concluded that 
localised reductions in structural It shielding capacity of 
biological shield wall ine igni f 1 cant, 

DOUCHEY, G D Washington Pub lie Power Supply Bgstam 83/06/OL 
8CHHENCER. A Licensing Dranch 2 Spp 10773:070. 24X 

Fiche 50-397,83/06/01,8306080039 


0306070030 Notification of B30607 significant licensee meeting w/utll 
at Region V ofe to review program status re engineering, 

1 1 cvnsl ng, const, test Ic startup program |r quality 
verification Meeting rescheduled from 830524. 

* Region 5, Office of DirecteT, B3/Q6/02, Region 5, Office of 
Director Bpp, 10739 327 24X Fiche* 50-397, 03/06/02, 0306070030 
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9306-130004 Rtquffsts autharliation to us? end A5N£ Cotfe Case N'343j 
fcernattve Scupe □ I* Esam of Attachment Helds Foi Esem 
Categories D^HI» B-K'*l * CC Bection XJjpiv 1 ” Rev S to Reg 
0ui<fe 1 147 u-ill Include code case ui/na add! requirements 
BQUCHEVi 0 D Washington Public Totjer Supply Sgsteio 03/06/OS 
BCHWENCEfl,A Licensing flranch 2 Epp 18324 24B PtX 
FKh* 50-397. a3/0A/02» 03061 300D4 


0306210120 Forwards partial response to TAA 03OS16 aotfii rept Findings 
19 S( 16 of independent veriflcatian progra/n Response to 
Flndirig 14 forthcoming 

BDl/CHEV^O D Washington Public Power Supply System 63/06/00 
SCRWENCERi A Licensing Branch 2 6pp JB916 105 24X 

Fiche 50-397, a3/O6/’a0. 8306210120 


6306200996 Forward* responses to NRC telcon questions re H&R technical 
reptr "Effect of Hydrodynamic Loads on Safety-Related 
Equipment & Piping ilutsl-de Containment*" transmitted hy 
&3O350 Itr 

fiOUCHEV, 0 1> Washington Public Power Supply System B3/06/16 
SCHWENCER»A Licensing Branch 2 l?PP 19019 19/ 24X 

Ficha. S0-397i 03/06/16, 0306200596 


E KRC Safety Evaluation Report <8FRIi suppls U correspondence 


8306010043 SAFETY EVALUATION REPORT RELATEO TO THE OPERATION OF WPPSS 
NUCLEAR PROJECT MO. 2 DneVet Mo 50-39/ ( Wash i r>p ten PulilJc 
Power Supply System I 

■* Dlvliicn of Licensing NUBE0“0e9a BOS 03/05/31 46pp 
Available at NRC f4 75. 10694 002 24X Fi cha. 50-397, 03/05/31* 

B306010043 


0306200243 Fcrwardi three listed rfpts to eepedite raeolutian of SER 
Outstanding lieue 13 re control sys failureiiln response to 
MRC Oueetions 031.135*137 & 130 

SGl/CHEV.O.D (fashing ton Public Peuer Supply Rye tern 03/06/ JO 

3CHWEMCER,A Licensing Branch 2. If. 10901,304 24X 

riche. 50-397, e3/'06/l0, 8306200243 


— S30620D247 "Cold Shutdown Power Dus Failure Analysis Rept " 

(fORTKAH, T R , KIMSTOM, P B Oeneral Electric Cp 03/02/20 iOOpp 
10901 305 S4X Fiche 50-397. 03/06/10,0306200243 


— 0306200291 '‘Evaluation of High Energy Line Dreaks tt Consequential 
ComtroJ 9vs Failures HE Info Notice 79“82' Summary Ifept) " 
PARKER, J,E (faehlngtqn Public power Supply System 83/02/20 
36pp, 18902043 24X Fiche 50-397*83/06/10,8306200243 


— 0306200253 "Common Sensor Failures Evaluation Rept. " 

SCHERER, P R Otneral Electric Co 63/04/30 48pp 1B902 06? 
24X Fiche. 50-397, 03/06/10, 0306200243 


0306200493 Forwerdt "Contrel Eys Failures Evaluatlap Rept," 
inadvertently omitted fretn 830610 response tn NR-C request 
for Infc re BER 3 Outetanding Issue 10. 

BOUCHEYpO D k/ashlngtan Public Peuier Bupply Eye tern 03/06/21 
SCHMENCERiA Liceneing Drench 2. Ip 19020.141 SAX 
F I c h e ' 30-397, 03/ 06/2 1 , 030 62004 53 


—8306200456 "ContrpL 8ys Failures Eva luatleri Rept " 

SCHERER, P.R , NORrHAM, T R , ECRERT, E C Oeniral Electric Co 
82/09/30 26pp 19020:142 24X Fiche 90-397,03/06/21,0306200453 


F Security, medlcalj emergency fc fire pTotectlen plans 


8306010400 Feruarde preposed echedule re current status of emergency 
responee cepebility per Region V 030301 meeting (Oeneric: Ltr 
82-33 V Buppl 1 to NUREO-07371 

BOUCHEYrO 0. Washington Public Power Supply System 83/04/15 
eCHWENCER.A Licensiiig Branch 3 4pp, 1 8682 • 241 SAX 

Fiche: 50-397, 03/04/15* 0306010400 


0306010841 Provides addl info re Yetcima Indian Nation* per verbal 
requeet. State of WA utiJiies leu enforcement teletype sye 
to notify contiguous counties of event w/potentJel offsite 
conaequentes Yakima County would notify tribal police. 

DONOVAN, R W Federal Emergency Nanegement Agency 03/05/19 
AULUCK,R. Liceneing Branch S 11 pp J 0673- 009 S4X 
Fiche, 50-39 7, 83/05/ 19, 03060 1 024 1 


L Utility Final Safety Anelyiis Report (F8AR> & amends 


1306160147 Amend 30 to FBAR W/ 0305 13 ltr 
a Weihington Public Power Supply Byetem 83/06/30. 966pp, 

18056:001, 84 X FJ c he. 90-397, 03/06/30, 83O6U01 47, 


Q Inspection reports, IE Bulletins & cot r ospondence 


0306170215 Forward’s 12th progress rept pe review of completed 
safety-related work, per 00071/ commitments & Enforcement 
Action 80-20 per notice of violation 

NATLOCKi fT 0 Washington I'libiic Power Lupply System 03/10/19 
EMOELKEN, R H Region 5, Offire of Director I6pp 10003 J37 
Fiche DO 397. 83/ 10/19, Q3061 /Opj b 


0306100009 Addl response to rOlA request far documents dtd 020101 or 
after re 8ALP Forwards App A documsTits Dacuments also 
a va liable in PDR 

FEi-TDN, J H Division of Rules and Records 03/04/11 CLARK, R Sar. 
Francisco Examiner 3pp 10013 252 24X Fiche 50-000, 03/04/J I, 

030 6 IOC 009 


— 0306100014 SubmittJ schedule For Region V 3AUP Board mpetinq& For 
820920-030523 

ENflEL«EN, R H Region 5, Office of Director BP/03/19 
DENTON, H R Office of Nuclear Reactor Regulation. Director Ip 
l8alS 959 P4X Fiche 50-000, 83/04/1 1 , 0306100009 


0306010368 Furwards final respense to IL’ Dutletin 79-02, Rev 2 re 
reliability of pipe support base plates uuing concrete 
expansion anchor bolts in Seicinlc Category 1 piping sys 
Approx 10,000 Seicmlc Category 1 suppot is utillied 
CARLISLE, C S Washington Public Power Supply System 03/05/19 
MARTIN, J D Region 5, Office of Director 51pp 10602 001 SAX 
Fiche 50-397, 83/05/ 1 9, 0306010360 


030^3110430 IE Info Notice 83-32, "Ruptured Am-24 1 Sources ConiaiTied in 
Well Logging Device " Sve list cnci 

TAYLOR, J M Division of Safeguards it Inspection Progroms iPesi 
03O£O3> 83/05/26 Coiirol J dated Edison Co oP New York* liu 

125pp 18831.04 3 24 X Fiche 50' 000, 03/05/26, 83051 iO4S0 


8305110460 IE Info Notice 83-34, "Event NotiFicatlon Info Morlsheet " 
Sve li«t enc 1 

JORDAN* E L Division of Emergency Preparedness It Engineering 
Respo'nse IPcjat 8301031 83/0D/26 Consol i dated Edison Co oF New 

York, Inc llSpp 18732 005 24X FlCho 50-000, 03/05/26. 83051 X04£0 


8306020099 Ac k receipt of 03050b amended response informing NRC of 
steps taken to correct vioJations noted in IE Insp Rept 
50-397/02-27 

8TeRNBERe*D N Region 5, Office of Director 83/05/27 
CARLISLE, C S Washington Public Pouier Supply System Ip 
18691 S6S 24X Fiche 50-397, 03/05/27, 0306020099 


— 0306020 J 04 Amended response to NRC 030104 ltr re violations noted in It 
Insp Rept 90-397/02-27 Corrective actions reJnsp oP all 
large I, small bore-type bracket installations complete No 
addl reiLTork or welding requiied 

CARLISLE, C 8 Washington Public Power Supply System 83/05/05 
STERNDEROi 0 H Region 5, Office of Director 3pp 10691 263 
24 X Fiche 50-397*83/05/27,0306020099 


0306200503 Forwards IE Insp Rept 50-397/03-15 on 030503-05 No 
raoncomp 1 ianc e noted 

B00i<,H E Region 5, Office of Director. 83/05/27 CARLISLE, C 8 
Washington Public Power Supply System 2pp 19010 356 24X 

Fiche 50-397*83/05/27,8306280503 


— 8306280507 IE Insp Rept 50-397/03-15 on 030503-05 No noncompl iance 
noted Major areas inspected lab capability for performing 
chemical 6 radiac hemicai assays 6 adequacy of lab OA 
program 

NAMADAi 0 H , TEMPLE* G , WENbLAHSKI.F Region 5, Office of 
Director 03/05/27 5pp 19010 358 24X Fiche 50-397,83/05/27* 

0306200503 


0305110461 IE Info Notice 83-35, "Fuel Movement W/Control Rode 
Withdrawn at DWR» ■'* Sve list end 

JORDAN, E L iHvlsIon of Emergency Preparedness L Engineering 
Response (Post 8301031 03/05/31 Consolidated Edison Co of New 

York. Inc llApp 10732 200 34X Ft cho 50-000, 83/05/31, 0305110461 


8306280209 Forwards IE Insp Rept 50-397/03-10 on 030328-0408 Nd 
noneomp 1 iance noted 

aTERNBERe, D. d Region 5, Office of Director 03/06/02 
CARLISLE, C S Washinyton Public Power Supply System 2pp 
19015 047 24X Ftche 50-397,03/06/02,0306200209 


—0306200215 IE Insp Rept 50-397/63-10 on 030320-0408 No noncompl ianre 
noted Major areas inspected previously identified followup 
items bf coTist deficiencies in areas of concrete expansion 
anchor & safety-related electrical sys installation, 

ELIN, J P , DODDS, R.T Region 5, Office of Director, 03/05/23 
9pp 17015 049 24X Fi th e* 50-397* Q3/06/08, 0306280209 
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8306250334 Forwards lE Insp Kept 50-397/83-14 on 030401-30 & notice of 
violation W/o notice of violation 

STERNUERGrD M Region 5, Office of Director 03/06/03 
CARLlSLEtC S Washington I’ublic Power Supply System 2pp 
19001 203 a4X Fiche 50-397. OJ/06/03i 0U06280334 


— S3062e0341 IE Insp Ropt 50-397/03-14 on 830401-30 Noncomp 1 lone e 
noted failure to prevent damage to itistalled equipment ti 
failure to assure adequate repairs *» conformance to 
contamination tc concrete cover roquiTements 

TOTH. A D . rEH.,R A , D0UD3. R 1 Region 5. Office of Director 
B3/06/O2 14pp 19001 2BS 24XFichB 50-397.03/06/03.0306200334 


6306200516 Forwards lE Insp Repl 50-397/03-17 on 830401-30 No 
noncomp 1 1 one 0 noted 

STERNDEROi D M Region 5. affite of Director 83/06/06 
CARLISLE. C 8 Washington Public Power Supply System 2pp 
19017 189 24X FJehe 50-377.83/06/06.8306280316 


— 8306280021 lE Insp Rept 50-397/03-17 on 830401-30 No noncompl i ance 
noted Major areas inspected fuel receipt & storage, 
preop erat 1 onal teat program implementation & test wl tnessing 
& independent insp effort 

FEIL- R A , DODDS. R 1 Region b. Office of Director 03/06/0? 
app 19017M91 a4X Fiche 50-397.83/06/06,0306200916 


B305110464 IE Info Notice 83-36. '^Impact of Security Practices an Safe 
Operations “ Sve list encl 

JORDANrE L Division of Emergency Preparedness te engineering 
Response {Past 030103) 83/06/09 Consolidated Edison Co of New 

Vorkr Inc U9pp 10930 200 24X Fit he 50-000.03/06/09.0305110464 


0306200243 Forwards three listed roptc to expedite resolution of 8ER 
Outstanding Issue 13 re contiol sys fai lui es. in response to 
NRC Quesilono 031 135.137 6 130 

BOUCHEYi 0 D Washington Public Power Supply System 83/06/10 
SCHNENCCRi A Licensing Dranch 2 Ip 10901 304 24X 

Fiche S 0-397 . 83 /06/ 1 0. 830620024 3 


— 9306200247 "Cold Shutdown Power Dus Failure Analysis Rept *' 

WORTHAM. T B . KINSTON. P U General Electric Co 03/02/20 I30pp 
18901 305 24X Fiche 50-397,03/06/10,0306200243 


— 83062D0251 "Evaluation of High Energy Line Breaks Coniequen ti al 
Control Sys Failures (IE Info Notice 79-22 Summitry ReptL" 
PARKER. J E Washington F^ublic Power Supply System 83/02/20 
36pp 18902 043 24X Fiche 50-397.83/06/10,0306200243 


830 5110470 IC Info Notice 03-30, ’'Defective Heat Bintc Adhesive U 
Seiamically Induced Chatter in Relays Within Printed 
Circuit Cards " Ovc list oncl 

JORDAN, e L Division of Emergency Preparedness fit Fnginaering 
Response iPost 030103) 83/06/13 Consolidated Edison Co of New 

Yorkf Inc. llGpp 1G920 225 24X Fiche 50-000, 83/06/13, 03051 10470 


G3060900i0 IE Info Notice 63-37, "Trans former Failure Resulting From 
Degraded Internal Connection Cables " Ovc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response iPoet 830103) 83/06/13 Consolidated Edison Co of New 

York, Inc 243pp 10921 001 24X Fiche 50-000.03/06/13,0306090010 


8 306300371 Forwards IE Insp Rept 50-397/03-20 on 830516-20 No 
n onconp 1 iancB noted 

BTERNDEROrD M Region 5, Office of Director 83/06/15 
GARLiBLEi C 8, Washington Public Power 8gpply System 2pp 
19001 323 24X Fiche 50-397,83/06/15.8306280371 


— B3O630O3BO IE Insp Rept 50-397/03-20 on 830516-20 No noncempUance 
noted Major areas Inspected OA program, TNI iNUREQ-0737) 
activities, including Confirmatory Issue 22 6 independent 
insp 

WiLLElTrD J , DODDS, R T Region 5, Office of Oirecier 83/06/15 
7pp. 19001:325 24X Fiche 50-397. 03/06/15, 0306280371 


3306210240 Forwards IE Ngt Meeting Rept 50-397/83-26 an 030606 No 
n oncomp 1 lance noted 

BTERNOERG. D M Region 5, Office of Director 03/06/17 
CABLlOLEr C, 0 Washington Public Power Supply System Ip 
18917:015 24 X Fiche 50-397,03/06/17,0306210240 


— 0306210245 IE Mgt Meeting Rept 50-397/83-25 on 030606 No noncompliance 
rioted Major areas d i scussed* sys comp 1 etion. eng ineering l< 

1 tcenslng, qual ity verification 8 . test startup programs !< 
opertlons 8< planning Vlewgraphs end 

DODDS. R.T Region 5, Office of Director 03/06/16 130pp 

18917.016 24X Fiche 50-397.83/06/17,6306210240 


8305110475 1C Info Notice 83-40. "Need to Environmentally Qualify 
Epoxy Orouts tr Sealers ’’ Sve list end. 

JORDAN. E L Division of Emergency Preparednet i 1. Engineering 
Response {Fast 630103} 63/06/22 Consolidated Edison Co of New 

York, Inc, llDpp 19021 179 24X Fiche 50-000,03/06/22,0305110475 


0305110477 IE Info Notice 03-41. "Actuati-on af Fire Supprestlan 6ys 
Causing Inoperability of SaPaty-Rel a tod Equipment " 8vc list 
end 

JORDAN, E L Division of Emergency Preparedness tt Engineering 
Response {Post 030103) 83/06/22 Consolidated Edison Co of New 

York, Inc 120pp 18997 007 24X Fiche 50-000,83/06/22.0305110477 


0305110479 IE Info Notice 03-42, "Beactar Made Switch Malfunctions “ 
Sve list end 

JORDAN, E L Division of Emergency Freparedness & Engineering 
Respanse {Post 830103) 03/06/23 Consolidated Edison Co of New 

York. Inc 116pp 1B996 242 34X Fiche 50-000,03/06/23.0305110479 


8305110483 IE Info Notice 03-43, "^Improper Bettings of Intermediate 
Range < IR) High Flui Trip Setpoints *' Sve list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response {Post 830103) Q3/06/24 Consolidated Edison Co of New 

York, Inc ll6pp 19046 297. 24X Fiche 50 - 000, 03/06/24,0305110403. 


R Periodic operating reports $< related correspondence 


8306170215 Forwards IBth progress rept re review of completed 
safety— related uo-rk. per 000717 commitments & Enforcement 
Action 80-S0 per notice of violation 

MATLOCK., R Q Washington Public Power Supply System 82/10/19. 
ENOELKEN, R H Region 5, Office of Director I6pp 18803 137 24X 

Fiche 50-397, 02/10/19, 0306170215 


8 Reportable nccurrencss. LERs !< related correspondunct 


0306100122 Part 21 Bept 02-10 re path of ln-leakag< in H31V leakage 
control sys Path exists because valve not powered from 
critical bus Valve HS-V-i46 will be powered from critical 
bvf to assure that HSIV-ICS can perforn intended function 
CONNrW 0 Durns (< Roe Co 02/1 J 709 ENGELKEN,R H Region 5, 

Office of Director 4pp 10802 031 24X Fiche 50-397,02/11/09, 

0306100122 


6306070095 Interim Deficiency Repbs 316 6- 223 re gaseous release from 
RHR relief valve vents 4* inadequate standby liquid control 
sye, respec lively Final Deficiency Rept 232 re Improper 
Installation of RHR support pin receptacle also end 
CARLISLE, C a Washington Public Power Supply System 03/05/17 
MARTIN, J D Region 5, Office of Director 6pp. 1073? 129 24X 

Fiche 50-397,03/03/1710306070073 


0306010220 Final Deficiency Repts 229 it 254 re hangars not infitalltd in 
turned over HPCS sys 7 1 St Improper Ins tallatlQn of Lubrite 
a ssemb I les, resp ecfcively Interim rept 251 re Llmitorque motor 
operators w/motors supplied by Haldor end. 

CARLISLE, C 0 Washington Public Power Supply By stem 03/05/23 
MARTIN, JD Region 5. Office of Director 4pp 18673 005. 24X 

Fiche 30-397,03/05/23,0306010350 


8306240191 Part 21 Evaluation Rept 03-07 re improperly sized 
ovBfcurrent fuses in dc mator feeders Initially reported on 
030603 Puses sized for 223X of full load current will be 
provided for jogging pump 

VANDERDER, J J Burns it Roe Co 63/06/06 COLLINS, J T. Region 4, 
Office of Director 16pp 187B1 003 24X FIcha 50-397,03/06/06, 

8306240191 


8306270347 Rscommends delation of all refs to RHR steam condensing sys 
from end Interim Deficiency Rept 216 re RHR relief valve 
vents Steam condensing made of RHR sys util be deactivated 
B-OUCHEY, 0 0 WashlTigton Public Power Supply System 03/06/22 
BCHWENCER.A Licensing Drench 2 2pp 10993' 133 24X 

Fiche’ 30-397, 03/06/22, 0306270347 


— 0306270353 Interim Deficiency Rept 216 re RHR relief valve vents. 
Initially reported on B21D22, Re 1 lef valves will be removed, 
contalrimtnt lealtege path will be alitnlnated it steam 
condansing mode will be dsactivated Next rept by 030017. 

CARLISLE, C 8 Washington Public Power Supply System B3/O5/10 
MARTIN, J D Region 5, Office of Directar 4pp 10993’ 137, 24X 

Fiche 50-397, 03/06/22, 0306270347 


DOCKET 50-400 SHEARDN HARRIS NUCLEAR POWER PLANT, UNIT J 


A Appl 1 cat ton/c pnstruct 1 on stags documents L corrsEpondence 


8306140659 Summarixss 030128 meeting at plant sits re results of 
s elf-eval uatlon programs it to tour p lent. Meet ing beneficial. 
O'REILLY, JP Region 2, Office of Director. 03/02/09 UTLEYtE.E. 
CaralLna Power L Light Co Ip. 10033 360 24X 

riche' 30-400, 83/02/09, 8306140659 
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0306160657 Foruards Meclianical Engineentig Dranc^ requ&at for adtfl 
info Tt criteria used for design U const of piping supports 
in F8AR Clarification of codes & stds used for design & 
const required to complete revietii 

KNIOHTONi 0 W Licensing Dranch 3 63/06701 UTLEY* E E (orolina 

Power & Light Co 3pp 10894 353 34X Fiche 50-400,03/06/01* 

8306160657 


0306200017 Notification of B30615 meeting u/utll in Dethesda, HD to 
dijcuis issues re structural analysis ft consideration of 
soil structure interaction in analysis 

K^DAMBIfH P Licensing Branch 3 B3/06/D3 KMfCHfOWpO M 

Licensing Branch 3 3pp 10'/O9 1 IB 24X Fiche 50-400.63/06/03* 
B306300017 


8306270010 Notification of 830633 meeting w/util in Bcfcheada.HD to 
discuss applicant mgt organ! lationel 6 operational 
structure 

KADAWB1*N P Licensing Branch 3 03/06/10 KNIGHTON* G W 

Licensing Branch 3 3pp 10999 346 24X Fiche 50—400*83/06/10* 

6306270012 


0306200019 Summary of 030331 maetnig w/utils t Westlnghouse in 
Bethesda.HD re Nastinghouse analysis Ic evaluation of 
D4/D5/E steam generator mod 

HDPKIN9.U B Licensing Branch 4 03/06/14 Licensing Branch A 

22pp 10909 327 24/ Fiche 50-000*03/06/14*0306200019 


03O621OOOS Forwards addi info re FSAfl Amend 5 per NRC request Info 
includes responses to safety review questions* revs to reg 
guide positions in FSA0 Chapter i & revs to nuclear 
operations dept organl lation 

MCDUFFIE*MA Carolina Power ?t Light Co 03/06/17 DENTON, H R 
Office of Nuclear Reactor Regulation* Director ICOpp 10911 001 
24X Fiche 50-400* 03/06/17, 03 062 i 0002 


8306270113 Responds to 630421 Itr t, forwards design dneuments per 
S3020i~D3 meetings w/Mechanical Engineering Branch W/o and 
MCDUFFIE* H A Carolina Power L Light Co 03/06/22 DENTON* H R 
Office of Nuclear Reactor Regulation* Director 3pp 1690B ID3 
24X Fiche 50-400* 03/06/22, 03062701 13 


D NRC Draft/Final Environmental Statements* suppls correspondence 


03O626{>269 Informs that review of DE8 complete Major fee tors of envirnn 
concern to Soil Conservation Sve adequately covered 
OAHRETTjC a Agriculture, Dept of 63/06/22 Oiviecon of 
Licensing 2pp 19014 362 24X Fiche 50-400*03/06/22,0306200269 


E NRC Safety Evaluation Report (SER), suppls ■& correspondence 


0306060064 Forwards addl input to draft SER request for info re 
turbine missilee Items should be added to Met in Chapter i 
of draft BER as confirmatory iteme 

KNICHTONtO N Licensing Branch 3 03/05/24 UTLEV*E E Carolina 

Power 6 Light Go 3pp 1B7B7 300 24X Fiche 50-400*83/05/24* 

0306000064 


0306160272 Forwards change pages to -draft 3ER Changes cover turbine 
missl les» f uel design reactor metis* func 1 1 anal design of 
reactivity control sys 6 steam generator metis 

KNIGHTON. 0 W Licensing Branch 3 03/06/01 UTLEY, E E Carolina 

Power L Light Co 45pp 10972 172 24X Fiche 50-400,03/06/01* 

0306 1 60272 


8306000032 Fo rural rfs responses tn draft SFR Open Items ISA 1* J 5? i c 
mam condenser evacuation sys iMCES) capacity & MCF^ 
quality group coi relation w/Fieg Guide i 26 Group D 
MCDUFFILrM A Carolina Powei h Light Co 83/06/03 DENTON, H N 

Office of NueJear Reactor Rcqulation* Director Opp H3//3 005 
34X Fiche 50-400,03/06/02,0306090032 


0306070151 Forwards response to draft SEN Open I tuma 3^ 33 re 

irradiation sti engthened Zlrcaloy yield strengths 
predicted cladding collapse time, respcc 1 1 velg Rsspon'BB 
corrects 830319 submittal 

ZIMMERMAN, S R Carolina Pouet 6 Light Co Q3/06/D3 DENfllN, M -Tl 

Office of Nuclear Reactor Regulation, Director 3pP IB/36 I*A'l 

24X Ficbc 50-400,03/06/03,0306070151 


6306240463 Forwards results of NHC B3030/-1 1 structural audit of ploiil 
at Ebasco in Neur Yorli.Ny List of open items should b -u 
included In open items list of Chapter 1 of draft SI H 
KNrGHTaN*0 W Licensing Uianch 3 83/06/03 UTi-EY* E f Cornllma 

Power U Light Co IJpp 1099/ 244 24X Fiche 50-400,03/06/03, 

0306240463 


6306100180 Forwards revised response to draft BER Opun Item 34* i r 
identification of 3A-940, Class 1 6 2 matl used for clotnro 
bolting in reactor coolant pumps 

MCDUFFie,M A Carolina Power t* light Co 83/06/07 RENTON. H f? 

Office of Nuclear Reactor flcgulation, Director 2p p IBIlO'i, 2DJ 
24X Fiche 30-400*03/06/07,0306100190 


0306240467 Forwai ds open items list of resolve quest lonti ro quality 
group classification to be Included in draft SER as subitems 
nf Sectinn 17 5 

KNIGHTON. G W Licensing Dranch 3 83/06/07 UTLEY, E E G/ipdI me 

Power U Light Co 4pp 1B9W 096 24X Fiche 50-400*03/06/0/. 

0306240467 


0306240460 Forwards trip rept of geotechnical cngineci'irig B304JP H 
site visit & audit List of open items in rept shoultf he 
added to open items Hit in Chapter 1 of draft 9Eft 

KNIGHTON. O W Licensing Branch 3 03/06/10 UTLEY* E h. torDMua 

Power U Light Co 0pp IB998 088 24X Fiche 80-400* 33/06/ LO. 

0306240468 


6306160116 Forwards responses to Flower Bys Branch draft GER tJp-o?» (terr 
117 re cooling water leakage Impact of flooding fmm 
postulated breaks in moderot-o energy fluid sys have no 
adverse effects on diesel generator areas 

HCDUPF1G*H A Carolina Powei & Light Co 03/06/13 nENIflN, II R 
Office of Nuclear Reactor Regulation, Director £^PiP 19061 
24X Fiche 50-400, B3/06/ 13,83061601 16 


8306170224 Forwards responses to draft SLR Open Items 37*39 t 4J re- 
fracture toughness, exemption from testing four hoato of 
manual metal ai c electrodes & compMance w/Charpy V-'n-u'lch 
impact orientation reqitiremcntb, respectively 

MCDUFF1E*M A Caiolina Power L Light Co 03/06/14 DENTDN. U R 

Office of Nuclear Reactor Regulation, Director Gp p 10082 316 
24 X Ficho 50-400,03/06/14,8306170224 


9306200083 Forwards reeponse to F’ower Bgs Branch draft BER Open J ten 
126 re crankcase vent line Rupture or breakage of ci'ankcoso 
vent lino will not impede engine capability to start -or 
operate as required 

MCDUFFIE, M A Carolina Power $c Light Co 03/06/14 DENTON. If U 
Office of Nuclear Reactor Regulation, Director ap-p lOYOJ 343 
24X Fiche 50-400* 93/06/14, 8306200093 


8306060152 Forwards response to draft SER Open I tarn 210 re results of 
evaluation of chemical Si vol control sys (nalfunctl on event 
Transient scenario would not experience significant change 
except for delay of preisurixer low pressure trip 
MCDUFFIE* « A Carolina Power Si Light Co 03/06/02 DENTON* H R 
Office of Nuclear Reactor Regulation, Director 4pp 10720 097 
24X Fiche 50-400,03/06/02,8306060152 


0306200307 Forwards roaponsee to Containment Bye Branch draft bfff flpen 
Items 64 8* /I re containment pressure instrument lisioB tc 
containment leakage testing pTogram* recpectlvely Rebponaes 
to remaining open items forthcoming 

MCDUFFIE, H A Carolina Power Sc Light Co 83/06/14 DENTON. H H 
Office of Nucloar Reactor Regulation, Director 5p p 1G900 155 
24X Ficho 50-400,93/06/14,8306200307 


8306060202 Forwards response to draft SER Dp«n Item 306 r« rated load 
test sequence for diesel generator load acceptance teotlng 
FSAR Section 0 3 I 1 2 I4K will be revised as listed in 
future amend 

MCDUFFIE, M A Carolina Power h Light Go 93/06/02 DENTON* H ft 
Office of Nuclear Reactor Regulation* Director 2pp 18727:293 
24X Fiche; SG-400, 03/06/02, 6306060202 


8306210304 Forwards reeponse to draft SER Open Item J6G 
processing nys l« Item 176 concerning process conti'-ul 
program Absence of froe water will be verified by use 
process contral program per Tech Spec 3/4 11 3 
MCDUFFIE, II A Carolina Power ft Light Co 83/06/17 
Office of Nuclear Reactor Regulation* Director p 

34 X Ficho 50-400.83/06/17,0306310304 


re solid wa 
of 

DENTON, H R 
19918 I I J 


i* 


8306070122 Forwards response to draft SEfl Open Itam 162 ra process 4c 
effluent monitoring program 

MCDUFFIE, M A Carolina Power ft Light Cp 03/06/02 DENTON. H ft. 
Office of Nuclear Reactor Regulation, Director Spa 18739 2J0 
24X Fiche; 50-400* 83/06/02, 0306070122 


83062^70100 Forwards responses to draft SER Open Items P'70 ft 291 rm 
cunibined seismic ft dynamic loads to be used in qua I i P 1 ca tl on 
program & qualification of safety -re lated electrlto] 
equipment* respectively 

MCDUFFIE, M A Carolina Power ft Light Co 03/06/22 DENTON, 1 1 ft 
Office nf Mitcloar Reactor Regulation, Director 3pp. 1990(1, 110 
24 X Fiche 50-400*83/06/22,9306270100 
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930^)270217 T'ortiiards to (’ouiut Liianch dr.irt Items LOa?* 

t K, 120, 12a, 124, 304, 305, J07 8. 31 J DiI'qpI qenor.-iti»r 

training uJill be given to lircneed opera tors ^ operatinna 
lupervi sorg, mai nt C< QA/QC poTsontiel 

rtCDUFrlt,M A CdTolina Pqujdt 8« Light iu 03/06/2.* DCNTQN, M R 
Office of Nuclt'or Reactor Rcgiilation, Ihrcctor 1*»PP lU'VVl 233 
?4)C Fit he 50-400,03/06/22*0306270217 


030627024 1 forwards draft SEH Open Item 100, provld ing ref to 
C orresp ondence & status info Addl open items inr ludo NflC 
030411.0*103 ?i 24 Itrs, 6 tulecopird O list 1 tema, anri i t items 
It evaluation of TMl Item 111 I) 1 1 

MCDUFFIi;,M A CoTDlina Pouioi 8, Light Co 03/06/2? DCNftlN. tl R 
Office of Nuclear Reactor Requlation* Director 7‘?pp l&?a9 003 

^4X riche 50-400, 03/06/22. 03062/0241 


9306270272 Forwaids draft SCN Dpen Item responses for 0tructuiai 8c 
Geotethnical Ltuilnoering Draruh 

DCDUrFIE.M A farulina Power 8. Light Co 03/06/2? PENTUN, H R 
Office of Muclcar Reactor Requlation. Director 64pp 10790 075 
a4X Tithe 50-4 00,03/06/22.03062/027,3 


0306270440 Forwards response to Power Bgs liranch draft BER Open Items 
110 6 L13 re giowth gp alqae in diesel fuel oil storage tank 
& quality It reliability uf fuel oil supply for emoi goiicy 
diesel genci ator op orat i on, rospec tl vel y 

MCDUFFIE, N A Carolina Powei ?, Light Co 83/06/22 DENTON* H R 
Office of Nuclear Reactor Requlation* Director 3pp 19772 063 
g4X Fiche 50-4 00, 03/06/22. 0306;>7044fJ 


F Security, medical, emergency 8. fire pToierllon plans 


0306060112 F-orwards supplemental info to detailed contio) room deslq?) 
review svfnmarii repf "Human Factors Design Evaluation Rppt 
far Shear on Harris Unit i Control Rofifp, " per Oencric Ltr 
02-33 Eirota sheets to 021207 rept enc 1 

UTLEV, E i: Carolina F>owci 6 light Co OJ/06/Ol DLNlON.If R 

Office of Nuclear Reactor Regulation, Director V3pp 10722 170 
S4X riche 50-400,03/06/01.8306060112 


C Adjudicatory coirespondenca 


0306010355 Advises that negotiations on first set of i esponses to 
j hterrogatori os in progress Motion to compel will be issued 
if negotiations fail 

EDDLEMAN. U Eddlrman. N 03/05/26 KILILY.J Atomi r Bofety and 
Licensing Daard Monel Ip 10601 34/ 24X Fiche 50 400, D3/05/P6, 

2306Q103DS 


0306010307 Advises that scheduling of negotiations re sacotid set of 
responses to interrogatories iri progirr, c Motion to compel 
will be issued If negotiations foil 

EnDLCMAN,W Eddli'man. W 03/05/26 KFLitV, U Atomic 9oPi*ty and 
Licensing Doard Panel Ip 10601 340 24X Fiche 50-400. 03/05/26. 

0306010357 


6306010390 nesporise to VI Eddlemnn request foT production of documents 
contained in seneral Intcrrogatoi 1 es f* interrogotoi les on 
Contoint in-n s 64(f) & 67 (soennd sell 

O'NEILL, J II Carolina Power 8^ light (o O'NEILL, U H Bhaiu, 
Pittman, Totts & iTOwbridgii 03/05/2/ LDDLEMAN. VI tddlamoni W 
2pp lOAOa 17V 24X FlLhe 50-400,83/00/2/10306010390 


--9306010395 Response to W Eddlrman qoneial interrogatories 6 
inlerrug atari cs on Contentions 64<f) 6 67 (second spt) 

Af f tiFavi ts, Certi P icate of Svt 6 cor ti f itali on of counsel 
one I 

□ 'WEILl,,! H Carolina Powei 6 Light Ca D'NCILL.J H Ohow. 
Pittman, Potts 8, Trawbridgo 03/05/27 EDDLEMAN, W Eddlrmnn, W 
32pp 10602 101 24X Ficht. 50-400,83/05/27,8306010390 


6306010439 Memorandum 8c order, ruling on cost saving rontentinns, 
discovery disputer. 8< scheduling matters Informal djscussiona 
on proposed contentions between NRC, app I iconts 8, interveners 
prior to prehearing conference recommended 

DRJOHT.Q D , CARPENTER, U H , KELL EY, J I Atomic Dofety and Licensing 
Easrd Panel 03/03/27 26pp 1G679 276 SIX Fiche 30-400, 
03/03/27, 8306010439 


6306020175 Response to W Eddleman 030807 proposed Contention J61 re 
poaslblB malfunctions of Nos tinghouse |ib-4i6 circuit 
breakers Contention admissiblr per I0CFR2 /14(b) 

Ctrtificote of Svr end 

ROTHSCHILD, M U Nearing Drotich 1 83/05/31 Atomic Cafaty nnd 

Licensing ttoard Panel Spp 10671 004 24X Fiche 50-400,83/05/31, 

8306020175 


B306030336 Response opposing U Edd Leman proposed new Contention 161 re 
DS-416 circuit breaker* Proposed contention should be 
rejected or, al ternativelg, d ePerr ed pending H Eddleman review 
of proposed design change Certificate of Svc end 
O'NEILL, j H Carolina Power L Light Co O'NEILL^-U H Bhaui. 
Pittman, Potts & rroubridge 83/05/31 Atomic Safety and 

Licensing Board Pond 0pp 10706 165 24X Fiche 50-400, 03/05/31 , 

8306030336 


B306030337 Confiros that J O'Neill afe contacted to open negotiations 
TO applicant 030527 reoponse to Eddleman Interrogatories 64F 
6 67 Applicant responses incomplete 

EDDLEMAN. If Edd Inman, H 83/05/31 KELLY. J Atomic Safety and 
Licensing Doard Panel ip 18705 022 24X Fiche 50-400, 83/05/31 ■ 

0306030337 


0306070291 Responses to second set of interrogatories on 
Contentipn IVC Certificate of 3vc end 

O'NEILL. J H Carolina Power 6 Light Co D'MEILL, J H Bhau, 
Pittman. Potts it Trowbridge B3/O6/02 WlLBDN.ft Wilton, R 12pp 
10741 POa 24X Ficbe 50-400,83/06/02,1330 6070291 


0306070393 Memorandum 8, order mrmor i a 1 i 1 1 ng 830602 teltont Ic grAhting 
Interveiior request for ettensSon until 030607 to Pile reply 
brief on proposed expert qualifications 

KELLEV.^f L Atomic Safety aniS Licensing Board Panel 03/06/03 
Spp 10742 016 24X Flchc 90-400, D3/06/O3, 8306070393 


0306090149 Response to request far production of documents on 
Contention 45 Certificate nf Ovc 8^ Certification of counsel 
enr 1 

FLYNN, e F Carolina Power b l-lght Co 83/06/03 EDDLEMAN, H 
Eddleman, W 4pp 10772 219 24X FUhe 50-400.03/06/03,0306000149 


0306000160 Answers to first set of general interrogatories b 
i nterro-gatari es on Contantion 45 Certificate of Bve end 
Related correspondence 

FLYNN. 9 F Carolina Power b Light Co 83/06/03 EDDLEMAN, W 

Eddleman, W I5pp 18772 159 £?4X F i t h e' 50-400, 83/06/03, 

8306080160 


0306090222 Advises that negotiations to discuss 030603 responses to 
1 nteTTogatorles re Eddleman 45 (water hammer) will begin 
030623' Motion to compel will be issued if negotiations fall 
CDDLEMAN.H EddUrsan. W 03/06/06 KELLEY, J Atomic Safety and 
Licensing Board Panel Ip 10796 23J 24X Fiche 50-400.03/06/06. 

0306090222 


0306090225 Reply brief re qualification of interve-ner security ejrperts 
Plan review restrictions will not expedite matters Board 
requested to permit listed experts to review relevant 
portions of plan Certificate of Ovc enr 1 

(SREENULATT, 0 Aff 1 1 iat 1 on Unknown GREENBLATT. D Oreenblatt, D 

83/06/06 Atomic Safety and Licensing Board Panel I4pp 
10795 341? a4X Ficho 50-400,83/06/06,8306090225 


Q306100091 Requests c 1 or i P teat 1 on of "Joint Intervrnors” in order to 
direct next round of discovery requests u/spec 1 f i ci ty 8( 
efficiancy by B30630 Response requested within 10 days 
Related c orre spondcnce 5vc lii>i end 

BAXTER, T A Bhnw. Pittman. Potts 8. Trowbridge BAXTER. T A 
Carolina Power fr Light Co 03/06/07 PAYNE, M T Edalstein ic Payne 
4pp 18002 100 24X Fiche 50-400.83/06/07,0306100091 


8306230345 Advises of util request for identlf Icatian of author/authors 
of answers to Util Interrogator ies bvc list enc 1 
BAXTER, T A Shaw, Pittman, F’otts 8. Trowbridge BAXTER, T A 
CaraKna Power 8, Light Cq 83/06/16 EDDLEMAN, W Eddlemon, H 
3pp 19V42 279 24X Ficho 50-400.83/06/16,0306230345 


8306220090 Memorandum *t order ruling on intarvenor proffered security 
expert qualifications OJ Tuggle, >in (iaplesiL Stevens L 
ER Bleacher qualify as experts In respective fields, 

J Mactilo dlsqu.4l i Pi ed as erpert 

KELLEY, J L . ORKSTH. 0 0 . CARPENfER, J H Atomic Safety and Licensing 
Board Panel 83/06/17 llpp 10926 Bit 24X Fi Che, 50-400, 

83/06 / 1 7 . 03062BO 090 


8306220108 Response to second set of general intarr ogatoriai 8. 
interrogatories on Contentions 27 8« 37B 

DAUEEn. 0 D Carolina Pouer & Light Co DAUSERiD D, Ghow, Plttmafir 
Potts L Trowbridge 83/06/17 EDDLEMAN, W Eddleman, W, n9pp 
10926 257 24X Fiche S0--40O, 03/06/17, 8306220100 


0306220111 Response to second request Par production of documents on 
Contentions 29 8c 37B Notice of app earanc i, Car t i f 1 c a te of 0vc 
it certification of counsel enc 1 

DAD8En,D D, Carolina Power Sc Light Co BAU0ER, D, D Bhaui, 

Pittman, Potts L Trowbridge 83/06/17 EDDLEMAN, W Eddleman. W 

lOpp 1092/ 006 24X Fiche 50-400,03/06/17,8306220108 



276 


DOCKETED ITEMS 


630^SSOJ29 Ffjrwarda executed LI LofllT> & LB WiJsoh af P» vi ts. Per 
inclu-Blen in util 83aSlO respunae to R UllBon 
Interrogatories on Contentions Ifs) - <i(t).l<e) - <P) Svf 
Iltt end Related c orreap onif enr e 

CARAOMjH Carolina Power It Light Co 63/06/17 KLLLbV,JL * 
8filOHT»P 0 I CARPENTER. J H Atomic Safettj and Licrniaing Board Panel 
4pp 1H92A 103 24X Flche SO-400. 83/06/1 7. 63062201 25 


G306&703D7 Responioa to NRC DES DtS does not impact contentions on 
la'fety^ntgt capab i I i ty< s ec ur t tM or emergencg planning 
EODLEMANi W Eddletnan. M 63/06/20 3..pp 16995 238 24X 

F i c h e 50-400. 03/06/ aO, 6306270307 


— 8306370313 Afliended interrogatory respoDaes Certificate of Svc ericl 
EODLEMAN. W Eddlemanj (4 03 / 06/20 Carolina Power 6 tight Co 

2pp JB99S 264 24 X Fiche 50-400. 63/06/20, 6306270307 


8306270402 Advises of attempts to open neg atiat Lons re interr ogator ie s 
on Contentions 29 & 370 ^fegati ations toll time for motion tn 
compel, uhich will folloui uxthin 10 days of failure of 
negotiation 

EODLEHANrW Edrfleman. W 63/06/22 MELLEiY. J Atomic Safety and 
Licensing Board Panel ip 10994 |49 84X Flche 50-400. 03/06/28* 

8306370402 


0306280090 Response to \4 Edd lemon tt viol rat Intervenors Q30506 
interrogatories Prof qualifications U Certificate of Svc 
epc 1 

BARTH. C A Hearing Granc6 I S3/06/24 BDDLEWAN. If Eddlrman. 41 
i85pp 19000 288 24 X Rich o' 50-400. 03/06/24* 6306380090 


6306390361 Responds to 630616 Itr re discovery issues Names of oiperls 
providing Info to N Eddleman will not he provided since 
iiceptlonal circumstances not demonstrated Certificate of 
Svc end 

eODLEMAN. W Eddleman* if 63/06/25 BAXTER. T 6hau. PJttman. Pottr 
& Troubridge lOpp 1903S>P2/ 24X Fiche 50-400.63/06/25. 

8306290361 


6306390331 Motion for extension until 630720 to file oddl 
intirragatorlis on environ coT>teint i or»s 4e bddleman 
Contentions 29 Si 376 

EDDLEMAN* H Eddleman. If 63/06/26 Atomic Safety and Licensing 
Board Panel 4pp 19053 204 24X Fich 1 ^ SO- 4 00* 03/06/26. 0306S703G 1 


630629039 9 Motion io esiatlish schedule for responses to If Eddleman 
pleading on 0E9 Regueste ■deadline date of 6307OJ be extended 
to 830708 Certificate of Svc etiel 

BAXTER* T A Carolina Power St Light Co BAXTER. T A Shaw. Pittman* 
Potts & Troubridge 83/06/27 Atomic Safety and Licensing Board 
Panel Spp I905S 269 24X Flche 50-400, 03/06/27, 0306290395 


0 Inspection rsportsi IE Bulletins St corr esponcteTice 


B306140D99 Confirms 830510 mgt meeting in RaleightNC to review 6ALP 
program (first phase) results, per 630412 telcon Prppesed 
agenda end 

LEH18.R, C Division of Project & Resident Programs 03/04/29 
UTLEY, E E. Carol Ind Power & Light Co 3pp 1663? 093 LMX 
Fiche 50-000, 83/04 / 29, 83 06 1 40399 


0306140360 Forwards IE Insji Repts 50-400/03-17 I* SO-401/03-17 on 
030503-06 No noncomp li anc e notrd 

VERRELLl, D H Division of Project l< Resident Programs 03/05/24 
UTLEV,E E Carolina Power 8t Light Co 2pp IB032 IP4 a4X 
Fiche 50-400. 83/05/24, 03061 40360. 


—0306140375 IE Imp Repts 50-400/03-17 t« 50-401/03-17 on 030503-06 No 
noncDfflp] lance noted. Major areas inspected In-dependent insp 
effort, flee trlcal work (cable St terminat I one ) 6 work 
activities 6 inspector followup item 

OIB8ON0, T 0 Region 2, Office of director CONLON, T E 01 vision 
of Engineering k Radiological Safety Programs 03/05/20 3pp 
10032, 136. 24X Flche 50-400,63/05/24,8306140368 


B30S110456 IE Info Notice 03-82, "Ruptured Am-24I Sources Contained in 
Well Logging Device Svc list end 

Taylor, J.M. Division of Bafeguard* St Inspection Programs (Post 
030103} 03/05/26 Consolidated Edison Co of New Yort. Inc 
i2Spp 16031 » 043 24X Flche 30-000, 03/05/26, 83051 1 04 50, 


0305110460 IE Info Notice 03-34. "Event Notification Info Norisheet ” 
Svc list entl 

Jordan. E. L, Division of emergency Prepar ednees Si Engineering 
Response iPosfr 830103) 93/05/26, Consalldated Edison Co of New 

Yorfcr Inc, llSpp 10732 065. g4X Fiche 50-0D0, Q3/05/26, 03031 10460 


0305110461 IE Info Notice 63-33* "Fuel Movement W/Control Rodr. 
Withdrawn at BWRs " Svc list end, 

JORDAN, E.L Division of Emergency Preparedness & Engineering 
Rtsporsv (Post 630103) 63/05/31 Cansol i dated Edison (,o of New 

York, Inc. 116fp J6732;2O0 24X Flche, 50-000, 03/05/31 . 03051 10461 


6306140483 Acic receipt of Q3060c’ Itr info, mi ng NRC. of strps taken to 
correct violations noted in 11 Irisp HepL ‘iO-400/03 07 
VERRELLI.D M Division of Pin jot t ?< Ht si dent Proqi amt, 83/06/01* 

UTLEY. E E Carolina Powe, 6 Light Co ip 10033 110 24X 

Fiche 50-4 00. 0v7/06/O2.83{)6J4 0403 


— "B306i40490 Responds to NRL 0J0412 Iti it violations noted in If Intp 
Rept 5O-4O0/G3 0/ Violation denied A'.ML bection III. 1971 
Ed 1 ti on. Summer I97J addendum requiir® no spec if it 
documentation For upgrading componenLu 

PAFlSONb. R M Carolina Powti & Light Co 83/05/13 Q'RINLV.JP 

Region a. Office of Oirecloi Jpp 18U33 IIV ^^4X 

Fiche 50-400. 63/06/02, Q3061404DT 


— 830614049b hoiuiords -corrected pagp J tf. IE Insp Ropts 50-400/03 0/ I, 
50-401/03 07 submitted w/0304l«f 111 

LEWIS, R C Division of Project *, Resident Programs 0J/O4/JH 

UTLEY, E L Carolina Pinucr t. Light Co Jpp 1QR33 121 JAY 

Fiche 50-400. 63/06/02, 0306140403 


— 0306140499 forrocted Page 3 tu IE Insp Ropts 50-400/03 07 L 
SO-401/03 07 

» Division of Engineennq tt Radiological Safety Programr. 
03/04/18 Ip 16613 132 24X Fiche 50-400. 83/06/02. 03061 40483 


—0306140503 ruruiards IE Insp Repts 50-400/03-07 L 50-401/83 0/ on 
B30300-I1 St notice of violation 

LEWIS, R C Division of Projpcfc ?< Resident PragrnmR Q3/<J4/IP 

UTLEY* C r Ciirolina Pnupr & Light <o 2pp I8D31 123 24X 

Fichu 50-400.63/06/02.0306140403 


— B306140507 Notice of violation from iiisp on 030300-11 

* Region a. Office of Director 00/04/12 Ip 10033 ll'‘i 24 X 
Fiche 50-400. D3/06/02. 8306140.103 


—6306140512 IE ln«p Repts 50-400/03-07 t< 50-401/03-07 on 030100-11 
Noficomp t lance noted documentation not available to confirm 
that matl had been upgraded to meet Llass 1 requirements 
MCFARLAND. C R « JACHSON. L N Region 2. Office of Directoi 
UPRIOHTjC M Division of Enqineeiina 8, Radiological Safety 
Progroms 03/04/00 I2pp 16033 126 a4X Fiche 50-400.03/06/02. 
9306140403 


8305110464 IE Info Notice 63-36. 'Mflipc-ict of becurity Practices nii Lafe 
Up e ra ti on r> " 3vr list end 

JORDAN* C L Division of Lmergenry Prepat edness 6 Engineering 
Response (Ppcb 030103) 03/06/09 < tnir.ti 1 i dated Fdison Lp of Npw 

York, Inc HVpp 16830 200 24Xrirhe 50-000, 03/06/09. 01051 1 04fi4 


G305110470 IE Info Notice 83-30. "DefoLtive Heal Sink Adhesive fc 
Guismically Induced Chatter in Relays Within Printed 
Circuit Cards " 3 vl list end 

JORDAN* 6 L Divisiun of Emergency F^reparedness 8< End itieeniig 
Rusponsu {Rust 630103) 63/06/13 Consol iJated Edison Cd nf New 

York. Inc llUpp 18920 22b 24X Fiche 50-000.63/06/13.03051104/0 


6306090010 lE Info Notice BO-S/. '’1 ransf ot mer Failure Resulting Piom 
Degraded Intel nal Connection (abJes " Eve list end 
JORDAN. C L Division of Emergency Preparedness 6 rnginoering 
Response (Past 030103) 83/06/13 Can&olidated Edison Co of New 

York* rnc 243pp 10921 001 24X Fiche 50-000.03/06/13.0306090010 


0306290^24 Appreves issuance pf SALP rept Nates impruvr went in 
saf efcy-rel atod ac 1 1 vi ties . emei qericy preparedness St 
security safeguards Weaknesses in OA program will be 
moni tar-ed 

□ "ftEILLV. J p Region 2, Office of Dliector 83/06/14 UTl EY. L F 
Carolina Pawnr St Light Co bpp 24X riche 50-000.03/06/14. 

8306290524 


— 0306290531 Forwards SALP Ropts 50-325/85-09. 50-324/03-09. 50- 261 /83-0/, 
50-400/03-10 & 50-401 /03-1O fei Jan 1702 - Jan 1903 
Evaluatien will be discussed in Ralelqh.NC on 830510 
LEWIS. R C Division of Project St Resident Programs 03/05/03 
UTLEY, E C Carnlina Power k Light Co ?pp 24X 
Fichu 50-000* 03/06/14. a306370b?4 


— 0306290537 SALP rept for Jan 1982 - vJan 1903 

# Region 2, Office of Dlreilot 03/05/03 64pp 24X 
Flche 50-0D0* 03/06/14. 8006290524 


— 8306290553 Responds to 030503 EALP rept for Jan 1982 - Jan I9fl5 Re dined 
NRC attention may be appropriate for Category 1 re file 
protect I an. NRC attention should be maintained at normal 
levels Par emergonty preparedness 

UTL£V*6 E Carolina Power «, Light Co 83/05/20 O'REILLV.J P 
Raginn S, Office of Director 16pp 24X Fiche 50 -ODO. 03/06/ 1 4. 
9306390 5?4 
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-~03O629O5Dt> Forwiirdtj rep lac Papr 2 to Attachment l' of lir 

uhich C-onifTirntcd un SALP ipftl 

EUnv, L CaruUna Poiuer h I lyhl Cn 03/05/27 O^ftClLLY, J P 
PegiUTi 2, Office of Oirocloi t-'pp 24X Fiche 50-000 1 03/06/ 1 4i 
0306290024 


e305iS04/5 IE Info Notice 03-40, "Need to Environmental 1 v QuoliPy 
Ep.oiy Grouts h Sealers '■ 5vt list ont 1 

■J OR DA Ml E L Division of Lmeioency Preparedness & Engineer i nq 

Response IPost 030103) 03/06/22 Consolidated Edison Co of New 

Vorfc. Int 115pp 19021 179 24XF»rhe 50-000,03/06/22,0305110475 


8305110477 IE Info Notice 83-41, "Actuation of Fire Suppiessiun 0ijs 
Causing Inopci ob 1 1 1 ty of Saf ely-KrlaictJ b<iulpment “ Bve libt 
end 

JORDANi t L Division of Cmei gency Preparedness it hngineerliig 
Responflo {Post 030103) 03/06/22 Ccnsolldated Edison Co nf New 

York. Inc iSOpp 18997 00/ 24X Fiche 50-000, 03/06/22, O JOS 1 J 0477 


63031104/9 IE Info Notice B3-42, "Fieactor Mode Switch Hal func 1 1 otis *' 
8vc list cnc 1 

JORDAN, E I Division of Lrnei {ienci| Preparedness & brigineer i nq 
Response fPost 030103) 03/06/23 Consolidated Edison Co of New 

York, Jni 116pp 1B996 242 24 X Fit he 50-000.03/06/23,8305110479 


8303110483 IE Info Notice 03-43i "Improper Bottlngs of In temeiliaiii 
Range (IR) High I lux Trip Betpnirits “ bivc list end 
•JORDAN, E I Division of Lmerpency Preparedness St Engineering 
Response CPcist 030103 ) 03/06/24 Consolidated Edison Co of New 

Vork, Inc ll6pp 17046 29/ 24X Fiche 50-000,03/06/24.8305110403 


8306090242 Betond interim rept.ltfim 117, re welding deficiencies on 
Class Ib 6 9 kJ circuit breakers Initially reported on 
830211 All breakers returned to vendor far fabrication 
Also reportable under Part 2J 

PARSONS, n M Carolina Power 8, Light Co 83/03/31 O^RCILLY, U. P 
Region 2, Office of Director 4pp 10793 332 24X 

Ficho 50 400,83/05/31,8306090242 


8306090046 Interim iloflcien<y rrpb re failure to perform verification 
of anchor bolt matl type when tags lost ( I tam 131) Initially 
reported on 030503 Evaluation uf anchor bolts continuing 
Submittal of rept an r epor tab i 1 i ty extended until 830005 
PARSONS, R W Carolina Powei & Light Cn 83/06/01 D^REILLY/J P 
Region 2, Office of Director Ip 1Q793 207 24X 

Fiche 50-400,03/06/01,8306090046 


0306090180 Third interim deficiency rept re reactor protection sys 
failure following secondary high energy line rupture 
Initially reported on S00707 Insulation of steam generator 
ref leg underway Also reportable pei Port 21 

PARB0N8,R H Carolina Power «< Light Co 03/06/01 O'REILLY, J P 

Region 2, Office of Director 4pp 10792 271 24X 

Fiche 50 '400, 03/0 6/0 1,8306090180 


B306090191 Third interim deficiency rept r« potential damage to safety 
injection charging pump following secondary side high energy 
line rupture (Item 38) Initial ly reported on 600707 
Resolution under review Also reportable per Part 2i 
PARSONa.R M Carolina Power «,L.loht Co 03/06/01 D'REILLY.JP 
Region 2, Office of Director 4pp 10796 086 P4X 
Fiche 30-400,03/06/01, 9306070191 


S Reportable occurrences, I.LRs S, i elated correspondence 


8306010120 Interim rept re welding deficiencies in Class Ib auxiliary 
contra! panels Initially repoi ted on <i30401 Welds repaired 
Vendor comments tt analysts faithcaming Final rept will be 
submitted by 830726 

PARSONS, tt M Carolina Power & Light Co 83/05/25 O'REILLY, J P 
Region 2, Office of Director 4pp JR6/4 021 24X1 

Fiche 50-400, 03/05/25, 03O6O1OJP8 


8306010422 Interim deficiency rept re Ooiild,Inc Class IE 480 volt motoT 
central c tr protective grommetit Initially reported t»ri 
830425 tfork underway to implement listed corrective actions 
Next rept by 8JI316 Also reportable per Port 21 

PAnSDN0,R N Carolina Power |< Light Co 03/05/25 n'RElllY, J P 
Region 2, Office of Director 4pp 10679 324 24X 

Fiche 50 -4001 03/05/25, 830601 0422 


8306070217 Interim ropt re item 105, Uirld dericlcncios In auxiHniv 
relay cabinets Initially repoi ted on 8LM 101 Apparent 
deficiencies evaluated by vendor Cabinris acceptable I, 
telsmlcaliy qualified Next rept will be submitted by 030729 
PARSONS. R M Carolina Power h Light Co 03/05/26 O'REILt Y, J P 

Region 2, Office of Director 4pp J0747 041 24X 

Ficho 50-100,03/05/26, 0306070217 


8306070231 Interim deficiency rept re main i eactor trip breakers design 
discrepancy Initially reported on 83042/ Wcstlnghoose will 
replace undervoltage attachments, to accommodate new 
retaining ring Also reportobli per Pail 21 

PAftBDNa. R M Carolina Power U Light to 03/05/26 O'REIIlY, J P 
Region P, Office of Director 4pp 18/46 103 P4X 

F i c he 50-400, 03/05/26, 0306070}' ll 


0306070366 Interim deficiency repl on bolted structural connoctlDns 
(Item 112) Initially reported on 830426 Addl training 
conducted for insp it craft pei sannel re insp h ereibinn of 
structuiaL steel final rept by 040120 

P ARSONS, « M Carolina Power R Light Co 03/05/26 O'RCILIY, J P 

Region 2, Office of Director 4pp 10741 300 24X 

Fiche 50 400,03/05/26,0306070366 


8306070309 Interim deficiency rept. Item 102, re grease in friction type 
structural connections Initially reported on 020915 Reinsp 
■of turbine h containment bldgs completed Froredures revised 
Final rept by 840120 

PARSONS, n M Carolina Power t< Light Co 03/05/26 O'REILLY, J P 
Region 2, Office of Director dpp 10/42 019 24X 

Fiche 30-400.03/05/26,0306070309 


8306070400 Interim deficiency ript re Itxm 92, bolted structural 
connections w/exceaslve gape & ARIfl A32'> nuts on ASTM A490 
bolt# Initially reported on Q20702 Reinep of turhinr h 
containmont bldgs completed Next ropt by 040120 

PARSONQ.fl M Carolina Power A Light Co B3/0S/26 Cl'REll LY, J P, 
Region 2, Office of Director 4pp lB/4i 350 P4X 
Fiche 50-400, 03/05/26, 0306070400 


0306090251 Final deficiency rept re Item 11?, Boismlc Class I 
e 1 ectr 1 cal, HVAC •& conduit supports Initially reported on 
830303 Item not Teportabl# und-pr lOCFftSO 55(e) 

CHlANGlrN J Carolina Power L Light Co 03/06/01. O'REILLY, J P, 
Region 2. Office of Director Ip 18795 292 24X 

Fiche 50-400, 83/06/01, 0306090251 


0306100230 Interim deficiency rept re Item 127. shop weld defects in 
ITT Harnmel Dahl chilled water valve Item also reportable 
under Part 31 Volvo returned to manuf ac turer Final rept 
expected by 030901 

PARB0N9.R N Carolina Power t< Light Co 03/06/03 O'REILLY, J P 
Region 8, Office of Director 4pp 10007 194 24X 

Fiche 50-400,83/06/03,8306100258 


B306100254 Second Interim rept on Item 104 re defective welds on 
480-volt switchgear supplietf by Dt own-Doveri Electric Co. 
Initially reported on 830304 Hejor defects repaired Minor 
defects to be modeled in upcoming seiimic test 

PARSONS, R M Carolina Power tt Light Co 03/06/03 O'REILLY, J P 

Region 2, Office of Director 4pp 1800/ 03B 24X 

Fiche 50-400,83/06/03,8306100254 


0306200116 Addendum i to final deflcte-ncy rept. Item 91, re welded studs 
an tmbeddeif strip plates Any testing pet formed by site 
receipt Insp unit Is in. excess of cod* requirements since 
same procedure revealed problem 

PARSONB, R M Carolina Power S, Light Co B3/06/09. O'REILLY, %J P 
Region S. Office of Director Spp 18903 250 24X 

Fiche. 50-400, 03/06/09, 83062001 16 


0306200200 Addendum i tn B00220 final deflnciency rept re lamination 
in maint rail support plates (item 28) Info provided to 
justify not conducting addl insp of elrnilaT matl 

P ARGONS, ft H Carolina Power I, Light Co 83/06/09. D'RE1LLV,J P 
Region 2, Office of Director 2pp IB903 198 24X 

Fiche 50-400,03/06/09.0306200200 


0306270223 Interim deficiency L Part 21 rrpts re boric acid transfer 
pumps, Nestinghouse Shop Order 205, Item 113 Initially 
reported on 830113 Support baiting will bo replaced L gusset 
stiffener spot welds supplemented by 030901 

PARDONS, R M Carolina Power b Light Ca 03/06/14 O'REILLYiJ, P 

Region 2, Office of Dlrectur 4pp 18990 227 24X 

Fiche: 50-400,83/06/14, 0306270223 


0306280088 Deficiency rept Item J2B re welding defects in emergency sve 
water etrainers supplied by RP Adams Initially reported an 
830408 Cunditlon not reportable per 10CFR50 55C0> or 
Part 2J 

CH1AN0I,M J Corollna Power fi< Light Co 03/06/16 O'REILLY* J. P 
Region 2, Office of Director ip 1900J.136 24X 

Fiche- 50-400, 03/06/16. 03062 0OO8B. 


8306280463 Interim deficiency rept re Item 121, welding deficiencies In 
main steam/fotdwater support frames. Ini tia Hy reparted on 
B3031B Extension requested until 830715 to submit complete 
evaluation Also reportable per Fart 21 

PARSONS, R H Carpi ina Power S, Light Cn. 03/06/17 O'REILLY, J P 
Rejiion 2, Office pP Director. Ip 17U1B 294 24X 

Fi Che. 50-400, 03/06/17. 0306200463 
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03O'63OOJ9a Fimel Part 21 r«pt on rttm 133 tp saFetij injection valves 
made aF carbon steel instead oF stainlefiS steel Initially 
reported on Q30S?<t Valves of correct fn*itl reordered !< 
incorrect valves retagged 

PARSDNSiR H Carolina Power & Light Cu 33/06/22 D'OElLLY^JP 
Region 2. Office of Director 4pp 17322 187 24X 

Fiche SO- 400 1 83/06/22, B30A300J 72 


V Operator Ljamina tions 


G306140132 Requests approved ref miatl to operator exck*(is by 83U425 
Hissing deadline uill result in delay in admlni s ter ing 
evams Applications should submittetf at least 60 days 
prior to first exam scheduled for Q306J3 

VfRHELLIiD M Division of Project & Resident ProyraiTvs 83/04/08 

FURRED Carolina Pouer I, Light Cn 3pp 1BB39 0D6 24X 

FUhe SO- 40 O 1 83/04/08, 9306140132 


DOCKET 50-401 a>IEARDN HAHRIS NUCLEAR POUrU PLANTi UNIT 2 


A Application/canstruc ti on stage documents correspondence 


S306140657 Summartics 03O12D meetiTig at plant site ro results of 
s a 1 f~evaluat i on programs 6 to tour plant Meeting beneficial 
O^REILLYiJP, Region 2i Office of Darretor S3/0P/09 UTi EVj E F 
Carolina Pouier & Light Co Ip 18833 360 24X 

Fiche 50-400J 93 /02 /09i a 306 140659 


8306160657 Forwards rtechanlcal Engineering Rranch request for add 1 
info re criteria used for design If const of piping supports 
in FdAR Clarification of codes 6 stds used for design 
const required to compiata review 

KN liJHTONi 0. W Licensing Branch 3 □3/06/01 UTLFViC E Carolina 

Power & Light Co 3pp 18884 35J 24X Fiche SO-400. 83/06/01. 

8306160657 


9306200017 Notification of B306I5 meeting u/util in Detliesda. K9 lu 
discuss issues re structural analysis t cunsi deration of 
soil structure interaction in analgr.is 

KA0AN8I.N P Licensing Drontli 3 83/06/03. KNIGHION, 0 H 

Licensing Branch 3 3pp 1C709 118 TAX Fiche 5 0- 400 » 83/06/03, 
8306200017 


B3062700L2 Notification of 830623 meeting u/util in DethesdaiHD lu 
discuss applicant mgt organizational 6 operational 
structure 

KADAMBIiN P Licensing Branch 3 83/06/10 KNIGHTON. O W 

Licensing Branch 3 3pp. 18799 346 24X Fiche 50-400, 03/06/10. 

9306270012 


8306200019 Summary of B30331 mos'iing u/utlls it Nestinghousp in 
J]eth#»da,M0 re Wsstinghouse analysis N evaluation of 
94/D5/C steam generator mod 

H9PKIRS, J D Licensing Diranch 4 83/06/14 Licensing Dranrh 4 

22pp I09OQ 327 84 X Fiche 60-000. 93/06/ i 4. 8306200019 


8306810002 Feruards addl info re F8AR Amend 5 per NRC request Info 
Includes responses to safety review quest i ons. revs to rug 
guide positions in FSAH Chapter i l< revs to nuclear 
operations dept organ! lat 1 on 

MCDUFFIE, N A Carolina Power tc Light Cu 03/06/17 DENTON. H R 
Office of Nuclear Reactor Regulation, Director llOpp lOVII OOJ 
24X F i C h B ; S 0 -400. 93/06/ 1 7 . B306S 1 0002 


8306270113 Responds to 630481 Itr Ic forwards design documents poi 
830201-03 meetings u/Mechani co 1 Enganecfing Branch W/o enc 1 
MCDl^FIEiM A Caialina Power h Light Co 83/06/88 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 3np 18790 J03 
ZAX Fiche 50-400. 03/06/22.8306270113 


D. NRC Draft/Final Environmental Gtatomeiiti. suppls L cprrespondendp 


0306230267 Informe that review of DEB complete Major factors af onvirnn 
concern to Soil Conservation 8vc adequately cavcml 
OAflRETTiC A Agriculture, Dept of 03/06/22, Division of 
Licensing 8pp 17014 368 24X Fiche 50-490,83/06/22,0306880269 


'IC Safety Evaluation Report (SERI, supple & correspondencr 


sddl input to draft SfR E< request for infp ie 
temi should be added to list In Chapter i 
‘irmatory items 

lug Dratith 3. 83/05/24. UTIFY. E E Carol ina 

p. 18/07 300 84 X Fiche 50-400.83/05/24, 


9306160272 Foiujaida change paqe^ to diaft 31 l< Changes cover tiirhiire 
m 1 s si le £-1 f UL> 1 design recictur mrtl s, Func ti unal dcsiqn of 
reactivity cniitrnl sijs * nioiim qeue-ratoi metis 

KNIGHTON, G U Licensing Uionih 3 D J/O6/0I UTL[ V, E L {aitilliit^ 
Power I< Light Co dSpp JOCi/n' 172 Tithe 90-400,03/96/01, 

0306160 ,.'78 


0306060158 Forwards response to draft bLR Open Item 210 re results uf 
evaluation of chemical vol icnitTn-l malfunction uvoiit 

Transient soeiiano would not txprnenri significant rhaneje 
except for delau of ptessuriift low picssure trip 
MCDOFFIL, M A Coiolina Powei I, Light in 03/06/08 DENTON, H R 
Office of Nuclear Reactor Regulation, Idructor 4pp IB/i'd 07/ 

24 X Fichp 50-400, 03/06/02, 03060601 ■>2 


0306060208 Forwards response to draft Sf-M Open Item 306 re rated load 
tost sequence fui diesel qenciator load acceptance testing 
FSAR Section Q3 1 12l4Kwill be rt'Vi«.ed as listed in 
future amend 

MCDI/Frir.iN A Caiolina Powei h Light Cti 83/06/02 DENT UN, H h 
Office of Nuclear Reactor Regulation, [Jirector Ppp 1872/ 293 
84X Ficho 50-400, 03/06/02, □J06060202 


6306070132 Forwards response to dr^ift SLR Upon Item 102 re pvuLi 8c 
effluent mom boring program 

MCDUFFIL.M A Caiollna Power ?< Light (o 03/06/0P DENTIJN, f| R 
Office of Nuclcor Reactor Regulation, Dtrectiir 2pp 10/3V ,/ji> 
a4X Fiche 50-400,03/06/02, □306070182 


B306D80038 Foruards responsos tu draft LLii Open IternT 156 6 Ih/ re 
main condenser evacuation sgs <M(TS> capacity S, MCi R 
quality group coi relation u/Rr g Guide 1 26 Group D 
WCDUFFlCiM A Carolina Powoi J, Light Cci 03/06/01* UCNKJN, H R 
Office of Nuclear Reactor Regulation, Director 3pp 1B//'I 005 
24X Fiche 50-400.03/06/02,0306000032 


6306070151 Forwards response to draft Sl.i< Open Items 32 l< 3 J 1 e 
irradiation sbvenqtheired Zircaloy yield stiengths !< 
predicted cladding collapse time, resper 1 1 vel y Rosponsu 
corrects 03O51G submittol 

ZCHMERMANiB I? Carolina Power Light Co 03/06/03 DEN ION, il l< 
Office of Nuclear Reactor Hequlation, Direr tor 3pp lB/36 263 
24 X Fiche 50-100.83/06/03,8306070151 


D3O6S40463 Farurards results of NRC 030307-11 structuiol audit of plorat 
at E 60 BCD in New Vork.NY List of open items should be 
included in open items list uf Chaptei 1 of draft STR 
KNIGHTON. G W Licensing Drouth 3 03/06/03 UTl.CV.E C LaioUna 

Power L Light Co lipp 1099/ 244 24X Fiche SO-400. 03/06/03, 

8306840463 


83061001BQ Forwards revised response to draft BER Open liom 34. tp 
I dentification of 8A-540,Cla5s 1 it 8 mjtl used for closure 
bolting in reactor coolant pumps 

MCDUFFIE. M A Carolina Power ft Light Cn 03/06/07 DENTON,!! R 
Office of Nuclear Reactor Regulation, Director Ppp U9D0V 2nj 
34X Fiche 90-400. D3/06/07, 0306100100 


930684046/ Forwards open items list of resolve questions re quality 
group classification to be included in draft BER a', nubitemt 
af Bectien 17 5 

KNIGHTON. G U Litcnsing Drain h 3 03/06/0/ UTltV.E E (arolina 

Power k Light Co 4pp 10970 076 24X Fichc 50-400,03/06/0/, 

B 30624 0467 


B30624046B f-orwards trip rept of geotechnical enginerririg a3li41»'-l4 
site visit ft audit List of open items in rept should be 
added to open items list in Chapter 1 of draft SEE 
KN10H10N, G M Licensing Di onth 3 03/06/10 UTlLViC E Cot o lino 

Power k Light Co Qpp 10978 OBQ VAX Fiche 50-400,83/06/10. 
8306240460 


0306160116 Forwards responses to F'ower Bijs Branch draft BCR Open Itrn 
117 ro cpoling woter leataye Impact of flooding frt-m 
pustulated breats in moderate energy fluid sys have nn 
adverse effects on diesel generator arras 

MCDUFFIE, M A Carolina Power k Light ( t» 03/06/13 DENTON.!! « 
Office of Nuclear Reactor Regulation, Director Spp 1886J 2R2 
24X Fiche 50-400, B3/06/ 1 3, 03061601 16 


0306170224 Forwards responses to draft am Open Items 37.39 k 43 re 
fracture taughness, exemption from testing four heats of 
manual metal arc electrodes «, compliance w/Charpy V-notch 
impact orientation requirements, respei tively 

MCDI/FFIE, M A Carolina Power St Light Co 83/06/14 DENTDM, M ft 
Office of Nuclear Reactor Regulation, Director 4pp 10802 316 
a4X Fiche 50-400,03/06/14,0306170284 
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27a 


830ABOOt>a3 FoTwa»<l5 response to Pouier Sg *. Branch draft BER Open Item 
126 re cranktase vent line Rupture or bieakage of crankcase 
vent line uill not impede engine capabjJitg to stcti t or 
operate bs reqiMred 

JiCrUFFtE. « A Carolina Power fc Light < n 0J/O6/t4 DCNIUN, H l( 
Office of Nuclear Reactor Regulation. Director Ppp IB^OT G<13 
24X Fichc 50-400. 03/06/14. SJ06r>000!3 3 


630620030'? forwards responses to Containnirnt Sy s Branch draft SEPl Open 
I tetnf 64 71 re rontainment pressure instrument lines fi( 

cortainment leakage testing program, re' p ec t Ive ly ltespons>es 
Ij> remaining open items forthcoming 

KCDUrFTE.M A Carol ina Power ?« Light f o 03/06/14 DENTON, H R 
Office of Nuclear Reactor Requlabion. Director 5pp 10VOO 15b 
34X Fit he 50-400, 03/06/ 1 4 , 0306200309 


9306210204 Forwards response to draft 0Lft Open Item i6'> re solid wasbe 
processing sijs ^ Item 176 roncerning pi rerse contr‘>ul 
program Absence of free water will be verified by use of 
process control program prr lech Spec J/4 11 3 

MCDUFFIEjM a Carolina Power *< Light to 03/06/17 DENION. t< R 
Office of Nuclear Reactor Regulation, Director 3pp 10910 111 
a4X FI Che 30-400.03/06/17.0306210204 


G3O6270I00 Forwards responses to draft SEN Open Items 370 291 re 

combined seismic dynamic loads to be used in quol i f ication 
program Ic {qualification of safoty-relnied cloctnrol 
e quipment^ respective! y 

MCDUFFIE. M A Carolina Power fc Light Co 03/06/32 nCNTON, H R 
Office of NuclodT Reactor Regulation, Director 3pp 10900 i id 
a4X Fichc 50-400,03/06/23,0306270100 


G3062702i7 Forwai‘ds responses to Power Si|s Branch draft SbK liema 102. 
I ]4. 120, 122, 124, 133, 304, 305, 309 fc 311 Diesel generator 
training will be given to licensed operators fc opeiatlons 
» cpervl sor y , (Tiai nfc fc OA/QC personnel 

MCDUFFIE.M A Carolina Power fc Light (o 03/06/22 DENIDN, N R 
Office of Nuclear Reactor Regulation, Director Ibpp 16791 P33 
24X Fichc 30-400.03/06/22. 03063/0217 


G306270241 Forwards dt'aft BCR Open Item 100, provid ing ref to 
correspondence fc status info Addl open items include NRC 
830411,0503 fc 24 Itrs, fc telccopied 0 list items, audit items 
|c evalifation of IMl Item III D J 1 

MCDUFFIE. M A Carolina Power fc Light Co 03/06/22 DENTON, J I R 
Office of Nuclear Reactor Regulation, Director 77pi> 10709 003 

24X Flcbe 50-400,03/06/22,0306270241 


3306270292 Forwards draft BER Open Item 23 responses fur Structural fc 
Cflotechn i cal Ertgineering Bi'anch 

MCDUFFIE. M A Carolina Power fc Light Vo 03/06/23 DENTON, i| R 
Office of Nuclear' Reactor Regulation, Dinctor 64pp 18790 075 
24X FI Che 50-400,83/06/22,03062/0272 


3306270440 Forwards response to Power Bys Drench draft BER Open Ttems 
110 fc 113 PG growth of algae in diesel fuel oil storage tanlf 
{[ qualitki fc reliability of fuel oil supply For emorgeneg 
diesel gerrorator operat ion, respec ti ve ly 

MCDUFFIE, M A Carolina Power fc light Co 03/06/02 DENI ON, H R 
Office of Nuclear Reactor Regulation, Director IJpp 10972 063 
24X Fichc 50-400.03/06/22,03062/0440 


0 Adjudicatory correspondoric p 


B306D10390 Response to U Rddlemon request for production of documents 
contained in general interrogatories fc i nterrogator i es on 
Contentions 64 ( f 1 fc 67 (second set) 

O^NEILL.J H Carolina Power fc Light Co D'NEILL, U H Show, 
Pittman, Potts fc Trowbridge 83/05/2/ EDDLEMAN, W Eddlpman, W 
2pp 10602 177 24X Fiche 50-400,03/05/27,0306010390 


'--0306010395 Response to N Eddleman general interroDatori es fc 
interrogatories on Contentions 64(f) fc 67 (second set) 

Af f idavi ts, Coi ti f 1 cote of Uvt fc certification oP counsel 
enc 1 

O'NEILL, J K Carolina Power fc Light Co D'NElLL.J M Dhow, 
Pittman, Potts fc Trowbridge 03/05/2/ GDDLEMAN.U Eddlcman, M 
32pp J0602 101 24X Ficha 50-400,03/05/27,6306010390 


0306010439 Memorandum fc order, ruling on cost saving contentions, 
difcovery disputes fc scheduling matters Informal discussions 
an proposDil contentions between NRC, app 1 icants fc intervenors 
prior to prehearing conference r ecommended 

BRIGHT, 0 D , CARPENTER, J N . KEl LEY, J L Atomic 9afety and Licensing 
Board Panel 03/05/27 26pp 10679 2/6 24X Fiche 50-400, 

03/05/27^ 0306010437 


8306020175 Response to fcl Eddleman 03050/ proposed Contention I6I re 
poisible mal functions of Westmghouse [■b’-4i6 circuit 
breakers Contention admissible per lOCrR2 714(b) 

Certificato of Sve encl 

HOTHSCHILD, M U Hearing Rranch 1 03/05/31 Atomic Safety and 

Licensing Soard Panel Bpp 10671 004 24X Fichu 50-400.03/05/31, 

B306020175 


0306030336 Rosponse apposing W Eddleman proposed new Contention 161 re 
D8-416 circuit breakers Proposed contention should be 
rejected or, alterna tive 1 y , de Perred pending W Eddleman revieui 
oP proposed design change Certificate of 5vc encl 
O'NEILL. J H Carolina Power fc Light Co O'NEILL, J H Shaw, 
Pittman. Potts fc Trowbridge 03/05/31 Atomic Safety and 

Licensing Doard Panel 0pp 16706 165 24X Fiche 50-400,03/05/31, 

8306030336 


0306030337 Confirms that J D'Neill ofc contacted to open negotiations 
re applicant 035527 response to Eddleman Interrogatories 64F 
fc 67 Applicant respptiaes incomplete 

EDDLCMAN, M Eddleman, U B3/05/3I KELLY, J Atomic Safety and 
Licensing Board Panel Ip 1B70S 022 24X Fiche 50-400.83/05/31. 

0306030337 


9306070291 Rosponses to second set of interrogatories Otr 
Contention IVC Certificato of Bve end 

0 'NEILL. U H Carolina Power fc Light Co O'NEILL, J H Shaw, 
Pittman. Potts fc Trowbridye 83/06/02 UILBDN.R Ui 1 son, R. IRpp 
10741 282 24X Fiche 30-400,03/06/03.0306070291 


0306070393 Memorandum fc order memor i al I x i ng B30602 telcons fc granting 
interven-cir request For extension until 930607 to file reply 
brief on proposed expert qualifications 

KELLEY, J L Atomic Safety and Llcensixig Board Panel 03/06/03 
2pp IB742 016 24X Fichc 50-400,03/06/03,8306070393 


6306000149 Response to request for praduction of documents cn 
Contention 45 Certificate of Bve fc Certification of counsel 
enc 1 

FLYNN. 5 r Carolina Power fc Light Co. 03/06/03 EDDLEMAN, H. 
Eddleman, W 4pp 10772219 24XFithe 50-400,93/06/03,0306030149 


G3060B0160 Atxsuers to first set of general interrogatories fc 
interrogatories on Contention 45 Certificate of Bve end. 
Related correspondence 

FLYNN, B r Carolina Power fc Light Co 03/06/03 EDDLEMAN, W 
Eddleman, W 1 Spp 10772 159 24X Fiche 50-400,03/06/03, 

6306080160 


B306090S22 Advises that negotiations to discuss 030603 responses to 
interrogatories re Eddleman 45 (water hammer) will begin 
630623 Motion to compel will be issued if negotiations fall 
EDDLEMAN, U Eddleman, VI 03/06/06 KELLEY, J Atomic Bafoty and 
Licensing Board Panel Ip 10776 233 24X Fichc 50-400. 9 3/06/06, 

0306090222 


0306090225 Reply brief re qualification of intervenor security experts 
Plan review reskrlctlonx will not expedite matters Board 
requested to permit listed experts to review relevant 
portions of plan Certificate of 0vc encl 

OREENDUATT.D Af f i 1 la 1 1 a n Un known OREENDLATTi D OreanbUtt, D 

B3/06/06 Atomic Safety and Licensing Board Panel. i4pp 
10775 348 24X Fiche 50-400,93/06/06.0306090235 


0306100091 Requests clarification of "Joint Irttervenors" in order to 
direct next round of discovery requests w/specif 1 ci ty fc 
efficiency by 930630 Response requested within 10 days 
Related correspondence Sve list encl. 

BAXTER. T A Bhaw. Pittman. Potts fc Trowbridge BAXTER,! A 
Carolina Power fc Light Co 03/06/07. PAYNE, M T. Edel stein fc Payne. 

4pp 18002 100 24X Fiche 50-400, 03/06/07, B306100091 


0306230345 Advises of util request for identification of author/authers 
Of answers to util interrogatories Bve list encl 
BAXTER.! A Shaw. Pittman. Potts fc Trowbridge BAXTER, T A 
Carolina Power fc Light Co 93/06/16 EDDLEMAN. M Eddleman, W 
5pp 10942 S79 24X Fiche 50-400.03/06/16,0306230345 


0306220090 Memorandum fc order ruling on intervenor proffered security 
expert qualifications PU Tuggle.JR MaplesiL Btevens fc 
ER Oleachor qualify as experts in respective fields 
J Mackie disqualified as expert 

KELLEY. J L . DRIOTM, Q 0 . CARPENTER, J M Atomic Safety and Licensing 
Board Panel. 03/06/17 llpp 19926 211 24X Fiche 50-400, 

93/06/17, 9306220090 


030622010B Response to second set of general Interrogatories fc 
interrogatories on Contentions 29 fc 370 

DAUSER. D 0 Carolina Pdubi fc Light Co DAUBER, D B 0haw, Pittman, 
Potts fc Trowbridge 83/06/17 EDDLEMAN. W Eddleman, W. 119pp. 
10926 257 24X Fiche 50-400, 03/06/17, 9306220108, 


— B3O6220HI Response to second request for production of documents on 
Canton tions 29 fc 370 Notice of appearance, Car t if icate of 9vc 
fc certification of counsel encl 

DAUSER, D D Carolina Power fc Light Co. BAU8ER, D. B Shaw. 

Pittman. Potts fc Trowbridge 83/06/17. EDDLEMAN. VI, Eddleman. U 

iOpp. 10927*006 24X Flthe 50-400, 93/06/17.8306220100 
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6306520129 Forurard^ executed LI Loflin £< LO MUsaa a#fi(lavlts> for 
inclusion in util 630520 Tpsponse to If klalsDn 
InterTa^atorles on Cputentiuns I(al - (dJ^Kel - 1(F) 9vc 
i J st end Related correspondence 

CARROWj H Carolina Pojjer fe Lij^t Co» 83/06/17 KELLEY* J L i 
BRIOHTiO □ « CARPENTER, J N Atonic G^fetn and Licensing Oo»rd Panel 
4pp 10926 103 24J( FJche 50 '400, 63/06/17, 6306220125 


9306270307 Responses to NRC DE3 DEB does not impact: contentions on 
tafety^rngt capab i 1 1 ty, secur i ty or ernergencv planning 
EDDLEHANrlsI Eddleman, U 83/06/20 32pp 10990 212 24X 

Flche SO-400. 63/06/ 20, 030627 0307 


— 0306270313 Amended i nterrajja tary responses Certificate oF &vc end 
E0i7LEMAN.ini Eddieman* M 63/06/20 Car o 1 i r >3 Fouiei ((Light Co 

2FP 18993 264 24X Flchc 30-400,03/06/30.0306270307 


8306270402 Advises nf attempts to apen negotiations re jriierro^^ tone s 
on Contentions S9 & 370 Nsjf otia t i ona toll ti(ne Far motion to 
c ompe 1 , whi ch ufi 1 1 folloui uithin 10 days of failure of 
tiegatia tion 

EODLEtlAN, 1^ Eddleiean, N 03/06/22 KELLEY, J Atainic Safeiy and 
Licensing Board Panel Ip 10994 149 24X FUhe 50-400. 03/06 /PPr 

0306270402 


6306290090 Response ta U Eddleman t* Joint tntervenors 030506 
Interrogator 1 as PreF qualifications 6 Certificate of Sve 
anc 1 

BARTHrC A Hearing Branch 1 03/06/24 EODLEMAN. W Cddleman. (I 

12Spp 19000 280 24X Flcha 50-400, 03/06/24, 0306200090 


6306290361 Respond* to 030616 Hr re discovery issues Nsmes of esperts 
providing info to U Eddleman uill not be provided since 
arceptional circumstances not demonstrated Certificate of 
8ve end 

EDDLEHAN, U Eddleman, N 03/06/25 BAXTER, T Ohau, Pittman, Potts 
& Troubridpe lOpp 19055 SS7 24X Fiche 50-400,03/06/25, 
0306290361. 


6306290301 Hdtian for extension until 030720 tu file add I 
interrogatories on environ contentions 6 Eddleman 
Contentions 2? 6 3713 

E6DLEHAN, M EcTdleman* 63/06/26 Atomic 0af’etV ^nd Licensing 
Board Panel 4pp 19053 204 24 X Fache 50-400.63/06/26,6306290301 


6306290395 liotiun to establish schedule for responses to tl Eddleman 
pleading on DHB. Requests deadline date of 630701 be extended 
to 630700 Certificate of Sve end 

BAXTER, r A Carolina Potiier I, Light Co BAXTER, T A Shau. PiitmatK. 
Potts (< Trowbridge 83/06/27, Atomic Safety and Licensing Board 
Panel Spp, 19055 269 34X Fiche 50-400, B3/06/27. 9306290395 


Q inspection reports, IE Bulletins St c orrespondenc e 


0306140399 Confirms B30510 mgt meeting in Raleigh. ffC to review SALP 
program (first phase) results, per 030412 telcon Proposed 
agenda end 

LEWIS, R C Divleion of Project |( Resident Programs 63/04/29 

UTLEY, E E Carolina Power I, Light Co 3pp 10632 093 24X 

Fishs 50-000,03/04/29,6306140399 


6306140360 Forwards IE Insp Repts 50-400/03-17 h 50-401/63-17 on 
930503-06 Nd none omp I i anc a noted 

VERRELLI, D H Division of Project *r Resident Programs 03/05/24 
UTLEY* £ E Carolina Power (, Light Co 2pp 16632 134 24X 

FI cho. 50-40 0i 63/05/24, 8306140360. 


—8306J 40375 IE Insp Repts 50-400/03-17 6 50-401/03-17 on 030503 *06 No 
nancampllante noted Najor areas inspected independent insp 
effort, elec trica 1 wurlt (cable L terminations) (c work 
activities (e inspector followup item 

O1B0ONB,TD Region 2i Office of Director CONLON, T E OlvielDii 
of Engineering it Radiological Safety Programs 03/05/20 3pp 
10032 136 34X Flche 50-400, 03/03/24, 83061 4036&, 


93051 J04S6 IE Info Notice 03-32, "Ruptured Am-24l Sourcee Contained In 
gging Device " Sve list encl 

J N Division of Safeguards (< Inspection pTograms (Post 
83/05/26 Consolidated Edison Co nf Now York, Inc. 

'-n't! < 04'! £>av f 1 c he, 50-000, 83/05/26. 03051 1 0450 


1—34. “Event Notification Info Iforkshret ” 

terpency Preparedness h Engineering 
1/05/26 Consolidated Edison Oo of New 
teS 24X Flche 50-000,03/05/26,0305110460 


-35, "Fuel Movement W/Control Rods 
st end. 

mergency Preparedness h Engineering 
3/05/31, Consolidated Edison Co of New 
20a, g4X riche* 50-000,03/05/31,0305110461, 


8306140493 Ack receipt of B3060P Hr informing NRC of steps taken to 
correct violation!^ noted in IL Insp Bepl 50-400/93 07 
VERRELLliD M Division of Project (< Resident Programs 03/06/02 

UTLEY, E r Carolina Pouiei !< Light Co Ip 18033 IIG 24 X 

FicJie 50-400.03/06/02,0306140403 


--8306140495 Forwards corrected Page 3 to IE Inap Repts 50-400/03-07 t 
50-401/83 07 submitted w/a304l2 Itr 

LEWIS, R C Division of Project & Resident Programs 03/01/JB 

UTLEY, C E Carolina Power t< Light To 2pp 18833 121 24X 

Fic he 50-400, 03/06/02, 0306 1 40403 


—8306140497 Cori ected Page 3 to IE InsP Repts 50-400/03-07 h 
50-401/03 07 

« Division of Engineering (c Radiological Safety Programs 
03/04/18 Ip 18033 122 24X Fiche 50-400,83/06/02,0306140483 


— B306I40503 Forwards IE Insp Repts 50-400/03-07 & 10-401/83 07 on 
030300-11 gc notice of violation 

LENIS, R C Division of Project 6 Resident Programs 03/04/12 

UTLEY, E E Carolina Power h Light Co 2pp 18033 J23 24X 

Fichc 50-400, 03/06/02, B3O614O403 


—83061405)2 IE Insp Repts 50-400/93-07 8, 50-401/03-07 on 930300-11 
Noncompliance noted documentation not available to conflr(n 
that matl had been upgraded to meet Class 1 requirements 
MCFARLAND. C R , JACKSON,!. W Region 2, Office of Director 
UPftlOHT, C M Division of engineering & RadlologiCAl Safety 
Programs 83/04/00 I2pp, 1BB33 1P6 24X Ficho 30-400,03/06/02. 

8306140403 


8305110464 IE Info Notice 03-36, "Impact of Security Practices on Sale 
Operations " 8vc list end 

JORDAN, E L Division of Emergency Preporodnoss & LnSineerlng 
Response (Post 030103) 93/06/09, Consolidated Edison Co of Neu 

York, Inc 119pp 10830 200 24XFithe &0-000, 03/06/07. 0305110464 


0305110470 IE Info Notice 03-30. “Defective Meat Sink Adhesive t. 
Seismically Induced Chatter in Relays Nithin Printed 
Circuit Cards " Qvc list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 03/06/13 Consolidated Edison Co Of New 

York, Jnc Il8pp 18920 225 24Xricho 50-000, 83/06/13. OJOSl 104/0 


03D6090010 IE Info Notice 83-37, ''Ttansfprmer Failure Resulting From 
Degraded Internal Connection Cables " 8vc list end 
JORDAN, C L Division of Emeigency Propar oilness S< Engineering 
Response (Post 030103) 83/06/13 Consolidated Edison Co of New 

York. Inc 243pp 18721 001 24 X Fiche 50-000, 83/06/13, B3060900JO 


0306290524 Approves issuance of 8A(. P rept Notes improvement in 
s a Pety-related ectivi tl csi emergency preparedness L 
security (t safeguards Meeknesses in OA program will be 
monitor ed 

O'REILi-V.J P Region 2, Office of Director 03/06/14 UTI EY, C E 
Carolina Power (< Light Co 5pp 24X Flche 50-000,03/06/14, 
0306290524 


— 0306290331 Forwards 5ALP Repts 50-325/03-09, 50-324/03-07, 50* 261/83-07. 
50-400/83-10 it 50-401/03-10 for Jan 1782 - Jan JY83 
Evaluation will be discussed in Raleigh, NC on 830510 
LEMtS. R C Division of Project U Resident Progi ams 03/05/03 
UTLEY. E C Carolina Power ft Light Co 2pp 24X 
Fiche^ SO-000. 03/06/14, 0306290524 


—0306290537 9ALP rept for Jan 1902 - Jan 1903 

a Region 2, Office of Director 83/05/03 64pp 24X 
Flche 50-000, 03/06/14, 0306290524 


— 0306290553 Responds to 830503 &ALP rept for Jan 1782 - Jan 1983 Rcdurid 
NRC attention may he appropriate for Category 1 re fire 
pratection NRC attention should be maintained at normal 
levels for emergency propai'erinesB 

UTLEY. E E Carolina Power ft Light Co 03/05/20 O'REILLV.J P 
Region 2, Office of Directoi I6pp 24X Fiche 50-000, 83/06/14. 
0306290524 


-*-0306290555 Forwards replacement Page 2 to Attachment 2 of 03O52C> Hr 
which commented on SALP rept 

eURY.L W Carolina Power ft Light Co 03/03/27 O^REILLY, J P 
Region 2, Office of Director 2pp 24X Fichc 50-000,03/06/14. 
0306290324 


0303110475 IE Info Notice B3-40, "Need to Environmentally Qualify 
Epoxy Grouts ft Sealers " 0vc list end 

JORDAN, £ L Division of Emergency Preparedness ft Engineering 
Response (Post 030103) 83/06/22 Consolidated Edison Cn of H*v 

York. Inc 113pp 19021 177 24X Fiche 50-000,83/06/22,8305110475 
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03051 10477 IE Info Notice 03“41 p "Actuation of Tire Suppros^sion Stj^ 
Cau-»irtg Inoperabilitg of Bofcki; Holatcct Equipment " 3vr I ibt 
B nc L 

JORJ>AM> E L Division of Lmornt^ri^y Pr pp arodnp s 5 U Lnqineonng 
Response 830103) n3/Q6/SS Con so 1 j d a ted Edison Co at Mblj 

Vorfc. tnc lL!t)pp 10997 007 24X Fiche 50-000. 03/06/23. 03051 10477 


03051 10479 IE Itifo Notice Q3 42. "F^cactoi Mode Bujitch Ma 1 Pune 1 1 ons " 
Sve list enr 1 

JORCAM. tr L Division of Emoi genty Pr onar pdns s » 8< thgineering 
Response (Post 030103) 03/06/23 Consolidated Edison Co of Muu 

York. Inc ll6pp 10996 24S 24/ Ficfio 50-000. 03/06/23, 0305 1 10479 


0305110493 I£ Info Notice 03-43. "Improper Bettings of Intermediate 
Range flR) Mlq^ Flux Trip Setpoints " 3vc list end 
JORDAN. C i. Division of Lmei goiicii Hr oparednos s it rnginaenng 
Response (Post 030103) 03/06/24 Consolidated Edison Co of Meui 

York. Inc llApp 19046 297 24X F i ch e 50-000. 03/06/24. 03051 104B3 


5 Repertable occurrences. LCK& i elated correspondence 


0306070231 Interim deficiency rept re main reactor trip breakers decign 
discrepancy Imtiallij reported on 030427 Mestinghouse uiLl 
replace undorvol taqe attachments, to accommodate neiii 
retaining ring Also reportable per FMt t 21 

PARSONS, 11 n Carolina Power «c Uight Co 03/05/26 O'REILUYi J P 
R« 9 lon 2. DFPlce of Director 4pp 10746 105 94X 

FiefiB 50-400.03/05/ 26, 03060702 1 1 


B3060'90046 Interim deficiency rrpt re failure to perform verification 
of anchor halt matl type when togs lost (Item 131) Initially 
reported on 830503 Evaluation of anchor bolts continuing 
Submittal of rept on reportab 1 1 1 ty extended until 030005 
HARRONS. n M Carolina Power U Eight Cu 03/06/01 Q^RCIUY, J F* 

Regian 2. Office of Director ip 10/93 207 24X 

Fi die 50-400. DJ/06/01 . 0306090046 


6306090100 Third interim deficiency ropt re reactor protection sys 
failure following secondary high energy line ruptuie 
Initially reported on 000707 Insulation of steam generator 
ref leg underway Also reportable per Part 21 

HARSGNS>R ri Carolina Power tt Light Co 03/06/01 O^ftElLLYjJ P 

Region 2« Off ice of Director 4pp 10/92 271 24X 

Plche 50-400.03/06/01. 0306090 1 00 


8306090191 Third interim deficiency rept re potential damage to safety 
injection charging pump follouiing sccoridai y side high energy 
line rupture (Item 30) Initially reported on 00070/ 

Resolution under review Also leporiable pei F’art PI 

PARSaNS>R M Carolina Powei Light Co 03/06/01 Q^RtlLLV.J P 

Region 2 j Office of Direct oi 4pp 10/96 066 P4X 

Pi Che 50-400.03/06/01.8306090191 


03O6LOO2S4 Second interim rept on Item 104 re defective wolds on 
4f]0-valt switchgear supplied by Urown-Dover i Eleciiic Cn 
Initially reported on 030304 Major defects repaired Minor 
defects to be modeled in upcoming seismic test 

PARSONB.I? M Parol Ina Power U Light (‘o 03/06/03 D'MEILLY. 0 f» 

Region 5. Office of Director 4np 1000/ 030 P4X 
Fi Che 90-400* 03/06/03. 0306100254 


8306200116 Addendum 1 bo final deficiency rept. Item 91. re welded studs 
on embedded strip plates Any testing pei formed by site 
receipt lusp unit is in cxress of code requirements since 
same procedure revealed problem 

PARSDNQ.R M Carol Ina Power ii Light On 03/06/09 O'FICIILV.J P. 
Region 2* Office of Director 2pp 10903 250 P4X 
Fiche 90-400* 03/06/09.0306200116 


8306270223 Interim deficiency tc Part 21 repts re boric acid transfer 
pump s. Ue 5 tlnghouse Shop Order 20b. Item 113 Initially 
roparted on 830113 Support bolting will be replaced St gitssei 
stiffener spot welds supplemented by 03O9OJ 

PARSONS* R M Carolina Power «< Light Co 03/06/14 D'FlEILLVitf P 

Rag Ion 2* Office of Director 4pp 10790 227 P4X 
Fiche 50-400* 03/06/14. 0306270223 


6306^280463 Interim deficiency rept re Item 121. welding deficiencies in 
main steam/f eedwater support frames Initially reported on 
B3O310 Extension requested until 030715 to submit complete 
evaluation Also reportable per Part 21 

PARSONS. R M Carolina Power St Light Co 03/06/17 O'FJEILLY.g P 

Region 2. Office of Director ip 1901Q 294 24X 

Fiche 50-400* □3/06/17. 03O62BO463 


V Operator Examinations 


9306140132 Requests approved ref matl re operator exams by 630425 
Hissing deadline will result in delay in administering 
eiams Applications should be submitted at least 60 days 
prior to first exam scheduled for B30613 

UERHEULI.D H Division of Project it Rrsident Programs 03/04/00 

PDFIR.B J Carolina Power Zc Light Co 3pp 10039 OB6 24X 

Fiche 30-400.03/04/08.0306140132 


DOCKET 50-404 NORTH ANNA POWER STATlQIf. UNIT 3 


A Appl ic ation/construc tion stage documents & correspondence 


0306300036 Withdraws 920708 application to extend CP 

SPENCER. W C Virginia Electric & Power Co 83/06/22 DENTON. H R. 
Office of Nuclear Reactor Regulation. Director NOVAK. T M Division 
of Licensing Bpp 19120 306 24X Fiche 50-404.83/06/22* 

0306300036 


DOCKET 50-407 UNIV OF UTAH REaitARCH REACTOR 


F Security* mpdicalj emergency t< fire protection plane 


0306140100 Forwards IE Insp Rept 50-407/03-01 on 03O410-2O No 
noncomp 1 lance noted 

SEIDLE. W C Region 4. Office of Director 03/05/11 JACDl!a*Hn. 
Utah. Univ of Spp 18033 046 24X Fiche 50-407*03/09/11. 

8306140100 


“-03O614O197 IE Insp Rept 50-407/03-01 on 030410-20 No noncompliance 
noted Major areas inspected licensee organieati on* operations 
& maint logs l< operating procedures* internal review program, 
requal i f i cati an proigram St emergency program 

HURPHY*M B . JOHNSDN.W D Region 4* Office of Director 03/05/ It 
Spp 10033 010 24X Fiche 50-407* 83/09/ 1 1. 0306140100 


G3O616O109 Releases public version of emergency plan 

FELTON. J N Division of Rules and Records 03/06/06 Document 
Management Branch Ip 10B93 095 24X Fiche 5 0-07S. 03/06/06 . 

8306160189 


-B306160194 Public version of '‘EmergePicy Plan for Training 6 Research 
Reactors " W/a305l2 1 tr 

SANDGIUST. QM i DROPHY. J J Utah, l/niv of UTEC HE B2-100 
02/11/01 Office of Muelcar Reactor Regulation* Olrector 27pp. 
18893 096 24X Fiche 50-072.83/06/06*8306160109 


O Inspection reports. IE Bulletins U corresjiondence 


0306140180 Forwards IE In»p Rept SO-407/83-01 on B3041Q-20 No 
noncamp ] 1 ance noted 

aeiDLE. W C Region 4* Office of Director 03/05/11 UACDHO* M R, 
Utah. Univ of 2pp 10033 046 24X Ficha 50-407* 03/05/11* 

8306140180 


—8306140197 IE InBp Rept 50-407/03-01 an 830410-20 No noncomp 1 i ancs 
noted Major areos inspected licensee organl la tion. operation s 
8c maint logs 8< operating procedures ■ internal review pragram* 
requalification program 6 emergency program 

MURPHY* M E . JOfiNSDN. W D Region 4, Office of Director 83/09/11 

Spp 1BB33 04B 24X FlchP. SD-407. 03/05/11* 0306140180 


DOCKET 50-409 LA CRDBSE DDILIN(S WATER REACTOR 


F Oecurlty. madical. emergency & fire protection plans 


8306210314 FOIA request for Nnc records re security violations U 
aafeguards events at nuclear faciLltiPs 

00LDENDEH(3, 0 Scr i p ps “Howard Newspapers B3/04/22 FELTON. J M. 

Office of Administration 2pp 1092S 190 24X 

Fiche DO-OOOi 83/04 /22* 030621031 4 


630621D3D6 Partial response to FOlA request for NRC records re security 
vlolatjons 8t safeguards events at nuclear facilities Repts 
listed on App A available in PDR Search far addl documents 
subj to request continuing 

FELTON*^ M Division of Rules and Records 03/0 5/16 QOUDENDERO. 0. 

Scrlpp s-Howard Newspapers Spp 10925 196 a4X 
Fiche 50-000.03/05/16.0306210306 


0306070311 Forwards revised omergency plan in partial response to NRC 
63 0 324 request for changes 6 c larif 1 cat 1 ans to make plan 
more worlrable 8. readable W/a et>cl, 

LINDER*F Dairy land Fower Cooperative 03/06/01 HIND.J.A 
Division of Radiological 8t Materials Safety Programs 3pp 
1 0741 009 a4X Fiche 50-409.03/06/01*8306070311. 
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330607033S Foruarif* rav to etnergencv plan to bring plan in ccinPormanc c 
u/lE Emorsancv Preparedness Insp Repfc 50-409/02-15 findings 
W/o end 

LINI>ER< F Dairy land Power Cooperative B3/06/01 KEPPLtllivI G 
Region 3# Office of Director app lB74i 155 ?1X 

Fichfr go --109,03/06/01, 0306070332 


0306160369 Rsleasas public vcrelun af Issue 9 to emergency plan 
implementing procedure 

FELTO'fJ, J Diviaien of Rules ond Records 03/06/06 Document 
Management Dranch Ip 10072 151 34X Flche 30-409,03/06/06. 

B3Q6 1 60269 


— 8306160279 Public version of Issue 9 to Emergencij Plan Implementing 
procedure ePP- 2. "Grgani i atiou & Operations During 
Enter gencles '' 11/030523 Itr 

LlHDERrF Dairglantf Power Cooperative 03/05/10 CRUTCHF IFLD. D 
Operating Reaetors Oranch 5 I7pp IBB73 152 a4J( 

Flche 50-409. B3/06/06< 8306160269 


0306130311 Ack receipt of B3052O Itr informing NRC of steps taken to 
correct violations noted in IF insp 

PAPEfilELLOiC J Region 3. Office of Director 03/06/10 
LINDER. F U Dairyland Power Coopprativp Ip 10823 299 24X 

Fiche 50-409,03/06/10,0306130311 


— 83061303M Responds to NRC 030324 Itr re violations noted in IE insp 
Corrective actions Lock & Dam B uiiil be removed as boefeup 
meteorological site it revised joint frequency distribution 
resulting from -meteor olagi cal data submitted 
LINDER. F Dairyland Power Cooperative 03/05/20 HIND. J A 
Division of Radiological tt Materials Safety Progi ams 3pp 
10023 aOO 24X Fiche 30-409.03/06/10,0306130311 


8306210292 Forwards eiemption from lOCFRbDiApp EiSection IV F 1 full- 
scale emergency preparednses exercise retiuirements. in 
response to 830408 request Next fiill-srele eierctse 
fchpduled for May or June 1901 

CflUrCHFlELD.D Operating Reactors Oranrh 5 83/06/20 LINDER. F 

Dairyland Power Cooperative 3pp 18915 139 24X 

Flcbe 50-409103/06/20.0306210292 


— B306210S99 Eiempfcinn Prom IDCTRSO. App E. Bection IV F J full-scale 
emergency preparedness exeicise requirements One-time delay 
of tidiergency exercises will not significantly affect state 
of emergency preparedness 

ElBENHUTiDO Division of Licensing 83/06/20 Dairyland Power 

Cooperative 4pp IB915 J42 SIX Fiche 50-409.03/06/20, 
0306210292 


0 Adjudicatory correspondence 


B306060029 Notice of ASLD reconstitution C Dechhoef cr , cbalrnan b 
OC Abdereon b HC Pax ton, members 

■COTTER, B P Atomic Safety and Licensing Doard Pane) 03/06/03 
2pp 18727 001. 21X Fiche 50-409.83/06/03. 0306060325 


83-06070356 Order undertaking sua sponte reviaw of ABlr 630421 initial 
decii ion. Initial decision not to be treated as final agency 
action pending further order 

SHDEMAKERfC J Atomic Safety and Licensing Appeal Fanel 83/06/03 
2pp IB74S 123 24X Fiche 50-409.03/06/03,8306070356 


8306300134 Notice of A8LAB reconstitution AS Rosenthal. chairman & 

JH Buck b T8 Moore, members- 

SHOEMAKER. C J Atomic Safety and Licensing Appeal Panel 03/06/27 
Ip 19122 316 24X Fiche- 30-409. 03/06/2/, 0306300134, 


0 Advleery Cammittee on Reactor Safeguards reports b coi responde-nce 


B306010199 Summarises ACRB 277th meeting on Q3-0512-14 re SEP review of 
plant Defers review of full-term CL application until NRC 
completes action on remaining 8CP top Jc s, unresolved safety 
ItsuPB & TMI action items 

E8ER80LE, J C ACRB - Advisory Committee on Reactor Safeguards 
63/09/17 PALLADlhra, J Comml ssionors 3pp 1B696 197 24X 

Fiche. 50-409, 83/05/ 17, 83060101 99 


8306190330 Advises that NRC udll revise draft integrated plant BAR 
rtfiectinp addl info provided fay licensee responding to 
rtco/nmendations b comments by NRC -c onsui tants 1< 

1 TIC or para ting licensee schodular commitments 
DiRCKBiW J Dpfice of the Executive Director for Operations 
83/-O6/0B. EQERBDLE. J C ACRB - Advisory Committee on Reactor 
Bafeyuardft 3pp 10070 001 24X Fiche 50-409,83/06/08,0306150330 




P Operating license stage documents b c oi respondencr 


B306070079 Forwards schedule fui completion of full-term license Dt P 
c urnmltnion ts contained in NURLG-OU?/ Ihiro items resolved 
after issuance of draft NURLO 0QP7 listed 

LINDER, r Dairyland Power Cooperative 63/06/02 CRUTCHf lELD. D 
Operating Reactors Branch 5 lOpp 18/30 206 24X 

Ft Che 50-409.03/06/02.8306070079 


8306100104 Forwaids comments on draft NUr<bG-O027. "Integrated Plant 
Safety Asses^sflicnt. SEP. " to help improve rept accuracy 
LINDER, F Dairyland Power Cooperative 03/06/02 LRUTCHF I ELD. D 
Operating Reactors Branch 5 5pp 13H06 024 24X 

Fiche 50-409, 83/06/02. 8306100184 


8306140707 Forwards addl info re NUJlEO-0/37, 1 terns II r 1 4. J I F 1 5 L 
JI F J 6 Due to small reac-tor sue & low population density, 
existing equipment adequate foi safe operation 

LINDER, r Dairyland Power Cooperative 83/06/03 f RUTCHf* I Ei li. D 
Operating Reactors Branch 5 9pp 13841 279 24/ 

Fiche 50-409,03/06/03.0306140707 


8306150277 Application for amend to License DPR >45, add inq Beciinns 
4/5 3 l« 4/5 4. "Rodioactive Effluents" l< "Radiological 
Environ Monitoring." respec tl vplij. to Itch &pecB 

LINDER, F Dairyland Power Coopeiative 03/06/08 f DUTCH/* lEl D. D 

Operating Reactors Dranch 5 5pp 10049 207 24X 

Fiche 90-409,03/06/08.0306150277 


— B3061902B3 Proposed revs to Tech Specs, adding Sections 4/5 3 b 4/5 
"Radioactive Effluents" b Rati lol ogicol Environ Monitoring," 
respec tively. incorporet ing lOCTHbO. App I, requirements 
« Dairyland Power Cooperative 03/06/08 5tpp 18849 212 24X 

Fiche 50-409, 03/06/00. 0306150277 


0306170478 Notification of 030/07 meeting w/util b NFS in Lafrosse.WI 
to discuss seismic open items addressed in SEP Topic 
rir-A 8ER 

CHENG, T K Systematic Evaluation Progi'am Drant-h 03/06/10 
RUSSELL. U T Systematic Evaluation Program Branch 3pp 10D94 322 
24X Fiche 50-109.83/06/10.0306170470 


0306210066 Forwards addl info re SEP Topic 111-6. "Seismic Design 
Consideration." providing addl detail on LACUNR 6 Oenoo J 
stacks seismic capability 

iLiNDER.r Dairyland Power Cooperative 03/06/13 rRUTCHriELD. D 
Operating Reactors Branch 9 2pp IDVifl 080 24X 

Fiche 50-109. 03/06/13.0306210066 


—0304290092 rorwards calculations of effect of flue openings at base pf 
Genoa III chimney stack using ACl 30/-/9 critofio 
FINNAN, C F Nuclear Energy Service. Inr 83/04/15 CHJ NO, T 
Systematic Evaluation Program Dranch lOpp 1Q915 002 24X 

Fiche 50-409,03/06/13.8306210066 


—8306210122 Forwards stress calculations for LACBWR stock uning 
ACI 307-79 working stress method, per 030329 tolcon 
Calculations performed at weakest node of Nuclear Energy 
Sves stack model 

LANOe.O Dairyland Power Cooperative 03/04/05 CHENG,! 
Systematic Evaluation Program Dranch 6pp 10915 113 24X 

Fiche 50-409,03/06/13.0306210066 


0306210132 Responds to R Dudley 830607 tolcon request for util 
coflifflltmont bo incorporate procedures in Vol I of operations 
manual re Instructions to obtain addl fuel for emergency svt 
water supply sys pumps 

LINDER,F Dairyland Power Cooperative 03/06/14 CRUTCHFlLl D, 0 
Operating Reactors Branch 5 2pp 18918 120 24X 

Fiche 50-409, □3/06/14,0306210132 


0306200197 Forwards safety evaluation of util lipsign review of TNI 
Action Item II B 2 2, "Plant Shielding " Plant shielding 
adequate to assure post-accident access to vital areas 
CRUTCHFrCLD. 0 Operating Reactors Branch 5 83/06/27 LINDER, F 

Dairyland Power Cooperative 3pp 19015 074 24X 

Fiche 50-409. 03/06/27, 03068001 97 


Q Inspection reports, IE Bulletins b correspondence 


□305110450 IE Info Notice 03-32, "Ruptured Am-341 Sources Contained in 
Nall Logging Device " Sve list end 

TAVLORi J M Division of Safeguards b Inspection F^rograms (Post 
»30103 ) 03/05/26 Consolidated Edison Co of Now York, Inc 
125pp 10031 043 24X Fiche 50^000, 03/05/26, 83051 10450 


8305110460 IE InPa Notice 83-34, "Event Notification Info Worksheet ^ 
Sve list enc 1 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 630103) 83/05/26 Consolidated Edison Co of New 

Yorki Inc 115pp 18732 085 24X Fiche 50-000, 83/05/26. 0305110460 
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B-^OSnO^Al IE Info Notice 03*35* "Fuel Knvement M/Cont-rol Xlodt 
Withdraun at BWfta " Svc list end 

JOftDAH*e L Divrislon of emergency Preparednoss & Engineering 
A^riponse (Post S30I03) 03/05/31 Consolidated Edison Co of Neui 

Vorl 4 Inc itibpp 18732 208 24X Pichc 50-000.83/05/31.8305110461 


B306070332 Forwards rev to emergency plan to bring plan in conformance 
w/IE EfliBrjency Preparedness Insp Rept 5O-4O9/02-'15 findings 
k/o and 

LINDER* F Dairy land Power Cooperative 83/06/01 KFPPLER- J C 
Rigior 3* Office of Director 2pp 18741 155 24X 

Fiche 30-409.83/06/01*8306070332 


3306070094 Ccnflrms B3060? meeting to discuss regulatory improvement 
frogram Meeting will provide NJlC u/status & effectiveness 
of program 

XEPPLE8*J 0 Region 3* Office of Director 03/06/02 LINDER. F N 
Dalryland Powor Cooperative Ip 1B739 207 24X 

Fiche 50-409.83/06/02*0306070094 


03O61COJ45 Confirns 830609 onsite enforcement conference to discuss 
discovery of containment bldg pressure transmitter c-apped 
sensing line 

RDREL1DS«C E Division of Project t* Resident Programs 03/06/07 
LZhD£f<*P W Dairy land Power Cooperative Ip IBOOI Sll 24X 
Fiche 30-409*03/06/07.8306100145 


0306230411 Forwards IE Insp Rept 50-409/03-06 on 03050^ No 
norcomp I lane B noted 

LtTTLC.tf S Region 3. Office of Director 03/06/00 LINDER* F W 
Oairyland Power Cooperative 2pp 18941 154 24X 

Fiche 50-409* 83/06/00. 830623041 1 


— 0306330420 IE Insp Rept 50-409/03-06 on 030509 No nOTveomp 1 lane e noted 
Major areas inspected licensee action re IE Dullctin 60-11* 

"Masonry Hall Design " 

NORTON. J F * WILLIAMS* C C Region 3. Office of Director 
83/06/08 3pp 10741 156 24X Fiche 50-409*03/06/08*8306230411 


0305110464 IE Info Notice 83-36* "Impact of Security Practices on Safe 
Opiratlcns " Qvc list end 

JORDAN* E L Division of Emergency Preparedness & Engineering 
Response FPost 830103) 03/06/09 Consolidated Edison Co of New 

York. Inc 119pp 18830 280 S4X Fit lie 50-000,83/06/09*0305110464 


B306J30311 Ack receipt Of 030520 Itr informing NRC of steps token to 
correct violations noted in IE insp 

PAP£RIELtO*C J Region 3* Office of Director 83/06/10 

LINDER, r M Dairy land Powor Cooperative Ip 10BP3 299 24X 

Fiche 5D-409i 03/06/10* 030613031 1 


— 8306130314 Responds to NRC 030324 Itr re violations noted In IE ifisp 
Corrective actions Lack 1* Dam 0 will be removed as backup 
meteorological site Sr revised joint frequency d 1 str i but Inn 
resulting from meteorological data submitted 
LINDER*P Dairy land Power Cooperative 03/05/20 HIND* J A 
Division, of Radiological & Materials Bofety Programs 3pp 
16823 300 24 X Fiche 50-409*83/06/10*0306130311 


3105110470 IE Info Notice 03-30, "Defective Heat Sink Adhesive 
Seisnlcally Induced Chatter in Relays Within Printed 
Circuit Cards " 0vc list end 

JORDAN* E L Division of Emergency Preparedness & Lngineerlnp 
Response (Post 830103) 03/06/13 Consolidated Edison Co of New 

York. Inc llBpp 18920 225 24X Fiche 50-000*03/06/13.8305110470 


3306070010 IE Info Notice 03-37* "Transformer Failure Resulting From. 
Degraded Internal Connection Cables " Qvc list end. 

JORDAN* E L Division of Emergency Preparedness Ir Lnylneering 
Response (Post 830103) 03/06/13 Consolidated Edison Co of New 

York* Inc S4Ppp 10921 001 24X Fiche 50-000*03/06/13.0306090010 


1306300226 Forwards IE Insp Rept 50-409/83-07 on 830516-18 No 
roncomp 2 lanco notod 

PAPERIELLO. C J Region 3, Office of Director 03/06/14 
LINDER, r VJ Dairy land Power Cooperative 2pp. 19119 173 24X 

Fiche 30-409,03/06/14,0306300226 


■-&30fr300231 IE Insp Rept 50-409/83-07 on 030516-10 Ne none ompl lance 
noted Major areas inspected status of post-TKI 
requirements 

PAULiR A I OREOERiL R Regiopi 3, Office of Director 03/06/14 
3pp 19119 17 5 24X Fiche 50-409* 83/06/14* 0306300226 


)3062r03B2 Responds to IE RuHetin 83-05. "ASME Nuclear Code Pumps ic 
Spare Parts Mfg by Hayward Tyler Pump Co " Subj pumps not 
in use or planned for use at facility 

l.JNDEn*F Dairy land Power Cooperative 03/06/16 KFPPLER, J 0 
Region 3* OfPlre of Director 2pp 10994 152, 24X 

Fiche 50-4 09* 03 /06/ 1 6* 0306270302 


B30627O3B1 Forwards IE Insp Rept 30-409/03-05 on 630301-0319 U notice 
of violation 

SHAFER. W D Region 3. Office of Director 03/06/17 LINDER, F W 
Oairyland Power Cooperative 2pp 10993 241 24X 

Fiche 50- 409* 83/06/ 1 7, 030627030 1 


— 8306270303 Notice of violation from Insp on 030301-0515 

SHAFER* W D Region 3. Office of Director 63/06/17 Ip 
18993 243 24X Fiche 50-409.03/06/17*8306270381 


— 8306270309 IE Insp Rept 50-409/03-05 on B302D1-05I5 Noncomp 1 1 anc e 
noted emergency core spray pump 10 failed to operate when 
challenged due to improper malnt 

DRANCH. M N * DUDRY. N E * JACKIN* I N Region 3* Office of Director 
83/06/17 app 1B993 244 24 X Fiche 50-409*63/06/17,8306270301 


630S110475 IE Info Notice 83-40, "Need to Environmentally Qualify 
Epoxy Grouts l< asalers " 3vc list end 

JORDAN* E L Division of Emergency Preparedness 1* Engineering 
Response (Post 030103 ) 83/06/22 Consolldeitd Edison Co of Neui 

York, Inc ll5pp 19021 J79 24 X Fith*- 50-000* 83/06/22, 83051 10475 


G305110477 IE Info Notice 83-41, “Actuation of Fire Suppression Byt 
Causing Inoperability of Safety-Related Equipment," Svc list 
end 

JORDAN* E L Division of Emergency Preparedness tc Engineering 
Response (Post 030103) 03/06/82 Consolidated Edison Co of New 

York* Inc, I20pp 10997 007 24X Fiche* 50-000* 83/06/22* 83051 10477 


B305I10479 tE Info Notice 83-42* "Reactor Mode Switch Halfunctlons " 
9vc list end 

JORDAN* E L Division of Emergency Preparedness U Engineering 
Response {Post 030103) 63/06/23 Conso 1 Idaietf Edison Go of New 

York* Inc lt6pp 10996 242 34X FI che 50-000* 03/06/23* 8305 U047 9 


6305110483 IE Info Notice 03-43* "Improper Bettings of Intermediate 
Range IIR) High Flux Trip Betpolnts " Svc list end 
JORDAN* E L Division of Emergency Preparedness b Engineering 
Response {Post 830103) B3/D6/24 Consolidated Edison Co of Neui 

York* Inc ll6pp 19046 297 2d X Fiche* 50-000* 03/06/24* 93051 104B3 


R Periodic operating reports & related correspondence 


8306020291 Monthly operating rept for Mar 1963 H/G3O40D Itr 

GOODMAN* L 8 * LINDER* F Dairy land Power Cooperative 03/04/06 
9pp 16690*332 24X Flche 90-409,83/04/06,0306020291 


0306160376 Monthly operating rept for Apr 1963 N/B3O509 Itr 

GOODMAN* L 8 , LINDER* F Dairy land Power Cooperative. 03/05/04 
Office of Resource Management* Director 6pp 10059 345 24X 
Fiche 50-409,63/05/04*0306160370 


B Reportable occurrences* LERs U related correspondence 


B306070040 RO 63-03 an 03 0527* one uP two redundant containment bldg 
pressure sensing lines found capped Line capped on 030516 
during verification of restoratinti following leakage bests 
Cap removed Followup rept will be submitted 

LINDERrF Dalryland Power Cooperative 63/05/31 KEPPLEft* J 0 
Region 3* Office of Director Ip 18739 360 24X 

Fiche 50-409*83/05/31* B306070G40. 


8306170376 LER 83-003/01T-0 on B30527* tue containment bldg pressure 
ssnslng lines found capped Caused by personnel error. Cep 
removed Orokon identification tag rep laced. Line modified 
to prevent future capping U/83060? Itr 

GOODMAN.L 8 . LINDER, F Dalryland Power Cooperative 03/06/09 
KEPPLER*J Q Region 3, Office of Director 4pp 18800.226 24X 

Fiche 50-409, 03/06/09, 6306 170376 


B30627O337 LER 03-OO2/O3L-O on 030520* d uring leakage rate testing, 
electrical penetration unit 5 leakage found above Tech Spec 
limit Caused by cracked gland on individual penetration DBQ. 
Assembly replaced M/B30616 Itr 

GOODMAN, L 0 * LINDER* F Dalryland Power Cooperative 03/06/16 
KEPPLERtJ 0 Region 3* Office of Director 4pp 18993 181. 24X 

Fiche. 50-409* 83/06/ 16, 8306270337. 


6306300006 Forwardi Special Rspt 63-01 re lanpling analysis results b 
addl info concerning occasions when raactor thermal power 
changed by more then 15X within 1 h while in Operational 
Condition I or 2 

LINDER* r Dalryland Power Cooperative 63/06/28 KEPPLER*J, G. 
Region 3, Office of Director. JSpp 19)20 321 24X 

FUhe 50-409* 83/06/22, 8306300006 
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DOCKETED ITEMS 


DOCKET SO-AIO NIWE KILE POINT NUCLEAR STATJOWp UNIT 2 
A Aj>p I ita tlon/c anstr-uc 1 1 an stage tfocurjcnts correspondence 


0306010027 Not if Icatian of 0310523 significant licensee flieetinq w/uttl 
in Kins of Prussiai PA to dlscwss current const problems 
LAZARUS.M J Region 1. Office of Director 03/03717 Region J« 

Office of Director Ip 10607 177 Flche 50-4i0. B3/05/i7. 

0306010037 


&30609020 5 Notification of 030607 meeting ui/ufcils it fibtj 
NJ to discuss GDC 51 compliance {fracture prevention 
containment pressure boundaryJ 

HAUOHEV.M . WEINHAMiE Licensing Branch 2 03/06/03 

Assistant Dirficlor for Licensing 4pp 10BO9 235 
Fiche SO-OOOi 03/06/Oa. 0306090205 


in Cherry HilJt 
of 


NOVAK. T M 

24 X 


0306000273 Foruards repts re aquatic ecalogy of faciliti| 8c “Nine 
Mile Point Aquatic Ecalagy Summary { 1973^01 li" in response 
to NRC Acceptance Review Requests E291 6ttt) 8< E391 11 (bJ 
Bibliography of publications end 

MANOANi C V Niagara Mohawk Power Corp 03/06/06 ElSCNMUT.D 0 
Division of Licensing Spp 10769 035 ?4X Flche 50-410. 03/06/06. 

0306000373 


—0306000874 "Nine Mile Point Aquatic Ecology Sonunary {1773-01) "■ 
* La uteri Katusky 8c Glelly Engineers 03/05/31 250pp 

10769 080 a4X Fiche 50-410.03/06/06.0306000273 


— 8306000360 "Oiological Engincciing Investigation nf Angled Flush Fisk 
Diversion Screriis. " presented at 25l.h Annual Hydiaulics 
Dlv Gpectality Conference. AbCE at Texas AtM Univ. College 
Station. TX on 770010-12 

TAFT. C P . MUS9ALLI.V 0 Stqne & Webster Engineering Corp 
77/00/10 lOpp 1B770 209 24/ Fiche 50-410. 0^/06/06. DJO&OOOa73 


0306140440 Responds to 030329 requeet for addl info re application far 
OL Info addresses Ends 1 -15 re distribution list for 
environ rept fc FOAR. safety -related strifcture sys 6 
components controlled by OA program 

MANOAN. C V Niagara Mohawk Power Corp 83/06/10 EIGENHUl.U 0 
Division of Licensing 3pp iBB3B 029 24X Fiche 50-410.03/06/10. 

0306140440 


03O6SEO296 Advises that applicant proposed Tech Specs do not repretenk 
SRP difference since current generic 37b used as bases 
MIRAOLIA.F J Assistant Director for GnPety Assesfment 03/06/21 
NOVAK. 7 M Assistant Director for Licensing ip P4X 
Fiche 50-410.83/06/21.8306200296 


C Utility Environmental Report (ER). a/mnds ?f c orrespondente 


8306280096 Forwards Buppl 2 to environ rept - OL stage 

MANGAN.C V Niagara Mohawk Power Corp 03/06/06 EISENHUI.D^ 
Division of Licensing Ip 10932 275 24X Fitho 50-410.83/06/06, 

0306220096 


— 0306000894 "gubmerged Multiport Diffuser Thermal Discharges Fran 
Conceptual Design to Post-Operational Survey.'* presented at 
Proceedings of Conference on Waste Neat Wgt It Utiliration 
on 770509-li»Hlaml Beach. FL 

TBAJ.V J I QURRIS.B E Stone U Webs^ter Engineering Corp 
77/05/09 23pp 10769 341 a4X Flche 50-410.03/06/06.0306000273 


— 03O6OBO39B "Fish Return Ggs. " presented at Proceedings of 85th Annua) 
Hydraulics Dlv Specialty Conf erenc e. ASCE at Teias AtM 
Uni versi iy I Col 1 ege Stat 1 on. TX. Aug 1977 

MUBSALLI. V 0 . TAf T. E P 9tnne & Webster Engineering Corp 
77/00/31 9pp 18770 001 24X Flche 50-410.03/06/06.0306000273 


— 030622010/ Guppi 2 to environ ropt - fJl stage 

* Niagara Mohawk Power Corp 83/06/30 23Bpp 18933 32i C4X 
Fiche 50-410. 03/06/06. 0306220096 


8306200250 Forwards Affidavit of Bve indicating that Amend 3 U Qtippl 2 
to FOAR it environ rept - OL stogc have been provided to 
appropriate parties as requested in NRC 030329 Itr 
MANOAN. C V Niagara Mohawk Power Corp 03/06/14 EISENHUT.D 0 
Division of Licensing 2pp 1Q901 177 24X Fiche 50-410.03/06/14. 

0306200250 


F Security, medical, emergency L fire protection plans 


"■’0306000303 "Designing Offshore Intakes for Fish Protection." presented 
at ASCE Natl Convention. Atlanta. OA tn Oct 1979 
ttUBBALLliY 0 . TAFT. E P Stone h Mobster Engineering Corp 
LARSEM. J Aldsri Research Laboratory 79/10/31 2Ipp 10770 010 
a4X Fiche SO“4IOi 03/06/06.0306000273 


0306130303 Forwards response to 830389 quostions re physical seturttg 
plan Response withheld (ref 10CrR73 21) 

SURNERi J Niagara Mohawk power Corp 03/06/08 EJSENHUI1D 0 
Division of Licensing Ip 10823 330 24X Fiche 50-4 10. 03/06/ C0> 

8306130303 


— 03O6OBO3O6 "Influence of Fish Protection Considerations on Design of 
Cooling Water Intakes. " presented at Joint Inti Symposium 
on DssLgn h Operation of Fluid Machinery at €{) State Unlv. 

Fort Collins.CO on 7D06i2-14 

MUSSALLI. Y, 0 * HOFMANN. F . TAFT. E P Stone 4 Webster Enflinoering 
Corp 70/06/12 12pp 10770 031 24 X Fiche- 50-410. 03/06/06. 

8306060273 


— 0306000312 "Developing Adequate Hydrothermal Monitoring Program." 
presented at AlF Topical Conference an Water Quality 
Conti derat ions for Siting C. Operating Nuclear Power Plants 
an 721001-04 in Wash ing ton. DC 

BRODFELDrB Stone tc Webstar Engineering Corp 72/10/01 29pp. 

10770 043 24X Flche 30-410. 83/06/06. 0306000873 


—0306000320 "Engineering implications op New Fish Bcreenlng Concepts." 
presented at Proceedings of Fourth Natl Workshop an 
Entrainment 6 Impingement an 771209-07 in Chicago. IL 
HUBSALLl.Y 0 . TAFT. B P. . HOFMANN. P Stone * Webster Engineering 
Corp 77/12/03 I6pp 10770 115 24X Fiche 50-410.03/06/06. 

8306000273 


— 03O6OBO33B "Environ Engineering Studios for Thermal Discharges at 
Coastal Bitae." presented at i?72 Joint Power Oeiiaration 
Conference on 720911 in fioston.MA 

MATCHETT. D L . TSAI.Y J Stone it Webster EnglneeTlng Corp 
72/09/ il 34pp 18770 140 24X Flche 90-410.03/06/06.0306880273 


— 83060B0343 "Lab Evaluation of Larval Fish Impingement & Diversion Bys. " 
presented at Proceedings of Workshop of Advanced Intake 
Technology on &J0488-24 in San Diego. CA 

TAFT. E P t BEROERiR H . LARSEN. J Dtone L Webster Engineering 
Corp. 01/04/22 22pp. IQ778 174 24X Fiche 50-410.83/06/06. 

8306080273. 


— 0306080351 "Experimental Approach to Design of Bys for Alleviating Fish 
Impingement at Ekisting U Proposed Power Plant Intake 
Structures." presented at Third Natl Workshop on Fntralnment 
k Impingement in New York City.NV in Feb 1976 
TAFT. E P . HOFMANN. P . EISELE.P J Btone Webster engineering 
Corp 76/02/29 13pp 1Q770 196 24X Fiche 50-410.83/06/06. 

03060 B0273 


0 Adjudicatory correspondence 


0306220123 Petition by New York State Energy Dfc to participate as 
Interested l^tate Certificate of Bve end 

KLIMBERO. 8 D New York. State of. Energy Office 03/06/07 
CommlBsloneTB 3pp 10926 100 24X Fiche 90-410, aT/06/07. 
0306220123 


0306160575 Forwards Multiple Intervonoro petition bo intervene 
WHITE. A F DeOraffi Foy, Conway Holt-Harris 03/06/10 

Docketing 6 Services Branch Ip 10366 H06 24 X 

Flche 90-410,03/06/10.8306160575 


—0306160902 Petition to intervene U request for hearing LicenEing 
decision will directly affect reliable supply 6 price of 
energy to member facilities Affidavit of Sve oncl 
WKriE.AF Affiliation Unknown WHJfErAF UcGraff. Foy. Corwiy 
t( Holt-Harris 03/06/10 Commissioners 4pp 10066 307 24X 

Fiche 90-410.83/06/10.8306160575 


8306820070 Notice of ABLD constitution MD Margulles chairman h EE HkiL 
U PM Rurdom. members 

COTTER. B P Atomic Safety and Licensing Board Pane) 03/06/1/ 

2pp 10930 170. 84X Fiche 50-410,03/06/17.8306220078 


8306270294 Answer to New York Btate Energy Ofc 030607 petition to 
participate as interested state Applicants raise abjection 
to request if hearing held Notices of oppearance 6 
Certificate of 8vc end 

CONNER.? D Niagara Mohawk Power Corp CONNER ■ T D Conner 6 
Wetterhahn 83/06/28 Atomic Safety and Licensing Ooarii Parieln 
Spp 18996 185 24X Fiche 50-410.83/06/28.8306270274 


8306240273 Reponse supporting New York State Energy Ofc B3D60/ 
petition for leave to participote as interested state if 
hearing hold as result of contested issue Certificole of Sve 
end 

BOROENICK. B, M Hearing Bronch 3 B3/06/23. Atomic Bofoly and 

Licensing Board Panel 4pp 10900 094 24X Flche 6O-4IO1 03/06/27- 

0306240273 



DOCKETED ITEMS 


28 B 


B30A24027B ftp*»pflnSE opposing Multiple InCervenors 6J0&10 petttiun for 
le^ve to intervene in QL piatiedinq Requisite interest & 
stAmfing not established Specifii: aspects to be litigated 
not Identified Certificate of five eni 1 

BGRDENICK.D <1 Hearing Qranth 3 [J3/06/JJ Atomic fiafety and 

Licensing Doard Panel iHpp 1B979 a/V SAX Fithe 50-4 lO. 0:1/04/23. 
0306340270 


6306340355 Motices of appearance in proceeding Certificate oF Qvc «ntl 
BCflDENICK, D M , PERLIS.R 0 tleai ing Dianch 3 83/0A/23 3p p 

10980 131 SAX riche 50^4 1 0. DJ/06/23, 0306240335 


0306280550 flBispanse re Multiple liitervenors B30610 petitiori For lenve 
to intervene Multiple Tntervenoi s counsel uiithdtaunl of 
petltan to intervene demonstrates that no basis exists for 
hearing Certificate of Sve rnt 1 

COMUEHjT D Niagara Mohawk Power Cprp 83/06/33 Commissioners 
2pp 1*7017 305 24X Flche 30-410.03/06/23.030*200550 


k utility Final Safety Analysis Repai t (FfiAR) &c amends 


B3D62SQD96 Poruiards Amend 3 to 1 BAR i< buppl 2 by environ rept — 01 
stage < f i led in PDF? Catognry C) 

MAMOAN. C V Niagara Mohawk Power Carp 83/06/06 EISENHUT. D 0 
Division of Licensing Ip 10932 275 24X Flcho 50-410.03/06/06. 

0306220096 


--Q3062201D4 Amend 3 to F8AR 

» Niagara Nohawk Power forp 83/06/30 405pp 1B932 2/6 a4K 

Fiche 50-410. 83/06/06. 03O62POO76 


B3O62OO2S0 Foruiards Affidavit of five indicating that Amend 3 %4 Sujipl 2 
to FSAR I* environ rept - DL stage have been pi'ovided to 
appropriate paitics as requested in NRC 830327 Iti 
MANGANi C V Niagara Mohawk Power Coi p 83/06/14 LIBENHUT. 8 <J 
division of Licensing 2pp 1D901 J// 24X Fiche 50-410.83/06/14, 

8306200258 


0 Inspection reports. IE Dulletins I, correspondence 


0306220149 Discusses IE insp on 820830-0730 & forwards notice of 
violation ir proposed imposition of civil penalty 
AILAN.J- M Region 1. Office oP Directoi 03/04/26 RHODE, G K 
Niagara Mohawk Power Corp 3pp 1893/ 342 24X 

FichP 50-410.83/04/26,0306320147 


— B30628D'i54 Notice of violation l< proposed imposition of civil penalty 
in amount of fJOD,OQO Noncompliance noted Improper 
implementation of QA program by princ ipo 1 contractor 
for util, Si falsification of OC recoids 

ALLAN. J N Region 1, Office of Director 03/04/26 3pp 
10737 345 24X Fiche 50-410,03/04/26,0306220147 


0306210200 Responds to IE Rullelin 82-04 re deficient Runkor Ramo Co 
primary containment electrical penetration assemblies 
AsBamblies not used ab facility 

HANNO.8 F Niagara Mohawk PnweJ Corp 83/05/25 ALLAN, J N Region 
Ir Office of Director 2pp 18718 130 24X Fiche 50-410.03/05/25, 

03062 10200 


B305110460 IE Info Notice 03-34, "Event Notification Info Worksheet " 
Sve list end 

JORDAN, E L Division of Emergency Preparedness it Enginoering 
Response iPast 03Q103) 03/05/26 Consolidated Edison Co of New 

yori* tnc llSpp 1B732 0B5 24X Fi che 50-000. 03/05/26, 0305110460 


0305110461 IE Info Notice 03-35. "Fuel Movement W/Contro) ftoiis 
Withdrawn at DWRs *' Qvc list ent 1 

JORDAN. E L Division of Emergency Preparednesi h Engineering 
Response (Post 030103) 03/05/31 Consolidated Edison Co of New 

york. Inc tl6pp 10732 a08 24X Fiche 50-000, 03/05/31 , 03051 10461 


0306140441 Ack receipt of 030406 Itr informing NRC of stepe taken to 
correct vialations noted In IE Insp Rept 50-410/83-01 
BTAR03 TECKIj R Division of Project Resident Programs 03/05/31 
RHODE. O k Niagara Mohawk Power Carp ip 10038 025 24X 

Fiche 30-410.83/05/31.8306140441 


—0306140445 Responds to NRC 83022B Itr re violations noted in IE It>sp 
Rept 50-410/83-01 Corrective actions foremen trained in 
importanca of making welding procedures available to waldcr 
6 procedures available at weld rod issue stations 
MANOAN. C V Niagara Mohawk Power Corp 83/04/06 9TARQBTCCKI, R 
Dlvlalnn of Project it Resident Programs 3pp 18838 026 24X 

PichB 30-410. 03/05/31, 8306140441 


B306M03S4 Ac k receipt of 030525 Hr informing NRC of stops taken to 
correct violations noted in IC Insp Rppl 50-410/82-14 
0TARD9TEGK1 . R Division of Piojrct h Resident Programs 03/06/0P 
RHODE, 0 K Niagara Mohawk Power Corp Ip 18634 200 S4X 
Fiche 50-410.83/06/02.9306140054 


—8306140558 Provides addl responsr to IE Insp R*pt 50-410/82-14. SbU 
field OC performing in-process insp of bolting crews to 
assure compliance u/lns tal latlon section of RCRQQJ spec 
MANN0.8 P Niagara Mohawk Power Corp 83/05/25 0TAROSTECKI. R, 
Division pP Project S< Resident Programs Ip 10034 207 24X 

Fiche 50-410.03/06/02.6306140554 


— 8306140564 Reeponds to NRC 030110 Hr re violsilont noted In lE Insp 
Rept 50-410/82-14 Corrective action* 8&U will perform addl 
torque tests on 200 bolte installed by each contractor 
involved in safety-related high strength bolting 
MANN0.8F . D19E»D P Niagara Mohawk Power Corp 83/03/09 
8TAR03TECK1. R D-ivision of Project & Resident Piegrams 7pp 
10034 210 24X riche 50-410,03/06/02,0306140534. 


0305110464 IE Info Notice 03-36, ''Impact of Security Practices on Safe 
Operations '* Gve list encl 

JORDAN. C L Division of Emergency Preparedness D engineering 
Response <Post 830103) 03/06/07 Consolidited Edison Co of New 

York. Inc 117pp 16830 280 24X Fiche 50-000, 83/06/07. 63051 10464, 


0305110470 IE Info Notice 63-36. "Defective Heat 6ink Adhesive t 
aeismlceUy Induced Chatter in Relays Hithin Printed 
Circuit Cards " Sve list end 

JORDAN. C L Division of Emergency Preperedness Ci Englnearing 
Response (Post 830103) 83/06/13 Consol Ideted Edison Co, of New 

York. Int liapp 18920*225 24X Fiche 50-000. 83/06/ 13, 03051 10470 


03O6O9OOJO IE Info Notice 63-37. "Transformer Failure Resulting From 
Degraded Internal Connection Cabjei " Rve list enc] 

JORDAN. E. L Division of Emergency Preparedness <t Engineering 
Response (Post 630103) 83/06/13 Coniolideted Edison Co of New 

York. Inc 243pp 1 0921 001 24X Fiche 50-000.83/06/13.8306090010 


6305110475 IE Info Notice 83-40. "Need to EnvironmentaU y Qualify 
Epoxy Orouts it Sealers " 8vc list encl 

JORDAN. E L Division of Emergency Preperedness Ic Engineering 
Response (Post 830103) 63/06/22 Consolidited Edison Co of New 

York. Inc llSpp 19021' 179 24X Fiche 50-000. B3/06/22. 0305110475 


0305110477 IE Info Notice 63-41. "Actuation of Fir# Suppression Syi 
Causing Inoperability of Safety-Related Equipment " 8vc list 
end 

JORDAN. E L Division of Emergency Preparedness It Engineering 
Responee (Post 630103) 93/06/22 Consolidited Edison Co of New 

York. Inc I20pp 10977 007 24X Fiche^ 50-000. 03/06/22, S30SU0477 


6305110477 IE Info Notice 63-42. "Raector Mode Switch Malfunctions " 
Gve list encl 

JORDAN. E.L Division o# Emergency Preparedness 6 Engineering 
Response (Post 630103) 63/06/23 Consol idited Edison Co, of New 

York. Inc 116pp. 16976 242 24 X Fiche: 50-000. 83/06/23. B30 51 10479. 


8306270122 Requests extension of time until I, including 830705, to 
complete response to B30426 notice of violation 6 pro-posed 
imposition of civil penalty Addl time necessary to review It 
edit final response l< to coordinate review w/8lcW. 

WETTERHAHN.M j Conner If Netterhehn WETTERHAHN.H J Niagara 
Mohawk Power Corp 83/06/23 DEYOUNO.R Director's Office, Office 
of Inspection and Enforcement 2pp 10988 018. 84X 

Fiche 50-410.03/06/23,0306270122 


6305110483 IE tnfn Notice 03-43, "Improper Bettings of Intermediate 
Range HR) High Flux Trip Setpoints " Bve list end 
JORDAN, e L Division of Emergency Preperedness It Engintering 
Response (Post 630103) 83/06/24 ConsDlldated Edison Co. of Nsu 

York, Inc 116pp 19046 297 24X Fiche* 50-0DO, 83/06/24, 8305110483. 


8305110450 IE Info Notice 83-02, "Ruptured Am-241 Sources Contained in 
Hall Logging Device " 8vc list end. 

TAYLORrJ.M Division of Safeguards It Inspection Programs (Post 
630103). 03/05/26, Consolidated Edison Co of New Y«rk, Inc. 
12Spp 10031 043 24X Fiche 50-000,83/05/26.6305110450 


R Periodic operating reports ti related correspondence 


630606027:3 Forwards repts re aquatic ecology of facility I, "Nine 
Mile Point Aquatic Ecology Summary (1973-61)." In reeponie 
to NRG Acceptanca Review Requests E291 6(a) h E271 11 (b>. 
Bibliography of pub I i cabloTiB end 

MANOAN.C V Niagara Mohawk Power Corp 83/06/06. EIBENHUT. D 0 
Division of Licensing 3pp 18769-025 24X Fiche 50-410, 83/06/06, 

3306080273 


— 8306060274 "Mine Mil# Point Aquatic Ecology Bummary (1973-81)," 
e Lawler, Hatusky it 8kallg Engineers 83/05/31, 25Bpp 
18769^028 24X Fiche 50-410,83/06/06.8306000273 
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DOCKETED ITEMS 


8 ff«portablB occurrences* LERs &■ related correspondence 


8306010493 Final deficiency rept re undei sized Pouirr Generation control 
complex floor ptadule welds Initially reported on 030207 
l^aldt Inspected & accepted Procedure revised to require ueld 
leg 1 ength verification using fillet ucld gauge 

MANNO, 5 F Niagara llohauk Power Corp 03/03/20 STAROSieCK I , R 
Division of Project 4r Resident Programs 3pp. 1B674.315 24X 

Fiche 50-4 1 Oa/OS/20. B3060J 0453 


6306200262 Interim deficiency rept re nonconfarmance of pipe fittings 
nffl by Tube-Line Corp Intia] ly reported on 8304S2 Final 
rept expected by 030919 

MANNO.S F, Niagara hohatuk Power Corp 63/05/29 STAROSTCCKI « R 
Division of Project fc Resident Programs 2pp 19901 105 24X 

Fiche 50-410193/03/25,8306200262 


6306210195 Interim deficiency rept re failure of main steam safety 
relief valve actuator during environ qual i f i cation testing 
Initially rsportid on B30503 Failure due to seals in 
actuator assembly Investigation ongoing 

M ANNO* 8 F Niagara Mohawk Power Corp 63/06/01 8TARQSTECK1 1 R. 

Division of Project & Resident Progra-ms- 2pp 19914 139 24X 

Fiche- 50-410. 63/06/01*6306210195 


6306200605 Final deficiency rept re faulty Cloui Corp valves used in svc 
uateriLPCS 4r Ri#} sys, Initially reported an 920923 i/alves 
returned to manufacturer for heat treatment rework. 

Completion expected by B30G31 

HANNOfB F Niagara Mohawk Power Corp 63/06/02 BTAROSTECKI . R 
Division of Project & Resident Programs 2pp 19016 021 24^ 

Fiche.50-41{}ia3/06/02« 0306260605 


9306210162 Pinal deficiency rept re OA inspector certification 
Initially reported on 930429 Oual if Ication/certif ication 
records reviewed & found complete Deficiency not reportable 
per lOCFRSO 591 e> 

DiSEiD.P Niagara MohauJf Pouer Corp 03/06/03 STAROSTECKI. R 
Dlvltioti of Project t< Resident Programs 2pp 1B9 1 5.254 24X 

Fiche 90-410*63/06/03.6306210162 


6306280597 Final deficiency rept re ueld radiograph Indications on 
Aiioclatad Piping & Engineering Corp recirculation piping 
spool piece Initially reported on 630113 Discontinuity 
■ xcavatedj repaired & verified per final NDE 

D15E*D P Niagara Mohawk Power Corp 63/06/13 BTAR06TECK1. R 
Division of Project fc Resident Programs 2pp, 19016 199 24X 

Fiche 90-410.63/06/13,8306260597 


B306260S55 Final deficiency rept re failure to obtain ambient temp for 
HPC8 diesel generator equipment qua 1 1 f ica ti on documentation. 
Initially reported on B20B05 OE provided operating 
isperlince info to support qualification. 

DlSEfD R Niagara Mohawk Power Corp 03/06/20, Sr ARDSTECKI. R 
Oivtsion of Project & Resident Programs 3pp 19015 022 24X 

Fichai 90-410, 03/06/20* 0306280259 


V. Operator E laminations 


8306140322 Requests attendance at 830627 meeting in King of Prussia*PA 
to discuss transfer of reactor operator licensing function 
from BethesdarMP to Region I ofc 

8TAR06TECKI r R Division of Project t( Resident Programs 63/06/09 
RHODE* O.K. Niagara Mohawk Power Corp. 2pp IB832 210 24X 

Fiche: 50-4 10. B3/06/09* B3061403P2. 


DOCKET 50-4 IB BEAVER VALLEY POWER STATIPN, UNIT 2 


A Appl icatlon/construct 1 on stage documents & correspondence 


9306020013 Requests mgt mtebinq on 630607 to discuss licensing review 
of OL application. List of info to be highlighted included 
KNIGHTON. 0 M. Licensing Branch 3 83/05/13 WOOLEVER.E J 

Duquetne Light Co. 3pp, 10702 344 B4X Fiche 90-412* 83/05/13, 
B3060S0013 


8306020491 Notification pf 830523 meeting u/utl] in 6«thesda,MD U 
diicusB fracture toughness of mails in containment pressure 
boundary 

LAZO, L. Licensing Branch 3 03/05/16 KNIGHTON* O N Licensing 

Branch 3 3pp, 16719. J97 24X Fiche 50-4 12* 63/05/16. 6306020491. 


8306150149 Forwards Ffl notice of receipt of application for Ol, notice 
of availability of environ rept b notice of opportunity for 
hearing. 

KNIGHTON, 0 W. Licensing Branch 3 63/05/19 WOOLEVER* E J 

Duquasne Light Co 2pp 1BQ70 079 24X Fiche 50-4 1 2,83/05/19. 

9306130149 


— 63061 501'iO Notice of receipt of appllcntion for UL. notico of 
availability of environ rept, notice of ronfiiderotitin of 
issuance of OL & notice of opportunitu for hearing 
KNIGKfON.G H licensing Birinrh 3 03/05/19 Vpp Iflti/O flph 

24X Fiche 50“4 1 P. 03/05/ 19, 0306 150149 


0306030034 Notification of 030607 meeting w/util in npthead.i. MO to 
discuss plans fur review of Ot application 

LAZO. L Licensing Branch 3 63/05/24 KNIGHTON- G W Litonsins 

Branch 3 3pp 18733 176 24X Fiche 50 4 1 2, 63/05/24 , 03060JOO M 


C Utility Envir tinmen t»i I Report (EH), amends & c orre sp and enev 


8306090401 Advises that general info, filed in environ rept - OL Stdja 
L FEAR. suf f ic 1 ently complete for dockriing application & 

Initiation of safety Ic envirnti levieuis Projected Fuel date 
IS 051231 

EISENHUT. D G Division of Lireosing 83/05/04 WOQLFVER. L J 

Ouquesne Light Co 67pp lOff J 5 070 24/ Fiche *>0 -4 12, Q3/f};,/04, 

9306090401 


8306150149 Forwards FR notice ol receipt of application for Ul,noUtr 
of aval l.ib 1 1 1 tU uf environ rept it noLice of oppor tun i ly for 
h ear ing 

KNIGHTON. G W Licensing Uranc h 3 03/05/19 WDOLEVFR.E J 

Duquesne Light Co 3pp 10370 079 P4X Fiche SO-4 1 P. 03/05/ 19. 
B306150M9 


— 0306150150 Notice of receipt of application for OL, notice of 
availability of environ rept. notice of consideration of 
issuance of Ol S, notice of opportunity for hearing 
KNIGHTON. G H Licensing Di anch 3 6wV0D/l9 Vpp 188/0 OfJEJ 
24X Fiche 50‘-4 I**’. 83/05/ 19. 03061 50147 


8306140365 Comments on environ rept - OL sl.iqe Calculations utiliting 
recent data, schudul ed shutdowns in surnmertimr only 6 rev to 
support conclusion for downstream phytoplankton sites 
r ecommended 

KULP, C J Interior. Dept of. Fish & Wildlife Service 0J/O6/OV 
MClNTIRE.g Duquesno Light Co 2pp 1QD32 141 24X 

Fiche 50-4 1 2. 03/06/09. 8306 140365 


0 Inspection reports. IE Oulletins S< correspondence 


6305110458 IE Info Notice 83-32, '‘Ruptured Am-341 Sources Cantalnetf in 
Well Lugging Device " 8vc list end 

TAYLOR, JM OiviBion of Safeguards 8, Inspection Programs (Pest 
830103) 03/05/26 CoribO 1 1 dated Edison Co of New York. Int 
123pp 18831 043 24X FlCho 50-000, 63/05/26. 63051 1 04 58 


9305110460 IE Infu Notice 83"‘34. "Event Notification Info Workshi'et * 
Svc list enr 1 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/05/26 Consolidated Edison Co of Niw 

York. Inc llSpp 10732 085 24X Fiche 30-000, 03/05/26. 0305110(40 


8306060209 Ac k receipt of 030504 Itr Confirms understanding tliai CP 
holder has sole reporting obligations pet 10CFR50 55(e) 

Part ai reporting requirements excused if util aw.n e NRC 
adequately informed of defect or failuree 

ALLAN. J N Region 1, Office of Director 83/05/26 WODLCVER*? J 
Duquesno Light Co Ip 16729 039 D4X Fiche 50 412.03/05/26. 
0306060207 


—8306060293 Discusses role & responsibility of lOCFRbO 55(e> repoellrs 
Wfstinghouse directed to rept all future potential 
significant deficiency findings for facility only to util & 
util wl)l rept to NRC 

WOOLEVER, E J Duquesne Light Co 00/05/04 ALLAN. J Reglcn 1* 
Office of Director 3pp 18729 040 24X Flthe 50-412, a3/05/.J6. 

8306060289 


0305110461 IE Info Notice 83-35, "Fuel Movement W/Contro) Rods 
Withdrawn at DWRs " Svc list end 

JORDAN. E I Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 83/05/31 Consolidated Edison Co of Rm 

York* Inc n6pp 18732 200 24X Fiche 50-000.63/05/31.6305110461 


8306150349 Ack receipt of 630520 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-412/83-04 
STAROSTECKI. R Division of Project t. Resident Programs 0!l/O6/O3 
WOOLEVER. E J Duquesne Light Co Jp 1BB47 147 24X 

Fiche 50-412, 03/06/03.03061 5034 9 


— 8306190355 Responds to NRC 03D4DB Itr re violations noted in IE 
Rept 50-412/03-04 Corrective actions engineering analysis 
completed for piping sys presently welded to containment 
penetration upheld by support further down pipe 
WOOLEVER. E J Duquesne Light Co 03/05/20 STAROSTECKI. R 
Division of Project 6 Resident Programs 3pp 10047 140 D4X 
Fiche 50-418.03/06/03.0306150349 
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2S7 


B306140650 Summavi los 8J02JS muptinq re SALP conducted on 03013^ SALP 
rep^t evaluation covers Dec IVCll “ Nov 1V0P Overall 
perforniancB in cnnatructinq Porility nireptable 

ALL AN I J M Reqion l> Office of Director 03/0A/0B UDOLEVERp E J 
Duquestie Light Co <lpp 1804^ 009 .MX Tiche 50-4 12> 83/OA/O0. 
B 3 Q&lA 06 Sa 


— S3061A0AA3 Forwards SALP rcpt foi Dec 1901 - Nov 1«?02 Site meeiino 
scheduled for 0JO2i5 tn (listuss assessment List of meeting 
attetideee rncl 

STARQSTECK I i R Division of Project Ic Uesidont Pingioms 03/0-1/31 
WOOLEVERpE J Duquesne Light Co Hpp 18842 007 24X 

FIche ‘10-415, 03/06/08, 0306140658 


— ©30614066/ fiALP rept for Dec 1901 " Nov 19B2 {Const Phase) Performance 
Categorios ir S, III assigned 

* Region 1, Office of Director 81/01/24 31pp 18042 010 24X 

FichD 50-412,83/06/08,0306140650 


— 0306140672 forwards rosponao to 030131 1 ti forwarding SALP for Dec 
I9UI - Mfov 1902 conducted on 830124 Response covers Four 
areas assessed as Category IJ one area assessed as 
Category 1 1 1 

WODLEVCn, E J Duquesne Light Co 03/03/08 STAROSTECKl, H 
Division of Project & Resident Prngrotrs 7pp 18842 043 84X 

Fiche 50-412, 03/06/08, 0306140658 


B3O5S10464 IE Info Notice 03-36, “Impact of Gecurity Practices on 8afe 
OperatiooE “ 8vc list end 

viORDANiE L Division of Cmcigency Preparedness (i Engineering 
Response (Post 030103) 03/06/09 Consalldated Edison Co of Neur 

York, Inc li9p|i 18030 280 24X Tic he 50-000, 83/06/09, 0305 1 1 0464 


830-6230415 Foruards IE Insp Rep I 90-412/83-07 on 030502^31 & notice 
of violation 

STAROaTCCKli n Division of Project it Resident Programn 83/06/10 
t;OOLE9£n,E J Duquesne Light Oil 2pp 18943 190 P4X 
Firhe 50-412. QJ/06/10, B306230415 


— 93063GD417 Notice of violation from inop on 830502-31 

« Region 1, Office of Director 83/06/10 Ip 10943 192 84X 

Fiche 50-412.83/06/10,0306230419 


—8306230424 3E Insp Rept 50-412/03-0/ on QJ0502~3i Noncomp 1 lance noted 
failure of bScM to correctly consider “dead weight*’ when 
performing calculations foi pipe supports 

MALTDNi 0 A , TRIPP, L E Region 1, Office of Director 03/06/00 
SOpp 10943 193 24X Flcho 30-412.83/06/10,0306230415 


8305110470 IE Info Notice 83-30, “Defective Heat Sink Adhesive 
9eismica]Ly Induced Chatter in Relays Within Printed 
Circuit Cards “ Hvc list end 

JORDAN, E L Division of Emergency Preparedness I, rngineerlna 
Response (Post 8301031 03/06/13 Consolidated Edison Co of Neur 

York, Inc llGpp 18920 S2D 24X Fiche 50-000, 03/06/ 13, 03051 J 04/0 


B3060900JO lE Info Notice 03-37> "Trans former Failure Resvltiiifi From 
Degradfl-d Interiiol Connection Cables “ Uvc list end 
JORDAN, E L Division of Emergency Preparedness !< rnglneerlnp 
Response fPost 830103) 03/06/13 Consolidated Edison Co of New 

York. Inc 243pp 10921 001 34X FIjIic 50-000,83/06/13,0306090010 


0305110475 IC Info Notice 03-40, “Need to Environmentally Qualify 
Epoxy Grouts Sealers “ Ovc list one 1 

JORDAN, E L Division of Emergency Preparedness & Fng inecriiig 
Response (Post 830103) 03/06/22 Consolidated Edison Cn aP Nesi 

York, lor llDpp J9021 J79 24X Flcho 50-000, 83/06/22, 0305 J i 0475 


0305110477 IE Info Notice 03-41, “Actuation of Fire Suppiession Bys 
Causing Inoperab i 1 1 ty of Baf ety-Rclntod Equipment “ Sve list 
end 

JORDANfE L Division of Emergency Preparedness b Ingineering 
Recponie (Past 830103) 03/06/82 Consolidated Edison Co of New 

York, Inc I20pp 10997 007 24X Fiche 50-000.83/06/22,8305110477 


©305110479 IE Info Notice 03-42, “Reactoi Mode Switch Malfunctions » 
Sve list one 1 

JORDANjE L Division of Emergency Preparedness 6 engineering 
Rweponse (Post 830103) 03/06/23 Consolidated Edison Co of New 

York, Inc ll6pp 18996 242 £t 4 X F i the* 50 - 000 , 83/06/23, 83051 10479 


0305110483 IE Info Notice 83-43, “Improprr Settings of Intermediate 
Range (IR) High Flui Trip Setpoints " 6vc list end 
-JORDAN, E L Divisioniof Emergency Preparedness I, Engineering 
Rvsponse CF^ost 830103 ) 03/06/24 Consolidated Edison Co of Neui 

Vorl, Inc I16pp 19046 29/ 24X Fiche 50-000, 03/06/24, 83051 10483 


8 Reportable occurrences, LtRs & related correspondence 


0306-010092 Second Irtterim Significant Deficiency Rept 02-04 re 
potential problem in Nest itighnuse solid state protection 
sys Initially reported on 820006 Design changes being 
reviewed Next rept expected by 830731 

WOOLEVER. E J Duquesne Light Co 83/05/19 ALLAN, J Region I. 
Office of Director 3pp 18673 266 24X Fiche 50-412,03/05/19, 

0306010092 


03O6O2D42Q Final Significant Deficiency Rept 03-01 re WesilnghDuse gate 
valve pasition indication Initially reported on 030112 
Inaccurate position indication could result in improper sys 
isolation Mod will be completed by Junr 1904 

WOOLEVER,© J Duquesne Light C« 83/05/23 ALLAN, J M Region ir 
Office of Director 4pp 10693 171 24X Fiche 50-412,03/05/23, 

0306020420 


0306210141 Interim Significant Deficiency Rept 83-03 re misoperation 
of Westinghouse DS-416 reactoi trip switchgear undervoltage 
attachments Initially reported on 830426 Util evaluating 
deficiency Neit rept expected fay 830901 

WOOLEVER,© J Duquesne Light Co 03/05/26 ALLAN, J Region 1, 
Office of Director 5pp 10914 192 24X Fiche 50-412,03/05/26, 

G30621D141 


V Operator Examinations 


8306140044 Requests attendance at 030627 meeting w/Reglon I in King of 
Prussia, PA to discuss transfer of reactor operating 
licensing function from Oethesda,MD to Region I ofc 
8TAR0BTECKJ, R Division of Project tc Resident Programs 03/06/09, 
WQ OLE VER I E J Duquesne Light Co 2pp 18830 311 24X 

Fiche 50-412,03/06/09,9306140044 


DOCKET 50-413 CATAWBA NUCLEAR STATION, UNIT 1 


A Ap pi ic ation/cons true t i on stage documents It correspondence 


1)306030300 Forwards Vols 1 I* 2 to Rev 1 to “Duke Power Co Response to 
Sup pi 1 tc NURE0-O737 for Catawba Nuclear Station " 

TUCKER, H D Duke Power Co 03/06/01 DENTON, H R Office of 
Nuclear Reactor Regulation, Director A DENS AH, £ 0 Licensing Drench 

4 215pp 18/04 030 24X Fiche 50-413,03/06/01.0306030300 


8306160725 Summary of 830324 meeting w/utils & Westing house in 
DethesdajtlD re design review panel review of new 
WestlnghouBO stress anelysis on manifold fasteners for 
D2/D3 stoem generator mod 

HOPKINS, J D Licensing Dronch 4 83/06/10 Licensing Drench 4 

7pp 18076 277 24X Fiche 50-000.03/06/10,0306160729 


B306290973 Bummary of Design Reviffw Panel 830321 meeting w/utils fc 
WestinghousB in Detheida.MD re D2/D3 steam generator mod 
Westinghciuse stress analysis of manifold fastaners 
HOPKINS, J B, Licensing Branch A 83/06/10 Licemlng Branch 4. 
7pp 19047 005 24X Fiche SO-OOQ, 83/06/ 1 Oi 8306290&73 


E NRC Safety Evaluation Report <8ER), supple & carre ipondence 


8306070206 Furwards “Overpressure Prntectidn Rept for Catauba Nuclear 
Power Plant. Units I 6 2 as Required by A8ME BoiJtr 6 
Pressure Vessa) Cude^ Section III, Article NS-7300“ 6 responsp 
to 6ER Open Item 7 & Confirmatory Item 24 

Tt/CKER, H G Dale Power Co 03/Ob/27 DENTaNi H R Office of 

Nuclear Reactor Regulation, Director AD E NOAH, E 0 Licensing Branch 

4 2pp 1G747 076 24X Fithe 50-413,03/05/27,0306070206 


— 8306070910 “Overpressure Protection Rept for Cetawbe Nuclear Power 
Plant, Unite 1 6 2 as Require-d by A8ML Dniler fa Pressure 
Vessel Code, Section III, Artie Ip ND-7300 “ 

FORCMF, K A , LANO. 0 E , MirSEMANN, R A Duke Power Co 02/07/31. 
t4pp J8747 07B 24X Fiche 50-413, 03/09/27, 0306070206 


0306070314 Advliei that Internal corrosicn protection for fuel oil 
storage tanks In conformance w/AN0I N195 fa that internal 
coating applied to fuel oil storage tank not necessary, per 
BER Section 9 5 4 2 

TUCKER, HB. Duke Power Co 83/06/01 DENTON. H R. Office of 
Nuclear Reactor Regulation, Director ADENBAM, E 0 Liceneing Branch 
4 14pp 10744 227 24X Fiche 50-413,83/06/01,8306070314. 


0306140010 Forwards six ovarsiie ele-ctrlcal elenentary rflagrams, in 
rasponse to 8EH Canf Irmat-ory Item 34 Diagrams confirm 
removal of Jrey-locked switches Prom control room HVAC 
circuits Aperture cards are available in PDR 

TUCKER, H B Duke Power Co 03/06/07 DENTON, H R Office of 
Nuclear Reactor Regulation, Director ADENBAH, E 0 Licensing Branch 
4 2pp 18032 071 24X Ficha 50-413. 03/06/07, 8306140010 
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830^170316 rarudTds revised pages rt^spondlng to SER Conf ir rna tary 

Items I4t 16 & 17 re c on ta i t isolation valve data & 

containment purge sys from B3C)5?S ni«»et>nq in Oothosda«HD 
TUCKER. H D Dtjie Power Co B3/06/07 OL'MTON. R Office of 

Nuclear Reactor Rcgulatinni Director ADbMSAM, K G Licensinj} Branch 

4 I5pp 10877 027 34X Fit tie 30-4 ia> 03/06/07* 0306170316 


0306240153 Foruards tuo oversire electrical elementary diagramsiin 
response to SER Confirmatory 30 

TUCKER, H B Duke Power Co 83/06/30 DENTON* H R Office of 
Nuclear Reactor Regulation, Director ADEN8Ah*E G Uicensinc Drorich 
4. 2pp 10976 001 34X Fiche 30-4 13. 63/D6/20* 6306340133 


9306240183 Forwards revised FSAFI pages re hydrologic engineering* in 
response to NitC □□0S06 1 tr 6 SFR Canf irmatcry Itrni I Revised 
pages uill be included in Rev 0 to fBAR W/three oversiio 
figures Aperture cards are availahln m F'DR 

TUCKER*H B Duke Power Co 83/06/31 DENTON. H ft Office of 
Nudleer Reacter Regulation* Director ADENSAMiE O Licencing Branch 
4 26pp S4X Fiche 50-413* 03/06/31. □306340103 


0306270384 Forwarifs brochure entitled* ’‘Oabawba Nuclear Station 
Emergency Plan. *' per SER.Suppl 1* Section 13 3 3 7 
TUCKER. H D Duke Power Co 03/06/33 DENTON. H R Office of 
Nuclear Reactor Regulation* Director ADENSAH.E 0 Licensing Branch 
4 IBpp 1B??2 134 34>; Fiche S 0-41 3. 03/O6/23, 0306270304 


F Security, medical, emergency 6 fire protection plans 


8306140664 Forwards lE tnsp Repts 50-41 3/83-07 6 50-414/03-07 on 
030426-29 No ndncompl i anc e noted 

DANCE.H C Division of Project it nD»ident Prograoih 83/05/24 
TUCKER, H D Duke Power Co 3pp 18G42 050 24X 

Fiche 50-413,03/05/24. 8306140664 


—8306140671 IE Insp Rep ts” 30-4 13/93-07 6 5O-414/03-O7 on 830426-29 No 
noncomp 1 lance noted Major aicas inspected cable penotratlon 
f irestops. instal lation of Instrument sensing lines, 
electrical cable terminatlnns 6 review of QC recoids 
RUFF, A B Region 2, Office of Director CONLON Division of 
Engineering & Radiological SuPefcy Program* 03/05/30 6pp 
18842 052 S4X Fiche 50-413* -B3/05/24, 9306140664 


8306070349‘ Forwards "Study of Fire Resistive Performance of lire Div 
Ualls Used in Power Plant Const.** as partial response to 
Open Item 14 of fire protection program Three oversize 
drawings end Aperture cards are avnilalile in PDH 
TUCKER. H D Duke Power Co 03/03/31 DENTONiH R Office of 
Nucleer Reactor Regulation. Director ADEN8AM.E O Licensing Branch 
4 2pp 18743 200 a4X Fiche 50-413.03/05/31,8306070349 


—8306070352 "Study of Fire Resistive Performance of Fire Div Walls Used 
1 t» Power Plant Const " 

BLETZACKER.R W Richard U HletiackcT U Associates. Inc 
83/04/00 I70pp 10743 802 24X Fiche 80-413.03/05/31* 

8306070349 


8306220289 Releases public version of emergency plans 

FELTON. J M Division of Rules and Records 03/06/17 Uocunient 
Management Branch Ip 10940 089 24X Fiche 50-413.83/06/17. 

0306220289 


— 0306220295 Forwards pubSic version of State of SC operational 
radiological emergency response plan, State of NC emergency 
response plan 6 Vork County emergency operation plan 
TUCKER. H D Duke Power Co 03/06/06 DENTON. H R Offii-t? pp 
Nuclear Reactor Regulation. Director App 10940 090 P4X 
Fiche 50-413.03/06/17.0306220209 


— 8306220299 Public version of State of DC operational radiological 
emergency response plan, state of NC emergency response 
plan 6 Vork County emergency operation plan 

* Booth Caroline, State of 03/05/31 930pp 1B940 094 24X 

Ffcht. 50-413, 03/06/17. B3062202B? 


8306270304 Forwards brochure entitled, "Cefeowba Nuclear Station 
Emirgency Plan,*' per 6ER,Suppl 1. Section 13 3 2 7 
TUCKER. H a Duke Power Cq. 03/06/22 DENTON. H R Office of 
Nuclear Reactor Regulation. Director, ADENBAN. E 0 UicenBinj Branch 
4 IBpp 10992M34 24X Fl cho* 50-413. 83/06/22, B306970304. 


0 Adjudicatory correspondence 


8306060297 Further supplementary responses to util in terrogatoriee re 
Gcntentlons 6,7.8.16 6 44 & NRC Interrogatories re 
Contention 7 6 responses to util & NRC followup 
interrogatories. Certificate of 0 vc encl 

JDB, P H, Palmetto Alliance 03/05/27, Duke Power Co 46pp 
18729-325 24X Fiche 50-413*83/05/27,0306060297 


8306060072 Neiiponse opposing Palmetto Alliance 820525 mution to 
establish discovery schedule cm OA rontontion 6 Alliance 
allotted reasonable opportunity tn coniinct discoveiy 
CertiFicate of 5vi encl 

jaHN80N,C E Hedl ing Dranih A 02/06/02 Atomic Safety orid 

Licensing Board Panel l/pp 10V23 2*.4 24X Ficht* 50-413*82/016/02, 

03O6O6OO7J 


0306060301 Response opposing Palmetto Alliance motion to estabUt,!) 
discovery schoduto on QA Contention 6 Alliance afforded 
every opportunity to obtain info neie'ii-arij to support 
contention Certificate of 5vt rut 1 

MCGARRY.J M Duke Power Co HCOARRY. \1 N Debevnise 6 l.ihormnn 
83/06/02 Atomic Safety and Licensing Board Panel 48pp 

10729 049 24X Fit he 90-413. 0 1/06/02* 0j0606030i 


0306070041 Motion fur sanctions against Palmetto Alliance Alliance 
Contentions 7 6 44 should bo dismissed for failure to meet 
■discovery doadlines Certificate of Bve one 1 

JOHNSON. 0 E Hearing Branch A 83/06/03 Atomic Safety and 
Licensing Board Panel 14pp 18739 344 24X Fiche 50-4i3, D'l/04/0 ii 

B306070041 


83060B0170 Mobian far sanctions against Palmetto Alliance S. (aroliiie 
Environ Study Group Number 6 scope of contentions should lir 
limited for failure to respond to discovery requests 
Certificate of bvc end 

MCGARRV* J (1 Duke Power Co bfCGAHRY* M Debevoise 6 UlhPrirnn 
83/06/06 Atomic Safety and Licenoinq Board Panel l46pp 
18771 346 24X Fiche 50-4 1 3, UJ/06/06, OJO6O0OI 70 


9306090305 Fo-rwar do Region IT 030602 Itr transmitting notice of 
vialatiou te proposed imposition of civil penalties in omiiuiit 
of 6100*000 far violations noted in IF Rppts 

50-269/03-11.50-270/03-11 *r0 207/03 -1 1 

JOHNSON* GC Jkai ing Branch 4 83/06/06 KELLEY* J L . FUbiER^R I . 

CALLIFIAN, D Atomic Safety and Licensing Board Panel Upp 

18795 1/9 24X Fiche 50-413.83/06/06*0306090305 


8306100S96 Responses to util 630523 followup interrogatories on rr*. 
Contentions Jl. 17 t< 19 

a Palmeite Alliance * Carolina Environmental Study Group 
83/06/06 Duke Power Co I3pp 13005 354 □4X 

Fiche 50-413.03/06/06*8306100196 


630610019? Supplemental response to Interrogatory IV on Contention 7 
CARR* A V Duke Power Co CARR, A V Debevoise l« Liberman 
03/06/08 app 10806 010 24X Fltho S0“4 1 3. 03/06/00. 030610019/ 


— B306100199 Motion for eirtension until 030/01 to file motloiiB fo» 
summary dlaposition Palmetto Alliance allowed to make 
discovery past scheduled time Certificate of Bvc encl 
HC0ARRY, J N Duke Power Co HCOARRY, J M Debovoise fi Liberman 
B3/06/OB Atomic Safety and Licensing Board Panel 5pp 
10006 012 24X Fiche 30-413.03/06/00,8306100197 


0306130437 Notice of change of address 

PRESLERtH A Char ] otte-Meck 1 rnberg Environmental Coalitinn 
03/06/00 Docketing it Services Branch Ip 1Q0PJ 194 24X 

Fiche. 50-413. 03/06/08. 830613043/ 


0306150305 Rosponse opposing applicant L NRC motions for sanctions re 
Contentions 6, 7,8, ]6 6 44/lB F< Contontionr. 7 & 44. 
respectively Applicant NRC motions should be denied 
Discovery obligations fulfilled Certificate of Sve encl 
GUILD, R Falaietto Alliance GUILD. R Carolina Environmenln 1 Study 

Group GUILD, R Guild, R 83/06/10 Atomic Dafetij and Licentlng 

Board Panel 26pp 10047 170 24X Firhe 50-413,03/06/10. 

03061 S 0305 


0306160612 MemoTandum S< order ruling on Palmetto Alliance motion to 
establish disCdvery schedule on QA Contention 6 Denies 
portion of motion requesting extension for unrestricted 
discovery Addl time allotted to take depositions rr welding 
KELLEY. J L Atomic Safety and Licensing Board Panel 03/06/13 
Palmetto Alliance, 9pp I8U66 131 24X Fiche 50-413.83/06/13. 

0306160612 


8306170365 Response supporting util 030600 motion for extension unkU 
030701 to file motions for summary disposition Palmetto 
filed discovery responses late Motions to dismiss for 
failuro to aialte discovery ponding W/Cor t if i cate of Bvi 
JOHNSON. 0 E Hearing Branch A 63/06/15 Atomic Safety and 
LicensiTia Board Panel Spp 18B80 32}/ ?4X Fiche, 50-410. 03/06/ 15, 

0306170365 


8306220092 Submits position on conduct re dispositions of util 
empl(>v«'e>» orciered by ASLO 830613 memorandum b order Related 
correepandence 

CARR. A V Duke Power Co 83/06/15 GUILD.R Guild, R 2pp 
10927 171 24X Fiche 50-413,83/06/15,0306220092 
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630621059^ F<irwards NRC 830602 rtspans^ io Palmetto Alliance requent to 
eitend discovery on ContentioTt 6 re QA Tilinn tnadvei tenil y 
sent ta uirong address W/a cnr 1 

JOHNS OM » Q E Heating Grant h 4 B3/06/I7 FOSTER. R F Atomic 

Safety and Licensing Board Ponul Ip 18^14 0J4 24X 

Flche 50-413. 03/06/17,8306210296 


0306140119 Ack receipt of 
proprietary info 
TUCKEH.N n Duke Pourer 
Office of UiTOctor Ip 
B306140119 


IE Insp ttepts 50-413/83-OS 5O-414/03-OS No 

Co B3/05/13 O'RElLLViJP Region 2> 
19D39 161 24X Fiche 50-413.03/05/13. 


B306220059 Memorandum 8< order ruling on NRC 830603 motion for nonctions 
b-ased an Palmetto Alliance <PA) failure to make dibcnvtsry on 
Contentions / & 44 8c util 830606 motion fpr sanctions 
requesting dismissal of PA Contentions 6.7.8.16 S< 44 
KELLEY. J L Atomic Safety and Licensing Board Panel 83/06/2^ 

19pp 10720 185 24 )( Fitlie 50-413.03/06/20.8306320059 


B306270384 Response to i n t err ogator i es it requests to produce ie 
Carolina Environ Study Group Contention 13 Affirmation of 
Sve enc L Related correspondence 

RILEYj-J L Carolina Environmental Study Group 03/06/20 Duke 

Pouer Cp 0pp 10996 199 P4X Fiche 50-413, 83/06/20, 8306370284. 


0306290459 Forieards joint motion for approval of stipulation t, 
stipulation re settlement of contentions 

CARP, A V Duke Power Co 03/06/23 KCLLCY. J L , CAlLIHAN, A. D . 
FOSTER, R r Atomic Safety and Licensing Board Panel tp 
19053 1 7b 24 X Fiche 50-413.03/06/23,0306290459 


8306140123 Ack receipt of IE Insp Repts 50-413/83-06 & 50-414/83-06 No 
proprietary info 

TUCKER. H H Duke Power Co 03/03/19 O'REILLY, J.P Region 2. 
Office of Director Ip 18839 162 24X Fiche 50-413.83/05/19, 
030614i>lP3 


0306140664 Forwards lE Insp Repfcs 30-413/83-07 Sc 50-414/03-07 on 
030426—29 No noticamp 1 lance noted 

0ANCE,li C Division of Project it nesident Programs 03/03/24 
TUCKER. H 0 Duke Power Co 2pp 10942 090 24X 

Fiche 50-413.03/05/24.9306140664 


—8306140671 IE Insp Repts 50-413/03-07 & 50-414/83-07 on *30426-29 No 
none amp 1 lance noted Major areas inspected cable penetration 
fires top s. Insta 1 latlon of instrument sensing lines, 
electrical cable terminations it review of QC records 
RUFF. A D Region 2. Office of Director COKLON Division of 
' Engineering it Radiological Safety Programs 83/05/20. 6pp, 

10042 052 24X Fiche 50-413,03/05/24,8306140664 


—8306290461 Joint motion for approval of stipulation 

CARR, A V Duke Power Co PRESLtR.il A Charlotte Heck 1 enherg 
EnvironniBTital Coalition 03/06/83 Atomic Safety and Licensing 
Board Panol 2pp 1903? 176 84X Ficho 30-4 13. B3/06/23. 

83062904 37 


0305110450 IE Info Notlcji 03-38. ''Ruptured Am-241 Sources Conteined In 
Nell Logging Device " 8vc list end. 

TAYLOR. J M Division of Safeguards fc Inspection Programs (Post 
830103) 83/05/86 CansoHdated Edison Co. of New York, Inc. 
I29pp 18031 043 84X Ficlie 50-000.03/05/86.0305110458 


— 9306290464 Stipulotinn re settlement of contanti-ono Charlotte- 
Mecklonburg Environ Coalition withdraws contentions from 
proceed i nqs 

CARR, A V Duke Power Co tt Chai 1 oile-Heck lenberg Environmental 
Coalition 83/06/23 3pp 19032 17D 24X Ficho 50-41 3. 03/O6/B3i 

03062904 39 


030629D540 Discusses Palmetto Alliance nollres of depositions Some 
indlviduBls unavailable on dales praposrd Related 
correspond cncc 

OIBEON, R L Duke Power Co 83/06/23 GUILD. R Palmetto Alliance 
OUItD. R Guild. R 2pp 19032 316 24X Fiche 50-4 13, 03/06/23, 

B306S9054D 


0306230004 Comments on A8LB revised tentritlve prehearing schedule 
listed in A'BLD 830620 memoi endum it order Suggests revs if 
Chari ottB-Jlock lenburg Envii on Coalition Contentions 1-4 
dismissed Certificate of Gve end 

JOHNSON. 0 E Hearing Branch 4 03/06/24 7pp 19001 161 24X 

Fiche 50-413, 03/06/24. 8306280084 


I Financial information 


8306200352 Forwards Annual Financial Repl 1902 

TUCKER, H B Duke Power Co 03/06/15 DENTON. H R Office of 
Nuclear Reactor Regulation, Director ADENSAH.E 0 Licensing Branch 
4 2pp 18899 101 24X Fiche 50-000,03/06/13.8306200332 


— 9306200356 Annual Financial Repfc 1902 

« North Carolina Municipal Power Agencies 03/06/15 20pp 
1BG99 103 24X Fiche 50-000,83/06/15,8306200352 


□ Advisory Committee on Reactoi Safeguai ds reports ?< correspondence 


0306170438 Summary of ACR8 Subcommittee on Catawba Nuclear Station 
830304-05 meetings in Charlotte, NC re 01 application review 
• ACRS - Advisory Committee on Reactor Safeguards 03/05/11 
ACRB - Adviaory Committee on Reactor Safeguards 09pp IS900 017. 
24X Flcha 50-413, B3/05/1 1, 030617043D 


O Inspection reports, IE Dulleiins it correspondence 


03O6J4OS65 Confirms mgt meeting on B30301 at plant site to discuss 
self-initiated evaluation of project mgt, design it const of 
f ac i 1 i ty. 

0'ftEILLY,J I’. Region 2, Office of Director 83/02/10 QWEN, M H 
Duke Power Co Ip 10034 266 24X Flfho 50-413,83/02/10, 

8306140565 


B306E40129 Ack receipt of IE Insp Repts 50-413/03-03 it 50-414/03-03 No 
proprietary info 

TUCKER, H B Duke Power Co 83/04/22 Q'REILLV, JP, Region 2, 
Office of Director Ip JGQ39 135 24X Fiche 50-413.03/04/82. 
G306140IB9 


0305110460 IE ln#o Notice G3-34, "Event Notification Info Norksheet, " 
Sve list end 

JORDAN, E L Divioion of Emergency Preparedness St Engineering 
Response (Post 830103) 83/05/26 Consolidated Edisgn Co of New 

York, Inc llDpp 10732 OGS 24X Fiche 50-000,03/05/26,0305110460. 


0306140497 Ack receipt of G305i2 1 tr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-413/83-04 6 
50-414/03-04 

DANCE. H C Division of Project it Resident Programs 03/05/27 
TUCKER, H D Duke Power Co Jp 18930 096 24X 

Fiche 50-413.83/05/27,8306140497 


— 8306140502 Responds to NRC 030412 Itr re violations noted in IE Insp 
Repts 50-413/83-04 b 50-414/B3-04 Corrective actions QA insp 
group inspected it accepted hanger i-R-NV-13B5 w/location 
outside of tolerance required by drawing 

TUC«En,H D Duke Power Cq 03/05/12 Q'REILLYjJ P Region 2, 
Office of Director 3pp 10930 097. 24X Fiche 50-413,03/05/27, 

0306140497 


—8306140506 Forwards IE Insp Repts 50-413/03-04 it 50-414/03-04 on 
030315-10 it notice of violation. 

DANCE, H C Divasion of Project 6 Resident Programs 83/04/12 
TUCKER, H B Duke Power Co 2pp 18830 100 24X 

Fiche: 50-413. 03/03/87, 8306140497 


— 830614050G Notice of violation from insp on G30315-iS 

« negion 2, Office of Director 03/03/18 Ip 10830 102 24X 

Fiche: 50-413,03/05/27, 8306140497 


—8306140511 IE Insp Repts 50-413/03-04 it 30-414/03-04 on 030315-10 
Noncomp 1 ience noted failure to follow procedure b drawings 
for fabrication, erectiDn of hangers, suppor ti it seismic 
controls it component supports, 

YORK, J If Region 2. Office of Director, BLAKE, J J Division of 
Engineering h Radiological Safety Programs 03/O4/OB 3pp 
lBG30dD3 24X Fiche 50-413,03/03/97,0306140497 


8303110461 lE Info Notice 03-35, "Fuel Movement U/Control Rods 
tfithdrawn at DNRs " Sve list end. 

JORDAN, E L Division of Emergency Preparodneii it Engineering 
Response (Post 0301831 03/05/31 Consolidated Edison Co of New 

York, Inc, il6pp 10732 808, 24X Fic h o. 50-000, 03/05/31, 0305110461. 


0306290106 Forwards JE Insp Repts 50-413/83-10 it 50-414/03-10 on 
830517-20 No nuncomp 1 { anc c noted 

OANCE»H. C. Division df Project «t Resident Programs 03/06/03 
TUCKER, H B Duke Power Ca 2pp 19056 2i 1 24X 

Fiche 50-413,03/06/03,0306290106 


—8306290192 IE Insp Repts 50-413/83-10 6 50-414/83-10 on 030517-20 No 
noncamp 1 lance noted, Major areas inspected RCPB piping, 
safety-related piping it structures it license# Identified 
10CFR50 55e items, 

CROWLEY, BR.i BLAKE, J J Region 2, Office of Director 83/06/02, 
epp 19056,213 a4X Fiche 50-413,03/06/03,0306290106 
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0306290396 Fortuarrfa IE Insp Repts 50-4^3/83-09 50-4 14/03-09 on 

630Si6-20 N'o< noncompliance noiotf 

DANCE) H C, Olviaion of Project ^ Re&ide-nt Programa 63/06/03 
TUCKEfl, H D Duke Pouer Co 2pp 19005 363 24X 

F i c h e 50-4 1 3, 03/06/03 1 0306290396 


—6306290404 IE Insp Repta 50-413/03-09 & 50-414/B3-09 on 830516-20 No 
none ompl i anco no-ted Major areas inspected pr eoperational 
teat progratn revieu 6 plant tour 

TAVLOff, P A Region 2, Office of Director JAPE, F Division of 
Engineering & Radiological Safety Programs 63/06/04 4pp 
1905S 265 24X FicAe 50-4 13, 03/06 /03r 0306290396 


B3060903D5 Foriearda Region II 030602 Itr transmitting notice of 
Vlo-lation ^ proposed imposition of civil penalties in amount 
of *180,000 for violations noted in IE Insp Repts 
50-269/63-11,50-270/83-11 6 50-207/03-11 

JOHNSON, 0 E Hearing Branch 4 83/06/06 KELLEY, J L . FOSTER, R F , 

CALLIHAffi 0 Atomic Safety and Licensing Board, Panel Bpp 
1B79S 179 24 X Fic fie • 50-413, 03/06/06, Q306 090305 


B306890300 Forwards IE Insp RepLs 50-413/03-00 Sr 50-414/O3-OQ on 
B30356-0425 No none amp 1 i anc e noted 

DANCE, H.C Division of Project & Resident Programs 83/06/07 
TUCKERpIi D Duke Power Ca 2pp 19056 011 24X 

FI Che 50-413,03/06/07,6306290300 


—0306290303 IE Insp Repts 50-413/03-00 t* 30-414/63-00 on 830326-0425 No 
noncompl iance noted Major areas inspected follouiup on NRC 
identified i terns, review of nancanf arming 1 terns, abs ervatl an 
of OA traininih Ir attendance at INPO mgt meeting 
VANDQORN, P K Region 2. Office of Director DROWNLEE, V L 
Division of Project & Resident Programs 03/06/07 4pp 
19056:013 24X Flche 50-413,03/06/07,0306290300 


6305110464 IE Info Notice 03-36, "Impoct of Oecurity Practices on Oafe 
Operations ” Ovc list end 

JORDAN, Division of Etserjency Preparedness & Engineering 

Response (Post 030103) 03/06/09 Conco 1 1 dated Edison Co of Neu 

York, Inc I19pp 16030 SBO 24X Fiche 50-000,03/06/09.8305110464 


8305110470 IE Info Notice 03-3B, "Defective Heat Sink Adhesive I, 
Eeismlcally Induced Chatter in Relays tfithin Printed 
Circuit Cards. " Sve list end 

JORDAN, B, L Oivislon of Emergency Preparedness & Engineering 
Response (Post 930103) 03/06/13 Consolidated Edison Co of Neu 

York, Inc IlBpp 18920 225 24X Fiche 50-000,03/06/13,8305110470 


8306090010 IE Info Notice 83-37, "Transformer Failure Resulting From 
Degraded I-nternsl Connection Cables " Bve list end 
JORDAN, E. L Dlvislen of Emergency Preparedness 8, Engineering 
Response (Pest 030103) 03/06/13 Consolidated Edison Co of Neu 

York, Inc 243pp 18921,001 24X Fiche 50-000,83/06/13,0306090010 


8305110475 IE Info Notice 83-40, "Need tp Environmentally Qualify 
Epoxy Orouts Ic Sealers ” Sve list end 

JORDAN, E L Division of Emergency Preparedness L Engineering 
Response (Post 830103) 03/06/22 Consal idated Edison Co of Neui 

York* Inc llSpp 19021 179 24X Fiche 50-000,03/06/22,0300110475 


0305110477 IE Info Notice 03-41, "Actuation of Fire Suppression Syn 
Causing Inoperability of Safety -Related Eduipment " Sve list 
end. 

JORDAN, E.L Division of Emergency Preparedness L rngineering 
Response (Post 830103) 03/06/22 Consalidated Edison Co of Neu 

York, Inc. I20pp 18997 007 24X Fiche 30-000,83/06/22,0305110477 


8305110479 IE Info Notice 03-42, "Reactor Mode Buitch Malfunctions " 
6vc list end 

JORDAN, E L Division of Emergency Preparedness E Fng Ineerlng 
Response (Post 830103) 83/06/23 Consolidated Edison Co of New 

York, Inc 116pp, 10996:242. 24X Fiche 50-000,83/06/23,0305110479 


8305110463 IE Info Notice 03-43, "Improper Settings of Intermediate 
Range (IR) High Flux Trip Setpoints " bvc list end 
JDRDANrE L Division of Emergency Preparedness L Engineoring 
Response (Post 830103) 83/06/24, Consolidated Edison Co. of Neu 

York, Inc 116pp. 19046.297. 24X Fiche 50-000,03/06/24,0305110483 


8 Reportable occurrences, LERb & rekaied correspondence 


8306070066 Informs of doseout of AITS F027002B5 re nonrelevant linear 
indications in 3/4-lnch Kerotest check valva body u/o any 
branch action 

POTAPOVS, U Division of Venifar Technical Programs 03/06/02 
LEUIBtR. C Division of Project & Rasldent Programs Ip 18740’ 090 
24X Fiche- 50-4 13, 83/06 /02. 8 306070066. 


0306100176 PNO- 1 1 -03-045 on B3060Bi Cat d ut cct bun dioxide fare 
protection eys in diosel room i naHvcrttotly activatrd 
Precaot 1 unary evacuation conducted No serious injuties 
reported 

IGNATONIS, A . BROHNLEF, V Region 2, Office of Di tec tor 07/06/00 
2pp 1B805 262 24X Fiche 50-413,83/06/08,8306100176 


0306270118 Revasrd Significant Ueficiencij Kept SD 413/02-10 rc non- 
Class IE communication fire detection 1, lighting rabies 
attached to essential cable ti ay side rails Initially 
reported on 820329 Cables qualified pei IEEE 3B3-1974 tost 
TUCKER, H n Duke Power Co 83/06/15 O'REILLY, J P Region 2, 
Office of Directoi 3pp 189Q0 107 24X Fiche 50-413,03/06/15, 

0306270110 


DOCKET 50-414 CATAWBA NUCLEAR GTATION, UNIT 2 


A Appl Ication/c unstruct ion stage documents L correspondence 


8306030300 Foruards Vols 1 & 2 to Rev 1 to "Duke Power Co Response to 
Suppl 1 to NUREO-0/37 for Catawba Nuclear Station " 

TUCKER,H B Duke Power Co B3/06/01 DENTON, H R Office of 

Nuclear Roactor Regulation, Directoi ADbNSAM.E 0 Licensing Dranch 

4 215pp IB704 030 24X Fiche 50-413.03/06/01,0306030300 


0306200019 Summary of 030331 meeting w/utils & Westinqhouse in 
D e the sda, MD re Westlnghouse analysis 6 evaluation of 
D4/D5/E steam generator mod 

HOPKINS, J D Licensing Branch 4 03/06/14 Licensing Bronch 4 

22pp 18908 327 24X Fiche 50-000, 03/06/ 14, 8306200019 


E NRC Safety Evaluation Report (6LR), cuppls & correspondence 


B306D70206 Forwards “Overprossuro Protection Rept for Catawba Nuclear 
Power Plant, Units 1 & 2 as Required bu ASMC Uoiler L 
Pressure Vessel Code, Section 111, Article ND-7300" S, response 
to BER Open Item 7 Conf irmalory Item 24 

TUCKER, H D Duke Power Co 83/05/27 DENTON, H R Office of 
Nuclear Reactor Regulation, Director ADENSAM, E 0 Licensing Dr, inch 
4 2pp 10747 076 24X Fiche 50-413,03/05/27,0306070206 


— 0306070210 "OvurpresBure Protection Rept for Catauba Nuclear Power 
PI ant, Units 1 & S as Required by ASKE Doller Pressure 
Vessel Code, Sect i on HI, Article ND-7J00 " 

FORCHT, K A , LANG, 0 E , WIESEMANN, R A Duke Power Co 02/07/31 
14pp iB/47-07(J 24X Fiche 50-413, 83/05/27,8306070206 


B3D6070314 Advises that interna] corrosion protection for fuel oil 
storage tanks in conformance u/ANSI N195 & that internal 
coating applied to fuel oil storage tank not necessary , per 
sen Section 9542 

TUCKER, K D Duke Power Co 83/06/01 DENTON,)) R Office of 

Nuclear Reactor Regulation, Director ADENSAH, E G Licensing Branch 

4 i4pp 10744 227 24X Fiche 50-413, 83/06/01 . B3060703J 4 


8306140018 Forwards aix oversiie electrical elementary diagrams, in 
response to SER Conflrmatoiy Item 34 Diagrams confirm 
removal of key-locked switches from control room HVAC 
circuits Aperture cards are available in PDR 

TUCKER, H D (Juke Power Co 83/06/07 DENTDN, H R Office of 

Nuclear Reactor Rogulatlon, Director ADENBAH, E 0 Licensing Branch 

4 2pp 10032 071 24)( Fiche 50-413,03/06/07,0306140018 


0306170316 Forwards revised F8AR pages responding to BEH Confirmatani 
Items 14,16 It 17 ra containment isolation valve data U 
containment purge sys from 030525 meeting In Dethssda, ND 
TUCKER. I) n Duke Power Co 83/06/07 DFNTON, H R Office of 
Nuclear Reactor Regulation, Director ADENSAM, £ Q Licensing Branch 
4 iSpp 10077 027 24X Firfio 50-413.03/06/07,8306170316 


0306240123 Forwards two oversiie electrical elemental y diagrams, in 
ravponsQ to BER Confirmatory Item 30 

TUCKER, K D Duke Power Co 83/06/20 DENTON, H R Office of 
Nuclear Reactor Regulation, Director ADENSAM, £ 0 Licensing Branch 
4 2pp 1B97B 001 24X Fiche 30-413. 03/06/20, 8306240123 


0306240183 Forwards revised FSAR pages ra hydrologic eng ineering, j n 
rasponBo to NRC B30506 Itr «< SFR Confirmatory Item 1 Revised 
pages will be included in Rev 0 to TSAR W/three oversiie 
figures Aperture cards are available in PDR 

TUCKER, H D Duke Power Co 03/06/21 DENTON, H R Office of 

Nuclear Reactor Regulation, Director ADENBAM, E G Uicensing Branch 

4 26pp 24 X Fiche 50-413, 03/06/21, 0306240103 


8306270384 Foruards brochure entitled, *'Catawba Nuclear Station 
Emergency Plan, “ par SER,8uppl 1, Section 13 3 2 7 
TUCKER, H B Duke Power Co 83/06/22 DENTON, H R Office of 

Nuclear Reactoi Regulation. Director ADENSAM, E 0 Licensing Branch 

4 lapp 18992 134 24X Fiche 50-413, 03/06/22, Q3O627O304 
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F SBCuritfl' me-dical* emergency 8< fire prBtettion plans 


B3D6140664 FaTtiiarda IE Insp Rep Is bQ-^4 13/83-07 & 50-4H/Q3-07 on 
03042(6-29 No none omp 1 1 anc e noted 

DANCE, H C Division of Project & Resident Rragrams 83/05/24 
TUCKER, H D Duke Poujcr Co 2pp 18842 050 24X 

Ficlie 50-4 13, 83/05/24, 830A140(S64 


-“830^140^71 IE Inip Repts 50-413/B3-07 8* 50-414/03-07 on 030426-29 No 
noncompl iance noted Major orcae msperted cable penetration 
f ir« s tap s , i nsta 1 1 at 1 on of instrument sensing lines, 
electrical cable terminations 8< review of QC records 
RUFF, A 0 Region 2, Office of Director 03/05/20 6pp 
10842 052 24X Fiche 50-413,83/05/24.0306140664 


B30A070349 Forwards "Study of Fire Resistive Performance of fire Div 
Ualls Used in Ppiapr Plant Const," as pnrtial response to 
Gp«n Item 14 n f fire protection program Ihrse ovcrsiie 
drauirtgs end Aperture cards are available in PUR 
TUCKER, H B Duke Power Co 83/05/31 DENTON, H R Office of 
Nuclear Reactor Regulation, Director ADbNSAMi C O Licensing Ilranch 
4 Spp 1R743 200 24 X Ficho 50-413,83/05/31,8306070349 


— 8306070352 "Study of Fire Resistive Performance of Fire Div Walls Used 
in Power F^lnnt Const " 

DLETZACKERpR W Richard W Dletzacker t< Associates, Inc 
03/04/00 iVOpp 1B743 202 24X fit he 50-413, 83/05/31. 

0306070349 


6306220269 Releases public version of emojgcricy plans 

FELTON, J M Division of Rules and Records B3/06/1? Document 
Hanagemont Branch Ip IB940 009 24X Ficho 50-413,83/06/17, 

8306220289 


— 8306220295 Forwards public version of Stato of SC operational 
radiological emergency response plan,8tato of NC emergency 
response plan 8# York County emergency operation plan 
TUCKER. H R Duke Power Co 83/06/06 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 4pp 10948 090 24X 

Fiche 50-413, 03/06/17, 8306220209 


-“8306220299 Public version of State of BC operational radiological 
emergency response plan,StatQ of NC cmorgtncy response 
plan York County emergency operation plan 

» South Carolina, State of 03/05/31 938pp 10940 094 24iX 

Ficho S0-41Q, 83/06/17. 8306220289 


83062703B4 Forwards brochure entitled, "Catauiba Nuclear Station 
Emergency FM an, " per aER.Suppl I, Section 13 3 2 7 
TUCKCRiM B puke Power Co G3/06/22, DENTON, H R Office of 
Nuclear Rea-cior Regulation, Director lOpp 18992 134 24X 

Fiche 50-413,03/06/22,0306270384 


0 Adjudicatory toi rcspnndence ^ 


0306060297 Further supplementary responses to util inteTTogator ies re 
Contentions 6,7,0,16 tc 44 & NRC interrogator 1 bs re 
Contention 7 8< responses to util 8t NRC followup 
interrogatories Certificate} of Sve end 

JG5, P H Palinctto Alliance 03/05/27 Duke Power Co 46pp 
18729 325 P4X Fiche 50-413.03/05/27,0306060297 


&306060072 Response opposing Palmetto Alliance 830525 motion to 
eitablioh distovory schedule on OA Contention 6 Alliance 
allotted reasonable opportunity to conduct discovery 
Certificate of 8vc end 

JOHNEDN, G E Hearing Dranch 4 03/06/02 Atomic Safety and 

Licensing Board Panel 17pp 18723 254 24X Fiche- 50-413, 03/06/02, 

8306060072 


□306060301 Response opposing Palmetto Alliance motion to establish 
discovery schedule on QA Contention 6 Ailiance afforded 
every opportunity to obtain info necessary to support 
contention Certificate of Sve end 

MCOARRY, J M Duke Power Co KCOARRY, J M Debevoiso h Llberman- 
83/06/02. Atomic Safety and Licensing Board Pane) 46pp 
18729 049 24X fi c he . 50-41 3, 03/06/02, B306060301 


0306070041 Motion for sanctions apainst Palmetto Alliance Alliance 
Contentions 7 t< 44 should ba dismissed for failure to meet 
discovery deadlines Certificate of Sve end 

JDHNaONtG E Hearing Dranch 4 03/06/03 Atomic Gafatg and 

Licensing Doard Panel i4pp 10739,344 24X Fiche- 50-413, 03/06/03, 

0306070041 


8306000170 Motion for sanctions against Palmetto Alliance 8< Carolina 
Environ Study Group Number 9, scope of contentions should be 
limited for failure to respond to discovery requests 
CsrfeificatB of Sve end 

MCOARRYi J M Duke Power Co MCGARRY.J M Debevoise h Liberman 
03/06/06 Atomic Safety and Licensing Board Panel 146pp 
18771 346 P4X Fiche 50-413,83/06/06,0306000170 


B306090305 Forwards Region IJ 03060-2 1 tr transmitting notice of 
violation & proposed iei>pasltion of civil penalties in amount 
of f 180. 000 for violations -noted in IE Insp Rafts 
30-369/83-1 1.50-2 7 0/83- It 8. 5O-207/B3-1 1 

JOHNSON, G E Hearing Branch 4 03/06/06 KELLEY, J L , FOOTER, R F , 

CALLIHAM, D Atomic Safety and Llcensinq Board Panel Bpp 
1B795 179 24X Fiche 50-413,83/06/06,0306090305 


8306100196 Responses te util 830523 followup Intsrrogator i es on DES 
Contentions 11,17 t< 19 

*• Palmetto Alliance • Carolina Envir Qnrsen t a 1 Study Group 
83/06/06 Duke Power Co lOpp 10005 354 24X 

Fiche 50-413,03/06/06,8306100196 


0306100197 Supplemental respp-nac to Interrogatory 17 on Contention 7 
CARR, A 9 Duke PoweT Co CAFIR, A V Deb oval se 6 Liberman 
83/06/08 2pp 18806 010 24 X F i c he 50-4 13, 83/06/08, 8306100197 


— 0306100199 Motion for extsneion until B30701 to file motions for 
summary dispositlun Palmetto Alliance allowed to make 
discovery past scheduled time Certificate of Sve end 
MCOARRY, J M Duke Power Co MCOARRV, J M. Debevolse ti Liberman 
03/06/06 Atomic Safety and Licensing Board Panel 5pp 
10006 012 24X Fiche' 50-413,63/06/08, 8306100197 


630-6130437 Notice of change of address 

PReSLER*!!, A Chari otte-MacI 1 enter g Environmental Coalitlen 
83/06/06 Docketing fi< Services Dranch Ip 18021 194 24X 

Fiche 50--113, 03/06/00, 0306130437. 


B3061503B5 Response oppQsing applicant S, NRc aiationi for sanctions ri 
Contentions 6, 7, □#16 6 44/16 Contentions 7 & 44, 
respectively Applicant 6 NRC motio-ns should be denied. 

Discovery obllgatians fulfilled Certificate of 8vc end 

GUILD) R Palmetto Alliance GUILD, R. Carolina Environmental Study 

Group. GUILD. R Guild, R 63/06/10. Atomic Safety and Licensing 

Board Panel S6pp 10847.170 24X Fiche 50-413,83/06/10, 

0306190385 


8306160612 Memorandum & order ruliirg on Palmetto Alliance motion to 
establish discovery schedule on OA Contention 6 Denies 
portion of motion requesting extension for unrestricted 
discovery Addl time allotted to take depositions re welding 
KELLEY# %l L Atomic Safety and Licensing Board Panel G3/0f?/13 
Palmetto Alliance 9pp 18066 131 24X Fich# 50-413,63/06/13. 

B3G616061S 


0306170369 Response supporting util B3060U motion for ei tension until 
830701 to file motions far summary disposition Palmetto 
filed discovery responses late Notions to dismiss for 
failure to make discovery pending H/Cor t i f ice tt of Sve. 

JOKNSON.G E Hearing Branch 4 83/06/15 Atomic Safety and 

Licensing Board Panel Spp 18000. 3S2 24X Fiche 50-413# 03/06/19, 

0306170365 


0306220092 Submits position on conduct re dispositions of util 
employees ordered by A6LB S30613 memorandum 6 order Related 
c orresp ondence. 

CARR, A V. Duke Power Co. 63/06/15 GUILD# R Oulld, R 2pp. 
18727 171 24X Ficho 50-413# 63/06/1 5, OJ 06220 092 


0306210296 Forwards NRC 030602 response tq Palmetto Alliance request to 
extend discovery on Contention 6 re QA Filing Inadvertentl y 
sent to wrong address (J/o end 

JOHNaOMrO E Heorlng Branch 4 63/06/17 FOaTER, R F Atomic 

Safety and Licensing Board Panel. Ip. 16914 024 . 24X 

Fiche- 50-413,03/06/17, 0306210296 


0306220099 Memorandum L order rilling on NRC 630603 motion for sanctions 
based an Palmetto Alliance (PA) failure to make discovery on 
Contentions 7 6 44 1( util 630606 motion for sanctions 
requesting dismissal of PA Conbentlons 6#7,8, 16 6 44 
KELLCYi J. L Atomic Bafity and L icons iny Board Panel 03/06/20 
19pp 16928 IBS S4X Fiche 50-413,63/06/20,0306220059 


B3062702B4 Response to interrogator 1 e« L requests to produce re 
Carolina Environ Study Group Contention 13 Affirmation of 
Bve end Related correspondence, 

RILEY, J L Carolina Environmental Study Group, 03/06/20, Duke 
Power Co Bpp 10996 199 24X Fiche- 50-413. 03/06/80# 6306270204. 


8306290459 Forwards joint motion for approval of stipulation It 
stipulation re settlement of contentions 

CARR, A V Duke Power Ca 83/06/23 KELLEY. J.L.# CALLIHAN,A D. , 
FQBTERiR.F Atonic Bafety and Licensing Board Panel Ip 
19052:175 24X Fiche, 50-413, 03/06/23, 0306290459 


— 8306290461 Joint motion for approval of stipulation. 

CARR# A V. Duke Power Co PRESLERiH A, Charlotts-Necklenterg 
Environmental Coalition 03/06/23 Atomic Safety and Licensing 
Board Panel ?pp 19052 176 24X F 1 choi 50-413, 03/06/23, 

0306290459 
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— 8aOA290464 Stipulation re settlement of contentAonc Charlotte- 
Mecklenburg Environ Coalition uithdr*=ws contentions From 
proceedings 

CARRi A V Duke Pauier Co « Charlotte Mecklenberg CnvlTonaiPn tal 
Coalition 33/0^/33 3pp 19053 170 2AX Flche 50-413, 03/06/'23. 
6306290459 


0306290540 Discusses Palmetto Alliance notices of depositions Some 
individuals unavailable on dates proposed Fieioted 
correspondence 

OIDBOW. R L Duke Power Co 03/06/23 0UILD>R Palmetto Alliance 
GUILDER Guild. R 2pp 19052 316 24X Flchp 50-413.03/06/23. 

8306290540 


6306260004 Comments on A9LD revised tentative prehearing schedule 
listed in A8LD 030620 memaran d um tn order Bugqests revs if 
Chariatte-Kec k 1 enbur g Environ Coalition Contentions 1-4 
dismissed Certificate of Gve end 

JDHNSONiO E Kearing Hranch 4 B3/06/B4 7pp 19001 161 24X 

Fieho 90-413,63 /06/ 24, B3062B00 B4 


6305110460 IR Infd Notice 83-74. “Event Notification Info Worksheet *' 
3vc list enc 1 

JORDAN, L L Division of Emergency (Preparedness & Lnginesring 
Response (Post B30103) 83/05/26 Consolidated Edison Lo dF Hfu 

York. Inc litipp 10732 OQb 24X Fit he 50-000.03/05/26,0305110460 


630614049/ Ac k receipt of 8J051P Hr informing NRC of steps taken to 
correct violations noted in IF Insp Repts 50-413/0 i 04 & 
50-414/63*04 

DANCE. H C Division of Project Resident Proqramf 03/05/27 
TOCKCR. H n iJuke Power Co Ip JBQ7H 096 24X 

Flche 50-413,93/05/27.8306140497 


— B306140502 Responds to NRC 830412 Itr ie violations noted iiv IE liitp 
Repts 50-413/63-04 6 50-414/03-04 Coircitlve actions QA insp 
group inspected & accepted hanger i-R-NV-l785 w/locotlon 
outaade of tolerance required bg drawing 

TUCKER, H 0 Duke Power Co 53/05/1? O'REILLY, J P Region 2, 
Office of Director 3pp 1553B 09/ 24X Fiche 50-413, 03/05/27, 

030614049/ 


1 Financial information 


6306200352 Forwards Annual Financial Rept 1902 

TUCKER, H 6 Duke Power Cu B3/06/15 DENTON. H R Office of 
Nuclear Reactor Regulation, Director 2pp IB099 101 24X 

Flche 50-000,83/06/15,0306200352 


"6306200356 Annual Financial Rept 1902 

V North Carolina Municipal Power Agencies 0J/O6/15 20pp 
168?? 103 24 X Fiche 50-000,03/06/15,6306200392 


0 Advisory Committee on Reactor Safeguards reports ft correspondence 


6306170438 Summary of ACR9 Subccrriml ttee on Catawba Nuclear Station 
630304-05 meetings in Charlotte, NC re DL application review 
• ACRS - Advisory Committee on Reactor Safeguards 63/'05/ll 
ACR3 - Advisory Committee on Reactor Safeguards 39pp 10908 017 
a4X Fiche- 50-413 , 83/05/11, 8306170430 


—0306140506 Forwards Id Insp Ropts 50-413/03-04 50-414/03-04 on 

830315-lQ notice of violation 

DANCE, H C Division of Project & Resident Programs 63/04/12 
TUCKER, H B Duke Power Co 2pp 10000 100 24X 

Fiche 50-413,63/03/27,0306140497 


—0306140511 IF Insp Repts 30-413/03-04 50-414/03-04 on 030315-10 

None amp 11 anc c noted failure to follow procedure 6 diawingi 
for f abr i cat Ion, erec ti on of hangers, supports 5( seismic 
controls & component supportb 

YORK, J W Region 2, Office of Director DLAKE, J J Division of 
EnstnccTlng b Radiological Safely Programs 83/04/00 3pp 
1BO30 103 24X Fiche 50-413,83/05/27,6306140497 


03OS11O461 lE Info Notice 83*35, “Fuel Movement W/ControJ Rods 
Withdrawn at DWRs ** 8vc list end 

JORDAN, E L Division of Lmei geiicy Preparedness & Engineering 
Response (Post 0301031 03/05/31 Consolidated Edison Co of Ntv 

York. Inc 116pp 18732 208 fi4X Fiche 50-000,83/05/31,0705110-161 


Q Inspection reports* IE Dullotins & c arrespandsnee 


0306140565 Confirms mgt meeting an B3D301 at plant site to discuss 
self-initiated evaluBtlon of project mgt. design const of 
fad 1 1 ty 

O'REILLY, JP Region 2, Office of Director, D3/0P/10 OMEN.W H 
Duke Power Co Ip 18034 266 84X Fiche 50-41 3, 03/02/10. 

8306140565 


0306140159 Ack receipt of 
proprietary Info 
TUCKER. H 0 Duke Power 
Office of Director ip 
0306140129 


IE Insp Repts 50-413/03-03 Sc S0-4M/O3 03 No 

Co 03/04/22 O'ftErLLY, J P Region 2, 
18839 135 24X Fiche 90-413,83/04/22. 


0306140119 Ack receipt of 
proprietary info 
TUCKER* H B Duke Power 
Office of Director Ip 
0306140119 


IE Insp Repts 50-413/03-05 it 50-414/03-05 No 

Co 03/05/13 D'REIILY, J P Region 2* 
10039 161 24X Fiche 50-413,03/05/13* 


0306140123 Ack receipt of 
proprietary info 
TUCKER, H B Duke Fouier 
Office of Director Ip 
6306140123 


IE Insp Repts 50-413/83-06 6 50-414/03-06 No 

Co 83/05/19 O'RCILLY. JP Region 2* 
IB039 162 24X Fiche 50-413.03/05/19. 


0306140664 Forwards IE Insp Repts 50-413/03-07 h 50-414/03-07 on 
03O4S6-29 No nnneomp Hence noted. 

DANCE, H.C Division of Project Sf Resident Programs 03/05/94 
TUCKER, H B Duke Power Co 9pp 10042 050 24X 

Fiche 50-413,03/05/24,0306140664 


0306290106 Forwards IE Insp Repts 50-413/83-10 6 50-414/03-10 on 
030517-30 No noncomp 1 lance noted 

DANCE. J4 C Division of Project & Resident Programs 03/06/03 
TUCKER. H D Duke Power Co 2pp 19056 311 34X 

Fiche 30-413,03/06/03.8306390106 


—0306290192 IE Insp Repts 30-413/83-10 it 50-414/03-10 on G30M7-20 No 
noncompliance noted Major areas inspected RCPU piping, 
saf B ty-r e lated piping U structures 'r Ilrcnsee identified 
lOCFRSO 55e items 

CROWLEY.D R . BLAKE, J J Region 2, Office of Director 03/06/02 
app 19056 213 24X Fiche 50-4 13, 83/06/03. 8306390106 


0306270396 Foiwaids IE Insp Repts 50-413/03-09 6 30-4M/U3-09 on 
030516-20 No noncompliance noted 

DANCErH C Division of Project 8c Resident Programs 03/06/03 
TUCKER, H 0 Duke Power Co 3pp 19055 263 a4X 
Fiche 50-413, 03/06/03, 6306290396 


—0306290404 IE Insp Repts 30-413/03-09 6 50-414/03-09 on 830516-20 No 
noncamp 1 ianci? noted Major areas Inspected preoper ati onaJ 
test prngram review it plant tour 

TAVLOR, P A Region 2, Office of Director JAPE, F Division of 
Engfnecri-ng 8« Radiological Safety Programs 03/06/04 4pp 
19055 265 24X Fiche 50-413,03/06/03,0306290396 


0306090305 Forwai'ds Region IJ 830602 Itr transmitting notice of 
violation it proposed imposition of civil penalties in amount 
of *100,000 far violations noted in IE Insp Repts 
50-269/83-11,50-270/83-11 it 50-287/83-11 

JOHNSON, 0 E. Hearing Branch 4 83/06/06 KELLEY, J L Atomic 

Safety and Licensing Board Panel Bpp 10795 179 24X 

Fiche 50-413,83/06/06,8306090305 


— 0306140671 IE Insp Repts 50-413/03-07 & 50-414/83-07 on 830426-29 No 
noncompl iince noted Major areas Inspected cable penetration 
flTOf tops, install ation of Instrument sanairrg lines, 
electrical ceh-le terminations it review of QC records 
RUFF, A B Region 2, Office of Director CONLON Division of 
Engineering it Radiological Safety Program* 03/05/20 6pp 
10842.052 &4X Fiche 30-413,03/05/24*0306140664 


8305110450 IE Info Notice 03-32, "Ruptured Am-a41 Bouicos Contained In 
Rtll Logging Device-^' Gve list encl 

TAYLOR, J M Division of Safeguards 6: Inspection Programs {Post 
0301031, 03/09/26. Consolidated Edison Co pf New York, Inc 
laSpp. 10031.043 24X Fiche 30-000* 03/05/26*0305110450 


0306290300 Forwards IE Insp Repts 50-413/03-00 it 50-414/03-00 on 
830326-0423 No noncompliance noted 

DANCE, H- C Division of Project it Resident Programs 03/06/07 
TUCKER, H 0 Duke Power Co 2pp 19056 OH 34X 
Fiche SO-4 13, 03/06/07, B306290300 


'0306290305 IE Insp Repts 50-413/83-08 it 50-414/83-08 on 030326 -0425 No 
noncomp 1 lance noted Major aieas inspected followup on NRC 
identified items>reyiew of nonconforming 1 terns, observation 
of QA training It attendance at INPD mgt meeting 
VANDOORM, P K Region 2, Office of Director, BROWNLEE, V L 
Division of Project «< Resident Programs 03/06/07 4pp 
19056.013 24X FUhe, SO-4 13, 03/06/07, B306290300 
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Q:309no4^4 JE tnfo Notice 83-36, "Impact of Bocuritu Practices on Safe 
□pcrati-oiiB *' SvL list end 

JORDAN, E I Ulvi'ion of Emeiciencti Prepnr c Jness 8( rngineering 
Response CPoit 830103) 03/06/09 Consolidated Edison Co of Nete 

York. I lie U^fip 18030 280 S4X Tiche 50-000. 03/06/09, 030S1 J 0464 


8306S00430 Forwards Sup pi 4 to faER M/o end 

■» Office of Nuclear Reactor Regulation, Director 03/06/13 
SIMPSON, A BenatOi Environment h Public Narks ip 10920 Ofi3 
S4X Fiche 50-416 , 03 / 06/13 , 0306200429 


Q305110470 1C Infu Notice 03-30, "Defective Heal Sink Adhesive h 
Se i-kffli c a 1 1 ij Induced Chatter in Relays Hithin Printed 
Circuit Cords " 3vc list end 

JORDAN, C L Olvlrion of Emergoncy Prepar odnosa S< engineering 
Respense IPust 030103) G3/06/13 Consolidated Edison Co of Mew 

Yorlc. I nr UGpp 10920 225 24X Fiche 50-000. 03/06/13, 03051 10470 


03060'900i 0 lE Info Notice 83-3/, "Iransf oi mor Failure Resulting From 
Degraded Internal Connection Cables " r»vc list end 
JORHANi E I Divirion of Emergency Preparedness it Engineering 
Revpon^e IPuct 830103) 03/06/13 Cnnsolidated Edison Co of New 

York, Inc a43pp 10921 001 24X Fiche 50-000.03/06/13,0306070010 


— 9306200431 Forwards Suppl 4 to 3ER W/o end 

* Office of Nuclear Reactor Regulation, Director 03/06/13 
UDALL, H House of Rep * Interior & Iniular Affairs Ip 
10920 024 24X Fiche 50-416,03/06/13,8306200429 


'Q3D62D0432 Forwards Suppl 4 tci &ER W/p enc I 

» Office of Nuclear Reactnr Regulation, Director 03/06/13 
OTTINGER, R House of R«p ^ Energy 6 Cominerce Ip 10920 028 
S4X Fiche 50-416,83/06/13.0306200429 


F Securitij* medi-cal. emergency fc fire protection plans 


0305110475 IE Info Notice 03-40, "Need tn Environmentally Qualify 
Epoiy Groutn tt ‘Joulers '■ Bve list oriel 

J08DAM, C L Division of Emergencu Proparrdneas & Engineering 
Resppnsa (Poai U30103) 03/06/22 Con^olidatod Edison Co of New 

York, Inc llEpp 19021 177 24X Fiche 50-000,03/06/22,8305110475 


03051104/1/ IE Info Notice 03-41, "Actuation of Fire Suppression 8ys 
Causing Inoporub i 1 1 ty of Safety-Related Equipment " Sve list 
sne 1 

JERDANi n I Divipian of Emorqeticy Preparedness l« Engineering 
fiesponsi! IPoat 030103) 03/06/22 Consolidated Edison Co of New 

York, I III. 120pp 10997 007 IMX Fiche 50-000,83/06/22,0305110477 


8306140519 Confirms 830511 enfurcement conference at Region II ofc to 
discuss security violations at facility h Tech Spec changes 
req^ulred prior to nuclear heatup, per B30505 telcon Proposed 
meetirig agenda encK 

O'REILLY. J P Region 2. aPfice of Director 03/05/06. RICHARD, J D 
Mississippi Power it Light Co 2pp 18030 106 24X 

Ficfie 90-416,03/05/06,0306140519 


0306140233 Forwards IE In«p Rept 50-416/03-13 on 030329-0401 No 
noncompliance noted 

VERRELLI.D M Division of Project fc Resident Programs 03/05/17 
RICHARD. J* R Mississippi Power it Light Co 2pp 10032 353 24X 

Fiche 50-416,83/05/1710306140235 


03051104/9 IE Info Notice 03-42. "Reactcii Mode Switch Malfunctions " 
Sve list end 

JORDAN'. E L Dlvition of Emergency Preparedness & Engineering 
Response IPtssi 030103) 83/06/23 Consolidated Edison Co of New 

Yon. Inc ll6pp 10996 249 24X Flcho 50-000,03/06/23,0305110477 


□305110483 IE Info Notice 83-43, "Impropei Bettings of Intermrd 1 ate 
Range { IH ) High flux Trip Setpoints " bvc list end 
JORQAM. E L Division of emergency Preparedness t< Engineering 
flespanao (Post 030103) 03/06/94 Consolidated Edison Co of New 

York, Iiic 116pp 19046 297 94X Ficho 50-000,03/06/24,0309110403 


DOCKET 50-4 16 GRAND OULF NUCLFAR OTATION. UNIT 1 


A App 1 1 c at I on/constr-uc tl an stage documents I, cerrespondonco 


D306060051 Addl response to f OlA request for three categories of 
documantb re /*RA nf reactor safety study methodology 
application program repts interim reliability evoluatien 
program repts Forwards App A documents beorch continuing 
FELTON. J M Division of Rules and Records 03/04/07 SHDLLY, 0 C 
Untort of Concerned Bclentlsfca 3pp 10752 001 24X 

Fiche 90-000, 03/04/07, 0306060051 


— -B2O412O400 Dlacusses results of Sandio Natl Labs Otudy, "Ruactor Safety 
Study Methodology Appllcotion Program Grand Oulf 1 DHR 
Fouirr Plant <NUReO/CR-1659, Vol 4) " 

ERNST. M L Assistant Director for Irchnology Review 02/04/06 
TEDESCO.H L Assistant Director for Licensing Ppp 1 07 52 > 067 

a4X riche 50-000,03/04/07,0306060051 


— D3D606D0&Q Roquasts meeting w/NRC to discuss concerns tb reoctoi safety 
study muthudology application program Conservative rather 
than realistic assumptions & calculations used in analysis 
dale:. L F Mississippi Powoi it Light Co 01/07/23 DERNEHO.R M 
Division of Risk Analysis 2pp 10/52 016 24X 

Fic h V 00-000, 03/04/07, 830606005 1 


0306140666 Summar i 1 e 6 830511 mooting at Region II ofc re changes to 
Tech Bpocs required prior tn Unit 1 startup Heetlng details 
it attendee list end 

LCHlOtR C Division of Project it Resident Programs 03/05/27 
niClfAFID, J P Mississippi Powei it Light Cn. 5pp 10042 009 24K 

Fichfi 90" 4 i6, 83/05/27, 0306140666 


E NRC Bofrty Evaluation Report (3ER>, supple & correspondence 


□ 306510331 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF GRAND 
OULF NUCLEAR STATION, UNI TS 1 «< 2 Docket Nos 50-416 it 
30^417 iMisatssippi Power And Light Company) 
a Division of Lirofising NUREO-OD31 004 03/05/31 156pp 

Available at NRC 45 50 109S2 197 24X Fiche 50-416,03/05/31. 

0306210331 


□ 306200429 Forwards Buppl 4 to OtR, NUREO- 0031 W/o end 

□CHWENCER. A Licensing Branch 2 83/06/13 MCCAUGMY. J P 

MlssJBSljipt Power 6 Light Co 4pp 10920 019 24X 

Ficho 50-416,03/06/13,0306200429 


—8306140244 lE Insp Rept 50-416/B3-13 on 830329-0401. No roncompl lance 
noted Major areas Inspected exam of procedures li records, 
persnnnel interviews it observations re emergency 
preparedness 

CLINE, W E Region 2, Office of Director. JENKINS, 0 R Division 
of Emergency Preparedness L Materials Bafety 03/05/13 9pp 
10039.353 24X Fiche 30-416,83/05/17,0206140235 


0306060079 Confirms 030602 telcon re submittal of implementation 
schedule for baclup emergency operations facility ty B30617 
DALE, L F Hlssissippi Power it Light Co 03/06/02 DENTON, H R 
Office of Nuclear Reactor Regulation, Director Ip 18719 331 24X 

FI c h a: 50-4 16, 03/06/09. 8306060079 


0306910936 Discusses IE insp on 820429 h 0503-04 it forwards notice of 
violation Ir proposed imposition of civil penalty as result 
of violations identified in IE Insp Rept S0-416/B3-17 
O'REILLY.J P Director's Office, Office gf Inspection and 
Enforcement 83/06/13 RICHARD. J B Mississippi Power & Light Co. 
2pp 10916 05? S4X Fiche SO-416, 83/06/13. B3062i0236 


— B206910243 Notice of violation it proposed Imposition of civil penalty 
in amount of 940,000 Noncompt iance noted security force 
member. posted to control access to lower containment hatch, 
found asleep 

O'REILLVj J F Director's Qfficei Office of Inspection and 
enforcement 03/06/13 2pp 18916 06l. 24X 

Flcho 50-416.03/06/13.0306210236 


0306210140 Advises that Baxter Wilson plant selected for backup 
emergency operations facility Telephone capability will be 
expanded & antennae for offsite radiological monitoring 
radio will be installed Emergency plan revised 
DALE.L F Mississippi Power it Light Co 83/06/17 DENTON, H R 
Office of Nuclear Reactnr Regulation. Director 2pp 1B914'224 
24X riche* 50-416,83/06/17, a306&10l40 


K Utility Final Bafety Analysis Report (FSAft) it amends 


B3O62OO106 Forwards Amend 56 to TSAR, updating sections dealing 
primarily w/fire protection h incorporating minor editorial 
corrections c lar i f icat i orts to other TSAR sections 

MC0AU0HV.jp Mississippi Power it Light Co 93/06/17, DENTON,H R. 
Office of Nucloar Reactor Regulation, Director 3pp tfl905. 003 
aiX Fiche 50-416,03/06/17,8306800106 


—0306200109 Amend 36 to FSAR 

MCOAUOHY, J P Mississippi Power h Light Co. 93/06/30 1. BOOfp 

18705’ O06 24X Fiche 50-416,83/06/17,0306200186 


P Operating license stage documents 6 correspondence 


B30606D936 Forwards qual i f lea tion status h compliance summary on 
environ qualification of elactrlcal equipment important to 
safety, per J0CFR5O 49 

DaLE,L. F Mississippi Power h Light Co 03/05/20 DENTON.Hr 
O ffice of Nuclear Reactor Regulation, Director 6Ppp JE72S 890. 
24X Fiche 50-416, 83/05/90. 0306060236 
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a30^»010074 Ffjrui^rds comments re review of 630118 propoaed chanqes to 
STBj per informal request Proposed change to Surveillance 
Requirement 4 & 6 3 re continuous operatipn of heaters 
ihould not be implemented 

DALEi L F HiseJssippi Power* ?< Light Co 03/05/24 HOlfSTONi M D 
OiviBion of Licensing 2pp JB673 272 Flche 50-416,03/05/24* 

0306010074 


6306020SB6 Appllcatiori to amend License NPF-13, changing submittal datcr 
for dynamtci inservi ce insp te communication ays tests 
KCOAUGHY, J P Mississippi Power «< Light Co 03/05/31 DENTON, li It 
Office of Nuclear Reactor Regulation. Director 5pp 16690 30B 
24 Jf Fiche 50'*4 16* 83/05/31 * e30602£>286 


8306140724 Application to amend License NPr'-*13, cons ist ing of 1ech llpec 
Change PCaL-B3/00, p er B2I020 confirmation of action Hr 
Changes enhance claritv U provide consistency u/plont design 
& operation 

DALEi L F Mississippi Power i* Light Co 03/06/09 DENTON, H R 
Office of Nuclear Reactor Regulation* Director 2pp 16641 017 
24X Flche 50-416,83/06/09,0306140724 


— 9306140729 Proposed Tech Spec Change PCOL-B3/OB, onhant mg claiity t, 
providing consistency ui/plank dealgn ti op erati on, per 821020 
conf irmatiofi of action Itr 

« Mississippi Power 6 Light Co 63/06/09 72pp 10641 0l<? 24X 

Fiche: 50-416. 03/06/09, 0306140724 


830622025B Notification of 930629 meeting u/BWR -Hydrogen Control Owner i 
Group In Bethosifa* MO to discuss hydrogen control program 
HOUSTON* D Licensing Dranch 2 63/06/09 BCHWENCER.A Licensing 

Branch S 9pp 1S951 054 24X Fiche 50-416,63/06/09,8306220250 


B306160271 Applicstion to amend License NPF-|3i c lar i f ymg providing 
consistency w/plant design it operation 

DALE, L F, Mississippi Power t* Light Co 63/06/14. DENTON, H R 
Office of Nuclear Reactor Regulation! Director 2pp 16860 125 
24X Fiche 50-416, 03/06/14, 0306 1 6027 1 


—8306160374 Proposed changes to Tech Specs re plant design & operation 
e Mississippi Power & Light Co 03/06/14 46pp 18060 12/ 24X 

Fiche 50-416,83/06/14*8306160271 


6306200204 Submits steps taken to satisfy Items 1 C 9i 3 of License 
NPF-13 re control room envelope leak tightness test Control 
room inleakage reduced Allowable inleakage increased S, 
analysis performed verifying SRP (NUREG-08001 conformance 
DALE*L F Mississippi Power S, Light Cn 83/06/16 DENTON, H R 

Office of Nuclear Reactor Regulation, Director 7pp. IB903 236 
24X Fiche 50-416, B3/06/£ 6. 8306200204 


63Q6230167 Forwards add 1 info re Hydrogen Control Owners Group program, 
per NRC 030203 request Proprietary Br nonproprietary veisions 
of **Orand Golf Drywell Break Sensitivity Summary" end 
Proprietary rept withheld <ref JQ'CrH2 7v05 

DALEiL F Mississippi Power t< Light Co 83/06/16 DENTON, H,R 
Office of Nucloar Reactor Regulation. Director. IJpp 1BV45 297 
24X Fiche 50-416*83/06/16,6306230167 


—9306230169 Nonpropr i etary version of "Grand Gulf Drywell firpiik 
Sensitivity Summary " 

GUNTER, A D Offshore Power Systems (suits of Wasfcingbouoe f Irctrit 
Carp ). DPa-39Aaa RA 03/05/11 097pn 1094 5 311. 24X 

Fiche 50-416.93/06/16, 0306230167 


03O629OSS9 Provides list of proposed Tech Spec changes disapproved fay 
NRC. in response to 030324. 0407, 25, 0609 Ic 14 submittols 
List should be reviewed L revs submitted 

SCHWENCER.A Licensing Dranch 2 03/06/21 MCOAUGHV,J P 

Mixiisiippi Power t< Light Co 3pp. 19046 137 24X 

Fiche 50-416,63/06/21,8386291)559 


B306270077 Application to amend License NPF— 13* changing Tech Specs to 
enhance clarity or provide consistency w/plant design !< 
operation rn trip setpoint & function, in response to 921020 
confirmation of action Itr 

DALE, L F. Nisei Bsippi Power tt Light Co 03/06/29 DENTON, H R 
Office of Nuclear Reactor Regulation, Director. 3pp J90I3 234 
24X Fiche: 30-416, 03/06/23, 9306270077 


' 0306270000 Proposed Tech Spec changes enhancing clarity or providing 
consistency ui/plant design operation re trip setpoint tf 
func t ton 

* Mississippi Power b Light Co 83/06/23 72pp, 19013 236 24X 

Fiche* 50-416*03/06/23. 0306270077 


0306270209 Clarifies capabilities of hydrogen ignition sys under all 
c trcuni tances, per Schwencer 811106 Itr L NUREG/CR-a4D6 
Ifnder worst case cond 1 tions, min voltage required would be 
10 OG volts. 

DALE*L F Mississippi Power tt Light Co 03/06/23 DENTON. H ft. 
Office of Nuclear Reactor Regulation* Director 2pp 18796 196 
24X Fiche, 50-416, 03/06/23*8306270285 


0306200505 Forwards affidavit requesting that final test rept, "Safety 
Relief OaJvc Iri*-I'l«nt Dischaige Test hoi Kuoshenq Nuclcai 
Power Station.'' bf withheld (lef J0(r»2 790 L 10CF-ft9 5> 

DALE. L F Misnissippj Power 4, Light Co 83/06/24 DJ-NrON. H h 
Office af Nuclear Reactor ftegul,ition, Director 2pp 170J9 001 
a4X Ticho SO-416, UJ/06/24. 03(>6?8a!j0t/ 


Q Inspection reports, lE Dulletiiis & cm r eep ond ei)c p 


8306140561 Confirms mgt meeting on 030210 in Jackson, MQ to discuss 
results of review of first phase of annual appraisal of 
regulatory pei formance Ptopospd meeting aqrnda end 
LEHIS.R C Division of Projet t h Kcsidont Programs 03/01/20 
STAMPLEV, N L Mississippi Powei & LiqJit Co 3pp J H034 236 'MX 
Tic ho 50-416.03/01/20.8306140561 


6306140020 Confirms 030408 mgt meeting at Region II ofc, per Ii'j03I*T 
telcon Oti] will discuss "Oraiid Gulf Nuclear Station 
Uperatinns Enhancement Pi ooram " Agenda eiic 1 

□ 'REILLY, J p Region 2, Office of Directni 83/03/25 RICIfAftD.JJj 
Mississippi F-^owei & Light Co 2pp 1D83Q 229 Pd/ 

Fiche 50-416, 03/03/25, 0306140028 


0306140602 Conflims 03D42O enforcement conferonce at Rogion U ofc to 
discuss control of mods L malnt l< atleouacy of corrective 
action in area of temporary alteiations per 030400 L 11 
telcons Agenda end 

O'REILLV, JP Region 2, Of f i r e of Di t oc tor 03/04/13 RirUrtRD.JU 
Mississippi Power ^ Light Co 3pp lllU'iS 175 24X 

Fiche 30-416,03/04/13, 6306140602 


0306140634 Torwaids summai y of U3040B meeting in Atlanta, GA re* util 
6303J 1 rept, "Grand Gulf Kncleor Station Operations 
Enhancement Program " Implementation will be beneficial to 
plant operations U/attendance list 

LEUIS, R C Division of Project 6 Resident Programs 03/04/27 
RICHARD. J B Mississippi Poiui't 8< Light Co 6pp 18043 OHO 24X 
Fiche 50-4 1 6, 03/04/29, 8306140634 


8306140519 Confirms 630511 enforcement conference at Region 1) oft to 
discuss security violation*, at facility & Tech Bpet changes 
required prior to nuclear heatup, per 8J0505 telcon Proposed 
meeting ogenda end 

O'REILLY, J P Region 2. Office of Director 03/05/06 ftlCH^llD. J H 
Mississippi Power 6 Light Co 2pp JO038 106 24X 

r J c h e 50-4 1 6. 83/05/06, 83061 4051 9 


8306140235 Forwards IC Insp Rept 50-416/03-13 on 830329-0401 No 
none oirp 1 inn C e noted 

VERRELLl.D M Division of Project L Resident Programs. 03/05/17 
RICHARD. J n Mississippi Power & Light Co 2pp J8G32 353 ?4)( 

F i c b o SO-4 1*. 03/05/ 1 7, 0306 140235 


— 8306140244 IE Insp Rept 50-416/03-13 un 830329-0401 No nancomp I ;aii.tc 
noted Major areas inspected exam of procedures & records, 
pBraannd interviews ^ observations re emergency 
prepar ednrss 

CLINE,)) E Region 2. Office of Director JENKINS, G ft DivUlen 
of Lmorgency Preparedness & Materials Safety 03/05/13 'Vpp 
18032 305 24X Fiche 50-4 16. 0'l/05/ 17, 0306140235 


03031 1045B IE Info Notice 03-32, "Ruptured Am-24l Sources Contained in 
Noll Logging Dovice " Sve list end 

TAYLOR, J M Division of Bafopuards b Inspection Programs (f’ost 
03010-3) 03/05/26 Consolidated Edison Co of New York, Inr 
lS5pp iQ83l 043 S4X Fiche 50-000.03/05/26.0305110458 


6305110460 IE Info Notice 83-34, "Event Notification Info Worksheet " 
five list entJ 

JORDAN. E L Division of Emergency F’reparednoss L Lngjneeririg 
Response (Post 030103) 00/05/26 Consolidated Edison Co of New 

York, Inc ll5pp 1873? 005 24X Fiche 50-000,83/05/26.8305110160 


0305110461 IE Info Notice 03-35, "Fuel Movement W/Control Rods 
Withdrawn at OWfts ” Sve list end 

JORDAN, E L Division of Lmerpency Preparedness & Engineering 
ftespdnse (Post 630103) 63/05/31 Consol 1 dated Edison Cn of New 

York, Inf; 116pp 10732 200 24X Firhe 50-000,03/05/31,030511046] 


83060202-B6 Application to amend License NF*F~1 3. changing submittal datei. 
for dynamic, Inservice insp L communication sys tests 
MCOAUGMY, J F Mississippi Power b Light Co 83/05/31 DENTON, M R 
Office of Nuclear Reactor Flegulation, Director 5pp 10690 300 
24 X Fichu 50-416,03/05/31.0306020206 


8306290236 Fonwards IC Insp Rept 50-4 16/03-20 on 930609 13 No 
noncomp 1 kaiic e noted 

VERRELLI.D M Division of Project L Resident Programs 83/06/01 
RICHARD, J D Mississippi Power b Light Cu 2pp 19056 P36 
Fiche 50-416. eJ/06/03, 8306290236 
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^fiC306S902^4 IE Inbp fiept 50-4 16/03-5O on SJ0A09-I3 No none omp 1 i oncfr 
noted Hiajar areas inspected ladiation protection program, 
including 1 1 quid, sol id & yat>ODOS preoperatl onol test program 
^ prcviKiu? inspector ideniiFied items 

CCLLFNS. T R . D/NRRi K P Rccnon 2, Of fire of Director QS/Oft/OS 
&PP 190'J6 238 34X Fit he 50-4 1 in BJ/O^/ 03. 8306290236 


j; 30*E90365 Forwards IC Insp Repts 50-416/^13-16 50-4l7/83-'OS un 

e30509-t"J Mo noncomp 1 lance noted 

^^ERRELL 1 .< D M Division of Project fi F/esident Programs 8J/O6/03 
P1CH44RD. J B Mississippi Power «< Light Co 2pp J9055 221) P4JC 
FI c h e 50-4 I hr 03/06/03. 8306290365 


^630627037 1 IE Insp ftepts 50-416/83-16 6 50-417/03 05 on 930509-13 No 
noncomp 1 lanc e noted Major ai eas inspected licensee artion 
In previous enforcement ma tter s ■ struc tura 1 concrete, 1 1 c em ee 
identified items t followup items 

HARRlS^^j R Reflion 2. Office of Director CONLON. T fc. Ill vision 
of Engineering & Radiological Snfetg Programs 03/05/31 4pp 
19055 2P2 24X Fiche 50-416,03/06/03.0306370365 


j^O&14Q450 Ack receipt of 830519 1 tr informing NRC of stops taken to 
corrfct Violations noted in 11 Insp Ropt 50-416/83-13 
VEftRELLl» D M Division of Pi oject 6 Resident Programs 83/06/07 
RICHAFID.JR Mississippi Powei ^ Light Ch ip 10840 18/ 24X 

Fiche 50-416. 03/06/07. G30614O4DO 


-B306I404S4 Responds to NRC 830419 Itr le violations noted in IE Insp 
Rept 50—416/83-12 Correctivi actions walkdobin oF ea< h 
cancrote masonry wall w/strortural mods performed by Bpchtel 
Field Cngineeting performed 

MCOAUCliy. J P Mississippi F'nieer 8. Light Co 03/05/19 

□ 'HClLty. J P Region 2. Office of Director 3pp IB840 100 y4X 

Fithi 50-4 16. 03/06/07. 0306140450 


-B306140463 For words IE Insp Repts 50-416/03-12 h 50-417/03 04 on 
□ 30322-39 4< notice of violation 

ySflHEtll.D M Division nf Project & Resident Programs a3/04/J9 
RICHARD../ D Mitsissippi F'ower b Light To 2pp 10840 190 S4 X 
Fichc 50-416. D3/06/07> 8306140450 


— 0306140468 Notice of violation Prom insp on 030323-25 

* Region 3, Office of Director 83/04/19 2pp J0Q40 192 P4X 
F 1 c h e 50-4 I 6 . 83/06/07 . 0306 1 404 SO 


-0306140474 JE Insp Repts 50-416/03-12 & 50-417/83*04 on B30322-D5 
Noncompliance noted failure to complete control bldg masonry 
mail mods in accordance w/drowing renuirementa 

LENAHAm. J J Region 2. Office of Director CONi ON. T E Division 
of Enginoerlng U Radiological Safety Programs 03/04/14 7pp 
IQB40 194 24X Fiche 50-4 16. 03/06/0/. 0306140450 


>■30 6140559 ftek receipt of 030506 Itr informing NRC of steps taken to 
correct violation 6 deviation noted in IE Insp Repis 
30—416/03-06 €t 50-417/03-03 Notice of deviation retracted 
based on 02O3i9 6 0421 1 tr«j referenced in suppl 2 to SER 
UENIBiR C Division of Project b Resident Programs 03/06/07 
BtCFlARDiJ D Mississippi Power b Light Co Ip 18034 220 24X 

Flcho 30-416.83/06/0710306140557 


-~B306I40567 Responds to NRC 030329 1 tv i>o violation S< deviation noted in 
IE Insp flept SO-416/03-06 Corrective actions Rev 7 to 
Procedures 09-3-01-8 it 01-3 07*4 issued b preparation for 
training in progress 

MCOADGHV.J P Mississippi Powei & Light Co 03/05/06 

O'REILLV. J P Region 2. Off ice of Diiector 3pp 18034 221. 24y 

Ficbe 50-416. G3/06/07. 0306140557 


"*0306140569 Forwards IE Insp Repts 50-416/03-06 it 50-417/03 03 on 
B30ai5-I7 tt notices of violation it deviation 

LEHISiR c Division of Project & F/esidcnt Programs 03/03 /2V 
RICRARD. J 0 Mississippi Puwci & Light Co 2p p 10034 F24 24X 

Fichc 50-416.03/06/07.8306140559 


03061405/1 Notice of violation from insp on 030215-17 

* Region 2* Pf Pice of Director 03/03/29 Ip iaB34 L>fVv 24X 
Fichc 50-416.03/06/07.0306140559 


‘^B306l40U74 Notice of deviatiar. Prom insp on 030215-17 

« Region 2. Office of Director GJ/03/29 Ip 10834 227 24X 

Fiche 50-416. QJ/06/O7, 8306140557 


^3306140583 IE Insp Repts 90-416/83-06 8« 50-417/83-03 on 830215*17 
Noncamp 1 i snee noted failure to conduct trainina in facility 
design changco Deviation from commitments contained in F^AR 
re shift tochnital advisor training also noted 

HEMLi C Vt . MUNRO. J F . CASHAlT.M E Region 2. Office of Director 
G3/03/JO 0pp 10034 228 24X Fifhe 30-416.83/06/07,8306140337 


8306290211 Responds to IE Dulletin 03-03 re chock valve failures in raw 
water CDoling sys of diesel gpnevators Ihree check valves in 
standby sve water sys meet applicable criteria Addl responso 
will be submitted when valve vorificatipn completed 
RICHARD* J B Mississippi Power tt Light Co 03/06/07 O^REILLY.J P 

Region 2. QPPica of Director 4pp J 9056 130 P4X 
Fiche 50-416.03/06/07.8306290211 


0305110464 IE Info Notice 03-36. "‘Impact of Security Practices an Safe 
Operations “ Sve list end 

JORDAN, b U Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 83/06/07 Consolidated Edison Co of New 

York. Inc U9pp 10030 200 24X Fiche 50-000.83/06/09.0305110464 


8306140724 Application to amend Licenso Nf'F-l3. consist mg of Tech Spec 
Change PCDL-03/06. p ev 021020 confirmation of action Itr 
Changes enhance clarity 6 provide consistency w/plont design 
6 .operation 

DALE.L F Mississippi Power & Light Co 03/06/09 DENT ON. K R 

Office of Nuclear Reactor Regulation. Director 2pp 10041 017 
24X Ficho 50-416.03/06/09*13306140724 


—0306140729 Proposed Tech Spec Change PCOL-Q3/0a, enhancing claTity 
providing consistency w/plant design & operation, per 821020 
confirmation of action Itr 

* Mississippi Power tc Light Co 83/06/09 72pf 18041 019 24X 

Ftcho 50-416,03/06/09,0306140724 


0305110470 IE Info Notice 03*'38, "‘Defective Heat Sink Adhesive b 
Seismically Induced Chatter in Relays Hithin Printed 
Circuit Cards '* Sve list encl 

JORDAN. E L Division of Emergency Preparednesi 6 Engineering 
Response (Post 830103) 83/06/13 Consulidated Edison Go of Neu 

York. Inc U8pp 18920 325 24X Fiche 50-000.03/06/13.0305110470 


0306090010 IE Info Notice 83-37. "Transformer Failure Resulting From 
Degraded Internal Connection Cables " Sve list encl 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Ftesponse (Post 630103) 03/06/13 Consolidated Edison Co of New 

York. Inc 243pp 18921 001 24 X Fiche 50-000.83/06/13.8306090010 


6306210236 Discusses IE insp on 030429 & 0503-04 It forwards notice of 
violation it proposed imposition of civil penalty as result 
of violations identified in 1£ Insp Ropt 50-416/03-17 
O'REILLV.J P Director's Office. Office of Inspection and 
Enforcomeiib 03/06/13 RICHARD. J It Mississippi Pouer & light Co 
2pp 18916 059 24X Fiche 50-416. 0J/O6/I3 j 0306210236 


—0306210243 Notice of violation & proposed imposition of civil penalty 
in amount of 4-40.000 Nancanvp 1 iance no-ted security force 
member* pasted to control act ess to lower containment hatch, 
found asleep 

O'REILLY. JP Direct-or'a Office, Office of Inspection and 
Enforcement 83/06/13 2pp 18V16 06J 54X 

Fiche 50-416.03/06/13,8306210236 


03D511O475 IE Info Notice 83-40. "'Need tb Environmentally Qualify 
Epoxy Grouts 6 Sealers " Gve list end 

JORDAN. E L Division of Emergency- Preparedness 6 Engineering 
ResponBQ (Post 030103) 03/06/22 Cnnsolldated Edison Co of New 

York. Inc llftpp 19021 179 24X Fitho 50-000.63/06/22.8305110473 


B305110477 IE Info Notice 03-41. '‘Actuation o-f Fire Guppressian Syt 
Causing Inoperability of Safety-Related Equipment *' Sve list 
enc 1 

JDRDAN, L I Division of Lmergency Preparedness Enginacring 
Respo-nso (Po&t 830103) 83/06/22 Consolidated Edison Co of New 

York. Inc 120pp 18997 007 24X Fiche 50-000. 03/06/22. 8305U0477 


B303110479 lE Info Notice 83-42. "Reactor Mode Switch Halfunctlqns " 
8vc list encl 

JORDAN. E L Division of Emcigcncy Preparedness 6c Engineering 
Response CPost 830103) 03/06/23 Consalidated Edison Co of Now 

York. Inc ll6pp 18996 242 24X Fiche 50-000.03/06/23.8305110479, 


6306270116 Rovisus 600319 commitment In reapnnse to Question 0 in IE 
Bulletin 79-OB re maint 5< tost proceduies Uperations 
section prucedura will specify verlficatian by test or insp 
of oporabillty of redundant ssf ety-related sys 
DALE.L F Mississippi Power f< Light Co, 03/06/23 DENTON, H R 
Office dT Nuclear Reactor Regulation. Director 3pp 16988 020 
24X Fichc 30-416, 03/06/23. 83062701 16 


0305110483 IE Info Notice 83-43. "Improper Bettings o? Intermediate 
Range (IRI High flux Trip Hetpolnts Sve list enc I 
JDRDAN. E L Division of Emeigency Preparedness 4< Engineering 
Response <Past 830103) 113/06/24 Consolidated Edison Co of Neu 

York. Inc 116pp 19046 297 24X Fiche 50-000. 03/06/2410305110483 
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R Periodic operating reports ^ i elated corresp andrnc i: 


ea0^>2004i2 Monthly operatino rcpt for ^'Iny ITOO Iti 

RICHARDSON. ^ D . DALE^. L F MitBissippi Puwer & Light Co «3/06/14 
DEVOUNOiR C Director's Office; Office of Inspection and 
Enforcement 7pp 18899 004 SAXTichc SO-4 1 ^s. 00/06/ 14, 03(16^004 J .? 


3 Reportable occurrences, LtRs A lelatc^f correspondenc e 


6306070337 Updated LER 63-04 1/OaX-l on 63DI31, eight penetrations 
opened in control bldg to ollou conduit routing Caused by 
planned maint Hourly fire uatch conducttij for open 
penetrations Restoration scheduled fo> 030630 W/^30507 Itr 
RDHRERrM V , NCGAl/GHV^J P Nississippi Pouer 8c Light Co UJ/05/07 
O'REILLV, J P Region 2. Office of Director 3pp 10740 JiTJ P4X 
F 1 e U e 50- 4 1 6, 83/05/ 07. 63 060701*37 


8306140303 Eummariies 830420 meeting at Region II ofc re const 
deficiency rept on plates embedded in iractor pressure 
vessel pedestal b newly formed Nuclear Lversighfc Committee 
of Middle South Utils Heetlnq details 8. attendee list and 
LEMlSiR C Division of Project Resident Prnarems 03/05/07 
fllGHARl). J D Mississippi Power t* Light Co 3pp 10032 104 24X 

FI Che 50-416. D3/0S/O7; 8306140303 


6306070089 Up-dated RO 63-001/1 on B30202; Bmok a detectors in Ll'CS pump 
room covered to perform planned activity Hoiirl-y fire watch 
established Uorli still in progress Rcstorotion date fnr 
tmoke detectors estimated for 630613 

MCOAUOHY.J P Mississippi Power Ir Light Co 63/05/17 

O'RErLLV.J P Region 2. Office of OiTPclor 2pp 1073? 1 !>3 P4X 

Flchff 50-416,83/05/ 17, 6306070089 


9306010244 Updated LER 03-039/VVX-J en 630ll2.Malon panel 1HJJP911 
detector A found continuously alornlng ur/no fire or smoir fr 
could not be reset Alarm reset Llmltinjl condition of 
operation lifted on 030503 M/030SPO Itr 

MCQAUOHy,J P I 8YRD.R Mississippi Powpr h Light Co 83/03/26 
0 'REILLY* J P Region 2. Office of Director Ppp 16673 P?P P4X 
Fiche 50-416, 83/05/20. 8306010244 


8306010261 RP B3-035/0 on 630415, Fire Dour 1A401 blocked open to 
prevent possibility of personnel injuiy due to high 
differential pressure across d-oor as result of secondoiy 
containment boundary Z>oor tP be closed 03063D 
MCOAUQHY,UP Mississippi Power L Light Co 63/05/30 
□ 'REILLY, JP Region 2, Dffite of Director 2pp JB673 2B? 24^ 

F 1 c » 50- 4 1 6, 63/05/20, 93060 J 026 1 


8306070142 RO 03-037/0 on 830421. Fire Dnurs jAPl4 h iASlO opened to 
route air hoses into adjacent motor coiitrol ctr Div I 
luitcbgear rooms for planned majnt during scheduled! 
electrical outage Doors secui ed on 030*^07 
MCOAUOHViJ P Mississippi Potuer 6 Liqht Co B3/05/P5 

O'REILLY. J P Rogion 2. Of fire of Dliector Spp 16739 255 24X 

F i c h e : SO-4 1 6, B3/0S/2 5. B3O6070 J 42 


0306070230 RD B3-036/0 on 6304 ID. fire-rated penetrstJen DE-20A opened 
to route cable to supply temporary power to Div 1 lighting 
transformer 1X113 during planned electrical outage 
Restoration scheduled for 03O6JS 

MC0AU8HY,J P Mississippi Power ft Light Co 03/05/25 

O'REILLY, J p Region 2, Offire of Dlipctor 2pp 10746 109 P4X 

Fiche 50-416, 03/05/25. 03O6O7O2nO 


B30607032B HQ B3-039/0 on 030414, fire deUctian mne 2-10 alarmed 8< 
uauld not reset Caused by dust particles on ioniiation 
detector. Detec tors cleaned te restored to oporabilltu on 
030535 

MCOAUOHY,UP Miscisslppl Powet u Light Co 63/05/26 

□ 'REILLY, UP Region 2, Office uf Uirtetor Ip 10744 216 24X 

Fiche 50-416163/05/26.6306070228 


0306070410 RD 83-030/8 on 93Q426, control room ambient air temp 
eiceedfld area temp limit of lech Spec labic 3 7 0-1 Caused 
by lack of operating control room liYAC subsys Availability 
of operability of equipment nut affected 
MCOAUOMYiiIP Mississippi PoLier |c Light Co 03/05/26 

O'REILLY, JP Region 2, Office of Dlicctor 2pp 1B742 P73 PAX 

Flche- 50-416, 03/05/36, 0306070410 


0306070084 Updated LER 03-050/01 X-J on 03031 1 , disc overed that flit* 
ujatches not conducted in tuo areas of fire detection Zone 
2-1? Limiting conditions for operation entered on B30227 
Gauied by pereonne) oversight Zone restored M/030527 Hr 
BYRD, R , HCQAUaHY, J P MUaissippi Power & Light Co 83/05/27 
O'REILLY, J p. Region 2, Office of Director 3pp 1B73B 344 24 X 

Fiche 50-416,63/05 / 87, 6 306070004 


B306090I34 RO 03 04{J/0 on 03O4n!4* 1 1 sted firt, rated prnetrat icna ; 
to implemriit dr<i]qri change pai iianrs Huufjy fiie watches 
established * will be mainfcaiii(‘d WoTk task*' expected to b«< 
completed 6-y 830701 

RlCffARD. ,1 U M)*.i jagijip < I'otirc I, Iml.l Co 03/05/31 O'rLH 
Region 2, tffPice of Directei Jpp JO/'/L' 256 24 7 

Ficho 50 416. BJ/01./31- e3(.60?0rM 


Q30-610-025I Final Doficipncy Repl HRIi QP/tW rt potential for pj i'* 
flooding based on PHP flpod level Matritiqht door seals, toe 
plate curb tu bo inctalicd h two peurtrot ions raised Alsu 
Toportahli uiidtl Part 21 

MCGAUCHY, 3 P Mississippi f'own S, Lifihl Co 03/05/31 

O 'REILLY, vf P Region 2, Of fur of Duetto/ 3pp 16007 J1V 

Fiche 50-416, 03/05/31 . 0306100251 


0306100219 Lixth Interim Deficiency Ht*pt PRD-02/14 re sheared bolts 
dies9l gcuoi atei tear cranktu*^! cover Triltially reported on 
020322 Oeficiuticy reportable under 10CM<50 50fo) ft Pai t ?1 
for Unit i, liiv II iliesel qri.crutoi oniii 
HCOAUOHY. vl P Mississippi I'otiior J, LiQlil Co 03/06/01 

O'REILLY, J J' Region 2, Office of Diioctor 6pp 1DBD5 IDJ - ' 

Fichq 50-4 16, 03/06/01,0306100219 


8306140046 I ER 03 021/OIT-0 an 030519, wh i lo in cold shutdown, ■ ta = 
gas treotmont cya flaw moiiiioiinq instrumentation found 
reading in errur Caused by incnmct calibi range Correct 
calibr ranges issued M/asOAOD 1 ti 

DYRD.R . 8HINCLET0N,D , MCGAllGHY, U P Mississippi Powei h liq't 
03/06/02 D'HETLLYiJ P Region 2, Offlco of Direr I or I’vp 
1 BB3B 30(> 24 y I 1 1 h o 50- 4 1 6, 03 /06/OS, U J06 140046 


8306140084 Updated LER a2-l90/99X-2 on 021 122, 1 imi t Ing randitjoi. 
oparatlon entoi ed when five fire rated floor penatiatlons in 
auxiliary bldg opened C.dused by coble routing Penetiatlons 
re sea led W/030602 J tr 

DYHO, fi , MCGAUBIHV, J P Mississippi Power It Light Co 83/06/0' 
0 'REILLY, J P Region 2. Office of Director Qpp 10030 25/ 
Fiche 50‘ 4 1 6, 03/06/02,0306140004 


0306140384 Updated LER 03-010/V7X-1 on D'lOlOS. dur ing insp of roui 
fire protection deficiencies on lodundaiit raceway s. 6 imi lar 
de f i c ienc ies noted in aux 1 1 iary, turb me it control bldgs 
Const completion expected by Uul 1903 M/n30602 Itr 
BYRD, n , MCOAUGHV, xl P Mississippi Power h Light Co 83/06/0 J 
□ 'REILLY, xl V Region 2, Office of Diicctor 4pp 16032 J15 
Fiche 50-416. OJ/06/02, 03061 40304 


030614066? Updated LER 83-052/03X -1 on 03041 1 , vessel head h vesi.il 
flange thermocouples not physically muiinted on respective 
surfaces Event incorrectly i nported din to inadequate 
procedures FTcicedur es to bo revised bg 030781 W/03D6O2 Ur 
ROHRER. M Y , SI UNCLE I ON, E U , MC8AU8HY, J P Mississippi Power L 
Light Co 03/06/02 O'flCJLLY, JP Region 2, Office of DiircU. 
Spp 18842 094 24X Fiche 50-416,03/06/02,0306140669 


9306140611 LER 8i3-062/03L-O Pti 0J0t>(}4, 1 imi ting condition for eperat, 
entered due to inoperability of diosol generators Caused by 
binding linkage from engine governor to furl injector pump 
W/930603 Itr 

DYRO, R , HCOAUGHY, J P Mmsmsippi Pewer i, Light Co 03/D6/O t 
O'REILLY, J f* Region 2, Office of Diicctoi 3pp ID042 
Ficha 50-416, Bl</06/03. 0306 140611 


0306100235 Final Deficiency Kept PRD-B3/06 i e failure to provide 
corrosion resistant mail in rarhoii steel instrument air 
penetration Initially reported on 03O3J5 Util preparing 
design change package Also reportoble per F>art 21 
MCOAUQHV.J P Mississippi Power it tioht Co 83/06/06 

O'REILLY, vfP Region 2, Office of Dneettir 4pp I0QD7 IDU 

Fiche 50-416, 83/06/06. Q3061002‘I5 


9306140259 Tinal Deficiency Rept pRD-03/05 re stress relieving of 
sockets bg vendor not appearinq on AE U^aluatBd suoplier 
list Initially reported on 83030U Condition not reportaCtle 
per JDCFR50 ShCel 

MCCAUDHY.J P Mississippi Power & Liqht (p 03/06/06 

□ 'HEIILV, J P. Region 2. Of f if e o f Dn i c tor 4pp 10833 023 241 

Ficho 50-4 1 6, B 3/06/06, Q30 6 J 40i'fi7 


8306200121 LER 03-O64/OJT-O on 030524, inr onsistcnc ler 8< problrm-s 
associated w/onsite chlorine storage indeniifted dui mg 
internal reviaui of FSAR Caused by lack of administrative 
controls W/030607 Ur 

SHINOLETON, B , NCClAUOHV, J p Mississippi Power it light <,o 
03/06/07 O'RCILLViJ P Rbginti 2, Office of PiroctoT Dpj, 
16903 32J 24X Fiche SO-41 6, 03/06/0/. (U06200121 


8306200133 Interim Deficiency Rept 3 re NcUon stud failures ptr typx 
embed plates Initially reported pii Unit 1 embed 

plates replaced w/surface mounted plates 1 Inal rept to be 
pirbmltfced by 030705 Also reported per Fart 21 
MCOAUO'HYi J P Mississippi Power It i.iqhi Co 83/06/07 

O'REILLY, JP Region 2. Of f ic e o f U1 1 c ctpi 6pp 10903 205 T"* 

Fiche 50-4 1 6, 03/06/07, 8306200 1 33 
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93i>b200250 J?D B3 01 1 /O on 21. smoke rJi'tcftors in upper if l(jmei ttiMv 
spread inq rocimt, nP contTOl btdq i(>vDied ^ rlcnttiveted 

ta prcvoni inndveiteiit uctuaticm Prom activities 

D-etecton s nut untnvercfd uittMiiii II dutn 

HCOAUGHY.tt n Kif.sissxppi f»uitji » l« Lirjht Co 83/06/07 

n'REItLY.J I> Urn ion 2. UfPiti oP UuMtOi Ip JUGOi IW. PIX 

Ficfic 50-116. Q'l/06/07. 930'i,<0(>.''ia 


Q30&L40696 EN-a3 04J uu 8306lJi uiiti ce of violation It propo^eil 
1 n<^pa5 i t 1 on oP civil ponatiij in .imount nP 'flO. 000 uii 1 1 tic 
issuBtl Action based on util r.i})ure to toniial acerse to 
vital area L iceiisce maij rosptmd uiiihin 20 daijs 

RDSAMU.M . rtXdOAlJ. J Uirottoi'- Of Pn i*. OPfico nP Inspection uinl 
CnPorcemt'iit ljJ/(J6/0ff Ip iOHdl 'JIS 24X Tittir bO-4 i 6. tf3/Cl6/0tf. 
0306 1 


0306200142 LER 0.1 -06*1/01 P -0 on l{J(>*f<?6. def i c i i>nc lea in Iti-muntli tintterii 
cel) if toimjnal nmnectxon ir*xrtuni,e iradxnqs tdenbiPioti 
Caused bg ppreonnol error 6 pxuieduial xriridequatg 
Surveillance pioccdure will bt revised W/HJ0609 Hi 
avRflfll * MLGAUGHYr J P Mississippi Pf'iiiDi Sr Liqht Cd 03/06/07 
O'REICLY.J r> Reiiion 2* Office of lliipclot 3pp J 070*1 »»6J JMX 
Fir be 50 416.03/06/09,0306200142 


B306270439 Serond Intonni Pai fc 21 ffept r'ltD’nj/OH re innbilitg to 
piamtain presaurited uater supply to pumps it dischorne 

piplnn Iniliong reported on 030415 F xiinl rept oipccied bg 
0 40201 

MCOAOOHYi J 2 Nibsissippi F'nuiri l< CxyM (,n 03/06/13 

O'ftCILLY.J 2 tfctiion 2. UrPiip of iJiiectoi 9pp 10772 06V 24X 

Fithff 50-416. 03/06/13.03062/0437 


0306200357 Updated FlU 03-010/1 on 030207. smoke detectors envoi rd to 
prevent cont 1 nxfoui. alarms dux inn fiwndjno Jt uieltlinp F-Fourlg 
fire uateh candurtod Zones oipecied to be rer.toroiJ hg 
030630 Addl fire ions lislrd 

MCOAOt^lFV. F' Mississippi f'otiiei it Liqlit (n 03/06/13 

0 'REILLY. J P ffORiori 2. Offirr of Dixie tor 3pp 1700 J PP7 P4X 

F I c F> B 50-4 16, U.f/06/ 1 J, 03O60QO'r;'7 


0:106570.146 riixal Doficiencg FU>pt 17(0-03/07 ic tuio Div II cnblrs 
improperlg routed outside erFu’duJrd conduit Initially 
reported on 03O41P Uosign change pacit/xqe issued to rcuork 
cables Also reportable per Mot i PI for lini t I 
MCCAOOHY, vl P Mississippi f^ciwei it Lxgbt ( ci 03/06/ J 4 

O'flElLLY, >J P Reffion 2. Office of Dnictor 4pp 10796 l’W2 P4X 

Fie ho SO'-IIA. 03/06/14. 03062/0346 


6:]0627OI26 Updated FtU G3'0ib/5 three open penetrations idontifird 
Caused bg incomplete design diauiinqs oi const ovei biqbt Mali 
nonconformance repta initiated to corrert rieficicncirs 
Estimated rcstpraticin date xs 030723 

MCOAUOHY.%f P Mississippi Pouiei It LiqJit Co 03/06/ 15 

D'REILLY.O P Region 2. Office of Uiicctur 2pp J070B 007 LMX 

Fiche 50-416. 133/06/15. 03062/01. '6 


0306570132 RQ B3-04P/O on 030502. emoVe detectors in coriidor i>f contrn) 
bldg covered to allou laeldlnq lioui Ig fixe match eclablished 
DatBcloi's mill be restored bij 030725 

MCOAUOHY. J P Mississippi F^nwex li Liqhi Co 03/06/15 

O^REILLY. J P Region 2. OfTicr of FJixectoi 5pp JB700 14/ 24X 

Fiche 50-416.C3/06/IS. 03O62VOJ32 


0306200100 no 03 043/0 on 030503. smoke doicctor N554t. in Zone 1 54 
Ccontrol cabinet room) > alarmed continunusl g after being 
tumped bg maint uiorkcr Fire detection rone declared 
inoperable Fire teatch established No cruse found 
MCOAUOHV. »1 P Mississippi Pouiei l< Light Co 03/06/15 

D'PCILLV, 3 P Region 2. Office of Dixoctm Ip I70J5 003 54X 

F i Che 50- 416. D3/06/13. 0306800100 


0306200507 RO B3 044/0 on 030509, 1 i stnd firr-roJated penetrations 
opened to implement design change pack, .pea llourlg fixe 
matches established leithin 1 h maintained for duiation of 
planned maint activities 

MCGAUONY. J P Mississippi Pooiei Ic Light Oo 03/06/15 

O'REILLY. J P Rogion 2. Office of Director 3pp 19014 236 P4X 

Fiche 50-416. □3/06/19. 030680020/ 


0306200471 LER □3-066/031.-0 on U30rxl7. uhi ] e in cold shutdeiun. 0 ( Ir dc 
electrical pouiex distribution uierklg lineup evceeifs'd lotr 
date of F130516 Limiting conditions of oppratlons entered 
Caused bij improper scheduling ti/030616 Itx^ 

gVRD.I? . MCQAUGHY, J P MUsUsippl Pr.nei & Light Co 03/06/16 

O'REItUY. J J> Region 8. Offlie of Director 3pp 17010 291 fMX 

Fiche 50-416. 03/06/16.0306800471 


0306280555 LEH 03-060/011-0 on H30603. d 1 screpaneg noted betwern lerli 
Spec Table 3 6 6 8-1 1. F8AR Oectlon 15 7 4 5 2 xsolutlDn 
damper max closure time Tech &pet fhaxiqe requested 
Procedures revisud M/830616 Hr 

0YRD.R . MCOAUOMY. J P Mississippi Pouior If Light Co 83/06/16. 
O'^REILLV. J P Region 2. OffUe of Dliector 3pp 17017 30/ S4X 
riche 50-416, 83/06/16. 0306800555 


B30627O165 RO B3 045/0 on 030515. Fire Doors 0C501 & LIC503 on east 
side of control mom blocked open to alJou routing of hoses 
to seal fire-rated penetrations in contioj room Fire 
ualch established Completion Pipccted by B30723 
MCGAUCHY.jp Mississippi Ppuer Ir Light Co 03/06/17 

O'REILLY. JP Region 2. Office of Dijcctor 2pp IB992 081 84X 

Ficbr 50-416.03/06/17,8306270165 


9306300175 RO B3 046/0 on 830515. during surveillance testing. Fire D-oor 
0C1G3 Pound damaged I. in constaxxt alarm Caused by damaged 
latch mechanism due to heavy use Repair mork itii 1 1 be 
completed by 630630' Hourly fti e watch established 
MCOAUOHY.JP Mississippi Pouer b Light Co 03/06/20 

O'REILLY. JP Region 2. Office of Director Spp 19117 569 24X 

Fiche 50-4i6.D.l/06/50, 9306300 J 7 5 


0306300163 RO 83-040/0 on 83051/. reac tor protection sgs motor generatoi 
room Fire Door 0C4iS blocked open to support planned work 
activity Fire watch established until donr restored on 
030602 

MCOAUOHY.JP Mississippi Power l< Light Co 83/06/58 

□ 'REILLY. JP Region 2, Office of Dixector Ip 19119 279 54X 

Fiche 50-416,83/06/52,9306300163 


V Operator Examinations 


9306140102 Requests approved ref matl re operator exams bg B30531 
Hissing deadline mill delay in administering exams All 
applications should bo submitted at least 60 dags prior to 
first exam scheduled for 030/1*5 

VERRELLl.O M Divistoin of Project 6 Resident Programs 83/04/27. 
RICHARD, J 5 Hisclssippl Power 6 Light Co 3pp 1B039 097 24X 

Fiche 50-416,83/04/27,8306140102 


DOCKET 50-417 GRAND GULF NUCl EAR STATION, UNIT 2 


A App 1 i cation/construction stage rfnciiments 6 correspondence 


8306010074 Forwards comments re review of 830110 proposed changes to 
STB. per informal request Proposed change to Surveillance 
Requirement 4 6 6 3 re continuous opeiatlon of heaters 
should not be implemented 

DALE. L 2 Missisflippi Power ti Light Cn 83/09/24 HOUSTON. H D 
Division of Licensing 2pp 18673 278 24X Fiche 50-4 16. Q3/0d/P4. 

0306010074 


BG06140666 Summarixes 030511 meeting at Region 11 ofc re changes to 
Tech Specs requii'ed prior to Unit I startup Meeting details 
h attendee list end 

LENtS.R C Division of Project R Residexxt Programs 83/05/27 
RICHARD, J 0 Kississippi Fouer 6 Light Co 9pp 10842 009 24X 

Fiche 50-416,03/05/37.8306140666 


9306230167 Forwards addl info re Hydrogen Control Owners Group program, 
per NRC 830503 request Proprietary l( nonproprietary versions 
of ''Grand Oulf Oryuel 1 Dreak Ornsitivity Bummarg'' encl, 

Proprietory rept withheld Cref lOCrR2 770) 

DALE, L F Mississippi Power If Light Co 83/06/16 DENTON. H.R 
Office of Nuclear Reactor Regulation. Director Upp, 18945 297. 
a4X Fiche 50-416,83/06/16.830623016/ 


— S306230169 Noiipropr 1 etary version of "Grand Oulf Drywell Break 
Sensitivitg Bummarg " 

GUNTER, A O Offehare Power Systems Iiuhs of Vestinghouse Electric 
Corp 1 □P6-39A85 RA 83/05/11 397pp 18945 311 24X 

Fiche 50-416.03/06/16,8306230167 


G3D627C2B5 Clarifies capabilities of hydrogen ignition sgs under ell 
< ircuflvs inneea, p er Bchwencer 011106 Hi* U NURE0/CA-P4B6 
Under worst case condi tionn. mJ n voltage rpqulred would be 
10 09 volts 

DALE,L F HissUsippI Power Ic Light Cn, 83/06/23 DENTON.lt R 
Office of Nuclear Reactor Repulat Ion. Director 8pp 1B996’ 196 
24X Fiche 50-416.03/06/23.9306870205 


E NRC S^afetg Evaliratian Report <6ER). suppls 6 correspondence 


9306210331 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF GRAND 
GULF NUCLFAR STATION. UNITS 1 l< 5 Docket Nos 50-416 Sc 
50-417 iNiseissippi Power And Light Company) 
e Division of Licensing NUREG-0031 004 83/05/31. 156pp 

Available at NRC 49 50 10722 197 24X Fiche 50-4 16i 03/09 /3J. 

0306210331 


9306200429 Forwards Sup pi 4 to &ER. NUREG-0B31 N/o end 

BCHWENCER. A Licensing Branch 2 03/06/13 MCGAUOHY. J P 

Hiisisslppi Pawer !< Light Co 4pp JD920 019 24X 

Fiche 50-416.03/06/13.9306300429 
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— B306200>130 Foruards Suppl 4 to SfR W/p i»ijt 1 

M Office of Muclear Reactor Reg u| at i oni Director 03 / 0 /»/l,< 
SIMPSON* A Senate* Environment fir Huiilic Morkii i\> lOViJO OJiJ 
2AX Fithc 50- UA. a3/O6/t3rOJOfi*2OO027 


--B306200431 Forwards Supp 1 4 to GEM HVn rnrl 

■» Offite o# Nuclear Reactoi Regulatjonr Director 03/OA/1 f 
UDALL > M House of Rep , Interinr ?c Jnaulor Affairs Ip 
1B920 024 24X Fiche 50-4 1 A* 03/06/ K?. 030^200429 


--B3C6200432 Fnrwards Supp 1 4 to OLR W/« eiitJ 

■4 Office of Nuclear Reactor Regulation* Director 03/06/13 
OTTINGER, R House of Rep * Enerffy *< Commerce Ip iB92(> OR'* 
24X Fiche 50-416, 33/06/13, B30620Q427 


F Security, medical, omeryoiicy t* firo protection plans 


9306140919 Confirms G30511 enforcement conference at Region 11 nfc to 
diaeuss security violations at facility fc# Tech bpec thsnqe', 
renuired prior to nuclear heatup* per b3i>505 telcan Riopo-^ed 
meeting agenda enc 1 

D'RElLLYrJ P Region 2, Office of Director S3/05/06 RKHARD, J tl 
Mississippi Poujer fi< Light Co 2pp 10036 106 P4X 
Ficha 50-416, 83/05/06, 63061 40‘il9 


9306060079 Confirms 830602 tclcnn re sutmifctal of implementation 
schedule for backup emergency operatlnns facility by 030617 
DALEiL F Mississippi Pouier fi« Light Co 63/06/02 DCNTDN* H R 
Office of Nuclear Reactor Regulation. Rlrcctor ip 18/19 331 24X 

Fiche 50-416*83/06/08. G306060079 


9306310140 Advises that Bastur Wilson plant selected for backup 
emergency operations facility Telephone capability uiill be 
expanded fic antennae for offsite radiological monitoring 
radio uill be Installed Emergency plan levised 

DALErL F Mississippi Power t* Light Co 83/06/17 DENTON. H H 
Office of Nuclear Reactor Regulation, Director 2pp JG914 PP4 
34X Fiche 50-416.63/06/17*8306210140 


K Utility Final Safety Analysis Report (F6AR) 6 amends 


93062001B6 Forwards Amend 56 to TSAR* up-dating sections dealitio 
primarily w/flre protection fii incorporating minor editorial 
corrections fc clarifications to other FbAR sections 
MCOAUGHY. J P Mississippi Power fit I ight Co 83/06/ J 7 DENTflN, M R 

Office of Nuclear Reactor Regulation. Director Gpp 56905 003 
24X Fiche 50-4 16. G3/06/ 17. 8306200186 


—8306200189 Amend 56 to FSAR 

WCOAUGHYiJ P Mississippi Power 6 Light Co 83/06/30 l.f'OOpp 
18909*006 24X Fiche 50-416.83/06/17*8306200186 


Q Inspection reports* IE Dulletxns fic cm ospondence 


8306140561 Confirms mgt meeting on 830210 in Jackson. M8 to discuss 
results of review of first phase of annual appraisal of 
regulatory performance Prop-osed meeting agenda end 
LEWlfliR C Division of Project tc Resident Programs 83/01/28 
8TAMPLEY, N L Mississippi Power fic Light Co 3|ip 18834 236 24X 

Fiche. 50-416, G3/01 /2B* 8306140561 


9306I40DSG Confirms B30408 mgt meeting at Region II ofc. por 830323 
tfttcon Util will discuss "Grand Gulf Nuilcar Btatinn 
Operations Enhancement Program " Agenda one 1 

P 'REILLY. J P Region 3* Office of Director 83/03/25 RlfHARD.J li 
Mississippi Power ficLightCo 2pp I883B 229 PAX 
Fiche 50-416, 83/03/25.8306140020 


6306140602 Confirm* 630420 enforcoment conference at Region 11 ofc to 
discuss control of mods fi< malnt Ic adeguaeg of corrective 
action in area of temporary a ] tera tions. per B3D408 & II 
telcons Agenda end 

O'REILLY. J P Region 3. Office of Director 83/04/13 RICHARD. J Ir 
Mississippi Power fic Light Co 3pp 10833 175 £J4X 
Fiche 50-416,83/04/13*6306140602 


9306140634 Forwards summary of 830409 meeting in Atlanta, QA i e util 
830311 rept, "Grand Gulf Nuclear Station Operations 
Enhancement Program " Implementation will be beneficial to 
plant nperatlo-ns W/attendance list 

LEWIS, R C Division of Project fic Resident Programs 83/04/29 
RICHARD, J D Mississijipl Powor h Light Co 6pp 18843 050 S4X 
Fiche 50-416,83/04/29.6306140634 


B306140519 Confirms 030511 enf arcement conference at Region 11 ofc to 
discuss security violations at facility fic Tech Spec changes 
required pri-ar to nuclear heatup, per Q00505 telcon Proposed 
meeting agenda enci 

O'REILLY. U P Region 2. Office of Director 83/05/06 RICHARD, J U 
Misstislppi Power & Light Co 2pp J893Q 106 24X 

Fiche, 50-416, 83/05/06,63061401x19 


83031 1045B IE Info Notice 83 -32. "Ruptui(d Am^241 bouiLe*. (ontair.ed n, 
Moll Logging lU'vitT Gve list em 1 

TAYLOR* J M Divjaxon of Uaf-uguards fi. Inspection rtoqifims (I'a'ii 
830103) 03/05/26 Consolidated Ldibon Co of Now Yoi k. Inc 

125pp )8031 043 24 X Fir ho 50 000, .31/05/26* 83051 J 04 5D 


0305110460 IE Info Notice 03 34. ''tvonl Mi. 1 1 f icat ion Inlo llork<,h|.rt " 
Sve list enr J 

JORDAN* L L Division of Imeiycricg f'ri*parrdnesa fi< L nq moor i i.n 
Response (Post 030103) D3/0'./26 Consol idated Ldison Lu of New 

York. Inc ll'ijjp 18732 087 ./4X Fuhe 50-000. D,i/ 05/26. [HfJ5J 104 6Q 


0305110461 lE Infu Notice 83-35, "Fuel Movement W/Contrul F6.di 
iJithdrawii at UWRs " Sve li'.t rnc) 

JORDAN. E L Division of EmuTnency Pt eparedness fc Fnqineeririq 
Response (Post 830103) GJ/0^/31 ( nii«*o 1 1 d a t o d Editon Lo nf New 

York. Inc ll6pp 1B732 20D 24/ Fic he 50-000. 133/05/31 , D3051 10461 


B306290365 Forward* IE Insp Repls 50-416/03- 16 Sc 50-4 1 7/ 03 -05 on 
9305D9-1J No nOTicnnip 1 lance noted 

VERRELLI, D M Division of Prnjert fic Hcudent ProqTams B3/06/0J 
RICHARD.x) li MisBissjppi Pouei Sc Light ( n 2pp 17055 220 IMX 
Fiche 50 416,03/06/03.8306290365 


— 03062903/1 IE Insp Repts 50-416/03-16 6 bO-417/03 05 on 8305(19 J3 Me 
noncotnp 1 lance noted Major ai ras inspected licensee action 
In previous enforcement matters, s true tural concrete. 1 ic en', re 
Identified items fic rollabiup items 

HARHIS, JR Region 2. Office of Diiectur OONL DN. T L Diviiiuu 
of Engineering fic RadiologicoJ bafety Proqroms 83/05/31 4fp 
19059 222 24X Fiche 50 416.03/06/03*0306290365 


9306140450 Ac k receipt of 030519 Itr infcirminq NRC of steps taken to 
correct violation*, noted in 11 Insp Rept bO-416/83 12 
VERRELLIi D M Division of F'loject 6 Resident Proaroms Q3/OA/0/ 
RICHARD* J U Mississippi f'ouer fic Light Co Ip 18840 10/ VAX. 
Fiche 50-416*03/06/07,0306140450 


—0306140463 Forward* lE Insp lUpts bO 416/03-12 fic 'i(J-4 17/03 -04 on 
□30322-25 fic notice of violation 

VERHELil.D H Division of Project fic Resident Programs 03/04/19 
RICHARD* J D Mississippi Power fic Liqht Co 2pp 10040 190 PAY 
Fi c h 0 50-4 16, 03/06/07, 8306 1 404 50 


— 83061404/4 IE Insp Repta 50-416/03-12 6 50-417/03 04 on 03O')2P-25 
Noncamp ] lancc noted failure to complete control hldy mnsaiirij 
wall mods in accordance ui/di awing requirements 

LENAHAN. J J Region 2* Office of Director CONL GN, T f Division 
of Engineering & Radiological Safety Prugroms 03/04/14 7pf 
10B4O 194 SAX Fiche 50-416*83/06/07.0306140450 


030614055? Ack receipt of 830506 Itr informing NfiC of steps token to 
correct violation h. deviation noted in lE Insp Repls 
50-416/B3‘06 fit 50-417/83-03 Nutice of deviation retracted 
based on 020319 fic 0421 Itrs refei enced in suppl 2 to BER 
LEM 1 6. R C Division of Project fic Resident Programs 83/06/87 
RICHARD* J D Mississippi Power fi< Light Co Ip 108J4 22(> 24X 

Fiche 50-416.03/06/07,8306140559 


—8306140569 Forwards IE Insp Repts b0~416/8J-06 fic 50-417/03-03 <jn 
830215-17 Sc notices of vinlotion fic dr*iatian 

LEWIS. R C Division of Project 6 Resident Programs 83/03/?? 
RICHARD, J U Mississippi (*ower 6 Light Co 2p|) 18034 224 24X 

Fiche DO-4 16. B3/06/07. 8306140559 


—0306140583 IE Insp Repts 50-416/83 06 fic 50-417/03 03 on 830215*1/ 
Noncomp 1 lance noted failure to conduct training in facility 
design changes Deviation from commitments contained in FHAR 
re shift technical advisor training olso noted 

HEHL, r W , MUNRO, J F , TASHAT f. M L Roflian 3* Off Ice of Dir et tor 
83/03/10 Dpp IB034 2.>8 24X Fiche 50-416.03/06/07.8306140557 


B306290211 Responds to IE Bulletin 03-03 ra check valve failuies in rav 
uater cooling sys of diesel gensi ator* Thi ee check valves In 
standby sve wator sys meet applicable rrlteria Add! responsr 
uill be submitted when valve verification completed 
niCHARD.JI) Mississippi Power 6 Light Co 83/06/0/ Q'HLItLVi J (' 
Ragion 2, Office of Director 4pp 19056 130 24X 

Fiche 50-416,03/06/ 07* 83062902 1 1 


B3051 10464 IE Info Notice 83-36. “Impact of Security PraLticG*^ on Safa 
Operations " Sve list end 

JORDAN, C L Division of Emergency Preparedness fic engineering 
Response (Post 830103) 83/06/09 Consolidated Edison Co of New 

York, Inr Il9pp 18830 200 24X Firhe 50-000, 03/06/09, 83051 10464 


0305110470 IE Info Notice 83-30, “Defective Heat Sink Adhesive fi. 
G«ismicaily Induced Chatter in Relays Within Printed 
Circuit Cards “ Gve list enci 

JORDAN, E L Division of Emergency Preparedness 8. Engineering 
Response (Post 030103) B3/06/13 Consolidated Edison Co of J^eu 

York, Inc llOpp, 18920 22b 24X Fiche 50-000, 83/06/13. 0»30D 1)0470 
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8 30 AC 900 1 O if; Info Notice 83-3?, “IransFoimer Tailuip /fe&ultiny F i nro 
Degraded JnterTial C-onnee t mn Coblca " Gve list end 
JDROAlSf, E \ Divicion of Emetgeiicy F^reparodness & Lriqinoering 
Hespctise (Post 030103) OJ/OA/IJ Consolidated Edison Co of Neu 
York I Inc 243pp 16921 001 GnX Tiche 50-000. 83/OA/13, B3060700JO 


83051 1-0*175 1C Info Notice 03-40. "Need to environmentally Qualify 
Epoxy Grouts & Scalers " Gve list encl 

JOflDAN. C L Division of f.mei gency Preporednoss & Cnoinoerinn 
Response (Post 030103) 03/0A/a2 Consolidated Edison Cn of New 

Vork. Itic llOpp 19021 179 24XFiche 50-000. Q3/0A/22. 0305 1 10475 


0305L10477 IE Info Notice 03-41. "Attuatlon of Fire Suppression By<» 
Causing Inoperability of Safety-Related Equipment " Sve litt 
epic 1 

JORDAN. E 1. Division of emergency Preparedness & Engineering 
Response <r>03t 030103) 03/OA/22 Consolidated Fdison Co of Npu 

Yorfc. Jnc 120pp 10997 00/ 24X Ficho 50-000. 03/06/22. 03051 10477 


0 3-0511047*? lE Info Notice 03-42. "Reactoi Kudo Suiitch Malfunctions 
Sve Inst end 

JORDAN. C L Division of Emergency PreoaredncBs it Engineering 
Reepon'se (Post 03OiO3) G3/06/aJ Consolidated Edison Co of New 

York. Inc i lApp 1B996 242 24X Fiche 50-000.03/06/33.0305110479 


5 Rcp-ortable occurrences. LERs & relatod correBpondrnre 


03OA14O3O5 SummaTizDS 03O4BO meeting at Region II ofi re con-st 
deficlnncy rept on plates embcd<ted in reactor pressure 
VfisAvl puifestal 6 newly formed Nuclear Oversiqht Committee 
of Middle Qouth Utils Meeting details ^ attendee list encl 
LEUIS.iR C Division of Project it Resident Programs 03/05/09 
RICHARD. J « MJsHisslppl Power it Light Co 5pp 10833 104 24X 

n«he 50-416. 03/03/09. 030AI40303 


0306100^51 Final Deficiency Rept F’Rl>-82/P7 re potential for plant 
flooding based on PtlF' flood levol Uatertight door seals. top 
plate li^ curb to bo installed tun penetrations raised Also 
reportable under Part 21 

MCOAUOHV. J P Mississippi Power it Light Co 83/05/31 

O'RCILLY. J P Region 2. Offire of Director 3pp 1D0O7 149 ?4X 

Ficho 50-416. 03/05/31. 8306100251 


OJ06100S19 aijtth Interim Deficiency Rept PRD-8a/14 re sheared bolts on 
diesol generator rear crankcase cover Initially reported on 
8S032£? Deficiency reportable under lOCF R50 55(o> & Part 3J 
for Unit l.Div II diesel gonerotor only 
liCGAUtiMV. J P Mississippi Power it Light (o 03/06/01 

O'FlEJLLY.d P Rogion 2. Office of Director 6pp 1DB05 103 a4X 

Fjchc 50-416. 03/06/01.0306100217 


0306iQOS35 Final Deficiency Rept PRD-03/06 lo failure to provide 
c orrooi Dll-res i stant matl in carbon steei instrument air 
penetration Initially reported on 03O3J5 Util prcpoi irig 
design change package Also reportable pet Pari 21 
MCOAUOJiy. J P Mississippi Power h Light Co 83/06/06 

O^RElLLYi J P Region 2. Office of Director 4pp 10007 J5H PAX 

Ftche SO-416. 83/06/06. 8306100235 


0306140237 I'lnal Deficiency Rept PnD-B3/05 re stress relieving of RBOB 
sockets hy vendor not appearing on AR evaluated supplier 
lilt Initially reported on 030300 Condition not reportable 
per lOCPROO 55(e) 

rtCOAUOHY. J P Mississippi Pduot h Light Co 83/06/06 

a'REII-LY. J P Region 2. Office of Director 4pp 10033 OP3 P4X 

Ficho 30-416.03/06/06,8306140257 


8306200133 Interim Deficiency Rept 3 re Nelson stud failures un Type 06 
embed plates Initially reported on 021221 Unit 1 embed 
plat»a roplaced u/surface mounted plates Final rept to be 
submitted by 830705 Also reported per Part 21 
MCOAUQHY. J P Mississippi Power Ic Light Co 83/06/0/ 

D'REILLVj J P Region 2. Office of Director 6pp 10903 205 24X 

riche- SO-416, 03/06/07. 0306200133 


0306270439 Becond Interim Port 21 Rept PHD-03/OB re inability to 
maintain presturJied water supply to RliR pumps it discharge 
piping Initially reported on 030415 Final rept expected by 
040201 

MCOAUGHV. J, P Mississippi Power fc Light Co 83/06/13 

O'REILLY. J P Region 2. Office of Director 5pp J 0992 067 ?4X 

Ficha 50-416.03/06/13.8306270439 


0306270346 Final Deficiency Rept PRD-03/07 re two Div 11 cables 
t mpr pper- J y routed outside scheduled conduit Initially 
reportsd on B30412 Design change package issued to rework 
cabins Also reportable per Part 21 for Unit 1 
MCOAUGHV. J P Mississippi Pouei U Light Co 03/06/14 

O'REILLY. J P Region 2, Office of Director 4pp 18996 222 P4X 

richa 90-416.83/06/14.0306270346 


V Operator Eiaminations 


0306140102 Requests approved ref matl re operator exams by B30531 
Hissing deadline will delay in administering exams All 
applications should be submitted at least 60 days prior to 
first exam scheduled for 030725 

VERRELLl. D ti Division of Project & Resident Programs 03/04/27 
RICHARD. J D MlBslsslppi Power 6 Light Co 3pp 10039 097 24X 

Fiche 50-416. 03/04/27. 0306140102 


DOCKET 50-423 MILLSTONE MUCLCAR POWER STATION. UNIT 3 


A Appl 1 cation/cons tract 1 on stage documents & correspondence 


0306020069 Notification of B30601-02 meetings w/util 6 BitVi in Bethesda. 
HD to discuss safety review questions re portions of FSAR 
DOOLITTLE. E L Licensing Branch 1 03/05/24 Licensing Branch 1 

4pp 10701 330 24X Fiche 50-423.83/05/24.0306020069 


0306060143 Submits revised list of joint facility owners All other 
tiames should be deleted from sve list 

COUNQIL. N 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) CDUN3IL.W 0 Northeast Utilities 03/05/31 
YOUNOOLOOD.B J Licensing Branch I 2pp 18719 022 24X 

Fiche 50-423. 83/05/31 . B3060601 43 


0306070459 Forwards request for addl info re application for OL 
Requests are result of InstrumentJon b Control Sysi Reactor 
Si|s. Acc ident Eva 1 uation. Core Performance 6 Power Sys Branch 
review of FBAR 

YaUNOBLOOD.D J Licensing Branch 1 03/05/31 CDUN3IL. W G. 

Northeast Nuclear Energy Co (subs of Northeast Utilities) 71pp 
18780 240 24X Ficho 50-423.03/05/31.0306070459 


8306000433 Notification of G30602 it 09 meetings u/util in BethesdaiMD 
to discuss NRC safety review questions re portions of FSAR 
Heoting Drlginolly scheduled for 030601 

DOOLITTLE.E L Licensing Branch 1 83/06/01 YOUNOBLDOD. D J 

Licensing Branch 1 4pp 10/92 189 24X Ficho 50-423.83/06/01. 

8306080433 


6306160412 Forwards draft Rev 5 to *'QA Program Topical Rept " 

C0UN8IL. N 0 Northeast Utilities aervico Co 83/06/09 HURLEY. T E 
Region 1* Office of Director 6pp 10859 090 24X 

Fiche 50-000. □3/06/09. 8306160412 


— 8306160424 Draft Rov 5 to "QA Program Topical Rept " 

• Northeast Utilities 03/06/09 135pp 10859 096 24K 

Fiche 50-000. 83/06/09. 8306 J 604 12 


0306220167 Notification off 030707 meetinq w/util in Waterford it Derlln* 
CT to {Tiscuss applicants responsec to OA Branch safety 
review questions 

DOOLITTLE. EL Licensing Branch J 03/06/10 YDUNOBLQDD. B J 
Licensing Branch I 3pp 10937 319 24X Fiche 50-423. 83/06/ 10, 

0306220167 


0306230141 Notification of 830629 meeting u/utll in Bethesda. HD to 
discuss specific design info needed by NRC to complete 
review of RCPD matls Heating originallli scheduled on 
830616 

DOOLITTLEtEL Licensing Branch I 03/06/21 YOUNQQLQQD. D J 
Licensing Drench L 3pp JB954 349 24X Fiche 50-423.83/06/21. 

6306230141 


8306230145 Notification of 030726-28 meetings u/utll h ShW in Boston. 
NA to discuss Instrumentation it Control Sys Branch safety 
review meeting agenda items 

DOOLITTLE. E L- Licensing Branch I 03/06/21 VOUNSBLOOD. B J 
Licensing Branch 1 3pp 1D954 352 24X Ficho 50-423.83/06/31. 

0306230145 


C Utility Environmental Report (ER). amends it corro spond ence 


8306020045 Notifies of changes in schedule for review of environ rept. 
Adjustments will result in Nov 1984 issuance date Safety 
review schedule unchanged Overall licensing schedule not 
expected to be affected 

NOVAK. TM Division of Licensing 03/05/27 KNIGHT. JP Assistant 
Director for Comp h Structures Engineering (Pro B3020J ) 

JOHNarON. W V Assistant Director for Matls IcQualif Engineering 
(Pre aOOSDl) MULLER. D R Assistant Director for Radiation 
Protection 4pp 18701 358 24X Fiche 50-423.03/05/27.8306020045. 
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D NRC Draft/Final Environmental Statements, suppls !< c drrespornfence 


8306240077 No-ttfjes of 030720-21 site visit as part of revieu pi otess 
for EIS associated u/appl icat jon for OL Open public meetinq 
planned on 030721 Agenda end 

NOVAK j T H Assistant Director for Licensing B3/OA/20 

BETTENCQURTr L Haterfordi Cl 3pp 10987 138 24X 

Fiche, 50-4^3i G3/06/20i 0306240077 


Q Inspection reports. IE Bulletins 6 cot i espondence 


8306060205 Foruards IE Insp Rept 50-423/03-06 on G3032B-0501 No 
noncanip 1 ianc e noted 

STAROSTECKI. H Division of Project tc Resident Programs 83/05/23 
COUNSILi W 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 2pp 10727 339 24X Fiche 50-423. 03/05/23. 03O6O6O2OD 


— B3060&0311 IE Insp Rept 50-423/03-06 on 030328-0501 No nonconipl lance 
noted Major areas inspected environ protectio-n commitments, 
uelds in main control room panels, bass 1 ine inoorvico insp 
of reactor vessel head t licensee reportable Items 
REBELOMSKI.T . ORAMT, J . ElSASGfcR.T C Region J, Office of 
Director 03/05/10 7pp 10727 341 24X Fiche 50-423.03/05/23. 

0306060205 


8305110450 IE Info Notice 03-32. "Ruptured Am-241 Sources Contained Ln 
Nell Logging Device " Sve list end 

TAYLOR. J M Division of Safeguards b Inspection Programs (Post 
030103) 03/05/26 Consolidated Edison Co of Neu Vorki Inc 
125pp 10031 043 24X Fiche 50-000.03/05/26.0305110450 


8305110479 IE Info Notice 83- 4, ^ "Neat toi Mode Suiitrl. Mo 1 f imt 1 1 n n t 
Sve list end 

JORDAN. L I Division of r.mei qeiiry Proporedneas 4* Enplnorring 
Response (Post 030103) 83/06/23 C vniioli dated t-dlsDn fo of Nr« 

York. Inc 1 l&pp 1B976 242 24 X Fiche ‘jO-000. 03/ 06/2 1, 0 JOI 1 J 04 /V 


0305110403 IE Info Notice 03-43, -’Improper Bottimjs nP I n t g rmnd I n tr 
Range HR) High Flux Trip Betpoiiits " Dv c list one] 

JORCAN.C L Division of Emergency Prep aredneso *c [ ng ineer i iig 
Response <Fost 030103) 03/06/24 Ctinso 1 i ifat e d Edison. <n of New 

York, Inc 116pp 19046 297 24X Fiche 50-000. 03/06/24. □ lOM 10 111) 


S Report'afale occurrences, LtRs S< lelafci'd correspon dptit t> 


93062B0346 Interim Significant Deficiunuu Rept 8D-33 rn RVt wain pifg 
lubricating water strainer clogging Initially rcptiiiPtl on 
030331 New strainers of increased mesh sue will lie 
installed & shaft sleeves replaced by Into FalJ IVU3 
COUNSIL.M Q Northeast Nuclear Enei tfg Co (subs of Nnrtfu'.nl 
Utilities) COLfNSJL.WO Nurtheast Utilities 03/06/13 

MURLEY. T E Region 1. Office of Diioctt»r Ip 19001 266 1' I X 

Fiche 50-423, OJ/06/13. 0306200346 


0306280482 Final Doficicncij Kept &D-33 rc clogged svt uoloi pump 
lubricating water strainer Inttiallu leported on UUO'lJl Mnui 
strainers of increased mesh sue 6 new shaft sleeves 
u/harder slccvo aiatl will te installed by Fall l*?3J 
COUN0IL,W O Northeaet Nucleai Lnergg Co (subs of NprUiunsI 
Utilities) CUUNBIL, W O Noi iheost Ut i 1 1 ties 03/06/1,1 

MURLEY, 7 E Region I, Office of Uiructoi Ip 19010 IVO i'lX 

Fiche 50-423. 83/06/ 1 3. 0306200402 


8305110460 IE Info Notice 83-34. "Event Notification Info Worksheet 
Sve 1 i st enc 1 

JORDAN. E L Division of Emergency Preparedness i* Engineering 
Resporaie <Post 030103) 83/05/26 Consolidated Edison Co of New 

York, Inc 115pp 10732 005 24X Fiche 50-000. 83/05/26, 0305110460 


8305110461 IE Info Notice 83-35. "Fuel Movement W/Coiitrol Rods 
Withdrawn at DWRs " Sve list end 

JORDAN. E L Division of Emergency Preparedness 4< Engineering 
Response (Post 030103) 83/05/31 Consolidated Edison Co of New 

York, Inc il6pp 10732 200 24X Flcho' 50-000, B3/05/31, 03051 10461 


8306200002 Forwards IE Insp Rept 50-423/03-09 on S30D10-12 No 
noncomp] lance noted 

MARTIN. T T Division of Engineering 6 technical Programs 83/06/06 
CG19^0IL.N O Northeast Nuclear Energy Co (suhs of Northeast 
Utilities) 2pp 10903 345 24X Fiche 50-423.83/06/06.0306200002 


■B3O62OOO06 IE Insp Rept 50-423/03-09 on 930510-12 No noncompl lance 
noted Major areas inspected installation of electrical 
safetv~relatBd ec^uipment 

FINKEL.A E i ANDERSON. C Region 1. Office of Director 83/06/0J 
6pp 10903 347 24 X Fiche 50-423.03/06/06.0306200092 


8305110464 lE Info Notice 03-36, "Impact of Securitg Practices at) Safe 
Operations ” Sve list end 

JORDAN, E L Division of Emergency Preparedness ft Engineering 
Response (Post 830i03) 03/06/09 Consolidated Cdlson Co. of New 

York, Inc ll9pp 10030 200 24X Fiche 50-000, 83/06/09, 03051 10464 


830S110470 lE Info Notice 83-30, "Defective Heat Sink Adhesive ft 
Scismically Induced Chatter in Relays Within Printed 
Circuit Cards " Sve list end 

JORDAN, E L Division of Emergency Preparedness 6 Fnginiering 
Response (Post 030103) 03/06/13 Consalldatad Edison Ci> of Nvui 

York, Inc 1 10pp 10920 225 24X Fiche 50-000,83/06/13,8305110470 


V Operator Examinat i o-ns 


0306140673 Extends invitatian to attend 030627 muotinn Kklifi nf 
Prussia.PA to discuss transfei of rr-acit.r operator licenaino 
function from Ucthesda. HD to Region 1 ofe 

STAR08TECKI. R Division of Project h Resident Pragrnmn Dll/OA/^iV 
COUNSIL.WO Northeast Nuclear Energii c.o (nubs nP Norlbrusl 
Utilities} 2pp 18042 075 24X Fiche 50-423. 03/06/09, 13 JD6 1 419./, J 


DOCKET 50-424 ALVIN W VOOILF NUCLFAR FJ-ANT, UNIT J 


A App 1 ication/cons tructi on stage documorits h con e n.(inndvnc e 


0306140159 Coiifiims B30302 meeting at Raqion 11 ofc tu tiisruttr. field 
change control for project pav 03O22P to Iron Prupoi.rd 
meeting agenda enc 1 

LEWIS, R C Division of Project J, Rcjsident Proqrnmft ():i/(J,V,f4 

KELLY.R J Oepigin Power Co 2pp KJIi39 034 P4X 

Fiche 50-424.83/02/24. 830614015*7 


8306140721 Forwards summary of 83030S mijt meeting In Atlnnla.UA le 
tentative proposals to improve staffing ft handling of 
changes at const site Attendance list end 

LEWIBjR C Division of Project ft RosiUrnt ProffromH 03/(^^/.J^ 
KELLY, R J Oaargta Power Co 4pp 181)41 332 »>4X 

Fiche 50-424.03/03/25.0306140721 


0306100264 I arwards appHcation for OL, cunsi sting of Ouppl 9 kg P'iAR 
Chapter 17 re OA Daslc QA program not changed a i g ri i f 1 Cflnt I 
Proposed mods to field change requont program transmitted «n 
030504 

FOBTER.DO C-eorgia Power Co Q3/06/J0 O^RClLUVfJ P Itrgllau J 
Office of Director 2pp 1DU04 292 iMX Fiche 50-424. 0’l/Ofi/ Ml. 
0306100264 


9306090010 IE Info Notice 03-37, "Transformer Failure Resulting From 
Degraded Internal CannectUn Cables " Bve list end, 

JORDAN, £ L Division of Emergency Preparedness h Engineering 
Responie (Pq,t 830103) 03/06/13 Consolidated Edison Co of New 

York, Inc 243pp J0921 001 a4X Fiche: 50-000, 83/06/13, 0306090010 


B305110475 IE Info Notice 03-40. "Need to Environnental lu Oualjfu 
Epoiy Orouts ft Sealers " 8vc list end 

JORDAN, E L Division of Emergency Preparedness ft Enqineerlns 
Respond (Post 030103) 03/06/22 Conbolidated Edison Co of New 

York, Inc llSpp 1902i 179 24X Fiche. 50-000. 83/06/22, 83051 J 04 75 


8305110477 IE Info Notice 03-41, "Actuation of Fire Guppression Sys 
Causing Inoperability of Safety-Related Equipment •• Bve Hot 

JORDAN, E,L Division of Emergency Preparedness ft Englnoerlno 
Raiponst (Post 030103) B3/06/22 ConsoHdatad Edison Cu of Ni 

Yorlf Inc 120pp 1B997 007 24X Fich e. 50-000# 03/06/22, 83051 1047 


“8306IO0S65 Application for OL. const st inq of auppl 9 bo PUAIf (.Kapler 
17 re QA 

FOSTER, D 0 Georgia Powrr Co 03/06/10 Ip tHHOI 2V4 UAX 
Fiche 50-424,03/06/10.8306100264 


—0306100267 Sup pi 9 to PBAR Chapter 17 re (JA 

a Oeqrgia Fewer Co 83/06/10 17rip|» 10004 2i9D 24 X 

Fiche 50-424,03/06/10,8306100264 


8306240274 Farwai ds response to criteria for rostHutlon of NURtO 
Item II K 3 5. "Automatic Trip of Reactor Coolant Rumps,** 
stated In NRC B3O2O0 Generic Ltr 63-iar tJestinghnuso Owner*. 

Group program addressing ciitoria will be evaluated. 

FOBTER, D Q Georgia Power Cu FOBfEKrO () Sauthorn Co tiervUes, 
Inc, 83/06/16 ADCN9Ari, E G Licenslrin Branch 4 5pp IDV^lO IJA 
24X Fiche 50-424.03/06/16.8306240274 
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B Utiliti} Pi'filininary Safety Analysis Reportr amends 


S3O&l0<}S^4 Paruiards applicatien for OLj consisting of Suppt 9 to PSAR 
Chapter 17 re CiA Basic OA program not changed significantly 
Proposed mods to field change request program transmitted on 
630504 

FOSTER. » 0 Georgia Pouer Co 83/06/10 D'RCILLY, J P Region 
Office of Director 2pp 1GQ04 292 24X Fiche 50-424*03/06/10, 

8306100264 


'-8306100267 Suppl 9 to P8AR Chapter 17 re QA 

« Oeergia Poufer Go B3/06/10 i78pp 18904 29S 24X 

Fiche SO-424* 83 / 06 / 10* 0306 1 00264 


F Security* aiedicali emergency fire protection plens 


B3061407U Approves issuance of 8ALP Repts 50-321/90-06.50-366/83-06* 
30-424/Q3-06 6 50-495/03-06 For Jul 1981 - Oct 1982 
LEUIS.R C Division of Project 6 Resident Programs B3/06/01 

MELLYiR J Georgia Power Co 3pp 10341 196 D4X 

Ftc6e 50-000*03/06/01,0306140/11 


— 6306140717 Advises of 030317 meeting in Atlanta, OA to discuss 9AUP 
Repts SO-321/03-06, 50-366/03-06, 50-424/03-06 & 5O-42S/03-O6 
for Jul 1901 - Oct 1902 

LEMiBiR C I>lv»sien of Project & Resident Programs 03/03/09 

KELLY, R J Deorgio Power Co 3pp 18841 199 24X 

Fic^e 50-000r 83/06/01, 8306140711 


—0306140730 SALP Repts 50-321/83-06.50-366/03-06,50-424/83-06 U 
50-425/03-06 for Jul 19QJ - Oct 1982 No significant util 
ueakneseos Identified 

e Region 2. Office of Director 83/03/09 aBpp 18041 201 24X 

Fiche 50-000, 83/06/01,0306140711 


— B306 140743 Ack receipt of 9ALF> Repts 50-321/83-06. 50-366/03-06, 
50-424/03-06 & 50-425/03-06 for Jul 1901 - Oct 1902 
Evaluation acceptable 

BECKHAM* J T Georgia Power Co 83/04/10 0 ^REILLY, P Region 

2. Office of Director Ip 10841 239 24X Fiche 50-000,03/06/01. 

8306140711 


I Financial information 


8306070123 Forwards Annual Financial Repts. 1982 

OUCRA.L T Georgia Power Co 03/06/02 DENTON. H R Office of 
Nuclear Reactor RqgulatioriJ Director Ip 10737 030 24X 

Fiche 50-000,03/06/02,0306070123 


—8306070127 Annual Financial Rept, 1982 

VOOTLCiA W The Southern Co 03/03/10 5ipp 1P739 039 24X 

Fiche 50-000, 03/06/02*0306070123 


— 0306070130 Annual Financial Rapt* 1902 

SCHERER, R M , KILLER, J H Georgia Power Co 03/03/07 36pp 
18739 091 S4X Fiche 50-000*03/06/02,0306070123 


-3 Inspection reports, IE Bulletins it cot respondence 


8306140432 Forwards IE Insp Repts 50-424/83-09 It 50-425/03-09 on 
030425-29 No noncompliance noted 

DANCE*K. C. Division of Project t, Resident Programs 03/05/19 

KELLY, R J Gourgla Power Co 2pp 18830 037 24X 

Fiche* 50-424. 03/05/19, 0306140432 


— 03061404 39 lE Insp Repts 50-424/83-09 it 50-425/03 09 on 830425-29 No 
nonconig 1 1 ance noted Major areas inspected independent insp, 
containment steel, weld heat treatment of etructures & 
supports ■& visual exam of welds For structures S, sMpports 
YQRKj J W. Region 2, Office of Director BLAKE, J J Division of 
Engineering & Radiological Safety Programs 63/05/10 6pp 
10030 039 24X Fiche 50-424,83/05/19,8306140432 


6303110450 IE Info Notice 83-32, "Ruptured Am-241 Sources Contained in 
Well Logging Device " Sve list enrl 

TAYLOR. J M Division of Safeguards 8( Inspection Program* (Post 
630103) B3/0S/26 Consolidated Edison Co of New York, Inc 
laSpp. 10031:043 24X Fiche. 50-000. 83/05/26. 0305110456 


0309110460 IE Info Notice 83-34, "Event Notification Info Worksheet 
Sve list end 

^JORDAN. E L Division of Emergency Preparedness it Enginearing 
Response <Post 030103) 03/05/26 Consolidated Edison Co of NeM 

York, Inc II 5pp. 10732:005 24X Fiche' 50-000, 83/09/26, 0305 1 1D460 


0306140711 Approves Issuance of SALP Repts 50-321/83-06, 50-366/03-06* 
50-424/03-06 h 50-425/03-06 for Jul 1901 -Oct 1982 
LEWIS, R C Division of Project 6 Resident Programs 63/06/01 

KELLY, R J Oeorgla Power Ca Dpp 10041 196, 24 X 

Fiche 50-000*03/06/01.8306140711 


—0306140719 Advises of 830317 meeting in Atlanta, OA to discuss 9ALP 
Repts 50-321/03-06* 50-366/03-06, 50-424/03-06 4, 50-425/03-06 
for Jul 1901 - Oct 1902 

LEWIS* 8 C Division of Project 6 Resident ProgTams. 03/03/07 

KELLY* R J Georgia Power Co 2pp J&041 197. 24X 

Fiche 50-000, 03/06/01, 0306140711. 


—0306140730 SALP Repts 50-321/03-06, 50-366/03-06150-424/83-06 Bi 
50-425/83-06 for Jul 1901 - Oct 1902 No significant util 
weaknesses identified 

a Region 2, Office of Director 03/03/09 30pp 10041 201 34X 

Fiche 50-0-00. 03/06/01, 0306140711 


—0306140743 Ack receipt of 0ALP Repts 50-321/63-06*50-366/83-06. 
30-424/83-06 it 50-425/83-06 for Jul 1901 - Oct 1902. 

Evaluation acceptable 

BECKHAM. J T Georgia Power Co 83/04/10 D'REILLV. J P. Region 
2, Office of Director Ip 10041 239 24X Fiche 50-000.83/06/01. 

B306I407J1 


0305110464 IE Info Notice 03-36, **Impact of Security Practices on Safe 
Operations." Sve list end 

JORDAN* E L Division of Emergency Preparedness 6 Engineering 
Response (Post 630103) 83/06/09 Consol idatad Edison Co of New 

York, Inc 1 19pp 10830 200 24X Fiche 50-000*83/06/09,6305110464 


0305110470 IE Info Notice 83-30, "Defective Heat Gink Adhesive Ic 
Seismically induced Chatter in Relays Within Printed 
Circuit Cards " Sve list end 

JORDAN* E L. Division of Emergency Preparedness <c Engineering 
Response (Post 030103) 03/06/13 Consol idated Edison Co of Ntu 

York. Inc 110pp. 10920 225. 24X Fiche 50-000,03/06/13*8305110470 


0306090010 IE Info Notice 83-37, "Transfnrner Failure Resulting From 
Degraded Internal Connection Cables " Bve list end 
JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 83/06/13, Consolidated Edison Co of New 

York. Inc 243pp 10921 001 24X Fiche 50-000,83/06/13,6306070010 


8305110475 IE Info Notice 03-40, "Need to Environmentally Gualify 
Epovy Grouts it Beelers " five list end. 

JORDAN* E L. Division of Emergency Preparedness l< Engineering 
Response (Post 030103} 03/06/22 Consolidated Edison Co of New 

York. Inc 115pp 19021.179. 24X Fiche 50-000, 83/06/22*0305110473 


0305110477 IE Info Notice 83-41, "Actuation of Ftre Suppression Sys 
Causing Inoperab 1 1 Ity of Safety-Related E<|ulpmer>t " 9vc list 
end 

JORDAN* E L. Division of Emergency Preparedness h Engineering 
Response (Post 030103) 83/06/22. Consolidated Edison Co, of Neu 

York. Inc 120pp 10997 007 84X Fiche 50-000,03/06/22*8305110477. 


0303110479 IE Info Notice 83-42, "Reactor Node Switch Malfunctions " 
8vc list end 

JORDAN* E L. Division of Emergency Preparedness St Engineering 
Response (Post 830103) 03/06/23. Consolidated Edison Co, of New 

York, Inc ll6pp 10796 242 24X FUhe 50-000,03/06/23,8305110479 


0303110403 IE Info Notice 03-43* "Improper Settings of Intermediate 
Range < IR) High Flux Trip Setpoints. Bvt list end 
JORDAN* E, L Division of Emergency Preparedness It Eng ineer iTig 
Response (Post 830103) 63/06/24 Co-nsol idated Edison Co, of Neu 

York^ Inc ii6pp 17046 297. 24X Fiche 50-000* 03/06/24, 63051 10403 


8 Reportable occurrences* LERs Ic related correspondence 


03O61OO22L Interim deficiency rept rt embeds - 1902 Addl info required 
before evaluation can be c ompl eted. Info expected by 83061D, 

Final rept will be submitted by 830624. 

FOSTER* D.D Georgia Power Co. 83/06/01 O'REILLY, J P. Region 2* 
Office of Director ip 10005.353, 24X Fiche: 50-424. 03/06/01. 

8306100221. 


0306100231 Interim deficiency rept re use of defective matl for pinion 
keys In Limitorque motor operators Initially reported on 
820027. Also reportable per Part 21. Rept contains no 
proprietary Info 

FOSTER* D Dh Georgia Power Cp. 03/06/01 O^REILLV,J P. Region 2, 
Office of Director 3pp. 10007:189 24X Fiche. 50-424. 03/06/01. 

8306100231. 


8306100259 Interim deflcLency rept re Pullman Powar Products weld 
radiograph quality Final rept to be submitted by 830624 
F08TEH.D a Georgia Power Co 03/06/01 O'REILLY, J P Region 2. 
Office of Director Ip 18607 004 P4K FI che: SO-4S4. 83/06/01* 
8306100259 
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9306100274 Interim rept re use of cadueld^ as enrf 

anchorages Info from A£ expected uithin next month Tjnal 
rept i(ii 11 he submitted 830727 

FOSTER. D 0 Georgia Power Co 03/06/01 O'RElLLYiJ P Region 2, 
Office of Director Ip 10006 250 24X Fiche 50-424.03/06/01. 

0306100274 


0306270166 Interim deficiency rept re Wettinghouse 03-416 reactor trip 
treaters Initially reported an B30505 Ubil review in 
progress Final rept uii 1 1 be submitted by 930909 

FOSTER. D □ Georgia Power Co FD3TCR. 0 □ Southern Co Services. 
Inc 03/06/13 O'REILLY. J P Rogjon 2. Office of Director tp 
10992 OSO 24X Fiche 50-424.03/06/13.0306270166 


7 Operator Exsminatians 


9306140406 Forwards summary of B30503 meeting re NRC policies on senior 
operator licensing exam Tech Spec memorliaiion requirements 
Written eiam requirements specified in draft Examiner Std 
E8-402 List of attendees end 

DANCEiH C Division of Project it Resident Pragrams 03/05/24 
HECKHArt.J T Georgia Power Ca 4pp 10043 090 24X 

Fiche 90-000.03/03/24.0306140106 


— 0306140493 Requests meeting to discuss NRC palicias on senior operator 
licensing exam Tech Spec memor i ? ation requirements Summary 
of Tech Spec sections covering required rnemon i ation ent I 
BECKHAM. J T Georgia Power Co D3/03/11 HILSDN. D Region 3, 
Office of Director 2pp, 10043 094 24X Fiche 90 -000. B3/05/24. 

0306 140496 


DOCKET 90-425 ALVIN H VOOTLE NliCLtAR PLANT. UNIT 2 


A Application/construction stage documents 8. correspondence 


8306140159 Confirms 830302 meeting at Reyian II ofc to discuss field 
ehenge control for project per B30222 telcon Proposed 
meeting agenda end 

LEWIS. R C Division of Project fc Resident Programs 03/02/24 
KELLY. R J Georgia Power Co Spp IH&39 034 24X 

Fiche 50-424.03/02/24. 8306140159, 


0306140721 Forwards summary of 030302 mg t meeting in Atlanta. GA re 
tentative proposals to improve staffing &. handling of 
changes at const site Attendance list end 

LEWIS.R C Division Of Project l< Resident Programs 03/03/25 

KELLY. R J Georgia Power Co 4pp 1804 1 332 24X 

Fiche 50-424. 03/03/23. 8306140721 


0306100264 Forwards application for UL. conaisti ng of Sujipl 9 la P9AR 
Chapter 17 re QA Basic QA program not changed significantly 
Proposed nods to field change request program transmitted on 
030504 

FOSTER. DO Georgia Power Co 03/O6/JO O'REILLY.Jr Oeplon 2. 
Office of Director 2pp 1BQ04 292 24X Fiche 50-424.03/06/10, 

0306100264 


— 0306100269 Application for DL. cons! stinq of suppl 9 to PBAR Chapter 
17 re OA 

FOSTER, D □. Georgia Power Co 03/06/10 Ip 18804 294 24X 

Fiche 90-134.03/06/10.0306100264 


0306240274 Forwards response to criteiia for resolution of NUHEO~0737. 
Item 11 K 3 5. "Automatic Trip uf Reactor Coolant Pumps." 
stated In NRC Q3020B Generic Ltr G3-ICC Westinghouse Owners 
Group program addressing criteria will be evaluated 
FOSTER. D 0 Georgia Power Co fOSTEft. D 0 Southern Co Bervices. 
Inc 03/06/16 ADENBAN. E 0 Licensing Branch 4 Spp 10900 126 
84X F 1 c h e . 90-424 . 83/ 06/ 1 6. 0306 240274 


B Utility Preliminary Safety Analysis Report, amends 


0306100264 Forwards application for OL. cons 1 sting of Suppl 9 tu PBAR 
Chapter 17 re OA Basic OA program not changed significantly 
Proposed mods to field change request program transmitted on 
030904. 

FOSTER, D D Georgia Power Co 03/06/10, a'RElLLY.U P Region 2, 
Office of Director 2pp 10004 292 24X Fiche 50-424.03/06/10. 

8306100264 


—0306100267 Suppl 9 to PBAR Chapter 17 re QA 

« Georgia Power Co 83/06/10 i7Bpp 18804 295 24X 

Fiche* 50-424. 83/06/10. 8306100264 


F Security, medical, emergency & fite pTotrction plans 


8306140711 Appr-ovea Issuance of SALP Ropts 50-321/83-06. 50-366/m '06. 
50-424/03-06 & 50-425/83-06 Po? Jul 19B1 - Oct 198,^ 

LEMIS. R C Divlt>iDn of Projoct U Resident Programs OS/OA/Ol 

KELLY, R J Georgia Power to 3pp 10041 196 24X 

Fiche 50-000,83/06/01,8306140711 


— 8306140719 Advises of 830317 meetiitn m Atlanta. OA to discuss BALI* 
Repts 90-321/83-06,50-366/03-06.50-424/03-06 50-425/B3 06 

For Jul 1981 - Oct 1982 

LELIJS. R C Division of Project 8. Resident Programs 03/03/09 

KELLY. R J Georgia Power Co 2p|i J0041 199 24X 

Fiche 50-000.03/06/01.0306140711 


—8306140730 GALP Repts 50-321/83-06,50-366/83-06.50-424/03-06 f< 
50-425/83-06 for Jul 1901 - Uc t 1982 No significant util 
wsaknesses identified 

a Rogion 2, Office of Director 83/03/09 SSpp 1B041 201 24Jf 
Fiche SO-000, 03/06/01. 030614071 1 


--B30614O743 At k receipt of BALP Ropts 50-321/83-06,50-366/0:1 OA. 
50-424/83-06 S< 5O-425/0J 06 for Jul 1901 - Oct 1983 
Evaluation acrcptable 

BECKHAM, J T Georgia Pouei Co 83/04/10 Q'RULLY. J P Region 
3, Of rite of Director Ip 18041 239 24X Fiche 50-000,81/06/01. 

030614071 i 


I Financial inforraatiun 


0306070123 Forwards Annual rinaiicial Repts. 1902 

OifCWArU T Georgia Power Co G3/06/Of> DENTON. H R Office of 
Nuclear Reactor Regulation. Directoi Ip 10739 030 24X 

Fiche 50-000.03/06/02,83060/0123 


—0306070127 Annual Financial Rept. 1982 

VOOTLE, A W The Southern Co 03/03/10 Slpp 1D739 03V P4X 
Fiche 50-000. 03/06/02. 0306070123 


--830607O130 Annual Financial Rept, 1982 

SCHERER. fl W Georgia Power Co 03/03/07 36pp 10739 091 JHX 
Fiche 50-000. 03/06/02. ea06()70l23 


0 Inspucfcifin reparts, IE Qulletins 6 corr erpondence 


8306140432 Forwarde XE Insp Repts 50-424/83 09 8. 50-425/03-09 on 
03O425'-29 No noncomp 1 lance noted 

DAMCE.H r Division of Project ?< Resident Programs 03/05/19 

KELLY, R J Goorgia Power Co Ppp 1OD30 037 P4X 

Fiche 50-424, 83/05/ 19. 0306 J 40432 


—0306140439 IE Inop Repts 50-424/83-09 & 50-425/83-09 on 83042 5-29 No 
nancampl 1 anc e noted Hajor areas inspected independent Innp, 
contalnmant steel, weld heat treatment of structures ^ 
supports visual exam of welds for structures supportii 
YORK. J U Region 2. Office of Director DLAKE. J J Division of 
Enginoering it Radiological Safety Programs 83/05/10 6pp 
10830 039 a4K Fiche 30-484.83/05/19.0306140432 


03051 104S0 IE Info Notice 03-32. "Ruptured Am-241 Sources Contained In 
Well Logging Device " Sve list end 

TAYLOR, J ri Division of Safeguards Inspection Programs IPost 
0301031 03/05/26 Consolidated Edison Co of New York, Inc 
I25pp 10831 043 24X Flthc 50-000. 0 1/05/26. 83051 10450 


0305110160 IE Info Notice 03-34. "Event Notification Info kJorVshoft 
Gve list and 

JORDAN, E L Division of Emergency Prfparednass 6 Englneerlnfl 
Response tPoot 030103) 83/05/26 Consolidated Edison Co of Nsu 

York, Inc llOpp 18732 085 24X Fi r ho 50-000. 83/05/26, 03051 lOliO 


G30SU0461 IE Info Notice 83-35. "Fuel Movement N/Control Rods 
Withdrawn at DHHs " 8vc list end 

JORDAN, G L Division of Emeigency Preparedness 6 Engineering 
Response ipaot 030103) 83/05/31 Consolidated Edison Cn of Nrw 

York. Inc ll6pp 18732 200 24X Fiche 50-000.83/05/31.0305110461 


8306140711 Approvas issuance of SALP Repts 50-321/03-06. 50-366/03 '06. 
90-424/83-06 8. 50-425/03-06 for Jul 1981 - Oct 190? 

LEUTBi R C Division ef Project Resident Programs 03/06/01 

KELLY, R J Oaargia Power Co 3pp 18041 196 24X 

Flchtt 50-000,03/06/01,8306140711 


—8306140719 Advises of 030317 meeting in Atlanta. OA to discuss BMP 
Repts 90-321/03-06.50-366/03-06.50-424/83-06 it 50-435/03-06 
for Jul 1901 - Oct 1982 

LEWIB.n C Division of Project it Resident Programs 83/03/09 
KELLY. R J Georgia Power Co 2pp JO041.199 24X 

30-000,83/06/01.8306140711 



DOCKETED ITEMS 


303 


— B306H07:10 SAUP Repts S0~32l /QJ-06, 50-36^i/a3-06, 50-^2/|/aJ-06 & 
50-^25/03-06 for Ju I 1701 - Oc I 1902 No s ipni Ficimt util 
uoalcn&CQDS Itfentified 

* Region 2» OTfico of Director 03/03/09 30pp 10041 POl P4X 
Fichc 50-000i 83/06/01, 03061^071 1 


—0306140743 Ack receipt of SAl P Repta 50-331/83-06, 50-366/83-06^ 
50-424/83-06 & 50-425/03 06 for vlul J9B1 - Dc t 1902 
Evaluation acceptable 

DECKlIAMiJ T Ot'orgla Pouei Co Q3/04/1B O'RLILUY, JP Region 
2, Dfflco of Director Ip 10041 ? 19 24X Fichc 50-000,83/06/01. 

830614071 1 


B305110464 IE Info Notice 03-36, ''Impact of Becuriti; Prdctice<, on Safe 
□iperatlnna " Sve Hat end 

JORDAN, C t Division of ClrneTijL-nry Prepaiedness Sc InglnDcrlng 
Respansa (Post 8301031 83/06/09 Consolidated Edison Co of Neu 

Yarli, Inc U9pp 18B30 Sao 24X Fitho 50-000,03/06/09.0303110464 


030S110470 IC Info Notice 03-38, "befoctive Haot Sink Adhesive Sc 
Seismlcallg Induced Chatter in Relays Within Printed 
Circuit Cords " Dve list end 

JORDAN, C L Division of Cmei gency Preparedness & Engineering 
ResponsG IPosl 830103) 83/06/13 Consolidated Edison Co of New 

York, Inc liOpp 10920 225 24 X Fit ho 50-000. 83/06/13, 03031 10470 


8306090010 IG Info Notice 03-37, "7 pans f oi mer Failure Resulting f rom 
Degraded Inter-nal Connection Cables " Bve list end 
JDRDANi £* L Division of Lmergency Preparedness 8< Fngineerlng 
nesponsc iF^ost 830103) 03/06/13 Consalidated Edison Co of New 

York. Inc 243pp IS921 001 24X Fit he 50-000,03/06/13,0306090010 


0305110479 ID Info Notice 63-40, "Need to Environmentally Qualify 
Epaiy Orouts it Scalers " 8vc list end 

JORDANi E L Division of Emergency Preparedness 8, Engineering 
Response (Post 830103) 03/O6/2J Consolidated Edison Co of New 

York. Inc llSpp 19021 179 24X Fic he 50-000, 03/06/22, 03051 1047S 


G3Q9I 10477 IE Info Notice 03*-4i, "Actuation of Tire Duppresston Sys 
Causing Inoperability of Sofo ty -Related Equipment " Sve list 
enc 1 

JORDAN, C L Division of Emergency Preparedness t< Engineering 
Response <Post B30103) 83/06/22 Consolidated Edison Co of New 

York. Inc 120pp 10997 007 24X Fiche 50-000,03/06/23.0305110477 


0305110479 1C Info Notice 83-42, "Reactor Mode Switch Malfunctions “ 
Qvc list end 

JORDAN* E L Division of Emergency Preparedness it Engineering 
Response <Past 830103) 83/06/23 Consolidated Edison Co of New 

York, inc ll6pp 10996 242 ,'>4X Fit ho 50-000, 03/06/23, Q30 51 10479 


B30S1 10403 IE Info Notice 83-43, "Improper Settings of Intermediate 
Range < IR) High Flux Trip Setpoints Gvr list end 
JORDAN, E L Divisidn of Emergency f’roparedness if Engineering 
RfiSponso (Post 830103) 83/06/24 Consol i dated Edison Co of New 

York, Inc 116pp 19046 297 24 X Ficho 50-000,03/06/24,0305110403 


S Roportalde occurrences, LGRtv l< related correspondience 


0306100221 Interim deficiency rept ra embeds -* 1902 Add! info required 
before ovnluation con be completed Info expected by 830610 
Final rapt will ho submitted by 830624 

FOSTER. D D Georgia Power Ca B3/06/01 O'REILLY, JP Region 2, 
Office af Director Ip 10005 353 ?4X riche 50 424,03/06/01, 

0306100221 


B306100231 Interim deficiency rept re usi> of defective mafcl for pinion 
fcoys In Llmitorqwo motor operators Initially reported on 
82D827 Also reportable per Part 21 Rept contains no 
proprietary info 

FaSTEFT, D. □ Georgia Power Ct> 83/06/01 0 'REILLY, J P Region 2, 

Office of Director 5pp 13807 109 24X Fitbe 50-424*03/06/01, 

6306100231 


D306100259 Interim deficiency rept re Pullman Power Products weld 
radiograph quality Final repfc to be nubmitted by 030624 
FOSTER, D 0 Georgia Power Co 83/06/01 O'REILLY, JP Region 2. 
Office of Director Ip 18007 004 ?4X Flche 50-424,03/06/01, 

8306100259 


6306100274 Interim deficiency repfc re use of cadwelds as end 
anchorages Info from AE expected within next month Final 
rapt will bo submitted 030727 „ , „ 

FOQTEFlt D, 0 Georgia Power Co 83/06/01 O'REILLYrJP Region 2, 
Office of Director ip 18006 258 P4X Ficbe 50-424,03/06/01, 
03061002/4 


0306270166 Interim deficiency rept re Westxnghause D&-416 reactor trip 
breakers Initially reported on 830505 Util review in 
progress Final rept will be submitted by 030909 

FOaTER, D 0 Georgia Power Co FOSTER, D D Southern Co Services, 
Inc 03/06/13 O'REILLY, J P Region 2, Office of Director £p 
10992 020 24X Fiche 50-424,83/06/13,0306270166 


V Operator Examinations 


8306140406 Forwards summary of 6305D3 meeting re NRC policies on senior 
operator licensing exam Tech Spec mamarixation requirements 
Uritten exam requirements specified in draft Exanlner Std 
ES-402 List of attendees one 1 

DANCE, H C Division of Project & Resident Programs 03/05/24 
BECKHAM, J T Georgia Power Co 4pp 10043 090 24X 

Flche 50-000, 83/05/24, 0306140486 


—0306140493 Requests meeting to discuss NRC policies on senior operator 
licensing exam Tech Spec memDriiation requirements Summary 
of Tech Spec sections covering required memor i tail on end 
DECKHAM, J T Georgia Power Co 93/OD/Il MILSaW. D Region 2, 
Office of Director Spp 18843 094 24X Flche 50-000, 03/05/24, 

8306140486 


DOCKET 50-439 BELLEFONTE NUCLEAR PLANT, UNIT 1 


A App 1 ication/constructl on stage documents 6 correspo-ndetice 


0306100123 Advises of withholding of certain matl contained in util 
830428 transmittal of documentation demonstrating compliance 
w/Code Case N-192 for use of flexible metal instrumentation 
hose assemb 1 i«Sr per 10CFR2 790 Listing of nail and 
MILLS, L M Tennessee Valley Authority 03/06/06 ADEN 3 AM, E 
Licensing Branch 4 2pp lOBOB 008 24X Fiche 50-430,83/06/06, 

8306100123 


8306130340 Informs of suspension of pr eopoTational radiological 
monitoring activities until I yr before plant operation 
Re imp lamented program lui 1 1 reflect appropriate changes in 
regulatory requirements on rnonitoring philosophy 
MILLB, L H Tennessee Valley Authority 83/06/07 ADENGAM, E 
Licensing Branch 4 3pp 10828 210 S4X Fiche 50-438,83/06/07, 
8306130340 


F Security, medical, emergency 6 fire protection plana 


8306210010 Forwards "Program Plan for Control Room Design Reviews for 
all TVA Nuclear Plants," in response to Generic Ltr 09-33 
re upgrade of emergency plans 

KAMHER.D 9 Tennessee Valley Authority 83/06/09 ADEN8AH, E 
Licensing Flranch 4 3pp 18913 001 24X Flche 50-000, 83/06/09, 

8306310010 


— 8306210016 Procedure I1622D9 iO, "Program Plan for Control Room Design 
Reviews for all TVA Nuclear Plants '* 

* Tennessee Valley Authority 83/06/09 200pp 18913 004 24X 

Flche SO-OOOi 03/06/09. 0306210010 


0306270309 Ack receipt of 030524 Hr advising NRC that IE Insp Repts 
50-430/03-13 it 50-439/83- 13, contain safeguards-related matl 
Rept will be withheld (ref I0CFR73 21) 

VERREULIrD M Division of Project it Resident Programs 03/06/15 
PARRTB.HG Tennessee Valley Authority. Ip 19055:351 24X 

Fiche 50-438,83/06/15,0306290309 


— 8306290319 Responds to NRC 030517 I tr re violations noted in IE Insp 
Repts 50-438/83-13 C< 50-439/03-13 Safeguards info should be 
withheld fref 10CFR73 21} 

MILLS, L M Teimessee Valley Authority 83/03/24 O'REILLY, J P 
Region 2, Office of Dlroctor Ip 19055 332 24X 

Fiche 50-438,03/06/15,8006290309 


— B306S90334 IE Insp Repts 50-438/03-13 it 50-437/83-13 on 030301-0430. No 
noncontpl lance noted. Major areas Inspected const 
surveillance It licensee action on previous enforcement 
matters Safeguards info deleted <ref 10CFR73 21) 

WILCOX, J D Region 2, Office of Director. QUICK, D R Division of 
Project 8, Resident Programs 03/05/17 Bpp 19055 395 24X 

Fiche 50-430,83/06/15,0306290309 


O Inspection reports, IE Bulletins 4c correspondence 


8306140570 Confirms mgt meeting on 030216 at Region 13 ofc to discuss 
results of self-initiated evaluation of activities at 
facility conducted under INPO guidelines Proposed meeting 
agenda end. 

O'REILLY, J.P Region 2. Office of Director 83/02/07 PARRr9,H0 
Tennessee Valley Authority 2pp 18044 163 34X 

Fiche' 50-438, 83/02/09, 0306140570 
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esO^iHOAia Forwards summari^ of B30aiA meeiins ro 1 ic t j ated 

evaluation of const ocli vi tie*. por INPD guideline* 

■LEWIS, R C Division of Project «< Resident Programs p3/0aya2 
PARRIS, H 0 Tennessee Valley Authority 4pp IBOI^ 017 ?4X 

riche 50-43B. BG/Oa/aa, B30614061D 


B30il40S43 Confirms myt meetjng on 330431 in Chat tanooga, TN to review 
results of first phase of annual appraisal of regulatoiy 
p erfarmance, per 030323 tel con 

LEWIS. R C Division of Project U Resldont Programs 33/04/12 
PARRIS. H 0 TCTiTiesaee Valley Au-thorlty 3pp IOB34 |76 PAX 
Fiche 30-000. 83/04/12. B30A140543 


B30&1 10450 IE Info Notice 83-3a« "Ruptured Atn-24 1 Sourcee Contained in 
Well Logging Device Svc list ct>cl 

TA/LORi vl M Division of Safeguards ?< Inspection Programs CPost 
930103) B3/05/26 Consolidated Edison Co oP New York, Inc 

129pp JBB31 043 24X Fiche SO* 000* 83/0S/2&r B30D1 10458 

83031 104A0 le info Notice 03-34. “Event Notification Info Worksheet ** 
Svc list enc 1 

JORDAN* E L Division of Emergency Preparedness ti Enqinaerlng 
Response IPost fl30l03> 03/05/26 Consolidated Edison Co of New 

Vorti Inc ll5pp 10733 0B5 a4XFltho 50-000.03/05/36.0305110460 


330^140143 Act receipt of 030516 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Ropts 50-43B/Q3-07 fc 
50-439/03-07, 

VERRELLI.D M Division of Project l< Resident Programs 03/05/26 
PARRIStli 0 Tennessee Valley Authority Ip J0039 007 P4X 
Fiche 50-438*03/05/26*0306140143 


— B306140150 Responds to NRC 030414 Itr re violations noted in IE Insp 
Rfpts 50-430/03-07 8( 50-437/03-07 Corrective actions 
•Aulpmont nA-med in violation tagged or returned to 
Instrument test lab for repair or ca) ibr 

HILLS.L H rennessee Valley Authority 83/05/16 O'REltLY.JP 
Regloti 2. Office of Director 7pp 18039 008 24X 

Fiche SO-430> 83/0 5/26. 0306140143 


—0306140157 Forwards TE Insp Ropts 50-430/83-07 & 50-437/03-07 on 
030307-11 k notice of violation 

VERRELLI.D M Division of Project h Resident Program* 03/04/14 
PARRZS.H Q Tennessee Valley Authority ip 18039 015 24X 

Fiche 50-438> 03/05/26* 0306140143 


—0306140164 Notice of violation from Insp an 030307-11 

a Region 2. Office of Director 03/04/14 app 18039 017 04X 

Fiche - 80-430* B3/05/26* 0306140143. 


—0306140172 IE Insp Repts 50-430/03-07 U 50-439/83-07 on 030307-11 
NoncompI lance noted failure to control tc calibr measuring t< 
test equipment b failure to audit several site const 
activities on annual basis 

HfJIOHr. R W . OPRIOUT, C M Region 2. Office of Direetpr 811/04/13 

0pp 18037 019 24X Fiche 50-438.83/05/26*0306140143 


0306140114 Ack receipt of 030512 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-430/83-05 6 
50-439/83-05 

VERRELLI.D h Division of Project 6 Resident Programs 83/05/27 
PARR18* N 0 Tennessee Valley Authority Ip 18839 130 24X 

Fiche. 80-438, 83/05/27. 0306140114 


— 0306140125 Responds to NRC 830412 tir re violations noted In IE Insp 
Repts 5O-4B3/03-O5 SO-439/03-OS Corrective actions 

checklist prepared tc Issued to unit training officer 
delineating documentation requirements for NDE personnel 
NILL8,L.K Tennessee Valley Authority 83/05/12 Q'RElLLy. J P. 
Riglon 2. Office of Director 9pp 18037 139. 24X 

Fiche 50-430.03/03/27,8306140114 


— 0306140131 Forwards IE Insp Repts 50-438/03-05 8. 50-437/83--05 on 
830314-0304 k notice of violation 

VERRELLI.D M Division of Project 8. Resident Programs 93/04/12. 
PARRI0*H 0 Tennessee Valley Authority 2pp 18039 144 24X 

F 1 c h e • 50-438 / 83/05/27. 8306140114. 


— 8306140134 Notice of violation from Insp on B30214-0304 

a Region &« Office of lltrector, 83/0g/£2 2pp 10839' 146. 24X 

Flchat 50-430*83/05/27. 0306140114 


— 8306140137 IE Insp Repts 50-438/03-05 8. 50-439 /S3-0S on 830214-0304 
Noncamp 1 1 aned noted . suf ficient records affecting quality 
such as qualification of QC personnel not maintained. 

YORK. J tr. , LIU.W.O I SLAHErJ’ J Region 2, Office of Director. 
83/04/06 l3pp. 10337 148. 24X Fi che< 30-428, 03/03/27. B3061 401 14 


0306140757 Concurs y/util position contained in 021109 Itr supporting 
denial of violation identified in IE Insp Repts 50-430/02-34 
tt 50-439/02-24 Violation will be deleted f i am NRC records 
VERRELLI.D rt Division of Project 1, Resident Programs 03/05/27 
PARRIS, H C Tennessee Valley Authority Ip 10041 193 24X 

Fiche 30-438, 83/05/27, 03061 40757 


8309110461 IE Info Notice 03-33* "Fuel Movement W/Control Rodt 
Withdrawn at BWRs " Svc list end 

JORDAN, E L Division of Emergency Preparedness & Fngi nearing, 
Response iPost 030103) 83/05/31 Consolidated Edison Co of Nru 

York, Inc U6pp 18732 20Q 24X Fiche 50-000. 03/05/31. 03051 lOIAl 


8305110464 IE Info Notice 03-36, ‘'Impact of Security Practices an Qnh> 
□ peratians Svc list enc 1 

JORDAN, £ L Division of Emergency Preparedness & Engineering 
Response iPcat 830103) 03/06/09 Consolidated Edison Co of Rcu 

York, Inc tl9pp 10030 200 24X Fiche 50-000. 03/06/09, 03051 10^64 


0306290231 Forwards IE Insp Repts 50-438/03-12 k 50-439/03-12 ni> 
030516-20 No nencompHance noted 

VERRELLI.D N Division of Project k Resident Programs 03/06/09 
PARRIS, fl 0 Tennessee Valley Authority 2pp 19056 007 24X 

Fiche 30-438,03/06/09.0306290231 


—8306290235 IE Insp Repts 50-438/03-12 & 50-437/03-12 on B305I6-20 Ro 
noncompl lane e noted Major areas inspected previous 
enforcement matters. safety-related pipe support 6 restraint 
sys 6 licensee action on previously identified insp items 
YORK, J W , DLAKE, J J Region 2. Offico of Director 03/06/06 
5pp 19056 009 24X Fiche 50-430.83/06/09.0306290231 


9305110470 IE Info Notice 63-30. “Defective Heal Sink Adhesive k 
SeisrtiicaUy Induced Chatter In Relays Within Printpd 
Circuit Cards “ Svc list encj 

JORDAN. E L Division of Emeigency Preparedness k Cnglneerii^g 
Response (Post 030103) 03/06/13 Consolidated Edison Co of Reu 

York. Inc llDpp 18920 225 24X Fiche 90-000,03/06/13,03051)0470 


•8306090010 IE Info Notice 03-37, "Transformer Failure Resulfcinj) Trea 
Degraded Internal Connection Cables “ 8vc list end 
JORDAN, E L Division of Emergency Preparedness k Engineering 
Response (Post 030103) 63/06/13 Consolidated Edison Co of Nu 

Yorkr Inc 243pp 10921 001 24X Fiche 30-000.03/06/13,03060900)0 


0306290309 Act receipt of 030524 Ur advising NRC that IE Insp Repts 
50-430/03-13 «< 50-439/03-13, contain saf eguards-related matl 
Rept uiiLl be withheld (ref 10CrR73 21) 

VERRELLI.D M Division of Project «« Resident Programs 03/06/lS 
PARRIS, H (J Tennessee Valley Authority Jp 19055 391 24X 

Fiche 50-439,03/06/15,0306290309 


--0306290319 Responds to NRC 03{)519 Ur re violations noted In If Imp 
Repts 50-430/03-13 k SO-439/03-13 Safeguards info should he 
withheld (ref 10CFR73 21) 

hILLB. L M Tennessee Valley Author itg, 03/05/24 O'nErLLYiJ P 
Region 2, Office of Director Ip 19059 352 24X 

Fiche 50-430.83/06/15*0306270309 


— 8306290325 Forwards IE Insp Repts 50-430/03-13 fr 50-439/03-13 on 
030301-0430 No noncompliance noted 

VERRELLI.D M Division of F^roject N Resident Programs D1/0&/I9 
PARRIB. H Q Tennessee Valley Authority 2pp 19055 353 P4X 
Fiche 50-430*83/06/15,830629030? 


—0306290334 IE Insp Repts 50-438/03-13 k 50-439/83-13 on 830301-0430 No 
noncompl la-nCG noted Major ai cas inspictod const 
surveillance k licensee action on previous enforcement 
matters Safaguards info deleted (roP I0CFR73 21) 

WILCOX. J D Region 2, Office of Director QUICK. D R Divlslcn of 
Project Rosldsnt Progroms 03/05/19 8pp 19055 395 24X 

Fiche 50-439. 03/06/ 1 5, 8306290309 


0306290403 Approves Issuance of BALP Repts 50-259/03-04,50-260/03-04, 
50-296/03-04. 30-327/83-04, 50-320/83-04, 90-390/03-07, 
50-391/03-06.30-430/83-06 k 50-439/83-06 for Jul 1901 - Dec 
1902 No reply required 

D'REILLY.JP. Region 2, Office of Director 83/06/17 PARRlfl.H 0 
Tennessee Val loy Authority Opp 24X Firhe 50-000, 03/06/ J 7, 
0306290483 


—8306290470 Forwards SALP Ropts 50-259/63-04,50-260/03-04, 
50-296/83-04. 50-327/83-04. 50-328/03-04. 50-390/83-07. 
90-391/63-06,50-438/03-06 k 50-439/83-06 for Jul 1981 - Dec 
1902 

LEWIS, R C Division of Project t. Resident Programs 63/-04/13^ 
PARRIS* H,0 Tennessee Valley Authority 3pp P4X 
Fiche 90-000* 03/06/17* 0306290403 
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--8306290503 S/^LP Repts 50-257/83-04. 50-260/03-04. 50‘'a9A/a3-0^. 
5O-327/03-O4i 50-320/83-04. 50-390/03 07. 50-391/03-06. 
50-130/03 '06 «< 50-437/83-06 foj Jul 1701 - Ddc 1902 
* Region 2. Of Pice oP Director 03/04/13 92pp 24X 
Flchc 50-000. 03/06/17.8306290403 


--3306290510 Comments on SAl.P Popls 50-257/03-04.50-260/03-04. 
SO-296/B3-04. 50-327/03-04. 50-328/83-04. 50-390/03-0/. 
SO-39I/83-06. 50-438/03-06 & 50-439/03-06 for Jul 1901 - Dec 
>902 

MILLS. L Tennessee Valloij Authority 03/05/10 O'nElLLY. J I* 

Region 2. QPfice of Director ?pp 24X Ficho 50-257.03/06/17. 
B30 6390403 


8306390239 Ack receipt of 030610 It? inPorminfl NRC of steps taken to 
correct vlolotions noted in 11 Insp Repts 50-430/01-27 
50-439/OJ-29 

VERRELH.D M Division of Project ti Resident Programs 03/06/20 
PAR-flia. H 0 Tennessee Valley Authority Ip 19036 244 Q4X 
Flche SO-430. 03/06/20.8306290237 


— 0306290246 Submits supplements} response to NRC 811208 Itr re 
violation!! noted in IE Insp Repts 50-430/01-29 6 
50-439/01-29 Corrective actions letdown coolers to bo 
installed upo-n receipt of DldJ info re support deficiencies 
MILLS. L M Tennessee Valley Authority 83/06/10 O^RCILLViJP 
Region 2. Office of Director 2pp 19056 24S ?4X 

Fiche 50-430, 03/06/20. 0306270219 


&30511D475 IE Info Notice 83-40. ^'Need to Environmentally Qualify 
Epoiy Oroiits & Sealers *' 3vt list end 

JDADANi G L Division of Emergency Preparedness U Fnqlneering 
Response (Past 030103) 03/06/22 Consolidated Edison Co of New 

York. Inc UDpp 19021 J 79 24X Fiche 50-000.03/06/22.0305110475 


9305110477 IE Info Notice 83-41. "Actuation of Tire Suppression Sys 
Causing Inoperabl 1 i ty of Safety -Related Equipment ** 9vc list 
enc I 

JORDAN. E L Division of Emergency Preparedness i( Engineering 
Response iPust 03OJO3) 03/06/22 Consolidated Edison Co of New 

VorV. Inc l2Dpp 18997 007 24X Tithe SO-000, 83/06/22. 03051 10477 


8305110479 IE Info Notice 83-42. "Reactor Mode Switch Malfunctions *' 
Bv-c list one I 

JORDAN. E L Division of Emevqeiicy Preparedness & Engineering 
Response iPast 030103) 03/06/23 Consolidated Edison Co of New 

York. Inc H6pp 10996 242 24X Fiche 50-000.03/06/23.0305110479 


G3O5liO403 IE Info Notice 03-43. "Improper Settings of Intermediate 
Range (IRl HigA Flux Trip Setpoints " Bye list end 
JORDAN. E L Division of Emergency Preparedness k Engineering 
Response (Post 030103) 03/06/24 Cnnsolidated Edison Co of New 

Vort. Inc H6pp 17046 277 24 X Firhe 50-000.03/06/24.0305110483 


5 Reportable occurrences. LERs 6 related correspondence 


B306070072 Fifth interim deficiency rept re engineering change notice 
review £. hatidl inp Initially i eported on 811215 Personnel 
retrained tc carreettve actions presented to Life of OA for 
approval Addl info will be sulimitted by 030722 

MIULS.L M TannefiBBB Valley Authority 83/03/24 O'REILLY, J P 
Region 2. Office of Director 2pp 18/40 005 24X 

Fiche 50-000.03/05/24,8306070072 


&3C}6010251 Third interim deficiency rept re underdesigned snubber on 
main feedwater piping in Valve Room B Initially reported on 
821013 Process of documenting completed. Analysis >< review 
underway , Nex t rept by 840110 

KILLS. L M Tennessee Valley Authority 03/05/25 O'REILLY. J, P 
Region 2. Office of Director Ip 10673 033 24X 

Fiche 50-4301 83/05/25. 8306010251 


9306010274 Third interim deficiency rept re sheared motor pinion keys 
in Liml torque motor operators Initially reported on 02-0030 
Field change notices issued to replace keys Next rept will 
be sent by 030922 Also reportable per Fart 2J 

HILLB.L M Tennessee Valley Authority 03/05/25 D 'REILLY. J P 
Region S, Office of Director 2pp 18674:322 24X 

Fiche' 50-000. 03/05/25. 0306010274 


□306010405 Fourth Interim deficiency rept re failure of DIF butterfly 
valve seats Initially reported on 820511 Valves returned to 
aiF & tested satisfactorily Tinal rept by 030001 Also 
reportable per Part 21 

MILLB.L M Tennessee Valloy Authority 83/05/25 O'REILLY, J P 
Region 2, Office of Director. 2pp 18679 32B 24X 

Fiche 50-430, 83/05/25, 0306010405 


8306010431 Second interim deficiency rept re corrosion In high pressure 
fire protection sys Initially reported on 020903 8y s 
contains carbon steel piping Corrosion analyses in pragress. 

Next rept to be submitted by B210D4 

MILLS. L M Tennessee Valley Authority 83/05/35 O'REILLY. J P 
Region S, Office of Director 2pp 1B674 255 24X 

Fiche 50-000.03/05/25,0306010431 


0306070074 First interim deficiency rept re incorrect max pipe 
movements contained In TPIPE program Initially reported on 
830504 U/a end Next rept expected iby 030922 

MILLS, L M Tennessee Valley Authority 83/05/26 O'REILLY. J P 
Regian 2. Office of Director ip 10737 319 24X 

Fiche 50-000.03/05/26.0306070074 


8306070121 Second interim deficiency rept re failure of Ingarsoll Rand 
air cpmpresEor motor Initially reported on 021209 
Replacement of stators w/Class IE motors initiated V cause It 
corrective actions Investigated Next rept by 040109' 

MILLB.L H Tennossee Valley Authority 83/05/26 Q'RElLLYiJ P. 
Region 2. Office of Director 2pp 10737 314 24X 

Fiche 50-438. 03/05/26. 0306070121 


0306070160 Fifth interim deficiency rept re defects in reactor 
protection 6 E0F actuation ays modules supplied by Bailey 
Meter Co Initially reportad on 020414 DScU Investigating use 
of yellowish bonding agent Also reportable per Part 21 
MILLS. L M Tennessee Valley Authority 93/05/26 a'REILLY. J P 
Region 2. Office of Director 3pp 10736 208 24X 

Fiche 50-438,03/05/26,9306070160 


0306070100 Final rept re deficient weldolets on MAVCO spool pieces 
Initially reported on 820224 Five weldolets on spool pieces 
I ND- 1 76. 190. 200, 202 & tNV-242 da not conform to ASHE Qection 
lit Nat reportable per 10CFR50 55(e) 

MILLS. L M Tennessee Valley Authority 03/05/27 O'nCFLLY, J, P. 
Region 2. Office of Director 2pp. 18/36 297 24X 

Fiche 50-430,03/05/27,8306070109 


B30607013B Third interim deficiency rept re voiding of englnaoring 
change notices w/o proper tevlew Initially reparte-d on 
020816 Change notices being reviewed tr unresolved safety 
question determination performed Next rept by 830723 
MILLS, L M Tennessee Valley Authority 93/05/31 □‘'REILLY, J P 
Region 2. Office of Director 2pp 10739 264 24X 

Fiche 50-000, 03/05/31.83060701 39 


8306070310 Second InieTim deficiency rept re tube leaks in component 
cooling water HXs Initially reported on B30S1B COTTOtion 
pitting revealed by metallurgical exam Allays investigated 
for replacement 

MILLS, L H Tennessee Valley Authority 93/06/03 □ 'RE ILLY. J P 

Region a» Office of Director 3pp. 10775 193 24X 

Fiche 50-438.83/06/03.8306090310 


8306200141 Sixth interim deficiency rept re Viking flow control valves 
in fire protection sys Initially reported on 011124 Drawing 
rev review continuing Next rept to be submitted by 030009 
Also reportable per Fart 21 

MILLS, L n Tennessee Valley Authority 83/06/(37. a'REILLY, J P. 
Region 2r Office of Director Ip 18703 264. 24X 

Fiche 50-430. 83/06/07, 0306200 1 4 1 


0306200143 First interim deficirncy rept re failure to specify IEEE 
class of safety-related sys components on procurement specs. 
Initially reported on 030509 Suppliers being contacted Next 
rept to be submitted 931117 

MILLB.L M Tennessee Valley Author I ty 83/06/07. D'R^ILLV. J. P, 
Region 2. Office of Director 2pp 18703 259 24X 

Fiche* 30-438, 83/06/07. 8306200143 


8306210051 Supplemental Interim deficiency rept re potentially 
averstressed embedded plates Initially reported on 020412 
Next submittal scheduled for 040217 instead of 030622 as 
originally itated* 

MILLB.L M Tennessee Valley Authority. 03/06/10, □ 'REILLY, J. P. 

Region 2> Office of Director. ip. 10914 009 a4X 
Fiche 50-000.03/06/10,8306210051 


0306210005 First iTiterlm deficiency rept re max temp Inside 
containment Initially reported on S305J3, Util requeeted DI^VI 
to respond to nonconfarmanc* rept by 830715. Next rept to be 
submitted by 830026 Also reported per Part 21. 

MILLB.L M Tennessee Valley Authority. 03/06/13. a'REILLY, J,P 
Region 3* Office of Director. 2pp, |0712‘2B3 S4X 
Fiche 50-43B, 03/06/13* 8306210005. 


0306210*18 First interim deficiency rept re E&U plant Internal holt 
failurei Initially reported on 030513. B-kU k BLN Owners Oroup 
assessing situation to determine scope of problem k 
corrective actions.Next rept to be submitted by 031206 
MILLB.L M Tennessee Valley Authority 03/06/13 O'REILLY. J.P 
Region 2. Office of Director. 2pp 1B714'239, 21X 

Fiche* 50-430, 83/06/13. 03062! ODiG 
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8306210252 Second inten/n- def^iciencij rept re failure to identify grade 
o# nuts due to orientation upgrade nia» kings facing against 
structural metnber Initially reported on B30126 Testing in 
progress Next rept by 830930 

MILL9. L M Tennessee Valley Authority B3/06/ 1 4 □'RCILLY>J' P 
Region S, Office of Director 2pp 10916 099 S'lX 
Flche 50-430.93/06/14,8306210252 


B-306210004 First interim deficiency rept re in-core monitoring sye 
Dutchman pipes offset from longitudinal axis df pipe runs 
Initially reported on 630516^ Util requested DtrW to advise of 
corrective action Next rept to be submitted on QUODS'! 

MlLLQi L H TennOBsee Valley Authority 03/06/15 0 'REILLY, J P 

Region S. Office of Director 2pp 189£| 360 24X 

Ficho 50-430, 83/06/ 15, B306210004 


6306300008 Fourth interim deficiency rept re possibility of eiceedmg 
turbine driven auxiliary feeduioter pu/np room temp Initially 
reported on 011006 Fan motors will be replaced Next rept by 
B40430 

ftlLLS, L M Tennessee Valley Authority 83/06/24 O'kElLLV^J P 
Region 2, Office of Director 2pp 19120 317 24X 

Flche 50-439. 83/06/24. 0306300000 


6306300245 final deficiency rept re analysis for loss of feeduatei 
event Initially reported on 010316 Ut i ) does not consider 
Bubj nonconformlnq condition adverse to safe operation of 
plant Condition not reportable per lOCFftSO 55ie> 

MILLS. L M Tennessoe Valley Authority 63/06/34 Q'nLlLLV. J P 
Region 2, Office of Director 2pp 19 j 19 341 24X 

riche 50-438. B3/06/24, 830630024 5 


G306S10042 Fifth interim deficiency rept re seismic analysis of 
auxiliary control bldg Initially reported on 620226 Seismic 
analysis rept revised 6 two new walls will be constructed 
Next rept to be «utmitted by 840622 

MILLS, L M Tennessee Valley Authority 03/06/15 O'REILLY, J P 
Region 2, Office of Diracfcor 2pp 10912 299 24X 

Ficho 50-430,63/06/15,0306210042 


6306280479 Final defi 
piping canpdnents 1 
exam to be performe 
Also reportable per 
MILLS. L h Terness 
Region 2r Office of 
FIche 50-438,63/06/ 


ciency rept re improperly welded chiller unit 
mitially reported on 620111 Radiographic 
d on all safety-related cbillcr piping 
Part 21 

ee Valley Authority 03/O6/J7 O'REILLY, J P 
Director 3pp 19020 116 24X 

17, 6306280479 


6306280578 Interim de 
for submittal in la 
List identifying ea 
level of interim re 
MILLS, L h Tenness 
Region 2, Office of 
Fiche 50-000.03/06/ 


flciency rept re resolution of listed items 
te Juno Corrective actions in pi ogress 
cb item, sc hedu 1 e for next submittal fr 
pt end 

ee Valley Authority 83/06/17 O'REILLY, J 
Director 2pp 19010 193 P4X 
17, 6306280578 


dur 


R 
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A App 1 1 c at lon/construct ion stage documents & correspundenc e 


S306100123 Advises of withholding of corlain matl coTiiained in util 
630426 transmittal of documentation dcmonstrai ing compliance 
w/Code Case N-192 for use of flexible metal instrumentation 
hose as sembl 1 es, per iOCFR2 770 Listing of mat! end 
MILLS, L M Tennessee Valley Authority 8J/06/06 A DENS A M, C 

Licensing □ranch 4 2pp 10802 008 24X Ficho 50-430,03/06/06, 

8306100123 


6306130340 Informs of suspension of preopcrational radioloqiral 
monitoring activities until 1 yr before plant operation 
R e impl emciited program will reflect appropriate changes in 
regulatory requirements on monitoring philosophy 
MILLS, L M Tennessee Valley Authority 63/06/07 APENBAM, L 
Licensing Branch 4 2pp lOODO 210 24/ Ficho 50-438,63/06/07. 

8306130340 


F Security, medical, emergency fire protection plans 


8306200619 Fourth interim deficiency rept re Incorrcrt installation of 
preiture relief it safety valves Initially reported on 
630305 Two 3-lnch relief valves, e xheust i ng into waste 
disposal header, added Next rept to be submitted by 040718 
MILLS, L M Temieasee Valley Authority 83/06/17 O'REILLY. J P 
Region 2, Office of Director 2pp 17016 001 2-4X 

FI Che, 50-438, 03/06/17, 8306200619 


6306210010 KoTwards ''Program Plan for Control Room Design Reviews for 
ail TVA Nuclear Plants," In response to Generic Ltr 32 33 
re upgrade of emorqency plans 

KAHMER* D S Tennessee Valley Authority 83/06/07 ADEN SAM, ' 

Licensing Branch 4 3pp 18713 001 J?4X Fiche 50-000. 83/06/07, 
6306210010 


6306S60072 Second interim deficiency rept re disruption & collapse of 
sodium hydroxide storage tank Initially roported on 821124. 

Co-nit Test Procedure DNP-CTP-6 1 revised to include positive 

measures for monitoring tank levels Next rept by 631216 

MILLS, L M Tennessee Valley Authority 03/06/20 D'OEILLV, JP 

Region S, Office of Director 25pp J9001 IQl P4X 

Fiche: 50-436. 63/06/20, 8306260092 


6306260369 Second Interim deficiency rept re incorrect seismic pipe 
support Insps Approx 3,808 completed insp records for 
rigorously analyxed supports identified Support location 
will be Shaun on detail drawings Next rept by 83IS13 
MILLB,L M Tennessee Valley Authority 03/06/20 n'REILUVpJP 
Region 2, Office uf Director 2pp 19014,083 84X 

Fiche 50-438, 83/06/20. 0306280369 


B3D6260425 Fourth interim deficiency rept re DicM design of RCS 
supports & restraints Initially reported on 620601 Majority 
of blocks installed Shear bar evaluation expected by 
830001. Also reported per Part 21 

MILLS, L M Tennessee Valley Authority 63/06/20 O'REILUV, J P 
Reg ion 2, Office of Director 2pp 19020 300 24X 

Fiche 50-436,83/06/20,9306360425 


0306300254 Final deficiency rept re overpressuri i«d sys during 
flushing Initially reported on 621130 Drawings of affected 
pipes C, valves reviewed it evaluated Item determined not 
reportable per lOCFRSO 55(fl) 

MILLS, L M Tennessee Valley Authority 63/06/21 O'REILLY, J P 
Region 2, Office of Director 2pp 19119 308 24X 

Fiche 50-436, 83/06/31, 0306300254 


8306300159 Part 21 rept re spot weld's in Dailey Controls Co cabinets 
w/imaller diameter than specified Cabinets strengthened by 
seam L edge welding or halting 

TAYLOR, J H Dabcock it Wilcox Co 03/06/23 DEYOUNG, R C 
Director's Office, Office of Inspection and Enforcement 2pp 
19 U9 308 24 X Fiche 30-000,83/06/23,6306300139 


9306300214 Second interim deficiency rept re tuheline matls supplied by 
Capitol Pipe it Steel not mPg under OA pragram Initially 
reported on 830329 Contractor will perform dimenolDnal 
checks for pipes I, fittings Next rept by 830922 

MILLS, L.M Tennessee Valley Authority 93/06/23 D'ftEILLY,J. P 
Region 2, Office of Director 5pp 19119 331 24X 

Fiche* 50-000, 8 3/06 / 23, 8 3 0630021 4 


— BG062100-16 Procedure Q62209 10, "Progi am r>lan for Control Runm Dpsign 
Reviowt, for all TVA Nucloar Plants " 

« Tennessee Valley Authority Q3/D6/09 200pp 18913 004 24X 

Ficho 50-000,03/06/09.8306210010 


6306290309 Ac k receipt of 03O5P4 ltr advising NRC that IF Insp Repts 
S0-43B/G3-13 50-439/03- 13, contain sa Peguard s-re lated matl 

Rept will he withhold (ref jOCFR73 211 

VERRELLI,D M Division of Project & Resident Programs 03/06/15 
PARRIB, H 0 Tennessee Valley Authority Ip 19053 351 ;'4X 

Fiche 50-430,93/06/15.0306290309 


— 0306290319 Respands to NRC 030519 ltr le violations noted in IF Intp 
Repts 5O-43B/03-13 it 50-439/83-13 Safeguards info should he 
withheld (ref I0CFTT73 21) 

MILLS, L M Tennessee Valley Authority 83/05/24 O'REIHY.Jf 
Region 2, Office of Director ip 17055 352 24X 

Ficho 50-430. 03/06/ i 5, 0306290309 


— 6306290334 lE Insp Rapts 50-430/83 '13 & 50-439/83-13 on 030301 '0430 Wc 
none amp I lance noted Major areas inspet ted const 
suTvalllancB licensee action on previous enforcement 
mattars Safeguards info deleted (ref 10CfR73 SI) 

HILCDK, J D Region 2, Office of Director 03/05/19 Gpji 
19053 355 24X Fiche 30-436,03/06/15.8306270309 


a Inspection reports, lE Dulleiins 6 correspondence 


9306140570 Confirms tngt meeting on 030216 at Region II ofc bo discuss 
results of self-initiated evaluation of activities at 
facility conducted under INPO guidelines Proposed meoting 
agenda end 

□ 'REILLY, J P Region 2, Office of Director 83/02/07 PARRIS.HG 
Tennessee Valley Authority 2pp 18044 J 62 24X 

Fiche 50-438. DJ/02/09i 8306140»u/0 


9306140610 Forwards summary oP 630216 meeting re licensee-initiated 
evaluation of const activities, per INPO guidelines 
LEMIBtR C Division of Project t. Resident Progroms 83/02/22 
PARRIB, M D Tennessee Valley Authority 4pp 10834 01/ 24X 

Ficho 50-438,03/02/22,0306140610 
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83041405^3 Confirms mgt mooting on 8304^21 in Chattanoinga/ TN to review 
results o-P First phase of onitiinl approieal of regulatory 
p erformance* per 030328 teltor) 

LEUISi R C Division of Pioject ?« Rosident Programs 03/04/1? 
PARRIS. 8 O Ti-nriEBSOi? Valley Authoiitij Jpp 188J4 1 7A 245( 
Flcfio 50-000, 03/04/12. B30/,140'i43 


030511045B IE Info Notice 03^32, "Rupturrrt Afn-24 1 Sources Contained in 
Well Logging Device ” Sve list one 1 

TAYLOR* J M Division oF Safeguards ^ Inspection Prograns <F'osi 
03O1O3J 03/05/2^ Consolidated Edison Co of New York* Inc 
125pp 18031 043 24 X Fichc 50 000,03/05/26.8305110458 


0305110460 IE Info Notice 03-34, "fvent Nutification Info Worksheet '* 
Sve list end 

JORDAN* C L Division oF Emergency F'reparcdness & Inglneering 
Response IPcist 030103) Q3/05/26 Consolidated Edison Co oF New 

York. Inc il5pp 10732 0B5 24X Ftrho 50-000.03/05/26,0305110460 


E3D6140143 Ack receipt of 830516 Itr informing NRC of steps token to 
correct violations noted in IL Insp Repts 50-430/03-07 & 
50-439/03-07 

VERRELLIjD N Division of Project 6 Resident Progi ams 03/05/26 
PARRIS. H 0 Tennessee Valley Authority tp 18039 007 24X 

Fichc 50-438. 83/05/26, B306I40M3 


— 03O614O1SO Responds to NRC 830414 Iti TO violations noted in IE Insp 
Repts 50-430/03-07 6 50-439/83-07 Coricctive actions 
equipment named in violation tagyod or returned to 
instrument test lab for lepair or cal ibr 

HILLS. L M Tennessee Valley Authority 03/05/16 0 'RClLLYi J P 

Region 2, Office of Director 7pp 10039 OOB 34X 
Ficfie 50-438,03/05/26. 8306140143 


— 8306140157 Forwards IE Insp Repts 50-430/03-07 it 50-439/03 07 on 
Q30107-11 b notice Of violation 

VERRELLI.D M Division of f*roject 6 Resident Programs 03/04/14 
PARRIS, H 0 Tennessee Valley Authurity Ip 18039 015 ?4X 

Fiche SO 430, OJ/OS/26. 0306140143 


— 8306140164 Notice oF violation f> om insp on 830307-11 

» Region 2, Office of Direr lor 03/04/14 2pp 10BJ9 017 24X 

Ficfic 50-430, 03/05/26. 0306140143 


— 83061401/2 IE Insp Repts 50-438/03 07 b 50-439/03-07 on 030107-11 
Nancoinp 1 lance noted failure to ronttol 6 calibr measuring 
test equipment 6 failure to audit several site const 
activities on annual basis 

URlOhfT.R W , UPRIGHT, C M Rpqion 2. flfflcc df Director D3/04/13 
8pp 10039 019 24X Fiche 50-430,83/05/26.0306140143 


0306140114 Ack receipt of 83051? Itr informing NRC of steps taken to 
correct violations noted in It Insp Repts t>O-430/D3'O5 ir 
SO-439/03~0'i 

VERRELLIjD M Division of F'vtiject h Resident Progtams 63/05/27 
PARRIS. H 0 Tennessee Valley Authority Ip 1BD39 130 24X 

Fiche 50-4301 03/05/27, 8306140114 


— 8306140125 Responds to NRC 030412 Itr re violations imied in IF Insp 
Repts 50-403/B3 05 6 SOMBV/OO-OS Corrective actions 
checklist prcpai ed €i issued to unit training offlrer 
ddineatlnq documentation requirements for NDE personnel 
hlLLb»L. M fentiesseo Valley Authority 03/05/12 0*REIILY*J P 
Region 2r Uffiee Of Director 5pp 10039 139 24X 

Fiche 50 '4J8, 03/05/27, B3061401 14 


— 8306140131 Forwards IE Inop Repts 50-430/03-05 6 50-439/03-05 on 
030214-0304 6 notice of violation 

V£RRELLI,D M Division of FVnject tt Resident Programs 83/04/12 
PARRIS. H Q Tennessee Valley Authority 2pp 1003? 144 24X 

Fiche 50-430,03/05/27,8306140114 


—83061401^4 Notice of violation from insp on 030314-0304 

a Region 2, Office of Director 01/04/12 2pp 10839 146 24X 

Fiche 50-438,03/05/27.0306140114 


— B306140139 IC Insp Repts 50-438/03-05 «c 50-439/03 '05 on 030214-0304 
Noncamp 1 iance noted sufficient records affecting quality 
such as qual i f Iration of OC personnel not maintained 
YORK. J LI . LIUiW C , QLAKF, J J Region B, Office of Director. 
03/04/06 13pp 1B039 148 24X Fiche 50-430, 03/05/27. 8 J06 1 40 J 14. 


0306140757 Concurs u/util position contained in 82fi09 ItT supparting 
denial of violation identified in IE In&p Repts 50-438/62-24 
6 50-439/83-24 Violation will bo deleted from NRC records 
VERRELLI.D M, Division of Project 6 Resident Programs 03/03/27 
PARRIS* H Q Tennessee Valley Authority Ip 18041 195 24 X 

Fiche 30-438.83/00/37,0306140/07 


B30S 110461 IE Info Notice 83-35, "Fuel Movement W/Control Rods 
Withdrawn at DWRs " Sve list end 

vlDROAN, E L Division of Emergency Preparedneii & Engineering 
Response (Post 830X03) 83/05/31 Consolidated Edison Co of New 

York, Inc 1 16pp 18732 208 24X Fiche 50-000,83/05/31,0305110461 


8305110464 IE Info Notice 03-36, ‘^Impiict of Bccurity Practices on Bofe 
Operations *’ Sve list encl 

JORDAN, E L Division of Emergency Preparedness I, Engineering 
Respanee (Past 8301031 83/06/09 Consolidated Edison Ca of New 

York, Int U9pp 10830 280 24X Fiche 50-000,03/06/09,0305110464 


6306290231 Forwards IE Insp Repts 50-438/83-12 k 50-439/83-12 an 
830516-20 No npneoimp 1 ianc e noted 

VEARELLI,D M Division of Project Flesldent Programs 03/06/09 
PARRISrH 0 Tennessee Valley Authority 2pp 19056 087 24X 

Fiche 50-438,03/06/09,8306290231 


—9306290235 IE Insp Repts 50-430/83-12 A 50-439/03-18 on 030516-20 No 
n one amp 1 ianc e noted Major areas inspected previous 
enforcement matters, safety-related pipe support Sc restraint 
tys & licptisee action on previously identified insp items 
YORK. JW . BLAHE* J J Region 2, Office of Director 03/06/06 
5pp 19056 089 24X Fichc 50- 4 3B« 03/06/09, 8306290231 


0305110470 IE Info Notice 83-30, ‘'Defective Heat Sink Arfhailva h 
Belsmlcally Induced CFiatter in Relays Within Printed 
Circuit Cards " Svt list and 

JOBDAN.EL Diviaion oF Emergency F»reparetfns»i S( Engineering 
Response (Post 8301031 63/06/13 ConsDlldated Edison Co of New 

York, Inc llOpp IB920 225 84X Fiche 50-000,03/06/13,8305110470 


8306090010 IE lufa Notice 03-37, "Trans former Failure nesulting From 
Degraded Internal Connection Cables ♦' 5vc list and 
JORDAN.E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 83/06/13 Cnnsolldated Edison Co of Nau 

York. Inc 243pp 10921 001 24X Fiche 50-000.83/06/13,8306090010 


8306290309 Ack receipt of B30524 Itr advissng NRC that IE Insp Repts 
50-430/03-13 it 50-439/83-13. contain saf eguards-related mail 
Rept ufill be withheld (ref 10CFR73 21) 

VERRELLIfD H Division of Project 9t Resident Programs 03/06/15 
PARRIS. N 0 Tennessee Valley Authority ip 19055 351 S4X 
Fiche 50-430. 83/06/15. 8306290309 


— B306290319 Responds to NRC 830519 Itr re violations noted in IE Insp 
Repts 50-438/83-13 & 50-439/03-13 Safegoards Info should bo 
Withheld (ref 10CFR73 21) 

M-ILLB,L M Tennessee Valley Authority, B3/05/24 0''REILLY<J P. 
Region 2, Office of Director Jp 19055 352 24X 

Fiche 50-433. 03/06/15,0006890309 


— 8306290325 Forwards IE Insp Ropte 50-430/03-13 tt 50-439/03-13 on 
030301-0430 Mo noncomp 1 lance noted 

VERRELLI. D M Division of Project b Resident Programs 03/05/19 
PARRlSiH O Tennessee Volley Authority 2pp 19055 353 24X 

Fiche 50-438.83/06/15,0006290309 


— 0306290334 IE Insfl Repts 50-430/83-13 %t 50-439/03-13 on 030301-0430 No 
noncomp 1 lance noted Major areas inspected const 
surveillance B, licensee action on previous enforcement 
matters Safeguards Info deleted (rof I0CFR73 21) 

WILCOX, J D Region 2, Office of Director OUICK* O R Division of 
Project & Resident Programs 83/05/19 Bpp 19055 355 84X 

Fiche 50-430, 03/06/ 1 5, 8306290309 


0306290403 Approves issuance of BALP Repts 50-259/83-04,50-260/03-04, 
50-296/03-04. 50-327/83-04. 50-320/03-04, 50-390/83-07, 
50-391/03-06,50-438/03-06 6 50-439/03-06 for Jul 19BI - Dec 
1982 Np reply required 

0 'REILLY, J P Region 2, Office of Director 83/06/17 PARRlBiH 0 
Tenneasee Valley Authority 3pp 24X Fiche 50-000.83/06/17. 
8306290403 


—8306290490 Forwards BALP Repts 30-2S9/Q3-04, 50-260/03-04, 
50-296/03-04, 50-327/83-04, 50-320/83-04 , 50-390/03-07, 
50-391/03-06,50-430/83-06 St DO-439/03-06 for Jul 1901 - Dec 
1902 

LEWlSiR C Division af Prnject It Resident Progrertis 83/04/13 
PARRIS, H 0 Tennessee Valley Authority 3pp 24X 
Fiche 50-000,83/06/17,8306290403 


— B306290503 SALP Repts 50-259/03-04* 00-260/83-04. 50-296/03-04. 
30-327/03-04, 50-328/83-04, 50-390/8 3-07, 30-391/83-06, 
50-430/03-06 It 50-439/03-06 far Jul 1901 - Dec 1982 
a Region 2, Office of Director 81/04/13 92pp 24X 
Fiche 50-000,83/06/17,0306290403 
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—8306290510 Comment* on SALP Wept* S0-259/a3-04i 50-260/03-01* 
50-294/83-04. 50-327/03-04. 50-328/83-04. 50-390/03-07, 
50-391/83-06,50-438/83-06 << 30-439/83-06 far Jut 1901 - Dec 
1902 

HILLS. L M Tennessee ValJev Author Uy 83/05/10 O'REILLY. J P 
Resign 2. Office of Director 2p p 24X Fiche 50-259. 83/06/ 17. 
8304290403 


8304290239 Ack receipt of 830610 Itr Informing NRC af *tep* token to 
correct vloletiana noted »n IE Iin*p Rapte 50“43a/ai-a9 4 
50-439/01-29 

VERRELLI.D M Oivleion of Project U Resident Prog-rams 83/04/20 
P4RR18.H 0 Tennessee Valteij Authority 19056 244 24X 

F i c he 50-438. 03 /06/ 20. 0304390239 


—0306290244 Submits supplemental respens* to tlRC B1I20B Itr re 
Violations noted in IE Insp Repts 50-430/01-29 £c 
50-439/81-29 Corrective actions letdown coolers to be 
Installed upon receipt of UI<M info re support d e f i c i enc 1 er. 

MILLS. L M Tennessee Valleg Authority 03/04/10 O'REILLY, J P 
Region 2. Office of Director 2p p 19056 245 24X 

F C c h e SO-4 30. 03/06 /20. 03 06290239 


8305110475 IE Info Notice 83-40. ''Need to Environmental Ig Qualify 
Epory Orouts tr Sealers ” Gve list end. 

JORDAN. £ L Division ef Emergency Preparedness & Engineering 
Response (Post 030103) B3/04/S2 Consalidated Edison Co oP New 

York. Inc liSpp 19021 179 24X Fiche 50-000,83/04/22.8309110475 


8305110477 IE Info Notice 63-41. "Actuation of Fire Suppression 0y& 
Causing Inoperability of Gapety-Related Equipment. " 8vc list 
end 

JORDAN. E L Division of Emergency Preparedness 1. Engineering 
Response (Past 030103) 63/06/22 Consolidated Edison Co of New 

York. Inc 120pp. 18997 007 24 X Fiche 50-000,83/06/22.8309110477 


8309110479 IE Info Notice 63-42. “Reactoi Node Switch Malfunctions •' 
Svt list incl 

JORDAN. £ L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 63/06/23 Consolidated Edison Co of New 

York. Inc ll4pp 10996-242 34X Fiche 30-000. 03/06/23. 03031 10479 


8309110403 IE Info Notice 03-43, "Improper Settings of Intermediate 
Range (IR) High Flux Trip Setpoints " Sve list end 
JORDAN. E L Division ef Emergency Preparedness t. Engineering 
Response (Post 630103). 03/04/24 Consolidated Edison Co of New 

York. Inc. 116pp 19044 297 24X FI che: 50-000. 83/06/24. B3031 10403 


8 Reportable occurrences. LERs Si related correspondence 


8304070072 Fifth interim deficiency rep t re engineering change notice 
review h handling Initially reported on 011215 Personnel 
retrained h corrective actions presented to Ofc of OA for 
approval Addl info will he submitted by 630722 

KlLLBiL H. Tennessee Valley Authority 63/05/24 D'RClLLY, J P. 
Region 2, Office of Director 2pp 10740:005 24X 

Fiche* 50-000. 83/05/24. 0306070072 


8304010291 Third interim deficiency rept ra underdesigned snubber on 
main feedwater piping In Valve Room D Initially raported on 
821013 Process of documenting completed Analysis & review 
underway Nest rept by 040110. 

MILLS, L.M Tennessee Valley Authority 63/05/25 O'REILLY. J P. 
Region 2, Office of Director Ip 16473 033 24X 

Fiche 50-430.03/05/25,6304010251 


83Q4010274 Third Interim deficiency rept re sheared motor pinion heys 
in Limitarque motor operators Initially reported on 62O03D 
Field change notices issued to replace keys.hTcxt rept will 
be sent by 830922. Also reportable per Part 21, 

MILLBiL H. Tennessee Valley Authority 03/09/25 O'REILLY, J P 
Region 2, Office of Director 2pp. 16474 322, 24X 

Fiche - 50-000. 03/05/25, 8304010274 


8304010431 Second Interim deficiency rept re corrosion in high pressure 
fir* protection ty i, Inl 1 1 a l ly reported on 820903, 6ys 
contains carbon steel piping Corrosion analyses in progress 
Nect rept to be submitted by 021004, 

MILLS. L M Tennestae Valley Authority 03/05/25. O'REILLY. J.P 
Region 2. Office of Director. 2pp. 18674 255 24X 

Fiche; 90-000, 83/05/25, 8304010431 


8304070074 First interioi deficiency rept re Incorrect max pipe 
movements contained In TPIPE program, Initially reported on 
830504. H/o end. Next rept expected by 630922 

MILL0,L.M. Tenneisa# Valley Authority, 83/05/24. O'REILLY, JP 
Region 2. Office of Director Ip 10739 319 24X 

Fiche* 50-000, 03/09/26, 6304070074 


8304070140 Fifth interim deficiency rept re defects in reactor 
protection & L&F actuation sys modules supplied by Dailey 
Meter Co Initially reporteif on 820414 HtcW investigating use 
of yellouilsh bonding agent Also reportable per F^ari 2i 
HILLS. L M lenneflsee Valley Authority 83/05/24 O'REILLY, J P 
Region S. Offics of Director 3pp 18/34 28B 24X 

Fiche 50-430. 03/05/26. 0306070140 


B30607013B Third interim deficiency rept re voiding of engineer iiig 
change notices w/o proper review Initidlly reported on 
620816 Change notices being reviewed 6 uni esolved safety 
question determination performed Next rept by QJ0923 
MILLS, L M Tennessee Valley Authority 03/05/31 O'REILLY, J P 
Region 2. Office of Director 2pp 18/39 244 24X 

Fjthe 50-000,83/05/31,0304070138 


0306090310 Second interim deficiency rept re tube leaks In conpponent 
cooling water HXs Initially reported on Q3021Q Corrosion 
pitting revealed by metallurgical exam Alloys investigated 
for replacement 

MILLS, L M Tennessee Valley Authority 83/06/03 O'REILLY, J P 
Region S, Office of Director 3pp 18/95 193 34X 

Fiche 50-430, 03/04/03. 8304090310 


8304200141 Sixth interim deflcipncy rept re Viking flow control valves 
In fire protection sys Initially reported on 011124 Drawing 
rev review continuing Next rept to be submitted by 030809 
Also reportable per Fart 21 

MILLS, L Ml Tennessee Valley Authority 03/06/07 O'REILLY, J F' 
Region 2, Office of Director Ip 18903 244 24/ 

F i cli e 50-438, 03/04/07, 8304200 J 4 1 


0306200143 First interim deficiency rept re failure to specify ITEE 
class of saf e ty-related sys components on procurement specs 
Initially reported on 830509 Suppliers being contacted Next 
rept to be submitted 831119 

MILLS.L M Tennessee Valley Authority GJ/04/09 O'REILLV, J i* 
Region 2, Office of Director 2pp ID', 03 239 24X 

Fiche 50-430.83/06/09.0306200143 


e3042£0051 Supplemental interim deficiency rept re potentially 
overstressed embedded plates Initially reported on 820412 
Next submittal scheduled for 840217 Instead of 83042? as 
originally stated 

MILLS.L M Tennessee Valley Authority 83/04/10 O'REILLV, J P 
Region 3^ Office of Director 1(> 18914 009 24X 

Fiche 50-000,63/04/10.0306210051 


8306210005 First interim deficiency rept re max temp inside 
containment Initially reported on 030513 Util requested D8<U 
to respond to nonconformance rept by 630710 Next rept to be 
eu-bnitted by 630824 Also reported per Fart 21 

MILLS.L M Tennessee Valley Authority 83/04/13 O'FICILLV, J I* 
Region 3. Office of Director 2pp 18912 283 r»4X 
Fiche 50-430,83/06/13.8304210005 


0304210010 First interim deficiency rept re DI<U plant internal holt 
failures Initially reported on 030513 DliN & D&W Owners Group 
assessing situation to determine scope of problem & 
corrective actions Next rept to be submitted by 831206 
MILLS.L M Tennessee Valley Authority 83/06/13 O'REILLY. JF* 
Region 2, Office of Director 2pp 10914 239 24X 

Ft Che 50-438,83/06/13,0306210018 


B30621025S Second interim deficiency rept re failure to identify grade 
of nuts due to orientation w/grade markings facing against 
structural member Initially reported on 030126 Testing In 
progress Next rept by 830930 

MILLS, L M Tennessee Valley Authority 83/06/14 O'REILLY, JP 
Region S, Office of Director 2pp 16718 099 24X 

Fiche 50-408. 63/06/ 14. 0306210252 


8306250042 Fifth interim deficiency rept re seismic analysis of 
auxiliary control bldg Initially reported on 020226 Boismic 
analyslft rept revised 5c two new walls will be constructed 
Next rept to be submitted by 640622 

MILLS, L.M Tennessee Valley Authority 83/06/15 O'REILLV, JP 
Region 2, Office of Director 2pp 10712 299 24X 

Fiche 50-438,03/06/15,0306210042 


8306260479 Final deficiency rept re improperly welded chiller unit 
piping components Initially reported on B20II1 Radiographic 
exam to be performed on all safety-related chiller piping 
Alep reportable per Fart 21 

MILLS.L M Tennessee Valley Authority 83/06/17 P'REILLY.JP 
Region S* Office of Director 3pp 17020 116 24X 

Fiche 50-430,83/06/17.6306280479 


8306200876 Interim deficiency rept re resolution of listed items due 
for submittal in late June Corrective actions in progress 
List identifying each I tem, schedule for next submittal St 
level aP interim rept end 

MILLS, L.M Tennessee Valley Authority 83/04/17 O'REILLV. J FI 
Region 3. Office of Director 2pp 19016 193 24X 

Fiche 50-000,63/06/17.03062005/0 
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83O&2B0&1V Totirtfi iitieritn dDfici[?ttcy rcpt rp incorrect iiistal lation of^ 
pressure relief^ & safety valves Initially reported on 
830305 Turn □-inch relief val vest e xhnusti nq into itiar.te 
disposal header* added Next rcpt to be submitted bu 0^0718 
MILLSrL M Teiitieiispe Valley Aulfiority 03/06/17 OVIEILLY, JP 
Region Si Office of Director 3pp 19016 001 P4X 
Fiche 50-430*03/06/17,0306380619 


830620022?^ Revised final deficiency rept ie DIUI valve Initiellij 
reported on 0S0212 Loujer stem valve plug tt loct pin 
replaced Control valve design sold to company not qualified 
as nuclear industry supplier Also reportable per Part 21 
MILLS. L M Tennessee Valley Authority 03/06/20 0*REILLY»vlP 
Region P. OfficD of Director ?pp J9014 in5 24X 
Fit he 50-439. OJ/06/20* 0306200222 


8306200369 Second interim deficiency rept re incorrect beismic pipi> 
eupport insps Approx 3.600 completed insp records for 
rigorously analyted supports identified Support location 
tJill be shouin on detail drauiitiQs Next lept by 631213 
MILLS. LM Tonnepsee Valley Authority 03/06/20 O'RCILLYi J P 
Region 2. Office of Director 2pp 19014 083 24X 

Fiche 50-430. 03/06/20, Q306280369 


830-6260425 Fourth interiin deficiency rept re 1JS(8 design uf HCS 
supports b restraints Initially reported on 820601 Majority 
of blocks installed Shear bat evaluatioii expected by 
830001 Also reported per I’at t PI 

HILLS. L M Tennessee Valley Authority 83/06/20 Q'REILLVtJ P 
Region 2. Office of Director 2pp 19020 300 .MX 
r iche 50-430. 03/06/20. 0306280425 


0306300159 Part Pi rept re spot molds in Dailey Cnntiols Co cabinots 
la/snaller diameter than specified Cabinets strengthened by 
««am & edge ueldiny or boltiny 

TAYLQH.J W Uahcoci & Wilcox Co 83/06/23 DEYOUNO* R C 
Director's Pffice. Office of Inspection an<f Enforcement 2pp 
19119 300 24X rtihe 50-000.03/06/23.8306300159 


Q306300214 Gecond interim deficiency rept re tubeUne mails supplied by 
Capitol Pipe b Gteel not mfg under OA ptngram Initially 
reported on 830329 Contractot will perform dimensional 
checks for pipes b fittings Next rept by 830922 
HliLLS.L M Tennossee Valley Authority 03/06/23 O'RCILLY.JP 
Region 2. Office of Director 5pp 19119 351 P4X 
Fiche 50-000. 03/06/23. 0306300214 


aiOb^aOODD Fourth interim deficiency rept re possibility of exceeding 
turbine driven auxiliary feedwater pump room temp Initially 
reported on 811006 Fan motm s will be loplaced Next rrpt by 
8 40430 

HlLLSiL M Tennessee Valley Authority 03/06/24 O'RClLLYtJP 
Region 2. affice of Director 2pp 17120 317 24X 

Fithe 50- 430I 03/06/24. 0306300000 


0’30630024S Final deficiency rept re analysis for lose of feedwater 
event Initially reported on 810316 Util does not consider 
sutj nonconforming condition adverse tu safe operation of 
plant Condition not reportable per lOCFRSO 55(e> 

MilLB. L M Tennessee Valley Authority 03/06/24 CI'REILUV. J P 
Region 2. Office of Director Ppp J9119 341 ?4X 

Ficlie 50-43B. 03/06/24* 0306300245 


DOCKET 50-440 PERRY NUCLEAR PDWFR PI ANT* UNIT 1 


A Application/construction staqe documents b correspondence 


030 6060301 Appeals denial of fCJlA request for documents re risi tu 
fa-cilities from low trajectory turbine missiles 
HlATT.fi U Ohio Citiiens for Responsible Energy 03/03/03 
DiRCKfi. W J Office of the Executive Director for Operations Ppp 
l«73a 329 24 X Fiche 50-440,03/03/03-0306060381 


B3D60603d4 Responds to appeal re partial denial of FDIA request foi* 
documants concerning risks to facilities Prom low trejectoiy 
turbine missiles Appeal denied Documents withheld 
CreP FCIJA Exemption 5) 

DinCKfipW J Office of the Executive Director for Operations 
03/04/06 HIATT. B L Ohio Citiiens for Rcsponsihle Energy Ip. 
10750 332 24X Fiche 30-440,03/04/06,0306060304 


0306030509 Informs that each LRO-Il member must submit numerical value 
determined by <JE for respective plants on fuel assembly 
lift off di op lacementr due to error in fuel assombly topical 
rapt re LRQ-H Oeneric Issue P-CFH 

NOVAK* T M Assistant Director for Licensing 83/05/23 
HDLTZSCHER* D L Licensing Review Group 11 3pp 1873S 051 24X 

Fiche 50-000*03/05/23.0306030509 


8306060373 Responds to Q20903 Itr lubmitting position papers which 
includad Licensing Review Oroup 11 proposed solution for 
Issue 4-MEDi in tende d kn protect In— core Instrument tubes 
from flow-induced vibration Issue unresolved 

YOUNCDLDOD. D J Licensing Branch I 93/05/26 HOLTIflCHER.D L 
Licensing Review Group IT HOLTZBCHER. D L Illlnoii Power Co 4pp 
10751 207 24X Fiche 50-000.83/05/26.0306060373 


03O6OBOO44 Forwards “Analysis of Inaccessible b Potentially 
RejectabLe Defects In Perry Nuclear P-owDr Plant.'* per 830426 
meeting commitment 

EDELMAN.MR Cleveland Electric Illuminatinp Cn 03/03/31 
YOUNODLDOD* D J Licensing Drancli 1 Ip 18774 115 24X 

Fiche 50-440,83/05/31.8306080044 


B3O6OBOD40 "Analysis of Inaccessible b Potentially Rijectable Defects 
in Perry Nuclear Power Plant ’’ 

MCNAUOHTON, M P , EOAN* 0 R * DVflDN, J D Apteeh Engineering 
Services 83/03/31 1 17pp 187/4 116 24X Fiche 50-440. 
03/05/31, 0306000044 


8306140661 Forwards response to R Dimber Itr re salt cavity storage 
area Enel FSAR changes will be incorporated into future 
F8AR amend 

EDLEHANiMR Cleveland Electric Illuminating Co 83/06/01 
YOUNGDLOODiO J Licensing Dranch 1 4pp 10834 ’001 24X 

Fiche* 50-440* 03/06/01*8306140661 


Q3061001B0 Forwards current description of OA progrem for design b 
const of facilities Program accep tabl e* per lOCFRDDjApp fi 
EDELHAN, MR Cleveland Electric ft lumi nat i ng Ca, 03/06/02 
KEPPLER.JO ftegion 3. Office of Director 3pp 10006 029 P4X 
Fiche. 50-440, 03/06/02* B3O61OOI0O 


0306240106 Forweids addl Info an safety relief valve piping b quencher 
device b safety-related piping supports. in response to 
Questions 210 9,210 10 b 210 II in NRO 021214 b 830401 
Itrs Lateral Instability Will not occur 

EDELHAN. M n Cleveland Electric FI Jum.1 net ing Co 83/06/21 
YOUMODLOOD* D. J Licensing Drench 1 9pp 10901 021 24X 

Fiche 5D-440. 03/06/21*8306240106 


8306240390 Requests submittel of proof b reviiiii Tsch Sped eccompenisd 
by detailed discussion of mithodologg used In establishing 
setpoint valves for reactor protection ays b E0F 
instrumentation 6 months prior to Unit I licensing 
YOUNOOLOOD, a ^ Licensing Branch 1 83/06/21 EDLEMAN* M R. 

Cleveland Electric Illuminating Co 3pp 18967 350 24X 

Fiche 50-440.03/06/21.8306240390 


8306280161 Responds to Generic Ltr 03-10* ''NRC Review of DUR Owners 
Group Control Room Survey Progrem " Plant-specific info to 
be addressed list-cJ 

EDELHAN. M R Cleveland Electric inuflvineting Co B3/06/21 
YOUNODLOOD, 0 J Licensing Branch 1 2pp 19015 100 24X 

Fiche 50-440*03/06/21.8306280161 


£ NRC Sefety Evaluation Report CSbR), suppli b correspondence 


8306020694 Submits rept re turbine missile liius Ript completes NRR 
action requested in ACR8 020713 ltr Results documented in 
fiuppt 3 to SER CNUREO-Oaa7J, 

NOVAK. 1 H Asffistent Director for Licensing. 83/05/23 HAYiJ J. 
ACRS - Advisory Committee on Reector SaPeguardi. JOpp 10716’ 237, 
24X Fiche 50-440*03/05/23.8306020694 


8306010058 Responds to 030506 ltr on procedures generetlon pechege 
per OER Outstanding Issue 21 Dec 1903 scheduled completion 
date provided in 030415 supp 1 to Oenerlc Ltr 02-33 
EDELMANjH R Cleveland Electric Ulumineting Co. 83/05/27 
YQUNOOLDOD, D -J Licensing Dranch 1 Ip 18674,073. 24X 

Fiche 50-440.63/05/27.8306010058 


B306D80437 Summery of B30526 meeting u/utll in BcthfsdarMO re present 
containment purge sys de e ign. Outs tend i ng Issue 10 in 8ER 
CNUftEO-Oa07| 

BTEFANOrJ J Licensing Oranch 1 03/06/03 YDONOfiLOQD* D 

Licensing Dranch 1 I2pp 1B792 197 24X Fiche 50-440*83/06/03* 

8306000437 


8306200QB5 Clarifies commitment to perform arfdl start b load 
quel i fleet ion testing on etandby dlpsel generators, as 
outlined In 8ER Bection 8 3 1 Total of 20 addl tests will be 
conducted 

EDELHAN* H R Clevelend Electiic Illumineting Co. 83/06/15 
YOUNODLOOD. 8 Licensing Branch 1 2pp 10903 352 24X 

Fiche 50-440.83/06/13,8306200005 
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6306240269 ForuaT'd^ results of of grdfcin^ on drgu<'l 1 ^ 

c antainocTi t re spons e< per SER Out^tarid ing Issue re pool 
dynamic Joarfs App 3D incorporated in Amend li to FSrtR 
providing description oF hydr-odynami c loads 

EDELHANitl n Cleveland Electric Illuminating Co 03/06/20 
VOUNODLOODiB J Licensing Branch 1 5pp 10980- 090 24X 

Flche 50-440, 03/06/20. B306240»69 


G306240064 Notifies that addl info re list of safety '-related items in 
F9AR Table 3 3-1 (QA-list) acceptable Outstanding Issue 33 
in Suppl 3 to SEO (NURED-OOO? ) uill pc changed to 
confirmatory issue per FBAfl. Amend 12 rrvieuj 

YOUNflDLODD. B J Licensing Dranch 1 83/06/21 COELMAN. M N 

Cleveland Electric 11 1 umi nat mg Co 3pp JB9B7 13a 2ax 
Ficha 50''440. 03/06/21. 8306340064 


6306240288 Requests addl Info in resolve SLR Confirmatory Issue JO rc 
fast icram hydrodynamic loads on control rod drive sy® 

Response within 7 days of Itr receipt requested 
YQUNOOLaOD.B J Licensing Branch I 03/06/21 EDELMAN, M R 
Cleveland Electric Illuminating Co 3iip 18999 167 34X 

Fiche 50-440.03/06/31.8306240208 


6306290137 Submits evaluation findings an outstandi-ng confirmatory 
Instrumentat i oti 6 control sys issues documented in SFR Addl 
Info requested. Response requested uithin 7 days 
VQUNOSLGOD.Q J Licensing Branch 1 03/06/22 EDELMAN. N R 

Cleveland Electric Illuminating Co C^ipp 19046 923 24X 

Fiche 50-440. 03/06/22. 8206290137 


F Security, medical, emergency U fire protection plans 


63060100SG Responds to B30506 Itr on procedures generation package 
per SER Outstanding Issue SL Dec J9B3 scheduled completion 
date provided in 630415 suppl to Generic Ltr 82-33 
EDELMAN. M R Cleveland Elect! ic Illuminating Co 03/05/27 
YOUNODLQOD. D J Licensing Branch 1 Ip 18674 073 24X 

Fiche' 50-440. 03/05/27. 830601005Q 


O Adjudicatory correspondence 


6306010433 Motion for summary disposition of Issue 13 No genui-ne issue 
of matl fact eiists 6 NRC entitled to fcivorabla decision 
Aff Idav it. Car tificate of Qvc 8c prof qunl 1 f 1 catl ons end 
CUTCHJN.J Hearing Drench 4 83/05/31 Atomic Safety and 

Liesnsing Board Panel iipp 10674 29/ 24X Flche 50-440.03/05/31. 

6306010433 


6306090345 Notice of Ohio Cititcns for Responsible Energy 10CFR2 206 
petition alleging false util statements in application re 
use of herbicides to control vegetation along transmission 
Unas 

DEYC1UN0»R C Director's Office* Office of Inspection and 
Enforcement 03/06/06 Ip J0794 335 24X Fiche 50-440,03/06/06, 

B3 0609034 5 


6206140706 Forwards NRC ansuiers to tuo A8LD questions posed during 
B3DS09 telephone conference re declaration of sua sponte 
Issue Operators will be trained to differentiate botueen 
instrument failures & tranelopits U accidents 

CUTCHINtJ M Hearing Branch 4 83/06/13 BLOCK, P B . DRIflHT. 0 0 . 

KLINE, J.R Atomic Safety and Licensing Board Panel Spp 
16841 '274 24 X Fichi SO-440. 03/06/13. 0306140706 


8306160596 Answer opposing Ohio Citixens for Responsible Energy 030510 
motion to admit five new contontianfi on 3NM license 
application Contentions unjustifiably latefoutside ASiO 
jurisdiction or moot Certificate of 0vc anc 1 

BILBEROtJ £ Commonwealth Edison Co EILDEROiJ (. 8haui. Pittman. 
Potts 6 Trowbridge 83/06/13 Atomic Safety and Licensing Board 
Panel 23pp 18892 206 24X Fi che 50-440. 03/06/1 3# 0306160596 


B306J60611 Provides estimate of hearing dates In-core thermocouples 
6 steam erosion issue will be disposed of by summary 
disposition Standby liquid control sys initiation V 
hydrogen control issues should be resolved by rulemaking 
8ILBER0, JE Sbawi Pittman. Potts it Trowbridge SILDBRO. J E 
Cleveland Electric Illuminating Co B3/06/I4 DLOCf-f. P Q . 

KLINE. J.R., BRIOHT. <3 D Atomic Safety and Licensing Board Panel 

3pp 10066 097 B4X Fiche- 50-440. 03/06/14.0306160611 


8306230000 Answer opposing NRC 030531 motion for summary disposition of 
Issue 13 rt adequacy of proposed tubine moint program 
u/turblne missile probability Statement of matl fact 6 
Certificate of Sve and Related correspo-ndence 
LODOE.T. J 0un flower Alliance 83/06/15 Atomic Safety and 
Licenelng Board Panel Spp 10930 157 24X Flche 50-440,03/06/15. 

0306220060. 


0306170399 Advises dF inrorrect cite in NRC 8307 IJ answer opposiiig Ohi( 
Cltiirns for Rrspnnsible Lrierqy motion to file contentioits 
□n SNM license application 

CUTCHJN.J M Hearing Branch 4 83/06/16 BL QCH, P fi , DRiGin.C H , 

KLlNC.-J R Atomic Safety and Licensinq Board PunDl Ip JOHRO OJ / 
24 X Flche 50-440.03/06/16.8306170399 


8306270014 Responses to fourth set oF interrogatories *< request foi 
production of documents Related correspondence 
HIATT. S I Ohm Citiicns for Responosl'le Energy 03/06/21 
Cleveland Electric Illuminating Co ^pp 10988 0t,0 24X 

Fiche 50*440.03/06/21.0306270014 


— 0306270017 Supplemental response to third set of intei rogatnr i rs 
Certificate of Ovc enc I 

HIATT. S I Ohio Citliens For Responsible Energy 83/06/;jJ 
Clevnlund tire trie Illuminating Co 3pp 10900 055 24/ 

Fjche 50-440.83/06/21,8306270014 


B306290536 Response opposing NRC 030531 motion for summary disposition 
of Issue 13 re turbine missile haiards Motion premature 
Valuable evidence would be oiiludetl iP motion granted 
Statement of motl facts end Related correspondence 
HIATT. S L Ohio Citixens for Responsible Energy 03/06/23 
Atomic Bafety and Licensing Board Panel 7pp 1905P 29, i ?MX 

Fichc 50-440. 03/06/23. 03062906 J6 


--03O629O949 Affidavit of SL Hic^tl that Dhlo Citixens For Reopons i L ) r 
Energy cannot currenlly present farts to justify opposition 
to NRC motion for summary disposition of Issue 13 since info 
still being reviewed Certificate of Gve end 

HIATT, 8 L Ohio Citwens for Responsible Energy 03/06/23 i6pp 
19052 299 24X Flche 50-440.03/06/23.0306290536 


0306290214 Answer supporting NRC 630531 motion for summory diapcsillon 
of Issue 13 No genuine issue oF matl foct exists & no good 
cause provided Certificate of five end Rclotod 
corresp otidenco 

SILDERG.J C Cleveland Electric Illuminating Co SUBEROrJ 6 
Shaw. Pittman, Potts & Trouibiidge 03/06/27 Atomic 8afi*ky and 

Licensing Board Panel i2pp 19056 140 24X Fiche 50-440, 03/06/2/, 

0306290214 


— 0306290220 Affidavit of DP J imo & LH Johnson, supporting NRC 030531 
motion for summary disposition of Issue 13 PruF 
qua 1 1 fi c.-it ions enc 1 

TIMD. D P , JOHNSON. L H NRL - No Detailed Affiliation 01 von 
TIMO, 0 P General Electric Co 03/06/84 35pp 19006 J 60 JMX 
Flche 50-440.83/06/27.8306890814 


— Q306S90240 Affidavit of EJ Turk, supportint) NRC 030531 motion for 
summary disposition Util will follow OE recommendations re 
testing of overspoed protection sys Prof qual i P ir oti onn 
enc 1 

TURK, E J NRC - No Detailed Affiliation Given » Clcvelund 
Electric Illuminating Co 03/06/24 5pp 19056 195 a4X 
Fiche 50-440,03/06/27.0306890214 


H General correspondence 


0306030200 Notice of change of counsel address Certificate of 0vc end 
LODGE,! J Lodge. T J 03/05/31 ip 10703 357 84X 

Flche 50-440. 03/05/31 . O3O6O3O2B0 


0306890144 Ack receipt of B305J6 ltr Foi wording council Resolublnn 
1443-03 re quality of containment vessel welds Summary rept 
of 030504 site visit enc 1 Completed rept of review of util 
comailtments expected in Jul 1903 

DENTON, H R Office of Nuclear Rractor Regulation. Director 
83/06/22 eULERr. GA Perry, OH 4pp 19046 250 P4X 
Fiche 50-440.03/06/22,0306890144 


0 Inspection reports. IE Bulletins Ic coi r espondenco 


0306270112 Ack receipt of 830415 ltr informing NRC of steps taken tn 
correct violations noted in IE Insp Repts 50-440/83-06 & 

50-44 J/03-06 

BPES9ARD. R L Division of Engineering 03/04/22 EDELMAN, M R 
Cleveland Electric Illuminating Co Ip 10900 09/ 24X 

Fiche 50-440.03/04/22,0306270112 


— 0306870115 Respunds to NRC 830316 ltr re violations noted in IE Insp 
Repts 50-440/03-06 & 50-441/03-06 Coirective actions QC inap 
rept written for each concern identified during LK Comstod 
Task Force document review 

EDELMAN. f1> R Cleveland Electric Illuminating Co 03/04/15 
epE6BAR»,R L Division of Engineoring 5pp 10900 098 24X 

Fiche 50-440, 03/04/22. 03O627On 2 
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83060301 Forwards IE Insp Hepts r#0-44a/d3"Oa t< 50-441/03-0/ un 
6 30301-03 & 11 No none omp 1 1 ant e riot(>d 

LITTLEpH ij Region 3* Office of Direcloi 03/03/16 EOELMAN. M H 
Cltvelarid Electric 1 1 1 umi nat iitg Co l^pp 10704 303 24K 

Fiche ‘iO -4 40 p 03/05/16* 0306030149 


--8306030151 IE Insp Repta 50-440/83-00 It 50-441/03-0/ on 830301-03 t 11 
No none omp 1 lance noted Major areas insppcted LK Comstock 
periannel qual i f i cat lont* QA/GC tt rraft personnel t* licensee 
actions on pTevioualy identified items 

DAFIRETT.P A , NAIOU. 1^ fi , PLl KF, P R Region 3* Off ire ef OiiPcfcor 
83/05/ i a 13pp 10704 255 a4X Tithe 50-440.03/05/16. 

0306030 J 47 


8305110450 IG Info Notice 83-32. “Ruptured Am-24i Sources Contained in 
Well Logging Device “ Sve list end 

TAYLOR ( J M Division of Sofsguards Si Inspection Programs (Rust 
830103) 83/05/26 Consolidated Edison Co of New York. Inc 
I25pp 10831 043 24X Fithe 50-000.03/05/26.0305110450 


B30S1 10460 IC info Notice D3-34, “Event Notification Info Worksheet ” 
&VC list end 

JORDAN. E L Division of Cmorgencu Preparedness & rnqinecring 
Response (Post 030103) 83/05/26 Consolidated Edison Co of Neui 

York. I nr IlSpp 10732 005 24 X Fir ho 50-000.03/05/36.0305110460 


e3O5il046i IE Info Notice 03-35. “fue] Movement W/Control Rods 
Vlithdraun at DWRs “ Sve list one 1 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Respansa (Post 030103) 03/05/31 Consolidated Edison Co of Neui 

York, for 116pp 10732 200 24X Firhe SO-000. 03/05/31. 03051 10461 


8306160242 Eoruiards IE Insp Ropts 50-440/03-12 U 50-441/03-11 on 
8 304 18-22 notice of violation 

LITTLE. M S Region 3. Office of Director 03/06/03 EDELMAN*f1 R 
CIcvtUnd Electric Illumlnotlnq Co 2pp 10061 2P6 24X 

Ficfie 50-440. 03/06/03. 0306160242 


^-0a06l60f347 Notice of violation fi om insp on 030410-22 

LITTLE. W S Region 3. Office of Dlrectoi 03/06/03 Ip 
10061 228 24X Fiche 50-440. 83/06/03. 0306160242 


— B306l60aS4 IE Insp flepts 50-440/03-12 t* 50-441/03 II on S3041P-2P 
Nonco-mpl i ance noted failure to perform routine monthly insp 
on staled items 

HUNT. M D . MLRR I WEATHER. N Region 2. Office of Director 
CDNLONi T E Division of Engineering & Radlnloglcal Safety 
Programs 03/05/ II 6pp J0O61 227 24X Fiche 50-440.83/06/03. 

8306160242 


8306130297 Ack receipt of 030531 Itr informing NRC of stops token to 
correct violations noted In U Insp Ropts 50-440/Q3-09 6 
80-441/83-08 

LITTLE. H S Region 3. Office of Director 83/06/00 EDELMAN. M H 
Cleveland Electric Illuminating Co Ip 18023 320 P4X 
Fiche SO-440. 03/06/00. 0306130299 


—8306130805 Responds to NRC 030401 Itr le violatlonr. noted In IE Insp 
Repts 50-440/03 09 & 50-441/03 08 Corrective actions 
enoni tn-r ing program consisting of periodic visual ciam of 
suppression pool u^elds performed fi’oni platform 
EDBLKANi K R Cleveland Llrcti ic Illuminating Co D3/05/3I 

KEPPLERi J 0 negion 3. Office of Director 2pp 10023 321 24X 

Fiche 30-440.03/06/00.0306130299 


B306230267 Forwards IE Insp Repts 50-440/03-14 l< 50-44I/D3-13 on 
830423-20 No noncomp 1 lane e noted 

LITTLE. W S Region 3. Office of Director 03/06/00 EDELMAN, M R 
Cleveland klectnc Illuminating Co Spp 10945 006 24X 

Fsche 50-440. 03/06/00. 030623026/ 


--8306230S71 IE Insp Repts 50-440/03-14 L 50-441/03-13 on B3D426-2B No 
nonconp 1 iance noted Major areas inspected licensee action 
on deficiency item, re RCPD piping work activities Ic revleu 
of quality records 

WARD. K 0 . KEATING. D E . DANIELSON. D H Region 3, DPfico of 

Director 03/06/07 I4pp 18745 OBO 24X Fiche 50-440.83/06/08. 

8306230267 


83O5M0464 lE Info Notice 83-36. “Impact of Becurity Practices an 8afa 
Operations “ Dve list end 

JORDAN. E L Division of Lmergency Preparedness 6 Engineering 
Rasponsff <FcJ5t 830103) 83/06/09 Consolidated Edison Co, of New 

York. Inc ll9pp 10030 280 24X Fiche 50-000.03/06/09.0305110464, 


8305110470 IE Info Notice 83-30. “Defective Heat Sink Adhesive L 
Beiimlcalliy Induced Chatter in Relays Within Printed 
Circuit Cards “ Bve lilt end 

JORDAN. £ L Division of bmergeiicy Preparedness it Engineeriiiji 
Responsa ipust 030103) 03/06/13 Cansol Idated Edison Co of Neui 

York, Inc llSpp 10920 223 24X Fiche 50-000. 83/06/13. 03001 J 0470 


03O6O9OD1O IE Info Notice aS—OT. “Transformer Failure Resulting From 
Degraded Internal Cannectlon Cafalet “ Sve list end 
JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 0301031 83/06/13 Consolidated Edison Co of Neu 

York. Int 243pp 10921 001 24 X Fiche 50-000. 03/06/13. 030 6O900 10 


8306300201 Forwards IE Insp Repts 50-440/83-17 & 50-441/03-16 on 
030301-0430 No noncompl i ance noted 

KNOP.R C Region 3. Office of Director 03/06/14 EDELMAN. M R 
CteveLand Electric Illuminating Co 2pp 19119 359 24X 

Fiche 30-440.03/06/14.8306300201 


—0306300207 IE Insp Repts 50-440/83-17 8c 50-441/03-16 an 83030 1-0430. No 
noncompliancB noted Ha;ar areas Inspected safe ty-r elated 
const activi t 1 esi including IOCFR90 59 (b) repartable Item 
fol lowup. housekeeping 6 preparation for A8LB hearings, 

OILDNER.M L . KONKLIN, J E Region 3. Office of Directar 
83/06/14 3pp 191(9 361 24 X Fiche 50-440.03/06/14.8306300201 


8306300179 Forwards IE Intp Repts 50-440/03-16 & 50-441/03-15 on 
030518-19 No nencompl lane B noted 

KNOP.R C Region 3. Office of Director 03/06/15 EDELMAN. K H 
Cleveland Electric Illuminating Co 2pp 19119 263 24X 

Fiche 50-440,03/06/15,8306300179 


—8306300103 IE Insp Repts 50-440/83-16 It 50-441/83-15 on 830518-19, No 
no ncttnvpl lance noted Major areas Inspectad licensee actions 
on prevlouB insp findings, 10CFR50 55(e) reportable itemi tc 
IE huJIetins 

PELKE.P R , KONKLIN. J E Region 3i Office of Director B3/06/15 
4pp 191 19 265 24X Flcho 50-440,03/06/15.8306300179 


8306300126 Forwards IE Insp Repts 50-440/03-15 It 50-441/03-14 on 
D30507-13 No noncompliance noted 

LITTLE. WS Region 3. Office of Director B3/06/17 EDELMAN.MR 
Cleveland Electric Illuminating Co 2pp 19122’ 323 24X 

Ficho 50-440,03/06/17.8306300126 


"8306300132 IE Insp Repts 30-440/83-15 It 50-441/83-14 on 830509-13 No 
noncompliance noted Major areae inspected laf e ty-r elated 
cable trag Insta 1 latiom el ec tri cal cables 6 terminations it 
equipment installation 

MER R1 WEATHER, N , CONLON. T E Region S, Office of Director 
03/06/02 4pp, 19122 325 24X Fiche 50-440,83/06/17,0306300126. 


0305110475 IE Info Notice 83-40, “Need to Environmentally flualify 
Epoxy <9routs It Sealers “ Sve list end 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 83/06/22 Concolldeted Edison Co of New 

York. Inc I15pp 19021 179 24 X Fiche 50-000.03/06/22,030311047 5. 


8303110477 IE Info Notice 83-41, '^•Ac tiiat 1 on of Fir# Suppression Sys 
Causing Inoperability of Safety-Related Equipment “ 6vc list 
end 

JORDAN, E i Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 83/06/22 Consol ideted Edison Co of Neu 

York, Inc I20pp 10997 007 24X Fiche 50-000,03/06/22.030 5110477 


030511047? IE Info Notice 83-42, “Reactor Mode Owitch Malfunctions “ 

8 VC list end 

JORDAN. E L Division of Emergency Preparedness 4< Engineering 
Response (Past 830103) 03/06/23 Consolidated Edison Co of New 

York. Inc U6pp 18996 242 24X FI the 50-000,03/06/33.0305110479 


8306370283 Ack receipt of 030609 Itr Informing NRC of steps token to 
correct violations noted In IE Insp Repts 50-440/03-11 Sc 
50-441/03-10 

LITTLE, HS Region 3, Office of Director. 03/06/23. EDELMAN, H R. 
Cleveland Electric Illuminating Co Ip 10996 173 24X 

Fiche 50-440. 83/06/23, 8306270283 


— 83O627D207 Responds to NRC 830509 Itr re vlolstions noted In IE Insp 
Repts 50-440/83-11 l« 50-441/83-10 Corrective actions 
Johnson Centro In Procedure 0A8-ia02-PNPP, ''fisvlsw & Turnover 
of Records,*'* revised to reflect present document review 
EDEiliAN.M R Cleveland Electric Illuminating Co 83/06/09 

KEPPLER.J 0 Region 3. Office of Director 2pp JB996 174 24X 

Fiche 50-440, 83/06/23, 8306270283 


8305110483 IE Info Notice 83-40, *"]mproper Bettings of Intermediate 
Range ( 1R> High Flui Trip Setpoints *' Sve list end 
JORDAN, E L Division of Emergency Preparedness I, Engineering 
Response (Post 030103 ) 03/06/24 OansoHdated Edison Co of New 

York. Inc ll6pp 19046 297 24X Fiche. 50-000, 03/06/24. 03051 10483 
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B Reportablf occurrences* LERs it retatsd correepotideiice 


B30&100119 Fifth interini deficipncy pept ru rejection of previously 
accepted containment vessel radiographs neviw of 
radiographs utiliiing film overlay techiiiques being 
performed Next rept will be Bubmitted by 630930 
EDELMiAN.hr Cleveland Electric Illuminating Co Q3/05/31 
KEPPLERiJ 0 Region 3# Office of Oirectar Ip 10QO5 029 24X 

Fiche 50-440* 03/05/31* 830A1001 19 


8306220013 Interim deficiency rept re Densitivity l< density voriations 
In florg-Harnor valve radiographs Initially reported on 
830411 Sampling plan to determine valve acceptability 
ettabllshed Final rept by 030710 Also reported per Part Si 
EDELMAN, M n Cleveland Electric Illuminating Co 03/06/10 

KEPPLERiJO Region 3* Office of Director 2pp i B727 330 24X 

Fiche, 50-440, 03/06/10*0306320013 


6306220050 Final deficiency rept re potentially inadequate cooling of 
RCIC roam during LQCA Initially reported on 630313 AE 
revitwing RCIC pump/turbine automatic start Kevieb> uill 
be completed by 030729 AUo repotted per Part 21 
EDELMAN.M R Cleveland Electric Illuminating Co 03/06/10 

KEPPLER*J 0 Region 3i Office of Director 2pp 10930 034 24X 

Fiche 30-440,03/06/10*0306230050 


0306300120 Notifies that reuork associated ui/potential 1 y* significant 
deficiency ra governor drive coupling mPg by Tranaatner lea 
Oelaval in standby diesel generator a* scheduled to be 
completed by G31031 for Unit I b 831231 for Unit 3 
EDELHANiN n Cleveland Elcctiic Illuminating Co 03/06/14 
KEPPLER*J 0 Region 3* Office of Director Ip 1G903 329 24X 

Fiche. 50-440, 03/06/14* 0306200120 


8306320039 Suppls final deficiency rapt rr matl used in Transamerica 
Delaval, Inc governor drive coupling in standby diesel 
generators Due to long storage time* governors uill be 
returned to manufacturers far overhauling It recalibr 
EDELMAN, M R Cleveland Electric Illuminating Co 03/06/14 
KEPPLERiJ 0 Region 3, Office of Director Ip 1093D 179 P4X 
Fiche: 50-440, 03/06/14.0306320039 


03O6O3OSO*? Informs that each LRO-II mcmlirr must submit numorlial volts 
determlnrd by OF for respective plants on foul assembly 
lift nff d isp lacementi due lo cri or in fuel assembly topical 
rept re IRQ- II Oenertc Issue f'-CF'R 

NOV/AK, T W Assistant Director For Ui tensing B3/05/L’n 
HOLTZSCHCR, D L Licensing Rovieui Group 11 Gpp 1IJ/J3 O&l !'4l[ 
Fiche 00-000,03/03/23.83060301,09 


0306060373 Responds to 020903 Itr submitting position paper n which 
Included Licensing Review Oroup tJ proposed soliftioi foi 
Issue 4-MEB, intended to protect in-corr instrumcfit tubes 
from f lotu-iniiuced vibration Issue unre&olved 

YOUNCDLDDD* 0 J Licensing Orf,nch 1 03/05/26 I iOLl /QCIICR, 0 l 

Licensing Reviow Oroup 11 NaLTZSCHER* D L Illlniiis Power To 4pp 
10751 £?87 a4X Fiche 50-000,03/03/26.03060603/3 


0306000044 Forwai ds "Analysis of Inaccoftslble L PatariLially 
RejfCtable Defects In Perry Nucluar Power Plant, *' per B304r''6 
meetinq commitment 

EDELMAW^M R Cleveland Electric 111 urn mating Co O'l/03/’M 
YOUNODLaOD. B J i-icansing liranch I ip 107/4 US a4X 
Fiche SO-440, 03/09/31. 0306080044 


--8306000040 "Analysis of Inaccessible ■Jc Potentially riciectablu Defocl' 
in Ferry Nuclear Power Plant '* 

MCNAUOHTON, W P , CGAN, 0 R , DYRON, J D Aptech Lng i neor i ■•tfi 
gervltes D3/05/31 11/pp JB774 Ji6 24X Fit he 30' «14(L 

03/03/31, 03O6OGOO4 4 


G306140661 Foruaids response ta R Dimber 1 tr re salt cavity stciraiQe 
area Enel FSAR changes will bo incorp ot a ted into fuiui a 
F8AR amend 

EDLEMAN, M R Cleveland Electric Illuminating Co OU/06/01 
YOUNGBLOOD, D J Licensing Dranch 1 4pp 18034 001 LM X 
Fiche 50-4 40* 03/O/»/Ol. 8306140661 


0306100180 Forwards current description of QA program for donign f, 
const of facilitios Program acreptab 1 e* per 10011190* App 8 
EDELMAW.M R Cleveland Glectiic 1 1 1 um mat Ing Co 00/06/0*,' 

KEPPLFR, J 0 Reyion 3* Office of Direr lor 3p p 10(106 O.'lV 4*4X 

Fiche 50-440.03/06/02*0306100100 


8306300169 Suppl to 010003 final deficiency rept r« Kono-ao) Brand 
7-0013-3 COS polyvinyl alcohol film, water soluble purge dan 
mail mfg by Chris Craft Industries Portions of sys will be 
flushed prior to fuel loading 

EDELMAN, M R Cleveland Electric Illuminating Co 03/06/27 

KEPPLERiJ 0 Region 3* Office of Director 3pp 171^1 360 ^4X 

Fiche 50-440,03/06/27,0306300169 


T Hearing transcripts on non-anti trust matters 


8306010006 Transcript of 030525 hearing in Pain e svl) le, fill Pp 1*227- 
1,436 

» Atonic Bafety and Licensing Qoerd Panel B3/03/29 Slipp 
10673 053 24 X Fiche 50-440* 63/03/2Si 8306010006 


8306240106 Forwards addl info on safety relief valve piplny L qiieruher 
device it safety-related piping supportspin response to 
Questions 210 9,210 10 6 210 li in NNC D21214 it Q30401 
ttrs Lateral iniitability will not occut 

EDELMAil.H R Cleveland Electric lllunmaiing Co 03/06/21 
VOUNODLUOD, 0. J Licensing Dranch 1 9pp 18901 02J 24X 

Fiche 90-440. 03/06/31. S306S401G6 


0306240390 Requests submittal of proof review Tech Upofs arioMp/intSA 
by detailed discussion of methodology used in establishing 
setpoint values for reactor protection sys 6 E9F 
Instrumentation 6 months prior to Unit I licensinp, 
yOUNOBLODD, 0 J Licensing Branch I 83/06/31 EDLCHAN*riH 
Cleveland CUctric rilumlnatinp Co 3np 18707 300 24X 

Fiche. 30-440, G3/06/21* 0306240390 


0306010010 Transcript of 030326 hearing in Palnesvi 1 le, DH Pp 1,437- 
1,706 Supporting documentation end 

e Atomic Safety and Licensing Board Panel 83/03/26 314pp 

1067L224 BAX Fiche 50-440*03/05/26*0306010010 


0306010004 Transcript of 03052/ hearing in Fainetvl Uc* OH Pp 1,707- 
1,077 Supporting documentation end. 

» Atomic Safety and Licensing Doard Panel 83/05/27 17App 
18665 200 BAX Fiche 50-440,03/03/27,0306010004 


0306070149 Transcript of 030931 hearing in Palnesvi 1 1 e, OH Pp 
1*979-1,900 Supporting documentat i on end 

* Atomic Safety and Licensing Board Pane) 03/05/31 I27pp 
10737,001 2AX Fiche 50-440, GO/OS/Gl. 0306070149 


03O62GO161 Rosponds to Generic 1 tr BG-IB, "NRC Review dP GHN Hwnm 
Group Control Room Survey Proqram " R 1 rttit-spec i f 1 c inPt» to 
be addressed listed 

EDELMAN, Ml? Cleveland Electric Illuminating Ce Q'l/06/;>l 
YOUNODLOOD. D J Licensing Branch 1 2pp 19013 i 00 24X 

Fiche 50-440, 03/06/21.8306200161 


E NRC Hafety evaluation Report (OFRI, cuppls L c urrosp niidenrr 


B306020694 Submits rept re turbine missile issue Rept completes 
action requested in ACRS 0,^0713 J tr Resiilts documented 111 
Suppl 3 to SER (NURE0-0BB7> 

NOVAK, T M Assistant Director for Llcenelng B3/OD/23 RAY.' «< 
ACR8 - Advisory Committee on Reactor GaPaguards JOpp 10/lA Pif 
BAX Fiche 90-440,03/05/23,8306020694 


DOCKET 50-441 PERRY NUCLEAR POWFR PLANT, UNIT 2 
A Appl i catl on/c onstruc tion stage documents 6 correspondence 


0306060301 Appeals denial of FQIA request for documents re rlst tu 
facilities from low trajectory turbine missiles 
HIATT, 8 L. Ohio Citlieni for Responsible Energy 03/03/03 
D1RCK8,W J Office of the Eiecutiva Director for OperationB 3pp 
10750 329. 24X Fiche* 50-440, 03/03/03, 0306060301 


0306060304 Responds to appeal re partial denial of FOIA request 
doeuisents concerning risks to facllltiee from low trajectory 
turbine missiles Appeal denied Documents withheld 
(ref FDIA Exemption 3) 

DiRCKSiH J Office of the Exrcutiv* Director for GpeTatiu-nB 
S3/04/06, HlATTi B. L Ohio Citizens for Respanslble Enaray 
10750 332. 24X Fiche 50-440,03/04/06.0306060304 


0306010059 Respontfs to B30S06 Itr un procedures generation package 
per 0ER Outstanding Issue 31, Dec 1903 scheduled CDaipIrtion 
date provided in 830415 suppl to Oenuric L tr 02-33 
EDELMAN, M R Cleveland Electric Illuminating Co 83/09/2/ 
YQONODLOUD„ D J Licensing Dranch i Ip 18674 073, SAX 
Fiche; 50-440* 83/05/27, 0306010050 


8306000437 Summary of 030526 mertiiig w/util in Dethasda.MD re prmsenl 
contelnmant purge sys des Ign, Uutstand 1 ng Issue tO in SCR 
{ NUREO-OQB? ) 

aTEFANO, J J Liconsing Dranch I B3/06/03 YOUNOBLOOD, C J 
Licensing Branch 1 I2pp 18772 197 24X Fiche 50-440*83/06/0'! 

Q3O6O0O437 
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8^06200095 Cliirtl’ics con/nitmDnt to pet'Foiiri nddl atari & load 
qiTd ] i Fic^ tinn tpatmn on standby ditael goneratorai as 
ot>tlined tn SHM Section 9 3 1 [oial of L’O oddl tc-sta uilLl be 
c ondt^cted 

EOELHANiM R Cleveland Electric 1 1 1 umiitat i np Co 03/06/15 
YOUNOBLOOt), B J UjccnsinQ Branch 1 £*pp 1B903 353 24^ 

FUhn 50-440. 03/06/ 15. 83062000D5 


0306240069 Foruiarda atudij re&ultit of effects of grating on dryuell {< 
c on ta 1 nme nt responsej per bER CJutstand iiiq Issue 9 re pool 
dynamic loads App 3B incorporated In Amend 11 to TSAR 
providing dcBcription of hydrodtjuami c loads 
EDELMAMiM R Cleveland Electiic Illuminating Co 93/06/20 
YQiJ^^CBLGPD. D J Licensing Branch 1 *^ipp 18900 09f9 24X 

Flche 90-4 40. 93/06/20. 83062402A9 


6306S40-064 Notifies that addl info re lift of safety-related items in 
FSAR Table 3 2-1 (QA-Ust) acceptable Outstanding Issue 23 
In Suppl 3 to bEM (NUREO-OO0/> luill be changed to 
confirmatory issue per F6AR. Amend 12 review 
VCU’MODLODD, D J Licensing Btoiich I 03/06/21 EBEUNAN, M R 
Cleveland Electric Illuminating Co 2pp iB7B7 134 24X 

Fiche 50-440.93/06/21.8306240064 


&3062402BB Requests addl info to resolve SER Confirmatory Issue 10 re 
fast aciam hydrodynamic loads on conttol rod drive sys 
Response within / days of 1 tr receipt i equested 
YOUHOBLUOO. D J Licensing Branch I 03/06/2i COELMAN. H R 
Cleveland Electiic Illuminating Co 3pp 19999 167 a4X 
Fiche 50-440. 93/06/21. 8306240289 


0306290137 Submits evaluation findings on outstandlnq & r onf irmatonj 
instrumentation & control sys issues documented in SER Add! 
info requested Response requested within / days 
VOUWOBLOOn. D J Licensing Branch 1 03/06/22 EBELMAN. M R 

Cleveland Electric Illuminatinq Co Hbpp 19046 222 ?4X 

Flche 50-440.03/06/22.8306290137 


F Security, medical, emergenry i< fire piotection plans 


G30601005Q Responds to 830506 Itr on procedures genciation package 
per S-ER Outstanding Issue 21 Bee 1983 scheduled completion 
date provided in H30415 suppl to Genoi it Ltr B2-33 
EDELMAN.M R Cleveland Cloctiic Illuminating Co 93/05/27 
VOUK&BLQDT}. D J Licensing Dronch 1 Ip 10674 073 24X 

Flche 50 -440.03/05/27.0306010050 


<f Adjudicatory correspondence 


0306010433 Motion for summary disposition of Issue 13 No genuine issue 
of matl fact exists & NRC entitled to favoiable decision 
A f f idavi t. Certi f i ca te of bvc piof qualifications encl 

CUTCKINiJ Heorinp Branch 4 03/05/31 Atomic Safety find 

Licenslufl Doard Panel iipp 10674 25/ 24X Flche 50-440. 03/05/31 • 

0306010433 


0306090345 Notice of Ohio Citizens for Responsible Eneigy lOCIRB P06 
petition alleging false util statements in application re 
use of herbicides to control vegetation along transmission 
lines ' 

DEYQ(/N0*R C Uirettor's Office. Office of Inspection and 
EnforcemoTit 03/06/06 Ip J8774 33b 24X Fic he 50-440. 03/06/06. 

030609034 3 


Q3'06H0/06 Foruiai ds NRC answers to two A1.I B questions posed during 
030309 telephone conference re declaration of sua sponte 
issue Operators will ho trained to differentiate between 
instrument failures 8< transierits accidents 

CUTCHiNiJ M Neating Branch 4 03/06/13 BLOCH. P 0 . DRIOHI.G 0 . 

KLINE. vJ R Atomic Safety and Licensing Hoard Panel Spp 
10941 274 24 X Ficho 50-440.83/06/13.0306140706 


0306160596 Answer opposing Ohio Citizens for Responsible Energy 030510 
motion to admit five new contentions on ENM license 
application Contentions un justi f lab ly late. outside ASLB 
jurisdiction or maot Gertificoto of Sve end 

0ILQERO. J E Commonweal th Edison Co 8ILDER0. J 0 Shaw. Pittman. 
Potts ti Trowbridge 03/06/13 Atomic Safety and Licensing Boat d 
Panel a3pp 1B092 206 24X Ficho 40-440.83/06/1310306160596 


0306160611 Provides estimate of heoring dates In-core thermocouples 
steam erosion issue will be disposed of by summary 
dispoaltian standby liquid control sys initiation & 

^ydrogen control issues should be resolved by rulemalinq 
SILBERG.J E Shaw. Pittman. Potts «< Trewbridga aiUJERO, J L 
Cleveland Electric 1 1 lumi nating Co R3/06/14 DLOCH.P D . 

KLIRE, J R I BRIGHT. G 0 Atomic Safety and Licensing Board Panel 
3pp 18066 077 24X Ficfio 50-440,03/06/14.0306160611 


8306220080 Answer oppasltig NRC 830931 motion for summary disposition of 
Issue 13 re adequacy of proposed tubine maint program 
w/turbine misssle probability Etatement of mail fact b 
Certificate of Sve encl Related corr e spend one e 
LODGE, T J O^unf lower Alliance 03/06/J 9 Atomic Safety and 

Licensing Board Panel 5pp 18930 157 24X Ficho 50-4 40,93/06/15. 

9306220090 


B306I70399 Advises of incorrect cite in NRC 030713 answer opposing Ohio 
Citizens Par Responsible Energy motion ta file contentions 
on SNM license application 

CUTCHIN.J M Hearing Branch 4 03/06/16 BLOCH. P D . BRIGHT. 0 0 . 

KLINE, -J R Atomic Safety and Licensing Board Panel Ip 10BBO 017 
24X Ficbe 90-440.83/06/16,0306170379 


0306270014 Responses to fourth set of interrogatories & request for 
production of documents Related correspondence 
HIATT, S L ahlo Citizens for Respcnsible Energy 83/06/21 
Cleveland Electric Illuminating Co. 5pp 1B9Q8 050 24X 

Fiche 50-440.03/06/21,9306270014 


— 0306270017 fiupplomontal response to third set of interrogatories 
Certificate of Bve end 

HIATT, 9 L Ohio Citizens for Responsible Energy B3/06/21. 
Cleveland Clectrze Illuminating Co Opp 19908 055 24X 

Fiche 50-440.83/06/21.0306270014 


8306290536 Response opposing NRC 030531 motion for summary! disposition 
of Issue 13 re turbine missile hazards. Kotion premature 
Valuable evidence would be excluded if motion granted 
Statement of matl facts end Related cDTrespondence 
HIATT, S L ahlo Citizens for Respensihle Energy 03/06/23 
Atomic Safety and Licensing Board Panel 7pp 19052 292 24X 

Ficho 50-440,83/06/23,0306290536 


— 0306290549 Affidavit of B1- Hiatt that Ohio Citizens for Responsible 
Energy cannot currently present facts to justify opposition 
to NRC motion for summary disposition of Issue 13 since info 
still being reviewed Certificate of Sve end 

HIATT, 9 L Ohio Citizens for Responsible Energy 83/06/83 I6pp, 
19052297 24X Fiche 50-440,83/06/23,0306290536 


8306290214 Answer supporting NRC 830531 motion for summary disposition 
of Issue 13 No genuine issue of matl fact exists & no gopd 
cause provided Certificate of Sve end Related 
c orresp ondence 

81LBER0, JE Cleveland Electric Illuminating Co 81LDER0, J E, 

Shaw, Plttmnn. Potts %i Trowbridge 03/06/27 Atomic Safety and 
Licensing Doard Panel 1 2pp. 19056 148 24X Fiche 80-440,83/06/27, 

8306290214 


•9306290220 Affidavit of OP Tlmn & LH Johnson, supporting NRC 030531 
motion for summory disposition of Issue 13 Prof 
qualifications encl 

TIMO, D P . jaHNSDW, L H NRC - No Detailed AfflHotlon Given. 

TIMD, DP General Electric Co 03/06/24 35pp 19056-160 24X 
Flche 50-440,03/06/27,8306290214 


— 8306290240 Affidavit uf EJ Turk, suppor ting NRC 030531 motion for 
summary disposition Util will follow OE recommendations re 
testing of overspeed protection sys Prof qualifications 
enc 1 

TURK. E J NRO - No Detailed Affiliation Given * Cleveland 
Electric Illuminating Co 03/06/24 5p p 19056 175 a4X 
Fiche 50-440,83/06/27.0306270214 


H General correspondence 


03O6O3D20B Notice of change of counsel address Certificate of Qve end 
LODGE, T J Lodge, T J 03/05/31 ip J 0703. 357 24X 

Fiche 50-440. 03/05/ 31 . 0306030200 


0306290144 Ac k receipt of 830516 ltr forwarding council Resolution 
1443-83 re quality af containment vessel welds Summary rept 
of 030504 site Visit end Completed rept of review of util 
commitmonts expected In Jul 1783 

DENTON.MR Office of Nudear Reactor Regulation. Oirector 
03/06/23 EULERT.O A Pei ry. OH 4p p 19046 250, 24X 

Ficho 30-440,83/06/22,0306270144 


Q Inspection roparts. IE Dullebins & c err ospondence 


B3D6270112 Ack receipt of 830415 ltr informing NRC of steps taken to 
correct vlulations noted in IE Inap Repts 50-440/83-06 it 
30-441/03-06 

SPES0ARD, R L, Division af Engineering 83/04/22 EDELMAN. M R 
Cleveland Electric Illuminating Co Ip 10900,097 24X 

Flche 50-440,03/04/22,8306270112 
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— 8306S701I5 Rflsponds to NRC 83031^ 1 fcr re violatLons noteil m IE Itisp 
neptfi 50-440/B3-06 * 50-441/B3-'06 Coirectlvc actions QC in‘p 
rept uritten for each concern identified during IK Comstnc k 
Task Force docujneni revieu 

EDELMANi M R Cleveland blectnc illuminating Co 03/04/15 
SPE8SARD. R, L Division of Enginesrinq Spp Jfl78S 09Q a4X 
Fiche 50-440103/04/33,8306^70112 


0306030149 Foruards lE Insp Repts 50-440/03-00 & 50-441/03-07 on 
83030I-C3 k 11 No nonc-omp 1 i anc e noted 

LITTLE^W 9 Region 3. Office of Director 03/05/16 EDELHANT. M R 
Cleveland Electric rilumlnating Co 2pp 10704 2S3 24X 

FI the 50-440.03/05/16,6306030149 


8305110470 IF Info Notice 83 38, "hefeLtive Hodt Sink ^dhesiv-i fr 
Sei'snica 1 Ig Indocod Chatter in Rilays Nothin f'rinif>d 
Circuit Cord'v “ t>vt list ent 1 

JOROANt L L Division of f rnei {iciicij f'r epdri-dneas l< l-cig i riec r i ng 
Response CPost 83C}103> □J/06/i3 Consolidated Edison Co of 

York. Ini llDpp 18920 ?<?'» 24X Firhe 50-000. DU/06/ 13i OTillj 1 J 0^? 0 


9306090010 IE Info Notice 83-3/. “ 1 1 atis fi'T mer failure Result ii.g rrnm 

Degraded Internal Connection (.iblrt: " D'^c list ent I 
JORDAN, E I Division of f niei qonrg Prepiroilness h FnginoeTing 
Response fi'ofit D30103) 8J/06/11 ( onso 1 1 do t e d Edison Cn of 

York. Int a43pp 10921 001 24X Fitho 50-000, 83/06/ 13, D'lOfiO^QOlD 


—0306030151 IE Insp Repts S0-44Q/03-08 & 50-441/03-07 on 030301 03 & J 1 
No noncamp] lance noted Major areas inspected LK C-omstnek 
personnel qualif i catiansi GA/QC St craft personnel i. Licensee 
actlone on previously identlfioiT items 

BARRETT. P A . NAJDU.K R « PELKE, P R Region 3. Office of Dlrectar 
63/05/12 13pp 18704 2S5 24X Tiche 50-440.03/05/16. 

6306030149 


6305110450 IE Info Notice D3-32> "Ruptured Am-241 Sources Contained in 
Mali Logging Device " Sve list end 

TAYLOR. J M Division of Safeguards h Inspection Proorams (Post 
BGOiOSK 93/05/26 Consolidated Edison Co of Neia York. Inc 
I25pp 10831 043 24X FI Che 50-000.63/05/26, 6305110450 


6303110460 IE Info Notice 63-34. "Event Natifireiion Jnfn Norkshret 
Sve list end. 

JORDAN. E L Division of Emergency Preparedness tr Engineering 
Response (Past 630103) 63/05/26 Consol idated Edison Co of Ncu 

York* rnc llSpp 18732003 24X Fi che 50-000. 63/05/26. 63051 J 04 60 


8305110461 IE Info Notice 03-35. "Fuel Novemont W/Contral Rods 
(fithdraun at DNRs " Sve list end 

JORDAN. E L Division of Emergency Preparedness Engineering 
Response (Past 330103) 63/05/31. Consolidated Edison Co of New 

York, rnc U6pp 10732 206 24X Far he SO-OOO. 63/05/31. 03051 10461 


6306160242 Fnru^ards IE Insp Repts 50-440/03-12 6 50-441/63-11 on 
830416-22 & notice of violation 

LITTLE. MS Region 3. Office of Director 63/06/03. EDELMAN. H H 
Cleveland Electric i 1 luminating Co 2pp 16661 226 24X 

riche. 50-440, 63/06/03. 8306160242 


8306300201 Forwaids Ik Insp Kept!. 50-440/ uJ 17 ^ 40-441/83-16 uti 
630301 -0430 No nonroenp 1 ianr <? noted 

KNOP. R C Region 3, Office of Directoi 03/06/14 LUCLMAN, H R 

Cleveland Llectiic Illuminaiini) Co 19(19 3(»9 LMX 

riche 50-440. 63/06/14. a30630Qc'<) 1 


— 8306300207 IE Insp Repts 50-440/0^-17 !. bO-441/03 16 (in 03(>30i UllfO N? 
none amp I lane e noted Major aieos lusprcteJ saf ety -ru 1 r>ted 
const a-c bi VI t j es. 1 nc lud ing lOCIHSO 55<e) reportable i teia 
fo 1 L auup , houcck Dsp in$ S. prepaiotian fni ASLD hearings 
OlLONElt. H L . K6MKL1N*J L Reftion 'J. Office of Director 
03/06/14 Jpp 19119 J61 24X Ficbe '>0-440. 03/06/ 14. 6 JC>6'JOOW3J 


D30 63001 79 roruaids IE Insp Ruptt *.0-44<J/UJ 16 t ‘jO“441/i 3J 15 uu 
e305i0“l*? No ll■(^nc Ufflp 1 lane P noted 

KNOP, R C Region 3, Office of iJiiedoi 03/06/15 EDELMAM.NN 
Cleveland LI et trie I llucni noting Co 2pf> 19119 263 24X 

Fiche 50-440, 63/06/15.0306300179 


—8306300103 IE tusp Repts 50-440/8 1-16 f. 70-441/83-15 an 830510*19 Rn 
none amp 1 lanc e noted Majoi oiras iiispc(.teiJ licenser actions 
on previous insp f ind inqs. JOCf RbO b5(c> reportahle i toms Sc 
IE bulletins 

PELKC, P fl * KONKLIN, J E Ri q i on 3, Office of Dl ice lor 63/06/ J 5 

4pp 191 19 2A5 24X Fiche 50 -440. 33/06/15. 0306 TOO 179 


9306300JS6 Forwards IE Insp Hoplo 50-440/83-15 L 50 44J/8J-14 an 
030509-13 No nancomp 1 lancp no It'd 

LITTLE. W 0 Rfslon 3. Office of iJiTecloi 83/06/17 LDELNAN, N P 
Cleveland EKctiic Uluminatnig Co 2pp 19122 3«/T 34X 

F 1 c h e 50- 4 40r 03/06/ 1 7. 830630 0 1 26 


—8306160234 IE Insp Repts 50-440/03-12 it 50-441/03-11 on 030410-22 
NoncDflipllance noted failure to perform routine mniitfily insp 
an stored itemti 

HliMTiM D . MERRIHEATHER.N Region S, Office of Director 
CONLDN. T.E Division of Engineering it Radiological Bafetij 
Programs, 03/05/11 6pp 10061 2S9, 24X Fiche 50-440.63/06/03. 

830616024S 


9306130299 Ack receipt of 030531 I tr informing NRC of steps taken to 
correct violations noted in It Insp Repts 50-440/03-09 it 
50-441/03-00 

LITTLE. H 9 Region 3. Office of Director 03/06/Cd EDELMANi N It 
ClevaUTirf Electric 11 1 umltiating Co ip 18823 320 24X 

F i c h e : 50-440> 93/06/09 ,83061 30299 


' 6306130305 Na spends to NRC 93040] Itr re violations noted in IF Jnsp 
Repts 50-440/03-09 & 50-441/63-08. Correc tive actions 
manitorins program consisting of periodic visual eiam of 
iuppresslon pnoi welds performed from pl.-itform 
EDELMAN. H R, Cleveland Electric Illuminating Co 83/0-9/31 

KEPFLER. J 0 Region 3, Office of Director 2pp 10623 321 a4X 

Fiche: 50-440i 83/06/00, 6306130299 


8306230267 Foriuards IE Insp Repts 50-440/83-14 8c 50-441/83-13 on 
030425-29 No tioncojspll ance noted 

LlTTt.e, W 8 Region 3< Office of Director 03/06/06 EDELMAN, H R 
Clevatand Electric Illuminating Co 2pp 19945 006 24X 

F 1 c fl t 50- 440. 6 3/06 / 08. 6306230367, 


0306230271 TE Insp Repts 50-440/63-14 U 50-441/63-13 an a30426-'2U No 
nuncomp 1 i anc e noted Major areas inspected licensee artloii 
on deficiency item, re RCPB piping wui k activities it review 
of quality records 

MARDiK D , KEATINO. D.E . DANlELBDN, D J1 Region 3, Office of 

Director 03/06/07 I4pp 16945 OftD 24X Fiche 50-440,03/06/06, 

6306230267 


630'5li0464 IE Infs Notice 93-36. "Impact of Security Practices qti Safe 
Operation* « Bve list end 

JORDAN. E L Division nf Emergency Preparedness 8( Engineering 
Response (fost 030103). 03/06/09 Consolidated Edison Cu of Hew 

York. Inc, U9pp 10030 260 24X Fiche 50-000,83/06/09.0305110464 


“-03063001*72 IE Incp Repts 50-44(1/03-15 i< 50 *44 i /03 - 1 4 or» B30‘/0V -IT Ru 
nonenmpi iance noted Majoi .aM as inspetted safety -rui a tod 
cable tray i nstallation, el cclrital cables t. terminotians ft 
equipment installation 

MCRR HirATHLN. N . CONLON. T I Region 2. Office of JJl rector 
03/06/02 4f,p 19122 J2l> ;'4X riche bO-440. 03/06/ i 7, 8306300 1?6 


83051 L0475 IL Info Notice 63-40. "Need to Lnvironmenlal 1 y (iu.ililg 
Epoxy Grouts I* 8eolers " Ovc list one 1 

JORDAN. E L Division of Lmeitjettcy Fr eporedness 6 I rigineeriiig 
Response (Post 030103) 0J/06/2P ( oiisol idated Edison Co tif Heu 

York. ItK llDpp 1902J J 79 24X Fuho SO-000. D3/06/22, OJOS 1)04 /D 


030S110477 IL Info Notice BJ-41. "Actuation of fire Buppiesshun C,ijt 
Causing Inoperability of B.ifctij -Rel,i tod Equipment " Rve lir.t 
one 1 

JORDAN. L L Division of Lomgency I't epc redness It Cngineeriijg 
Response (Post 830103) U3/06/2r' Fcnbolldated Edison Cn of -Nrw 

VoTk. Inr l2tJpp 18997 00/ JdX Fiche 50-000, 03/06/22. 0 lObJl 04// 


6305110479 IE Info Notice flS-dS. "Reactfii Mode Switch Mjl functions 
Gve list end 

JORDAN, C t Division of Lmei gency Frrparftdnoss t E ng itieering 
Respanne -(rDst 830103) 03/0A/fJ3 Consolidated Edison Co pf Hfw 

York, Inc U6pp 10996 242 24X Fiche 50-000, 03/06/23, GT05I J0(/7 


□306270203 Ack receipt nf G3(i60V Itr informing NRC of steps taken to 
correct violations noted in 11 Ii,«;p Ilopic 50-440/03-11 & 
50-441/63-10 

LITTLE. H S Region 3, Qffico of Director 03/O6/P3 CDELMAN.Mft 
Clevel£ind Llectric 1 1 luimnating C« Jp 10976 J / J 24X 
Fiche 50-440, 03/06/23,03062702/13 


— 03062/0297 Responds to NRC B30bOV Hr re violations noted' in IF Insp 
Repts 50-440/0J' li S< 5O-44J/B3-I0 Coirective actions 
Johiisnn Controls Procedure OAG-IDU? PNPP, "ReviBW tt Turnavir 
of Records," revised to reflect present document review 
EDELMAH, H Jl Cleveland Llectrlt. Illuminating Co 03/D6/D9 

KtPPLER, J O ftrglon 3. OlFice of Director 2pp 10996 174 24JC 

Fichu 50-440.63/06/23, a3(;62/0203 


6305110493 iE Infu Notice 63-43, "Impropei Eettinqs of Intermediate 
Range ( IR) High Flux Trip Setpoints " 3vc list end 
JORDAN. L t Division of Lmergency Preparedness h Engineering 
Responae (Post 630103) 63/06/24 Consolidated Edison Cp of Heui 

York, rnc 116pp 19046 297 24 X Fic),o f.O -000. 03/06/24. 030511040 J 
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S ReportabJe ocl ui i i rti; p s . I LKi, f i elatrii ctii rpspondrifC e 


B30tl00n9 rjfth inteTim dcficifitcg rtpt re rejGctiGn oP previoii&ltj 
accepted' con iainmeri t vessel rodiogrephs Revieu; of 
radiographs utilizinq film DVLrlr>ij techniques being 
perffDPmed' Next ropt will be r>ubmittod bg B30?ao 
EDELMAN.MfV Clevpldnd Electiic 1 11 umi natinq Co 03/05/31 

KEPPLER.vlG flpgiiin 3, OPPict of Uiiet + or Ip 1B0O2 02V P^X 

Fiche 50 a'J/0i)/3l> BDOitlOOl J V 


9306220015 Interan deficiency ript re sensitivity ft density voriationi 
in Borg TIPI valve radiographs Initially reported on 
030411 Sampling plan to deter/nine valve acceptability 
established r tnol ropt by FJ30/10 Also imported per Part SI 
EDELHAN.M R Cleveland Eloctiic J 11 uminoting Co 03/06/10 

KEPPLER.vl G Reqion OPfltr of On or lor 2pp 19927 SOU P4X 

Fiche 50-440. Q3/06/10. 8306220015 


830-6220050 Final deficiency rept rr potentially inadequate cooling of 
RCIC roum dUT inq LQCA Initially repot ltd on 830513 AE 
reviewing RCIC piunp/turb i nr automatic F>tnrt Review uiill 
be complolcd by 030729 Also repotted per Part 21 
EOELHAN. « R CJuvpl and Electric Illuminating Co 03/06/10 

l^EPPLER.J 0 Region 3. Offict of UitocLoi 2pp 18930 034 24X 

Fiche 50-440. 03/06/10. 03O62?OO'.O 


9306500120 Notifies that rework asi.ociateU u/potentiallg significant 
deficicncii to governor drive couplinq mfg by IransamericA 
Delaval in standby diesel qeitcratm s« srhedul ed to he 
ccmplcted by 031031 for Unit J U3i2Jl fnt Unit 3 
EDELMAN.M R Cleveland Electric Jlluminating Co 83/06/14 
KEPPLER.x^ G Region 3, Office of Uirecler Ip 10903 339 24X 

Flcho 50-440, 03/06/14. 8306200120 


0306230039 Suppls final deficiency rept ro mat! used in ‘Iratieomerice 
Dfllavaiilnc governor drive rnnpling in standby diesel 
generatorr Uue to long storage’ t ime. governors uiJIl be 
returned to manufacturers for ovcrhoulinq St rocallbr 
EDELMAN«M R Cleveland Electiic niumuiailng Co 03/06/14 

^^EPPLER.J G Region 3. Office of Dirrt tor Ip J093O 179 24X 

F s c h a 5 0 - 440 . 03/ 06/ 1 4 . 0306220039 


9306300169 Suppl to 01OGO3 final deficioiicy rept re Mone-Bol In and 
7-0019-3 coil polyvinyl alcohol Pilm.uairr soluble purge dam 
matl mfg by Chi is Craft Indu'itrirs Poi tionb of sys will be 
f Lushed prior to fuel loading 

ED£CHAN,rt R Cleveland Electric J nominating Co 03/06/27 

HePPLERf%l G Region 3i Office of Ditocloi' 3pp J91B1 360 PAX 

Flch& 50-440. 03/06/27. 0306300169 


T Hearing transcripts on non-anti trust matters 


0306010006 Transcript of B305P5 liuai iiig in Pa inesvi lie. OH Pp 1.227- 
1.436 

e Atomic Safety and Licensing Roard Panel 03/05/25 Silpp 
19673 053 a4X Fiche 50-440.83/05/25.0306010006 


0306010010 franscript of 630526 hearing in Palnesvi 1 1 e. OH Pp 1.437 
1.706 Supporting documentation end 

• Atomic Safetii and Licensing Hoard Panel 03/05/26 314pp 

10671 234 a4X Fichu 50-440. 03/05/26. G306010010 


0306010004 Transci ipt of 03052/ hearing in Painesvl 11 e. DH Pp 1.707- 
1.07/ Supporting documentatl on oncl 

« Atomic Safety and Licensing Hoard Panel 03/05/27 i76pp 
J0665 200 24X Firhu 50-440,03/05/27.8306010004 


6306070149 Trcjnscnpt uf 030531 bearing in Painesvi lie, OH Pp 
1 1 S?-?— 1.900 Supporting documentation or.r 1 

■* Atomic Safety and Licensing Hoard Panel 83/05/31 127pp 

18737 001 24 X Flcho 50-440.03/05/31.0^06070149 


DDCKET 50-443 SEARRUDK NUCLEAR STATION. UNIT 1 


A App I £ ca 1 1 on/ennstructi on stage documents 6 correr pandence 


9306020039 Notification of 83060/ significant licensee fneeting u/utll U 
Pg t Iman 'Hi gg 1 n.s in King of Prussia.PA to discuss performance 
of site contractor 

HOLDEN'. C Region 1. Office of Direr ten 03/05/25 Region 1. 
Office of DiTCclor Ip 10702 323 24X Fiche 50 443.03/05/25. 

030602003V 


0306010440 Application to amend t. renew tPPR-135 fc CPPR-136. e» tend ing 
const completion dates to 041031 if 00iu3l, respectively 
Factors delaying const listed 

JOHNSON. W P Yankee Atomic Electric Cii JOHNSON, W P Public 
Service Co of New Hampshiie Q3/05/P6 DENTON. H R OPfire of 
Nuclear Peac tur Regulation. Diiertor 3pp 10674 309 24X 

Fiche 50-443. □J/OS/26, 8306010440 


0306240462 Sumraargi oF 030511 meeting w/util re basis for projecting 
fuel load date of Sept 1984 for Unit J 

WHEELER. L Licensing Oranih J 83/06/10 Licensing Branch 3 

4pp 10998 005 24X Ficho 50-443.03/06/10.0306240462 


0306230452 Forwards revised responso te NLfnEG--0612j "Control of Heavy 
Loads '* Rev addresses NRC comments contained in draft 
technical evaluation rept dtd 031123 6 sup p 1 emanted by NR-C 
021220 III 

DE9IMCENTIS. J Yankee Atomic Electric Co DEVINCENTIB, J Public 
Service Co of Now Hampshire 93/06/20 KNIOHTDN. 0 H i-icensing 
Branch 3 2pp 10941 001 24X Fiche 50-443.03/06/20,0306230452 


— 0306230450 ‘'Response to NRC tuner ic Request for Addl Info Re 
N0RE6-061S. Control of HScivy Loads '' 

* United Englneere & Cons ti ur tors. Inc iaubs of Raytheon Cu ) 
9763 006~8-N-5 B3/05/31 I47pp 1 094 1 004 24 X 

Fiche 50-443. 93/06/20. 8306 2304 52 


E NRC Safety Evaluation Report {8FR>, suppls & currespondance 


9306030177 Foruai ds response to request for addl info re open item ir 
GER. Section 7 3 2 0 cancerinnp effects of high temps on ref 
legs of steam generator i< pTussuriied water level measuring 
instruments after high energy line breaks 

DEVINCENTI8. J Yankee Atomic fclecfcric Co DEVINCENTIB. J Public 
Service Co of Now Hampshire 03/05/31 KNIGHTON. 0 W Licensing 
Branch 3 llpp 10703 313 P4X Fichu 50-443. 83/05/31. 0306030177 


03O6O0OJ25 Forwards SER open item response to Chemical Engineering 
Branch request for addl info re N JREO '0737. I tem II D 3. 
"Post-Accident Sampling Capability '* Info suppls 02120J 
response & OL application Amund 40 

DEVINCENTI8, J Yankoo Atomic Electric Co DEVINCENTIB, J Public 
Service Co of New Hampshiie B3/03/3I KNIGHTON. 0 W Licensing 
Branch 3 2ipp 18772 333 24X Fiche 50-443. 93/05/31. 83a60D0l2& 


B306200S36 Forwards "Containment Ulttmatr Capacity of Beabrook Station 
Units 16 2 fci Internal Piessurc Loadt.. *' in response to 
Request for Addl Info RAt 220 37 6 SCR Section 3 0 1 Rept 
will be referenced in OL application Amend 49 

DEVINCENTI8, J Yankee Atomic Flrctric Co DEVINCENTIB, J Public 
Service Co of New Hampshire 03/06/0/ KNIGHTON. 0 W Licensing 
Crane h 3 2pp 10903 001 24X FCchc 50-4 43.03/06/07.0306200236 


— 0306200242 "Containment Ultimate Capacity of Beabrook Station Units 
1 ?t 2 for Internal PressuTU Loiida " H/eight oversire 
figures Aperture cards are available in PGR 

« United Engineers 6, Constructors. Inc (subs of Raytheon Co 1 
03/02/20 75pp 18903 003 24X Fiche 5(3-443.83/06/07.0306200236 


8306200330 Forwards response tu Meteorological 8f Effluent Treatment 8ys 
Branch draft 5I.N open Items, per 030510 meeting request 
Response will be incorporated in Amend bO to OL application 
!( FSAR 

OEVINCENTIS. J Yankee Atomic Electric Co DEUINCCNTIB. J Public 
Service Co of New Hampshire 03/06/15 KNIGHTON. 0 W Licensing 
Branch 3 3pp 10900 350 24^ Flcho 50-443. 03/06/15. 0306200330 


930620039/ Forwai ds supplemental response to 9ER Section li 5 2 re need 
for gross rad i oac t i vi ty monitor in sve water sys Response 
will be Incorporated in Amend 50 to 0L application 6 F8AR 
DEVINCENT18. J Yankee Atomic Electric Co DEUINCENTIS. J Public 
Service Co of New Hampshire 83/06/15 KNIGHTON. 0 N Licensing 

Branch 3 4pp 18099 037 Flcho DO-443. 03/06/15. 0306200397. 


O Adjudicatory correspondence 


9306150256 Forwardc Sup pi 1 to BEFl (NUKEO-0096). addressing two 
outstanding issues re emergency preparedness Sc secondary 
water chemistry Corrected page to NllC 820430 joint 
affidavit b MT UcFave 030511 affidavit and U/o 8ER, 

LEB6Y. R P , PATTER8DN.W F Hnaring Broncli 3 83/05/11 HOYT. H . 

LUEDKE.C A. HARDQUR, J Atomic Eafety and Licensing Board Panel. 
2pp 10049 191 24X Fiche 50-443.03/05/11.8306150256 


— 8306150259 Af f { davi t of WT L&Fave, deta 1 1 mg corrections to NRC joint 
affidavit of C LiangtllT LeFave i< ES Kir s 1 Is* Paragraphs 9 t, 

10 re environ qualification of nonsa fety-rolaterf valves 
Valves not needed for safe shutdown under L0CA conditions 
LEFAVL. U T Auxiliary Systems Branch 93/05/11 2pp J 0049' 193, 
a4X Ficho 50-443. 03/03/i J . 0306190256 


— 0306190262 Corrected ParaqraphB 9 fa 10 to joint affidavit of C Liang. 
WT LeFave fa S8 Kirslis re environ qualification of 
nonsafvty-rn 1 a ted valves* fi ted on 630420 

LIANO.O , LEFAVE. W T . K]R3LJ5,S S NRC - No Detailed Affiliation 
Given 03/05/1 i Ip 10849 195 POX Fiche 50-443. 03/05/ 11 . 
0306150206 



316 


DOCKETED ITEMS 


83061 5023B R«5-ponae< oppnsiTig bupland Coalltiari oti Nuclear Pollution 

63051S motion to FiJe oot-of-timp aneurr to NRC afPid.Tvit i r- 
enviroTv qua 1 1 #1 cati on of electric volvt* opCTa-turs 
Unavailability of cortaultani i»oe-i not ivstafy lato re&panst 
PATTERSON. U P . LESSy, R P !H oring Branch 3 03/Oti/24 Atomic 

Safety and Licensing Board Patiol 5pp 10B47 263 3>IX 
Ft Che 50-4 43. Q3/05/24( 83061 50I»3Q 


— 8306150431 Affidavit af C Liang rc anvil on Qualification of electric 
valve operatoMi CS-HCV-ia9. CB-MC^-190 Zi RC-VBI v/alves not 
required to be environmentally qualified since letdoun «ijt 
not In use during post-accident opeiations 

LIANO, C, Reactor Syetoms Branch aJ/05724 5p p 10847 273 PAX 
Fiche SO-4434 03/0 5/24. 83061 &023B 


— 8306150437 Affidavit of WT Lcfave re electric valve operatorr. 
BA-SV-4A/4D Operators nat important to safety do not nerd 
to be environmentally quo] if led No failure mode of valves 
exists duo to harsh environ that could affect safe shutdaun 
LEFAVE^U T Division of Systems Integration (post SllOCV) 
03/09/24 3pp 18847 278 B4X Fiche 90-443.03/09/24*8306150238 


6306010342 □bjection to A5LB B309II momoiandijm & order re Contentions 
MH-9 It NH-i3 8c to rationale for granting of Bummax y 
disposition oa contentions ardor should be reconsidered 8< 
contentions readmitted Certificate of Qvc end 

QI8BEE. 0 D Neuj Hampshire* State of 63/05/26 Atomic Safety ond 
Licensing Board Panel 7pp 16690 004 a4X Fiche 50-443.03/05/26, 
8306010342 


0306010382 Petition for directed certx f Icat i on of A6l B summarij 
disposition dismissing Contention 11 H 4 on OA for 
replacement parts ASLB ruling flagrantly illcgdl & sets 
dangerous pTecedent 

CURRAN, O . UQRDAN. M 8 Neu England Coalition on Nuclear Polluilon 
CURRANi 0 Harmon Z* Nelss 03/05/26 Atomic Safety and Licensing 
Appeal Panel lOpp 18602 160 24X Fiche 50-443.03/09/26. 

8306010302 


6306010384 Motion for 3-day extension to 030523 for filing objection to 
ASLQ 630511 memerandu/n 6 order Delay iue to unexpected 
Involvement in federal court litigation 

BISBEB, 0 D Ncu Hampshire. Qiatc Of 03/05/26 Atomic Sofety oiiiT 
Licensing Board Fanel ip 18682 170 24X Flchc 50-443.03/05/26, 

B306010394. 


6306010444 Appeal of dismissal uf Class 9 accident Contention 3 oi , in 
a I terna t ive. request for certification pei 10CFfi2 7ia(<) 

Issue central to determining uhethor OL should provide for 
ntiitigating features Certificate of Bve end 

BACKUS, n A Seacoast Ant i-Pol 1 utlon League 03/05/26 Atomic 
Safety and Licensing Appeal Fanel 9pp 18674 354 24X 

Flclve:50-44 3i 03/05/26. 63060 10444 


0306010437 Forwards LL Bishop notice of tuithdrawai as counsel for 
N«u England Coalition on Nuclear Pollution 

CURRAN. D Hunton & WilllBrns 83/05/2/ MOYT.HF Atomic Dafcty 
and Licensing Board Panel Ip 10679 302 24X 

Fiche 50-443.83/09/87.0306010437 


— 0306010443 Notice of uithdrauol as counsel for NeuEngl<ind Coalition 
on Nuclear Pollution Certificate of Pvc end 

BIBHOP.L L Hunton & UiUiams 03/05/26 3pp 10679 303 24X 

Fiche 50-443,03/05/27,8306010437 


8306010446 Forward s. under seporate cover, exhlb It to New England 
Coalition on Nuclear Pollution B3D526 petition for directed 
c erti f 1 cation 

CUflRAN. D Harmon & Weiss D3/05/27 ROSENTHAL, A 0 Atomic Safety 
and Licensing Appeal Panel Ip 10674 326 24X 

Fiche 50-443,133/05/27.8306010446 


8306020169 Requests deferral of responses to applicants motion for 
summary disposition of New England Coalition on Nuclear 
Pollution Contention I D 2 re reactor trip sys until 20 days 
after sve of NUREO-IODO. 9oJ 2 

PERL18. R ^ Hearing Branch 3 83/05/31 «0YT,H , LUFDKE, E A , 

HARBOUR, J Atomic Safety and Licensing Board Panel 2pp 
1 0690; 361 84 X Fiche 50-443,03/05/31.8306020169 


0306020361 Notice of ABLAQ cbnstitiitian AS Flosentha 1, chairman. OJ Ldteo 
HA VJl Iber, member s 

SHOEHAKERj C J, Atomic Safety and Licensing Appeal Panel 83/05/31 
Ip. £8694 330 84X FI che: 50 '440, 83/09/31 , 0306020361 


8306030355 Faruards Neui England CoaiitiDn on Nuclear Pellutiun 030601 
objection to applicant twenty-first mation for summary 
disposition of Contentions 111 2 JIl I3> Renotar i led 
affidavit of PD Herr available upon request 

GURRAN.D Hunton L Williams, CURRAN. D New EngUnd Caalitian on 
Nuclear Pollution 83/06/01 H0VT,H,r. Atomic Safety and Licensing 
Board Panel Ip 18705 2J 9 24X Fiche 50-443.83/06/01.9306030355 


— 8306030359 Objection to appliiant tiueni y-f irst motiDii for rurmartj 
dispocition of Contention!, Ill 2 ft III 13 Affidavit uf 
JA NocOonald Insufficient nr matter r.f low to support groril 
of suminary disposition Gtotemciit of m«tl facts ci,cl 
CURRAN, D Neu (nglsnd Coalition on Nuclear PDlIutton f D 

Hunton 6 Uilliams 83/06/01 Atomic Hafetij and Liconsing heaej 

Panel 2pp 18709 316 24 X Fiche 90-443. 03/06/01 ■ 3^060 iOliSS 


— 0306030363 Affidavit of PD Hei x oxi ({intentions III 12 6 13 i (. 
documentation in support of applicant QJ0214 twenty -fix 
motion for summary disposition Certificate of 8vc one 1 
HERR. F D New England Cualition on Nuclear Pollution fKrCf.P b 
Massachusetts Institute of (echnoloxtu 83/05/27 259pp 

18705 21Q 24X Fiche 50-443.83/06/01.0306030359 


6306070411 Advises that Commonuira 1 th of MA Civil DefetiBo Aqenry unfitl r 
to meet 830601 target date for submission of stotp or ru 
plan to FEMA New target date is 03081'’ 

BHOTWELL. J A Massachusetts. Commonwpol th of. 83/06/01 IILTI.H , 
PARIS. O H ■ LLlbDKE. E A Atomic Safptii und Liconsinq Roord 1 
Spp 18/42 271 24X Fiche '10-443.03/06/01.0306070411 


8306080053 Respenoe supporting util motiuri for summary dispositicn of 
Neu England Coalition on Nucleax Pollutior. Contentiuno 
IIJ 12 6 HI 13 8. opposing util motion for summary 
disposition of State of NM Contention 21 

PERLI0, R Q . LESSY, R P Hearing Branch 3 63/06/06 Atemii 

Safety ond Licensing Board Panel Qpp 187/3 176 24X 

Fiche 50-443. 03/06/06. 03O6OQOO53 


— 8306060057 Affidavit of JFc Soai s Util has not provided Info hbcmioii 
to comply w/onsite protective moosure roquir emexiit 
Evacuation time cstlmateo occutote Ir useful Cextifitoto of 
Sve end 

SEARS. J f? EP licensing Dr.inch 03/06/03 7pp 18/73 IIM ?ZX 
Fiche 90-443. 83/06/06. 03060tl00li3 


8306080088 Response opposing Seacoast Anti-PoHut ion League (j lOblA 
motion to amend intervention petition by adding nct.i 
contention re instrumentation for detection of inadequate 
core cooling Motion untimely CertiPicatu of 8vc enr I 
PATTERSON, W F . LESSY, R P Hedring Branch 3 03/06/06 AUaii 

Safety and Licensing Board Panel 8pp 18773 255 P4X 
Fiche 50-443.03/06/06.9306000088 


8306080166 Order advising that supplemontal answers to util mnlicn lor 
summory disposition of New England Coalition on Nurlear 
Pollution Contention I D 2 due 20 dogs after sve of Vol t3 iif 
NRC rept on implications of A7WS incidiMxt at Balem 
HOVT, H, F Atomic Safety and Licensing Donrd Panel 0’J/06/06 S’";! 

18772 155 24X Fiche 50-443,03/06/06.8306000166 


0306000176 Order denying Mew England Coalition on Nutlenr Pollution. 
030512 motion to fil** oot-of-time oriswri to NRC affidavil rr 
environ qualification of electric valve operators Issue 
decided twice U will not be considored again 

HOyT, H r Atomic Safety and I icensing Board Panel 83/Q6/0ft K, 

England Coalition on Nuclear Pollution 2pp I0V72 1*76 24X 

Fiche 50-443.83/06/06.83060001/6 


8306060106 Hemorandgm advising that State of NH 830526 obioctlani la 
A6LB 03051) order not filed late Objections will tie 
c one idered 

HOYT. H r Atomic Safety and I icenslng Boord Panel 8 1/06/(36 .''ii) 

18773 250 24X Fiche 50-443.83/06/06.8306000106 


8306150307 Rasponse opposing Neoi England Coalition on Nuclear Pollvti, 
petition, to ASLAD for directed c er ti f catiun of ASL B 830511 
memorandum Zt order dismisBing Contention ll B 4 Petition 
ehould be dismissed Cortlficaiv of Sve eqr 1 
DIONAN. T 0 . OAD.R K Public Service Vo of New Hompohlrr 
DlONANi T 0 Ropes t< Gray 83/06/08 Atomic Safety and 1 ictrili'j 
Appeal Panel 9pp 18047 239 24X Flchc 50-443.83/06/08, 

0306190307 


8306150380 Response opposing Seacoaot Anti -Pol lutlon League appetl gP 
dismissal of Class ? accident contention or. atternatlvel y, 
requast for certification Appeal should be dismissed fc j 

directed certification denied Ceitlficate af 0vc end 
DIONAN. T 0 # OAD, R K Public Service Co of New Hampshire 
DIONAN. T 0 Ropos & Gray 83/06/00 Atomic Safely and I i<tr,iLt| , 
Appeal Panel 0pp 18847 196 24X Fiche’ 90-443, 03/06/00. 

0306190308 


0306150357 Ack receipt of 03O6OU Ur Zi ends HA Wilber, not Ontchy. 
assigned to ASLAB 

TOMPKING, B A Atomic Bafoty ond Licensing Appeal Panel 63/06/13 
OAD.n^K Ropes L Gray Ip 18047 267 24X Fiche 90-443, BO/Of-/ 1 ^ . 

0306150357 
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oppti^inq Neui Liiqlnnd Codliijon on MiiilE’iir PollutKin 
8a Seacoflst ^nti -Pul 1 ut i on I Dntitie peiiliOMB For dirDcii£>d 
certification tif ASLU BJObl 1 older Petitions do not njcrt 
requirements For dl sere b l onai y rcvieui Wc(‘nrt i f late of Iivr 
LESSV-ll P . PAT TEUTON, W F * t'tNLIG.H Mearinp Uionth 3 03/06/ 1 !> 

Aiucnic GaPety and Licensing Appeal Panel SOpp IDVU3 ?dX 

Ficho Gn/06/iJ>* ogoaL'Ooi? j 


0306270256 biprossoo concern re draft cmirgency respon&e plan DroFt 
dees not accurntcly reflect oi address emeigency re'ip-fiiise 
plan for West F^euibury Related c tirTespnndenc e 

CHUTE, M 'lest Neuhurg, riA lVl/OA/15 LOMASNEY. M CDstcllo, 
Lomasney & doMapnli. Inc tipp 1QV70 24X 

Fiche SO"^^3, QJ/06/ I*), B3062?<)PV» 


BI3062S007/ F^equests QJ FHumphiOy be odOed to sve list 

LEWIS. D ft Atumic Safety and Litensinq Unard Panel 03/06/16 
Q-fflce of the Executive Legal Dirocfcoi Ip 1B710 J61 PdFX 
Fiche 50-Ad3, 03/06/ 16, 0306^2007/ 


0306220005 Deletes H Cashman t( adds H Pearson to sve list as 1 oujti cif 
Affiesbur I/. NH repi esenia 1 1 ve 

LEWIS,!) ft Atomic Safety and Liconsinq Utiiirif Panel 03/06/16 
Office of the Executive Lego) Dii ectoi Ip 1072/ IDl 
F I c h c 5 0-4 A 3, G3 /06/ 1 6. 03O62..»OO« 5 


0306250543 Response opposing State of NH D3051 I filing Request for 
reconsideration of ASL3 B3051 1 memorandum & order should be 
denied Issue in Contention NH-'7 not ripe For Httgatlon 
Certificate oP Sve encl 

DlOhfAN, T C , GAD, R K Public Set v i c e Co of Rey Hampshire 
DIRNANi T 0 flopes tf Gray 03/06/24 Atomic Safety and Licensing 

Board Panel 16pp 17017 32/ 24X Fiche SO'443, 03/06/24, 

6306200543 


0306290532 Errata to Seacaast Ant i -Pol lut i on League contentions on 
State aF NH radiological emergency response plan Certificate 
of Sve encl 

BACKUB, K A Geacoast Ant i -Po 1 1 ution Leogue BACKUS, R A Backus, 
Bhea * Meyer 6J/06/24 Atomic Safety and Licensing Board Panel 

5pp 19052 324 24X Flthe 50-443,03/06/24,0306270532 


0306290536 Coiibetit tons an State of HH rad i oiog i cal emergency response 
planjV/al 1 rertiPicafce of Gve rnc 1 

CURRAN. D I JORDAN, W S New England Coalition on Nuclear Pollution 
CURRAN, D Harmon I, Weiss 03/06/27 Atomic Safety and Licensing 

Board Panel 24pp t9052 317 LMX Fiche 50-443,03/06/27, 
0306270556 


0 Inspection reports, lE Dulletins S« corr aapondenie 


D306220100 Requests RG Mil lor bi> deleted 8, l)l< Lewis added to f,v( list 
COPELAND, J E Atomic Safety and Lircn»,ing Doord Panel 03/06/16 
Office of the Executive Legal Directoi Ip 107,*/ 1/0 P4X 
Fiche 50-443,03/06/16, 0306,720100 


0306220077 Memorondum 6 order denying Goocoust Anti -Pol lution Lotiquu 
030516 motion to amend petition to intrrvcne No good isuse 
shown fai late filing Admission of Loniention Suppl / would 
not assist in developing sound record 

K0VT,H r Atomic Safety and \ icenslnq Board Pane) 03/06/^0 
Seacoast An tl -f^ollution Leaqur 4pp 10727 103 ,MX 
Fiche 50-44 3,03/06/20,03062200/9 


8306220077 Nemorondum Order Al A0-/31 dismissing Beucoiisl Anti - 
PolluiiuTi League (SARD appeal of & denying request far 
certification of portion of AGLR 030511 order grouting 
summary di spool Linn of SAF’L Supplemental Contention 3 
rOMPKJNG, B A Atomic Safety and Liccn(.inq Appeal Panel 03/06/20 
SeacDOsb Anti-Pollution League 3pp 10727 016 24X 

Fiche 5 0-44 3, 03 /06/ 20, Q306220077 


D306220079 Memorandurti 6 order schodiilinq 030/13 oral argument in 
Bethesda.MD re Neui England Coalition on Nuclear Pollulioti 
petition for direrted certification of A9I B 030511 order 
granting Dummai y disposition on Contention I| D 4 

TOMPKIN0, H A Atomic Safety and Licensing Appeal Panel 0‘</O6/SO 
7pp 10'/D6 174 24X Fiche 50-443,03/06/20,0306220077 


B306270249 Mpmorandum providing schedule of locations 8c AEl U 
anticipated hearing & limited appearance session dates 
HOYTfH F Atomic Safety and Licensing Board Panel 03/06/22 Spp 
10770 217 24X F'jche 50-443,0*1/06/22-0306270247 


B306270306 Response opposing State nf NH 030526 objections to ADI D 
Q30S1I meiTiorandum & order ruling on mniions for summary 
disposition No mods to ASLB conclusions warranted 
Certificate of Svl end 

LESBY.R P . PATIERSON, W F llraring Branch D 03/06/22 Atomic 
Safety ,md Licensing Board Panel llpp 18775 200 24X 

Fiche 50-443,03/06/22,03062/0306 


O3062B0512 Informs that addl work needed in listed areas of draft 
emergency plan Traffic fi access control point section of 
plan must t>e completed so entile draft can be analyied 
Related correspondence 

RIEL.O L Nuwbuiy, MA 03/06/22 LOHAQNCY, M Costello, Lom.isney $* 
deNapoli. Inc 2pp 17018 191 a4X F i che* 50-443, 03/06/22, 
8306200012 


0306270521 Contentions on State of NH radiological emergency respunse 
plan CertlficatB of 8vc encl 

BACKUS, n A Scat oast Anti-Pollution l.eague BACKUS, R A Uatkus, 
Shea Si Meyer B3/06/22 Atomic Safety and Licensing Board Panel 

Opp 1905? 195 24X Ficho 50-443,03/06/22,030629052] 


8306200553 Contentions re emergency planninq for State of NH 
Certificate of Svt encl 

DELLOTTI.F' X Texas. State of 03/06/23 Atomic Safety ami 
Licensing Board Panel 36pp 17018 066 84X Fiche 50-443, 03/04/23, 

8306200553 


0306080259 Addl reaponse to FDIA request for nina teparati categories 
of documents re facilities Forwards documents lifted in App 
A App D documents completely tt partially withheld iref FOIA 
Exemptions 6 & 71 

FELTON. JM Division of Rules and Records Q3/04/06 KINDER, E.T* 
New Hampshire, State of 4pp 10790 ^15 24X Fiche 50-443, 

03/04/06, 03060D0259 


— 0306080263 Forwards results of lltensop Investigation of PuJ Imon- 
Hlggins OC inspector alkagations re perceived harassment of 
QE inapectors Prom within organ i tat i on 4 docuimentot ion of 
organiiatten changes 

CEHNE.A C Region 1. OFfico of Directoi 02/0//lh Region I, 
Office of Director 7pp 10790 GJ9 24X Fiche 50-443,03/04/06, 
0306000259 


— 8306090264 Discusses QC inspertor concrrns within Pul Iman-Hlg gins 
organiiatlon (facility piping contractor) re perceived 
harassment of QC Inspectors by R-H const personnel Closure 
of case racommended 

CERNE«A C Repion t. Office of Director 82/10/13 Region 1, 
Office of Director 2pp 1G790 326 24X fiche 50-443,03/04/06, 

0306080259 


— B306060S66 OlscusEei Pul Lmon -Hlg g i ns (F'-H) OC inspector concerns re 
allogationa of harassment of QC inspectors by P-H const 
personnel Porsonally identifiable iuFo doLoted 

CEFtNEiAC Region 1, Office of Directnr 02/06/09 Region J, 
Office of Director 2pp IP790 320 24X Ficho 50-443,03/04/06, 

83060R0257 


— 8306000269 Discusses nonspecific allegatiane re Pul Imon-Hi gpi ns 
OA/QC Inspectors at facilities Persanally idsntiflable info 
del eted 

MATAKAfl.n A Region i, GfPiee of Director 02/07/27 OALLOrR M 
Division of Project t Resident Programs 2pp 18790 336 P4X 
Fiche 50-443, 03/04/06, 8306000259 


8306010442 Acl receipt of B3050P 1 tr informing NRG of steps token to 
correct violations noted in IE Insp Ropts 50-443/03-02 t« 
50-444/03-02 

STAROSTCLKI.R Division of F'reject 6 Resident Proqrams 03/05/25 
HARRtBON. R J Public Service Co of New Hampshire Ip 10674 302 
24X Fiche 50-443, 03/05/25, B306010442 


— 03O6O1D449 Responds to NRC 830404 Itr re violations noted In IE Insp 
Repts 50-443/83-02 & 50-444/83 09 Corrective actions craft 
pereonnel r eindac tri nated, OC personnel will monitor safety- 
related supports 4< site contractor OA audited 

DEVINCCNTIS, J Yankee Atomic Electric Go 0EVINCFNTI9, J Public 
Service Co of New Hemp eh ire D3/05/02 fiTARDSTECKI, R Division 
of Project (c Reeldent Programs 6pp 18674 303 24X 

Fiche 50-443, 03/05/25, 8306010442 


8305110458 IE InPo Notice 63-32# "Ruptured Am-a4l Oources Contained In 
Hell Logging Device “ Sve list end 

TAYLOR, J M Division aP Safeguards It Inspection Programs (Post 
030103) 03/05/36 Consolidated Edison Co of New York, Xnc 
12Spp 10031 043 24X Fiche 50-000,03/05/26.8305110458 


8305110460 IE Info Notice 03-34. '‘Event Notification Info Norkaheet " 
Bve list end 

JORDAN, E L Division of emergency Preparedness !< Engineering 
Response (Post 830103) 03/05/26 Consol Idated Edison Co of New 

York, Inc U5pp 18732 0B5 24 X Fiche 50-000,03/05/26,0305110460 
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63051 10^61 IE jnFo Notice- 03-35(^ 'Tue J Movement W/Cpntrol Hod*, 
Withdrawn at UWRs "■ Svt list ent J 

JORDAN, E L Division of Emergency Hreparedness ^rlg inoeraiii} 
Response (Post 03O1O3> G3/05/31 Consol; Ida ted Edisoti Co of New 

Vork, Inc liApp 18732 200 24X Fifho 50-000, OJ/0-5/31 , 83051 10461 


B306230379 Forujards IE Insp Repts S0-443/a3'06 U SO-444/03-06 on 
930411-0528 No none nmpl i anco noted 

8TAR0STECK 1 > R DiVJSi^on of Project & Resident Programs 03706/08 
PAR R I BON, R J Putlic Service Ca af New Hampshire JJpp 18943 076 
24X FI the 50-443, 03/06709, 8306230399 


““9306230409 IE Insp Repts 50-443/03-06 «r 30-444/03-06 on 03041 1 ‘0523 Wo 
noncomp 1 lanC a noted Major aicas inspectod licensee action on 
pravlouely identiflrd Insp items 6 wnrk activities, 
procedures & records re piping t, raceway Installatinn 
CERNEiA C * GRAHM,R A Region I, Office uf Olrertor QAtL0,Hfi 
OivlsioT* of Project & Resident Programs 03/06/07 12np 
10943,070 24X Fit he 50-443,08/06/00,0306230399 


6305110464 IE Inf a Notice B3-36, "Impact of Sacuri ty Practices on Safe 
Operations *' Sve list encl 

JORDAN, E L Division of Emergency Preparedness Ir Ingineering 
Response (Past 83(}103> 83/06/09 Lansolidated Edison Co of New 

Vorli, Inc ll9pp 19030 280 24X Ficha 30-000, 03/06/09, 03DDI 10464 


03O5UO47O IE Info Notice 03-30, "Defective Neat Sink Adhesive *, 
Sfismicallg Induced Chatter in Relays Nithin Printed 
Circuit Cards *'* Sve list encl 

JORDAN, E L Division of Eimergenry Preparedness & Engineering 
Rfsponie (Post 030103) 03/06/13 Consol i-da tod Edison Co of New 

yprV, Int liapp, 10920 235 24 X F i i- he SO-OOO, 03/06/ 13, 0895 J J 0470 


63-06090010 IE Info N-otice 03-37, "Trans farmer Failure Rpsultiny Prom 
Degraded Internal Connection Cables " l>vc list encl 
JORDAN, E L Division of Emergency Preparedness 8 * Lngineering 
Response (Post 830103) 83/06/13 Cansplidated Edison Ct? of New 

York, Inc 243PP 18921 OOl 24K Flche 50-000,83/06/13,0306090010 


6305110473 IE Info Notice 83-40, "Need to Environmentally Qualify 
Epoiy prouts It Sealers " Sve list end 

JORDAN, E L Division of Emergency PrepBredhess & Engineering 
Response (Post 030103) 83/06/22 Consolidated Edison Co of New 

York, Inc ll5pp 19021 179 24X Ficfie 50-000,08/06/32,8305110475 


6303110477 IE InfP Notice 93-4L, ''Ac tua tipn of Tire Suppression Sgs 
Causing Inoperability of 9af ety-Relatcd Equipment ■’ Sve list 
tnc 1 

JORDAN, E L Division of Emergency Preparedness rnglneenng 
Response (Post 830103) 83/06/22 Consolidated Edison Co nf New 

York, Inc 120pp 18997 007 24 X Tic he SO-OOOi 83/06/22, 0305 J 10477 


8305110479 lE Info Notice 83-42i "Reactor Mode Switch Malfunctions " 
6 vc list end 

JORDAN) E L Division of Emergency Preparedness 6 Engineer inp 
Response (Post 830103) 08/06/23 Consol idated Edisori Co of New 

Yorki Inc, il 6 pp 18996 243 24X Fiche 50-000, 83/06/23, 83051 104/9 


Q3051104B3 IE Info N-otice 03-43, "Impraper Settings of Intermrdlnte 
Range (IR) Nigh Flui Trip Setpoints " CvC list encl 
JORDAN, C L Division of Gmcrgencg Preperedness U Fnyineering 
Response (Post 0301031 83/06/24 Cons-o 1 idated Edison Co of New 

Yorki Inc il 6 pp 19046 29/, 24X Fiche 50-000, 83/06/24. 03051 104 68 


a Reportable occurrences, LER-« t< related correspondence 


0306170169 Interim deficlrncy rept re suspected quality of NDt- 
perfornied at facilities Initially reported an 630504 Plan 
eitabllshed to reeaamine iODV, of all readily accessible 
affected work Neat rept by 030831 

OEVINCENTIS, J Yankee Atomic Electric Co DEVlNfENTf^, J Public 
Service Co of New Hampshire 83/06/03 8 TARQSTECKI, R Division of 
Project If Resident Programs 3pp 10078 329 24X 

Flche, 50-448, 83/06/03^ 8306170169 


03O62SD545 Final deficiency regt re potential for curtain Nes 1 1 ngh-ouSB 
gate valves to provide closed indication prior to- valve disc 
fully isoletiny flow Field change notice issued modifying 
generic wlrinp specs 

DEViNCENTia, J, Yankee Atoftilc Electric: Co DEVINCENTIS, J Public 
Bervice Co. of New NatnpsMre 83/06/10, BTAROSTECK 1, R Division of 
Project & Resident Program-s 2 pp. 19019 325 24X 

Flche. 50-443, (13/06/ 10, 03O628OS4 5 


8306210112 Interim Part 21 rept re adequacy of circulating water pump 
house structure Analysis design of needed structural 
aods far eve water pump house being performed & tuiJ 1 be 
completed by 830019 

SARSTEN.O E United Engineers <i Constructors, Inc (subs of 
Raytheon Co ) 03/06/17 Oiroctnr^s Office, Office of Inspection 

and Enforcement 3pp 18914 lOB 24X Fitbo 90-443.03/06/17, 
6306210112 


V Operator Eftimina fci one 


0306140510 Extends invitation to attend lJu0627 meeting in King <■( 
Prussia, I’A to discuss tianhfci of ruactor oporaior liiunsinu 
function from Rcthesda.MD to Region I oft 

aTAROSTeCM 1, R Division of Pioject t< Resident Progi OJ/Oft/OV 

HARRIEON'R J Public Service Co of Now Hu(Ttp<hiTF 2fip JUfilLl 120 
24X Flche 50-443. 03/06/09, n'l('6 1405 1 R 
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A App 1 J catl un/construc ti on stage documents fc c arrespondenc e 


B3D6020039 Notification of 830607 i^ignificant licensee meeting w/utti b 
P u3 Iman-Hipqins in King of PrusRia, F^A to discuss performanci 
■of site roiitmctOT 

KOLDEN, C Region 1. Office of Director 83/05/25 Rogion J, 
Office of Director Ip 18/02 323 24X Fichc 50-443, 03 /OD/ ,'^5, 

B 30602003 9 


8306010440 Application to amend I, i onow CPPR-J35 l< ('PPR-136 j r i. teudiiig 
const completion dates to 0410J1 I, B8J031, respect jvely 
Factors delaying const lifted 

JOHNSON, W F Yankee Atomic Electric (*0 JOHNSON, W P Putilic 
Service Co of New Hampshire B3/05/D6 DENTON, H R UffiM' u( 
Nuclear Neo-ctoT Regulation, Director 3pp 106/4 3D9 J4X 
Flche 50-443, 83/05/26, 03060)0448 


0806240462 Summary of 880511 meeting w/otil re basis for proj^-cliiig 
fuel load date of Sept 1984 for Unit 1 

WHEELER, L Licensing Branch 3 03/06/ 10 Licensing Drain h 8 

4pp 10998 005 24X EichD ‘,0-443.83/06/10,0306240462 


0306230452 Forwards revised response to Nl/RKCf-06J2, "Control n f llL,«vy 
Loads " Rev addresses NRC comments contained in draft 
technical evaluation rept dt<f 821133 & supplemented by NRC 
821230 Ur 

OEVINCENTIS. J Yankee Atomic tlectrir To DEViNfl NTIS, J I'ubjH 
Service Co of Netu Hampshue Q3/(J6/20 KNIOHFON, <* N L Merging 
Branch 3 2pp IG94J 001 24X Ficho 50-443,03/06/20,8306230452 


“-0306230450 "Response to NRC Oeneiic Request for AddI Info Re 
NUREO' 061 2, Contro 1 of Heavu Loads " 

« United Engineers & Constructors, Inc (subs of Raytheun Co ) 
9763 0O6-S-N-5 83/05/31 I47pp 10941 004 ,'>4X 

Fiche 50-443, 03/06/20, 8306230452 


E NRC Safety Evaluation Report (SER), suppls & correspondence 


0306030177 Forwatds response to request for addi info re open item in 
SER. Section 7 3 2 8 concerning effects of high temps on ref 
legs of steam generator it pressumed water level measuring 
instruments after high energy line brinks 

DEVINCENF IS, J Yankee Atomic Electric Co DEVINCCNTIS, J Fublir 
Service Co of Now Damp sh ire 83/05/31 KNTOHTDN, 0 W LiieriHng 
eranch 3 lipp 18703 313 24X Eicht 50-443,03/05/31,03060301// 


8306030125 Forwards SCR open item reoponue to Chemical Cnginer-i i nq 
Branch request for addi info re NURtO -073/, I tem II B 3, 

"Po! t-Acc id ent Sampling Capability " Info suppls 82)201 
response S, OL application Amend 48 

DEVINCENTIS. J Yankee Atomic Electric Co DEVINCENIIS.J F>ub]ic 
Service Co of New Hampshire 83/05/31 KNIGHTON, 0 W Lirensiiig 
Branch 3 21pp 10772 333 24X Fiche 50-443, 83/05/31 . 03O6OQOIpn 


8306200236 Furuards "Containment Ultimate Capacity of ^eabrook rotation 
Units I & 2 for Internal Pressure Loads, " in resporise to 
Request for Addi Info RAI 220 37 6 SER Section 3 8 J Rept 
will be referenced In OL application Amend 49 

DGVINC 6 NTI 8 , J Yankee Atomic Electric Co DEVlNCENflS, J Poblil 
Service Co nf New Hampshire Q'J/06/OV KNIOF-JrON, 0 W Lie en&i 119 - 
Branch 3 2pp 18903 001 24X Pic ho 50-4 43, 83/06/07, 0306200236 


— 8306208242 "Containment Ultimate Capacity of Seabrook Station Units 
1 & 2 for Internal Pressure Loads ” W/ejght oversiie 
figures Aperture cards arr available in PDR 

# United Engineers L Consti uc tors, InC (subs of Raytheon Co J 
03/02/20 75pp 19903 003 24X Fiche 50-443,83/06/07,0306200^36 


630620D330 Forwards response to Meteorological It Effluent Treatment Syi 
Branch draft SER open items, per 030518 meeting request 
Resfonse will be incorporated in Amend 50 to OL application 
it FSAR 

OEVINCENTIS/ J Yankee Atomic Electric Co DEVINCFNT IS, J Public 
Service Co of Now Hampshire 83/06/15 KNIGHTON, G W Licensing 
Branch 3 3pp 10900 350 24X Fithe 50-443, 03/06/1 5, B306200330 
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:8306tZ00397 Forwards supplemental responsE? to SER Section 11 5 2 re rte(?d 
foh gross rad i oar t i vi tg monitor in svc water sg% Response 
will be Incorpnrated in Amcnrf 50 to QL application h FBAR 
□EVIhICENTJS. J Yankee Atomic Flectric Co DEVIWCLMTIB, J Public 
Service Co of New Hampshire a3/0&/15 KNIGHTON. 0 Vl Licensing 
Branch 3 ^pp 1089'? 037 24X Fiche 50-443,83/06/15,8306200377 


0 Adjudicatorg correspondence 


0306150256 Forwards Soppl 1 to C*ER (NUREO-0896>, address ing two 
outstanding issues re emerqeucy preparedness 8t secondory 
water chemistry Corrected paqe to NRC Q20420 joint 
affidavit & WT LcFave 030311 affidavit end M/o BLR 
LESSVrR P , PATTERSON, W F Mooring Dianch 3 03/05/11 MDYT. H , 

LUEEKEi E A , M ARDOUR, i/ Atomic Safetu and Licensing Hoard Panel 

2pp 13849 171 24X Fiche 50-443, 03/05/ 1 li 03061 50256 


— 9306150259 Affidavit of WT LeFavp, detai 1 mg corrections to NRC joint 
affidavit of C Liang, WT LefiTve h 8S Kirfil isr Paragraphs 9 t* 

10 re environ qualification of nonsaf etij-related valves 
Valves not needed for safe shutdouin undor LOCA conditions 
LEFAVE, W T Auxiliary Syotems Branch 03/05/11 2pp 18849 193 
24 X Fiche 50-443.83/05/11,8306150256 


' — 0306150262 Corrected Paragraphs 9 & 10 to joint affidavit of C Liang, 
HT LeFave & S0 Kirslis re environ qualification of 
nensafoty-ro lated valves, filed on 030420 

LIA^OiC , LEFAVE, W T , KIRSLIS, S 9 NRC - No Detailed Affiliation 
Given 93/05/11 Ip 10Q49 195 24X Fiche 50-443,03/05/11, 

B3061 50256 


8306(50230 Response opposing Now England Coalition on Nuclear Pollution 
030512 motion to file out-of-timr answer to NRC affidavit re 
environ qualification of electric valve operators 
Unava i lab i 1 i tv of consultant daos not justify late response 
PATTERSON. M F , LEBSY, R P Mooring Bi onch 3 83/05/24 Atomic 

Safety and Licensing Board Panel 5pp I0Q47 260 24X 

Fiche 30-443, 03/05/24, 0306150230 


—8306150431 Affidavit of C Liang re environ qualification of electric 
valve operators CS-HCV-1B9, CS-HCV-190 8, RC-VOl Valves not 
required to be environmentally qualified since letdown sys 
not In Use during post-accident operations 

LIANOiC Roactor Systems Branch B3/05/24 5pp 10847 27 J 24X 
Fiche 50-44 3, 03/05/24 , 0306 1 50230 


— B306150437 Affidavit of WF Lefave re electric valve operators 
BA-SV ■4A/4B Uporators not important to safety jc do not need 
to be envi ronmontal ly qualified No failure mode of valves 
eiists due to harsh environ that could affect safe shutdown 
LEFAVE, W T Division of Systems Integration (post 811005) 
03/03/24 3pp 10847 270 24X Fiche 50-443,03/05/54,0306150230 


83060(0342 Objection to ASLB 030511 memorandum 6 order re Contentions 
NH-9 t< NM-J3 & to rationale for granting of surnmary 
disposition on contentions Order should be reconsidered t, 
contentions readmitted Certificate of 0vc end 

DI3BEE, 0 D Neb) Hampshire, State of 03/05/26 Atomic Safety ond 
Licensing Board Panel 7pp 18600 004 24X Fiche 50-443,03/05/26, 

0306010342 


&3060E03G2 Petition for directed certification of ASlD summary 
dispoeition dismissing Contention II B 4 on GA for 
replacement parts ASLB ruling flagrantly illegal & sets 
dangerous precedent 

GVRRANi 0 , JORDAN, W 8 Nebi England Conlition on Nuclear Polliition 
GURRANi 0 Harmon & Weiss 03/05/26 Atomic Safety and Licensing 
Appeal Panel lOpp 10602 160 24X Fiche 50-443,83/05/26, 

0306010382 


G306010394 Hation for 3-day extension to D30523 for filing objection to 
A0LD 030511 memorandum i order Delay due to unexpected 
involvement in federal court litigation 

BI8DEE,0 I> New Hampshire, State of. 03/05/26 Atomic Safety and 
Licensing Board Panel Ip 10602 170 24X Fiche 50-443,03/05/86, 

9306010304 


8306010444 Appeal of dismissal of Class 9 accident Contbntlon 3 or, in 
alternative, roqUBHt far certification per 10CFR2. 7I8( 1 ) 

Issue central to determining whether OL should provide for 
mitigating features Certificate of favc end 

BACKUS, FI A Seacoast Antl-Po J lution League 03/03/26 Atninlc 
Safety and Licensing Appeal Panel 9pp 10674 354 24X 

Fich e 50-443, 03/05/26, 0306010444 


6306010437 Foruiards LL Bishop notice of withdrawal as counsel for 
New England Coalition on Nuclear Pollution 

CURRAN, D Hunton & Williams 03/05/27 HOYT, H. F Atomic Safety 
and Llconoing Board Panel Ip 1067? 302 24X 

Fiche 50-443,83/05/27,0306010437 


— 0306018443 Notice of Withdrawal as counsel for New England Coalition 
on Nuclear Pollution Certificate of Bve end 

BIEHQP.L L Hunton U Williams 93/05/26 3pp 1B679 303. 24X 

Fiche 50-443, 03/05/87, B3060 1 0437 


B306010446 Forward s. under separate cover, exhib it to Neui England 
Coalition on Nuclear Pollutinn 830926 petition for directed 
c ert i f Icetion 

CURRAN. D Harmon & Walss 03/05/27 ROSENTHAL, A 9 Atomic Safety 
and Licensing Appeal Panel Ip 10674 326 24 X 

Fiche 50-443,03/05/27,0306010446 


9306020169 Requests deferral nf responses to applicants motion for 
summary disposition of New England Coalition on Nuclear 
Pollution Contention 1 D 2 re reactor trip sys until 20 days 
after 5VC of NUREO-1000, Vol 8 

PERLI8,R 0 Hearing Branch 3 83/05/31. HOYT. H , LUEBKE, E A , 

HARBOUR, J Atomic 0afety and Licensing Board Panel 2pp 
10690 361 24X Fiche 50-443,03/05/31.9306020167 


0306020361 Notice of A8LAB constitution AB Rgsenthal, chairman, GJ Ed 1 bs 
6 HA Wi 1 her, member e 

SHGEMAKERi C J Atomic Safety and Licensing Appeal Panel 03/05/31 
Ip 18694 330 24X Fiche 30-443,03/05/31.0306020361 


0306030355 Forwards New England Coalitian on Nuclear pollution S306Q1 
objection to applicant twenty-first motion for summary 
disposition of Contentions III 2 & III 13 Renotariied 
affidavit of PB Herr available upon request. 

CURRAN, 0 Hunton b Williams CURRAN, D New England Coalition on 

Nuclear Pollution 03/06/01 HOYT, H F Atomic Bafety and Licensing 

Board Panel Ip 10709 219 24X Fiche 50-443,03/06/01,0306030355 


— B306030'359 Objection to applicant twenty-first motion for summary 
disposition of Contentions III 2 k III 13 Affidavit of 
JA hflcDoneld insufficient as matter of Jaw to support grant 
of summary disposition Statement of motl facts end 
CURRAN. D Mew England Coalition on Nuclear Pollution CURRAN, D 
Hunton & Nllliams 03/06/01 Atonic Bafety and Licensing Board 
Panel 2pp 10705 216 24X Ficbe 50-443,03/06/01,0306030355 


—0306030363 Affidavit of PB Herr on Contentions III 12 h 13 re 
documentation in support of applicant 030214 twenty-first 
motion for summary disposition Certificate of 0vc end 
HERR, P D Neu England Coalition on Nuclear Pollution HERR.P B 
Massachusetts Institute of Technology 03/05/27 899pp 

10705 219 24X Fiche 50-4^3,03/06/01,9306030355 


03G6O7O411 Advises that Commonwealth of MA Civil Defense Agency unable 
to meet 030601 target date for submission of state area 
flan to FEMA New target date Is 030015 

SHOTWELLtJA Massachusetts, Commonwealth of,. 03/06/01 HOYT.H, 
PARIS, a. H . LUEBKE, E A Atomic Safety and Licensing Board Panel 
2pp 18742:271 24X Fiche 50-443,83/06/01,0306070411 


0306000053 Response supporting util motion for summary disposition of 
New England Coalition an Nuclear Pollution Contentions 
III. 18 6 III. 13 & opposing util motion for summary 
disposition of State of NH Contention 21 

PERLI8, R 0 . LE8SY, R P Hearing Branch 3 83/06/06 Atomic 

Safety and Licensing Board Panel 0pp 10773 176 24)r 

Fiche- 50-443, 03/06/06, 9306000053 


— 8306000057 Affidavit of JR Sears Util has net provided info necessary 
to comply w/onsite jirotective measure requirements 
Evacuation time estimates accurate it useful . Certl ficate of 
Sve end. 

SEARBrJ R EP Licensing Branch 03/06/03 7pp 19773 104 84X 

Ftche 50-443. 03/06/06, 0306000053 


9306000080 Response opposing Eeacoast Ant l-PolIutiQn League 830516 
motion to amend Int'Srvent 1 on petition by adding new 
contention re instrumentation for detectipn of inadequate 
core cooling Motion untimely Certificate of Qvc end 
PATTERSON, W F , LEBSY, R P HrarlTia Branch 3 83/06/06 Atomic 

Safety and Licensing Board Panol 0pp 18773 255 24X 

Fiche 50-^43. 83/06/06, 0306000008. 


8306000166 Order advising that supplemental answers to util motion for 
summary disposition of New England Coalition on Nuclear 
Pollution Contentltin 1 n 2 due 20 days after sve of Vol 2 of 
NRC rept on Implications of ATHB incident at 8aUm 
MOVTiH. F. Atomic Safety and Licensing Board Panel 03/06/06 2pp 
10773.155 24X Fiche 50-443.03/06/06,0306000166 


0306080176 Order denying Mew England Coalition on Nuclear Pollution 
B30512 motion to file out-of-tlme answer to NRC affidavit re 
environ qualification of electric valve nperators. Issue 
decided twice &< will not be considered again. 

H0YT)H r Atomic Safety and Licensing Board Panel 03/06/06 New 

England Coalition on Nuclear Pollution 2pp 10772 276, 24X 
Fiche, 50-443. 03/06/06. 93O60B0J76 
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8306030106 Mamorandijffl cidvjBing that State of NH G30&I?6 objections to 
A5LD 030011 order not filed late Objections lui 1 1 be 
considered 

HDYT*H F Atomic Safety and Licensing Dofird Panel 03/06/06 2pp 
13773 258 24X Tiche 50-443i B3/06/06, B3O60B01B6 


0306190307 Hesponse opposing Neui England Coalition on Nut lea-r Pbllutsvn 
petition ta ABLAB for directed certifcation of ASL0 030311 
fflemarandum b order dismissing Contention 11 0 4 Petition 
should be dismissed Certificate of Sve end 
DlONANi T G , GAD« n K Public Service €o of Neui Nampshire 
DlGNANf T 0 Ropes 6 Gray 33/06/06 Atomic Safetij and Licensing 
Appeal Panel 9pp 16047 ?39 34X riche 50-443.83/06/08. 

8306150387 


3306150308 Response opposing Seacoast Anti'-Pol 1 ution League appeal of 
dismissal of Class 9 accident contention ar. a 1 ternati ve ly. 
request for certification Appeal should be dismissed Sr 
directed certification denied Certificate of Sve end 
DIONAN. T 0 j OADr R K Public Service Co of Ne(j Kampehire 
DIQNATJjT 0 Ropes << Gray 03/06/08 Atomic Safety and Licensing 
Appeal Panel Bpp 1BS47 196 24X Fichu 50-443*83/06/08. 

0306150308 


8306150357 Ack receipt of B30608 Itr & ends HA Wilber, not Gotchy, 
assigned to ASLAQ 

TOMPKINBfB A Atomic Safety and Licensing Appeal Panel G3/06/13 
OADiR K Rapes h Gray ip JBB47 267 SAX Fiche 50-443*03/06/13. 
0306 1503 57. 


8306200173 Response opposing Ncu England Coalition on Nuclear Pollutidri 
4. Seacoast Anti-Pollution league petitions for dirocted 
certification of ASLB 330911 order Petitions do not meet 
requirements for discretionary review H/Cortif iafce of Svr 
LBS9Y.R P , PATTERSON. W F . PEHLlS. R 0 Hearing Dranch 3 03/06/15 

Atpmic Gafety and Licensing Appeal Panel 28pp 16903 SA^ P4X 
Fiche- 50-443. 83/06/ IS. 0306200173 


0306270306 Response opposing btatc of NM 63(i'j26 objecti-ons to Abl n 
030511 memorandum 8. order i tiling on mniioris for numm«*rij 
disposition No mods to ASLlt canclii&iont< uarrantod 
Certificate of Sve end 

LESSY. R P , PATTERSON. W F Homing Oianch 3 a3/06/i>S ALf.mu 

Safety and Licensing Doard Panel llpp 10995 ^C(] 24K 

Fiche 50-443. 03/06/22. 03O627OJU6 


9306200512 Informs that addl uioi k noeded in listed area-s oi dinPl 
emergency plan Tiaffic & access control point sect] on nf 
plan must be completed so entire draft can bo anulyiLd 
Related correspondence 

RIEL. 6 L Neuibuiy. MA 03/06/22 LOrlASNLY.M rnctiollu. I om.nSiivy b 
deNapoll. Inc 2pp 19018 191 24X Fiche 90-443, (j3/06/;.V. 

0306230512 


8106290531 Contentions on State of NH radiological umprnonty ivipoiite 
plan Certificate of Qvc end 

BACKUS. R A Qeacoast Anti-Pollution League llAL’KUb. H A llaihus. 
Shea $1 Meyer 03/06/22 Atomic Safety and Li conn iiig Jloond Panr I 
Opp 19052 195 24X Fiche 50-443,33/06/22,0306390521 


8306200553 Contentions re emornency planning for BteiLc of NH 
Certificate of Sve end 

DCLLOTTI.r y Toias, State of 03/06/23 Atomic Onfoly aird 
Licensing Boot d Panel 36pp 190IB 066 24X Ficilie 50 44 3. IJ I/C6/..' r 

0306280553 


0306200543 Response opposing State of NH 030511 filing RociUDsl Poi 
reconsideration of ASLD 030511 memorandum J. order sfinuld to 
denied Issue in Contention NH-9 not ripe for litxaotion 
Certificate of 8vc end 

DIGNAM. T, 0 , GAD. R K Public Service Co of Now Jla/npshiip 

DIONAN. T G Ropes f< Gray 03/06/24 Atomic Bafoiy and Licensire 

Board Panel 16pp I90J9 3?/ 24X Fiche 50-443* O3/06/)'4. 

0306200543 


8306270296 Expresses concern re draft emergency response plan Draft 
does not accurately reflect or address emergency response 
plan for West Newbury Related correspondence 

CHUTE.K West Newbury. MA 03/06/15 LDMABNEY. M Costello, 
Lomasney l. deNapoll, Inc 5pp 16990 212 24X 

Fiche: 50-443. 03/06/15. 0306270256 


0306290532 Errata to Seacoast Anti -PoHui i on League c nnictit i nils on 
State of NH radiological emergenry rooponeo plan Crr t i f i c£i ti< 
of Sve end 

BACKUS, R A Oeacoast Anti -Pol 1 ution League BACKUS, R A llaclue* 
Shea $< Meyer 03/06/24 Atomic Safety and Liconsing Uom d f*a«n I 
5pp 19052 324 ?4X Fiche 50-443, 03/06/24, 03O629OS32 


6306220077 Requests OJ Humphrey be added to sve list 
LEWIS. D R Atomic Safety and Licensing Board Panel 83/06/16 
Office of the Eiocutive Legal Director Ip 10930 163 a4X 
Fiche 50-443*83/06/16.0306220077 


6306220089 Deletes R Cashman tt adds M Pearson to sve list as Toun of 
AneihuryiNH representative 

LEWIS, 0 R Atomic Safety and Licensing Board Panel 03/06/16 
Office of the Executive Legal Director Ip 10927 101 34X 

Fiche 50-443.83/06/16,3306220005 


0306220100 Requests RG Miller be deleted & DR Lewis added 
COPELAND, J e. Atomic Safety and Licensing Board Panel 
Office of the Eiecutive Legal Director Ip IB927 170 
Fiche 50-443.03/06/16,0306220100 


to 6VC Hat 
03/06/16 
24 X 


0306290556 Contentions on State of NH radiological amai oonru lesp-Ohse 
plan.Vol 1 Certificate of favt one. 1 

CURRAN, D , JORDAN, w S New England Coalition on Nuc Inar Fnllutinn 
CURRAN, D Harmon 8. Weiss 03/06/27 Atomic Bnfotg and I s ( an« ing 
Board Panel 24pp 19052 217 S4X Ficho 50-443,03/06/11/. 

03O6S9O556 


0 Inspection reports. IE Oulloiino S. coi raspondenc U 


8306000259 Add! response to FOIA request for nine ftoparute CAteyni in 
of documents re facilities Forwards doiumonta listed in App 
A App D documents completely partially withheld (rnf HMA 
Exempt! ons 6 7) 

FELTON. J M Division of Rules and RoeardB 83/04/06 KINDI R. I I 
New Hampshire. State of 4pp 10790 315 24X Tithe 50 44J. 

03/04/06, 0306000259 


Memorandum 8. order denying Beacoast Anti-Pol 1 u t ion Loagui 
330516 motion to amend petition to intervene No good cause 
shown for laia filing Admission of Contention Suppl 7 would 
not assist in developing sound record 

HOYT, H F Atomic Safety and Licensing Board Panel 03/06/20 
Beacoait Anti-Pollution League 4pp 10927 183 24X 

Fiche 50-443.03/06/20,3306220079 


0306000263 Forwards results of licenser investigation of rHillman 
Higgins QC inspector allegations re perceived haia&ument iil 
OC inspectors from within organi lat ion f< documonta tl on iif 
organixatlon changes 

CERNE.A C. Region 1. Office of Director 02/07/16 Region 1. 

10790 319 24X Fich o. 50-44:1. tU/ 04 /(M,. 


I ’■ "'l/S.m ilUmls.inj B.acct Antl- 

Pollution L»aju. (SAPL, .p.ci a, t .enying r.ou.st for 
certification of portion of A8LB 030511 order granting 

Atomic Safety and Licensing Appeal Panel 03/06/20 
Seacoast Anti-Pollution League 3pp 1B927 016 24X 

Fiche 50 - 443 . 03 / 06 / 20.0306220097 24 X 


-B306080264 Discusses QC inspector concerns within Pnllmah Miggtns 
organixatlon (facility piping contractor) re perteived 
harassment of Qc Inspectors by P H const porsoniiul Closure 
of case recommended 

CERNE.A C Region 1. Office of Director 02/10/13 ringlun C, 
‘8'’’0 3?* Fiche- 

D JUa U U l/«: 5 V 


M.«or.ndu« h crd.r .ch.iluling 030713 or.l .rgum.nt in 
"J Nucl..r Pollutlnn 

petition for directed certification of ASLB 830511 order 

tSSJ SI Contention 11 B 4 

7so ^ Licensing Appeal Panel. 03/0-6/20 

7pp 10926,174 24X Fiche 50-443. 03/06/20,0306220099 


—0306000266 Discusses Pul Iman-Higgina (P-H> QC inspottor coiuarn-s re 
allegations of harassment of QC inspectors by P-H const 
personnel Personaliy Idontifiable info deleted 

CERNE.A C Region i. Office of Director 02/06/09 Rvg Ion J, 
0306000259 18790 320 24Xriche SO-443, UJ/04/0*. 


of locations 6 ASLB 

HOYT H F* i S p limited appearance session dates 

10990^217 Vii B°ard Panel 83/06/22 

IBY90.8I7. h 4X Fiche 50-443.03/06/22,0306270249 


0306000269 Discusbps nonspecific allegations 
OA/QC Inspectors at facilities Personallu 
del eted 

MATAKAS,R A Region 1, Office of Director 
Division of Project 6 Resident Pragramd 
Fiche. 50-443. 03/04/06, 0306000259, 


re Pu l Irsan-Hl gglns 
i deni i Pi.ib I e info 

82/09/27 OAI tP, R 
2pp 19770 336 LHX 
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030^0104-43 Ack rrCDjpt of 03O5OP 1 tr informing NRC of steps token to 
Eorrect violations noted m Ib Inap Rapts 50-443/G3-0S * 
50-444/03-02 

STAROBTHCKI * R Division of Project 8< Resident Programs 03/05/P5 

l-fARRISOMp n J Public Service Co of Nrw Hampshii d Ip 1HA74 302 
a4X Pi the 30-443, 03/05/25, Q3OA0 10442 


— 03O6O1O'449 ResporiUs to NRC B304Q4 Hr le violations noted in ID Insp 
Repfcs 50-443/G3-02 8» SO‘-444/03 -02 Corrective actions craft 
personnel re i nd oc tr i na ted i QC personnel will monitor safety- 
relatod supports & site contractor QA audited 

DEVINCENTISi J Yankee Atomic Elertiic Co DEVINCCNT IS* J Public 
Service Co of New Hampshire 03/05/02 STAR091CCK1 p R Division 
of Project if Resldont Programs 6pp 1B674 303 24X 

Fiche 50-443 p 03/05/25# 0306010442 


0305110450 IE Info Notice 03-32# "Ruptured Am-241 Sources Contained in 
Uell Lagging Device *' Svc list end 

TAYLOR j J M Division of Safeguards It Intipcctlon Programs tPo&t 
B30103) 03/05/26 Consolidated Edison Co of New Vorki Inc 
L25pp SCaai 043 24X Fiche 50-000# 03/03/26# 03031 1045B 


0305110460 ID Info Notice 63-34# "Event Notification Info Uorksheefc " 
Svc list end 

JORDAN# & L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 03/05/26 Consolidated Edison Co of Ncu 

York. Inc UDpp 10732 005 24X Fiche 50-000# 03/05/26# 03051 10460 


B3051i046i IE Info Notice 83-35# "f-uoJ Movement W/Control Rods 
Nlthdraun at UWRs " Svc list one) 

JORDAN# E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 03/05/31 ConBOlidated Edison Co pf Neiu 

York. Int il6pp 18732 200 24X Fit ho 50-000. 03/05/31# 03051 10461 


0306230399 Forwards IE Insp Repts 50-443/83-06 6 50-444/G3-06 on 
630411-0523 No none omp 1 i anc e noted 

STAROSTECKl# R Division of PiQject l< Resident Programs 03/06/00 
MARRIOONiR J Public Service Co of New Hampshire 2pp 10743*076 
24X Fiche 50-443# 83/06/00. 0306230397 


— 6306230405 IE Insp Repts 50-443/03-06 It 50-444/03-06 on 830411-0523 No 
noncomp ) lance noted Major areas Inspected licensee action on 
previously identified insp Items I# work activities# 
procedures It rocords re piping It raceway Installation 
CERNE.A C r GRAMM. R A Region 1# Office of Director, GALLO* R M 
Division of Project t< Resident Programs 03/06/07 I2pp 
16943 078 24X Fiche 50-443# 03/06/00# 03O6B3O397 


0305110464 IE Info Notice 83-36# "Impact of Oecurity Practices on Safe 
Operations " Svc list end 

JORDAN# E L Division of Emergency Preparedness & Engineering 
Response {Post 630103) 03/06/09 Consolidated Edison Co of New 

York* Inc. U9pp 10030 880 84X Fiche 50-000# 03/06/09# G30S1 10464 


S3051 10470 IE Info Notice 83-30# "Defective Heat Sink Adhesive 8r 
SeismicaJly Induced Chatter in Relays Nithin Printed 
Circuit Cards " Dve list etic 1 

JORDAN. E L Division of Emergency Preparedness St Engineering 
Responsu (Post 830103) 03/06/13 Consolidated Edison Co of New 

York# Inc U0pp IB920 225 24X Fiche 50-000. DJ/06/1 3# B3051 10470 


8306090010 IE Info Notice 03-37# "Ivans former Failure Resulting from 
Degraded Internal Connection Cables " 8vc list encl 
JORDAN# E L Division of Emergency Preparedness It Pnginoering 
Response (Post 630103) 83/06/13 Consolidated Edison Co of New 

York. Inc 243pp 10921 001 24 X Ficho 30-000. 83/06/13# 6306090010 


0305110479 ID Info Notice 83 -40# "Need to Environmentally Qualify 
Epoxy Grouts It Sealers " Svc list end 

JORDAN# E L Division of Emeigency Preparedness 6 Engineering 
Response (Post 830103) 83/06/22 Consolidated Edison Co of New 

York. Inc 115pp 19021 179 24X Ficho 50-000, 83/06/22# 0305 11047 »> 


0305110477 IE Info Notice 03-41# "Actuation of Fire Suppression Bys 
Causing Inoperability of 8af oty-Relatod Equipment " 8vc list 
end 

JORDAN# B L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 03/06/22 Consolidated Edlmn Co of New 

York# Inc 120PP 18997.007 24X Fir he' 90-000, D3/06/a2< D30S I J 0477 


0305110479 IE Info Notice 03-42, "Reactor Mode Switch Malfunctions " 
Svc list oncl 

JORDAN# E L Division of Emergency Preparedness It Engineering 
Response (Post 830103) 83/06/23 Consolidated Edison Co of New 

York. Inc 116pp 1 0996 242 84X FUiie 50-000.83/06/23.6305110479 


0305110483 IE Info Notice 83-43# "Improper Setting* of Intermediate 
Range <IR) High Flux Trip Setpoint* " 8vc list end. 

JORDAN# E L Division of Emergency Preparedness St Engineering 
Response (Post 830103) 03/06/24 Consolidated Edison Co of New 

York# Inc il6pp 19046 897 24X Fit he' 50-000, 83/06/84. 63051 10483. 


S Reportable occurTences. LERs 8c related correspondence 


6306170169 Interim deficiency rept ro su'ipectad quality of NDE 
performed at facilities Initially reportod on B30904 Plan 
established to reexamine IDOVl of all readily accessible 
affected work Next ropt by B3O031 

DEVINCENTIS# J Yankee Atomic Electric Ctj DEVI NCENTIB, J Public 
Service Co of Now Hampshire 83/06/03 BTARD3TECKI# R Division of 
Project It Resident Programs 3pp 10870 329 24X 

Fiche 50-443*63/06/03.8306170169 


03O62BO545 Final deficiency rept re potential for certain Westinghouse 
gate valves to provide closed indication prior to valve disc 
fully isolating flow Field change notice issued modifying 
generic wiring specs 

DEVINCENTIS, J Yankee Atomic Electric Co DEVINCENTIS. J Public 
Service Co of Now Harapshiie 83/06/10 BTAR03TECKI# R. Division of 
Project It Resident Programs 2pp 19019 325 24X 

F I c ha 50-443, 83/06/ 10. B3O620O54 5 


9306210112 Interim Part 21 rept re adequacy of circulating water pump 
house * tructure^ Analys I s It design of needed structural 
mod* for svc water pump house being performed I, wl 1 1 be 
completed by 030019 

8ARSTEM. 0 E United Engineers It Constructors# Inc Isuhs of 
Raytheon Co ) B3/06/17 Director's Office# Office of Inspection 

and Enforcement 3pp 16914 1O0 24X Fiche. 50-443# 03/06/17# 

0306210112 


V Operator Examinations 


03O614O31B Extends Invitation to attend 830627 meeting in King of 
PruaaiaiPA to discuss transfer of reactor operator licensing 
function from Dethesda# MD to Region I ofc 

8TAROSTECK1# R Division of Project U Resident Programs 03/06/09 
HARRIBONiR J Public Service Co of New Hampshire 2pp 10038 120 
24X Fiche 50-443# 83/06/09. 830614051 8 


DOCKET 50-445 COMANCHE PEAK STEAM ELECTRIC 8TA .UNIT 1 


A Application/construction stage docoments 6 correspondence 


8306090162 Forwards table providing description of 630510 Amend 40 to 
F9AR re edm-inistrat Ive control s# envl ron qualification tables 
6 E8F components 

MABflHALE.J 8 Texas Utilities Borvlces# Inc 03/OS/ll 
BURUEEUiB D Division of Licensing 7pp 10792 300 34X 

Fiche 30-445# 03/05/1 1,0306090162 


0306010392 Forwards# for revi ew* revi a »d page from Chapter 17 1 of 
FSAR, Change (Amend 40) adds more specific commitment re OA 
program# per encl NRC 830307 request 

OARY. R J Texas Utilities Oonprating €o 03/05/23 COLLINS# J T 
Region 4# Office of Dlrectnr. 4pp J 0692. 227. 24X 

Fiche 30-445# 83/05/23# B3060J 0392 


0306210403 Advises that Benjamin Moy House not eligible for inclusion 
in Natl Register of Historic Places De terminatien of 
eligibility notification encl 

YOUNG BLOOD# B J Licensing Branch 1 83/06/03 GARY# R J Texas 

Utilities Generating Co 5pp J0936 233 24X Fiche 50-445# 

03/06/03# 03062 10403 


8306100153 Forwards addl info re environ qualification of 

safety-related mechanical equipment, in response to Equipment 
Qualification Hranclv 030426 request W/s|x oversire drawings. 
Aperture cards are available In PDR 

MARSHALL. J B Texas Utilities Services# Inc 03/06/07 
YQUNGDLOODt D J Licensing Drancb 1 I2pp 18001: 164 24X 

Fiche 50-445,03/06/07*8306100153 


0306130193 Forwards audit rept re environ qualification verlPication 
of installed equipment per request. No model Indanti f ication 
Indicated on recemb Iner# liowever, ratings Info on nameplate 
sufficient to establish model identify 

MARSHALL# J 8. Texas Utilities Services, Inc 03/D6/O7. 
YOUNOBLOOD#B J Li con ting Drone h I, 5pp 10036' 298 24X 

Fiche 50-445,03/06/07.0306130193 


0306130176 Forward* final responsB to NUr<E0-061Br "Control of Heavy 
Leads at Nuclear Power Plants. " 

SCHNtOTfK C Texas Utilities Bervlces# Inc 03/06/00 
YDU.N(3DLQ0D# D. J Licensing Drench 1 153pp 18028:031 24X 

Flcha 50-445,03/06/00.8306130176 


8306130279 Submits results of testing program r* tube vibration in 
Nestlnghouse Model D-4 L D-3 steam g enerators. Mod i to itiam 
generators 8. feed-water sys required to permit unrestricted 
operation Mod* to begin 830615 

SCHMIDT, H C Texas Utilities Bervlcesi Inc, 03/06/09. 
YOUNOaLOOD* B. J Office of Nuclear Reactor Regulation# Director. 
37pp. 18824 142 24 X Fiche 50-445# B3/E)6/09* 8306130279 
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030-6130^93 Forwards proprietary '’Counter M oqj Preheat Steam Oeneratnr 
Tube Vibration Summ^rg Repts" "■Counter Plow Preheat Steam 
Tube Expansion Rapt '' Rapts withheld (reP i-0CFR2 7VO) 

SCHMIDTjHC Texas Utilities Servires, Tnt 03/06/09 
EfSENHUTiD G Division of Licensing 2pp 10823 273 2Ay 
Fiche 50-445,03/06/07,6306130393 


0306220170 Notification of B30615 mcetinij u/util in Hethesda,MD to 
discuss applicant plans for tub? expansion in Node! D~4 
iteaffl generator Meeting will be closed oue to proprietary 
nature of info to be discussed 

EJUflWELLiS D Licensing Branch I 03/06/13 VDUNGDLOQD^ D J 
Llcfnilng Branch 1 3pp 10937 289 S4X Fitho 50-445,03/06/13. 
6306220170 


830620001'9 Summary of 030331 cioeting ui/utils & Westlnghousp in 
Eeth#«da,MD r® Westinshouse analysis & evaluation of 
D4/D3/E steam pener^tor mod 

HOPKlNStV D Licensing Branch A 03/06/14 Licensing Branch 4 
2app 1S909 327 24X Fiche 50 -£>OD. 03/06/ 1 4i B3062000J 9 


6306220177 fiumm*py of 03O61S meetnig u/util 8r NestiriBh ouse in Bothesda, 
MO re applicant plans for tube expansitin in Model il-'4 stram 
generators 

HDPKINSiiJO Licensing Branch 4 03/06/16 Licensing Branch 4 

4pp 10937 275 g4X FicbB 50-445, 03/06/16. 0306220177 


6306200392 4dvi^®s that info submitted by util on 830610 re ri’spanse tp 
lopan items front Equiptnent Qualification Branch SQJI f is 
fipnproprietary 

RAHE,E P Weetlnghouso Electric Corp 83/06/21 YOVNOBiLDaD, Ii J 
Licensing Branch 1 Ip 19019 CJ06 i'4X Fiche 50-445, 03/06/Pj . 
6306280392 


— 9306280400 Ferurards addi info re unresplved concerns front seismic L 
difnamic qualification revieu of safety-related electrical 
l« mechanical equipment 

SCMMlDTiH C Teias Utilities Services, Inc 63/06/10 
YOUNOBLOOD, B J Licensing Oranch 1 I64pp 19019 009 24 X 

Fiche 30-445.03/06/21,0306260392 


8306300120 Advises that info provided in Texas Utils 030610 Itr re opnn 
items from NRC Equipme-nt Qualification Branch SORT audit of 
site not Restinghouse proprietary as originally marked 
RAHE.E P Uestlnghouse Electric Corp 63/06/Sl YOUNODLOPO, 6 J 
LicejisiPB Branch I Jp 19121 077 l'4X Fiche 50-445. 03/06/?! , 
0306300120 


F Security* medical, emergency it fire protection plans 


8304010279 Forwards Rev 4 to physical seturity plan Rev withheld 
(ref 10CFR73 2J > 

CLEHENTBi B R Texas Utilities Generating Co 03/05/26 BLNTUNWMt 
Office of Nuclear Reactor Regulationi Director Ip 10672 236 
a4X Fiche 50-445,03/05/26,0306010279 


0306150101 Releasee public version of revised emergency plan 
Implementing procedures 

FELTON, J M Division of Rules and Records 03/06/06 Docuimenl 
Management Branch Ip 18072 131 24X Fiche 50-445,03/06/06, 

8306150101 


—0306150102 Forwards public verslnn of revised emergency plan 
implementing procedures, i nc luding Procedures EPP-lOJ re 
preparation df emergency plan proc edures, 8Pf-200 re control 
of site access h EPP-210 re evacuaiion if/a end 
BCHMlDr,H C Texas Utilities Services. Inc 03/05/10 
COLLINS, d T Region 4, Offico of Director Ip IB072 422 04X 

Fiche 50-445, 03/06/06 , 8306 1 50 1 01 


0 Adjudicatory corresppnd ence 


0306030330 Forwai ds proposed order reflecting ASLB B30516 ruling re 
c omiideration of thermal stresses under ASME Code Order 
incorporates subsequent ruling re inclusion of support 
frames in ASHE Code definition of supports 

REYNaLOS,N 8 Debevoise h Liberman REVNOLDSiNB Texas Utilities 
Genera ting Co 03/06/01 DLOCH.P B . JORDAM. W H , MCCOLLOM, K A 

Atomic Bafety and Licensing Board Panel 7pp 10709 349 24X 

F I Che* 50-445, 03/06/01 , 8306030330 


0306070304 Fifteenth set of interrogatories b requests to produce 

ELLE8.J Citirens Association for Sound Energy 83/06/04 Texas 
UtllUiee Generating Co 3pp JB740 351 24X FI c he. 50-445, 

03/06/04, B306070304 


■ — 03 06070306 Fifth set of interrogatories 6 requests td produce 
Certificate of 8vc end 

ELLIS, J Citizens Association for Sound Energy 03/06/04 
Office of the Executive Legal Director 5pp 10740 354* PAX 
Fiche 50-445, 93/06/04, 8306070304 


8306070383 Foriuai ds motion to rroptn t ecord re stram generator upper 
lateral restraint h J Doyle unexecuted affidavit 
ELLJS, J Citizens Association foi Bound ETnoigy 03/06/04 
BLOCH, P C , JORDAN, W H , H('C0LLnM. K A Atomic Safi ty and licensing 
Board Panel ip 10741 312 S4X Fiche 50-44 5,03/06/04,8306070303 


--03O6'O7O394 Hotian to reopen rrcoi d re steam generator upper Inlrral 
restraint Util should be ordered to «-i>pply Citiims Asset 
for Sound Energy uj/info necessary to determine if problem 
exists Certificate of Sve end 

ELLIS. U Citizens AssociatiOTi foi Sound Energy 83/06/04 
Atomic Safety and Licensing Borird Panel 8pp 10741 313 24 X 

Fiche 50-445, 03/06/04, 0 3060 /OJPS 


8306070350 Order extending time until 63U706 for Commission to nd ic 
review ALAB-714 

CMiLKrS J Office of the Serietory of the Commission 8J/06/06 
Commissioners Ip 10742 066 24X Fiche 50-445,03/06/06, 

8306070350 


B3D6-OBOS10 Forwards testimony of lb Const Appraisal Team Insp Rppts 
50-445/03-10 6 50-446/03-12 

TREBY. S A Hearing Branch J 03/06/06 BLOCH. P D , JORDAN. H M . 
MCCOLLOMr^ A Atomic Safety and Licensing Board Panel Spf 
10771 004 24X Fiche 50-44 5,03/06/06,0306080210 


— 83060B0222 Answer to ASLB inquiry re iterative ays Per pipe design 
ASLG n?ad not inquire into suhj since iterative sys not 
is&ue in controversy Evidence in rerord sufficierit to 
conclude process 6 piping adequate 

MIZUNO,OS Hearing Branch 1 83/06/06 7pp 10771 006 24X 

Fiche 30-4 45, 03/06/06, 03O6OHO21D 


— 8306080224 Testimony of AB Beach, DC Ftird,RM Compton h WA Hansen re IL 
Const Appraisal Team Inop Repts 50-445/03-18 & 50-446/03-12 
Changes 6 corrections to repts listed Prof qua 1 i f i cations 
enc I 

BEACH, A D . FORD, D C , COMPTON, R M Director's Office, Off ire of 
Inspection and Enforcement 03/06/06 lOpp 10771 013 24X 

Fiche 50-445,03/06/06,8306000210 


--8306080227 Bupplemental affidavit of TO Donninq re NRC conaideratinn q| 
voltage spike or pressure surge in piping sys Adequate 
analysis of control sys failure safety significance 
conducted w/o considering voltage spikes or pressure surge*. 
DDNNINS.T Q Instrumentation 6 Control Systems Branch 03/06/06 
6pp 19771 023 24X FichP 50-445,03/06/06,0306080218 


0306090239 Forwards testimony L miscellaneous documents on NRC const 
appraisal team rept 

REYNOLDS, N J Debevoise 6 Liberman REYNOLDS, N J Texas irti titles 
Oenerating Co 03/06/06 DUOCH, P B . MCCOLLOH. K A , JORDAN, H If 
Atomic Bafcty and Licensing Board Panel 2pp 10771 115 S4X 
Fiche 50-445, 03/06/06, 0306080239 


— 0306080241 Testimony of CT Orandt,nO TolsDn & A Vega re NRC const 
appraisal team rept 

BRANDT, C T , T0L80N, R 0 , VEGA, A Texas Utilities Generating Cn 
03/06706 aspp 10771 117 SOX Fiche 50-449183/06/06,0306000939 


— 8306000248 Response to ASLB inquiry re iterative piping design process 
ASLB should not inquire sua sponte into process since record 
evidence sufficient No basis exists for further inquiry into 
as-built verification program 

REYNOLDS, N S , HORIN, N A Texas Utilities Oenerating Co 
REYNOLDHi N S Dobovei 5 B 8< Liberman 03/06/06 9pp 107V 1 J35 
24X Fiche 50-445.03/06/06,0306000239 


-“0306000240 Affidavit of JC Finnoran re ABLE inquiries on status of pipi 
support design verificatien & unstable support design Approx 
66X of pipe supports vendor certified Approx 5DX of review 
process for remaining supports complete 

FiNNERANiJC Texas Utilities Generating Co 83/06/03 5pp 
10771 151 24X Fiche 50-445,03/06/06,0306000239 


0306100223 Motion for stay of ASLB order re LDCA Record on iat>u« should 
remain open until ASHE Cade interpretation received it 
anal gzed 

ELLI8, J Citizen^ Association for Bound Energy 03/06/06 Atomic 
Safety and Licensing Board Panel 6pp 18007 163 S4X 
Fiche 50-445,83/06/06, e306100i?23 


— a306J00230 Affidavit of DH Bolti re interpretation of ASME Code 
Buhsection NF-1121(a} Linguistic analysis presented 
BOLTZ, D H. Citizens Association for Sound Energy 03/06/05 
17pp 10SO7 169 24X Fiche 90-445,03/06/06,0306100223 


— 8306100227 Forwards DH Bolti original signed affidavit W/o end 
Certificate of 0vc end 

ELLI8j J Citizens Association for Sound Energy 03/06/06 
Docketing & Services Branch 3pp IQ0O7 IB6 P4X 
Fiche 50-445,03/06/06,0306100223 
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03C£OBO23O Forwards Region IV □;3053J itr It natjce q(‘ viDtatian re IE 
Conit Appraisal Team Insp Ropts 50-44 Ij/B 3- Ifl & S0-4^6/03~ia 
L-tT omitted from 630A06 submittal to A5LJ3 

TREDY. S A Hearing Branch 1 03/06/07 DLOCHi P D r JORDAN, W » , 

MCCOLLOHi K A Atomic Safety and Licencing Board Panel 6pp 
lB77i OBD 34X Fiche 50-445,03/06/07.0306080230 


0:106100110 Confirms 030526 telcon discuBsing ConversatLon betueen 
H Ennis & M Halsh re thermal expansion in piping or pipe 
supports under accident conditions 

TREDY.S A , MIZUND, Q S Kearlng Branch 1 B3/06/0D ENNIS, K 

American Society of Hechanical Engineers 2pp 1000? 027 24X 

Fichu 50-44 5.83/06/00,0306100110 


G306150310 No-tice of DH Dolti appearance in proceeding Certificate of 
Svt e-nc 1 

ELLIS/ J Citiiens Association for Bound Energy 133/06/00 3p p 
10649 129 24X Ficho 50-445/03/06/08/0306150310 


G30615C38D Foruiards miscellaneous 1 trs, exh ib i ts S* stipulations re IE 
Jrsp Repts 50-445/82-26 tt 50-446/82-14 W/n ends 
ELLIS. J Citizens Association for Sound Energy 83/06/00 
Dehevoise Rc Lihorman Ip 10047 257 24X Fichc 50-445/03/06/00, 

0306150360 


83061S03O7 Nation for admission of neu) contention re adequacy of 
emergency planning Somervell County 1< Hood County 
commi tmant, expertise & resources inadequate to adopt f< 
Implenteni emergency plans Certificate Of Svc oncl 
MATflEWS^J Texas, State of 63/06/07 Commi ssi oners 7pp 
lfiQ49 137 S4X Fiche 50-445. 03/06/09, 03061 50307 


8306150406 foruards cross-examination documents to assist util 6 NRC in 
preparing uitnesscs for questioning 

ELL 10/ J Citizens Association for Sound Energy 03/06/09 
ROTRBCHILD, M U Hearing Branch 1 REYNOLDB, N S DehevoiBO 6 
Liberman RCYNOLDB, N S Texas Utilities Generating Co 2pp 
10047 136 24X Fiche 50-44 5,03/06/09,0306150406 


8306150414 Forufards executed J Doyle B3Q60Q affidavit Unexecuted 
version end u/Citizens Assoc fat Bound Energy 030604 motion 
to reopen recoTd re steam generator upper lateral restraint 
issue 

ELLIS, J Citizens Association for Sound Energy 83/06/09 
Docketing & Services Branch Ip 10347 091 24X 

FI Che- 50-44S. 03/06/09, 8306150414 


■03O615O4J5 Affidavit of J Doyle re need to reopen record on steam 
generator upper lateral restraint iseue 

DOYLEj J Citizens Association for Qound Energy 83/06/08 3pp 
18847 092 24X Fiche 50-445,03/06/09,0306150414 


9306150425 Fortuards updated Somervell County emergency plan u/ 
Attachment 5 Sr Attachment S to Hood County emergency plan 
U/o enc I 

REYWaLDS/M B Dehevoise h Lihorman REVNULDS, N 0 Texas Utilities 

Gins rating Co 03/06/09 OLHCH, P D , JURDAN. U H , MCCaLLllM, K A 
Atomic Safety and Licensing Board Ponul Ip 10047 090 24)1 

Flchq 30-445,03/06/09,0306150425 


B3061S0366 Flesponse opposing Citizens Ashuc for Bound Energy (CASRl 
030604 motion to reopen record re uppei lateral steam 
generator support CASE should be admonished for raising new 
issues premised on speculation Certificate of Sve end 
REYNOLDS, N S > HORIN, U A Texas Utilities Generating Co HORiNfU A 
Debevoioe & Liberman 83/06/10 Atomic Safety and Llconslng 
Board Panel 7pp 10047 306 24X Fiche 30-445,03/06/10,0306150366 


830613039-0 Forwards documents to assist NRC in cross-e xamlninp util 
panel consisting of CT Brandt, RO ToIsoti & A Vega 
TREBYrS A Hearing Branch 1 02/06/10 ELLfB, J Citizens 

Association for Sound Energy RLYNOLDS, N S Oebevoise h. Liberman 

Ip 18047 029 24X Fiche 50-445,83/06/10,0306150390 


8306130396 Forwai ds WP Haass supplemental affidavit re ASLD question 
an NRC position re application of QA/QC to sys Important to 
safety fc response to Citizens Assoc for Sound Energy motion 
to reopen record on upper lateral restiaint issue 
ROTHSCHILD, H U. Hearing Branch J 83/06/ 10 BLOCH, P 0 , 

JQRDANi M H , MCCOLLOM, K A Atomic Safety and Licensing Board Panel. 
Ip 18847 073 24X Fiche 50-443,83/06/10,8306130396 


B306150400 Affidavit of WP Hanss responding to ABI.B 03OS1O question re 
NRC position on application of GA/OC to sys important to 
safety NRC position on Comanche Peak consistent ut/NRC 
position on Shoreham 

HAAES, W P OA Branch 83/06/10 3pp 10B47 0/6 34X 

Flcbe 30-445,83/06/10,8306150396 


— 0306150403 Response opposing Citizens Assoc far Sound Energy 830604 
motion to reopon record re steam gonerator upper lateral 
support Issue Assertions re placement of mubbers incorrect 
Certificate of 3vc oncl 

MI2UNO,0 a Hearing Branch 1 03/06/10 Atomic Safety and 

Licensing Boa’rd panel 6pp 1B047 079 24X Fiche 50-445, 

83/06/10, 8306150396 


8306170406 Answer opposing State of TX 830609 motion for admission of 
new contention le adequacy of emergency planning Proposed 
contention lacks requisite specificity 8f bases for 
late-filed contentions Certificate of 8vc end 
REVNOLDSiN S Texas Utilities Generating Co REYNOLDQ, N S 
Debevaise It Liberman 63/06/12 Atomic Safety and Licensing Board 
Panel 36pp 10000 OIB 24X Fiche 50-445,83/06/12,0306170406 


B306150313 Foruiarifa Becretarij of Labor 830610 decision U final order in 
CA Atchison vs Drown & Root, Inc Certificata of 8vc enc 1 
ROTHSCHILD, M U Hearing Branch 1 83/06/13 BLOCH, P D , 

JORDAN, W H , MCCOLlOHiH A Atomic Safety and Licensing Board Panel 
29pp JB049 099 24X Fiche 50-445, 83/06/ 13. B3061 503 13 


0306150376 Bummary of 03060-9 telcon ui/ASLD & parties re util draft 
order on thermal stress issue 

REYNOLDS, N B Texas Utilities Generating Ca REYNOLDS, N 0 
Debavoise St Llborman 83/06/13 6pp 18647 282 ^4X 

Fiche 50-445,03/06/13.0306150376 


03O623O3B1 Forwards Secretary of Labor decision & final order r« 

CA Atchison vs Broun Sc Root, Inc Decision relevant to 
pending NRC 830311 petition for Commission reviau of 
ALAD-714 H/o end 

ROTHSCHILD, M li Hearing Branch 1 83/06/20 CHILK, 8 J Office of 

the Secretary of the Commission ip 18943 243 24X 

F i c b e . 50-4 4 5, 03/06/ 20, 830623 030 1 


B306S60S56 Hamorandum order denying Btate of TX 030609 motion far 
admission of new contentian re adequacy of emergency 
planning Late filing criteria not nut 

BLOCH. P 0 , JGRDAN.H H , MCCOLLON, K A Atomic Safety and Llcinslng 
Board Panel 03/06/27 Texas, State of 7pp 19018 016 24X 

Fiche 50-445,83/06/27,8306280556 


B3063C0056 Faryards util 811210 Itr to NIICk respond 1 ng to ACR5 811117 
comments re reactor protection sys, util mpt it or gan i zational 
capabilities I, statinn operations review committee 

TREBY, 9 A Hearing Branch I 03/06/20 JO/IDAN. W H Atomic Safety 
and Licensing Board Panel Ip 19121 012 24X 

Fiche 50-445,83/06/28,8306300056 


M Antitrust correspondence 


B3D6230I27 Advises that documents produced by Gulf States Utils Ca» in 
response to NRC subpoena, des ti ay ed 

VOOtER, B H Hearing Branch S 83/06/21 CLEHENT8, D H. Gulf States 
Utilities Ca Ip 18947 040 24X Fiche 50-000.03/06/21,0306230127 


Q Inspection reports, IE Bulletins it coi re spondence 


03D6OBO52O Forwards lE Insp Repts 50-445/03-06 t 50-446/83-03 an 
030131-0204 No none amp 1 1 ance noted 

MADBEN. 0 L Region 4, Office of Director. Q3/04/14 OARYiR J, 
Texas Utilltias Generating Co ?pp 18771 1B9 S4X 
Fiche 50-445,83/04/14.0306000220 


--B306DB02S1 lE Insp Repts 50-445/93-06 U 50-446/83-03 on 030131-0204 No 
ncncompl lane e noted Hajar ai eas inspected pr sapsrattonal 
environ protection prograniB, or gani z atlon 8t admlnl stratLon, 
audl ts, tra ini ng, proceifuree lit site tour 

HOLLEY, W L , HURRAY, B , WEBTbRNAN. T F. Region 4, Office n f 
Director 03/04/12 2lppp 18771 191 24X Fic he. 50-445, 
e 3/04 / i 4 , 830608 0320 


8306130255 Forwards IE Insp Rept 50-445/63-32 on 830401-30 No 
noncomp lianc B ncited 

MADSEN, O L Region 4, Pfflce of Director 83/05/25 GARY, R J 
Texas Utilities Generating Co 2pp 1GG24 234 ?4X 

Fiche. 50-445, 03/05/25, 93061 SOSSa 


— B30613026I IE Insp Rept 50-440/83-22 an 830401-30 Mo tioncomp I lane* 
noted Majar areas inspec ted. preopiratJ onal test results 
evaluation, fuel receipt preparati an, hot functional test, 
plant tours It plant status 

KELLEY, D L , MCCRORY, S L , HESTERmN, T F Region 4, affice nf 
Director. 03/05/24 Bpp 13824 236 S4X Fiche. 50-445, 03/09/25, 
9306130255 


B3051 10450 IE info Notice B3-32. ‘‘Ruptured Am-241 Sources Contained in 
Well Lagging Device " 8vc list enc 1 

TAYLOR. J H Division of Safeguards &< Inspection Programs iPost 
030103) 83/05/26 Consolidated Edison Co. of New York, Inc 
I25pp JB83J 043 24X Fichc 50-000,83/05/26.8305110450 
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8305110460 IE Info Notice 03-3^» "Evant No-ti f ica t » on Info WorWcheet ” 
8vc list enc 1 

JOROANi E L Division of Emergency Prop-areilnesa Engineering 
Ra»panse iPost 03O1O3> 03/O5/26 CoriBolldated Edison Co oF Neu 

York. Int llSpp 16732 085 24X Fifhe 50-000. <33/05/26, 03091 10460 


9306140370 For war iJ< IE Insp Rcptc 50-4 4 5/63-19 t* 50-446/03-13 on 
030420-22,25.87 & 0503-05 No noncomp 1 isric c noted 
MADSEN. 0 L Region A, Office of Director 8-3/05/27 GARY. R J 
Teias Utilities Generating Ce 2pp 18832 123 24X 

Fiche 50-445,83/05/27. 8306140370 


B3051 10479 IE fnfo Notice 93-42. "Reat toi Mode Switch MnJ ftinc 1 1 ons '* 
Sve list one I 

JORDAN. E L Divio an of Emeraency Prepai edness t< fnqineering 
Response {Post 830103) Q3/06/23 Consolidated Edison Co of Keu 

York, Inc 1 16pp 10996 242 24 X Tlfhe SO-000, 83/06/23. Q 1051 J 0479 


8309110483 IE Info Notice 83-43, "Improper Bottlngs of Intermediate 
Range IIRI High Flu* Trip Setpoints " Cve list end 
JORDAN, E E Divif.ion of Emordei.cy Preparedness It Fngineerii.q 
Response (Post 830103) 03/06/24 Consolidated Edison Co of fCeu 

York* Inc 1 16pp 19046297 24X Fjcho 50-000,03/06/24,0305110483 


—8306140374 I£ Insp Repts 50-445/83-19 S< 50-446/83-13 on 830420-22,25,27 
|< 0503-05 No noncomp 1 lanes noted Major areas inspected 
faliouup of allegatlona on protective coatings h review of 
records for safety-related pipe supports 

OlLBERTiL D . JOHNSON. C E . DESS. J E Region 4. Office of 
Director 03/09/24 9pp 18832 193 94X Fiche 50-449,03/05/27, 

8306140370 


8305110461 lE Info Notice 83-39i “Fuel Movement N/Conirol Rods 
Wlthdraun at 8URs '« Bve list end 

JORDAN, E L Division pf Emergeticyi Preparedness & rngineering 
Response (Fast 0301031 63/0D/31 Consolidated Edison Co of New 

York, Inc 116pp 18732 208 &4K Fiche 50-0 0 0,83/05/31.0305110461 


8306210109 Discusses Const Appraisal tnsp Ropts 90-449/03-18 
Sc 50-446/03-12 on 030124-0204 & forwards notice of 
Violation 

MADgENfO L Region 4, Office of Director 83/05/31 CARY, R J 
Texet Utilities Generating Co 2pp 18914 206 24X 

Flch»’ 90-445, 03/05/31, 0306210105 


— 0306210110 Notice of violation From In&p on 830214-0303 Noncompliance 
noted failure to provide adequate pr-oc edures, 1 nstructians 
or drawing for Installation oF major items of equipment 
* Region 4, Office of Director 03/03/31 3p p 18914 200 24X 

Fiche 50-445,03/05/31,0306210105 


8306080230 Forwards Region 19 630531 1 tr it notice of violation re IE 
Const Appraisal Team tnsp Repts 50-445/63-10 50-446/03-12 

Ltr omitted from 830606 submittal to A^EU 

TREBY.S A Hearing Branch J 63/06/07. DLOCH, P 6 , JORDAN. N H , 
MCCOUEOMi K A Atomic Safety and Licensing Hoard Panel 6pp 
10771 080 24X Fiche 30-445i 03/06/07, B3060B0230 


8305110464 IE Info Notice 03-36, "Impact of Security Practices on 9afo 
Operations " Sve list end 

JORDAN. E L Dlvldan of Emergency Preparedness & Engineering 
Response (Post 630103) 03/06/09 Consolidated Edison Co of New 

York, Inc 119pp 1GS30 280 24X Fiche 50-000,03/06/09,0305110464 


03O5UO47O IE Info Notice 03-30, "Defective Heat Sink Adhesive 
BeisiAicallg Induced Chatter in ReJayc Nithin Printed 
Circuit Cards.*' 8vc list end 

JORDAN, E L Division of Emergency Preparedness Engineering 
Responee (Post 830103) 03/06/13 Consolidated Edison Co of New 

York, Inc liepp 10920 22S &4X Ficho 50-000, 03/06/ 1 3, P3051 10470 


0306090010 IE Info Notice 03-37, ’'T) ans Former Failure Resulting From 
Degraded Internal Connection CabJes ’■ 3vc list end 
JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103 ) 03/06/13 Cnnse 1 Idated Edison Co af New 

York, Inc. 243pp 10921 OOi 24X F ich e. 50-000. 03/06/13, 830609001 0 


8306160503 Forwards Weitinghoujie Procedure JSI-154, "preservlce 6 
Inservice Insp of Reactor Vessels" 6 plant-specific reactor 
vessel insp program 

MAR9HALL, J, a Texas Utilities Services, Inc 03/06/13 
BURNELL, B D Division of Licensing Ip 18862. 104 24X 

Fiche 50-449,03/06/13,0306160503 


—8306160506 "Reactor Vessel E:<em ProgTflm " 

ADAM0NIS,D C , EFTHYMIOU, 0 C , JOHNSON, R M Texas Utilities 
Services, Inc 03/05/09 52pp 10062 109 24X 

Fiche - 90-445,03/06/13, 0306160503 


6305110475 IE Info Notice 03—40, "Need to Environmentally Qualify 
Epoxy Orouts 6 Sealers " Gve list eticl 

JORDAN, E L Division of Emer 9 «ncy Preparedness b Engineering 

IB (Post 030103) 03/06/22 Consolidated Edison Co of Neu 

Hipp 19021:179 24X Fiche 50-000, 03/06/22,03051 J 047 D 


41, "Actuation of Fire Suppression Sys 
ated Equipment " 0vc list 

'iparednesi b Engineering 
Cortsel idated Edison Cp, of New 
Che, 50-000, 03/06/22,8305110477 


8 Reportabls occurrences. LLRs L related correspandetice 


0306090043 Interim deficjoncy rept re new fuel storage tack soppurt 
anchors installed w/a proper author j lat i on Initially 
reported on 030407 Approved anchoring design Impleirmted 
Na evidence that deficiency is generic 

GARY, R J Texas Utilities Ocnerating Cn 83/09/31 MADbCN. 0 L 

Region 4. afflce of Director 2pp 10/9J 205 24X 

Fiche 50-445.193/09/31, 0306090043 


3306130440 Interim deficiency ippt re leidouin HX anchors ItuiiaDy 
reparted cin 030709 Evaluation continuiiig Investigation 
will be completed by 030708 

OARY.R J Texas Utilities Generating Co 03/O6/OP MADSi N, 0 L 

Region 4, UfFice of Director Ip 19821 211 24X 

Fiche 50-445,83/06/02.8306130440 


0306300055 Final deficiency rept re adhesive bond on Nestlnghuiise NIP 
(loop pouier supply) printed ciicuit cai do Initially 
reported on 030601 Condition not loporiable under 
10CFR50 5S(e) 

GARY, R J Texas Utilities Generating Co 83/06/21 MADSLN. G L 

Region 4, Office of Director Ip 19JP1 018 BIX 
Fiche 50-445,03/06/21,0306300055 


0306300074 Final deficiency rept re Class 1 support mat) w/o complete 
NOE required for NF2500 Initially reported on 030525 Item 
not reportable under I0CFR5O 55(e) 

GARY, R J Texas Utilities Generating Co 03/06/21 MAU&FN, 0 L 

Region 4, Office of Director Ip 19121 002 S4X 
Fiche 50-445, 03/06/2 1 , 83063000/4 


83O63OOO0D Final deficiency rept re jam nuts on rigid struts not 
adequately installed to prevent rotation of strut ban el 
Initially reported on 830926 Item not reportable under 
lOCFRSO 55<c) 

OARY.R, J Texas Utilities Generating Co 03/06/21 MADSEN. OL 

Region 4, Office of Director Ip 190<10 345 S4X 
Fich® 50-445, OU/06/2 1 . 0306300080 


3306300167 Deficiency rept re nonsa Fety -related components In cpuHr.g 
water Class V piping Controls will be added to existing 
level transmitters by 030601 to sense depletion of surge 
tank 

QARY,R J Texas Utilities Generating Co 03/06/Pi MADbLN, 0 I 

Region 4, Office of Director 2pp 1912P 065 P4X 
Ficho. 50-445, 03/06/21, 0306300167 


T Hearing transcripts on non-anti trust matters 


G306080S1B Forwards testimony of IE Const Appraisal Team Insp Repts 
50-445/03- IB «, 90-446/03-12 

TREDY, S A Hoaring Rranch 1 03/06/06 DLOCH, P R , JORDAN. M II . 

MCCOLLUM, K A Atomic Safety and Licencing Board Funnel 2pp 
18771 004 24 X Ficho 50-445,03/06/06.0306080218 


--9306000224 Tentlmnny of AD BeachfOC Foid.RM Compton 8< WA Hansen r* IE 
Const Appraisal Team Insp Repts 50-445/03-18 6 50-446/03*12 
Changes 8, corrections to repts listed Prof qual i f icaiiotis 
one I 

DEACHrA D , rURD, D C , COMPTON, R M Director's Offita, BPPlre of 
Inspection and Enforcement 03/06/06 iOpp 10771; 013 P4X 
Fiche 50-445, 03/06/06, 8306000210 


8306000239^ Forwards testimony b miscellaneous documents on NRC const 
appraisal team rept 

REVNOLDg,N J Debovoise 6 Liberman REYNOLDS. N J Texas Utilitirs 
OenoratJng Co 83/06/06 DLnCH, P 0 , MCCOLLOM, K, A , JORDAN. H If 
Atomic Safety and Licensing Board Panel 2pp 10/71 119 24K 

F i c h B , SO-445, 03/06/06, 8306000239 


— 0306080241 Testimony of Cl Drandt.RO lolson 6 A Vega rp NRC const 
appraisal team rept 

BRANOT^C T , TOL0DN, R 0 , VEGA, A Texas Utilities Genera binq Co 
83/06/06 aSpp 10771 117 24X Fiche 90-445,03/06/06.0006080237 


0306090013 Transcript of 830607 telephone conference in Detha6d»,MD 
Pp 7,486-7,335 

» Atomic Qafety and Licensing Board Panel 03/06/07 ^Ipp 
IB793 117 24X Fiche 90-445.03/06/07,0306090013 
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B106I7'028^ Transcript of ^□06I3 h (faring in Ft Worth* TX Pp 7i *)3A-7* 009 
Supporting d ocuirientat ion ent 1 

* Atomic SaFoty and Licensing Doard Panel 83/0^/13 273i>p 

leSBl 27a 2^X Flche 50-4<J5, 83/06/13, 8^06170236 


Transcript of 83061^ hearing In Fort Worth, TX Pp 7,810- 

3. 079 

* COBMnicsionera 03/06/14 269pp 10912 001 VAX 

rich* 50-44 5.03/06/14,0306210009 


8306210119 Transcript of B30615 hearing in Ft Worth, TX Pp 0,Oa~G.345 
Suppdrtlng documontation encl 

-* Atomic Safety and Licensing Hoard Punol B3/06/1S 2BDpp 
18917 146 34X Fichfi 50-44D, 03/06/ 1 D, □ 106210119 


0306210222 Transcript of B30616 hearing in Ft Worth, TX Pp B, 346-0,619 
Supporting doc omentation end 

* Atomic Safety and Licensing Board Panel 03/06/16 2B2pp 
10?16 063 24 X Fiche 50-445,83/06/16,0306210222 


V Operator Exam nations 


©3D6090318 Forwards Rev 1 to Training Manual Procedure TRA-'204, 
"Licensed OpBrator Requalification Tr,siriing F^rograin " 

CLEMENTS, D R Texas Utilities Generating Co 03/06/06 OENTDNi H II 
Office of Nuclear Roactor Regulation, director Ip 18795 199 
24X riche 50-445,03/06/06.0306090313 


— 0306090315 Rev 1 to Training Manual Procedure TRA-204, *’Licpnsed 
Operator Requal i f Ication Training Program '* 

JOM£S,R A Te*.TS Utilities Oeneratinp Co 83/05/13 27pp 
18795 200 24X Fiche 50-445,03/06/06,0306090312 


UGCKET 30-446 COMANCHE PEAK 87 1 AM tLECTRIC 9TA , UNIT 2 


A Appl ica t ian/Construction stage documents it cerrespotidence 


G30609D162 Forwards table providing description of 830510 Amend 40 ta 
F8AR re administrative control s, environ qualification tablet. 

E8F enmpenents 

MARSHALL, J S Texas Utilities Services, Jric 03/05/11 
aUflWCLL.a B Division of Licensing /pp 10792 309 2AX 
Flche 50-445,83/05/11,0306090162 


G306010392 Forwards, for revi eu, i evi sed page frem Chapter 17 1 of 
F9AR Change (Amend 401 adds mote specific commitment re OA 
prograrn, per end NRC 03030/ request 

OARY, R J Texas Utilities Oenorating Co 83/05/23 COLLINS, J 1 

Region 4, Office of Director 4pp 10602 227 24X 

Fjche 30-44 5, D3/05/23, 8306010392 


O3062J0403 Advises that Benjamin May House not eligible for inclusion 
In Natl Hegiator of Historic F'laces Determination of 
eiigibilitg notification end 

YaUNOBLDDD, 8 J Licensing Branch 1 03/06/03 GABYi R J Teios 

Wtilitios Oenorating Co 5pp 10936 233 24X Ficho 50-445, 

03/06/034 Q3062 10403 


G3061001S3 Forwards addl info re environ qualification of 

saf ety-~re lated mechanical equipment, in response to Equipment 
Ouali I k cat ion Branch 030426 request W/six oversize drawings 
Apertura cards are available in PDR 

MARSHALL, -J 8 Texas Utilities Services, Itic 03/06/07 
VGUNCDLaDDr 0 -J Licensing Branch I J2pp 10001 I6q 24X 
Flche 50-440,03/06/07,0306100153 


0306130193 Fortuords audit rept re environ qual i f Icati on verification 
of installed equipment per request Mo model inden ti fi cation 
indicatad on recomb iner, however, ratings info on nameplate 
sufficient to establish model identify 

HAREHALL, J S Texas Utilities 8ei vices, liic, 03/06/07 
yaUNODLDQD. 0 J Licensing Branch 1 5pp 10026 298 24X 

Fiche 50-449, 83/06/07,8306130193 


0306130176 Foiwards final response to NUREG-0612, "Control of Heavy 
Loads at Nuclear Power Plants " 

SCHMIDT, HC Texas Utilities aarviccs, Inc 03/06/08 
VOUMOBLOOD, O J Licensing Branch 1 I53pp 16020 031 24X 

Fiche 50-449,(33/06/00,8306130176 


EJ306130279 Submits results of testing program re tube vibration in 
West ing hawse Model D-4 it D-5 steam generators Mods to steam 
generatars & feedwater sys required to permit unrestricted 
operation Mods to begin 030615 

fiCKHlDT,H C Texas Utilities Services, liK. 03/06/09 
YOUNOOLDDDiB J Offica of Nuclear Reactor Regulation, Birector., 
37pp 18824 142 24X Fiche 50-44 5,03/06/09,6306130279 


8306130293 Forwards proprietary '‘Counter flow Preheat Steam Oanerator 
Tube Vibration Summary Repts" l« "Coun t erf 1 ow Preheat Steam 
Tube Expansion Rept Ropls withheld (ref 10CFR2 790) 

SCHMIDT, H C Texas Utilities Services, Itic 03/06/09 
ElfiENHUT,D 0 Division of Licensing 2pp 1B923 275 34X 

Fiche 50-445,03/06/09,0306130293 


0306200019 Summary of 830331 meeting w/utlls tt Westlnghouie In 
Dethesita,MD re Westinghouqe analysis i* evaluation of 
D4/DS/E steam generator mod 

HOPKINS, JB Licensing Branch A 03/06/14 Licensing Branch 4 

22pp lB90a 327 24X Flthe 50-000, 93/06/ 14, 6306200019 


9306280392 Advises that info submitted by util on 830610 re response to 
open items from Equipment Dual i float ion Branch SORT i» 
nonproprletary ^ ^ , 

RAHE.E f* Westlnghouse Electric Corp 93/06/21 VnUNODLOOD, D J 
Licensing Branch 1 Ip 19019 OOB 24X Ficha 50-445,93/06/21, 
e3062no392 


— 8306290400 Forwards addl info re unresolved concerns from seismic It 
dynamic qualification review of sofety-related electrical 
& mechanical equipment. 

SCHMlDTiH C Texas Utilities Bervlces, Jne 83/06/10 
VOUNOBLOOD, 0 vP Licensing Branch 1 164 pp 19019 009 24 X 

Flch O' 50-445, 93/06/21.8306290392 


8306300120 Advises that Info providedi In Texas Utils 030610 Itr re open 
Items frem NRC Equipment Qualification Branch SORT audit of 
site not Westinghouse proprietary as originally marked, 
nAH€,E F Westlnghouse Electric Corp 03/06/21 YQUNOBLaOD; D J 
Licensing Branch 1 Ip 19121 077 24X Flchei 50-445, 03/06/21 , 

0306300120 


F Security, medical, emergency 6 fire protection plans 


8306010279 Forwards Rev 4 to physical security plan Rev withheld 
(ref I0CFR73 21) 

CLEMENTS. 0 R Texas Utilities Generating Co, 93/05/26 DENTON, H R 
Office of Nuclear Reactor Regulation, Director ip 19672' 236 
24X Fiche 50-445.03/05/26,0306010279 


8306150101 Releases public version of revised emergency plan 
Implementing procedures 

FELTON, J M Division of Rules end Records 83/06/06 Document 
Management Branch Ip 18072 121 24X Flche 50-445,83/06/06, 

8306150101 


— 0306150102 Forwards public vqi sion of revised emergency plan 
Implementing procedures, incl utflng Procedures EPP-lOi re 
preparation of emergency plan proc edur es, EPp-200 re control 
a# site access L EPP-210 re evacuation W/o end. 

SCHMIDTiK C Texas Utilities Services, Inc. 03/05/10 

COLLINS, vJ r. Region 4, Office of Director, Ip 18978 122, 24X 

Flche 50-445.83/06/06,0306150101 


0 Adjudicatory c oy respond ence 


0306030330 Forwai d B proposed order reflecting A8LB Q30516 ruling re 
consideration of thermal stresses under A0ME Code Order 
incorporates subsequent ruling re inclusion of support 
frames in A8HE Code definition of supports. 

REYNOLDS, N 6 Debevolse U Liberman REYNOLDS. N 9 Texas Utilities 
Generating Co 93/06/01 BLdCII.P D . JORDAN, W H . MCCOLLDM. K A. 
Atomic Safety and Licensing Board Panel 7pp 18709' 349. 24X 

Fiche 50-445.03/06/01, 8306030330 


8306070304 Fifteenth set of interrogatories U requests bo produce 

ELLIS, J Citizens Association for Sound Energy 83/06/04 Tnias 
Utilities Oenorating Co 3pp 1074O‘351. 84X Flc he- S0-44D, 

B3/06/04, 0306070304 


— 0306070306 Fifth sat of interrogatories If requests to produce 
Certificate of 8vc end 

ELLISiJ Citizens Association for Sound Energy 03/06/04 
Office of the Executive Legal Director Spp. 19740.354, S4X 
Fiche 50-445, 83/06/04, 0306070304. 


8306070382 Forwards motion to reap eh recori) re steam generator upper 
lateral restraint fc J Doyle unexecuted affidavit 
ELLie, J Citizens Association for Sound Energy. 93/06/04, 

BLOCH, P D . JORDAN, W.H , MCCDLLOM, H A Atomic Safety and Licensing 
Qaarrf Panel Ip, 10741 312 24X Fiche 50-445183/06/04,0306070382. 


— 0306070394 hotlDn to reopen record re steam generator upper 
restraint Utx 1 should be ordered to supply Cltiiens Assoc 
for Sound Energy w/lnfo necessary to determine if problem 
exists Certificate of Eve end. 

ELLlSrJ Citliens Association for Pound Energy 80/06/04 
Atomic Safety and Licensing Board Panel Bpp 18741 313 
Fiche 50-445» 83/06/04. 83060703B3 


lotrra 1 


24 X 
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030^070350 OriJpr eitendlnff time until G30706 for Commiasion tci ott t-o 
revieui ALAD--714 

CHILKi & J Office of the Becretary of tho Commiasioti 83/06/06 
Co^/ni 5 s 1 oner s ip 1B742 ■OiaCi 24)( fiche 50“* 4 45i 0*1/06/06* 

0306070350 


B3O6OBO210 Poruards testldiotty of IE Const Appraisal Team irisp Roptc 
30-445/03-10 Sc 50-446/63-12 

TfiCpyiB, A Hearing Branch I 63/06/06 CLOCH, P B * JORDAM. W H . 
hCCOLLOMi K A Atomic Safety and Licensing Board Panel 2pp 
10771 004 24X Pic he 50-445.03/06/06*0306030218 


— 0306030222 Answer to ASLO inquiry re iterative stfs for pipe design 
ASCB need not inquire Into subj since iterative s-ys not 
issue in controversy Evirfence in record sufficient to 
conclude process ir piping adequate 

MIZUNOiO S Hearing Branch 1 33/06/06 7pp 13771 006 24X 

Fiche 50-445*33/06/06.0306030210 


— 0306080227 Supplemental affidavit af TO Dunning re NUC consideration of 
voltage spike or pressure surge in piping sys Adequate 
analysis of control sys failure safety significame 
conducted w/o considering voltage spikes or pressure surqes 
OUHNTHO* T 0 Instrumentation & Control Systems Rranch 83/06/06 
6pp 10771.033 Q4X Fiche 50-44 5. 03/06/06, 03060002 '0 


0306080239 Poruards testimony & mi Pce 1 Laneous dacuments on NRC const 
appraisal team rept 

REVNOLOBiN J Debevoise 6 Liberman nHYNaLDB. N J Texas Utilities 
Oeneratlns Co 03/06/06 BLOCH. P 0 , MCCOLLOM.K A * JORDAN* W H 
Atomic Safety and Licensing Hoard Panel 2pp 1077J 115 24X 

Fiche 30-445.03/06/06.0306080239 


-•'0306080343 Response to ASLH' inquiry re iterative piping design process 
A5LB shouid not inquire sua sponte into process since record 
tvldencB sufficient No basis erists for further inquiry into 
as-bullt verification program 

REVNQLDS.N 0 * KORIN. W A Texas Utilities Oenerating Co 
REVNOLDS.N S Debevolse le Liberman 03/06/06 9pp J077J 135 
24X Fic-he: 50-445. 03/06/06. Q3060Q0237 


— 8306000240 Affidavit of JC Finneran re ASLD Inquiries on status of pipe 
support design verification it unstable support design Approx 
06X of pipe supports vendor certified Approx SOU of revieia 
process for remaining suppoi ts complete 

FrNNERAN.J C Texas Utilities Generating Co 03/06/03 5pp 
18771 151 24X Fiche 50-445,03/06/06.8306000239 


8306100323 ffotlon for stay of AbLQ order re LQCA Record on issue should 
remain open until ABHE Code interpretation received t< 
analy X ed. 

ELLIS, J Citixent Association for Sound Energy. 63/06/06 Atamxc 
Safety and Licensing Board Panel 6pp 10007 163 24X 

Fiche 50-44 5, 03/06/06, 03061 00223 


—8306100230 Affidavit of DH Boltx re interpretation of ASHE Code 
Subsection NP-ii2Jfa) Linguistic analysis presented 
HOLTZrDH Citixons Association for Sound Enerjjiy 83/06/05 
17pp 18007 169 24X Fiche 50-445.03/06/06.0306100223 


— 3306100227 Foruards HH Bolti original signed affidavit H/p enc I 
Certificate of Sve and 

ELLIS. J Citiiens Association for SouTid Energy 03/06/06 
Doclietlng t( Servicei Branch. 3pp 10007 106 24X 

Fiche 50-4 4 5, 03/06/0 6 , 030 6 1 00223 


8306080230 Foruords Region IV GP0531 1 tr t< notice of violation so It 
Conit Appraisal Team Insp Repts 50-445/03-18 t. 30''446/B3-l2 
Ltr omitted from 030606 submittal to ASI B 

TRE&Y. 8 A Hearing Branch 1 83/06/07 BLOCH. P B . JORDAN. W fl , 

MCCOLLOliiK A Atomic Safety and Licensing Board Tane] 6pp 
1B771 OB0 24 X Fiche 50-445. 03/06/07. G3060D0230 


0306100110 Confirms 030526 telcon discussing conversation betupcn 
it M Walsh re thermal expansion in piping or pipe 
under accident conditions 

. HlZUNaOS Hearing Branch J 03/06/00 ENNIS* K 
Society of Mechanical Etigineers 2pp 18002 02? 24X 

45* 03/06/00. 03061001 IG 


stice of DH Bolts appearance in proceeding Certificate of 

Citixens Association for Sound Energy 03/06/00 3pp 
24X Flc he. 50-443, 83/06/08. 0306130310. 


DTuards miscellaneous 1 trs. e xh ibits 6 stipulations re IE 
30-443/02-26 U 50-446/02-14. W/o ends. 

Cit liens Association for Bound Energy 03/06/00 PJORIN/ W 
it Liberman Ip 10047 257 g4X Fiche 50-445*83/06/00. 


030615030-7 Motion for admission of new enntention re adequacy uf 
emergency planning Eomervoll County 6 Hnod County 
comnitRient , experti se resouicos Inadequate to adopt t 
implement emergency plans Certificate of Sve end 
MATHEWS. vl Texas. State of 03/06/09 Commi a s ) oner a ?p p 

10S49 13/ 24X Fiche 30-44 “i, QU/06/07. 0''<06 15030/ 


0306150406 Forwarda croaa-examinati on doLuments to a-islat util h KfTC in 
preparing luitnesaes for qucstioniirg 

ELLI9.J Citizeni. Association foi Sound Energy D3/06/09 
ROTHSCH ILD, M 0 Hearing Uranch 1 REVNQLDS.N S Dehevoibr U 
Liberman REYNOLDS. N S lexoa Utilities Generating Co 2pp 
10047 126 24 X Fiche 50-445,83/06/09.0006150406 


0306150414 Fnniiai ds executed J Doyle 830608 offidavit Unexecuted 
version end u/Citnens Assoc fur Sound Energy 030604 motion 
to reopen record re steam generator upper lateral restraint 

3 9 BU« 

ELLIB.J Citixens Association for Bound Energy OJ/06/09 
Docletiri:g 8< Services Branch Ip 1084/ 09i 24X 

Fiche 50-445,83/06/09.0306150414 


— 0006150415 Affidavit of J Doyle lo need to reopen lecoid on 
generator upper lateral restiaint latuo 

DQYl Er J Citizens Association for Sound Energy 83/06/08 3pp 
10047 09S 24X Fiche 50' 445, 03/06/09. 03061 504 1 4 


0306150425 Forwards updated Boraeivell County emergency plan w/ 
Attachment B h Attachment S to Hood Cour.ty emergency plan 
W/o end 

REYNOLDS* H B Dcbevoise & Liberman RLYNOLDS. N S Texas Utilities 

Operating Co 03/06/09 BLOCH. H 0 , JORDAN. W ff . MlCOLLOM.K A 
Atomic Safety and Licensing Board Fdnc.1 Ip 10047 070 DAK 
Fiche 50-443. 03/06/09, 83061 70425 


0306150366 Response opposing Citizens Assoc for Sound Energy (CA9FI 
830604 motion to reopen record re upper lateral steam 
generator support CASE should be admonished for raising new 
issues preiTtlsed on speculation Certificate of Qvc unci 
REYNOLDS, N 8 . HORIN. W A Texas Utilities Generating Co llORIN.tl A 
Debevoioe It Liberman 83/06/10 Atomic Safety and Licensing 
Board Panel 7pp 10847 306 24X Fiche 50-445. 03/06/10, 0306150366 


e30>6lS03?0- Forwards documents to assist NRC in cross-examining u(i2 
panel consisting nf CT Brandt. I?G Tol&on h A Vega 
TREOY. S A Hearing Branch 1 QP/06/10 ELL18, J Citizens 

Aseo-c 1 at i oil far Sound Energy REYNUl D5, N S Dobevoise it Liberman 

Ip 10047 029 24 X Fichq SO 445,03/06/10.0306150370 


0306130376 Forwards WP Haasn supplemental affidavit re A8LB qupsiion 
on NRC position re application of QA/OL to sys Impoi tant to 
safety & response to Citiipne Assoc foi Sound Energy motion 
to reopen record on upper lateral restraint issue 
ROTHSCHIIU, MU Hearing Branch 1 83/06/10 BLOCH. P Q , 

JORDAN. H H * HCCOLLOM.K A Atomic Bafoty and Licensing Iloai d Fanrl 
Ip 18047 075 24X Firhe 50-445.83/06/10.0306150396 


--03O6I5O4OO Affidavit of WP Haass responding to A8l R 030510 queition le 
NRC position on application of QA/OC to sys important to 
safety NRC position on Comanche Peak consistent w/NRC 
position on Bhoieham 

HAASS, W P QA Branch 03/06/10 3up 1SB47 076 24 X 

Fiche 50-445, 63/<j6/10. 0306170396 


— B306150403 Response opposing Citizens Assoc for Bound Energy 830604 
motion to reopen record re steam generator upper lateral 
«upp{}rt issue Assertions re placement of snubbers inrorrort 
Certificate of avc end 

MIZUNO. 0, 9 Hearing Branch I 03/06/10 Atomic Bafety and 
Licensing Board Panel 6pp 1884? 079 a4X Fiche 50-445, 

93/06/ 1 0. H306I 50396 


0306170406 Answer opposing State of fX 030609 motion for admission of 
neu; contention re adequacy of emergency planning Proposed 
Contention lacks requisite specificitij !< faoses for 
late-filed contentions Certificate of Bve end 
REVNDLDS. N S Texas Utilities Generating Co REVNOLDB. N L 
Dobevoise & Liberman 83/06/12 Atomic Safety and Licensing BoaiJ 
Panel 26pp 18800 010 24X Fiche 50-445. 03/06/1 2, 0JO617O4O6 


9306I503I3 Forwards Secretary of Labor G306I0 decision 6 final Older in 
CA Atchison vs Brown i> Root. Inc Certificate of Ovc end 
ROTHSCHILD, N U Hearing Bianch 1 03/06/13 BLOCH. P D * 

JORDAN. W H * HCCOLLDN. K A Atomic Safety and Licensing Board i'aiie E 
29pp 10849 077 24X Fiche 50-445,03/06/13,0306150313 


B3061 50376 Summary of 830609 telcon w/AbLD 6 parties re utii draft 
order on thermal stress issue 

REYN0LD9*N S Texa» Utilities Generating Co REYNOLDS. N 0 
Oebovoise & Liberman 83/06/13 6pp 1PB47 282 24X 

Fiche 50' 445*03/06/13.8306150376 
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B306330381 Forwards B^crotary of Labor detlsion 8< final order re 
AtchiBon VB Drown & Root* Iitc Decision relevant to 
pending NRC Q3Q3U petition For Comfnission review of 
ALAD-Tl^ W/q end 

flOfHSCHILDiM U Hearing Drouth 1 B3/06/C0 CHILK.S J ttffice of 

the Secretary of the Cotnniissiqn Ip 18943 243 ?4X 

Fkhe 30-4 45< 83/06/201 8306230381 


B30£2S0336 Metnarandum & order denying State oP TX 030609 motiun for 
admission of new contention rr adequacy of emergenty 
planning Late filing criteria not met 

DLOCIIi P D < JQRDAMi N H j HCCOl LOhL K A Atomic Safety and Licensing 
Doard Panel Q3/06/27 Texas, State of 7pp 19010 016 24X 

Flehe 50-4 413,83/06/27,8306280556 


8306300056 Forwards util B112iQ 1 tr to NRC, respond mg to ACRS 811117 
cemments re reactor protection ays, util mgt 6 organ! i atlonol 
capabilities & station operations review committee 

TflESY, S A Hearing Branch i 83/06/28 JORDAN, W 11 Atomic Safety 
and Licenslnq Board Panel ip 19121 012 24X 

F 1 c h e 50-4 45« 83/06/20, 8306300056 


M Antitrust r orrespondcnco 


8306230127 Advises that documents produced by Oulf States Utils Co« in 
response to NRO subpoena, destroyed 

VDOLER, D H Meoririg Branch 2 03/06/21 CLENENTB, 0 N Oulf Statofv 

Utilities Co Ip 18947 040 24X Ficho 50-000, 03/06/21, 0306230127 


8 Inspection reports, IE Bulletins t< correspondence 


8306090320 Forwards IE Insp Repts 50-445/03-06 & 50-446/U3-*03 on 
030131-0304 No noncompliance noted 

MADBEN, G U Region 4, Office of Director 03/04/14 GARY. R J 
Teias Utilities Generating Co 2pp 187/J 1B9 P4X 
Flche 50-4 45, 03/04/14,8306080220 


— 0306000321 !E Insp Repts 50-445/83-06 Ic 50-446/83-03 on 830131-0204 No 
ncncomp Hante noted Major areas Inspected preoperational 
environ protection programs, organi lati on & administration, 
audits, tra i nlng, procedui es & site tour 

HOLLEY, U L , MURRAY, G , UE01ERMAN, T \ Region A, QFfirc of 
Director S3/04/12 21ppp 107/1 191 24X Firhe 50-445, 

03/04/14, 0306000220 


G3O511O450 IE Info Notice 03-32, "Ruptured Am-241 Soiitces Contained In 
Uell Logging Device " Sve list end 

TAYLOR, J M Division of Safeguards 6 Inspection Programs IPost 
030103) 03/05/26 Consolidated Edison Co of New York, Inc 
(25pp IQQ31 043 24X Fic he ' 50-000, 03/05/26, 0305J 10450 


3305110460 IE Info Notice 03-34, "Event Notification Info Worlfsbeet •* 
Sve list one 1 

JCRDAN, C L Division of Emergency Proporedness 6 Engineering 
Response (Fust 630103) 03/05/26 Consolidated Edison Co of New 

York, Inc U5pp 10732 005 24X Fiche 50-000,03/05/26,0305110460 


0306140370 Forwards IE Insp Repts 50-445/03-19 6 50-446/03-13 on 
830420-22, 25, 27 It 0503-05 No noncompliance noted 
HADSEN^0 U Region 4, Office of Director B3/05/27 GARY* R J 
Texas Utilities Generating Co 2pp 10B32 123 24K 

Flthe 50-443,03/05/87,8306140370 


— 8306140374 IE Insp Repts 30-445/03-19 It SO-446/83'13 on 830420-82,25,27 
It 0503-05 No noncomp liance noted Major areas inspected 
followup oP alleqallons on protective coatings 8, review of 
records for safety-related pipe supports 

GILDER Ti L D , JOHNEON, C E , 0ES9, J E Region 4. Office of 

Director 03/03/24 9pp 18832 185 24X Fiche 50-445, 03/OS /27» 

0306140370 


0303110461 IE Info Notice 83-35, "Fuel Movement W/Control Rods 
Withdrawn at OWRs 8vc list end 

JORDAN* E L Division of Emergency Preparedness It Engineering 
Raspanse fPost 030103) 03/05/31 Consolidated Edison Co of New 

York, Inc 116pp 18732 200 24X Fiche 50-000. 03/05/31, 83051 10461 


B306210i05 Discusses Const Appraisal Insp Repts 50-445/83-10 
*« 50-446/03-12 on 030124-0204 & forwards notice of 
violate on 

MADBEN. G L Region 4, Office of Director B3/0S/31 GARY. R J 
Texas Utilities Generating Co 2pp IB914 206 24X 

Fiche 50-445, 03/05/31, 8306210105 


— 3306210110 Notice of violation from insp on 030314-0303 Noncomp I iani: e 
noted failure to provide adequate procedures, instrur ti ons 
or drauinp for installation uf major i trms of equipment 
* Region 4, Office of Director B3/03/31 3pp 18914 200. 34X 

Fiche 90-445,03/05/31,8306210105 


G306080230 Forwards Region lU D3053i Itr 6 notice of vialation re lE 
Const Apjjraisal Tram Insp Repts 50-449/03-10 tr 50-446/B3-1B 
Utr omitted from Q30606 submittal to ABLD 

TREBV, S A Hearing Branch 1. 03/06/07 BLOCH, P 0 Atomic Safety 
and Licensing Board Panel 6pp 18771 OBB 24X 
Fiche 50-449*03/06/07,8306000230 


0305110464 IE Info Notice 83-36, "Impact of Security Practices on Safe 
Operations " Qvc list one I 

JORDAN, G L Division of Emergency Preparedness b Engineering 
Response <Post 930103) 03/06/09. Consol i d eted Edison Co of New 

York, Inc 119pp 10030 200 24X Fich e 50-000, 83/06/09, 03091 10464 


8305110470 1£ Info Notice 63-30, "Defective Heat Sink Adhesive Ic 
Selimicatly Induced Chatter in Relays Within Printed 
Circuit Cards " Sve list enc 1 

J0RDAN*E L Division sf Emergency Preparedness S, Engineering 
Response (Post 0301031 03/06/13 Consolidated Edison Co of New 

York, Inc llOpp 18920 226 24X Fie li e 50-000* 03/06/ 13, 0309110470 


6306090010 IE It>fo Notice 83-37, "Transfarmer Failure Resulting From 
Degraded Internal Connect Ian Cables " Bve list end 
JORDAN, E L Division of Emergency Preparednsss & Engineering 
Response (Post 030103) 03/06/13 Consolidated Edison Co of New 

York, Inc 243pp 10921 001 24X Fiche 50-000.83/06/13,8306090010. 


6306160503 Foruards Westlnghouse Praceduie 10]— 194* ^PreservicN I, 
Inservice Insp qf Reactor Vessels" 6 plant-specific reactor 
vessel insp program 

MARSHALLiJe Texas Utilities Bervicesi Inc. 03/06/13 
BURNELL* 8 D Division of Licensing Jp 16862*104 24X 

Fiche 50-445, 63/06/13, 63061 6D503 


S305110479 IE Info Netice 03-40, "Need to Environmentally Qualify 
Epoxy Grouts & fiealers " Sve list enrl 

JaRDAN*r L Division of Emergency Preparedness I, Engineering 
Response (Post 030103) 63/06/22 Consolidated Edison Co of Neu 

York, Inc 115pp. 19021 179 24X Fie h e 50-000* 03/06/22* B3091 10475 


8305110477 IE Info Notice B3-41. "Actuation of Fire Suppression 8ys 
Causing Inoperability of 8af oty-Re latod Equipment " Sve list 
enc 1 

JOROANrC L Division of Emergency Preparedness l< Engineering 
Response (Post 030103) 83/06/28 Consolidated Edison Co. of Hew 

York. Inc I20pp 10997' 007 84X F i c he 50-000* 03/06/22* 83051 10477. 


0305110479 IE Info Notice 53-42, "HeacloT Mode Switch Malfunctions 
Sve List end 

JQRDAN.F L Division of Emergency Preparedness ft Engineering 
Response (Post 030103) 83/06/23 Consolidated Edison Co of Neu 

York, Inc U6pp 18976 242 24X Fiche: 50-000* 03/06/83. B30S1 10479 


B3O5110483 IE Info Notice 03-43, "Improper Bettings of Intermediate 
Range •( IR) High Flux Trip Betpoints Sve list end 
J0R0AN*EL Dlvielon of Emergency Preparedness ft Engineering 
Response (Post 030103) 03/06/24 Consol idatid Edison Co, of Neu 

York, Inc I16pp 19046 297 24X Fi c he 50-000, 53/06/24. 03051 10403 


B Repqrtable occurrences, LERs ft related correspondence 


0306090043 Interim deficiency rept re neu fuel storage rack support 
anchors installed u/o proper authorl xa tion Initially 
reported on B304D7 Approved anchoring design implemented. 

No evidence that deficiency is generic 

GARY,R J Texas utilities Generating Co. 03/05/31, MAD&EN, 0. L 
Region 4, Office of Director 2pp 10793 205, 24X 

Fiche 50-445*03/05/31.0306090043 


0306130440 Interim deficiency rept re letdown HX anchors Initially 
reported on 630707 Evaluation continuing Investigation 
will be completed by B30708 

GARY. R J Texas iltllltles Generating Co 03/06/02, HAD0EN. 0 L. 
Region 4. Office of Director Ip 18021 211 24X 

Fiche 50-445,03/06/02.8306130440 


8306300055 Final deficiency rept re adhesive bond on Westlnghnuse NLP 
(loop paver supply) printed circuit cards Initially 
reported on 03O6OJ Conditidn not reportable under 
lOCFBSO 55(e) 

GARY, B J Texae Utilities Generating Co. 03/06/21 MAD0EN, 0. L 
Region 4, Office of Director Ip 19121,010 24X 

Fiche 50-445,03/06/21* 8306300055 


0306300074 Final deficiency rept re Class 1 support matl u/d complete 
NDE required for NF2500 Initially reported on 030925 Item 
not reportable under 10CFR50 55(e). 

OARY.R J Texas Utilities Generating Co 03/06/21 MADBEN, 0, L. 

Region 4* Office of Director Ip 19121 002 24X 

Flcho 50-445* 93/06/21,0306300074 
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aaOAaOOOBB Fmel deficiency rept re jam nuts on rigid struts npfc 
edequetely installed to prevent rotation of strut barrel 
Initially reported on B3052«di Item not reportable under 
10CFR50 55(e). 

OflHYtR J Teaas Utilities Oeneratinp Co O3/O&/0J H^!>SCN» C L 

Rtgion 4» Office of Director Ip I'FOIB 345 24X 

Fiche 90'445< B3/06/21< aaO^GOCOOO 


Q30&3001&7 Deficiency rept re ronoa feti^-i elated components in cooling 
iifater Cl^ss U piping Controls uill be added to existing 
level transmitters by GGDBOl tp sense depletion of surge 
tank 

OAnViR J Teses Utilities Genera ting Co B3/0di/2l MADBENi C L 
Region 4# Office of Director 3pp 19132 069 ?4X 

Fiche, SO'445r 03706/21*8306300167 


T Hearing transcripts on nonpar tltrust matters 


8306080218 Forurarids testimony of IE Const Appraisal Team Insp Repts 
30“445/a3-ia U 50-446/83-12 

TfiEBY*S A Hearing Branch 1 03/06/06 CLOCH* P 8 Atomic Safety 

and Licensing Board Panel 2pp 10773 004. 24X 

Fiche 50-445,03/06/06.8306000210 


— 8306080224 Testimony of AQ Beach* DC FoidiRM Compton & UA Hansen re IL 
Const Appraisal Team Insp Repts SO-dlS/aS-ie & 50^446/83-1 S 
Changes It corrections to repts listed. Prof qualifications 
end, 

BEACH* A D . FORD*D C . COMPTON* R. M Director's Of flea. Office of 
Inspection and Enforcement 33/06/0h lOpp 10771 013 ?4X 

Flchi 60-445.03/06/06,8306000218 


8306090239 Forwards testimony b mi seel 1 ancouB documents on NHC const 
appraisal teami rept 

REYNOLDS. HJ Dabevoise b Liberman. 83/06/06 CLGICH.P D Atomic 
Safety and Licensing Board Panel 2pp 10771 115 24X 

Fiche 50-445,03/06/06*8306000239 


--8306080841 Testimony of CT BrandtiRQ Tolson it A Ves® re NRC const 
appraisal team rept 

BRANDT, C T , TOLSON* R 0 , VEGA* A. Tesas Oltilltiee Oenerating Co 
83/06/06 SSpp 18771 1 17 3?4X Fiche 50-445, 83/06/06, □306080239 


B306090013 Transcript of 830607 telephone conference in Dethosda.HD 
Pp 7*486-7,335. 

e Atomic Safety end Licensing Board Panel 63/06/07 51 pp 

10793 117, 24X Fiche 30-445,03/06/07.8306090013 


0306170206 Transcript of 030613 hearing in Ft Worth, TX Pp 7,536-7,00? 
Supporting documentation end. 

* Atomic Safety and Licensing Doard Panel 03/06/13 273pp 

Iflsai 272. a4X Fiche 50-445,03/06/13,0306170286 


8306810059 Transcript of 030614 hearing in Fort Worth. TX Pp 7*010- 
8,079 

e Commissioners 63/06/14 269pp 1Q9J2. 001 24X 

Fiche. 30-445* 03/06/14* 8306310059 


0306210119 Transcript of 830615 hearing in Ft Worth, TX Pp 0.00-0,345 
Supporting documentation end 

* Atomic Safety and LicenBing Board Panel, 83/06/15 20Opp 
18917.146 B4X Fiche 50-445.83/06/15,0006210119. 


0306810882 Transcript of 030616 hearing In Ft Worth rTX.Pp 8,346-0,619 
Supporting documentation encl 

e Atomic Safety and Licensing Doard Panel 03/06/16 282pp. 

18916.063, 24X Fiche 50-44 5.03/06/16,8306210222 


V Operator Exami nail one 


0306090312 Forwards Rev i to Training Manual Procedure TnA-204* 
"Llcenied Operator Requal if i cat i on Training Program '* 

CLE1«NT9, B R Texas Utilities Oenerating Co 83/06/06 OEMTOM, H R 
Office of Nuclear Reactor Reguiatloni Director Jp 10795 199 
Z4X Fiche 50-445,03/06/06,0306090312. 


\9 Rev i to Training Manuel Procedure TRA-204* "Licensed 
Requal If ication Training Program, *' 

Texas Utilities Generating Co, 03/05/13 27pp 
24X Fiche 50-445*83/06/06,8306090312 


DOCKET 8TN-50-447 GFSSAR-238 


A App 1 1 c a t lon/constr uc tion &tage documents correspondence 


9306080434 Discusses potential for delays in QESSAR-l I severe accident 
revieu schedule Rases for delay uas d ave 1 opmert t of source 
term which would not be completed until Feb 1984 Schedule 
impacts of up to 9 months could be encountered 

SCALETTIrD C Stan dard » lat i on 6 Special Projects Dranrh 83/06/08 
MlRAOLlA.r J Assistant Director for Safety Assessment Ip 
18792 193 24X Fiche 30-447, 83/06/02, 8306000434 


B306090236 Foi wards draft Amend 17 to OLSbAR-II re GP/mu 1 1 i -p 1 ant 
licensing \ SUP rules 

SHERWOOD, 0 0 General Clectiic Cu Q3/06/07 EiSCNHUT.D « 
Division of Licensing laSpp 18796 239 24X Fiche 50-447, 
03/06/07, 0306090236 


8306170214 Forwards supplemental response to Ouestion 410 24 pf NUC 
020823 response it summary of measures taken in OCSSAR-II 
design to ovoid intergranular stress corrosion cracking 
Info will be included in Amend 18 scheduled for Jul 1903 
SHERWOOD, 0 0 General Electric Co 03/06/15 FISCNHUT.DG 
Division of Licensing 8pp 10002 306 24X Fiche 50-447, 03/06/15, 

03O6l7O;ri4 


K Utility Final Safety Analysis Report (F9AR1 & amends 


8306070109 Forwards Amend 15 to application for review of Amend 15 to 
GESBAR- 1 1 1 consisting of proprietary << nonproprietary 
portions Proprietary portion withhold <ref 10CFH2 790) 6 
submltiad under separate covci 

SHERWOOD* G 0 General Electric Co 03/05/24 E1SENHUT*DG 
Division of Liernsing 2pp 10/44 246 24X Fiche 50-447,03/05/24. 

0306070105 


—8306070111 Amend 15 to application far review of Amend 15 tu G! bJ»AR )| 
SHERWOOD, G 0 General Electric Cu D3/09/24 Jp 18744 240 
24X Fiche 50-447,83/05/24*9306070105 


—8306070114 Amend 15 to GE88AR II 

» General Electric Co 22A7007 03/05/24 515pp J9/44 Ti? 

24X Fiche 50-447,03/05/24,0306070105 


8306070201 Forwards proprietary portion Amend 15 to QLSSAR-II re human 
factors sys analysis emergency procodui^es Info withheld 
<ref lOCFRG 7?) 

SHERWOOD, G G General Electric Co 03/05/24 EISENHUT.D 0 
Division of Licensing 6pp 18747 Oil 24X Fiche 50-447.83/05/24. 
8306070201 


0306290401 Forwards proprietary Amend 16 to GEBBAR-I I, describing desiqr. 
considerations to reduce sabotage risk Amend withheld <rpf 
lOCFRa 7901 

SHERWOOD, O G General Electric Co 03/06/15 ElBENHUTiO G 
Division of Licensing 2pp 19049 27? 24X Fiche 50-447,03/06/15, 

8306290401 


B306290495 Forwards nonpropriotary Amend 16 to OESSAR-II, provld irig 
assessment of design features which reduce sabotage risk 
aHERW0OJ>, O G General Eloctiic Co yJ/06/i5 E19CNHUT,0 G 
Division of Licensing Ip 19052 335 24X Fiche 50-447,83/06/15, 

8306290495 


—0306270900 Nonproprietary Amend 16 to application for review of 
GESSAR-II Amend provides assessment of design features which 
reduce sabotage risk 

QUIRK, J F General Electric Co 83/06/15 Division of 
Licensing Ip 19052 336 24X Fiche 50-447,03/06/15,8306290495 


--8306290504 Nonproprietary Amend 16 to GE98AR-H, provi ding assostinienl -n ^ 
design features which reduce sabotaqo risk 
a General Electric Co B3/06/J5 B/pp 19052 337 24X 

Fiche 50-447,83/06/15*8306290495 


8306290507 Forwaids Amend 17 to GE8BAR-] I , furnishing new App 10 I* 
revised Section 18 8* clarifying discropanc les in text 
SHERWOaD.CO General Electi ic Co 03/06/15 EISENHUT.DG 
Division of Licensing Ip 19050011 P4X Fiche 50-447,03/06/15, 
8306290507 


— 8306290512 Amend 17 to GESBAR-II, furnish ing new App 10 8* revise-d 
Section 1 0 8( clarifying discrepancies In text 
QUIRK, J F General Eiectrlr Co. 03/06/15 Division of 
Licensing Jp 19050 012 24X Fiche 50-447,03/06/15*0306290507 


— 6306290515 Amend 17 to GE8SAR-1 1, f urni shing new App ID 8* revised 
Section i 0 & clarifying discrepancies In text 
* Oaneral fcJectric Co 03/06/15 J74pp 19050 013 D4X 
Fiche 50-447, 03/06/15, 8306290507 
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G Advi^org Comntiitoe on Reactor Csa l^eguar ds reports tt correspondence 0306270373 Notifies of change in FSAR distribution All nuclear pouer 

plant activities transferred to new IL Dept of Nuclear 

Oafetg State copg of FEAR amend should be sent to listed 
030629003'? FoTwai d», f or xnfoi ACRS B3061& comments on application for address 

final design approval of OESQAR'II TAAHH^ T R CurKimonweal th Edison Co 03/06/21 DENT0N« H R Office 

THOMAS) C 0 Standard i lation U Special Projects Dranch B3/06/23 of Nuclear Reactor Regulationi Director Ip 10993*313 24X 

SKERMOOD, 0 0 General Electiic Co 2pp 19046 J73 24X Fiche* 90-000* 03/06/21, 0306270373 

Fich9 90 447i 03/06/ 23. 03O629OOB9 

B306300038 Revises esblniated fuel load dates* based on -const activity tc 
— 6306290122 Summariies ACRB 278th meeting on 830609-11 re limited revieui p reaper atlanal testing budget ravi eui Fuel lead scheduled for 

of final design approval of GtSSAR-II DtiR/6 nuclear Island 031001* Dec 19B3 tt Nay 1905 for LaSalle County Unit 2 

design OESSAR-II design can be incorporated in plants Byron Units 1 b 2* respec tivel y 

u/valld CP that references PDA in CP application STIEOE* U L Comaionuiea I th Edison Co Q3/06/S1 KEPPLER, J 0 Region 

RAYiJ J ACRS - Advisory Committee on Reactor SoPeguaids 3. Office of Director Ip. 19120 311 24X FI c h e* 50-000, 83/06/21, 

B3/G6/1S PALLADINO.N J ComtiMssioncre 3pp 19046 170 24X 0306300032 

Fiche 50-447,63/06/23,8306290089 

E NftC Safety Evaluation Report tSERJ* suppis t* corresppnilence 


DOCKET STN-50-494 DYRON STATION, UNIT 1 


A App 1 icat ion/construction stage documents tc correspondence 


6306030417 Requests info re identification of safety-related mechanical 
equipment located in harsh environ areasi including required 
Dperating times it plant location Info requested uithin 30 
days of receipt of Itr 

VDUNOOLQQD, B J Licensing Branch 1 B3/05/20 FARRAR, D I 

Comfflsnuealth Edison Co 3pp 18735 359 24X Fiche. 50-000, 83/03/20, 

G306D30417 

03O-&O1COJ9 Bummary of B30504 mooting w/uti 1, IVestinghouse* Sargent L 
t-undy Energy* Inc in BethesdaiMD re design verification 
p ragrans 

OLSHANiL N Licensing Dranch 1 83/05/23 Licc>nsing Dranch I 

4pp 18687 171 24X Fiche 50-454*03/05/2318306010019 


6306010031 Summary of 830513 meeting u/uti 1 , Westinghousc 6 Sargent t* 
Lundy in DethesdapMD re revieiu of seismic qualification & 
punp 6 valve operability 

GLGKANiL N Licensing Branch 1 03/05/23 Licensing Dranch i 

4pp 18667 170 24X Fiche 50-454,83/05/23,8306010031 


0306030317 Board Notification 83-74 submits info re uork stoppage on 
installation of neu pipe uihip restraints Stop uork action 
related to deficiencies In applicant OA program Nork will 
resume when upgraded program in place 

NOVAKjT N Assistant Director for Liernsing 03/05/23 Atomic 
Safety and Licensing Board Panel 6pp 18735 054 24X 

Fiche 90*454,83/05/53*8306030517 


B306090194 Dincusses util interpretation of lOCFRSO 49, "Enviton 
Oua I if I cation of Electrical Equipment Important to Safety 
for Nuclear Power Plants '* Intent of rulemaking is to 
require upgrade program for replacement equipment not parts 
FARRAR, 0 L Commonwealth Edison Co 83/06/03, DFNTUN* H R Office 
of Nuclear Reactor Regulation* Director 3pp 18/96 090 24X 

Fiche SO-000, 83/06/03, 0306090194 


030620001? Summary of 830331 meeting ur/utils tc blest inghouse in 
Jleth«sda*ND re Nest inghouse analysis evaluation of 
D4/DS/E steam generator mod 

HOPKINS, iJ P Licensing Branch 4 03/06/14 Licensing Ot anch 4 

25pp 1B908 327 S4X Fiche 50-000.83/06/14,0306200019 


0306-23023/ Fprwai ds addl info re use of HORVa for venting It 
d epressurli Itig RC6 at facilities & response to FSAR 
Question 21? 157* to be incorpoiated into future FSAR amend 
TRAMM, T R Commonuiea 1th Edison Co 83/06/16 DENTON, MR Office 
Qf Nuclear Reactor Regulation, Director 18pp 18945 235 24X 

Fiche 50- 000, 03/06/ 16* B306230237 


6306240379 Summary of Caseload Forecast Panel 030324-25 meetings u/uti) 
in Ogle County* IL re independent assesiment of applicant 
fuel lead date of 830031 Fuel load will not occur earlier 
than Nov 1903 

□LBHAN. L N Licensing Branch 1 03/06/17 Licensing Branch I 

7Spp 10987 057 24X Fiche 00-454, 83/06/17, 0306240379 


9306870322 Provides addl detailh re control of heavy loads during const 
uhsn new- fuel assemblies being stored in spent fuel pit Hup 
to failure of reactor coelant pump at Dyron 1* fuel handling 
bldg crane will be installed 

TRAhH,7 R Commonwealth Edison Go 03/06/17 DENTON, H R Office 
of Nuclear Reactor Regulation* Directai, Ip 10994 073 24X 

F i Che. 50-000, 03/06/ 17, 03O627O3P2 


3306240252 Revises estimated fuel load dates to Oct 1903 for LaSalle 
County If Dec 1903 R May 1985 for Byron Units 1 b 2* 
respectively 

STiEDE.ITL Commonwealth Edison Co B3/06/21 ' DENTON, H H Office 
of Nuclear Reactor Regulation* Directoi Ip 1B7BJ 323 ?4X 

Fiche 50-000,03/06/21,0306240252 


8306220001 Farward* addl info re seismic design basis for river 
Bcreenhouse Review of info should help close Confirmatory 
Issue 1 of BER Values presented In FBAR are reasonable for 
metis underlying river tcreenhouse 

TRAKM, T R Commonwealth Edison Co 83/06/19 DENTON* H R Office 
of Nuclear Reactor Regulation* Director ISpp 18928 063 24X 

F 1 Che 30-454, 83/06/151 8306220001. 


G306270431 Forwards advance copy of rev to 9sctlon E 17 of App E to 
FSAR Bectlon describes safety parameter display tgs. Info 
should close SER Outstanding Item 16. 

TRAMN.T R Commonwealth Edison Co 83/06/17 DENTON* H R Office 
of Nuclear Reactor Regulation* Director 13pp 19345*353 24X 

Fiche 30-000*03/06/17,0306270431 


0306240070 Requests addl info re moisture srperators of heaters in 
filter sys serving nonaccessible area It fuel handling bldg 
for 8ER review Info requested within 30 days to maintain 
review schedule 

YGUNOBLOOD.D J Licensing Dranch I 03/06/21 FARRAR, D. L, 
Commonwealth Edison Co 3pp 18795 020 24X Fiche &0-000, 83/06/21* 

8306240070 


F Security* medical* emergency h fire protection plans 


0306090247 Confirms 030601 telcon re charigss to exercise windows for 
Dresden (c Dyron Nuclear Power Stations Dresden partial 
exercise will be conducted during wh of 830712 w/Byron 
full-scale exarcise beginning wk of 831114 

JONES, £ £ Illinois* Dtate of. 83/06/01 KEPPLER. J. Region 3* 
Office of DIractor Jp 18775:317 ?4X FI ebe. 80-000* 03/06/01, 

8306090247 


8306090221 Forwards current versions of all preflr# plans* per 
requirements of lOCFHSDaApp R* Paragraph 3 K 12 Plans will be 
continually revised 4< future revs will not be formally 
submitted unless specifically requested 

TRAMM*TR Commonwealth Edison Co 83/06/02 DENTON* H R. Qlflce 
of Nuclear Reactor Regulation* Director Ip 18796 119 24X 

Fiche 30-454,83/06/02,8306090221 


—0306090223 Preflre plans 

« Commonwealth Edison Co 83/05/10 ll3pp 18796*120 24X 

Fiche 50-454,03/06/02,0306070221 


0306160314 Submits correction to 830601 Itr Date of reassessment will 
be mede prior to 030001, not 831001 

JONEB.E F Illinois, State of 83/06/09 KEPPLER* J Regions. 
Office of Director Ip 10861.350 24X Fiche 50-000,83/06/09, 

0306160214 


0306230257 Forwards addl info on communica tioni 6 cable spreading room 
suppression lys re fire protection program Third radio 
communication channel being install ed> Repeater will be 
located in turbine bldg. 

TRAMHiT.R Commonwealth Edison Co, 83/06/17. DENTON, H. R Office 
of Nuclear Reactor Regulation* Director 5pp 10745' 016 24X 

Fiche 50-000* 83/06/ 1 7* 0306230257. 


8306230412 Provides addl info requested in NRC 030411 Ur r# 

1 ns tr omen tat Ion used to assure safe shutdown in event of 
fire Info will b« Incorporatad Into FBAR 8* firs protection 
rept in future amends 

TRAMM. TR CommonweaUh Edison Co 03/06/17 DENTON* H R. Office 
of Nuclear Reactor Regulation, Director S2pp 18943, 136 24X 

Fiche 00-000,03/06/17,0306230412 
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0 Adjudicatory corresji and once 


8306010497 Forwards marked-up Joint Intervanor Erhibit 14 re 
radioloyical emargencv response survey Aflibulance medi'Cal 
svcs» iPdlca t ing stricken jiortions per A5LB G30436 ruling 
and Certificate of Svc entl 

COPELAND, V 0 Isham* Lincoln 8f Deale COPELAND, V 0 Comxnonwealth 
Edison Co 83/03/26 SMITH,! M , COLE* R F * CALLIHANi A D Atomic 

Safety Licensing Board Panel S'dpp 18674 320 24X 

Fiche 30-454.03/05/26,8306010437 


8306020437 Forwards Rack ford League of Women Voters proposed findings 
of fact & conclusions oP Jaw re Contention 106 on 
seiitnologvr per 890B18 stipulation 

THOMAS. D C Illinois Institute of Technology, 03/05/31 

SMITMi I H , COLE.R F , CALLIHAN. 0 Atcmic Safety and Licensing Board 

Panel 12pp 1B693 228 24X Flche 50-454103/05/31*8306020437 


8306060193 Forwards proposed findings of fact conclusions of laur re 
seismology, water hammer & ALARA Final agroement not reached 
re procedural history 

COPELAND, V 0 Isham* Lincoln*, Beale COPELAND, V 0 Commanuipa Ith 
Edison Co 03/09/31 SMITH, I U , COLt* R F t CALL I HAN, A D Atomic 
Safety and Licensing Board Panel 2pp 18718 261 24X 

FIche 50-434,83/05/31,8306060193 


— 9306060196 Proposed findings of fact U conclusians of Jaw rr 
i el smoJogy, water hamner & ALARA 

MILLER, M 1 , BIELAWSKI.A P , CQPfcLANDrVO Commonwealth Ldison Co 
83/05/31. 104pp 18718 263 24X Fiche 50-454. B3/09/3J , 

8306060193 


8306080143 Forwards proposed findings of fact S« conclusions of law on 
Contention 9a re water hammer 

CHAVEZ, 0 Sinnlsslppi Alliance for the Environment (DATE) 

CHAVEZ, D DeKalb Area Alliance for Responsible Energy B3/05/31 
Atomic Safety and Licensing Board Panel Ip 1B772 290 24X 

Fiche. 50-434, 83/05/31 , 83060601 43. 


— 8306DB0145 Proposed findings of fact L conclusions of law on 
Contention 9 b re water hammer. 

» Sinnissippi Alliance for the Environment (8AFE1 * flpltalb Aren 
Alliance for ResponslZile Energy 63/05/31 l^pp 16772 29J ?4X 
Fiche 50-454,83/05/31,030608014 3 


0306060286 Requests delay of plant licensing fc operation until design, 
QAj waste disposal & emergency procedure problems resolved 
PULIDO, M Affiliation Unknown 03/06/03 SMITH, 2 M Atomic Safety 

and Licensing Board Panel Ip J0729 038 S4X 

Fiche 50-454,83/06/03,8306060286 


8306060302 Complaint filed in Circuit Court of Seventeenth Judicial 
Circuit, Hlnnebago County* It- requesting imposition of 
punitive damages for wrongful diversion of waste water onto 
plaintiff property 

FEARER. H P Motor Oils Refining Co FEARER. W P fearer l< Nye 

03/06/03 lUinols, State of 5pp. 10729 097 24X 

Fiche 50-454.83/06/03.0306060302 


6306090342 Sup plementsTy memorandum opposing intervenor motlun to 
reopen record Neither triable issue nor significant safety 
issue esists re Hughes allegations Certificate of Svc encl 
EECKERiB D Commonwealth Edison Co 83/06/07 Atomic Safety and 
Licensing Board Panel 12pp. 10794 322 24X Fiche 50-454,03/06/0/, 

8306090342 


0306100201 Brief supporting motion to admit J Hughes testimony 
Intervenor* have reised serious £< significant safety issues 
re quality of work at plant Hughes testimony should be 
considered in ruling on Contention lA U/Certi f Icate of Svc 
HHICHER, JM League of Women Voters of Rockford, IL. WHICHER, J M 
OeKalfa Area Alliance for Responsible Energy. UHJCHER, J M 
Sinnissippi Alliance for the Environment I8AFE} B3/06/07. Atomic 
Safety and Licensing Board Panel 21 pp 18805.230 24X 

Fiche S0~4 54 , 83/06/07, 8306 1 0020 1 


8306130449 Forwards proposed finding* of fact *, conclusions of law re 
steam generator tube integrity Document should be filed 
UI/G30531 proposed findings re se i smo 1 ogy* water haoiiniDr 6 
ALARA 

OOLDFEIH, K R Isham, Lincoln *, Deal a OOLDFClN, M R Commonwealth 
Edison Co. 83/06/07. SMITH, I. W , COLE, R F , CALLlHAN, A, D Atomic 
Safety and Licensing Board Panel 2pp 18620 319. 24X 

Fiche 50-4 54 , 83/0 6/07 , 8306 1 3044S 


— 0306130452 Proposed findings of fact tc conclusions of law re steam 
generator tube integrity Certificate of Svc end 
OALLO, J r OOLDFEJN, li R. Commonwealth Edison Co OALLO, J Isham, 
Lincoln 1 Beale, 03/06/07 64pp 1B820 321 P4X 
Fiche. 50-454, 83/06/07, 8306130443 


B3061S0408 Informs that rad loloq jea 1 emergeiicg exercise moved to ut of 
831114. to accomodate niihois Fmergency Sve s & Disantar 
Agency Svc list onr 1 

BIELAWSKJ,A P I‘ham, Lincoln & Deale DlELANSKI.A P Cofr.norweal th 
Edison Co 03/06/07 SMITH- I g - CDLF-R F - CALLlHAN, A D Alomti 
Safety and Licensing Board Panel 3pp J8Q47 129 F4X 
Fiche 50-454. 03/06/07. B3061 50402 


03O61SO42O Torwaids motion fur 1, amend to consolidate Dekalb Are,, 
Alliance for Respunsible Cnerqy/Sinni sb i pp i Alliance for 
Environ Contention 3 w/Rockford League of Homon Voters 
Contentinns 19 6 100 

DIELAWSKI.A P Icham, Lincoln 6 Beale BIELAWSKI.A P Cdmmorueal tb 
Edison Co 83/06/07 Office of the Secretary of the Commi ssion 
2pp 10047 095 24X Fiche 50-454,83/06/07.0306150420 


— 8306150436 Motion to amend (.onsolidate Dekalb Area All tame foi 
Responsible Energy/Sinni bsi pp i Alliance for Environ 
Contention 3 w/Rockford League of Wnmen Voters Contentions 
19 U 108 

CHAVEZ, D DeKalb Area Alliance for Responsible Lnoj gy CHAVIZj-H 
Sinnissippi Alliance for the Environment (SAFE) MORRIRDN. P 
League of Women Voters of Rockford, IL 83/02/21 Atomic Bafety 
and Licensing Board Panel 4pp 1FJB47 097 24X 

Fiche 50-454,83/06/07,0306150420 


— 8306150442 Amend It consolidation of Dekalb Area Alliance fui 
Responsible Energy/Sinnissipp i Alliance for Environ 
Contention 3 «, Rockford League of Womrn Voters Conton t ioiv. 

17 & J08 

CHAVEZ, D DeKalb Area Alliance for Reaponsible Energy tHAVfZ.D 
Sinnissippi Alliance for the Environment IBAFE) MORRISON.P 
League uf Women Voters of Rockford, IL 03/02/21 Atomic Dafciy 

and Licensing Board Panel 8pp 1L1H47 lOJ 24/ 

Fiche 50-454,03/06/07,0306150420 


8306150408 Notifies that pending review of NRC-tommissioned study of 
current sabotage problems at nuclear power p lants, intervenen 
may mnve to reopen evidentiaiy record ti< consider 
ramifications of study Svc list enr 1 

THaMAS, D C Illinois Institute of Technology THDMAE, D C 
Affiliation Unknown 03/06/09 SHHlLsI W , CDLE.R } , CAt I IIIAH. D 
Atomic Safety and Licensing Board Panel 3pp 10047 118 24X 

riche 50-434, 83/06/09, 03061 50408 


0306200300 Reply opposing Rockford League of Women Voters proposed 
findings of fact 6 conclusions of law re seismology 
Certificate of Svc encl 

OOLDFEIN. M R Commonwealth Edison Co 001 DFEIN, M R Isham. UncolTi 
it Beale 83/06/09 lOpp 18900 176 24X Fiche 50-454,03/06/09,. 

8306200300 


8306200304 Forwards util reply to Rockford League of Women Voters 
proposed findings of fact 6 cunclusioits of law re 
seismology Related correspondence W/o end, 

COPELAND, V G Isham. Lincoln 6 Deale COPELAND, V G Cam^mnnwea 1 1 h 
Edison Co 03/06/09 SMITH. I W . COLE, R F , CALLlHAN, A D Atortii 
Safety and Licensing Board Panel 3pp JS900 170 24X 

Fiche SO-454, 03/06/07, 0306200304 


8306130361 Proposed findings of fact 6 cuncluaions of law in form of 
partial initial decision on seismologii 6 water hammer 
issues Certificate of Svc encl 

GOLDBERG, 8 € Hearing Branch 4 83/06/10 39pp 18022 114 F4X 

Fich o 50‘ 454. 83/06/10, 8306130361 


0306170371 Forwards NRC 030531 Itr transmitting IE Insp Rept 
50-454/e3''i6 6 notice of violation Rept supports intervenor 
position that util unwilling or unable to maintain effective 
OA/QC program Svc list end 

WHICHER.J M Businessmen for the Public Interest WHITHER. JM 
League of Women Voters of Rockford, IL WHICHER. J H Sinnissippi 
AlllAfice for the Environment iSAFE) D3/06/16 SMITH* 1 W , 
CALLAHAN, A D . COLE* R F Atomic Safety and Licensing Board Panel 
17pp 18880 294 84X Fiche 50-4 54.83/06/13,83061/03/1 


0306150318 Proposed findings of fact 6 conclusions of law in form of 
supplamentat partial initial decision on occupational 
radiation safety 6 steam generator issues Certificate of Svi 
encl, 

OaUDnERG, 6 C Hearing Branch 4 RAWSON. R J Hearing Branch 3 
83/06/14 120pp 18040 320 a4X Fi che 50^454. B3/06/J4, B3061503J G 


0306170378 Advises that NRC will not reply to party 030607 supplemental 
briefs re intervenor 83D427 motion to reopen record NRC 
position already matter of record 

GDLD8ERO,0 C Hearing Branch 4 03/06/14 SMITH, I W , CDLE-R F . 

CALLlHAN, A D Atomic Safety and Licensing Board Pajiel 2p|i 

10880 P4D 24X Fiche 50-454.03/06/14,8306170379 
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— 330£it70J94 ConfirmB that JM Nhichcr will ropresenfc J Hughes, former 
employee of Pittsburgh Testing Labs. per B304S/ telcon NHC 
should not contact Kughes directly Mudhes staiemt nt> prepared 
bij Rrgioci 1 t Ii requested 

HHrCHFR* J H Dus 1 TJE 6 smeti fm the Publ ic Interest D3704/t?ff 
LEtdl5>3 H Region 3. Dffirr of Direrior Spp lUHDO ^50 SAX 
Flchtf &0-4S4. BJ/06/14. 03061/03/0 


”0306170309 Ailvises that author will represent J Hughes* fomer emplogre 
of Pittsburgh Trsting Labs e« requests Hughes Jan 1903 
statements to NRC t* documento provided to NRC 
HHICHER* J M Dusinessmen for the Public Interest 03/04/20 
PAWLICK. 6 Region 3, Office of Director 2pp 10030 252 9AX 
Fjche 50-434, 03/06/14. B30617037D 


--0306170392 Responds to Q30420 I tr it transmits JH Hughes 03OJ19 
statements Other mat 1 /documente being used in ongoing 
investigation h cannot be piovldod 

PAMLIK. C r Region 3, Office of Director 33/05/13 WHJCH6H.J 

businessmen for the Public Interest Ip 1O0BO £'ti4 SAX 

Flche 50-454. 03/06/14, 83061703/G 


8306300320 Proposed findings of fact t cimc 1 usions of laiu re ALARA 
steam generator tube integrity-^ 

TKDttAS.il) C League of WoeTen Voters of Rockford, IL THOMAS. D C 
Thomas. D C 03/06/14 33pp J 0B99 173 24X Fichc 50-454, 

83/06/14. 8306200320 


— 63D6S0D327 Motion for extension until B30628 to file proposed findings 
of fact It conclusions of law re Contentions 22 & 9(c> 

THOMAb. D C League of Women Voters nf Rockford. lU IHOflAS. 0 C 
DiKalb Area Alliance for RespoiiGiblo energy THOMAS. D C 
Sinnisslppl Alliance for the Enviroiimcnt (BAI-E) 83/06/14 
Atomic Safety and Licensing Board Panel Ip 1B699 209 24)1 

Flche 5D-4S4. 03/06/14, 0306200320 


--8306200331 Affidavit of DC Thomas supporting extension until 030620 to 
file pmpoBBd findings of Pact i» conclusions of lau re 
Contentions 2? i, 9(c) Time needed due to heavy ti lal it 
teaching schedule Certificate of <jvc end 

THOMAS, D C League of Women Voters of Rockford. IL THOMAS.D C. 
OeKalb Area AUiance for Responsible Energy TMOMAd. D C 
Sinnifisippi Alliance for the Environment (BAFE) Q3/06/14 3pp 
10099 206 24 X Ticho 50-454.03/06/14,0306200320 


8306200350 Foruiards 030406 memoiandum S. unexecuted sbi pula tioiis re 
lenergency planning contentions 

COPELAND. V 0 Isham. Lincoln Ooalo COPELAND. V G Comxnunuea 1 th 
Edison Co 83/06/14 Docketing 8. Bppvices Branch 47pp 
1B900 S74 24X Flche 50-494,03/06/14.0306200330 


03O6SOO294 Certification to Commission of ASLD recommenda 1 1 on that 
Commission confer continuing jurisdiction to ABLU oi clarify 
ASLD has jurisdiction to resolve specified emergency 
planning disputes after decision authoriiing operation 
CALLIHAfl. D , COLE.R F . SMI TN. I W Atomic Safety and Licensing Board 
Panel 83/06/17 21pp 1S94B (JOB P4X Piche 50-454. Q3/06/17. 
a3062a0il'94 


03062I02Q1 Proposed findings of fact it conclusions of law In form of 
supplemental partial initial decision (in emergency planning 
Issues Certifxcato of Sve end 

GOLDBERG. 8 C Hearing Branch 4 03/06/20 63pp 1B9J4 310 B4X 

Flcfie 50-454. Q3/06/20. B306210201 


B306270022 PindiFigs of fact it conclusions of law re emergency planning 
* DeKalb Area Alliance for Responsible Energy a Stnnisslppi 
Alliance for the Environment (bAPE) • League of Women Voters of 
Roclcford. IL 03/06/20 67pp 19012 259 24X 

Fiche 50-494, 03/06/20,0306270022 


G30'627004Ji Proposed findings of fact & conclusions of law re omcrgency 
planning Certificate of Sve end 

HILLER. M I . OICLAWSKirA P > COPELAND, V 0 Commonuiea 1 fch Edison Co 
83/06/20 53pp 19012 326 24X Fichc 50-454.03/06/20.8306270041 


B3O62703B3 Farwards util proposed findings of fact & conclusinns af law 
re tmergertcy planning, to be incorporated u/B30531 Ic 0607 
submittals W/o end 

COP ELAND. V O Isham. Lincoln S< Deale COPELAND. V 6 Commanuc al th 
Edison Co G3/06/BO SMITH, I W , COLE, R F, . CALLIHAN. A D Atomic 
Safety and Licensing Board Panel ip 10993 165 24X 

Flche 50-494. 83/06/20.8306270303 


3306230352 Raqueots cooperation of Ofc of Investigations in reopened 
hearing, in par ti cul ar, by releasing pertinont Ofc of 
Investigations documents, insp repts hearing iestimong 
B/ilTHi I W Atomic Safety and Lirensing Board Panel 03/06/21 
PAWLIK. L T Region 3, Office of Director Ip 1B943 207 94X 

Fiche 50-454,83/06/21, 0306230352 


0306230355 Nomorandum t, order reopening record re alleged falsification 
of OA inspactor records by Hatfield Electric Co Evidence 
should be presented on all pertinent invest Igations 

SMITH, 1 W Atomic Safety and Licensing Board Panel 83/06/21 5p p 
IB943 309 24X Fiche 50-454.03/06/21.8306230355 


8306230362 Memorandum 6 order ruling an Joint Intervenors 030427 
motion to allow J Hughes testimony an OA/OC issue Motion 
granted id part 6 denied in part Intervenort to present 
proposed statement of Hughes testimony by B3D701, 

CGLE.B F . SMITH, I W Atomic Safety and Licensing Board Panel. 
B3/06/21 19pp 10944 lOO 24X Fiche 90-434.63/06/21.8306230362 


6306270016 Reply to Dekalb Area Alliance for Responsible Energy/ 
Slnnlssippl Alliance for Environ proposed findings of Pact ^ 
conclusions of law re water hammer Certificate of Sve end 
GALLO, J , COPELAND. V O Cammontuea 1 th rdison Co GALLO. J Isham. 

Lincoln & Oeale 03/06/21 llpp 19012 246 24X 

Fiche 50-454,03/06/21.8306870016 


— 8306270020 Motion for leave to file aut-pf-tlme reply to proposed 
findings of fact i conclusions of law on waterhammor. Addl 
time needed due to demands imposed by preparation of other 
doc uflientfi 

COPELAND. V Q Commonwealth Edison Co COPELAND. V O Isham. 
Lincoln it Deale 83/06/2J Atomic Bafety and Licensing Board 

Panel 2pp 19012 237 24X Fiche 50-454.83/06/21.0306270016 


6306270032 Errata to ASLD 030621 memorandum I, order ruling on 
Intervenor motion to admit J Hughes testimony Date for 
intervenor to submit matter for ASLB consideration Is 
030707, not 630701 

MORAN. D M Atomic Safety and Licensing Board Panel 03/06/82. Ip 
10900 064 24X Fiche 50-454.83/06/22.8306270032 


8306270393 Advises that Dec 1983 current fuel load dote for Unit J 
MILLER. H I Isham. Lincoln Sc Beale MILLER«H I Commonuealth 
Edison Co 03/06/22 SMITH. I W Atomic Befety and Licensing Board 

Panel Ip 16994 137 24X Fiche 50-454,03/06/82.0306270393 


03O636O5S8 Motion for extension until 830715 to reply to Dekalb Area 
Alliance for Rcspansible Energy/Binn i ssipp 1 Alliance for 
Environ Rockford League of Women Voters proposed findings 
of fact it conclusions of law Certificate of Sve end 

COPELAND, V 0 Commonwealth Edison Co CDPELAND. V G Isham, Lincoln 
& Deals 63/06/23 Atomic Safety and Licensing Board Panel 4pp, 
19019 26? 24X Fiche 50-454.63/06/23,0306880526 


8306280535 Proposed findings oP fact it conclusions of law re liquid 
pathway Certificate of Sve end 

OALLa. J . FURSErH C Commonwealth Edison Co GALLCI. J I sham. 

Lincoln R Beale 83/06/24 39pp 19021) 005 24X 

Fiche- 50-454. 83/06/24.8306880533 


8306290508 Informs of correct moiling address for ASLD chairman 

MDRAN, D M Atomic Safety and Licensing Board Panel 03/06/27 Jf 
,19052 185 24X Fiche 30-454.83/06/27,6306290508 


03O63OO2J5 Motion for extension until 830701 to file remaining proposed 
findings of fart it conclusions of law for parties, 

THOMAS.D C League of Women Voters of Rockford, IL THOMAB. 0 C 
Thomas. D C 63/06/29 Atomic Safety and Licensing Board Panel 
2pp 191 ?2 099 24X Fiche 50-4 54.83/06/27,8306300215. 


■J Insurance it Indemn-xty InfoTmation 


0306130231 Forwards NELIA L MAELU Certificates N-93 6 M-93. 
respect ively. evidenc ing secondary financial protection for 
P lent 

OSTEfl. J Commonuioaltfi Edibon Co. 83/06/03 BALTZMAN. J Assistant 
Director for State & Licensee Relations 13pp 10086*311, 24X 

Fiche 50-454.03/06/03, 6306130231 


0306270345 Forwards Endorsement 7 to NELIA Policy NF-S?'/ 

OSTER.J Commanwcaith Edison Co 83/06/16 SALTZffAN. J Assistant 
Director for Btate L Licensee Relataons 2pp 16993 133 24X 

Fiche 50-454.03/06/16,0306270345 


K Utility Final Safety AYialysia Report iFBAtt) 4< amends 


6306030272 Forwards Amend 42 to FQAR 

TRANM, T R Commonwealth Edison Co 03/05/31 DENTON, H. R Office 
of Nuclear Reactor Regulation, Director 4pp 18713 001 24X 

Fiche 50-000.03/05/31.0306030872 


— 03D6O3O2B1 Amend 42 to FSAR 

a CDeimonwealth Edison Co 03/05/31 593pp 10713:005, P4X 

Fiche 50-000,83/05/31,8306030278 
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8a0&210211 Forwards affidavit of distribution for fSAR^ Amend <1? 

TRAMM.T R Commonwea I tfi ETdison Co Q3/06/14 8CNTOW. H ft Office 
of Nuclear Reactor Reguiation* Director gpp 117 24X 

F 1 c h a SO-OOOi 8a/067 1 4 , 830621 0211 


0 Inspection reportsi IE Bulletins 8f cat respaivdonc e 


8306100244 Forwards lE ln»p Rep I 50-4 54/03-17 !f 50-455/03-14 un 
030330—0504 & notice of violation. 

STREETER. JF Region 3t Office of Director 83/05/24 RCbD, C 
CommonweaUh Edison Co 2f»p 18007 137 24X Fiche SO-4 54. 83/05/24. 

8306100244 


— B3061OD247 Notice pf violation from inpp on B3D33D-0S04 

STREETER, J F Region 3. Office of Director 83/05/24 2pp 
16807 141 24X Fiche 50-454.83/05/24.8306100244 


—0306100249 IE Insp Rep ts 50-454/93-17 l< 50-455/83-14 on B30330 0504 
Noncompllance noted failure to perform adequate test 
procedure review 6 approval tc failure t-o adeq^uatelv 
implement program for maintaining -c 1 earl ine-ss 

RINO.« A . REyEB. L A Region 3. Office of Director. 83/05/24 
6pp 18807.143 24X Fache 50-454. 83/05/24. 8306100244 


83O511O4S0 IB Info Notice 03-32. "Ruptured A(u-24l Souices Contained m 
Mill Logging Device “ 8vc list end. 

TAYLOR. J H Division of Safeguards 6 Inspection Programs (Post 
0301031, 83/05/86 Consolidated Edison Co of Neu York. Inc 
185pp 18831 043 24X Fiche SD-000. Q3/05/S6. eOODJ 10458 


8305110460 IE Info Notice 83-34. »^Event Notification Info Worksheet 
Sve list end 

JORDAN. E. L Division of Emergency Preparedness Engineering 
Response (Post 830103). 83/05/26 Consol ida ted Edison Co of Neu 

York. Inc llDpp 18732 005 S4X FI ch d; 50-000. 83/05/26. 83051 10460 


8306170359 Forwards IE Insp Repts 50-434/03-18 & 50-453/03-15 on 
830301-0430 & notice of violation 

WORELIUa. C E Division of Project W Resident Programs 83/05/26 
REED. C Conimonuisal th Edison Ca 3pp 18880 071 24X 

Fiche, 50-434.83/05/26. 83 06170 359. 


—8306170361 Notice of violation from Insp on 830301-0430 

NOftELlUB. C C Divisien of Project ft Resident Programs 83/05/26 
2p|i. 18880 074 24X Ficfie 30-454.03/05/26.8306170339 


—8306170364 IE Insp Repts 50-4 34/83- JB & 50-455/63-15 an 830301-0430 
Nancompl lance noted operating personnel failed to observe 
control bands for ftCS pressure & temp -during preopei ational 
testing precaution re lapse parts indication posted 
FORNEV. M . CONNAUOHTON. K . HAYES. D W. Region 3. Office of 
Director 83/03/25 7pp 1 8880 076 24X Fiche 50-454.03/05/26. 

8306 17035? 


8306170020 Forwards IE Insp Ropt 50-454/83-19 on 030427-29 No 
noncompliance noted 

N8RELIUS. C E Division of Project l< Resident Programs 83/05/27 
REED. C. Commonwealth Edison Co 2pp 18882 252 24X 

Fiche. 50-454. 03/05/27. 83061 70D2O 


— 8306170023 IE Insp Reft 50-454/83-19 on 830427-29 No noitcomp 1 iance 
noted. Major areas insp ec ted. testing of pipe support 6 
restraint syi 

ANO.W. P I JAPE.F Region 2. Office of Director 83/05/16 5pp 
I8BB2.234. a4X Fiche 50-4S4. 83/05/2/. 8306170020 


8305110461 IE Info Notice 03-35. "Fuel Movement M/ControJ Rods 
Withdrawn at DWRs " 8vc list enc ] 

JORDAN. E. L Division of Emergency Preparedness U Engineering 
Response (Post 630103) 83/05/31 Consolidated Cdison Co nf New 

York. Inc. 1 16pp 18732 208 24X Fiche 50-000.83/05/31.8305110461 


0306130341 Forwards IE Insp Repi 50-454/83-16 on 030321-25 & O404-0D ^ 
notice of violation. 

LITTLE. we. Region 3. Office of Director 03/05/31 REED.C, 
Commonuealth Edison Co 2pp. 18822.282 24X Fiche 50-454.03/05/31, 

8306130341 


— 8306130343 Nellee of vialatinn from insp on 830321-25 0404-08 

LITTLE. W. 8. Region 3. Off ice of Director. 83/05/27 ip 
18822^284 S4X Fl cht: 50-454. 83/05/31 . 8306130341 


—8306130345 IE Insp Rapt 50-454/03-16 on 830321-26 h 0404-08 
Noncompliance noted failure to assure that lead auditor's 
performing Power-AZCO-Pope properlv qualified 1. certified 
LOVE. R. 8 . HILLIAHS.C C. Region 3. Office of Director 03/05/27 
11pp. 18822-285 24X Fiche 50-454. 83/05/31. 8306130041 


SDOAOyOGBB Ac k receipt of 830516 Iti informing NRC of steps token to 
correct vialations naked iri H In>»p Repts 50-454/83 ig L 
50-455/83 10 

SPES8ARD.R L Region 3, Office of Director 83/06/0J m.FD, C 
C nmmnnuieal th Edison Co Ip 10/42 02 J 24X Fiche 50-454,83/06/01 
8306070388 


— 8306O7O392 Responds to NRL 0JO413 Itr re violations noted iii i| ]ni|,p 
Repts 50-434/83-12 & 50 455/83-10 Corrective actions FfaAR to 
he changed to represent accurate design philosophy for RLO 
leak detection 

FARRAR. D L Commonwealth Edison Co 83/03/16 KEPPLFR, J fl 
Region 3. Office of Director 7pp 18/42 024 24X 

fic h e S0--454. 83/06/01 . 03060/0380 


8306230383 Advises that requested cable ti aij stiffener weld insp 
criteria available in Amend 41 to FBAR, revised Page 3 10-6 
TRAMM.T R Commonwealth Edison Co 33/06/02 KfcPPLEFhJ 0 Reptar. 
3, Office of Director Ip 1B943 050 24X Fiche 50-454,03/06/0?. 

0306230385 


03OSHO464 IE Info Notice 83-36. "Impact of Security Practices on Safe 
Operations ■' Sve list end 

JORDAN. E L Division of Emergency F'reparednoss 1. fngineoriiiq 
Response (Post 830103) 03/06/09 Consolidated Friison ■Co of -Ntu 

York. Inc I iVpp 18830 280 24 X Fiche 50-000. 83/06/09. 030011 Oih'l 


0306230205 Forwards lE Enforcemit.t Confer rnte Rept 'rO-454/Q3 P3 nn 
Q309SII 

SPESSARD.RL Region 3, Office of Director 83/06/10 Rfa-1). C 

Commonueol th Edison Co 2pp IB945 158 24X Fiche 50-454. 83/06/1 0. 

8306230285 


— 0306230290 IE Enforcement Conference Rept 50-454/83*23 on 0:iO5J3 Hajoi 
areas discussed deficiencies identified in preoper ationa 1 
test program 

8PE98ARD, R L Division of l.nq moor ii.g REYES. L A . FURNLY. W L 
Region 3. Office of Director 03/06/09 4pp 18945 160 24X 

Fichu 50-454.83/06/10. 83062.1028 5 


0303110470 IE Info Notice 83-38. "Defective Heat Sink Adhesivr tr 
Seismically Induced Chatter in ftplaijs Within Printed 
Circuit Curds " Sve list end 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 03/06/13 Consolidated Edison Cn of Neii 

York. Inc 110pp 18920 D25 P4K Fiche 50-000. 83/06/13, 03051 J04/O 


8306090010 IE Info Notice 03-3/. "Trans formrr Failure Resulting Fred 
Degraded Internal Connection Cables " 8vc list end 
JORDAN* E L Division of Lmeigency Preparedness 6 L irgineerli.g 
Response (Post B30lD3> 83/06/13 Consolidated Edison C<i of N^w 

York. Inc 243pp IS921 001 .'’4X Fir he 50-000.03/06/13,0306090010 


6306170371 Forwards NftC 030531 Itr Iranami tting IE Insp Rept 
50-454/03 16 6 notice of violation Rept supports intervenor 
position that util unwilling or unable to maintain effective 
OA/OC pr-agram Sve list encl 

HNICHEB.J M Businessmen for the Public Interest WNICMCILJ M 
League of Women Voters of ftockfoid. IL WHICHBR, J M Sintussippi 
Alliance for the environment (9ArE) 03/06/16 SMITH. I W , 
CALLAHAN. A D . COLF.R F Atomic Bafetij and Licensing Doard Pani’k 
17pp lOflOO 894 24X Fiche 50-434.63/06/13,03061703/1 


8306300178 Forwards IE Insp Repls 50-454/83-21 ft 50-455/63-16 on 
830427 8< 0502-03 6 10 No noncompliance noted 
KNOP. R C Region 3. Office of Director 03/06/16 REED.C 
Commonwealth Edison Co 2pp 19120 Ol’U 24X Fiche 50-454. Q3/06/l6i 
03063001/0 


’—8306300184 lE Insp Repts 50-454/83*21 50-455/03 16 on 83042/ h 

0502-03 & 10 No nencomp 1 ianrr noted Hojor areas inspected 
allegations re safety-related insp activities & electrical 
work 

HINDS. J M . HAVbb.D W . KNOP. R C Region 3. Office of Diiectoi 
83/06/16 iDpp 19120 030 24 X Fit he 50-454.03/06/16.0306300170 


8305110475 lE Info Notice 03-40. "Need to Enviranmenlal I y Ouolify 
Epoxy Grouts & Sealers " 0vt list ontl 

JORDAN* E U Division of Emeigenry Preparedness tt Engineering 
Respanse (Post 030103) 83/06/22 Consolidated Edisaii Co of New 

York, Inc, liSpp 19021 179 24X Fifhe 50-000.03/06/22.63031104/5 


0305110477 IE Info Notice 83-41, "Actuation of Fire Suppression Sys 
Causing Inoperability of Safety ’Related Equipment " Sve list 
enc 1 

JORDAN. C L Division of Emergency Preparedness fc Engineering 
Response (Post 830103) 83/06/22 Consolidated Edison Co of Nfw 

York. Inc J20pp 18997 007 24X fiche 50-000.03/06/22.03051104// 
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8305110479 IE Info Nutlet G3-4.>i "Keartoi Mode Bu-iich Mai ^unc ti nn& 

5vc l]£l (*1111 

JORDAN^ C L iJiviQjon of Lcnoiiuiicij F'ri'parodneaa & f ngmeonitg 
Re-sppnsf^ (Piitit 0J0103) QJ/O^/^'J (onBondated Edisan Cit of New 

Varic. Int H/>pp 1899* J4,» Ticho 50-000* 03/0/»/a3, 03051 1 0479 


8205110483 IE Info Notice 83-43i 'Mmpiopi'r Sottings of Intormediate 
Range fIH> Hig-h F Jui Trip I3ct|'0)nis " '»vc list ent 1 
JDROAn* I L Division of Lmei peiicij I't (’pared nc s s S< bnglnemiig 
fieBjKJfiSf (Post 020103) QJ/OA/LM Ct*»bo I idated Edison Co nf New 
Vorl* Ini llApp 1904* 1*9/ ;^4X Fit ho 50-000*02/06/04*0305110403 


S Reportable occuiienccs. |.Lns *, i elated correspondence 


8306020005 Interim Ocficienci; I(rpt 83-05 lo presarvice Insp wpld 
indications Initially reported un 63043'/ Disposition of ueld 
indications to be fmalwod within 90 days of completion of 
hot functional tc'tinq scheduled foi OJ^DOl 

SWARTZ. C D Commonwealth Edison Co B3/05/2* KbPPLCR*J'0 Rcginn 
3- Office of Director Bpp lH/03 360 04X Fxchv 50-454*63/05/06* 

B 3 06030005 


B3O6O3O029 Flitfll Deficiency Wept 6't-Q4 n structural steel coiinpc tion 
rework de-sign inadequacy Initially i epo? ted on 830429 Jam 
nuts to be installed on sliding coimrctions by 83011(^1 It 
840101 for By von & 830725 it 1JP5 for Dinidwood 

SUARTZ.fc O Cernmnnwaai th Edison Co 63/05/26 KLPPLTRrJ Q itegioii 

3- Office of Direrior 2pp JQ/03 341 04X Ficfte 50-000, U3/05/P6* 

G 306030209 


820610017U Informs that final respoTisr to 621206 interim definency 
repl re failure of several dc cables iti underground duct, 
will be submitted m Sept J 933 in**lr*‘id of Apr 1983 

TRAMM. 1 W fummonwealth Ldibon Co 6 J/06/01 KCWPLFHiJ 0 Regioji 
2* OfficB of Director Ip 10606 019 24 X Ficlie 50-454, 03/06 /Ol * 

6306100176 


0306100236 fhird Interim Dcficiincy Rrpti 02—11 82-12 ro accuiacy of 

Barfcan electroTiic instrument tranemi ttff s Changes in 
allowable accuiacy of transmittcis being evaluated Final 
r«pt will be sent by 830831 

TRAHM. 7 H C ommonuiea 1 th Edison (o 03/06/01 KEPF*U U, J 0 Region 
3* Office of Director Ip 16601) 311 24X Flche 50 000.03/06/01. 

8306100266 


030610020/ F-inal Deficiency Wept 02-09 rt mechanical siiuhber bracket 
1 n t er far Flic e Np inspected piiuhbers rcniure redesign or 
repair liM.ps it changes will be cumplefcrd priur to fuel load 
TRANM, T li tommonwealth t:dM,(in Cu 01/06/02 KLF'PLtR, J 0 Region 
3, Office of Director ip JB005 294 24X Flche 50 -000. 03/06 /02i 

0306100207 


8306100246 Final deficiency rrpt re tlasti nghouse D8-41A Toactor trip 
switchgoar design discrepancy Initially rrnoried an D30904 
Replacement undcrvoltage attachments will have modified* 
uideneif grooves tp accomodate now rotainmg rings 

SWARTZ, C D Comnuinwc.iUh Edi*on Co 63/06/03 KrPOICR.JO Region 
3. Office or Director 3pp lOFiO/ ODD 24X Ficfic 50-000, 03/06/03, 
0306 100246 


8306170045 Interim Deficiency Ript 83-0/ re reactor coolant pump lA 
bear trig failure Initially reported on 0301>f>3 Defecliva pump 
internals retuined to ties tinqhausc to determine cause of 
feiEure Damo-ged internals leplaced F tnol rept in 9D days 
SWART/iED Commonwealth Ldi son Co 83/06/09 KFHPIER, J 0 Regloii 
3* Office of Director 3pp 1OB70 :«>V 24X Flche 50-454*03/06/09, 

0306170045 


0306270282 Potential Part 31 rrpt re discrepancy In welding (if 
turnhuckle a s seinb | g * turnb ur k 1 ( bolt interface 8« on top plate 
assembly variable springs SA30/ Crade li bolts not ASML 
Bectio-n IX mat) Investigation underway 

HARA0IAN18. J A Llcen Metal F>induct£ Oo 03/06/17 KEPPLrR.>fO 
n eg ton. 3, Officp of Director 2pp 10996 207 24X 

F i It h e 50 000* 83/06/ 1 7, fl3062/0;'H;i 


T Hearing transcripts on non -ant J trust matters 


8306010023 Transcript of 030526 bearing in Rockford, )L Pp 7.102- 
7,231 Gupportlng d(icumentati on enfl. 

* Atomic Safety and Licensing Roard Panel 03/05/26, 2B7pp 
10668 220 24X Fit ho 50-454,03/05/26*11306010023. 


DaCKET STN *50-4 55 OYRDN STATION* UNIT 2 


A App 1 kcation/c onstructi on stage dneument^ tc correspondence 


8306030417 Requer-ts info re identification of safety-related mechanical 
equipment located in harsh environ OTeae* includ ing required 
operating times 8c plant lacotlon Info requested withih 30 
days Of receipt of Itr 

VDUNODLOOD. B J Llcensinq Bi onth 1 83/05/20 FARRAR* D L 

Commonwealth Edison Co 3pp iD/35 J5V 24X Fiche 50-000.03/03/30* 
0306030417 


8306010019 Suflunary of 830504 mortirvq w/ ut il * Nes 1 1 nghouse* Rargen t Er 
Lundy 6 Energy* Inc in Dethesda.MU re design verification 
programs 

OLSFHANfL N LiCevsing Branch 1 03/05/2J Licensing IlrancFt 1 

4pp 10607 171 24X Ficho 50-454. QS/OS/aS* 8306010019 


9306010031 Bumtnary of 830513 murtlng w/ut i 1 . Nest Inghouse U Sargent & 
Lundy in Dethebda.KD re revlaw of seismic qualification -Sr 
pump 8< valve pperabillty 

OLBHANj L N Licensing OrancFi i 03/05/83 Licensing Branch i 
4pp 19687 1 70 24X Fichc 50-4 54,63/05/23*8306010031 


9306030517 Board! Notlfitation Q3-74 submit* Info re work stoppage en 
installation of new pipe whip restraints Stop work action 
related to deficiencies in applicant DA program. Nork will 
resume when upgraded program in place 

NOVAK.T « Assistant Director for Licensing 83/05/33 Atomic 
Safety and Licensing Board Panel 6pp 1Q735 054 S4X 
Fiche 50-454. 03/05/23. 0306030D1/ 


8306090194 Discusses util interpretation of lOCFBSO 49, "Enviran 
Qualification of Electrical Equipment Important to Safety 
for Nuclear Power Plants '* IniPlit of rulemaking is to 
re(|uire upgrade program for replacement equipment not parts 
FARRAR, DL Cc-eunonwea 1th Edison Co 03/06/03 DENTON. H R Office 
of Nuclear Reactor Regulation, Director Qpp 10796 090 24X 

Fiche 50-000. QJ/06/03, 93O60V0194 


6306200019 Bummary of 830331 meeting w/utils & Uestinghouie in 
Bethcsda.IiD re tier. 1 1 ng house analysis it evaluation nf 
D4/Db/C steam generator mod 

HOPKINS. JB Licensing Drunch 4 03/06/14 Licensing Branch 4 

S2pp 10900 327 24X FicFib fiU 000,83/06/14.8306200019 


8306230237 Forwaids a-ddl info rv use of F^ORVs for venting L 
depress url 1 ing RC8 at facilities & response to PBAR 
Question 213 ISV. to be incorporatrd intu future FSAR amend 
TRAMM*TR Commonwealth EdiepnCo 03/06/16 DENTON. H R Office 
of Nuclear fieactor Regulation, Director IDpp 10945 23S P4X 
Fiche 50-000. Q 1/06/ 16. a3O6D301^'l7 


6306240379 Bummary of Caseload T orecast Panel 030324-25 meetings u/utll 
in Ogle Cuunty, IL re Independent atsosBrneni of applicant 
fuel load dote of 830831 Fuel load will not occur earlier 
than Nov 1793 

0L3HAN. L N Licensing Branch 1 03/06/17 Licensing Branch 1 

75pp 10907 057 24X Fiche 50-454,03/06/17.8306240377 


6306270322 Provides addk details re control uf heavy loads during const 
when new fuel assemblies being stored in spent fuel pit Due 
to failure of reactor coolant pump at Dyron 1. fuel handling 
bldg crane will be installed 

TRAMM. T R Commonwealth Edison Co fn/06/17 DENTDN.H R Office 
of Nuclear (ieat tor Regulation. Direciot Ip 10994.073 24X 

Fiche DO- ODD. 03/06/17, 830627 ODPH 


B306240252 Revises estimated finvl load dates to Oct 1903 for LaBalle 
County it Dec 1^03 Sc Hay 1905 for Byren Units 1 b 2, 
respectively 

BTlEDE.Ut Cummanwenlth Edison Co. 00/06/21. DENT0N.HR Office 
of Nucleor Fieartor Regulation, Director Ip 10901 323 24X 

Fiche 90 000,03/06/21,8306340252 


6306270373 Notifies of change in hSAR distrlhutiun All nuclear peuer 
plant activities transferred to new IL Dept of Nuclear 
Safety, State copy of F8AR amend should b« sent to listed 
address 

TRAMM. T R CommoTi wealth Edison Co 93/06/21- DENTON. H R. Office 

of Nuclear Heaciur Requlatlon, Director. Ip 10793' 313 24X 

Fiche 50-000, 03/06/21 » 8306270073 


8306300032 Revises estimated fuel load dates, based on const activity it 
preoperatlonal testing budget ravleu Fuel load scheduled for 
a3l001«Dec 1903 «t Hay 1985 for LaSalle County Unit 2 It 
Byron Units 1 (< 2. respect ively 

STIEOE, W L Commonwealth Edison Co 83/06/21 KEPPLER. J 0 Reyinn 
3, Office of Director Ip 19120 311. 24X Ficha 50-000.03/06/21, 

030630003? 
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E WftC fiafetij Evaluation Report <SFW1. suppls ^ c orreEpoiKfenco 


0306220001 Forwards addl info ip design basis Pot river 

« creenhoute R«vi«Lii of info should help tlpse Confirmatory 
Issue 1 of 5ER Values presented in FSAR are reasonable for 
matls underlging river screenhoose 

TRAMM, T R Commnnuiea 1 1 h Edison Co 03/06/19 DENT ON. H R Office 

of Nuclear Reactor Regulation, Director I5pp 1B9^B 063 P<1X 
Fiche 50-4 54, 01/06/ J5i 0306320001 


8306270431 Forwards advance copy oF rov to Section E 17 of App E to 
F8AR Section describes safety parametoi display sys Info 
should close StR Outstanding Item 16 

TfiAKM, T n Commonuealth Edison Co 03/06/17 DCNIONp H R Office 

of Nuclear Reactor Regulation! Director 13pp 19349 393 24X 

Fiche 90-000, 83/06/ 17, B306370'! 33 


8306240070 Requests a-ddl info re moiature separators of heators in 
filter sys serving nonac c ess ib le area >& fuel handling bldg 
for SER review Info requested within 30 days to maintain 
review schedule 

YOUNOBLOQD«2 J Liconsiaq Di anch i 1^3/06/21 FARRAR^O L 
Commonwealth Edison Co Opp 18939 02G 24X Eiche 50-000*03/06/21, 

0306240070 


F Security* medical, emergency fire protection plons 


8306090247 Confirms B30601 telron i« Chaiiqos to exercise winduub foi 
Dresden fc Byron Nuclear Power btations Dresden poitial 
exercise Will be conducted during itik oP B30912 w/I9yron 
full-scale exorcitie beginning uk of B3H14 

JONES* E C rilintiis. State of 83/06/01 KEPPLER, J Region 3, 
Office of Director Ip 10y75 3J9 24X Fiche 50-000,03/06/01, 

8306090247 


03O6O9OS21 Forwards current veisioiis of all prefire plans, pei 
requirements of JOCrnsO, App R,Paragraph 3 K 12 Plans will br 
continually revised future revs will not be formally 
submitted unless specifically requested 

TRAMM, T R Cammonwealth Edi^von Cu D3/06/02 DEMI DM, H H Officp 
of Nuclear Reactor Regulation* Dircitoi Ip 18796 119 S4)f 
Fiche 50-494, 03/06/02, 03O6O9O;'21 


— B3060902P3 PrePire plans 

« Commonwealth Edison Co 03/05/ IQ ll3pp IQ79A 120 ?4X 

FI the 50-454, 03/06/02, 03Cl6O*/oa;Jl 


83Q6160214 Submits correction to Q30601 Itr Date of roasscssnon b will 
he made prior to 830801, not 031001 

JONES, E E Illinois, State uf 83/06/09 KEPPLER, J Region 3i 
Office of Director Ip 13861 350 24X Fiche 50-000,83/06/09, 

8306160214 


S306230257 Forwards addl infn on cejnieun 1 cat i ans St cable spreading room 
luppression sys ro fire protection proQtam Third radio 
c ornmunlcot i on channel being installed Kopratcr will be 
located in turbine bldg 

■TRAMM,? R Commonwealth Edison Co 33/06/17. DEMTQNi H R Office 
of Nuclear Reactor Regulation, Direetnt 5pp 18745 016 24X 

Fiche 50-000r 83/06/ 1 7, 8306230257 


8306230412 Provides addl info requested in NRC Q30411 Itr va 
instrumentation used to assure safe shutdown in event of 
fire Info will be incorparatpd into FGAR l< fire protection 
rept in Future amends 

TRAMH, T R Commonwealth Edison io 83/06/1/ DENTON, H R Office 

of Nuclear Reactor Regulation, Directoi 52pp 1B943 136 24X 

Fiche 50-000, 83/06/17! 8306230412 


0 Ad jud i catory coTrcapondence 


B306010457 Forwards marhed-up Joint Intervanor Exhibit 14 re 
radiological Emergency response survey Ambulance medical 
sves, indicating stricken portions pax A3LI3 830436 ruling 
end Csrtiflcate of 6vc entl. 

COPELAND, V O Isham! Lincoln &i Boale CDFELAND, V 0. Commonwealth 
Edison Co 03/05/26. SMITH. I W 4 CDLt,R F. , CALLIHAM. A D Atomic 
Safety and Licensing Board Panel S4pp 18674*328 24X 

Fiche; 50-454, 83/09/26, 8306010497 


Q306020437 Forwards Rockford League of Nomen Voters proposed findings 
of fact conclusions of law re Contention 106 on 
seismology, per 620818 stipulation 

THOMABjD, C Illinois Institute of Technology B3/09/31 

SMITH, I M , COLE, R F , CALLIHAN, D Atomic Safety and Licen&ing Board 

Panel. 12pp 1B693 22a 24X Ficbe 50-454*83/05/31,8306020437. 




9306060173 Forwards proposed findings of fact & conclusions of low xt 
sa Ismol pgy I wa ter hammer 6 ALARA Final agreement not reached 
re procedural history 

COPELAND, V Q Isham, Lincoln t< Deale COPELAND, V 0 Commoniiiealtik 
Edieon Co 63/05/31 SMITH, I N , CQLC.R F , CALLIHAN,A D Atoftl? 
Safety and Licensing Board Panel 2pp 10718 26J 24X 

Fiche 50-454* 03/05/31,8306060173 


— B306060196 Proposed findings oF fact & conclusions of law ro 
sel-saiol pgy* water hammer 6 ALARA 

>IILL£R,H I , DIELAWSKI,A P , COPELAND, V G Commonwealth Ldii-on C,. 

83/05/31 104pp 10718 PA3 24X Fiche 50-454.83/05/31, 

B306060193 


03O6OBO143 Forwards proposed findings of Pact 8« conclusions of lew 
Contention 9a re water hammer 

CHAVEZ. D Einni&sippi Allionce for thp Environment (8AFE) 

CHAVEZ. D DcKalb Area Alliance for Responsible Energy 03/05/31 
Atomic Safety and Licensing Board F'ane) Ip 18772 290 24X 

Fiche 50-454*03/05/31,0306080143 


— 8306080145 Proposed findings of fact conclusions of law on 
Contention 7a re water hammer 

o Slnnisfiippi Alliance for the Environment (SAFE) e DeHolb 
Alliance for Responsible Energy 03/05/31 19pp 18772 29J pa'I 
Fiche 50-454,83/05/31.0306000143 ' 


8306060266 Requests delay of plant licensing fc operation until design^ 
QA* waste disposal (( emergency procedure problems resolved 
PULIDO, M Affiliation Unknown 83/06/03 SMITH, I W Atomic 84Pn„ 

and Licensing Board Panel Ip 10/29 030 24X * 

Fiche 50-454. 03/06/03. 8306060286 


B3D60603D2 Complaint filed in Circuit Court of Seventeenth Judicial 
C ir c uit, Hinnehago County, IL requesting Impooition of 
punitive damages for wrongful dlvorsioTj of waste water onto 
plaintiff property 

FEARER* W P Motor Oils Refining Co FEARER, W P Fearer I, Wye 
03/06/03 Illinois, State of Hpp 1G729 097 34X 

Fiche 90-454,83/06/03,8306060302 


03D6O9O342 Supplementary memorantium opposing intervener mat! an to 
reopen record Neither triable issue nor significant safety 
issue exists re Hughes allegations Certificate of 8vc end 
BECKER, B 8 Commonwealth Edison Co 83/06/07 Atomic Gofety and 
Licensing Doard Panel I2pp 18794 322 24X Fiche 90-494,03/06/07, 

0306090342 


8306100201 Drief supporting motion to admit J Hughes testimonv 
IntervenoFs have raised serious significant safety issues 
re quality of work at plant Hughes testimony should be 
considered in ruling on Contention lA W/Corti f icatc of Bve 
WHICHER.J M League of Women Voters op Rockford, IL HHiniEfl.JH 
DeKalb Area Alliance for Responsible Energy WHICHERi J. M 
Sinnisslppl Alliance for the tnvironmont (SAFE) 83/06/07 Atoaie 
Safaty and Licensing Board Panel 21pp 1BB05 230. 84X 

F I ch o 50-494 , Q3/06/07, 8306100201 


8306130445 Forwards proposed findings of fact I, conclusions of 1 awf rt 
s team genorator tube integrity Document should be filed 
iif/83093i proposed findings re sol smolngy. water hammer R 
ALARA 

ODLDFElNiMR Isham, Lincoln Beale (}DLDPEIN,MR Conmonurslll) 
Edison Co 03/06/07 SMITH, I W , COLE, R F , CALLIHAN, A D Atomic 
Safety and Licensing Board Panel 2pp 18020 319 24X 

Fiche 90-494,83/06/07,8306130449 


— 8306130452 Proposed findings of fact & conclusions of law re stra-m 
generator tube integrity Certificate of Sve end 
GALLO, J , (jOLDFElNiM R Commonwealth Edison Co. 0ALL0,J IilieB. 
Lincoln & Beale 83/06/07 64pp 18820 32t 24X 

Fiche 50-454,83/06/07,830613044 5 


0306150402 Informs that radiological emergency exorcise moved to wk of 
031114, to accomodate Illinois Emergency Oves & Disaster 
Agency 3vc list end 

DIELAH8K1,A P Isham. Lincoln tt Beale D1ELAHBKI,A P CommouMMltb 
Edison Co 03/06/07 SMITH, I W , COLE, R F , CALLIHAN, A D Atomic 
Safety and Licensing Board Panel 3pp> 18847 129 24X 

Fiche 90-454,83/06/07,0306150408 


8306190420 Forurards motion for N amend to consolidate Dekalb Area 
Alliance for Responsible Energy/8inni ssipp i Alliance for 
Environ Contention 3 w/Rockford League of Women Voters 
Contentions 19 & 100 

BIELAW8KI,A P Isham, Lincoln b Beale, BIELAWSK1,A P CommohVtsHk 
Ediepn Co 03/06/07 Office of the Secretary of the Cowml ssioi^ 
Spp 18047 095 24X Fiche 50-454, 03/06/07, 8306150420. 
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--G3'06 1 504 Mntiori to amend ^ < Oll^D 1 idiitr lickalb Am’<> Alliaitre Toi 
F) e^^ions 1 b ] 1 } nn i (>& v Al)iaiiL{> for Lnviron 

Contention 3 uj/fiock f or d I cactut; of Wcini r> Voters Con ti:^ntioni> 

j*? « foor 

CMAVE2( I> Dt'Ktilb Area AlltoMCD for f^e sponsible tnerg-y ( HAVFZj D 
Siniii ss 1 p(i s Alliance for thr Liwii oi'iriOnt (SAFE) MPPRISflN, P 
Le-aguc of Uorioii Voters of Kot^rind. 11 83/02/J>) Atomic Sofetti 

an4 Li<t»n&ina Hoard Panel dpp 097 24X 

Fiche '«0- 454. GJ/OA/07. B30iil*^O4P0 


1)3061 5044*i ArrcncI h c tiHi\o I idd fc j on of Drk.ilb Area Alliance foi 
Pespontiblp I tiergy/Cii nn 1 ss } pp 1 AlliriTiCC for tnvnon 
Co n tffii 1 1 on 3 Hock ford 1 eaguo of Wrntrn Voters Con tmtiomii 

19 I OH 

ChAVP/ffl UoKalb Area Alliance for llrsponsible Lnergg CHAVtZ, D 
Sinnisajppi AlliofiCb for thr Lnvironmeni (SAFE) MORRlSflN. ■» 

Luaque of Wamtfii Voters of Kockfoid- H G3/02/2J Atomic Safety 

■aild Li tens nip rjoui li Panel lilLi47 101 247 

Fithe liO 454. 03706/07, 0306 riOAr'O 


G 306 1 50400 Motificc that peuUnip revlpu of bJItC'-commlsaioTiad etud^ nf 
torrent sabotage problems at nuclear powri p lantsj i ntet venoi 
may move to rorpen evidentiary tecord to consider 
ramt f ic at lan s of study Sve I itt entJ 

THOMAS I D C Illinois Institute of Technology THOMAS , I) C 
Affiliation UnknoDn 83706/09 3111 T! I, J W , COLE, R F , CALL I SIAN- D 

Atomic Snfpty and Licensing Hoard Pam*J »lpp 18047 IIB P4)C 
Ficho h 0-4 S4, 03706/09. 0306100400 


E1J06S00300 lleply opposing Rock fold teogur of Uomen Voters propo■^ed 
findinoa of fact 6 tone 1 usi iin*. ol lau it ftrismology 
Certificntc of 9vt encl 

OOLDrCIN. N n Commonuiealth IdlsonCo GOLDFCIN, « R Isham, lincolii 
fc Qealo 013706/09 tOpp 1H900 176 04 X Flche 50 -454- G l/OA/07. 

onofiaoo'jcio 


Q3IJ6200304 roriuaTds utal reply tu Mockfoid league of Vlomen Voters 
proponed findings of fact f< cnncluslonr of lau re 
seismology Related torrospcindi iice N/o ( nt 1 

C0PELAN13.V0 J sham. L 1 nca 1 n & Mealr niPELANI), V C' Commoniuenl th 
Edison Cn DJ706/09 BMI PH. I H , ( OLl H r , CALL IMAM, A D Atomic 
Safety and Licensing Hoard Panel 2pp 10900 170 24X 

Flchc 50-4 54, D:1 707-/09, 03O6POO:<O4 


flJ06130J6i F'ropDi cd findings of fact it conclusions af low in foi m of 
partial initial decision on aei&mologu ^ uoter haitmor 
issues Cor t 1 f 1 r □ be of Sve uni) 

OOLD0E.ro. 9 C Meurlng DTOMtli 4 03/07-710 39pp lOEiSa 1J4 24 X 

Ft the 50-4 54. Q 1/06710, 03061 3036 1 


0306170.17 1 Forwards NRC 03O5U1 lir tran«‘.mi tting lb Itisp Ropt 
50-454/03 -1 6 ^ nntici* of violation Kept supfortc hitnivenoi 
position that util unwilling- nr unable tp mairiiain rPPectlvr 
QA/QC program five list oncl 

WMICMLH- M l«usinB semen for thr Public Intereot l4HICHE|i,J M 
League of Wometi VoteT-s of Rockford, II WHIfICR.JM SinruBssppi 
Allianca fer the Lnvironment (BAfE) 93/06/16 SMlTHW W , 
CALLA||AN«A D , LfJLE- R F Atomic Bafety and Licensing Da.-irtf Panel 
I7pp 1R0QO 2V4 24X Fit he 50 454 < 0 1/06/13. B3061 70371 


G306LS-031Q Hropo&ed Pindi-ngo of lart conclusions of law in form of 
supplemental partial initial decision on occupation^ X 
radiation safety ^ steam generator issues Certificate of bvi 
enc 1 

OOLOabRO.S C Hearing Oranch 4 RAN'-UN- R J Hearing Draucb 3 
03/06714 ISOpp 18840 320 04/ r’iihe 50-454,83/06/14,0306150310 


8J0617O3/U AJviaPB that NRC will not reply to party 030607 supplemental 
brief B re Intervennr 03042/ motion to reopen record NRC 
pdaitlaii already matter of rncind 

OOLODEnO. S C Hearing Oranch 4 03/06/14 SMITH, I H , C0LP,{1 F , 

CALL It TAN, A D Atomic Safety ,iirtl Licensing Doard Panel Spp 

10000 24 D 24X Tic ho 50-454,03/06/14,0306170378 


D306200320 Proposed findings of fact 8< conclusions of law re ALARA 
steam qcneralOT tube intogritij 

THOMAS, l> U League of Women Voters of Rockford- IL IHaMAS, D C 
Thonrae, D C 03/06/14 3r»pp 10099 173 24X Fiche 50-454, 

03/06/14, 0306200320 


— 8306S00G27 Motion for extonBlon until 0DO628 to file proponed findinjia 
of fact 6 conclusions of law re Contentions 22 9<r> 

THOMAS. 0 C League of Wonuni Voters of Fiockford. lU TH0MA3, D C 
DeKalb Area Alliance for Responsible Energy THOMAS, D C 
Sinnisslppi Alliance for the Lnvironment iSAFE) 83/06/14 
Atomic Safety and Licensing board Panel ip I0B99 205 P4X 
riche 50-4 54. 03/06/14. 0306200320 


--8306200331 Affidavit of DC Thomas supip or ti ng e« tension until B30628 to 
file proposed- findings of fact 6 concluRians -of law re 
Contentions 22 9(c) Time needed due to heavy trial 8, 

teaching schedule Certificate of Sve ent 1 

THOMAS. D C Lefl 9 UB of Women Voters of Rockford- IL THOMAS, D C 
DeKalb Area Alliance for Responsible Energy THOMAS- D C 
Sinnissippi Alliance for the Environment (SAFE) Q3706/14 3pp 
13099 206 24X Fiche 50-454.03/06714.8306200320 


8306200350 Formal ds 030406 memorandum St unexecuted stipulations re 
emergency planning contentions 

COPELAND, V 0 Isham. Lincoln t< Deale COPELAND, V 0 C ommontiealih 
Edison Co 03/06/14 Dpckrting It Services Branch 47pp 

10900 274 24X Flche 50-454,83706714,8306200350 


8306200294 Certification to Coinmission of A9LD recommendation that 
Commission confer contmuinq jurisdiction to ASLB or clarify 
ASLB has jurisdiction to resolve specified emergency 
planning disputes after decision authoniing operation 
CALLIHAN>D , COLE, R f * SMITH, I W Atomic Safety and Licensing Board 
Panel B3/06/17 21pp 18948 000 24X Flche 50-454,83/06/17. 

8306200294 


0306210231 Proposed findings of fact It conclusions of low In form of 
supplemental partial Liritial decision on emergency planining 
IsBues Certificate of Sve one) 

OOLDBERO. S C Hearing Dronch 4 83/06/20 63pp 18914 310 a4X 

Fithe 50-454.83/06/20,0306210201 


6306270022 Findings of fact 6 conclusions of law re emergency planning 
* DsKalb Area Alliance for Responsible Energy * Sinnifisippi 
Alliance for the Environment (SAFE) * League of Wamen Voters of 
Roctford, ru 03/06/20 67pp 19012 259 a4X 
Flche SO-454, 03/06/20, 0306270028 


0306S70041 Proposed findings of fact 9< conclusions of laui re emergency 
planning Certificate of Sve end 

HILLER. M I - BIELAVISKI.A P . COPELAND. V 0 Commonue a ] th Edison Co 
03/06/20 53pp 19012 326 24X Fiche 50-454.03/06/20,8306270041 


8306570383 Forwards util proposed findings of Pact 6 conclusions of law 
re emergency planning, to be incorporated «ii783053i 6 0607 
submittals W/o encl 

COPELAND.V Q Isbem. Lincoln «t Oeale CQPELAND.V 0 Commoiruealth 
Edison Co 83/06/20 SMITH, I W , COLL. R F - CALL I HAM, A 0 Atomic 
Safety and Licensing Board Panel ip 18993 165 a4X 

Fiche 50-454,03/06/20. 0306270383 


6306230352 Rei^uests cooperation of Qfc o-f Invest igati-ons in reopened 
hearing-in particul ar* b y releasing pertinent Ofc of 
Investigations documents, ins p repts I, fieax ing testimony 
SMITH. I H Atomic Safety and Licensing Board Panel 83/06/21 
PAWLIK, E T Regi-on 3. Office of Director Ip 10943 267 54X 

Flche 30-434. 03/06/21. B306S30355 


0306230359 Memorandum 8, order reopening record re alleged falsification 
of DA inspector records by Hatfield Electric Co Evidence 
should be presented an all pettment Investigations 

SMITH. I M Atomic Safety and Licensing Board Panel 03/06/21 5pp 
1»943 309 24X Fiche 30-454,03/06/21-0306230355 


6306 23036S Memorandum & order ruling on Joint Intorverrors 030427 
motion to allow J Hughes teo-timony on OA/OC issue Motion 
granted in part tt denied In port Intervenors to present 
proposed statement of Hughes testimony by B30701 
C0LE,R F . BMITH, I W Atomic Safety and Licensing Board Panel 
03/06/21 19pp, 10914 IDO 24X Fic ho 50-454- 03/06/21 . 0306230362 


B306270016 Reply to Dekalb Area Alliance for Responsible Energy/ 
Glnnlesippi Alliance for Environ proposed findings of fact fc 
conclusions of law re water hammer Certificate of Sve end, 

GALLO, J . COPELAND.V D Commonwealth Edieon Co GALLO- J 1 shara- 
Lincoln «< Deale 03/06/21 llpp 19012 246 24X 

Flche 90-454,03/06/21.0306270016 


— 0306270080 llotion for leave to file out-of-time reply to proposed 
findings of fact tr conclusions of law on waterhammer Add! 
time needed due to demands Imposed bij preparation of other 
documents 

CaPELANDrV 0 Commonwealth Edison Co COPELAND.V 0 Isham, 
Lincoln & Boale 03/06/21 Atomic Safety and Licensing Board 
Panel app 19012 257 24X Fiche 60-454, 83/06/21. 0306270016 


0306270032 Errata to ASLD 830621 memorandum tc order ruling en 
Intervenor mptlon to admit J Hughes testimony Date for 
inbervenor to submit matter for ASLB consideration is 
030707. not 03070 I 

MORAN. 0 M Atuniic Safety and Licensing Beard Panel, 83/06/22 Ip 
10906 064 24X Fiche 50-454,03706/22,0306270032 
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03QA27O393 Adv*SB6 that Dec J9Q3 current fuel load dote for Unit 1 
MILLERirt I Ishaff. Lincoln It DeaJe hULlbRj-M T Cofnmonweo) th 
Edi«on Co 03/06/SS SMITH, I tf Atomic Safety snif Liceticjiiq [^oai d 

Panel Ip 18994 137 24 X Fiche 50-454, 83/0^/32. 83062/0373 


0306280528 Motion for extension until 030/15 to roplij to Detolt Area 
Alliance for Responsible Energi^/Sinnissi ppl Alliance For 
Environ it Roctfard League pf Ifpmen Voters proposed Findingr. 
of fact & conclusions of law Certificate of Bve end 

COPELAND; 7 G Cant/nonajea 1 th Cd t son Co COPELAND^ V G Is^am* lincolu 
t( Beale 63/06/23 Atomic Safety and Licensing Dpard Panel App 
19019 262 24X Fiche 50-454,03/06/23,0306280320 


8306200335 Proposed findings of fact conclusionB of law re liquid 
pathway Certificate of Sve enri 

OALLOiJ , rURPEi M C Commoniiiea 1 th Ldif.on Co OALLH, J Icham, 

Lincoln & Deole 83/06/24 39pp 17020 005 24X 

Fiche 50-454.83/06/24,0306200535 


B306290S0B Informs of correct mailing address for ACLD chairmon 

MDRAN';D M Atomic Safety and Licensing Doord Panel 03/06/27 Ip 
19052 105 24X Fiche 50-454, 03/06/27, 230629050B 


0306300215 Motion for extension until B30701 to file remasnlng pioposoO 
findings of Pact fc conclusions of law -for parties 
TMOMASi D C League of Women Voters of Rockford, ll THOMAS* P C 
Thomas, D C 63/06/29 Atomic Safetq and Licensing Board Panel 
2pp 19122 099 24X Fiche' 50-454,03/06/29,0306300215 


J Insurance & indemnity information 


—0306170361 Notice of violation from iiisp on 030301-0430 

NORELIUS, P L Division nf Project tt Ro^iident Programs 133/05/26 
2pp 18830 074 24X Fiche 50-454. QJ/05/26. 03061 70Jb9 


— B3061703/.4 IE Insp Hepts 50-4 54/03-18 50-455/03-15 on 030301- 04’10 

NoncDPip 1 lance noted operating pprsoitnel failed to observe 
control bands for HCS pressure 6 temp during preopera t iciiul 
testing f< precaution re loof>e parts indication posted 
FORWEV, W , CONNAUGHTfJN. K , HAVES, D W Region 3, Office of 
Director 03/05/25 7pp IQflOO 0/6 24X Fiche 50-454. 8 J/0ij//6. 

0306 1 70339 


8305110461 IE Info Noticp 03-35, 'Tuel Muvptnent W/Control Rods 
Withdrawn at DURs " Svt list end 

VQRDAN, fe L Division of Emergency Preparedness it engineering 
Response (Po^t 030103) 03/05/31 Ccnsolldated Edison Cd of Feu 

Vork. Inc 116pp 10732 30D 24X Fiche 50-000, 03/05/31- 03 (pSJ 10161 


03O6O7O3B0 Acli receipt of 830516 Itr inlDrining NRC of steps tnkfn tP 
correct violations noted in IL Insp Repts 50-454/03-12 6 
30-455/03^-30, 

SPESSARD, R L Region 3, Office of Director 03/06/01 REED, i 
Cpnimoniijoa Uh Edison Co Ip JO/42 033 24X Fiche 50-4 54,03/06/01, 

B3O6O7O3O0 


— 03O6O7O39P Responds to NRC 030413 Itr re violations nnled in 11 Insp 
Repts 30-434/83 12 U 5O-45O/03-1O Correettve actions F5AI1 tu 
be changed to represent accurate design philosophy for R( R 
leak detection 

FARRAR, D L Commonwealth Edison Co 03/05/16 KEPPLER, J fl 
Region 3> Office of Director 7pp 10742 024 24X 

Fiche 50-494,03/06/01.0306070380 


8306270345 Fortuards Endorsement 7 to NEL lA Policy NF-27/ 

OSTER. J Commonuiealth Edison Co 83/06/16 0ALTZMAN,J Assistant 
Director for Stale tt Licensee Relations Ppp 1D793 J33 iMX 
Fiche 50-454.83/06/16,0306270345 


K Utility Final Safety Analysis Report iFQAR) & amends 


0306230389 Advises that requested cable traij stiffener weld lur.p 
criteria available in Amend 41 to F9AR, revised Page 3 10-6 
TRAMH, T R Commonwealth Edison Co 03/06/02 KEPPLEILJ C Region 
3. Office of Director Ip 1894 3 090 24 X Fiche 50-454,03/06/02, 

0306230305 


8306030272 Farwards Amend 42 tu FBAR 

TRAMM, T R Commonwealth Edison Co 83/05/31 DENTON; H R Office 
of Nuclear Reactor Regulation, Oirectoi 4pp 10/13 OOJ P4X 
Fiche 50-000, 03/05/31; 8306030272 


0305110464 IE Info Notice 83-36, "Impoct of Security Prartices on Safe 
Operations *' Sve list end 

JORDAN, E L Division of Emergency Preparedness R I ng ineering 
Response iPost 830103) 83/06/09 Consolidated Edison Co of New 

York, Inc ll9pp 18830 280 24X Fi che 50-000, 03/06/09, 0305J J04M 


—8306030201 Amend 42 to FSAR 

# Commonwealth Edison Co 03/03/31 503pp 10713 005 24X 

Fiche 50-000,03/05/31. 0306030272 


0306210211 Forwards affidavit of distribution for FEAR, Amend 42 

TRAMM.TR Commonwealth Edison Co 83/06/14 DENTON, K R Office 
of Nuclear Reactor Regulation, Director 2pp IQ9I0 il7 94/ 
Fiche 50-000,03/06/14. 030621021 1 


Q Inipection reports, IE Dvlletins If correspondenc e 


8306100244 Forwards IE Insp ttept S0-454/D3-I7 8, 50-455/03-14 on 
830330-0504 b notice of vialatlon 

StREETERr J F Region 3, Office of Director 03/09/24 RFED.C 
Commonwealth Edison Co Spp 10007 J39 24X Fiche 50-454; 03/05/24. 

8306100244 


— 0306100247 Notice of violation from insp on 030330 - 0504 

STREETER, JF Region 3, Office of Director 03/05/24 Ppp 
18807 J4i 24X Fiche 50-4 34,83/05/24,8306100244 


0305110470 IE lofo Notice 03-30, ^’Defective Heat Sink Adhesive Ic 
aeismicaiiy Induced Chatter in Relays Within Printed 
Circuit Cai'ds " Sve list end 

JORDAN, E L Division ef Emergency Preparedness engineering 
ResponsQ (Post 030103) 83/06/13 ( onsoi i dated Edison Cn of Nrw 

York; Inc IJOpp 10920 225 24X Fiche 50-000,03/06/13,0305110470 


0306170371 Forwards NRC 030531 Itr transmitting IE Insp Rept 
90-454/03-16, 5f notice of violation Rept supports intervener 
position that uti) unwilling or unable to maintain effective 
OA/OC program Sve list end 

MHICHER.JM Businessmen for the Public Interest WHICHFR;%J N 
OeKalb Area Alliance for Responsible Energy 03/06/16 PMHH, J VI 
Atomic Safety and Licensing Doai d Panel l/pp 10000 294 P4X 
Fiche 50-454,03/06/13, 0306170371 


8306300170 Forwards IE Insp Repts 50-454/03-21 it 50-455/03-16 on 
030437 it 030&-03 ;< 10 No noncompliance noted 
KNOP.R C Region 3, Office of Directoi 03/06/16 REED, C 
Commonuealth Edison Co 2pp 19120' 020 24X Fiche 50-454,03/06716, 

6306300170 


— Q306100249 JE Insp Repts 50-454/03-17 U 50-459/03-14 on 030330-0504 
Noncomp 1 i one e noted failure to perform adequate test 
procedure review S, approval R failure to adequately 
implement program for melntoininfl cleanliness 

ftINO, M A , REYES, L A Region 3, Office af Director 63/05/24 
6pp J 0807' 143. 24X Fiche 50-454,03/05/24,0306100244 


9305110450 IE Info Notica 03-32, “Ruptured Am-241 Sources Contained in 
Nell Logging Device “ Sve list end 

TAYLOR, J M, Division of Safeguard* tc Inspection PTogram® (Foal 
830103). 83/05/26 Consolidated Edison Co of Neui York, Inc 

I29pp 18831 043. 24X Flch a: 50-000, 03/05/26, 03051 1 0490 


6305110460 IE Info Notice 03-34, “Event Notification Info Nort^hpet “ 
Sve list end 

JORDAN, E L Division of Emergency Pioparednas* 6 FiiglnBering 
Response iPoit 830103) 03/09/26 Consol idated Edison Co, of Maw 

York; Inc, U&pp 1073S 085, 24 X Fiche SO-000; 83/05/26, 03051 10460 


0306170359 Forwards IE Insp Repte 50-454/63-10 «f 50-45S/03'i5 on 
830301-0430 U notice of violation, 

NORELIUS.C, E Division of Project i< Res i dart Prograflis 03/05/26, 
REED,C Commonwealth Edison Co 3pp 10800 071, P4X 
Fiche 90-454,03/05/26,0306170359 


—8306300104 IE Insp Repts 50-454/83-21 6 90-455/03-16 on 830427 «r 
0902-03 & 10 No noncompliance noted Major areas inspected, 
allegations ra safety-related insp activities t< electrical 
work 

HINDS, J M , HAVEe.D W ; KNOP; R C Region 3, Office of Director 
03/06/16 12pp 19120 030 24X Firho. 50-494, 03/06/16; 03063001 70 


8306D90'010 IE Info Notice 03-37, “Transformor Failure Resulting I rom 
Degraded Internal Connection Cables “ Sve list end 
JORDAN, E L Division of emergency Preparedness ^ engineering 
Responua (Post 830103) 03/06/13 Consolidated Edison Co of New 

York, Inc a43pp 10921 001 24X Fiche 50-000. 83/06/19, 0306O900J0 


0305110475 IC Infc Notice 03-40, "Need to Environmentally Qua) i f y 
Epo-xy Grout® & Sealers •' Sve list end 

JORDAN, E L Division of Emergency Preparedness & Enginserifig 
Response <poat 030103) 83/06/22 Consolidated Edison Co of New 

York, Inc. llSpp 190S1 179 B4X Fiche 50-000, 03/06/32, 8305 J 10470 


8305110477 lE Info Notice 83-41, “Actuation of Fire 0uppressiun Rifs 
Causing Inop arabi 1 1 ty of Baf ety-Relatcd Equipment “ Dve list 
end 

JORDAN, C L Division of Emergency Preparedness Ic Engineering 
Reeponae iPoat 830103) 03/06/22 Consolidated Edison Cu nf New 

York, Inc iSOpp 18997 007 24X Fiche 50-000, 00/06/22, 03051 J0477 
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8305^110479 IE Info NDtice 03-43, "Rcartor Mot/o Suitch Jial i^unc ti on& ” 
Svc H&t cnci 

JOflDAlJp E L Division of CmPTfiency F^reparpdness h tngin»eriiig 
RtfponSB (Post 830103) 03/06/23 Consolidated Ldioon Co of Ncu 

York, Int H6pp 10996 242 24X Ficho 50-000.03/06/23,0305110479 


0305110483 IE Info Notice B3-43, "Improper Settings of Intermed te 
fi^npE (in> High flu* Trip Setpoints ♦' Svc list end 
JORDAN, C L Division of Emergency Preparedness (< Engineering 
Response (Post B30i03) 03/06/24 Consolidated Edison C-o of Neu 

/erk, Inc 116pp 19046 297 24 X Fir he 50-000,83/06/24.0305110483 


B Reportable occurrences, I.LRs << i elated correspondence 


830^030229 Tinal Deficiency Pept 03-04 re structural steel connection 
reitTork design inadequacy Initially reported on B30429 Jam 
nuts to be installed on sliding connections by B30B01 l< 

840101 Per Qyron Q30725 1123 for Qroiduoad 

SHARTi.E D Cnmmonuiea 1th Fdison Co 03/05/26 KFPI>LCR,JO ffogiuli 

3, Office of Director 2pp 1BV03 341 24X Flche 50-000,03/05/26, 

6306030229 


6306030066 Ac li participation in B30503-05 environ »it» visit Eipertiso 
on aquatic biological resources will be particularly 
valuable as input to environ review 

V0UN(5DLDDD, D J Licensing Branch 1 03/05/23 DCRTRANO, D A 

Illinois, State of Ip 18733 210 24X Flche 50-4 36^ 83/05/23, 

8306030066 


6306030237 Forwards request for addl info re application for DL 
covering pipe line locations t, frequenrg of munitions 
shipments F6A0 should be amended to include requested info 
Response required by B30715 

90ON0DL80D, D J Licensing Branch 1 83/05/24 FARRAR* D L. 

Commonwealth Edison Co 3pp 18734 016 24X Fiche 50-'456» 83/05/24* 

0306030237 


0306090194 Piscussas util interpretation of iOCFRSO 49. "Environ 
QualUication of Electrical Equipment Important to Safety 
for Nuclear Power Plants " Intent of rulemaking is to 
require upgrade program for replaciment equipment not parts 
FARRARj D L Commonwealth Edison Co 03/06/03 DENTON, H R Office 
of Nuclear Heactor Regulation. Oirectov 3pp 10/96 090 a4X 
Flche 50-000,93/06/03, 8306090194 


8306100176 Informs that final response tu SP1206 interim deficiency 
rept re failute ef several dc cables in underground duct, 
will be submitted in Sept 1903 instead of Apr 1983 

TRAMR, T R Commonwealth Edison Co 03/06/01 KCPPLER, J O Region 
3. Office of Oirector Ip J8Q06 019 24X Fithc 50 434,03/06/01, 

0306100170 


8306140161 Submits list of endangered species present in proposed 
const site, in response to 830503 Itr Indiana bat utiliies 
steam corridors for foraging in summer Bald eagle found in 
Will County during winter No critical habitat designated 
OROUTAOErT M Interior, Dept of. Fish J« Wildlife Service 
03/06/09 YOUNODLODD, B J Division of Licensing, 2pp 18839*071 
a4X Fiche 50-456,03/06/09,8306140161 


0306100236 Third Interim Deficiency Repts 02-11 L 8S-12 re accuracy of 
Darton electronic instrument transmitters Changes in 
allouablc accuracy of transmitters being evaluated Fitiol 
rept will bu sent by 830031 

TRATIM, T R Commonwealth Ediscin Co 03/06/01 KCPPLBR, J 0 Region 
3, Office of Oiiectar Ip lOQOS 311 24X Flche 50-000,03/06/01. 

8306100236 


B306100207 Final Deficiency Rept 82-09 re mechanical snubber bracket 
Interference, No inspected snubbers require redesign or 
repair Insps tc changes will be completed prior tu fuel load 
TRAMNiT R Commonwealth f.dison Co 03/06/02 KtPPLER, J O Regioi* 
3. Office of Director Ip 18B0S 294 24X Flche 50 000,03/06/02, 

8306100207 


8306200019 Summary af 830331 meeting w/utils & Westinghousa in 
Bethesda,HD re Westlnghoute analuei^ ^ evaluation of 
D4/D5/E steam generator mod 

H0PKIN9, J D Licensing Branch 4 83/06/14 Licensing Branch 4 

22pp 18908 327 24X FI c he* 50-000, 03/O6/14i 8306200019 


8306200069 Responds to 830414 memo requesting decision under MRC 
itandardliatton policy re need to perform review of 
operation QA program Review of plant should be consistent 
u/stantfardi red review 

THOMAS. C 0 Btandardl latlon Special Projects Branch 83/06/14 
HA ASS. H P Quality Assurance Ip 18908 173. 24 X 

Fiche 50-456,03/06/14.8306200069 


B306100246 Final deficiency rept re Westinghouse 03-416 reactor ti'ip 
sultchgear design discrepancy Initially reported on 830504 
Repiscemcnb undervoltage attachments will have modified, 
widened grooves to accomodate new retaining rings 

SNARTZ.C D Commonwealth Ed i non Co 03/06/03 KEPPLER.J 0 Region 
3, Office of Director 3pp 1D807 058 ?4X Fiche 50-000,03/06/03, 

6306100246 


8306170045 Interim Deficiency Rept 83-07 re reactor coolant pump lA 
bearing failure Initially reported on 830503 Defective pump 
Internals returned to Westinghouse to determine cause of 
failure Damaged Internals replaced Final rept in 90 days 
SWARTZ, E 0 Commonwealth Edison Co 03/06/09 KLPPLfcR, J 0 ttogiun 
0. Office of Director 3pp 10070 35? 24X Flche 50-454.03/06/09, 

8306170045 


630627O2BS Potential Part 21 rept re discrepancy In welding of 
lurnbuckle as semb 1 y , turnbuc k le-hol t interface & on top plate 
assembly variable springs 8A307 Grade D bolts not ASME 
Section IX mat! Investigation underway 

KARAOIANig, J A Eicon Metal Products Co 83/06/17 KEPPLFR. J 0 
Reg Ian 3, Office of Director 2pp 10996 207 24X 

Flche 50 - 000, 83/06/ 1 7, 0306270202 


T Hearing transcripts on non-anti trust matters 


0306010023 Transcript of 830526 hearing in Rockford, IL Pp 7,102- 
7,231 Supporting documentation end 

» Atomic Safety and Licensing Board Panel 03/05/26 2Q7pp 
10660! 220 a4X Fiche 50-434,83/05/26,0306010023 


0306230237 Forwards addl inPo re use of PDHVs for venting tc 
depresfturliing PCB at facilities Br response to F6AR 
Question 212 159, to be Incorporated Into future F9AR amend 
TRAHMiT R Commonwaalth Edison Co. 03/06/16. DENTON, H R. Office 

of Nuclear Reactor Regulation, Director IBpp 18945 235 SAX 

Flche 30-000,03/06/16. 0306230237 


0306230294 Forwards addl FSAR Info re Question 423 40 concernlns 
euctlon conditions for essential svc water pumps FBAR will 
be amended to include info contained In end, 

BMARTZ, E 0 Commonwealth Edison Co 83/06/17 DENTONi H R Office 
of Nuclear Reactor Regulation, Director 2pp. 10945 167 a4X 
Flche 50-456*83/06/17.0306230294 


8306270332 Provides addl details r* control of heavy loads during const 
when new fuel assemblies being stored in spent fuel pit, Due 
to failure of reactor coolant pump at Byron 1, fuel handling 
bldg crane will be installed 

TRAMH. T R, Commonwealth Edison Co 83/06/17 DENTON, H. R Office 
of Nuclear Reactor Regulation, Director, Ip IQ994 073 24X 

Fiche 50-000,83/06/17,0306270322 


8306270373 Notifies of change in F8AR distribution All nuclear power 
plant activities transferred to new IL Dept of Nuclear 
Safety State copy of F6AR amend should be sent to listed 
address 

TRAMM, T R Commonwealth Edison Co. 03/06/21 DENTON, H R. Office 
of Nuclear Reactor Regulation. Director. ip 10993,313 24X 

Flche 50-000.03/06/21*0306270373 


C Utility Environmental Report (ER)* amends L correspondence 


DOCKET aTN- 50 - 4 S 6 DRAIDWOOD STATION, UNIT 1 
A App 1 icatlon/ccinstruc tion stage documents & correspondence 


8306030417 Requests info re identification of safety-related mechanicnl 
equipment located in harsh environ areas, including required 
operating times 8< plant location Info i equested within 80 
days of receipt of Itr 

VDUNOBLOOD, D. J Licensing Branch I 03/05/20 FARRAR* D L 
Commonwealth Edison Co Opp 1B735 359 24 X Fiche 50-000,03/05/20* 

03060304 I 7. 


B306030232 Forwards request for addl info re environ rept - OL stage. 
Response required by 830715 

yOUNOBLQOD*B, jr, Licensing Branch 1, 83/05/24 FARRAR, DL. 

Commonwealth Edifen Co 26pp 18733’ 352. 24X Fiche: 50-456, 

83/05/24, 0306030232 


E NRC Safety Evaluation Report (SER), suppls correspondence 


8306270431 Forwards advance copy af rev to Section E 17 of App 
FSAH Section describes safety parameter display sys. Info 
should close OER Outstanding Item 16 

TRAMM# T R, Commonwealth Edison Co D3/06/17 DENTON, H R 
of Nuclear Reactor Regulation* Director, I3pf 19345' 353, 
Fiche 50-000, 83/06/17, 8306270431 


E to 


Office 
24 X 
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0306240070 Rpque$i5 addl info rc moisture separators of heatei s in 
filter sys serving nonac c ess i b 1 e area & fuel handling bld^ 
for 8ER review Info requested within 30 days to mainticjin 
rovieu schedule 

YOUNODLOaO. Q J Licensing Branch I 03/0&/21 FARR^fl. D I 
Commonuealth Edison Co Gpp 10905 02i> 24X fiche 50-000*03/06/21. 

8306240070 


F Security* medical* emergency fire protection plans 


8306230257 Forwards addl info on c ntrniuni cations & cable spreading room 
suppression sys re fire protection program Third radio 
communication channel being installed Repeater will be 
located in turbine bldg 

TRAMM.r R Commonuealth erfison Co 03/06/17 DENTON. H R Office 
of Nuclear Reactor Regulation. Oirectoi 5pp 10945 016 34X 

Flche 30-000*83/06/17.8306230257 


9306230412 Provides addl info requested in NRC B30411 Itr rc 
instrumentation used to assure safe shutdown in event -of 
fire Info will be incarporated into FSAR U five protection 
rept in future amends 

TRAMM. T R Commonwealth Ed i eon Co 03/06/17 DEWTON. H H Office 
of Nuclear Reactor Regulation. Director 52pp 10743 136 PAX 
Flche 50-000* 03/06/17* 0306230412 


K Utility Final Safety Analysis Report (F8AR> ?< amends 


B306030272 Forwards Amend 45 to F9AR 

TRAMM*! n Commonwealth EdisoFi Co 03/05/31 DENTON. N H Office 
of Nuclear Reactor Regulation* Directoi 4pp 10/13 OOJ S4K 
Flche 50-000*03/05/31*0306030272 


—8306030201 Amend 42 to FSAR 

« Commonwealth Edison Cp 03/05/31 5B3pp 10713 005 24X 

Flche 50-000,83/05/31,0306030272 


8306210211 Forwards affidavit of d 1 s tributian for FSAR, Amend 42 

THAMM*T R Commonwealth Edison Co 03/06/14 DEN ION* H H Office 
of Nuclear Reactor Regulation* Director 2pp IB910 117 SAX 
Flche 50-000.03/06/14*8306210211 


0 Inspection reports. IE Bulletins S. correspondence 


93051104S8 IE Info Notice 03-32. "Ruptured Am-341 Sources Contained in 
Nell Logging Device " Sve list encl 

TAYLOR* J N Division of Safeguards & Inspe-ction Programs iPost 
830103) 83/05/26 Conool i dated Edison Co of New York. Inc 
125pp 10831 043 2AX Flche 00-000.03/05/26*8305110450 


0305110460 IE Info Notice 83-34. "Event Notification Info Worksheet « 
8vc list end 

JORDAN* E L Division of Emergency Preparedness tk Engineering 
Reiponie <Post 030103) 03/05/26 Consolidated Edison Co of New 

York* Inc llSpp 18732 OB5 2AX Fiche 50-000*03/03/26.0305110460 


0305110461 IE Info Notice 33-35. “Fuel Movement W/Control Rods 
Withdrawn at DWRs " 8vc list end 

JORDAN* E L Division of Emergency Proparednass & engineering 
Reiponse (Post 030103) 03/05/31 Consolidated Edison Co nf New 

York* Inc n6pp 10732 200 24X Flche 50-000,83/05/31.0305110461 


0305110464 IE Info Notice 83-36. ’'Impact of Security Practices on Safe 
Operations *' Sve list end 

JORDAN, E L Division of Emergency Preparednoss Ic Engineering 
Response (Post 030103) 83/06/09 Consolidated Edison Co of New 

York* Inc H9pp 18830 280 24X Flche 50-000,03/06/07*8305110464 


0305110470 IE Info Notice 03-38* '‘Defective Heat Sink Adhesive & 
Belinically Induced Chatter In Relays Within Printed 
Circuit Cards " Sve list enc I 

JORDAN* E L Division uf Emergency Preparedness S* Engineering 
Response (Post 030103) 03/06/13 Consul idated Edison Co of New 

York, Inc liapp 18920 225 24X Fiche 50-000* 03/06/13* 03051 10470 


8306090010 lE Info Notice B3-37* "Transformer Failure Resulting From 
Degraded Internal Connection Cables ■’ Ovc list end 
JORDAN, E L Division of Emergency Preparedness 8* Engineering 
Response (Post 030103 ) 83/06/13 Consolidated Edison Co of New 

York* Inc, 243pp 18921 001 24X Fiche 50-000*03/06/19,83060900)0 


8306270066 Aek receipt of B3052A Itr informing- NRC of steps taken to 
correct violations noted in IE Insp Repts 50-456/82-00 
50-457/02-00 

N0Rn.rU9*C E. Division of Project «< Resident Programs 83/06/20 
REED, C* Commonwealth Ed isan Co, Ip 18988 131, a4X 
Fiche* 50-456* 83/06/20, 0306270066 


— 8306270071 Suppls lesponsc to NRC BJOPJA ) tr re violotians noted in 
IE Insp Rspts 50-456/82 '00 5O-AD7/G2-O0 Corrective acti-oii 

date of issuance for FCR L 0344 «n di awing M33/ located in 
Area III of auxiliary bldq corrected 

FARRAR. D L Commonwealth Edison Co 0J/O5/2A KFPPLFfl. ,J ti 
Regian 3* Orfiep of Directoi Jpp 18989 132 24X 

Fiche 50-456. 83/06/20* 8306*2/0066 


8305110475 1C Info Notice 03-40* "Need to Environmentally Qualify 
Epoxy Crouts & Sealers 5vc list oni. 1 

JORDAN, E L Division of Lmeryency Preparedness 6 I ngineeriiig 
Response (Post 630103) 83/06/22 Consolidated Edison Lo of Urv 

York. Inc Itbpp 19021 J79 24X Fithe 50-000* 83/06/22. D30S I 1 04/5 


B3051 10477 IE Info Notice 83-41, “Actuation of Fire Suppi ession !3y& 
Causing Inoperability of Safety Related Equipment " Sve libt 
end 

JORDAN* E I Division of Emeipency Preparedness & engineering 
Response (Post 830103) OJ/06/22 Consolidated Ldison Co of Ni-u- 

York. Inc I20pp 18997 00/ 24 X Fir he 50-000* G3/06/22* G305J 104 / / 


83051 10479 IE Info Notice 83-42. “Reactot Mode Switch Mai fune tioiia “ 
Sve list enc I 

JORDAN. E L Division of Lmeryency Preparedness 6 tnyineoring 
Response (Post 030103) 83/06/2J ( uni* o 1 i d a te d Edison Co of Nru 

York. Inc ll6pp 18996 242 24X Fitbe 50-000*03/06/23,03051101^-9 


03051 104B3 IE Info Notice 83-43* "Improper Bettinqs of Jntormrid inte 
Range (IR) Hiqh Flu/ Trip Setpoints '' 3vc list end 
JDRDANi E L Division of Lmei genry Preparednoss 6 tnglneorlnq 
Response (Post 030103) 03/06/24 CcMBolldated Edison Co of 

York. Inc U6pp 19046 29/ 24X Firho DO-000. 03/06/24, QJ05J IQ IDJ 


S Reportable occurrences* LERs related correspondence 


8306030229 Final Deficiency Repl 03-04 re structural steel cmmectirs 
rework design Inadequacy Initially repoi ted an 030429 Jam 
nuts to be installed on sliding connections by 03ORO1 6 
840101 for Oyron 6 B30725 6 1125 for Draidwood 

SWARTZ, E D Commonwealth Edison Co 03/05/26 KEPPLER* J 0 Rpgir 
3. Office of Director 2pp 10/03 341 ?4X Fiche 50- 00 D, 83/05/76* 

030603023'? 


8306100236 Third Interim Deficiency Ropts 82-11 & 02-12 re acLuracy o-f 
Barton electronic instrument transmi tters Changes in 
allowable accuracy of transmitters bciny evaluated Final 
rept will bo sent by 830831 

TRAMM, T R Commonwealth Edison Co 03/06/01 KEPPLER* J 0 Ueg loi. 
3. Offici? of Director ip 10005 311 24X flche 50-000.03/06/01* 

8306100236 


6306100507 Final Deficiency Rept 02-09 re mechanical snubber brae k e I 
interference No inspected snubbers roqirirp redesign or 
repair Insps 6 changes will be completed prior to fuel load 
TRAMM* T R Commonwealth Edison Cu 33/06/02 KCPPl FR* J 0 Region 
3* Office of Director tp 10005 294 24X Flche 50-000*03/06/02. 

8306100207 


8306100246 Final deficiency rept re Westinghouse 08-416 reactor Irip 
switchgear design discrepancy Initially reported an B30‘j01 
Replacement undervoltage attachments will have modifieil. 
widened grooves to accomodate new retaining rings 

aWARTZ.E D, Commonwealth Edison Co 03/06/03 KEPPLER. J (,' Fegjt 
3, Office of Director 3pp iQn07 058 24/ Fiche 50-000. G3/06/03, 

3306100246 


630657D2B2 Potential Part 21 icpt re discrepancy in welding of 
turnbuckic a s&cmbly . turnbuc h Ir-bol t interface 6 on top plate 
assembly variable springs 8A307 Grade n bolts not AOMF 
Section IX matl Investigation underway 

KARADIANia. J A EJeen Metal Products Co 03/06/17 KEPPLl R* J G 
Region □, Office of Director 2pp 10996 207 PAX 
Flche 30-000,03/06/17,8306270202 


DOCKET BTN~50-457 DRAIDNOOD STATION, UNIT 2 


A App 1 i cat i an/construct ion stage documents 6 correspunden-ce 


8306030417 Requests info re identification of safety-related mechanical 
aquip;nent located in harsh environ areas* inc lud mg required 
operating times plant location Info requested within 30 
days pf receipt of Itr 

YOUNGBLOOD, B J Licensing Branch 1 03/05/20 FARRAR. DL 

Gemmonweal th Edison Co 3pp 10735 359 24X Fiche 50-0 00.03/05/20 

0aO6O:jO4l7 


8306030066 Ack participation in 830503-05 environ site visit Irpfrtisc 
on aquatic biological resources will be paitlcularly 
valuable as input to environ review 

VO-UNODLDOD, D J Licensing Branch 1 83/05/23 BERTRAND, D A 

Illlnole. State of Ip IB7J3 210 24X Fiche 50-456*83/05/23. 

8306030066 
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830A030237 Faruardft request foi addl info re applicotiOTt for OL 
covering pipe line locations frcquoncy of munitions 
-shipments FSAR should bt> amended to inrludu requested info 
flsapense required fay 830715) 

YC JMSDt-OOD, B J Licensing UTunch 1 GD/OV20 fAHflAR^WL 
CoJTunonuJeol th Edison Co 3pp 1B734 01 A 24X Ficho 50-456. Q3/0R/24. 

8306030237 


a306Q90l‘?4 Discusses ulil interpi etat ion of lOCPRSO 49. "Envii on 
Qualification of tlectrical Equipment Important to Safety 
for Nuclear Pouer Plants “ Intent of lulomaking is to 
require upgrade program for replacement equipment not parts 
FARRAn. » L Commonuealth ETditou Co 03/06/03 DENTON, H H Office 
of Nucleflr Reactor Regulation. Director 3pp 1Q7V6 090 24X 

Fichio 50-000,03/06/03,8306090174 


B30614O161 Submits list of endangered species present in propnsed 
const site, in response to D305)03 Itr Indiana bat utilises 
steam corridors for foraging in summer Bald eagle found in 
Uill County during uinter No rtitical habitat designated 
GnoUTAOF'T M Interior, Dept of. Fish & Nildlifo Seivice 
03/06/09 YDUNODLDQD.B 3 Division of Licohslnq 2pp 1BU39 071 
SAX FicfiP 50-4 56,03/06/09,8306140161 


BGObSOOOl? SuffifDory of 030331 moetinq u/utils &< Westinghouse in 
Befchesda.HD re tJestmghouso analysis & cvaluatinn of 
D4/D5/E steam generator mod 

HQPKIN5*0 D Licensing Branch 4 83/06/14 Licensing Branch 4 

aapp 1090B 327 a4X Fiche 50-000,83/06/14,6306300019 


0306800069 Respands to 630414 memo lequesting decision under hIRC 
standardization policy re need to perfoim reviou of 
operation QA program Revicu of plant shculd be consisteht 
u/standar d i I e d revieui 

THOMAS, r O Standsrdi lat i on 6 Special F^rojects Dranch 83/06/14 
HAABS, W P Quality Assuranco ip 1870B 173 24X 

riche 50-456, 03/06/ 14, 6306300069 


3306830337 Fpriuards addl info re use of PURVs for venting 8t 
depressor i 2 inq RCQ at facilities tt response to F3AR 
Question 312 159« to bo incorpoiated into future fSAR amend 
TRAM5f, T R Commonweal fch Edi-iOnCo 83/06/16 DCNFDN.HH Office 
of Nuclear Reactor Regulation, Director I8pp 10945 335 PAX 
F 1 c h e 50 -000 , 03 /06/ 1 6, 8306230237 


8306230394 Faruiords addl FSAR info re Ourstion 433 40 concerning 
suction conditions for essential sve water pumps FSAR will 
bo amended to include info couiainod in end 

SWARTZ* E D Commonwealth Ed i ton Co 83/06/17 DENTON, H tt Office 
of Nuclear Reactoi Regulation, Director 2pp 16945 167 SAX 
Fiche 50-456, 03/06/ 17, 8306230394 


BJ06270333 Provides addl details re conti ol of heavy loads dui ing conoi 
when new fuel assemblies being stored in spent fuel pit Dur 
to failure of reactor Coolant pump at Dyron 1, fuel handling 
bldg ernno will be installed 

TRAHN, T ri Commonwealth EdiooiiCo F33/06/17 DENTON. H R Office 
of Nuclear Deactor Regulation, Director ip 10794 078 E'4X 
Fiche SO' 000, 03/06/ 1 7, 0306370322 


8306270373 Notifies of change in PSAR distribution All nuclear power 
plant activities transferred to now IL Dept of Nuclear 
Safety State copy of FSAR amend should be sent to listed 
address 

TRAMM*T H Commonwealth Edison Co 03/06/21 DENTON, H R Office 
of Nuclear Reactor Regulation, Director Ip 10993 313 24X 

Fiche 9O''OOO,03/O6/21. 8306270373 


C Utility Environmental Report lER}, amends St correspondence 


63D6030832 Foruiards request for addl info lo environ rept - DL stage 
Response required by 030715 

VOUNODLQDD, D 3 Licensing Branch 1 03/05/24 FARRAR, D L 

Commanwoa I th Edison Co 26pp 18733 352 U4X Fithe 50-456. 
03/05/ 24, 0306030232 


E NRC Oafety Evaluation Report (GER), suppls & carrespondenci' 


0306270431 Foruaids advance copy of rev to Bection E 17 of App E to 
FSaR Section describss safety parametei display oys Info 
should close BER Outstanding Item 16 

TRAMM# T- R Commonwealth Edison Co 03/06/17. DENTON. H R Office 

of Nuclear Reactor Regulation, Director I3pp i9345 352 24X 

Fiche 50-000.03/06/17.03062/0431 


6306a40-070 Requests addl info re moisture separators of heaters in 
filter sys serving nonaccossible area t< fuel handling bldg 
for SER review Info requested within 30 days to maintain 
revleu schedule 

TOUNOHLOOD, B J Licensing Di onch 1 03/06/21 FARRAR, D L 

Commonwealth Edison Co Dpp 10905 026 84 X Ficho 50-000,03/06/21, 

0306240070 


F Security, mcilical* emergency & fire prptection plans 


D306230237 Forwards addl info on enmmuni c ations t* cable spreading room 
suppression sys re fire protection program Third radio 
communication channel being Installed Repeater will be 
located in turbine bldg 

TRAMM.T R Commonwealth Edison Cn 03/06/17 DENTONi H R Office 
of Nuclear Reactor Regulation, Director 5p p IQ945 016 24X 

Fithe 50-000,83/06/17.0306230257 


0306230412 Provides addl Info requested in NR€ 030411 Itr re 
Instrumentation used to assure safe shutdown in event of 
fire Info will be incorporated into f SAR 6 fire protection 
rept in future amends 

TRAMM.T R Commonwaal th Edison Co 03/06/17 DENTON. H R Office 
of Nuclear Reactor Regulation, Director 52pp 10943 136 24X 

Fiche 50-000,03/06/17,0306230412 


K Utility Final Safety Analysts Report (FSAR) it amends 


0306030272 Porviards Amend 42 tt> FSAR 

TRAMM.T n Cammonwealth Edison Co 03/05/31 DENTON. H R Office 
of Nuclear Reactor Regulation, Dirsctor 4pp 10713 001 84X 

Fiche 50-000, 83/05/31. B306030272 


—6306030201 Amend 42 to FBAR 

* Commonwealth Edison Co 03/05/31 357pp 10713 005 24X 

Fiche 50-000, 83/05/31 rB3D603O278 


0306310211 Forwards affidavit of distribution for F8AR. Amend 48 

TRAMM,T D Commonwea 1 th Edison Co 03/06/14 DENTON, H R Office 
af Nucloer Roactor Regulation! Director 2pp 10910 117 34X 

Fiche 50-000,83/06/14.8306210211 


Q Inspection reports. IC Bulletins & correspondence 


6305110450 IE Info Notice 03-32, '^Ruptured Am-341 Eources Contained in 
Nell Logging Device ” Sve list end 

TAYLOR, vj H Division of Safeguards & Inspection Programs iPost 
d30l03> 03/05/36 Conso 1 i dated Edison Co of New Yorki Inc 
i25pp 18031 043 24X Fiche 50-000,83/05/26.03051104 50 


0305110460 IE Info Notice 03-34, "Event Notification Info Worksheet 
Bve list encl 

JORDAN, E I, Diviaion nf Emergency Preparedness 1< Engineering 
Response (Post B30103) 83/05/36 Consolidated Edison Co of New 

York, Inc |15pp 16738 005 24X Fiche 50-000,03/05/26.0205110460 


8305110461 IE Info Notice 03-35, “Fuel Movement N/Gontrol Rods 
Withdrawn at ftWRs. '♦ Bve list end 

JORDAN.C L Division of Emergency Preparedness i< Engineering 
Response (Post 0301031 83/05/31 Consolidated Edison Co of New 

York. Inc 116pp 18732 200 24X Ficho 90-000.83/05/31,0305110461 


0305110464 TE Info Notice 63-36. ''Impact of Security Practices on 0afe 
□ p orations *' Sve list encl 

JOROAN.C L Division of Emergency PrepaTcdnaas fit Engineering 
Response CPost 8301031 83/06/0? Consolidated Edison Co of New 

York. Inc li9pp IG 030 280 a4X Flcha SO-OOO. 03/06/09, 03051 i0464. 


0305110470 IE Info Notice 03-30. '^Defective Heat Blnk Adhesive t, 
Selsmically Induced Chatter in Relays Within Printed 
Circuit Cards " Sve list end. 

JORDAN. E L Division of Emergency Preporedness fit Engineering 
Rssponse (Post G30|03> 03/06/13 Consolidated Edison Co of New 

York, Inc ilBppv 10920 225 24X Fiche 50-000, 83/06/13, 03051 10470. 


8306090010 IE Info Notice 03-37, "Transformer Fallyre Resulting From 
Degraded Intarnal Connectlun Cables '* Gve list end 
JORDAN, E L, Division of Emergency Preparedness 1. Eng Inoer ing 
Response (Post B30103> 03/06/13 Consolidated Edison Co of New 

York. Inc. S43pp 18921 001 24X FUho 50-000, 83/06/ 13. D306090010 


B3O627O066 Ack receipt of B3D524 Itr informing NRC of steps taken to 
correct violations noted in IE tnsp Repts 50-496/02-00 St 
9D-457/03-O0 

NORELIUO, C E Division of Project tc Resident Programs 03/06/20 
REED.C Commonwealth Edison Co Ip 10900 131 S4X 
Ficho 5 50-456,03/06/20, 8306270066 


— 0306270071 Suppls response to NRC 83D214 Itr re violations noted in 
IE Insp Repts 30-456/02-08 fic 50-457/02-08 Corrective action, 
date of Issuance for FCR L-B344 on drawing MS37 located in 
Area III of auxiliary bldg corrected 

FARRAR. O L Commonineal th Edison Co 83/09/24 KEPPLER.J. 0 
Region 3. Office of Director 3pp 18900 132 24X 

Fiche. S0-4S6. 83/06/20. 83062/0066 
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□:305110473 le Jnfo Notice 03-4-O# ''Meed tt> Envl ronmenta I Ig OirflliPy 
Epoxg Gr-outi Sealers '* Svc list enr 1 

JDRDAN< E L Division of Emergency Prpparerfnoss L Cng i nee r i ne 
Response (Post 030103) B3/06/22 Consolidated Edison Co pf Neiu 

Yurlf^ Inc llBpp 19021 J79 24): Fit fie 50-000. 93/06/22. D305 1 1 047 3 


830S1 10477 IE Info Notice 03-41. "Actuation of Fire Suppression Bys 
Causing Inoperahi l i tg of 8af ctg^Ffe lated Equipment Svc list 
enc 1 

JORDAN. E L Division of Emergency Preparedness t Engineering 
Response (Post 030103) 03/06/22 Consolidated Edison Co of Neu 

York. Inc I20pp IB997 007 24 X Fiche 50-000. 03/06/22. 03051 1047 / 


8305110479 IE Info Notice 83-42 "Reactor Node Euiitch Mai fundi on5> " 
Svc list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Rsiponse (Past 830i03) 03/06/23 Cansolidated Edison Co of Neu 

York. Inc ll6pp 10996 242 SAX Ficbo 50-000.03/06/23.03051104 79 


S3051104S3 IE Info Notice 03-43. ''Improper Settings of Intermediiite 
Range (IRJ High Plus Trip Setpoints “ Svc list end 
JORDAN. E L Division of Emergercg Preparedness t. Engineering 
Response (Post G30103) 03/O6/2'4 Consolidated Edison Co uf Neu 

York. Inc 1 i6pp 19046 297 24XFxche 50-000. 03/06/24. 83051 104 03 


8 Reportable occurrences. LERs & related enrr espondenc e 


B30A03DSS9 Final Deficiency Rept Q3~04 re structural steel connection 
reii/ork design Inadequacy Initially reported on 030429 Jam 
nuts to be Installed on sliding connections by 830001 1. 

040101 for Byron & 830729 4. 1125 for Draiduiopd 

SWARTZ. E 0 Commonwealth Edison Co 83/05/2^ KEPFLER. J G Reg ini. 
3. Office of Director 2pp 10703 341 24X Fiche 50-000. D3/05/P6. 

0306030227 


6306100236 Third Interim Deficiency Rept^ 02-lJ & 82-12 re accuracy of 
Barton electronic, instrument transmitters Changes in 
allowable accuracy of transmitters being evaluated Final 
rept will be sent by B30B3I 

TRANH. T R. Commonwealth Edison Co 03/06/01 KEPFLER. J G Region 
3. Office of Director Ip Jea05'311 24X Flcho 50-000. D3/06/OJ . 

0306100236 


8306100207 Final Deficiency Kept 62-09 re mechanical snubber broc kot 
interference No inspected snubbers require redesign or 
repair Insps U chanyfs will be completed prior to foe] load 
TRAMM. T R Commonwealth Edison Co 83/06/02 KEPPLER, J O Region 
3^ Office of Director ip 10005 294 24X Fiche 50-000.03/06/02. 

0306100207 


B30A100246 Final deficiency rept re Weatinghouse DB-416 reactor trip 
switchgear design discrepancy Initially reported on 030504 
Replacement undervoltege attachments will have modified, 
widened grooves to accomodate nau retaining rings 

0WARTZ.E D. Commonwealth Edison Co 83/06/03 KEPPLER.J © Reg Jon 
3. Office of Director 3pp 10007 058 24X Fich e . 50-000. 63/06/03. 

8306100246 


8306270282 Potent i al Part 21 rept re discrepancy Ih welding of 
turnbuckle assemb ly« turnb uc k le-b-olt interface b on top platr 
assembly variable springs. dA307 Grade D bolts not A8ME 
Bection IX mat J. Investigation underway 

KARA0IAN18. J A. Elcen Metal Products Co 03/06/17. KEPPUER.J O 
Reglo-n 3. Office of Director 2pp ia'?96 207 24X 

Fiche 90-00 D. 03/06/ 1 7. 930627028 2 


0306140417 Notification of 0306^') meeting w/uti] 6 Gfc in Qan Jose. CA 
to discuss ODO 51 compliance 

WEINKAM. E J Licensing Branch U 93/06/0? SCHWFNCrR.A Lifensitin 
Branch 2 3pp 10B54 069 PAX Ft the 50-4 59.93/06/03.930614041/ 


0306150227 Buppls 030523 request for dddl info re pctsannel simulator 
training. to complete review of Q1 application Response 
schedule requested 

SCHWCNCFR.A Licensing Branch 2 03/06/02 CAHlLl . W J Gulf 

States Utilities Co 3pp 10870 063 24X Fiche •',0-458.03/06/02, 

0306150/2/ 


8306130462 Notification of 03O6J6 meeting w/util in St Franc i sy i ) Is, LA 
to discuss various environ frotures prior to site tour 
NEINKAM.E J Licensing Branch 2 03/06/06 SCHWFNCEF?. A Liferisinq 

Branch 2 3pp 18830 171 24X Fiche 50-450.03/06/06.8306130462 


8306220254 Notification of 830621 meeting ui/util S. 3!<N iri Dethesda.HD 
to discuss geosciences open items 

NEINKAM.C J Licensing Drench 2 83/06/09 BCHWENCER.A Licenstuy 

Branch S 3p p 19951 063 P^X Fiche 50-4 30, 03/06/09. 03O63yoS54 


8306280320 Responds partially to NRC 01O3JO I tr re ultimate capacity 
analysis of Nark 111 containments F?ept showing calculated 
general yielding value for steel containment of 56 psi end 
Final results for remaining issues provided by 03O9JO 
BOOliER, J B Gulf Btetes Utilities Co 03/06/22 THDESCQ, R I 
Assistant Diroctor for Licensing 6pp 19001 216 24X 

Flcho 50-458, BJ/ 06/22. 0306280328 


F Security, medical, emergency fire protection plans 


83061502SI Responds to util 03030/ & 410 Itrs re emeigency opcTotlans 
facility (ECJF) it backup EOF FO uposed LOF h bockup bUF' sites 
acceptable Add 1 LOF featuros & emergency response faciIitioR 
to ba evaluated during post -implement.4tion review 

ElfiENHUT.D 0 Division of Licensing 83/06/01 CAHILL. W vF Gulf 
States Utilities Co 2pp 1NB70 061 24X Fiche 50-4 58.03/06/01. 

Q306150P21 


8306220250 Responds to 030307 Itr submitting Rev 3 to guard tialiiing t. 
qualification plan Rev 3 satisfies 10CFR73 & 10CFR73.App D 
r equi raments License condition will incorporate 010825 Itr 
t. approved revs 

BCHWENCER.A Licensing Dianch 2 83/06/09 CAHILL. W J Ou)f 

States Utilities Co 2pp 18951 069 24X Fiche 50-450.83/06/07. 

8306220250 


9306220234 Summariies telephone survey of agencies cited in J< Lllleil 
830603 Itr re whether govt agencies advise witnesses of 
right to counsel per Advisory Committee on Rights of 
Licensee Employees Under Investigation 

LEVI.R F» Office of the General Counsel 03/06/10 Rights of 
Licensee Employaes Under Investigation 4pp 10977 340 D4X 
Fiche* 50-450. 03/06/10. a3062?or?94 


0- Ad jud 1 caiory correspondence 


8306100206 Answer opposing Joint Intcrvanors 830531 first amended t. 
supplemented contentions Unauthorized Piling seeks to add 
new contontions beyound time prescribed by ASLD Contentions 
w/o merit Certificate of Svc oncl 

CONNER. T D GttJf States Utilities Co CONNER. T B Conner «< 
Wetterhahn 83/06/07 Atomic Safety and Licensing Board Panel 
llpp 10805 295 24X Fi€.he 50-450,03/06/07.0306100206 


DOCKET 50-458 RIVER BEND STATION. ON IT i 


A Application/construct i Oh stage documents & correspondence 


6306030509 Informs that each LRO-13 member must submit numerical value 
determined by GE for respective plants on fuel assembly 
lift off <fl sp lacementi due to error in fuel assembly topical 
rept re LRQ-II Oanerle Issue 2-CPD 

NOVAK. T H. Assistant Director for Licensing 03/05/23 
HOLTZaCHERxD L Licensing Rev low Group IF Jpp 10735 051 24 X 

Fiche: 50-000.83/05/23. 8306030509 


8306060373 Responds to 820903 Itr submitting position papers which 
included Licensing Review Group II proposed solutlan for 
Issue 4-MEB. intended to protect In-core Instrument tubes 
from flow-induced vibration Issue unresolved 

YOUNOBLODDj a j Licensing Branch 1 03/05/26 MOLTZBCHER. D L 

Licensing Review Group II HOLTZSCNEfl. D. L Illinois Power Co 4pp 
1 0751 • 2B7. B4X Fiche, 50-000, 83/05/26. 0306060373 


8306090205 Notification of 030607 meatlng w/utils 4< 88tN in Cherry Jiill. 
NJ to discuss GDC 51 -compliance (fracture prevention of 
corttainment pressure boundary) 

HAUOHEY.M , MEINKAM. E, Licensing Draiich 2 03/06/02, NOVAK. T M 

Assistant Director for Licensing. 4pp 16G09 223 SAX 
Fiche 50-000. 03/06/02. fl 306090205 


0306100041 Response apposing Joint intervenors 030531 first atnendrd b 
supplemented contentions Submittal procedurally improper 
Amends fall to remedy original contention defects 
Supplemental contentions inadmissible W/Certi f icate of Svc 
REPKA. D A Hearing Branch 3 83/06/09 Atomic Safety and 

Licensing Board Panel llpp 18805 117 24X Fiche 50-458.03/06/09. 

0306100041 


63062S0117 RospDTiBo to NRC 8< util answers to first amended 8< 
supplemental contentions Contentions Piled In timely manner 
Certificate of Svc end 

FALKENHEINERr I) . IRVING, B M Louisiana Consumer League. Inr, 
UATK1N8. L D Rothschild. 0 L B3/06/J0 Atomic Safety and 
Licensing Board Panel 4pp 18926 096 24X Fiche 50-450,03/06/13. 

83062201 17 


8306230003 Forwards NRC 830601 draft SER W/o end 

REFKA.D A Hearing Branch 3 83/06/21 COLE. R F, . LINENBEROFR. G . 

COTTER. B P Atomic Safety and Llcensinq Board Panel Ip 

10947-079 24 X Fiche 50-450193/06/21.0306230003, 
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Q Ins^pectio-n rep^ortsi IE SullciinR & coi r efipondenco 


&30fi0&0{>t9 Forwards IE Insp Kepi 50-45B/b^-10 on B30407-30 No 
nonconp 1 janco nDtc?d 

HADSEN* 0 U Ne-gion A, Office of Director 83/03/17 CAHULi M J 
Ouif Stotes Utilities Co Spp 18719 J19 SAX 
F 1 c he SO-4 5B* 83/00/ 1 7< 830&060067 


"“83 {16 0^007 3 IE Insp fiopt 50“458/fl3“10 on Q30407-30 No noncompt lane e 
noted Major arras inspected licensee identified const 
daf iclerc les j saf etg“re lated pipe uie 1 d ing< p ipe supports (i 
raitraitits fc electrical syn installation 

£R0HN.R L j CROS8MAN.W A Region A, Office of Director 03/05/13 
6pp 10719 321 a4X riche ‘50-438.03/05/17*0306060069 


0305110430 Info Notice 83'~32. '*Rupturrd A(n“241 Sources Contained in 
Uetl Logging Device " 8vc list end 

FAYLCHf J f1 Division of Safeguards & Inspection Prograisfi IPost 
03O1'O3I 03/09/26 Consolidated Edison Co of Neui York* Inc 
I29pp 18031 043 24X Fiche 50-000.03/09/26.0305110450 


630 511-04 60 IE Info Notice G3-*34i "Event Notlflcatian Info Worksheet “ 
9vc list end 

JDRDANIrG L Division of Emergency Preparedness 6 rnyineerlng 
Reipotisc (Past 830103) 83/05/26 Consolidated Edison Co of Neu^ 

York. Inc li5pp 10732 089 n4X Fiche 50-000. 83/09/26, 03051 10460 


8305JI0461 IE Info Notice B3-35. "Fuel Movement N/Control Rods 
Withdrawn at DWHs " Sve list end 

JORDAN; E L Division of emergency Proeeredness 6 Engineering 
Response (Past B30103) B3/05/3J Consolidated Edison Co of New 

York* Inc Il6pp 10732 200 24X Fiche 50-000, 83/05/Di. 03051 10461 


B30S1J0464 l£ In-fo Notice 63-36. "Impact of Security Practices on BoPe 
Operations *' Svr list end 

JORDAN, E L Division of Emeigcncy Preparedness Jc Engineering 
Response iPost 830103) 83/06/09 Consolidated Edison Cn of Neui 

York, Inc U9pp 18030 280 24X Fiche 50-000. B3/06/09; 03051 10464 


8305110470 li% Info Notice B3-3Q. "Defective Neat Sink Adhesive l« 
Seismlcally Induced Chatter in Relays Within Printed 
Circuit Cards " Sve list end 

JORDAN. E L Division of Emergency Preparedness 6- Engineering 
Response (Post 830103) 03/06/13 Consolidated Edison Co of New 

York. Inc llOpp 18920 DS5 B4X Fiche 50-000.83/06/13.0305110470 


S306090010 IE Inf-o Notice 63-37. "fiansformer Failure Resulting From 
Degraded Internal Connection Cobles " 5vc list end 
JORDAN. E L Division of Emergency Preparedness It Engineering 
Response (Post 830103) 03/06/13 Consolidated Edison Co of Neu 

York* Inc 243pp J0921 OOJ e4X Fiche 50-000.83/06/13,0306090010 


€305110475 IE Info Notice 63-40. "Need to Environmentally Oualify 
Epoxy Orouts V Sealers " eve list end 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Raspense (Post 830103) 63/06/22 Consolidated Edison Co of New 

York, Inc 115pp. 19021 179 24X Fiche 50-000. Q3/06/22. 03091 10475 


€3051:10477 IE Info Notice B3-4I. "Actuation of Fire Buppression 8ys 
Causing Inoperability of Safety-Related Equipment " Sve lisit 
end 

JORDAN. E L Division of Emergency Preparedness It Engineering 
Response (Post 830103) 03/06/22 Consolidated Edison Co of New 

York. Inc, 120pp 10997 007 24X Ficho 50-000.03/06/22,0305110477 


0305110479 lE Info Notice 83-42. "Reactor Mode Switch Malfunctions " 
Sve list end 

i/ORDAN»E L Division of Emergency Preparedness 6 Engineering 
Response (Post 630103) 03/06/23 Consolidated Edison Co of New 

York, Inc U6pp JS996 242 34X Fiche 50-000.83/06/23.030511047? 


8305110403 IE Infp Notice 03-43, "Improper Settings of Intermediate 
Rangi IIR) High Flux Trip Setpoints " Sve list end, 

JORDAN. E L Division of Emergency Preparedness Ic Englnoering 
Response (Post 630103) 03/06/24 Consolidated Edison Co of New 

York. Inc U6pp 19046 297 24 X Ficho 50-000.03/06/24,0305110483 


S Reportable occurrences, LERs U related correspondence 


0306010394 Interim Deficiency Rept DR-73 re improperly installed 
spring nuts in OE power generation control complex 
termination cabinets Initially reported on 020902 OH 
evaluation awaited Next rept due by 830R0S 

BOOKER* J E Gulf States utilities Co 83/05/24 COLLINS. J T. 
Region 4, Office of Director Ip 106D2 234 24X 

Fiche 90-458,03/05/24,0306010394 


8306010423 Interim Deficiency Rept DR-101 re undersiied fillet welds 
an NF pipe supports Initially reported on 830223 Addl info 
from util AE awaited Next rept will be submitted by 
030808 

BOOKER. J E Oulf States Utilities Co 83/05/24 COLLINB, J T 
Region 4. Office of Director Ip 10679 311 24X 

Fiche 50-450.03/05/24.0306010423 


0306070265 Interim Deficiency Rept DR-93 re documentation 6 code 
stamping of interconnecting piping between reactor water 
cleanup HXs Util awaiting info from supplier Atlas 
Industrial Mfg Co Next rept will be submitted by 630700 
BOOKER. J E Oulf States Utilities Co 83/05/23 COLLINB. J T 
Region 4, Office of Director Ip 10/40 336 24X 

Fiche SO-45B. 03/05/29, 0306070265 


8306070195 Interim Deficiency Rept 00 re defective piston skirt 
castings installed In emergency diesel generator engines 
supplied by Transameri ca Delaval. Inc Initially reported on 
821124 Insp of diesel generators underway 

BOOKER. J E Oulf States Utilities Co 83/05/27 COLLINS. J T, 
Region 4. Office of Director Ip 10736 294. 24X 

FI che-^ SO-4SB, 03/05/27, 0306070195 


8306070196 Interim Deficiency Rept 09 re malfunction of primary knife- 
type disconnect nfg by RTG Delta Corp & used in diesel 
generators Initially reported on 030317 Util ewaiting addl 
info from Transamer lea Delaval Next rept expected by 830706 
BOOKER, J E Gulf States Utilities Co 83/09/27 COLLINS. J T. 
Region 4. Office oP Director Ip 10736 293 24X 

Fiche 30-450,03/05/27,0306070196 


8306090038 Fine! Deficiency Rept DR-6D re design of nonseismlc pipe 
sys over Category 1 components In control bldg. Initially 
reported on 830615 SSeW improved basic program for meeting 
requirements of Reg Ooide I 29 

BOOKER, J.E Oulf 0tat»s UtlLliiee Co 83/05/Sl COLLINS, J T 
Region 4. Office of Director Ip 10793 310 24X 

Fiche 50-458,83/05/31.3306090030 


8306090365 Interim Deficiency Rept DR-74 re incorrect installation of 
l/4-lnch drllledf-in-expansion-type anchor bolts, used to 
Buppart emergency lighting battery units Addl AE info 
expected by 830729 Next rept scheifuled for B3081B 
BOOKER.JE Golf Btatei Utilities Co 83/09/31 COLLINg. J T, 
Region 4, Office of Director ip. 10795 060 24X 

Fiche 50-458.03/05/31,8306090365 


8306130317 Final Deficiency Rept DR-71 re inconsistencies in OA program 
at WJ Woolley Co. manufac tur er of personnel air locks 
Initially reported on 820027. No phyeical hardware changes 
necessary Item not reportable per 10CFR50 95(e) 

BOOKER. J E Gulf Rtates Utilities Co 83/06/03 COLLINa, J. T 
Region 4. Office of Director Ip 10821 033. 24X 

Fiche 50-458,03/06/03,8306130317 


0306130376 Interim Part 21 Rept DR-99 re possible defect In plate 6 
face plate gaskets for Morr 1 son-Knud sen Co hydrogen ignitor. 

Model 6043 Initially reported on 030204 Evaluation not 
completed Next rept to be submitted by Q30711 

BOOKER. J E Oulf States Utilities Co. 83/06/06. COLLINa, J T. 
Region 4. Office of Director Ip 10B22 346 24X 

Fiche 50-498. 03/06/06,8306130376 


8306160353 Interim Deficiency Rept DR-61 re length of capscrew which 
holds starting air valve assembly in cylinder head of 
standby emergency diesel generators supplied by Transamerlca 
Delaval Initially reported on €30406 Next rept by 830725 
BOOKER, J E Oulf States Utilities Co 83/06/07 COLLINS. J T 
Regien 4. Office of Director Ip 10D6O 123 24X 

Fiche, 90-498. 83/06/07. 83061 60353 


0306160920 Interim Deficiency Rept DR~11J re dlmeniional discrepancy on 
two small bore pipe support design drawings Initially 
reported on 830412 Evaluation continuing Next rapt will be 
submitted by 030714 

BOOKER* J E Oulf Btatei Utilities Ce 83/06/00, CDLLINB, J T 
Region 4. Office of Director Jp 18863 233 24X 

Fiche 50-458,83/06/00,8306160520 


B306160439 Interim Deficiency Rept DR-1 ) 5 re tackuelding of heavy hex 
nuts Initially reported on 030510 Current station design 
specifies use of locknuts w/heavy hex nuts in lieu of 
tackweldlng Interim or final status rept expected by 830710 
BOOKERrJ E Gulf Btates Utilities Ce 83/06/09 COLLINS, J T 
Region 4, Office of Director ip 18860 206 24X 

Fiche 30-458. 03/06/07. 8306160439, 


8306160921 Interim Deficiency Rept DR-72 re improper i neta 1 latian. 
testing tc insp of conerebe dr j 1 1 ed-ln-expansion-type 
anchors Initially raperted an 030425 Add) AE info awaited. 

Next rapt due by 830B31 

BOOKER. J £ Gulf States Utilities Co 83/06/10 COLLINB.J.T. 
Region 4. Office of Director Ip 10064 033 S4X 
Ficho 90-458,03/06/10,8306160521 
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flG0616OMI Jntarim DefJciencij Rtpt DR-J 1& re larger-than-'spac i P led gap& 
in joints connEctlng RHR HX supports, to amhodffient pjatea 
Initially reported on 030 511 Nert xept to be provided bi/ 

330715 

BQOKERi J E Gulf States t/tiljiies Co 63/06/10 COLUNS.J T 
Region 4# Office of Director Ip 13063 139 
Fiche 50'45ai 83/06/10. 0306160531 


8306170395 Interim l>eficiency Kept Dn~109 re Velan 3/4-jnch socket 
uelded globe valves ui/counterbores not concentric to ctr 
of valves Itiitlslly reported on B304QB AE evaluatior) 
awaited Meit rept uiill Pe submitted bg 030804 

BOOKER. J E Oulf Stated UtlLltios Co 63/06/13 COLLl^PS.J T 
Region 4. Office nf Director Jp 13300 237 24X 

Flcha 50-490*63/06/13,6306170393 


8306300146 Interim Deficiijncy Rept 00-107 re Category I air circuit 
breakers iii/trlp coils of higbei range than shouti on Hill 
of Mails Initially reporied on 630404 Dtil aiuaiting addl 
info from AE Noict rept bv B30719 

BOOKER, J E General Public Utilities - GPU Service Corp 83/06/14 
COLLINS, T Region 4. Office of Director Ip 19119 350 54X 

Fiche S0-45B, 63/06/ 14. 0306300 J4Q 


8306S80355 Interim Deficiency Rept OR-l 10 re contamination of stainleae 
steel w/ultrasonic couplant not meeting chemical analysis 
requirements Initially reported on 03O4-OG Addl info from AE 
■ ipectsd,. ffe xt repi luitj be provided by Q307S7 

BOOKER, J E Oulf States Utilities Co 83/06/15 COLLINS. J T 
Raglan 4. Office of Director Ip I9t>14 0B2 24X 

Fiche 30-450, 03/06/ IS. 03O62BO355 


6306270095 Interim Deficiency Rept BH-116 re insuf f i c lent peuptration 
of welds Por platform channels on primary shield wall 
Initially reported on 030517 Investigation incomplete 
Interim or final rept will be submitted by B3O7S0 
BOOKER, U E Gulf States Utilities Co 63/06/16 COLLINS. J T 
Region 4. Office of Director Ip 13900 130 84X 

Fiche 50-458.03/06/16.0306270075 


8306270130 Interim Deficiency Rept DR-il9 re failure of threaded weld 
studs during const of cable tray supports Initially reported 
on 630517 Investigation incomplete Interim or final rept 
eipecied by 830002 

BDGKER. J E Gulf States Utilities Co 03/06/16 COlLINS. J 1 
Rsgion 4, Office of Director ip 18900 093 24X 

Fiche* SO-4S0, 83/06/ 16. 6306270130 


6306370391 Interim Deficiency Aept DR-117 re previously unanalyzed 
scenario which could result in containment negative 
pressure less than containment design negative pressure 
initially reported on B305I7 Next rept by 03O8D9 
fiOOKER. JE Gulf States Utilities Co 63/06/16 COLLINS. JT 
Regian 4. Office of Director Ip 13974 ISi 34X 
Fiche 50-450.03/06/16. B3D627037i 


8306270156 Interim Deficiency Rept DR-103 re linear indications found 
in lifting lugs on containment dome Initially reported on 
830325 Util awaiting add) info from AE.Next rept expected by 
83081 1 

BOOKER, J.E Gulf States Utilities Co 03/06/17 COLLINS.JT 
Region 4. Office pf Directur Jp J70I2 147 24X 

Fiche 50-4 5B, 03/06/17. B306370 196 


B306300121 Interim Deficiency Rept DR-lOB re pipe support std 
ce^nponente. supp 1 i ed by Bergen* Fater son Pipe Support Corp net 
conforming to components referenced in design drawings Util 
euaiting info from AE Interim of final rept by 830810 
BOOKER. JE Gulf States Utilities Co 03/06/21 COLLINSrJT 
Rsgion 4. Office pf Director Ip 19J2J D74 24X 

Fiche. 50-458, 83/06/21 . B30630012I 


T Hearing transcripts on nen-anii true t matters 


8306170209 Transcript of 830614 prehearing conference in Baton Rouge. 
LA Pp 1-132 

« Atomic Safety and Licencing Board Panel 83/06/14 133pp 

16681.137 24X Flc he, 50-458. 03/06/14. 8306170209 


RIVER BEND STATIDN. UNIT 2 


'construction stage documents ft correspondence 


HI that each LRD-M member must cubmlt numerical value 
JE for respective plants on fuel assembly 
icemcnt.due to error in fuel assembly topical 
Generic Issue 2f-CPD 

listant Director for Licensing 83/05/23. 

Licensing Review Group II 3pp 1B735 051 24X 

1/05/23. 03O6D3O5D9 


0306060373 Responds to B20903 Hr submittinq positioi, papers which 
included Litensino Review Grnup II proponed solution f-or 
Issue 4— MFD. intended to protect in-rtirr instrument tubes 
from f 1 otu-induceri vibration Issue unresolved 

VDUWGDL ODD. D J Licensing Pioncb 1 D3/05/26 H(JLT7SCHEri, D t 

Licensing Review Group tl 4pp 10/51 20/ 24X 

Fiche SD-OOOp 83/05/26. 0306060 j/3 


8306090205 Notification of 830607 meotinq ui/utils 8. 5fiW in C?iirry Hill. 
NJ to discuss GDr 51 compliance (Fracture prevention of 
containment pressure boundary) 

HAUCHEV. M . WEINKAM.E Laforiring Dranth 2 83/06/02 NOVAK. 1 H 

Assistant Director for Licencing 4pp 10009 225 24X 

Fiche 50 000.03/06/02,8306070205 


6306140417 NatiFication of 030621 meeting w/util 8. GF in San xlose, CA 
to di&cuss OPC 51 compliance 

WEINKAM. E J Licensing Bi aneb 2 03/06/02 SCIIWHNCFR.A Llreftsii.g 

Branch 2 3p p 10054 069 24X Fiche 50-4 58,03/06/02.830614 0417 


83061502^27 Suppls 030523 request For addl infu re pei sonnel simulalor 
training, to complete review of OL application Rosponse 
schedule requested 

SCHWENCEH.A Licensing Dranch 3 03/06/02 CAHILL. W V Culf 

States Utilities Co 3pp 18070 063 24 X Fiche 50-450, B3/O6/0J. 

0306150227 


S306130462 Notification of 03O6J6 meeting w/utll in St Franciov 1 1 1 o. L A 
to dis-cuas various environ features prior to site tour 
WEINKAM. E J Licensing Dranch 2 03/06/06 SCHWFNCFR, A Lltensini^ 

Branch 2 3pp IBOPO 171 ?4X Fiche 50-450, 03/06/06, 8306 13046R 


830628032Q Rasponds partially to NRC 810330 Hr re ultimate capacity 
analysis of Hark III containments Rept showing calculated 
general yielding value for steel containment of 56 psi end 
Final results for remaining issues provided by 830730 
BOOKER. J E Gulf States Utilities Co 03/06/22 TEDbBCQ, R L 
Assistant Director for Licent>ing 6pp 19001 216 24X 

Fiche 5D-4 30. 03/06/22, 8306 2DP028 


F Security, medical, emergency ^ fire piotection plans 


B306150221 Iteeponds bo util 030307 & 410 Itrs re emergency operations 
facility (EOF) it backup EOF Fioposed Eur it backup FOF sites 
acceptable Addl EOF features 8. emergency response facilities 
to be evaluated during post-imp lemenidtion review 
EISENHUT.D 0 Division of Lirenfiing 83/06/01 CAHILL, WJ Gulf 
States Utilities Co 2pp 10370 061 24X Fiche 50-468,03/06/01. 

8306150221 


0306220250 Responds to 830307 1 tr submitting Rev 3 to guard training tr 
qual i F 1 ca 1 1 on plan Rev 3 satisfies 10CFR77 b 10CFR73rApp D 
requirements License condition will incorporate 810D25 Hi 
it approved revs 

aCHWENCER.A Licensing Dranch 2 83/06/09 CAHILL. W J Gulf 

Status Utilities Co 2pp 189S1 069 24X Fiche 50-4 50.03/06/09. 

63062SD25D 


8306220234 Summarizes telephano survey of agencies cited in R Lltie]] 
830603 1 tr re whether govt aoencies advise witnesses ef 
right to CDunse) per Advisory Committee on Rights of 
Licensee Employees Under liivestigation 

LEVI. R P Office of the General Counsel 83/06/10 Righit uf 
Licensue Employees Under Investigation 4pp 18777 340 24X 

Fiche 50-4 SB. 03/06/10, 8306220234 


G Adjudicatory coi respondent e 


0306100206 Answer opposing Joint Intervenors 830531 first amended- tc 
supplomented contentions Unauthnriied filing seeks to add 
new contentions beyound time prescribed by A0LD Contentions 
w/o merit Certificate of Sve end 

CONNER, T D Gulf Dtates Utilities Co CONNER. T D Conner «c 
Uetterhahn 83/06/07 Atomic Safety and Licensing Board Panel 
11 pp leaOS 29b 24X Fiche 50-4 58,03/06/07.8306100206 


0306100041 Response opposing Joint Intervenors 830531 first ampndsd U 
supplemented contentions Bubmittat procpdurally improper 
Amends fail to remedy original contention defects 
Supplemental contentions inadmissible N/Cer ti f Icate of Bve, 

RERKA. D A Hearing Dranch 3 03/06/09. Atomic Safety and 

Licensing Board Panel Upp ISQ05 117 24X Fiche 50-458,03/06/09. 

B306 100041 


8306220117 Response to NRC 8. util answers to First amended I* 
supplemental contentions Contentions filed In timely manner 
Certificate of 8vc end 

FALKENHEINER, D . IRVING, 3 M Louisiana Consumer's League, Inc. 
WATKlNSrL D Rothschild. G I 83/06/13 Atomic Sofety and 
Hcensing Doard Panel 4pp 18926 096 P4X Fiche 50-450,83/06/13. 

8306230117 
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0306230003 For war da NRC 030601 draft SIR W/o end 

REPKA,D A Hoarinfl DrarcJi 3 03/06/21 COLE. « F . LIWENDERGFH, 0 

COTTEH. U P Atomic Safety and Licenairts Hoard Pant*) Ip 

Ja947 079 24X F'lchi? 50-458i 03/06/31 . D306930003 


0 Inspection i eporta. IE Dulletins h c orr ecpondence 


03051)0458 lE Info Notice 03-32. "Ruptured Am-34l Sources Contatned in 
Well Uossl^ng Device " Svc list ond 

TAVLOR. J M Division of Safeguards 8c Inspection Pragroms <Poat 
0301D3) 03/05/26 Consolidated Edison Co of Nou Yei k. Inc 
laspp laasi 043 24X Fich« no-OOO. 03/05/26. 83051 10450 


03O51SO46O IE Info Notice 03-34. "Event Notification Info Worksheet *' 
Svc list enc 1 

JORDAN. E L Division of Emei qency Preparedness & Engineering 
Response CPnst 03O1O3> 8 )/05/26 Consolidated Edison Co of Neui 

Yorkr Inc I tSpp IB732 005 24X Flche 50-000.03/05/36,8305110460 


B3OS110461 1C Info Native 03-35. "Fuel Hovoment W/Control Rods 
Withdrawn at DWRs " Svc list rncl 

JORDAN. E L Division of emergency Preparedness & Lnginserlng 
ftesponae (Post 830103) 83/05/31 Consol idated Edison Co of New 

York. Inc ll6pp 10732 20Q 34 X Fir ho 50-000. 83/05/ 31. 03031 10461 


8305110464 IE Info Notice 03-36. "Impact of Security Practices on Safe 
□perations " Svc list enc 1 

JDRDANi E L Division of Emergcuicy Preparedness 8t Engineering 
Response {Post 030103) 03/06/07 Consolidated Edison Co of Neu 

York. Inc 1 i9pp 10030 300 34X Fiche 50-000.03/06/07.8305110464 


G3051ID470 IE Info Notice 83-30, "Defective Heat Sink Adhesive & 
Seismically Induced Chatter in Relays Within Printed 
Circuit Cards " Qvc list oriel 

JORDAN. E L Division of Emergency Preparedness it Enginoer ing 
Response iPost 030103) 63/06/13 Consolidated Edison Co of New 

York. Inc llHpp IS720 235 34X Fir he 50-000.03/06/13.8305110470 


8306090010 IE Info Notice 83-37, "hansformpr Failure Resulting From 
Degraded Internal Connection Cables " Uve list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 03/06/13 Consolidated Edison Co of New 

York, Inc 343pp 10931 001 34X Fir he 50-000, 03/06/13. 0306070010 


8305110475 IE Info Notice 83-40. "Need to Environmentally Qualify 
Epoxy Orouts & Sealers " Svc list end 

JORDAN. E L Division of Lmergency Preparedness Sc Engineering 
Response (Post 030103) 83/06/23 Consolidated Edison Co of New 

York, Inc llSpp 19021 179 24X Fichc 50-000,03/06/22,8105110470 


83O5110477 IE Info Notice 83-41, "Actuation of Fire Suppression Qye 
Causing Inoperability of 8of ety-Rdoted Equipment " Svc list 
enc 1 

JORDAN. E U Division of Emergency Preparedness & Engineering 
Response (Post 830103) 03/06/23 Consolidated Edison Co of New 

York, Inc ISOpp 10997 007 34X Fit he 50-000,03/06/23,0305110477 


8305110479 IE Info Notice 03-42. "Reactor Mode Switch Malfunctions *’ 
Svc list end 

JORDAN, E L Djvlr.lon of Cmerqency Preparedness fi. Engineering 
Response (Post 830103) 83/06/21 Consolidated Edison Co of New 

Ycrl, Inc 116pp 10796 242 34 X Firhe 50-000,03/06/23.8305110479 


8305110483 IE Info Notice 03-43. "Improper Settings of Intermediate 
Range < IR) High Flux Trip Setpoints " Bve list end 
JORDAN, E L Division of Emeigency F’reparedness l< Fnglneoring 
Response (Post 030103) 83/06/34 Consolidated Edlfion Co of New 

York, Inc 116pp 19046 39/ ?4X Fithe 50-000,83/06/24.0305110403 


T Hearing transcripts on non-anti trust matters 


8306170289 Iranscript of 830614 prehearing conference In Baton Rouge, 
LA Pp 1-132, 

» Atotnlc Safety and Licensing Doard Panel 83/06/14 13lpp 
18001 139. 24X Fiche 50-450.013/06/14.8306170209. 


DOCKET 50-460 WPPfiO NUCLEAR PROJECT. UNIT 1 


A App 1 ic at ion/construc tion stage documents !< correspondence 


8306080062 Notification of 830600 meeting u/util l< United Engineers & 
Constructors ir Dethesda.MU to discuss ABME Section IlI.Div 
2 addenda artides It code case review 

THADANI.M Licensing Branch 4 83/06/06 ADENBAM. E O Licensing 

Branch 4. 3pp. 18707 303 34X Fiche 50-460.03/06/06.0306088062 


0306090362 Forwards discussion of remaining A8ME approved code cases tt 
ASME Code addenda articles utilized during containment 
design Ec const for NRC approval Text of each code case, as 
approved by ASHE, also enc 1 Reply requested by 830617 
BQUCHEV, 0 D Washington Public F'ower Supply System 83/06/06 

ADEN3AM, E 0 Licensing Branch 4 23pp 1B795 257 24X 

Fiche 50-460.03/06/06.8306090363 


8306140612 Forwards addl info requested at 030608 meeting re approval 
of ASME Section IIl.Div 3 Code Cases for containment 
In-place concrete strength is greater than design strength 
QQUCHEV.O D Washington Public Power Supply Bystem 03/06/10 
ADEN6AM. £ 0 Licensing Branch 4 4pp IB041 364 24X 

Fiche 50-460.83/06/10,830614 0613 


0306240017 Forwards urder extending const completion dote of CPPR-134 
to 910601 Safety evaluation supporting order end 
ADEN9AM. E Q Licensing Branch 4 03/06/16 FERGUSON, R L 

Washington Tub lie Power Supply System 2pp 18907 283 24X 

Fiche 50-460.83/06/16,8306240017 


— 8306240035 SER supporting extensian of CPPft~134 const completion data 
to 910601 

* Licensing Branch 4 03/06/16 4pp, 1B9S7 205 24X 

Fiche 50-460.83/06/16,0306340017 


—9306240027 Order extending CPPR-134 const completion date to 910601 
EI8ENHUT*D0 Division of Licensing 03/06/16 Washington 
Public Power Supply System 3pp 10907 239 24X 

Fiche 50-460.83/06/16,0306240017 


0306210301 Advises that NRC issued order extending CP per Commission 
Order CL 1-82-29 

YOUNG, fi A Hearing Branch 4 03/06/17 GROSSMAN# H . HARBOUR. J . 

BRIGHT.© 0 Atomic Safety and Licensing Board Panel 9pp 

10914 025 24X Fiche 50-460. 83/06/17. 0306210301 


0 Ad jud 1 catory correspondence 


0306010364 Responses to NRC first set of interrogatories Certificate of 
Svc end. Related correspondence 

BELL.N Coalition for Safe Power 83/05/24 Office of the 
Executive Legal Director 7pp I86S1 350 24X 

Fiche 50-460.83/05/24,0306010364 


8306020365 Response supporting btate of WA 830523 motion to be 
admitted as Interested state in OL CP proceedings 
Certificate of Svc end 

REYNOLDS.N 6 Washington Public Power Supply System REYNOLDS. N S 
Debevolse & Liberman 03/05/31 Atomic Safety and Licensing Board 

Panel 3pp 18694 262 24X Fiche 50-460.03/05/31.0306020365 


0306020412 Submits status rept re proposed schedules for remaining 
d 1 scoverg# summary disposition memoranda filing 6 hearing 
commencement Hearing tentatively scheduled for 831104, 

WAGNER. M E Hoarlnfl Branch 4 83/06/01 ORDBBHANi H. # HARDDUR# J . 

BRIGHT. 0 D Atomic Safety and Licensing Board Panel 3pp 

18695 030 24X Fiche 50-460# 83/06/01 , 0306020412 


0306030347 Status rept U recommendations re future course of 
p roceeding. per A3L0 B30325 memorandum & order Recommended 
schedule provideif Hearings should not be prolonged 
unnecessarily Certificate of 8vc end 

REYNOLOS.H B Washington Public Power Supply Sgitem REYNOLDS# N 9 
Debevoisp h Liberman a3/06/Ol Atomic Safety and Licensing Board 

Panel 6pp 10705 001 24X Fiche 50-460.83/06/01.0306030347 


8306030353 Rospansv in opposition to Coalition for Safe Power 030518 
Avotlon to compel licensee to respond to Interrogatories 6.7. 

S L 9 Intervenor fundamentally mlsundei stood 830503 

objections to interrogatories Certificate of Svc end 

REYNQLDB, N 8 Washington Public Power Supply Bystem REYNOLDS. NS 

Debevolse L Liberman 83/06/01 Atomic Safety and Licensing Board 

Panel 9pp 18706 117 a4X Fldie 30-460.83/06/01,8306030353. 


8306060300 Discovery status rept L proposed schedule for proceeding 
Certificate of Svc end Related correspondence. 

BELL, N Coal It ion for Safe Poujbt 03/06/01 4pp 10729.134 24X 

Fiche 50-460.83/06/01.8306060309 


B306090337 Motion to compel Intervenor answers to licensee first set of 
interrogatories & requests to preduce Responses evasive b 
Inconplete Certificate of Qvc end 

REVNOLDR.N S Washington Public Power Supply System REVNDLDBiN S 
Dtbevalse St Liberman, 03/06/07 Atomic Safety and Licensing Board 

Panel ISpp t07'93 OBI 24 X FI the: 50-460. 83/06/07. 8306090337 
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03O61OO1?O Sffconrf memorandum re petitioner atdnding to intervene 
Requisite interest to support representational standing 
established Ore litlgable contention requirement not met 
Certificate of Svc end 

REYNOLDSfM S Uaahlngtan Public Pouier 8upp W System « Debevoisc ^ 
Liberman 03/06/06 Atomic Safety and Licensing Board Panel 
7pp leaOS S7A B4X Fiche 50-460.03/06/013.6306100190 


8306150302 First set af interrogatories Related correspondence 

ROSOLIEi E Coalition for Safe Power 03/06/09 Office of the 

Executive Legal Director 5pp 16649 162 84X 

F 1 c h e . 50-4 60. 63 /06/09i B30 6150 T02 


0306150306 Second set of in terrogatar i es Certificate of Svc end 
Related correspondence 

ROSOLIEi E Coalition for Safe Power 03/06/09 Washinflton Public 
Power Supply System 6pp 18649.146 24X Fiche 50-460.83/06/09. 

8306 1 50306 


8306170411 Position re Coalition far Safe Power standing to intervene 
Coalition has met interest requirement it should be admitted 
as party If at least one litlgable contention submitted 
Certificate of Svc end 

UA0^fER. H E Hearing Branch A 83/06/16 Atomic Safety and 
Licensing Board Panel 5pp 18000 044 24X Fiche 50-460.83/06/16. 

B306 170411 


B306210376 Response supporting State of UA B30509 request to 
participate as Interested state in OP extension proceeding 
Certificate of Svc enri 

YQUNO.M A. Hearing Branch 4. B3/06/16 Atomic Safely and 

Licensing Board Panel Spp 1Q915 123 24X Fiche 50-460.63/06/16. 

0306310276 


8306210347 Response supporting State of WA 030609 request to 
participate as Interested state in OL pr aceed l ng. 1 f 
Coalition far Safe Power petition to Intervene granted 
Certificate of Svc end 

VOUNOiH A Hearing Branch A 03/06/16 Atomic Safety and 
Licensing Board Panel 2pp 18914 036 24X Fiche 50-460.63/06/16. 

0306210347 


8306210301 Advises that NRC issued order eitending CP per Commission 
Order CL I -83-29 

YOUNFOrH A Hearing Branch A 03/06/17 OROBSKAN. H . HARBOUR. J . 

BRlOiHTiO 0 Atomic Safety and Licensing Board Panel 9pp 
18914 025 24X Fiche 50-460.83/06/17.0306210301 


8306230364 Forwards NRC 830616 order •& safety evaluation extending 
const completion date from 820101 to 910101 

REVWLDS.N 0 Deb evo 1 se 1. Liberman REYNOLDS. NS Washington 
Public Power eupj»ly System, 03/06/21 OROSSHANiN . DRIOHT.e O. . 
HARBOURi U Atomic Safety and Licensing Board Panel 7pp 
18944 119 24X Fiche 30-460,03/06/21.8306230364 


8306240286 Advises that NRC uLll not respond to licensee 830607 motion 
to compel, if irected to Coalition for Bafe Power . Disc o very 
ififpute betueen licensee & intervener 

HAONER, ME. Hearing Branch 4 03/06/22 GROSSMAN. H • BRIGHT,© 0 , 

HARDDUR.J Atomic Safety and Licensing Board Pane] Ip 10980. 157 
24X Fiche: 50-460. 83/06/22, 0306240286 


8306290370 Responst to licensee 630607 motion to compel to first set of 
interrogator i es ITpdated responses addressed licensee 
concerns thus negating necessity of ABIB ruling Related 
correspondence. 

ROSGLIE.E Coalition far 8afa Power 83/06/22 Atomic Sofety and 
Licensing Board Panel Ip. 1905S 214 24X Fiche 50-460.03/06/22, 

8306290370 


*—8306290375 Updated response to first set of interragatorles Discusses 
dsciiion to defer const & to extend CP Certificate of 8vc 
end, Related correspondenc e, 

ROSOLIE, E, Coalition- for Bafe Power 63/06/22 Washington 
Public Power Supply System 5pp 19055 215 24X 

Fiche 30-460, 80/06/22. 8006290370 


8306270254 Memorandum holding Coalition for Safe Power meets interest 
requirements far Intervener stetuE AELB will not rule on 
contentions until State of WA responds to contentions 
OROEBMAN. H Atomic Safety and Licensing Board Panel 83/06/23 
2pp 18990 223 24X Fiche 90-460.83/06/23.0306270254 


8306270333 Memorandum it order admitting State of WA as intsrosted 
state, to he represented by Energy Facility Site Evaluation 
Council 

OROSSMANiH. Atomic Safety and Licensing Hoard Panel 83/06/23 
Washington. State of Spp. 18993 155 24X Fiche 50-460,83/06/23. 

8306270333, 


B30627034Q Momot andum it order admitting btate of WA as inierpi^ted 
state. to be represented by Energy Panlitu Site Evaluation 
Council State response to petitioner ccinient i ons due by 
83071? 

GROSSMAN. H Atomic Safety and Licensing Board Panel 83/06/23 
Washington. State of Spp 1BV93 141 ?4X Fiche 50-460.83/06/23. 

8306270340 


0306300047 Response to B3O609 second set of interrogatories rcTklfUati 
of Svc encl 

REYNQLDB.N S Washington Public Power Supply System REYNOLDS. N 9 
Debevoisc it Liberman B3/06/2S Coalition for Safe Power 24pp 
19120 190 24X Fiche 90-460.03/06/20.0^06300047 


8306300127 Memorandum fc order granting Coalition for Safe Power 03092'i 
motion to compel answers to Interrogatories 6.7.0 ^ 9 Info 
sought Teasonably calculated to lead to discovery of 
admissable evidence 

GROSSMAN. H Atomic Safety and Licensine Doard Panel 8.3/06/28 
Coalition for Safe Power 4pp I912J 099 24X 

Fiche 90-460. 03/06/3S. 0306300127 


0 Inspection reports. IE Bulletins t, corr ospondence 


8306100009 Addl response to FDIA request for documents dtd 05010] or 
after r< BAI.P Forwords App A documents Documonts also 
aval lab le In FOR 

FELTON. J M Division of Rules and Records B3/04/il CLARK. » Bni, 
Francisco Examiner 3pp 10013 252 24X Fi che 50-000. 03/04/lJ . 

8306100009 


—0306100014 Submits schedule for Region V BALP Board meetings foi 
020928-030523 

ENOELKFN.R H Region 5. Office of Director 02/03/19 
OENTON.H R Office of Nuclear Rooctoi Regulation. Director Jp 
16015 253 24X Fiche 30-000, 03/04/ 1 1 . 0306100007 


0305110438 IE Info Notice 03-32. "Ruptured Am-241 Sources Conlained in 
Well Logging De'.ice " Svc list enrl 

TAYLORfUK Division of Safeguards ft Inspection Programs (f’osi 
030103) 03/05/26 Consolidated tdison Co of New York. Itir 
125pp 18931 043 24X Fiche 50-000. □ J/05/26. 03051 10490 


0305110460 1C info Notice 03-34, "Event NcitifUation Info Worksheet " 
Svc list end 

JORDAN. E L Division of Lmergency Preparednoss t. Eng ineering 
Response (post 030103) 03/05/26 Conaol Idated Edison Co of Nru 

York, Inc llSpp 10732 009 24X Flrho SO -000. 03/05/26. 0305 1 10460 


8305110461 IE Info Notice 03-35. "Fuel Movement W/Control Rodr. 
Withdrawn at BWRs " Svc list end 

JORDAN. E L Division of Emergency Preparedness S< Engineering 
Response (Post 830103) 03/09/31 Consolidated Edison Co of New 

York. Inc 116pp 18732 200 24X FI the 50-000. 03/O9/3J . 0305110461 


0305110464 IE Info Notice 03-36. "Impact of Security Practical on 8afv 
Operations " Qvc list encl 

JORDAN. E L Division of Emergency Preparedness ft rnglneering 
Response (Post 030103) 03/06/0? Consolidated Edison Co -of New 

York. Inc 119pp 18830200 24X Fiche 90-000.03/06/09.0305110464 


0305110470 IE Info Notice 03-30. "Defective Heat Sink Adhesive ft 
Selsmlcally Induced Chatter in Relays Within Printed 
Circuit Cards " 8vc list end 

JORDAN. C L Division of Emergency Preparedness U mplneorinfl 
Response (Post 830103) 03/06/13 Consolidated Edison Co of Neu 

York, Inc nepp 10920 22b P4X Fiche 50-000.03/06/13.0305110470 


0306090010 IE Info Notice 03-37, "Transformer Failure Resulting From 
Degraded Internal Connection Cables " Svc list encl 
JORDAN. E L Oivxnion of Emergency Prepsi ednoss L Engineering 
Respanse (Peat 830103) 03/06/13 Consolidated Edison Co of Hen 

York. Inc 243pp 18921 001 24X Fiche 50-000. 03/06/13. 0306090010 


8305110475 IE Info Notice 03-40, "Need to CiivlronmentaHy QunJlfy 
Epoxy Grouts 6 Sealers " Svc list encl 

JORDAN. E L Divinion of Emeigency Preparedness ft Engineering 
Responso (Post 830103) 03/06/22 Consolidated Edison Co of New 

York, Inc 115pp 19021 179 24X Fiche 50-000. 03/06/22. 03051 J0475 


8305110477 IE Infa Notice 83-41, "Actuation of Fire Suppression Sys 
Causing Inoperability of Safety* Related Equipment " Svc list 
end. 

JORDAN. E, L Division of Emergency Preparedness L Engineering 
Response (Post 830103) 63/06/22 Consolidated Edison Ca of New 

York, Inc 120pp 18997 007 24X Fiche 50-000. 03/06/22. 03051 J 0477 


8305110479 IE Info Notice 03-42* "Reactor Mode Switch Malfunctions " 
Svc list end, 

JORDAN, E L Oivirion of Emergency Preparedness ft Engineering 
Response (Post 030103) 83/06/23 Consolidated Edison Co of New 

York, Inc, ll6pp. 10996 242 24X Fiche 50-000. 83/06/23. 0305 J 104 7 9 
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B3^0i9l]O493 IE In^o Notice 03-43, ^'Improper Settings of Intermediate 
Aangi ( IR ) High Flui Trip Setpoints " Svc list end 
J3RDAM. E t Division of Emergency Preparedness & Engineering 
Response (Post Q30103) 83/06/24 ConsoLidated Edison Co of Neu 

Vorlt, rnt ll6pp 19046 297 24X Ficho 50-000,03/06/24*0305110483 


5 Reportable nccurrencosi LERs & related correspondence 


8306070113 Interim deficiency rept re potential failure of reactor 
vessel internals bolts Initially reported on 03OSO2 0611 
participating in msp program on operating plants Status 
rept tii( 11 be provided upon corist restai t 

DE -LORENiZO, R A Washington Public Pouier Supply System 03/05/25 
6TER»I1ER0,1> M Region 5, afPice of Director 2pp 10739 212 24X 

FI Che 50-460, 03/05/25. 8306070113 


8306300159 Part 21 rept rp spot yelds in Qailey Controls Co cabinets 
w/senalLer diameter than specified Cabinets strengthened by 
seam 6 edge ujelding or bolting 

TAVLOR. J H Dahcocfc^WilcoxCo 83/06/23 DEVOUNO. R C 
Director's OFfico, Office of Inspection and Enforcement 2pp 
L9119 30a 24 X Ficho 50-000,83/06/23,8306300159 


DOCKET 50-461 CL IMTON POWER STATION, UNIT 1 


A Application/construction stage documents ?< correspondence 


8306)60031 Clarifies NRC final response to FDIA request for documents 
re lack Co fc/or work performed by Zack in const of 
fAcilitlrs App D Documenb 5 deleted since document identical 
to App A Documont 135 

FELTON, J N Division of Rules and Records 83/04/14 
P RENDER OAST, R Prendergast. RJ Ip 1B072 356 24X 

Fiche 50*000,03/04/14*0306160031 


S306030S09 Informs that each LRO-II member must submit numerical value 
determined by OE for respective plantq^ on fuel assembly 
Lift off d i cplacement, due to error in fuel assembly topical 
rept re LRO-IJ Generic Issue 2-CPD 

T ti Assistant Director for Licensing 83/05/23 
K0LTI8CHER,D L Licensing Review Group II 3pp 18735 051 24X 

Fiche 50-000*83/05/23,8306030509 


0306060373 Responds to 820903 Itr submitting position papers uihlch 
included Licensing Review Group 11 proposed solution for 
Issue 4-MEll, Intended to protect in-core instrument tubes 
from flow-induced vibration Issue unresolved 

YOUMODLOOD.D J Licensing Branch 1 03/05/26 HDLT2SCHEH, D L 

Licensing Review Group II 4pp 18751 287 24X 

Fiche 50-000*83/03/26,8306060373 


8306020620 Informs that fuel load date revised from Jon 1984 to 
Jan 1986 Prnss release end 

AE£L9DN*H Licensing Branch 2 03/05/27 DENTON, H R » CABC»E 0 , 

CARTER. J Office of Nuclear Reactor Regulation, Director 2pp 
18703 3S7 24 X Fiche 50-461,03/05/27,8306020620 


8306210331 Forwards Action Plans 1 , 2, 3, 4 33, in response to Humphrey 

concerns for NRC review Action 33 re suppression pool temp 
sensors emergency procedures dosed 

WULLER, O E Illinois Power Co 83/06/17 SCHWENCER, A Licensing 
Branch S i6pp 18916 043 24X Fiche 50-461*83/06/1710306210231. 


E NRC Safety Evaluation Report (SER), suppls & correspondence 


8306060412 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF 
CLINTON POWER STATION, UNIT NO I Docket No 50-461 
(illinols Power Company, et al) 

» Division of Licensing NUREO-OQ53 902 83/05/31 72pp 

Available at NRC 44 50 18747 321 24X Fiche. 50-461* 83/05/31, 

8306060412 


8306070444 Forwards Suppl S te 3ER (NURbO-0853} U/o end 

aCHNENCER,A Licensing Branch 2 83/05/31 HULLER, 0 Illinols 

Power Co Ip 18700 351 24X Ficho 50-461*83/05/31*0306070444 


— 8306070446 Forwards Suppl 2 to Moy 1983 8ER iNUREO-0853) W/o end. 
» Office of Nuclear Reactor Regulation, Director 83/05/26. 
□TTINOERi R. House of Rep , Energy «c Commerce Ip 10700 352 
24X Fiche. 50-461,83/05/31,8306070444 


— 8306070447 Forwards Suppl 2 to May 1903 BER (NURE0-0B53) H/o end. 
* Office of Nuclear Reactor Regulation, Director 03/05/26 
9IMP5DN. A Senate, Environment 8* Pub 1 ic Works. Ip, 1 8780 ■ 353 
24X Fiche 50-461,03/05/31,8306070444 


— 8306070451 Forwards Suppl 2 to May 1983 BER <NUREO-O05a> H/o end 
e Office of Nuclear Reactor Regulation, Director 83/05/26. 
UDALL, M, House of Rep * Interior 8< Insular Affaire Ip 
10780*354, a4X Fiche 50-461,83/05/31,8306070444 


F Security, medical, emergency & fire protection plans 


8306 1 502B5 Responds to util 821203 Itr Sc Hay 1982 Amend i6 to FSAR rt 
emergency operations facility lEDF) St backup EOF Proposed 
site acceptable Addl EOF features & emergency response 
facilities to be reviewed during post-implementation review 
EISENHUT,DO Division of Licensing, B3/O6/0I HULLER* 0 E 
Illinois Power Co. 2pp 18869 318 24X Fiche 50-461,83/06/01, 

8306150285 


8306100097 Forwards schedule implemente tlon plan for emergency response 
capability f* Hat of submittals required by NUREO-0737, 

8uppl iiper Generic Ltr 83—33 Procedures generation package 
will be submitted by 840501 

WULLEAiil E Illinois Power Co 83/06/06. 8CHWENCER,A Licensing 
Branch 3 5pp 18804 043 24X Fiche 50-461*83/06/06,9306100097 


0306200407 Forwards "Emergency Respunsi Facilitisa Design Rept," per 
NUR£0-0737r Suppl 1, in response to Generic Lbr 82-33 
WULLER.G E Illltiols Power Co 83/06/16 SCHHENCERiA Licensing 
Branch 3 Ip 16704 325, 24X Ficho 50-461*83/06/16,8306200409. 


^-6306200414 "Emergency Response Facilities Design Rept " 

* Illinois Power Co 83/06/16 3Bpp. 18904>a26 24X 

Fiche' 50-461, 83/06/16, B3D620D409 


G Adjudicatory correspondence 


9306150226 Response to 830419 questions It document request re 
Contentions III 6 IV. 

PATTERSON. W F Hearing Branch 3 B3/05/23, WILLIAM* P L Illinois* 

State of 22pp 18846.289. 24X Fi c he ' 50-461 , 93/05/23* 83061 50226 


0306080163 Forwards Suppl 2 to SER W/o end. 

OODDARDiR J. Hearing Branch 3 83/06/06 CLARKiH K * FARlBiO H . 

FERGUSON, G A Atomic Safety and Licensing Board Panel Ip 
18772 157 84X Fiche 50-461,83/06/06,0306080163 


K Utility Final Safety Analysis Report (FBAR) t, amends 


9306070396 Forwards Amend 25 to FSAR, contain Ing rev to Chapter 17 to 
resolve 8ER Outstanding Issue 20 re OA program h SER 
Confirmatory Issue 6 re containment ultimate strength 
HALL.D. F Illinois Power Co 83/05/31 DENTON, H.R Office of 
Nuclear Reactor Regulation* Director tp 19742 284 24X 

Ficho 50-461,03/05/31*8306070396 


—8306070401 Amend 25 to FSAR. 

* Illinois Power Co 83/05/31 137pp 18742.285 24X 

Fiche 50-461, 83/05/31* 8306070376. 


Q Inspection reports* I£ Bulletins I* correspondence 


9306030142 Forward e IE Insp Rept 50-461/83-02 on 030117-21 !< 030B-11 
notice of vloletlon 

LITTLE* H, a Regions* Office of Director 83/05/16 0ER9TNER,HC 
Illinois Power Co 2pp 18704.268. 34X Fiche- 50-461* 83/05/16, 

8806030142 


—0306030144 Notice of violation from Insp on 830117-21 & 0308-11 
LITTLE, W, 8 Region 3, Office of Director B3/05/16 2pp 
10704 270 24X Fiche. 50-461* 03/05/16. 8306030142 


—8306030147 IE Insp Rept 50-461/03-02 on 830117-21 t 0308-11. 

None D mp I I anc e noted failure to accomplish activities 
affecting quality in accordance w/instructians, procedures 6 
drawings 

LOVE. R B.* WILLIAMS, C C. Region 3* Office of Director 83/05/12 
llpp 18704 272. 24X Fiche: 50-461,83/05/16,8306030142 


0306*220066 Forwards IE Insp Rept 50-461/83-05 on 830318-0515. No 
noncompliance noted. 

KNOPiR C Region 3« Office of Director 83/06/06 OERaTNER*WC. 
Illinois Power Co 2pp 18928-171. 24X Fit h e. 50-461* B3/06/06, 

0306220066. 


—9306220076 IE Insp Rapt 50-461/83-05 on 930318-0515 No noncompliance 
noted, Major arsas inspec ted: matl leydown 6 storage areas* 
program control, licensee action on previous insps, welding* 
heat treat It NDE & stop uorlr recovery activities. 

LIVERMORE, H. H. * HAYES, D, W. Region 3* Office of Director. 

83/06/03. 7pp 18920.173 24X Fiche- 50-461 , 83/06/06, 0306220066. 
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6306270117 n»quBfitK rsvleu of util recov^rg plan t-o correct 
deficiencies associated u/KRC 020623 stop uork order 
Appropriate procedures & instructions revised & training 
accampl ished & documented 

HALLj D P Illinois Pouer Co Q3/06/15 KEPPLEf}i J 0 Region 3/ 
Office of Director ip 189BB 106 21X Flcho. 50-461* 03/06/ J 5. 

0306270117 


6306270311 Forwards SALP Rept S0-'461/B2-21 for Dct 1701 - Sept 1982 
KEPPLER.J G Region 3< Office of Director B3/06/22 OERSTNER* U C 

Illinois Power Co 2pp 18973 321 24X Fiche 50M61 * 03/06 /?2* 

6306270311 


DDC«ET 50“462 CLINTON POWER STATION. UNIT S 


A Appl 1 c ation/cons truct ion stagu cfocump^its & correspondence 


0306160031 Clarifies NRC final reeponse to I'DIA request for documents 
ro Zac k Co fc/or uiork porformed by Zack in const of 
facilities App D Docunicnt S deleted since document identiCiil 
to App A Document 135 

FELTON* J M Division of Rules end Records 03/04/14 
PRENDERGAST, n r‘r endergast, R J Ip 1DB72 336 24X 

Ficho 50-000/ 03/04/14* 0306160031 


— 0306270314 SALP Rep t 50-461/02-21 for Qct 1901 - Sept 1902 Significant DOCKET BTN'-SO-dTO CEfiGAR SVSTEM 00 

progress In upgrading rogulotory performance evident — - 

* Region 3* Office of Dlrectar 03/06/22 27pp 1Q993 323 24K A Appl i c ation/construc t ion stage documents & c orr Bspondenc o 

Fiche 50-461.03/06/22*0306270311 


—0306270321 Responds to SALP Rapt 50-46 1/B2-21 for Qct 1901 “Sept J902 
S&U retained as mgt support involved u/const of facility & 
increased emphasis placed on hiring 6 retention nf 
qualified personnel 

6ERBTNER.R C UlinolB Pouior Co 03/04/12 KEPPLER* J 0 Region 
3, Office of Director 3pp 10993 350 24X Fiche 30-461. 

03/06/22* 0306270311 


B30609017O Forwards review of CtBSAR-F against requirements of (TVML 
rule 1OCFR30 34ff) 6 selective sections of App 0 tt Chapter 
3 of C£9gAR-F Only fraction of rule r equii efnen ts within 
scope of CEBBAR-K CES8AR-F complies ui/rulo 

SCHERER. A E Combustion Enginporing. Jnc 03/03/25 EIBENIjUt.DO 

Division of Licensing lODpp 10794 010 24X Fiche 50-47()i 

03/05/23. 8306090170 


S Reportable occurrences. LERs related correspondence 


6306070209 Interim Deficieneg Rept B2“12 re bound suaij strut/snubber 
piping component supports Initially reported on 021021 Field 
insp of Basic Engineers sway struts fc snubbers underway Neit 
rapt expected in 90 days 

HALL.D P Illinois Power Co QS/OS/Sl KEPPLER* J 0 Region 3. 
Office of Director. 4pp 10776 170 24X Fiche 50-461.03/05/31. 
0306070209 


8306070330 Interim rept of Potential Deficiency 03-0.2 re procedural 
controls for insp of field counterboring of safety-related 
pipe InltlaUg reported on 030113 Applicable procedures it 
instructions revised 

HALL.D P Illinois Power Co 03/05/31 KEPPLERtJ 0 Region 3, 
Office of Director 5pp 10742 125 24X Fiche 50-461.03/05/31. 

6306070330 


8306100060 Interim rept re vendor shop welding deficiencies on 
structural steal welds supplied by Rockwell Engincoring 
Initially reported on 030427 Investigation continuing Final 
rept will be submitted in 90 days 

HALL.D P Illinois Power Co 83/05/31 KEPPLER»vl Q Region 3. 
Office of Director 3pp 10002 172 24X Fiche, SO-461 . 03/05/31. 

0306100060 


B306100141 Interim Deficiency Rept 03-01 re qualification of suppliers 
for measuring 6 test equipment calibr sves InltiaiJy 
reported on 030113 GA instruction for procurement document 
reviews revised 6 training provided to OA personnel. 

HALL.D,? minois Power Co, 83/05/31 KEPPLER^J.© Region 3, 
Office of Director 4pp 10001 255 24X Fiche 50-461.03/05/31. 

0306100141 


8306170370 Final Deficiency Rept 02-00 re lack of distribution 
control for instrument data sheets Initlallyi reported on 
020902 Instrument data sheet books reissued as controlled 
Copies 6 computer info sys established by Baldwin Assoc 
HALL.D P Illinois Power Co 83/06/06 KEPPLER. J. G Region 3. 
Office of Director 7pp 10000.312 24X Fiche SO-461. 03/06/06, 

0306170370 


0306170303 Final Deficiency Rept 02-07 re breakdown in OA program 
Initially reported an 020700 Actions to be taken to ensure 
timely Insps listed 

HALL.D. P Illinois Power Co 83/06/06 KEPPLEiR, J 0 Region 3. 
Office of Director 7pp 10080 230 24X Fiche 50-461^83/06/06. 

0306170303 


8306270334 Interim Deficiency Rept 82-10 re violation of min wall 
thickness for lafety-relatad piping Initially reported on 
021007 Sargent 6 Lundy reviewing piping design Piping lines 
1LP21A4 6 1LP31B4 modified Next rept within 90 days 
HALL.D P Illinois Power Co 03/06/17, KEPPLCH.J 0 Region 3. 

107 93:137 24X Fiche- 50-461. 03/06/ J7, 


T Hearing transcripts on non-anti trust matters 


0306070183 Transcript of B30602 prehearing conference in Urbana. IL 
rp 3/2'— 437, 

»nd Licensing Board Panel 03/06/012. 66pp 
18730,216 24X Fiche 50-461.03/06/02.0306070183 


B3O613O4S0 Summarises 030425 moeting u/NRC ro natural circulation 
cooldown analysis for CESSAR-F Reanalysia to be submitted 
by 030729 

SCHERER. A E Combustion Engineering. Inc D3/06/07 CISENHUT.D 0 
Division of Licensing Ip ISGSl 329 34X Fiche 50-470.03/06/0/. 

8306130420 


8306200254 Forwards "Basis for Design of Plant W/o Pipe Whip 
Restraints for RCS Main Loop Piping," to demonstrate that 
gui II d t ine-type failure of RCSt main loop piping need not bo 
considered in design basis for Qys 80 

SCHERER.A E Combustion Engineering. Jnc Q3/06/14 EIRFNHUT.R P 

Division of Licensing I31pp 10901 P02 24X Fiche 50-470. 

03/06/14. 8306200254 


E NRC Safety Evaluation Report (GER). supple 8< correspondence 


0306200070 Approves request for wi thhul d ing. per 10CrR2 790. InPq 
transmitted by 830228.0304 it 0-503 Itrs ro SEN Conf Irmntorij 
Item 7 

THOMAS* C 0 Standardl zat ion & Special Frojects Branch 03/06/13 
SCHERER.A E Combustion Engineering. Jne 9pp 18900 174 24X 

Fiche 50-470.83/06/13.8306200070 


0306200392 ClarifiBs plant-specific info needed ro CE8BAR-F' 
supplemental 3ER. Section 4 4 6. ♦'Statistical Combination of 
Uncertainties " Na plant-specific submittal planned since 
verification of values to be documented internally 
SCHERERj A c Combustion Enginoet i ng. Inc 03/06/15 ElfiLMHUhlJ 0 
Division of Licensing Ip 10919 219 a4X Ficho 50-470. 03/06/1 U. 
8306200372 


DOCKET STN-30-402 WOLF CREEK GENERATING 0TAHON 
A App 1 lea tion/cansfcruct i on stage documents Sr correspondence 


0306060303 Responds to B3D509 request for permission to use Rnragraph 
NX-4427 of Winter 1902 Addenda to Section HI of ASME Doilor 
<4 Pressure Vessel Code re fillet wold rcquiramsnts Roquost 
acceptab 1 e 

VOVNOnLOOD, B J Licensing Branch 1 03/05/26 KDESTCR. O I Kansas 

Oas 6 Electric Co SCHNELL. D F Onion Electric Co 3pp 
18740 359 24X Ficho 50-000,03/05/26.0306060303 


G3060Q0051 Forwards request for ad-dl info to environ qualification 
plan Info requested within 2 wks of receipt of 1 tr 

VaUNOBLOOD, B J Licensing Branch 1 0D/O5/3i. BCMNELL. D, F Upiion 

Electric Co KOEQTER. O L Kansas Oas It Electric Co, 4pp 
18707 300 84X Fiche 50-000, 83/05/31 , 0306080051 


8306080321 Notification of 830620 £< 24 meetings u/utlls Ic GNUl’PO id 
Highway! NO 8< Burl 1 ngtorii K8. rasp ect ively. to discuss environ 
qualification of equipment 

EDISON. Q E Licensing Drench I B3/06/02 YOUNOBLCOD. B J 
Licensing Branch 1 Spp 18/B9 350 24X Fiche 50-000. 03/06/02* 

0306000321 


0306080175 Forwards changes to F0AR addendum. Rev 10 re operating OA 
program (Section 17 2> Updated Table 17 S-l ui 1 ] be formally 
Incorporated In Rev 11 to FSAR. 

KOEBTER. O L Kansas Gas 6 Electric Co 83/06/06 DCiNTON. H R 
Office of Nuclear Reactor ReguJation. Director Opp, 107/1,301 
24X Ficho - 50-402. 83/06/06,8306080175 
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— e30iOQ0i7fl Chajiigos to FSAR add end Rev 10 re operating OA program 
iSection 17 a> 

« Karlas Oas & Electric Co Q3/04/30 27pp 10771 304 24X 

#^ichE 50«4a3* 03/OA/Ot, 8306000175 


8306140530 forwarilB revised pages to design ?< const QA program ft 
revised Page 17 1-15 to SNUPP8 Design «< Const QA Program 
Pages uilJl be Formally incorporated into nent rev of SNlfPPB 
Design 8f Const QA Program 

KQEBTER.O L Kansas Gas «. Elrctiic Co 83/06/ 10 DENTON. H R 
Office of Nuclear Reactor Regulation. Director COLLINS. J T Region 
4. Office of Director 3pp 10B32 296 24X Fiche 50-482.03/06/10, 

0306140230 


— 830614023^ Revised pages to design 8« const QA program 

* Kansas Oas h Electric Co 83/06/10 49pp I0B32 299 HAX 
FIche 50-482.03/06/10.8306140230 


— 0306140240 Revised Page 17 i-l9 to SNUPPQ design 6 const QA program 
* StanifardiJBd Nuclear Unit Poiiior Plant Gystem S3/06/I0 3pp 
10832 348 a4X Flche 50-403.03/06/10,0306140230 


0306220010 Foruards addl info re environ qualification of aofety- 
relatod electrical equipment, in response to NRC 030531 Hr 
FSAR will be updated in next rev to include questions 6 
responses 

PETRlCKiN A Standardiifid Nuclear Unit Power Plant System 
03/06/10 DENTON. H R Office of Nuclear Reactor Regulation, 
Director 4pp 10927 310 ?4X Fiche 50-000,03/06/10.8306220010 


0306160539 Informs of change in plans for completion of local 
containfnCTit leak rats testing Enel info re testing will be 
incorporated into Rev ll of Wolf Creek FQAR (c Rev 12 of 
SNUPPS FSAR 

KOESTER.O L Kansas Gas & Electric Co 03/06/13 DENTON. H ft 
Office of Nuclear Reactor Regulation, Director Qpp I0B65 043 
24X Fiche 90-482.83/06/13.8306160539 


Q306S00312 Forwards util 830523 I tr informing NRC of revised schedule 
for fuel load b commercial operation fuel load scheduled 
for 040819 Commercial operation planned for 050215 8vc 
liKt end 

ftlOGUAY.D A Shaw. Pittman. Potts tt Trpubrldge RlDOWAV. 0 A 
Kansas Gas & Electric Co 63/06/15 LAURENSON. U A » ANPERBON. G C . 
PAXTGN, H C Atomic Safety and Licensing Deard Panel 4pp 
10099 300 24X Fiche 50-482.83/06/15.0306200312 


F Security, medical, emergency t< fire protection plans 


B30606019I Forwards Rev 10 tn radiological emergency response plan 
ffiled in PDR Category F) 

KDESTER.O L Kansas Gas U Electric Co 63/05/31 DENTON. M ft 
Office of Nuclear Reactor Regulation. Director IGPF 18720 ODl 
a4X Fiche 50-482.83/05/31.0306060191 


— 6306060195 Rev 10 to radiological emergency response plan 

* Kansas Oas 8. Electric Co 03/04/30 205pp 1D72I 333 24X 

Fiche 50-482,83/05/31.0306060191 


8306150402 Releases public version of revised radiological emergency 
response plan. 

FELTON. J H JHvision of Rules and RatordB 03/06/06 Document 
Management Dranch ip 18068 039 24X Fiche 50-452,83/06/06. 

0306 150482 


— 8306150487 Public version of Rev 10 to radiological emergency response 
plan Revised plan will be included in FSAR. Rev 10 14/830429 
Itr 

*. KOE8TER.O L Kansas Oas b Electric Co 03/04/30 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 120pp 10368 040 

24X Fiche 50-402.03/06/06,0306150402 


0306220098 Forwards Suppl 2 to 8ER <NUREG-0B8l} U/o end 

VDUNOnLOOO, B ^ Licensing Branch 1 83/06/16 K0E8TER. 0 L Kansas 

Oas «. Electric Co 2pp 10777 346 24X Fiche 50-483.03/06/16. 

03 0632009 B 


O. Adjudicatory correspondence 


B306160593 Forwards collation of intervenor interrogatory responses 
Identified in Paragraphs 6<a>-(h> of Intervenor 030512 
response to util objections 3vc list end 

&2LBER0j>I E Shaw, Pittman, Potts & Irowbridgo 8IIDER0.J E 
Kansas Oas & Electric Co 03/06/13 UAUREN50N, J. A , ANDEftfiON. 0 C. . 
PAXTON, H C Atonic Safety and Licensing Board Panel 47pp 
18866 04B 24X Fiche 50-48S. 03/06/13. 8306160573 


8306200318 Forwards **Nyle Research Rept (WR 82-361. Final Design of 
Alert it Notification By* for Wolf Creek Generating Station '* 

Sve list end Related correspondence W/o rept 

SILBERO.J E Shau. Pittman. Potts & Trowbridge SILBERG.J, E, 

Kansas Gas C, Electric Co 03/06/13 LAUftENBON, J A . ANDERSON, 0 C . 
PAXTON. N C Atomic Safety end Licensing Board Panel 3pp 
10099 209 24X Fiche 50-402.83/06/13.0306200318 


6306200312 Forwards util 830523 Itr informing NBC of revised schedule 
for fuel load it cammercial operation fuel load scheduled 
for 640815 Commercial operation planuod for 850215 Sve 
list enc 1 

RI0QUA7, D A Shaui. Pittman, Potts I. Trowbridge RlDOWAV, D A 
Kansas Oas Electric Co 83/06/15 LAURENSON, J A , ANDERSON. 0 C . 
PAXTON. IT C Atomic Safety and Licensing Board Panel 4pp 
10899 300 24X Fiche 50-482,83/06/15.8306200312 


9306220082 Forwards map depicting locatLon U range of warning sirens 
recommended for alert 8, notification sys. as part of rapt 
served on 830613 Sve list end N/o map 

ft IDOWAY. 0 A Shaw, Pittman, Potts fe Trowbridge RlDGHAY, D. A 
Kansas Oas e. Electric Co 83/06/15 LAl/RENBOH, J. A . PAXTON. H C . 
AMDERBON. D C Atomic Safety and Licensing Board Panel. 3pp 
18930 1 54. 24X Fiche 90-402.03/06/15,8306220002 


G30623039G Forwards revised pages modifying coenplLatlon of intervenor 
Interrogatory responses Certificate of 3vc enc I Related 
correspondence 

RIDOWAY. D A 0jhawi Pittman. Potts tt Trowbridge RIDOWAY. D. A. 

Kansas Oas S< Electric Co 03/06/21 LAURENSON. J A . ANDERSON, O C. . 
PAXTON, H C Atomic Safety and Licensing Board Panel I2pp 
1 8943 319 24X Fiche 50-402,83/06/21.8306230358 


0306290522 Responds to applicant collation of intervenor interrogatory 
responses. subffll tted in 830613 Hr Done responses will be 
amended Listed amends not agreed upon Sve list end Related 
c orrespondence 

SIMPSON, JM Simpson. JM SIMPSON, J M Affiliation Unknown 
83/06/22 LAURENSON, xl A , ANDERSON. 0 C. . PAXTON. H C Atomic Safety 
and Licensing Ooard Panel 6pp 190D2'203 24X 

Fiche 50-402.83/06/22.8306290522 


8306280914 Forwards Change Page 7. for insertion Into G3D613 
compilation Sve list and 

ftIDOWAY. OA Shaui. Pittman. Potts 6 Trnubridge 03/06/24, 
LAURENSON.^ A . ANDERSDN. G C j PAXTON. H C Atomic Safety and 
Llcanving Board Panel 4pp 19017 234 24X Fiche 50-482,03/06/24. 

8306280514 


B306300130 Forwards 8ER Suppl 2. 1NURE0-08B1 1 W/o and 

KARMAN. M Hearing Dranch I 03/06/20 LAURENSON. J A . PAXTON.H C . 
ANDERSON. G C Atomic Safety and Licensing Board Panel Ip 
19160 IIB 24X Fiche, 50-482. 03/06/28,8306300130 


K Utility Final Safety Analysis Report (FSAR) It amends 


0306060191 Forwards Rev 10 to FSAR (filed in PDR Category K) tc Rev 10 
to radiological emergency response plan (filed In PDR 
Category F) Certificate of Sve end 

KOESTER. 0 L Kansas Oas & Electric Co 83/05/31 DENTON, H R. 
Office of Nuclear Reactor Regulation. Director iOpp- 10720:001 
24X Fiche 90-482,83/05/31.0306060191 


—8306060194 Rev 10 to F9AR 

* Kansas Oas tc Electric Co 83/04/30 ABSpp. 10720:010, 24X 

Fiche 90-402,83/05/31,0306060191 


Q Inspection reperts, IE BullDtins it cPTraspondence 


8306140354 Confirms Region IV plan to perform independent NDE 
verification Insp on 030606-17 Addl Info on documentation 
selected for Insp end 

GAGLIARDO.J E Division of Resident, fleactor Project it Englneertnj 
Programs 83/05/11 KDE8TE«,G L, Kansas Oas U Electric Co 6pp 
18032106 24X Fiche 50-402,03/05/11.8306140354 


8306140245 Forwards IE Insp Rept 50-402/83-08 on 830410-22 No 
noncompliance noted 

8EIDLE. U C Region 4, Office of Director 03/05/13 KOE9TER.O L. 
Kansas Oas & Electric Co 2pp 18833 005 24X 

Fiche 50-402. 83/05/ I3ra306!40249 


—8306140249 IE Insp Rept 50-402/03-08 on 830418-22 No noncompl 1 ance 
noted Major areas inspected safety-related piping sys for 
selection of welds for NBC independent Insp program 
GILBERTrU D. r UDHNSDN. M, D . HUNNICUTT. D, M Region 4, Office of 
Director 03/05/13 4pp 18833:007 24X Fiche 50-482.03/05/13, 

8306140245 
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0304130393 Hssponds to MRC 030922 I tr r» violations noted In IE Inop 
Rept 30-403783-07 Corre-cfcive action* listed Dartiol Const Cn 
procedures/ac tivi 1 1 os revised to inclvde definite test 
control criteria per Corrective Action Rept 1-0-O0P4 
KOESTERsO L Kansas 0«s & Electric Co 03/05/30 SElDLErW C 
Region 4i Office of Director Opp 1B823 216 34X 

Fif/ie 50-4B2» 83/05/00. 8306130390 


0306140207 Farwards IE Itisp Rept 50-482/83-11 on 830401-30 it irollte 
of violation 

8EIDLE. W C Region Office of Director 03/05/20 KOESTER.O L 
Kansas Gas & Electric Co 3pp 10833 364 24X 

FKlie 50-483. 03/05/ 30. 8306140207 


— 9306140213 Notice of violation from iiisp on 03O4Oi-3O, 

« Region 4« Office of Director 03/05/20 Ip 18632 266 24X 

F I e h 0 50-482, 03/0 S / SO. 830614 0207 


—0306140220 IE Insp Rept 50-402/03-11 on E3040J -30. Noncomp 1 iance 
noted failure to folJou procedures re QC Insp checklist for 
tuo auilllarf^ faeduater sgs spring hangers 

SCHUM.W 0 I JOHNSON. W D Region 4, Office of Director B3/05/J9 
Spp 10032 267 24X Fiche 50-482.03/03/20.0306140207 


0305110450 IE Info Notice 83-32. “Ruptured Am-2^41 Spurcr* Contained In 
Hell Logging Device “ Svc list end 

TAYLORi J H Division of Safeguard* & Inspection Programs IPost 
030103} 03/03/26 Cart* ol ida t ed Edison Co of Neui Vori. Inc 
I29pp J0B31 040 24 X Ficiie 50-000. 63/05/26. 80051 104 


9305110460 IE Info Notice 03-34. ''Event Notification Info Uorksheet " 
Svc list eneJ 

JORDAN. E L Division of Emergency Preparedness & Eng inaer iitg 
Response (Post 630103) 03/05/26 Consolidated Edison Co of Neu 

York. Inc I15pp 10732 0B5 24 X Fich e* 50-000. 83/05/26, 6305110460 


0305110461 IE Info Notice 03-35, "Fuel Movement M/Conirol Rode 
Withdrawn at BWRs Svc list end 

JORDAN. E L Division of Emergency Preparedness ^ Engineering 
Response (Post 030103} 03/05/31 Consolidated Edison Co of New 

York. Inc U6pp 1B732 208 24X Fiche 90-000. 03/05/31, 83051 10461 


6306270006 Informs that response to notice of violation contained in 
IE insp Rept 50-482/03-10 villl be submitted by 830624 
KOEETER.O L Kansas Gas fc Electric Cp 83/06/03 SEIOLE. N C 
Region 4. Office of Director Ip 10993*042 24X 

F i ch » 50-402. 83/06/03. 8306270000 


03060001.84 Ack receipt of 830520 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Rept 50-402/03-07 
Program to control all aspects of caniractor testing should 
be developed at earliest practicable lime 

SEIDUErW C. Region 4. Office of Director 63/06/06 KOEBTERiG L 

KanMc Oas it Electric Co Ip 10770 359 24X Fiche 90-482, 

83/06/06,8306000184 


—0306090100 Responds to NRC 030482 Itr re violations noted in IE Insp 
Rept 50-402/83-07 Corrective act 1 ons' procedures/ac tivl ties 
identified will be revised to include definitive test 
control criteria 

KOEBTER. 0 U Kansas Oas 1< Electric Co 03/09/20 SEIDLE.W. C 
Region 4. Office of Director 3pp 18770 360 24X 

Fiche 50-482.83/06/06.0306080104 


0305110464 IE Info Notice 83-36. ''Impact of Eecurity Practices on Safe 
Operations " Svc list end 

JORDAN. E, L Division of Emergency Preparedness -I, Engineering 
Response (post 830-103}, B3/06/0-9 Consolidated Edison Co of New 

York. Inc 117pp. 10030 280 24 X Fi ( he. 50-000. 83/06/09. B3051 J 0464 


0305110470 IE Info Notice 03-38, "Defective Heat Binfc Adhesive «r 
8f Ismically Induced Chatter in Relays Within Printed 
Circuit Cards " Svc list end 

JORDAN, E L Division of Emergency Preparedness S, Engineering 
Response (post 830103) 03/06/13. Consolidated Edison Cu. of New 

York, Inc 110pp. 10920.225 24X Fiche 50-000.83/06/13.0305110470 


UO IE Info Notice 03*-37i "Transformer Failure Resulting From 
ed Internal Connection Cable*,'’ Svc list end 
. E. L Divisio-n of Emergency Preparedness Engineering 

03/06/13 Consolidated Edison Co of New 

S4X Fiche 50-000.83/06/13.8306090010 


'nvironmanta lly Oualify 

(ness 4t EnglneeT-ing 
illdated Edison Co, of New 
>0-000. 83/06/22. 03051 10475 


0305110477 IE Info Notice 03-41. “Actuation of Fire Buppressiun laif-v 
Causing Inoperability of Safotg* Related Equipment •' Svc lJi.t 
e-ncl 

JORDAN. C C. Division of Emergency Preparedness it Png tneor Irig^ 
Response iPost 030103) 03/06/22 Consolidated Edison Cn of Nru 

York. Inc I20pp 18997 007 24X Fiche 50-000. D3/06/52. OHOtH JQ4 7/ 


8305110479 IE Info Notice 03-42. “Reactor Mode Switch Ma 1 f unc 1 1 oiv^ - 
Svc lltt end 

JORDAN. C L Division of Cmei'yency F^r eparcdncss & Eng inoeriiifl 
Response (Post 830103) 83/06/23 Consolidated Edison Co of Nru 

York. Inc 116pp 10996 942 24X Fiche 90-000.03/06/23.0,105110477 


8305110483 IE Info Notice 83-43. “Improper Settings of Intorrird iot« 
Range <IR> High Mu» Trip Setpoints “ £.vc list end 
JORDAN. E L Division of Itmerqpiicy Preparedness I, Eng inner trig 
Response (Post OJO103) Q3/06/24 Consolidated Edison Co of fftu 

York. Inc U6pp 19046 29/ 24X Fiche 50-000,03/06/21.030511040) 


9 Reportable occurrences. UERs 1< related correspondence 


8306230277 Part 21 rept re defect in hose assembly 7/379 Avsombly 
(iielded u/60-degree rather OO-degree elbow installed 
Condition reported to Qechtel 

SHAFER. J C Metal Bellows Carp 83/05/07 COLLINS. JT Rr^iOfiA. 
Office of Director 4pp J8945 J38 24X Fiche 50-000,03/05/07. 

8306230277 


8306030220 Final Part 21 rept re deficiency in DS~416 reactor trip 
switchgear undervol tage attachment (SDR-83-07> Initially 
reported on 830421 Attachments to be replaced Also reported 
hy Westinghouse per Part 21 

9EIKEN. 8 J Standardiied Nuclear Unit Power Plant SysifliH 83/0!)/:’J 
KEPPLER, J 0 Region 3. Office of Director COLLINS, J T, Regiun 4. 
Office of Director 3pp 10/03 28/ 24X Fiche 50-000. 83/05/ L''-!. 

8306030220 


8306070194 Interim deficiency rept re welds on Dergen - Paterson -t-uiy 
strut* Initially reported on 830224 Majority of welds 
evaluated No adverse safety concerns identified Next rept 
will be submitted by 030718 

KGESTER.O L Kansas Gas 6 Electric Co 83/05/26 SEJDLE.W C 
Region 4, Office of Director Ip 19/36 295 24X 

Fiche 80-493,83/05/26,0306070174 


8306070262 Interim deficiency rept re loose parts in steam generators 
Initially reported on 630426 Westinghouse evaluation of 
safety Implications underway Status rept will be submitted 
by 930815 

KGE9TER.0 L Kansas Gas Sc Electric Co 83/05/26 8E1DLE. U C 
Region 4, Office of Director 2pp 18/40 337 PAX 
Fiche. 50-402, 83/03/26, 8306070262 


8306O7034S Final significant deficiency rept re lockup of l?H-P3 
display in radiation monitoring sys Initially reported on 
830223 Circuit boards returned to vendor far mad it testing 
Modified boards will be Installed prior to fuel load, 

SElKEN.a J Standardized Nuclear Unit Power Plant Bystem 03/03/2/ 
KEFPLER, J O Region 3, Office of Director COLLINS. J T Ueglon 4. 
Office of Director 7pp 10/42 143 24X Fiche 50-402,03/03/27, 

8306070343 


9306100183 Final Deficiency Rept Q3*01 re faulty Wesiinghausc CHO 
gate valve position indication Initially reported on 030121 
Valve mod* fle adjustments to be performed per Westinghoune 
Field Change Notices SAPM-I0605 9CPM-10602 
PETRlCK. N A Standardiied Nuclear Unit Power Plant System 
83/05/31 COLLINS, J T Region 4. Office of Director KErPLFR,J0 
Region 3. Office of Director 3pp. 18005 2B5 24X 

Fiche. 30-000,83/05/31. 8306100103 


8306090231 Interim deficiency rept re inadoq.uate mail control for 
special scope items Results of numerous insps. tests It 
document review* tabulated I, will be sent to AE within 2 wks 
for final evaluation Next rept expected by 830901 
KOESTER, 0 L Kansas Oas t Electric Co 83/06/01 8EIDLC,W, C 
Region 4. Office of Director Ip 18/76 238 24X 

Fiche. 50-4 82, 03/06/01 , B3060902.3 1 


8306130138 Interim deficiency rept r* workmanship on Swagelok fjttln)* 
Initially reported on 830215 Info obtained from maps t. 
testing of various tubing installations transmitted tp AE 
for evaluation Next rept will be submitted by 830800 
KOESTER.O L Kansas Gas 1, Electric Co 83/06/03 SEIDLE. W C 
Region 4. Office of Director. Ip 18024*281 24X 

rich a* 5C-482. 83/06/03. 8306130138 


B306I60569 Final deficiency rept re use of Teflon tape in instrument 
lines Initially reported on 830504 List of sys where use of 
Teflon tape or compound could have potontlallv adverse 
Implications being developed 

KOESTER.O L Kansas Oas «c Electric Co 03/06/03 SEIDLE, H C 
Region 4. Office of Director. 2pp 10B66' 103 24X 

Fiche 50-482,83/06/03.8306160563 
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©306100125 Past SI rept re incorrect assembly of Vitro Lab» K'S-volt 
battery nonitDr usied at site Tault^ /enor diode mill cause 
monitor to is-sue battery failure indiration 

DIXON. D vJ <fener3l Electric Co 03/06/06 DEYOUNG* R C Dxiector'f. 
□fflcci Office of Inspection and Enrorcement Ip JB002 OiO S^X 
Fiche 50-4G2i Q3/06/06. 8306IOOI25 


— 83061001^2 nevised draft of. "Phase 1 Cultural Resources Surviy ^ 
Assessment to Residual Lands at Union Electric Co Callaway 
Nuclear Power Plant 


RAY. J H . MORLIN^E M . MCMERNEY.H J American Refiources Group. 
Ltd B3/04/03 4?3pp IOB07 332 24X Flche 50-403. B3/06/03. 

9306100147 


0306130043 Fourth interim deficiency rept re diesel generator bolt 
torque Initially reported on 020614 Rotor quing of diesel 
itud/nut combinations completed nesult<> forwarded to 
manufacturor for evaluation Next rept expected by 03OQO1 
biCEETERjO L Kansas Oas & Electric Co 03/06/06 SEIDLE. U C 
Region 4. Office of Director Ip i0ae-4 247 24X 

Fiche 50-402. 83/06/06. 8306130043 


0306230010 Forwards addl info re errviron qualification of safety- 
related electrical equipment. ir> response to NRC B3Q531 1 tr 
FSAR will be updated In next rev to include questions h 
responses 

FETRICK. N A Btandarif ixed Nuclear Unit Power Plant agstem 
83/06/10 DENTON. H R Office of Nuclear Reactor Regulation. 
Director 4pp 10927 318 24X FI c he 50-000. B3/06/ ID. 8306220016 


B30 6160415 Final deficiency rtpt rc containment spray/ntlR motor oil 
foaming Foaming observed in all sight gauges determined to 
bo normal Condition not reportable per JOCFRSO 55<e) 

KOE8TER.G L Kansas Oas & Electric Co 03/06/10 SEtDLC. U C 
Region 4. OFfico of Director Ip 1D8D9 309 24X 

Fiche 30-402.83/06/10.0306160415 


0306170396 Final deficiency rept re diesel generator thermostatic 
valves Initially reported on 820622 Valves reworked & found 
free of potential defect Valves replaced w/unit containing 
overrun assembly utilizing cotter pin 

K0ESTER.G L Kansas Oas & Electric Co 83/06/13 SLIDLEjU C 
Region 4. Office of Director Ip 1D8U0 053 24X 

Fiche 50-482.83/06/13.8306170386 


8306270352 Final deficiency rept re component testing OA program 
Initially reported on 830209 Revised procedures reviewed No 
d escrepanc ies Identified Component test program resumed 
Condition withdrawn as potential 10CFR50 S5(e} item 
KDESTbR.G L Kansas Oas it Electric Co 83/06/17 9EIDLE.W C 
©egion 4. Office of Director Ppp 10993 149 ?4X 

Fiche 50-402. 83/06/17. 83062/0352 


33062Q0335 Interim deficiency rtpt r* insufficient torque on structural 
ateel bolted connections Initially reported on 630204 
Corrective Action Rept l-C-OOr'6 initiated to trad 
evaluation & resolution of problem Next rept by 030909 
HOESTER.C L Kansas Oas 8c Electric Co 63/06/20 SEIDLE.N C 
Region 4. Office of Director 2pp 1900J 310 24X 

Fiche 50-402. 83/06/20. 830628033b 


50CKET STN-50-4a3 CALLAWAY FI ANl . UNIT 1 


\ Application/construction stage documents & correspondence 


1306060363 Responds to 03OSO9 request for permission to use Paragraph 
NX-4427 of Winter 19S2 Addenda to Section III of A3NE Doiler 
Sf Pressure Vessel Code re flljet weld requirements Request 
arceptab I e 

VOUNOBLOODiD J Licensing Branch 1 83/05/26 KOEBTER.Ql Kansas 

Qas U Electric Co SCHNELL. I) T Union Electric Co 3pp. 

18740 359 24X Fiche 50-000.83/05/26.8306060303 


^306080051 Forwards request for addl info ro environ qual i f Icotion 
plan Info requested within 2 wks of receipt of Itr 

V8UN0IIL00D. D J Licensing Branch 1 83/05/31 8CHNELC. D F Uniuti 

Electric Co K0E8TER.Q L Kansas Gas 8< Electric Co 4pp 
18707' 300 24 X Fiche 50-000. 03/05/31 . 8306000051 


33O6DG043Q Notification of 830617 meeting u/uti 1 In Bethesda* tiD to 
discuss c 1 ari f ications to QA program 

EDISON. OE Licensing Branch 1 03/06/01 YOUNOBLODD, D. s/ 

L-icatising Branch 1 4pp 18/92 209 E4X Fiche 50-48J. 83/06/0 1 . 
0306000438 


i3060e032l Notification of 030620 tf 24 tneetlngs w/uti 1 s tt 8NUPPS in 
HighwayiNO & Dur 1 ington. KS. r espec. tively. to discuss environ 
qualification Of equipment 

EDISON. G E Licensing Branch 1 03/06/02 YaUNGBLDOD, B J, 

Licansinfl Branch 1 5pp 10709350 24X Fiche 50-000.03/06/02. 

8306090321 


1306100147 Forwards revised draft versions of. "Cultural Resources Mgt 
Plan for Residual Lands" t. "Phase i Cultural Resources 
Survey I. Asssssment to Residual Lands" S. responses to BHPO 
c-amments 

SCHNELL. D, F Union Electric Co. 63/06/03 DENTON. HR Office of 
f/uclear Reactor Regulation. Director 44pp 18007*237. 24X 

Fiche 30-403.83/06/03.0306100147 


— □306100148 Revised draft of. "Cultural Resources Ngt Plan for Residual 
Lands at union Electric Co " 

♦ Union Electric Co 03/06/03 47pp 18807 281 a4X 
Flche 50-403. 03/06/03, 03061001 47 


F Security* medical* emergency te fire protection plans 


03O61i5O494 Releases public version of revised emergency plan 
administrative procedure 

FELTON. J M Divislnn of Rules and Records, 83/06/06 Document 
Hanagemant Branch Ip 18069 140 24X Fiche 50-403*83/06/06* 

0306150454 


— 6306150455 Public version of Rev 0 td Emergency Plan Adninls trativa 
Procedure APA-Z2-00i02. "Emerfleney Operating Procedures 
Writers Guide." Item numbers on end correspond ta numbers 
used In Generic Ltr 82-33 W/030511 Itr 
SCOTT, W G , SCHNELL. D F Union Electric Co 03/04/07. 

DENTaN*ff R Office of Nuclear Reactor Regulation, Director 49pp. 
10869 149 24X Fiche 50-483.83/06/06.0306150454, 


8306170473 Responds to 8NUPPB 610601 6 util 021203 Ur re primary tc 
backup emergency operations facilities <EOF} Location of 
primary l< baclup EOF approved. Approval of addl features to 
be determined during poet-imp 1 ementatlpn appraisal 

EISENHUT.D 0 Division of Llcansing 03/06/06 SCHNELL* D F Union 
Electric Co 3pp 10094 335 24X Fiche 50-483*83/06/06*6306170473 


6306230476 Forwards SALP Rept 50-483/03-09 for Oct 1901 - 8ept i9B2 
Overall performance satisf actory Issue re emergency planning 
zone resolved. 

KEPPLER.J G Region 3. Office of Director 83/06/20 8CMNELL. 0 F 
Union Electric Co 2pp 10941 160 24X Fiche 50-403.03/06/20. 

8306230476 


— 0306230401 Clarifies Page 9 of SALP Rept 50-483/83-09 transmitted by 
NRC 030126 Itr re licensing activities to reduce size of 
emergency planning lone CERZ) excluding two eeitern most 
counties Reduction of EPZ not formally requested 

SCHNELLrDF Union Electric Co 03/00/23 HIND. J, A Division of 
Emergency Preparedness 6 Operational Support Ip. 10941, 184^ 94X 

Fiche 50-483. 03/06/20* B306230476, 


0 Adjudicatory correspondence 


8306010146 Informs that author uil) represent NRC in 030622 oral 
argument In response to A8LAD 830429 order 

PERL18, R.O Hearing Branch 3 03/05/27 SHOEMAKER* C J Atomic 

Safety and Licensing Appeal Panel. Ip 18674 050 24X 

Flche 50-403.83/05/27.0306010146 


8306030331 Motion 6 response to applicant 030520 motion far summery 
disposition of -JO Reed Contentions 1 through 11 St 13 through 
20 Applicant motion should be denied since matl fsets should 
be heard W/Cert i f £ca te of 8vc. 

REEDf-vi G. Reed* J G 03/05/31 Atomic Safety and Licensing Board 

Panel 17pp 10709 001 24X Fiche 50-483.83/05/31*0306030331. 


8306100045 Motion for extension until 030617 to respond to util 030520 
20 motions for summary disposition Large number of filings 
creates undue burden Negotiations initiated to dispose 
of contentions Certificate of Sve end. 

OODDARDjR. J Hearing Drench 3 03/06/08 Atonic ©afety and 

Licensing Board Panel 4pp 10002 115 24X Fiche: 50-403. 83/06/00* 

0306100045 


8306150207 Order granting fIRC request for extension until B30617 to 
file respotiBBB to pending motions for summary disposition. 
OLEA0OM.J P Atomic Safety and Licensing Board Panel 03/06/10 
Office of the Executive Legal Director Ip. 10049:173. 24X 

Fiche 60-403.03/06/10.0306150207 


0306160314 Answer to JO Reed 030531 motion & response to applicant 
motion for summary disposition of JO Reed contentions 
Temporary funding of GW Btanfill position irrelevant li 
accusation of bias le/o foundation. Certi f teats of 8vc end, 

BAXTER. T.A Union Electric Co BAXTER* T A. 8hatii. Pittman. Potts U 

Trowbridge 03/06/13. Atomic Safety and Licensing Board Panel. 

4pp 10060 040, 24X Fiche: 50-403. 03/06/13. 0306160314, 
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—93061^*0323 Affidavit of Wfl Dcottij itiPoTjntng of arr-oneoua atotemg-ntR in 
JO Aead 830531 filing on atotua of GU Stanfill Stonfill i h 
not util employee Util bptnporarilg funds position 6ut 
BX*Ttisiea no control ove-r poaitjon 

BEATV/W R Union Electric {‘o D^ATYa U R MissoiiPi* State of 
B3/06/10 App 16860 052 3AX Fichc 50-^63* 83/06/ 13* a3061A0a!4 


03O6S1O566 Advises of partial settliement re Reed contentinne on 
iAiergencgi planning Settlement diBcusstons uill be held on 
Contentiona 4 II h 15 Hearinga will be held on Cantentiona A 
Sr l6 Ren^aining contentions will be u/ithdroun 

PERLIS, R Q Hearing Branch J 83/06/17 Ot-EASON. J P . KLINE* J H * 

flWrOHT* 0 D Atofflic Safety and Licensing Board Panel Spp 

18913 031 S4X Fiche 30-403* 83/06/17* 830621 (52A6 


— 8306210271 Settlecnent agreemerit re dlapasitien of Reed content i ona h 
util motions for surrmary di&poettion Util agrees te uilthdrattf 
motions re Contentions A & lA Meeting achedulod for B30623 
or 24 to settle Contentinna 4* 1 i A 15 Draft order enc I 
PERLlSiR Q Hearing Branch 3 B3/0A/iA 4pp ]S?JS 033 i?4X 
FiChe 50 -4B3, 83/06/17* B30A2 10266 


8306220132 Forwards settlement ngreemcnt executed bg util 

BAXTER. T A Shansi Pittman. Potts & Trowbridge BAXTCR, T A Union 
Electric Co 03/06/20 GLEASON* J P . BRIOMT^O 0 > KLTNE. J R 
Atomic Safety and Licensing Ooard Panel ip 1892A IBS P4X 
F 1 C h e 5 0-483 . B3/0 6/20* B3Q6 2201 3 S 


—8306220137 Settlement agreement* c vecutri! fay util re disposition of 
J fieed contentions Util will withdrawr motion for summary 
disposition of Reed Contentions A 8* 16 Parties will attempt 
to settle contentions 4*11 A 15 Ovc list end 

BAXTER, T A Union Electric Co B3/0A/20 3pp 19926 1 ‘j 3 LMX 
FI che 50-483* 03/06/20* 8306220132 


8306230344 Betfelement agreement re disposition of J Reed contentions l< 
util motions for summary disposition Util will withdrew 
motions for summary dispositlpn of Contentions 6 h 16 
Certificate of Svr «ncl 

REEOiJ 0 Reed* JO B3/0A/2O 3pp 18942.276 24X 

Fiche 5D-483* 03/06/20* 830623034 4 


0306370137 Order ratifying settlement agreement of parties Util motJon 
for summary disposition of Reed Contentions 6 6 16 
dismisBod Reed ContentianB 1*2* 3* 5* 7*8* 9* JO* J3> 14* 17* 18. 19 R 
20 dismissed NKC responses to motions due 030701 

OLEABON* J P Atomic Safety and Licensing Board Panel 83/06/23 
Union Electric Co Ip 18980*152 24X Fiche 50-483*83/06/23* 

8306270137 


0 Inspection reports* IE Bulletins correspondence 


B306030180 Forwards IE Insp Repl 50~4a3/03-OA on 830411-14 No 
noncomp I lane e noted. 

LITTLEiW 8, ROflion 3* Office of DlTectOT 03/05/20 ECHNCLL, D F 
Union Electric Co 2pp 18704 007 24X Fiche 50-403* 83/05/20* 

8306030190 


—0306030185 IE Insp Ropt 50-483/03-06 on 030411-14 No none omp 1 iance 
noted Major areas inspected 10CFR50 95re) items* lE 
bulletins* ICCPRSi item* clrc ular s* RCPU p Ip ing* re viet> of 
quality records h work activities 

WARD*K D * DANrELSON. 0 H Region 3. Office of Director 83/09/20 
12pp 18704 009 24 X Fi< he. 50-483*83/03/30. 8 3060 30 1 BO 


8306060241 Furwards lE Insp Rep I 50-4 83/03-05 on B3030J-04I5 U net ice 
of violation 

KNDP.R C Region 3. Office of Director 83/05/80 SCMNELL* D. F 
Union Electric Co Spp J0727 20i. D4X Fiche. 50-403* 83/05/20, 
830606024 1 


— 0306060242 Notice of vidlatian from insp -gn 830301-0415 

KNOPifl C Region 3* Office nP Director 83/05/20 2pp 
J8727*2a3 84X Fiche 50-483* 83 /OS/ 20. 0306060241, 


—0306060244 IE Insp Rept 30-493/03-05 on 830301-0415 Honcomp J iance 
noted untimely audit responser inadequate procedures I* 
inadequate delineation of authorities & respans ib 1 1 i ties 
Nei8L£R*J H * KONKLIN, J E Reg ion 3, Office of Director 
03/05/20 6pp. 18727 289 34X Fiche 30-483,03/03/20,8306060241 


0306100168 Feruarrfi IE Insp Rept 50-483/03-08 un 030426-28, No 
nonconpHence noted 

fiTREETER*UF Region 3, Office pf Director 83/05/23 SCHNELL.Dr 
Uninn Electric Co 2pp. 10005 188 24X Fiche' 50-403, 83/05/23. 

0306100162 


—8306100169 IE Insp Rept 50-483/03-00 an 830426-28 No noncompliance 
noted. Major areas inspected preparaii art Implementation 
status of licensee aperational DA program. 

HA98E,R A * HAWKINS, F C Region 3* Office of Director 03/03/23 
3pp. 1BB05 130 24X Fiche 50-403*83/05/23*0306X00168 


8306100165 P&rwards IE Insp Repl 50-493/83-0/ on 830426" 20 No 
nencamp 1 i^nre notpd 

PAPERIELI0*C J Region 3, Office of liJTectoi 83/05/25 
8CHNELL*D F Union Electiic io 2pp iHDOl J9B PAy 
Fiche 50-403,83/05/25.0306100165 


— 0306100167 IE Insp Rept 50 '493/03-07 on 930426-28 No none omp 1 j ar»t e 
noted Major areas inspected pre op er a t i ona 1 radiological 
environ monitoring program, i nc J uding mg t controln.QA & silr 
tour 

ROZAK.S . CE8TNANN, M J . AfHUNACHbR.M C Region 3* Office- c# 
Director 83/05/25 5pp J8001 200 24X Fichu 50-483, 03/05/?5 , 

0306100 165 


8305110458 IE Info Notice 03-32, "Ruptured Am-34 1 Sources Coiitairird i .. 
Weil tagging Device " Sve list end 

TAVLOR* J M Division of Safeguards & Inspection Programs <FDst 
030103) 83/05/26 Consol idatod Tdison Co of New York. Jnc 
i2Spp I0B3I 043 24X Fiche 50 000,03/05/26*0305110458 


8305110460 IE Info Notice 03'34, "Event Notification Info Wortshret « 
Sve list enc 1 

JORDAN* E L Division of Emerpency Preparedness 6 Fngineerinq 
Response (post 830103) 83/05/26 Consolidated £^dlsen Co of N;gi 

York* Inc llOpp 18732 005 24X Fiche 50-000*03/05/26*0305110460 


0305110461 IE Info Notice 03-35* "Fuel Movement M/Cantrnl Rods 
Uithdratiin at DWRs " Gve list i nd 

JORDAN* C L Division of Emergency F^reparedness 6 Engineering 
Response iPost 830103) 03/05/31 Consolidated Edison Co of Ntu 

York* Inc 1 16pp 10732 208 24X Fi rho 50 -000* 83/05/31 , 030&n046i 


8306070137 Ack receipt of 830blU I tr informing NRC of stops taken Ip 
correct violations noted in IL Insp Rept 50-403/83-02 
Submittal of test procedures per FSAR (hapter 14 required 
60 days prior to test perfoimonce 

8PE0SARD* R L Division of Engineering 83/06/01 SCHNbLI * D f 
Union Elcctni: Co Ip 10739 216 24X Fiche gO-4 03, Q3/06/OJ . 

8306070137 


— 8306070145 Responds to NRC 830418 Itr re violations noted in IF insp 
Rept 90-403/08 02 CorrectiVi actions minor change notice 
added to CS-O3nF’0l to ensure recording of accumulator temps 
in test leg prior to repressuri lati on 

SCHNEUrD F Union Electric Co 03/05/18 SPESSARD*R L 
OlviBion of Engineering 2pp 18739 217 24X 

Fiche 50-40 3* 03/06/0 1 , 8306070 1 37 


6305110464 IE Info Notice 03-36* "Impact of Security Practices on Uafe 
Operations " Ovc list end 

JORDAN* E L Division of Emergency Preparedness it Engineering 
Response <Fost 830103) 83/06/09 Consolidated Edison Co of New 

York* Inc 119pp 18030 280 24X riche 50 - 000 * 83/06/09. DJOSl 10164 


8305110470 IE Info Notice 83-30. "Defective Heat Sink Adhesive 6 
Selsmically Induced Chatter in Relays Within Printed 
Circuit Cards ** Gve list end 

JORDAN* E L Division of Emergency Preparedness h Engineering 
Response {Post 030103) 03/06/13 Consolidated Edison Cn of New 

York, Inr llQpp 18920 225 24X Fiche 50-000*03/06/13*93001104/0 


0306070010 IE Info Notice 03-37* "Trans fnt mer Failure Resulting From 
Degraded Internal Connection Cables " Ovc list end 
JORDAN. E L Division of f-meiflency Preparedness h Engineering 
Reaponse (Post 030103) 83/06/13 Consolidated Edison Co of New 

York. Inc 243pp ia72J 001 24X Fiche 50-000*03/06/13,8306090010 


9306210167 Ack receipt of 830603 Itr informing NRC of steps taken In 
correct violations noted in IL Insp Rept 50-483/82-20 
SPESSARD.R L Division of Engineering 03/06/14 8CHNLLL* D f 
Union Electi ic Co Ip 18914 IP2 F4X Fiche 50-483*03/06/14. 
8306210187 


—8306210198 Responds to NRC 830319 Itr re violations noted in IF Insp 
Rept 50-403/02-20 Corrective actions piping seismic analyser 
performed on snubbers to identify ineffective areas Ir 
overstressed piping Equipment noiilcs acceptable 

SCHNELL.D F Union Electric Co 83/06/03 LITTLE. W, A Region 3* 
Office of Director 7pp JB914 123 24X Fiche 50-403*93/06/14. 

0306210107 


0306230476 Foruiards BALP Rept 50-493/83 '09 for Dct 1981 - Sept 1903 
Overall performance satisfactory Issue re emergency planninp 
zone resetivoef 

KEPPLER,J G Roflion 3. Office of Director 83/06/20 SCHNEtt.DF 
Union Elpctric Co 2pp 19941 160 24X Fiche 50-483*93/06/80. 

8306230476 


—0306230477 SALP Rept 50-403/83-09 for Oct 1981 - Sept J9BB, 

» Region 3. Office of Director 83/06/20 J9pp 1 9941 t62 P4X 
Fiche 50-403* 03/06/20*8306230176 
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-~a3Cfi^30479 Confirms 830204 meeting to discuss SALP Rept 50-403/63-09 
^ ^ - Sept 

No. J A Division of Emeiyency Preparedness L Operatiofici) 
SCHNELL.D r Umon Electni: Co 
AMVAl lai Fiche 50-4Q3. 83/0A/20. D306230476 


3pp 


' ^ ® 50-403/03-09 transmitted by 

B30I26 itr re Ucensin^ activities to reduce sue of 
•wmftrgoncij plfsnning lone <EF*i!) deluding two eastern most 
Ro^fuj^tion of EPZ not formally requested 
^CNNELLi D F Union Electric Co 03/02/23 HIND.J A Division uf 
tmiersPncy Preparedness & Operational Support ip 18941 104 ?4X 

1 C he 50-4 B3, 03/0^/20, 0306230476 


e30&aooi70 Faruiaids lE Insp Ropt 50-483/B3-11 on 030416-0531 Sc notice 
OHF v^lalation 

KJNaPiR c Region 3. Office of Directoi 03/06/20 SCNMELL. D F 
metric Co 2pp 1912? 056 ?4X Fiche 50-4ej> 83/06/20. 

a 3 04.300 1 TO 


Notice of violation from insp on 030416-0531 
KNCjPiR C ncgion 3, Office of Diiector B3/06/17 Ip 
19122 ODB E4X Fiche 50-403- Q 3 /O 6 / 2 O 1 G306300170 


0306070345 Final significant deficiency rept re loclrup of RH-23 
display in radiation monitoring sys Initially reported on 
030223 Circuit boards returned to vendor for mod h testing 
Modified boards will be installed prior to fuel load 

SElKENi S J Standardiied Nuclear Unit Power Plant System 83/05/27 
KEPPLER.J <S Region 3> Office of Director COLLIN^iJ T Region 4* 
Office of Director 7pp 19/42 145 24X Fiche 50-483103/05/27. 

0306070345 


6306100183 Final Deficiency Repl 03-01 re faulty Hestinghouse EMD 
gate valve position indication Initially reported on 030121. 

Valve mads & adjustments to be performed per Uest 1 nghou se 

Field Change Metiers SAPM- 10605 t* BCPM-10602 

PETRICK-N a Standard I red Nuclear Unit Power Plant System 

83/05/31 COLLINS. J T Region 4. Office of Director. KEPPLER.J 0 

Region 3. Office of Director 3pp IBCJ05.2fl5 ?4X 

Fiche 50-000. 03/03/31. 9306100103 


&306170279 Final deficiency 6 Port 21 Repti U-S3 re defective plastic 
molding utilized in circuit boards supplied by Foiboro Co 
Initially reported on 030311 Components returned to vender 
far rewprt/rep lac eman t 

SCHWELL.D F Union Electric Co 63/06/01 KEPPLER.J 0 Region □. 
Office of Director Ip 16077 024 24)C Fiche 50-403.33/06/01. 

0306170279. 


B3O6I00O1B6 IE Insp Rapt 50-403/03-11 on 030416-0531 Noncofflp 1 icanc e 
noted Failure of tnsp program to adequately identify broken 
■8c rnzssing poTts an safety-related pipe supports 
MEISLER^ J It , KDMKHN. j E Region 3, Office of Director. 

03/06/ 17 6pp 19122 059 a4X FI the 50-403,03/06/20,9306300170 


830 311047 5 ic Info Notice 63-40, "Need to Environmentally Qualify 
Eptrxg Grouts & Sealers *' Sve list end 

■lJORDAN. E L Division of Emergency Preparedness 6 Engineering 
R«spQtise (Post 030103) 03/06/22 Consolidated Edison Co of New 

Vork. Inc 115pp 19021 179 24X Fiche 50-000.03/06/22,6305110475 


0306370235 Final Deficiency Rept U-54 6 Part 21 rept re failure of 
closed limit switches to reset on containment Isolation 
valves HV-7126 6 HV-71S0 Initially reported on 830516 
Compensating spring installed on actuating arm 

SCHNELL, D F Union Electric Cn 03/06/16 KEPPLER.J 0 Region 3, 
Office of Director ip 19900 250 24X Fiche 50-463.63/06/16, 

B 306270235 


T Hearing transcripts on non-antl trust matters 


030 5110-477 IE Info Notice 03-41, "Actuation of Fire Suppression Sys 
Causing Inoperab- i 1 i ty of Safety-Related Equipment ** Sve list 

«T 1 C 1 , 

uTa/lDAN. E L Division of Emergency Preparedness & Engineering 
neapoTise (Post 030103) 03/06/22 Consul idated Edison Co of Ncui 

Vorfc, Inc 120pp 18997 007 24 X Fiche 50-000,03/06/22,0305110477 


0306270074 Transcript of 030622 oral aryumont in Dethesda, MD Pp 1-Q3 
4 Atomic Safety and Licensing Appeal Panel 63/06/22 80pp, 

19013 t40 24X Ficho 50-403,03/06/22,0306270074 


DOCKET SO-496 WDNTAeUE NUCLEAR PDWEfl STATION. UNIT 1 


B3091 10479 IE Info Notice 03-42. "Reactor Made Switch Malfunctions '* 
Sve list end. 

iJDRDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 03/06/23 Consolidated Edison -On uf New 

Vovk. Inc. Ii6pp 18996 242 24X Fiche 50-000.03/06/23,0305110479 


erSOSl 10403 IE info Notice 03-43, "Improper Settings of Intermediate 
Ra^nge < IR > High Flux Trip Setpnints *' Sve list end 
iJQRDAN.E.L Division of Emergency Preparedness 6 Engineering 
Response (Post esoiOQ) 03/06/24 Consolidated Edison Co of New 
Vorli Inc lt6pp 19046 297 24X Fiche 50-000,83/06/24,0300110403 


O3Od»^3ODO04 Ack receipt of 030615 Itr informing NRC of steps taken to 
cor reck violations noted in IE Insp Rept 5O'-493/03-O5 
KNOP.R.C. Region 3. Office of Directoi 83/06/27 SCHNELL, D F. 
Union Electric Co Ip 19049 249 24X Fiche 50-403,03/06/27, 

0306300004 


— —0306300090 Respotids to NRC 030520 Itr le violations noted in IE Insp 
Rept 50-4B3/Q3-03 Corrective actions test program 
9 ur ve i 1 1 an c s group program being revised to upgrade & 

B-stablish requirements for witnessing test activities 
SCHNELL. D F Union Electric Co 83/06/15 KNOP, R C, negion 3. 
Office of Director 4pp 19040 250 24X Fiche 50-483.03/06/27, 

0306300004. 


a Inspection reports. IE niulletins & correspondence 


8305110458 IE Info Notice 83-32, ’'Ruptured Am~24 1 Sources Contained in 
Hell Logging Device " Sve list end. 

TAYLOR, J H Division of Safeguards h Inspection Programs (Post 
030103) 63/05/26 Consolidated Edison Co of New York* Inc 
t25pp 18831 043 24X Ficho 50-000.03/05/26,0305110450 


8305110460 IE Info Notice 03-34, "Event NDtificatlon Info Worksheet '* 
9vc list end 

JORDAN, E L Division of Emergency Preparedness I, Engineering 
Response (Post 030103) 03/05/36 Consolidated Edison Co, of Mow 

York, Inc 115pp JB732 095 24X Fiche 50-000*83/05/26,8305110460 


8305110461 IE Info Notice 03-35* "Fuel Movement W/Control Re-ds 
Withdrawn at BWRs " 8vc list end 

JORDAN, E L Division of Emergency Preparedness Ct Engineering 
Response- (Post 0301031 B3/05/31 Consol i dated Edison Co of New 

VoTk. Inc 116pp 10732 200 24X Fiche 50-000.03/05/31*8305110461. 


8305110464 lE Info Notice 83-36* "Impact of Security Practices on Safe 
Operations " 9vc list end 

JORDAN. E L Division of Cifteigency Preparedness fr Engineering 
Response (Post a30103> 03/06/09 Consol 1 dated Edison Co of New 

York, Inc 119pp 1803D 200. 24X Fiche 50-000.83/06/09*9305110464 


6 Reportable occurrences, LfNs b related correspondence 


aG06SI3C>377 Part 21 rept re defect in hose assembly 77379 Assembly 
uelded iJ/60-dnsree rather 30 -degree elbow installed 
Condition reported to Bechtel 

J C Metal Qellows Carp 83/05/09 C0LLIN8, J T Region 4* 
OiTAice of Director. 4pp 18945 130 24X Fiche 50-000,83/05/09, 

B 3062302 77. 


B306030220 Final Part 21 rept pp deficiency in D3-4I6 reactor trip 
fiuittcligear undervol tage attachment {SDR-83-07} Initially 

030421 Attachments to be replaced Also reported 
bu WeBtinghouse ppr Part 21 

S-H 1 KEN* 0 0. Standardized Nuclear Unit Power Plant System 83/05/23 
KE^PPLER* J (3 Region 3* Office of Director COLLINS, J T Region 4» 
Of f ic« of Di rot tor 3pp 10/03 287 24X Fiche 50-000, 83/05/?^, 

01:3 06030220 


8305110470 IE Info Notice 83-30, "Defective Heat Sink Adhesive 8. 
Seismically Induced Chatter in Relays Within Printed 
Circuit Cards " 8vc list and 

JORDAN, E L Division of Emergency Preparedness ti Engineering 
Response (Post a30i03>. 03/06/13 Consolidated Ediion Co of New 

York* Inc 1 IGpp 1B9S0 225 24X Fiche 50-000, 83/06/13, 83051 10470 


6306070010 IE Info Notice 03-37, "Transformer Failure Resulting From 
Degraded Internal Connection Cables *’ Sve list end 
JORDAN, E. L DJvisien of Emergency Preparedness fa EtigloBBrlng 
Response (Post 830103) 03/06/13 Consolidated Edison Co. of New 

York* Inc 243pp 10921' 001 24X Fiche 50-000,03/06/1310306090010 


8305110475 IE Info Notice 83-40, "Meed to Environmentally Qualify 
Epozy Grouts fa Sealers '■ 3vt list end 

JORDAN, E L Division of tmergency Preparedness & Engineering 
Response (Post 830103) 03/06/22 Consolidated Edison Co of New 

York, Inc USpp, 19021 177 24X Fiche SO-000* 83/06/22, 83051 10475 
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0305110477 I£ Inifo Notice e3“4li '^Actoafeior oF Fire Suppression Sijs 
Caifsiop In op-orab 1 1 1 1 1; oF Saf et y-f?cld ted fiqui prnent " Svc list 
end 

JOROANi E L pivision of l.r>ergehcu Preparedness 1; Engineer it);S 
Response (Post BPO1O0) 8:^/067S^ Consolidated Edison Lo of Neu 

Voric* Inc I20pp 18997 007 ^4)f Ficho B 0-000, 83/06/22. G30 51 10477 


8303110479 I£ Info Notice BD-Aa. ^neactor Mode Switch NoU uncti onb " 
Svc list enc 1 

vlOnOANrE L Division oF EmeTpencv Preparedness li Engineering 
Reeponse (Post 0301031 03/06/23 CPtisol Idated Edison Co of New 

Vorki Inc 116pp 10996 24S 24X Fidio 50-000, 03/06/23,. 030511 04/7 


8305110483 IE Info Notice 83-43, "I/nproper Settings of Intermediate 
Range (IB> High Flux Trip Setpoints '* Gvc list end 
JORDAN, £ L Division of bmergcncg Preparedness & Engineer mg 
Response (Post 830103) 83/06/24 Consolidated Edison Co of Now 

Vorki Inc 116pp 19046-29/ a4K Fit he' 50-000, 03/06/24. 03051 10403 


DOCKET 30-497 MDNTAOUE NUCLEAR POWER STAl ION. UNIT S 


0 Inipectinn reports, IE Bulletins li cor r anponrfence 


9305110458 IE Info Notice 03-32, "Ruptured Am-'Stl Sources Contained in 
Wall Logging Device, " Svc Jjst end 

TAYLOR, J. N Division! of Safeguards L Inspection Programs (Post 
630103) 83/05/26 Consolidated Edison Co. of Neu York. Inc 
iSSpp 10631,043 24X Fiche 50-000,83/05/26.6305110458 


6305110460 lE Info Notice 83-34, “Event Notification Info Woriishcet " 
Svc list end 

JORDAN. E L Division of Emergency Preparedness t* Fngineerinq 
Response (Post 830103) 03/05/26 Consolidated Edison Co of New 

York, Inc 115pp. 19732 085 24X Fiche* 50-000, 03/09/26, 03051 10460 


DOCKET STN-50-49B SOUTH TEXAS J'RDJfcCr, UNIT 1 


A AppI icat j Dn/conotruct j or stotjr documents b corresp andence 


B306240059 Requetts participation in pilot program concept contained iti 
Public Ldui 07 dih Section 13 i r OA Ijits bases to be used 
for planning purposes 

TAYLOR, J M Division of Safeguards Inspection Programs (Post 
630103) 03/05/03 OPflEA, 0 A Houston Lighting «, Power Co 2pp 

18907 057 24X Tie he 3O“490, D3/0D/O3, 0306240059 


0306020024 foTuraids request Por add] into rr proposed deletlcn t>f 
emergency boration sqs Responir should bo provided in amend 
form 

KNIOHTON, 0 W Licensing IlTani), 3 83/09/12 DPREA. <? W Jfouitor 

Lighting U Power Co 3pp J«/i5 245 24X Fiche 90-498,83/05/12, 

03O6O2OOP4 


*—0112030545 ForuiorJs Div of Sys Integration safety pvaluatian of 
Westinghause 1901 version of large hi eak ECC8 evaluation 
model, per NURtG 0630 Revi siuns. per 10CFR50, App K reriueated 
SPEIS.T P Assistant Oil ector for Reactor Safety Ol/H/02 
TEDESCOrR L Division of Lirenslng Ip 10715 250 24X 

Fiche 50-490, 03/05/lS. 8306020024 


S30620012S I'oruaids Rev 4 to OA program For design b const phaer Ne/ 
does not reduce commitmehts contained in Rev 3 submitted on 
820309 Affidavit end 

QPREA, 0 W Hour ton Lighting b Power Co 03/05/10 CDLLIN8. J I 

Region 4, Office of Director 4pp 1DV04 025 P4X 
Fiche 50-498. 03/03/10, 830620012/ 


— B306300126 Rev 4 to QA program For design const phase 

* Houston Lighting 9. Power Co 03/05/JB GOOpp 18904 029 P4( 

Fiche 50-490.83/05/18.0306200122 


0305110461 IE Info Notice B3-35, "rue I Movement W/Control Rods 
Withdrawn at DWfls " Svc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response iPofit 830103) B3/D&/31 Consolidated Edison Co of New 

York. Inc 116pp 18732 200 24X Fiche 50-000, 03/03/31, G30S I J 0461 


6305110464 IE Info Notice 03-36. '"Impact of Security Practices on Safe 
Operations '■ Svc list end 

JORDAN. E L Division of Emergency Preparedness tr Engineering 
Response fPast 030103) 03/06/09 Consolidated Edison Co nf New 

York, Inc. 119pp 10030:280 24X Fiche 50-000. 03/06/09, 03091 10464 


6905110470 IE Info Notice B3-38. "Defective Heat Sink Adhesive b 
Seiinlcally Induced Chatter in Relays tfithin Printed 
Circuit Cards ” 0vc list end 

JORDAN, E L DiviBlOTi of Emergency Preparedness b Engineering 
Response <Post 830103) 03/06/13 Consolidated Edison Co of New 

York. Inc llBpp 18920 225 24X Fiche 50-000, 03/06/ 13, 83051 10470 


6306090010 lE Info Notice B3-37r "Trans former Failure Resulting rro/n 
Degraded Internal Connection Cables " 8vc list enc L 
JORDAN, £ L Division of Emergency F^reparedness b Engineering 
Response (Post 8301031. 03/06/13 Consol Idated Edison Co of New 

York I Inc S43pp 189^1 001 24 X Fiche 50-000, 63/06/13, 03060900 J 0 


8306140052 Advises that responses to FSAR Oucstions 32 42. '"LusS of 
Non-Class IE Instrument b Control F'etuer Sys Bus During 
Qperdtien’' & 32 44, “Qual t f ic.iti on of (‘oiiti ol Sys" Will te 
provided by Hay 1904 Delay due tu extensive redesign effort 
(JOLDDCRO,JH Houston Lighting b Ppwer Co 03/06/07 NOJAK, T H 
Assistant Director for Licensing 2pp 18030 206 24X 

F i c h e 50-490, 83/06/ 07, 0306 1 40052 


0306200019 Summa? y up 830331 mebtmg w/utils & West irighouse in 
Dethesda.HD re Westingfiouse analysis b evaluation of 
04/DS/E steaa generator mod 

HOPKINS, J D Licensing Branch 4 83/06/14 Licensing Fianth 4 

22pp 10908 327 24X Fithc 50-000, 03/06/ 1 4, 830620001 ? 


0306230460 Comments on NRC activities re load combinations I, pipe 
break design Guidance on elimination of double-ended breaks 
b intermediate break postulations requreted Meeting 
recommended 

OOLODERG, J H Houston Lighting ?< Power Co 83/06/17 DENTUN. H R 
Office of Nuclear Reactor Regulation, Director 3pp 1B94J 3P5 
24X Fiche 50-490,03/06/17,0306230460 


F Security, medical, emergency b fire protection plans 


6305110475 IE Info Notice 83-40, "Need to Envlr enmenlai 1 y Qualify 
Epoxy Grouts b Sealers. ” Svc list eriicl 

JORDAN, B. L Division of Emeigency Preparedness b Engineering 
Response (Post 030103) 03/06/22 Consolidated Edison Co of New 

York! Inc. llSpp. 19021 179. 24 X Fir be SO-000, 93/06/22, 0305110475 


8306010350 Forwards IE Mgt Meeting Repts 50-498/03-05 b 50-499/03 05 on 
030217-10 

HA0SEN,O L Region 4, Office of pii ector 83/05/25 QPRLA. G H 
Houston Lighting & Power Co 2pp 10i»Oi7 J45 24X 

Fiche 50-490, 03/05/25, 83060103'i0 


63DS110477 IE Info Notice 03-41, '^Actuation of Fire Buppresilon Bys 
Cauiing Inoperability of Eafety-ReJated Equipment " Svc list 
• ricl. 

JORDAN.E L Division of Emergency Preparedness L engineering 
Reiponie (Post 830103) 03/06/22 Consolidated Edison Co of New 

York/ Inc 180pp. 10997*007 24X Fi c be: SO-OOO, 03/06/22, 03051 10477 


—0306010356 IE Mg t Meeting Ropts 50 -490/03-05 8c 50-499/03-05 ur^ 83021/- 
10 Majur areas discussed emuigency preparedness 8< tentative 
date foT emeigency preparedness appiaisul Tour of facilities 
fallowed meeting 

CR098MAN, W A Region 4, Office of Director BANGAfll.R f 
Division of Vendor 8< Terhnical Progicms B3/05/P5 3pp 
10682 147 24X Fiche 50-498,03/05/25,0306010350 


8305110479 IE Info Notice 03-42, "Reactor Moda Switch Malfunctions " 
8vc list end 

Jordan, E. L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 03/06/23. Consolidated Edison Co of New 

York, Inc 116pp 18996' 242. 94 X Fiche. 50-000. 00/06/23, 83051 10479 


8309110403 IE Info Notice 83-43. ''Improper Settings pf Intermediate 
Range CIR) High Flux Trip Setpoints " Dve list encl 
JORDAN. E.L Division ef Emergency Preparedness tr Engineering 
Response (Post 03OIOS) 03/06/24 Consolidated Edison Co. of New 
yprk, Inc ll6pp 19046*297 24X Fi c he. 50-000, 63/06/24, 0305110403. 


8306070204 larwards Amend 3 to security plan Amend withheld 
(ref 10CFR73 21) Rev 9 to seturity plan f>hnuld be dispufiod 
Pf per appropriate safeguai ds proceduiii. 

OPLODERO, J H Houston Lighting Power Co 03/05/27 DENTON, N 8 
Office of Nuclear Reactor Regulation, Director 3pp 1874/ 09ff 
24X Fiche 50-490, 03/05/27. 03060/0204 


0 Ad judi catorii correspondence 


03O6OBO15D Forwards suppl to motion for new contention on util 
financial qual i f Ications S, response to seventh set of uti t 
interrogatories Related corr etpoitdence 

SINKIN, L Citizens Concerned About Nucleai Powt/r, Inc 83/06/02 
HECHHDEFER.C , LAMB, J, C , HILI,E£ Atomic Safety and Licensing 
Board PqneL Ip 18772 192 fi4X Ficho 50-490, 03/06/02, 8306000150 
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— e30i>0B0J55 Sufjp I to 830318 /notion to ^dmit new coiitpntion on util 
financial qualifications Adr quale gi ouiids for waiver of rule 
of financial qualifications review o*iablished' ^ good cau*^? 
shown for late filing 

SINKlNiL A Citiiens Cancel ned About Nuclear Pouter^ Inc 
83/05/30 Atomic Safety und Licensinq Oaartt Panel Ir'pp 

Jfl772 193 ‘MX Fiche 50-478.03/06/03,0306080150 


-’-8306080157 Reaponso to motion to compel answers to seventh set of 
1 nterrogatoriesi consi sting of ariswei t> to interrogatories 
Certificate of 5vc end Related corn spondence 
SINHIN.L A Citizens Concerned About Nuclear Pouier, Inc 
83/06/03 Hmiston Lighting ft Pouei Co Mpp 18772 205 PAX 
Fiche 50-478. 03/06/02. 8306080150 


8306100200 Comments on Citiiens Concerned About Nucleer Power H30602 
Itr pleadings Certificate of Qvc one! 

NEkMANi 3 n Loiiions to in. Newman. Reisi Aielrad & Toll NtUMANi J R 
Houston Lighting & Power Cn 83/06/00 DECHHQEFCRi C . LAMtir J C> . 
HILLit r. Atomic Safety and licensing Uonrd Panel 5pp JQ305 306 
24X Fiche 50-478. 83/06/001 8306100200 


B306130427 Advises that time foi Commission to revioiu nirectoi 's 
Decision l)D-83 05 expired Commission drdiried review 
Decision became final agency action on 030606 

CHIUK. 8 J Office of the Senotary of the Commission 83/06/10 
S INKIN. L Affiliation Unknown Ip J0I32J 1/0 PAX 
Fiche 50-490.83/06/10.0306130427 


8306220057 Supplemental answer to seventh set of InterTogatori es S. 
requests for production of documents re site location 
acceptability W/Carti f icatc of Sve Related correspondence 
SINKIN. L A Citizens Concerned About Nuclear Power. Jnc 83/06/13 
Houstiin Light infi ?< Power Co 5pp ID930 029 PAX 
Fiche 50-478. 83/06/13. 0306320057 


8306200300 Advises that applicant does not intend to flic motion to 
compel detailed answers from Citizens Concerned About 
Nuclear Power to applicant seventh set of interrogatories & 
requests to produce effort would be fruitless 

NEWMAN. J R Lowenstein. Newman. Reis. Axelrad & loll NEWMAN. J R 
Joint Appl leant »~Bouth Texas Project 83/06/15 DECHHQEFCR* C • 
LAND. J C i HiLt.E E Atomic Bofety and Licensing Noai d Panc'l 4pp 
1G900 160 PAX riche 50-478, 03/06/15. D' '06200308 


B306370140 Memot andum order granting Util 830418 motion to rompel 
Citizens Concerned About Nuclear Power answers to 830310 
sixth set of Interrogatories requests for documents NRC 
directed to brief issues at earliest convenient© 

DECNHOErER. C Atomic Safety and Licensing Board Panel 83/06/22 
Houston Lighting & Power Co 8pp lB9uB 041 24X 

Fiche 50-498, 03/06/22. 03062/0140 


8306280503 Forwards, per request. Reg Ogtdr I 70 & NUitEO-DflOO. Bee t ions 
2 3 1 M/o ends 

PEflLie. R 0 Hearing Branch 3 83/06/27 BERWICK. C Texas^ State 

of Ip 19017 324 24X Fiche 50-490. 03/06/27. 03O6aOO503 


K Utility Final Safety Analysis Report <r9AR) t* ametids 


8306300077 Forwards effective page listinq through Amend 3i for FBAR 
Listing to be considered formal addition to FSAH 

WIGENBURO. M R Houston Lighting Power Co 83/06/22 NOVAK. T M 
Assistant Director for Licensing /Opp 19048 260 24X 

Fiche 50-490. 83/06/22. 8306300077 


M Antitrust correspondence 


0306230127 Advises that documents produced by Oulf States Utils Co, in 
response to NRC subpoena, desti oyed 

VOOLER. B H Hearing BrancJi 2 03/06/21 CLEMEN7S.D N Oulf States 

Utilities Co Ip 18947 040 24X Fir ho 50-000, 83/06/21 , 0306230127 


0 Inspection reports. IE Bulletins correspondence 


8306000120 Forwards IE Insp Repts 50-498/03-04 b 50-499/03-04 on 
030207-11 No noncompliance noted 

MADSEN. O L Region 4, Office of Dli ector B3/04/04 DPRCA. 0 W 
Houston Lighting S. Power Co 2pp 18/72 318 24X 

Flch» 50-498.33/04/04,0306080128 


— B3060B0133 IE Insp Repts 50-490/83-04 «< 50-499/03-04 un 030207-11 Nu 
noncompliance noted Major ai pas inspected environ protection 
program during const, inc lud ing organization t< administration 
audits l< compliance w/CP U FFS 

CHANEY. H D . MURRAY. Q , CRDS8MAN. W A Region 4, Office of 
Directop 83/03/29 i3pp 18772 320 24X Fiche 50-490, 03/04/04. 

0306000120 


0306080277 Addl response to FOIA request for leven categories of 
records re Brawn E< Root. Inc ti facilities App C Document 1 
partially withheld (ref FOIA Exemption 71 App D documents 
withheld entirely <ref FOIA Exemption 5) 

FELTON, JH Division of Rules and Records 03/04/12 LINDEHAN.HN 
Lowenstein. Neuman, Reis. Axelrad 6 Toll 4pp 16792 156 24X 

Fiche 50-498. 83/04/ 12. a3060BO?77 


— 6306080304 '^Request for Investigation Concerning Alleged Advanced 
Notification,'* investigation rept Info partially deleted 
SINCLAIR. J R Office of Inspector h Auditor 80/10/23 9pp 
1B792 160 24 X Fiche 50-490,03/04/12.0306080277 


— 8306080308 Forwards rept re alleged advanced notification to utlX or 
Braun & Root* Inc of forthcoming Region IV Investigation &i/or 
alleger identities No further investigation contemplated 
W/o end 

CUMH1NQ8, J J Office of Inspector & Auditor 00/10/24 
AHEARNE. J F , OILINSKY. V t HENDRIE, J M Commissioners ip 
18792 J69 24 X Fiche 50-4 99.83 / 04/12.0306080277 


—8306080310 Forwards "Request for Investigation Concerning Alleged 
Advanced Notification^' Crof 801024 memol W/o end 
CUHMrNOa.J J Office of Inspector 6 Auditor. 00/11/10 
8TELL0, V J Director's Office, Office of Inspection and 
Enforcement Ip 18792 17D 24X Fiche 90-490,83/04/12, 

8306000277. 


03060600 56 Forwards IE Insp Repts 50-490/03-08 6 50-499/63-08 an 
B30411-15 No noncompliance noted 

MAD8EN) O L Region 4. Office of Director B3/OS/10, QFREA, (}, U. 
Houston Lighting ft Power Co 2pp 10719 29B 24X 

Fiche 50-490,83/05/18,0306060056 


—0306060060 IE Insp Repts 5O-49B/03-OB h 50-499/83-08 on 830411-15. No 
noncomplisnee noted Major areas inspected, const activities 
including deficient threads on si to-fabricated anchor 
bolts. Improper bolt matl ^ training records 
QOAROMAN, J R . CROSSMAN. H A Region 4, Office of Director. 

83/05/13 llpp 18719 26(3 24X Fiche 50-498.03/05/18.0306060056 


8306060U1 Forwards IE Insp Repts 50-490/03-02 & 50-499/83-02 on 
030201-20 6 notice of violation 

MADSEN. OL Region 4, Office of Director 83/09/10 OPRCA. 0 14. 
Houston Lighting 8( Power Go 2pp 10719 002 24X 

Fiche 50-490,03/05/10,6306060111 


—0306060116 Notice of violation from insp on 030201-28. 

* Region 4, Office of Director 03/05/10 2pp. lB7l9‘0a4 a4X 
Fiche 50-490.83/03/18.0306060111 


—0306060122 IE Insp Repts 50-490/83-02 6 50-499/83-02 on 830201-28 
Noncompllante no todd i censee unable to retrieve OA records 
re site fabricated anchor bolts 

HILL, W M , JJOARDMAN.J R . TOHLINSON. D P Region 4. Office of 
Director 83/05/13 40pp 18719 086 24X Fiche 50-490.83/05/10, 

0306060111 


8306010350 Forwards IE Mjt MeetlnQ Repts 50-498/03-05 it 50-499/83-05 on 
630217-10 

MADSEN, 0 L Region 4, Office of Director 83/09/25 OPREA, 0 H 
Houston Lighting It Pauer Co 8pp 10602. 145 24X 

Fiche 90-498,83/05/25.8306010350 


—8306010396 JE Mgt Meeting Repts 50-490/83-09 U 50-499/03-05 on 830217- 
18 Major areas discussed emergency preparedness & tentative 
date for amergency preparedness appraisal Tour of facilities 
followed meeting 

CfiDSBMAN.W A Region 4, Office of Director. BANOART.R. L 
Division of Vendor Ic Technical Programs 83/05/25. 3pp 
18602 147. 247 Fiche 50-498 . 83/05/25.8306010390 


0305110450 IE Info Notice 83-32. "Ruptured Am-241 Bources Contained In 
Mell Logging Device “ Bvc list end 

TAYLOR, JM, Division pf Safeguardi 8, Inspection Programs (Post 
830103) 03/05/26 Consolidated Edison Co of New York, Xnc. 
125pp 18831 043 24X Fiche 50-000.03/05/26,0309110450. 


0305110460 IE Info Notice 03-34. "Event Notification Info Horkehert. " 
Bvc Liet end 

JORDAN, E L Dlvisl-on, of Emergency Prepareifnesi fc Engineering 
Response (Post B30103) 83/09/26 Consalidated Edison Co. of New 

Yorlf, Inc U5pp 16732 005 P4X Fiche* 90-000, 83/09/26, 0309110460 


8305110461 IE Info Notice 83-39. "Fuel Movement M/Control Rods 
Nlthdrauin at BHRs " Bvc list encL 

JORDAN, E L Dlvlslan of Emergency Preparedness It Enslneering 
Response (Post 0301 03> 83/05/3! Consolidated Edison Co of New 

York, Inc. I16pp 10732 208, 24X Pi che: 50-000. 83/09/31. BPOSUO^Ai 
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0305110464 IB Info /Notice 93-3A. “'Impart of Security P^fictites on Safe 
Operations " Sve list #ncl 

JORDAWf E L Division of Eme'igericy Preparedness 8f tfigineering 
Respanso (Post ^301031 03/0^/09 Conisol idateii Edison Co of ffeur 

VorJk, /tic 119pp 10030 200 2411 Fit ho 50-000» 33/06/09. 0305 1 10464 


0305110470 IE Info Notice BO-DQj "Defective Heat Sink fSdhesjVD t< 
SeismataJly Induced Chatter an He]«iys i/ithin Printed 
Circuit Cards '* Sve list end 

JDRDANi E L Division of CmerBencU Preparedness li Engineering 
Response (Post 030103) 03/06/13 Consolidated Edison Co of Neu 

Vork* Inc ilQpp 1B920 S23 24X Ficho 50-000. 03/06/13, B30D1 J 0470 


8306090010 IE Info Notice 83-37. 'Trainformer Failure Resultinq From 
Degraded Internal Cannectlnn Cables ” 5vc list end 
JDROAM.E L Division cf Emergency Preparedness $t Engineering 
Response (Post 030103) 03/06/13 Consol idatad Edison Co of Neu 

Vork 4 Inc 243pp 10921 001 24XFlthe 50-000. 03/06/13. 0306090010 


8306200132 Foruards Rev 4 to OA piograni for design & const phase Rev 
does not reduce comeii tments contained in Rev 3 submitLed an 
020309 Affidavit end 

OPREA.G M Houston Lighting f< Power id 83/05/10 CDLLIHii. J 1 
Regaan 4, Office of Director 4pp 10704 025 24X 

El Che 50-478. 83/05/ 10. 8306200122 


— 6306200126 Rev 4 to QA program for design & const phase 

# Houston Lighting 6 Power Co 03/05/lQ 300pp 18704 037 P4J( 

Flche 50-490, 03/05/18, 8306200 1P2 


8306140052 Advises that responses to F0AR Questions 32 42. ''Los& ef 
Nan''CIasB IE Instrument l« Control Pijuier Sys Hus During 
Operation" t* 32 44. ''Qual i f ic.iti on of Control Sijs" wll) be 
provided by May 1984 Delay due to exte^isive redesign effort 
GOLD0ER6. J M Houston Lighting l< Power Co 93/06/07 NCVAK, 1 H 
Assistant Director for Licensing Gpp 10830 206 24X 

Fiche 50-498,03/06/07.8306140052 


8305110479 IE Info- Notice 03-40, “'Need to Envi ronmeiita Dy Quolifg 
Epoxy Qrouts & Sealers Sve list ent I 

JORDAN. E L Division of Emergency Preparedness U Engineering 
Response /Post 030103) 03/06/22 Cnnso 1 i dated Edison Co of Now 

Yorki Inc llSpp 19021 179 BAX Flche 50-000.83/06/82.0305110475 


0306200019 Summaru of 030331 mooting w/utils & Uestinghouse in 
Dethesda.MD re Hestlnghouse analysis & evaluation of 
D4/D3/E steam generator mod 

HOPKINS, J D Licensing Drench 4 03/06/14 Licensing Branch 4 

&2pp 18908 327 24X Fiche 50 000,83/06/14.0306200019 


B30SU0477 IE Info Notice 63-41, "Actuation of Fire Suppression 9t|s 
Causing Inoperab i l ity af 8af ety-Re la^tod Equipment '* Sve list 
end 

JORDAN. E L Division of Emergency Preparedness it Engineering 
Response CPost 030103} 03/06/22 Conso] a dated Edison Co of New 

York. Inc I20pp 16797 007 BAX Fiche 50-000, 63/06/22. Q3D5J 10477 


8306230460 Comments on NRC activities re load combinations U pipe 
break design Guidance on elimination of doub le-onilEd breaks 
& intermediate break postulations reqursted Meeting 
r 0 commended 

G8LDDER0, J H Houston Lighting 8. Power Co 03/06/17 DENiaN.Hfr 
Office of Nuclear Reactor Regulation, Director 3pp 18941 325 
24X Fiche 90-490,83/06/17,0306230460 


8309110479 IE Info Notice 03-42. “Reactor Hode Switch Hal functions 
8vc list enc 1 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 6301031 83/06/23 Consolidated Edison Cp of New 

York, Inc ll6pp 10996 242 24X Fiche 50-000.03/06/23,0305110477 


8305110463 IE Info Notice 83-43. "Improper Settings of Intermodiatr 
Range fiR) High Flux Trip Setpoints 3vc H«t end 
JORDAN. E L Division of Emergency Preparedness tc Fngineerjrig 
Response (Post 830103)- 83/06/24 Consol idated Edison Co of New 

York, Inc ll6pp 19046 29/ 54 X Fiche 50-000.83/06/24.0305110403 


8 Reportable occurrences. LERs tc related correspondence 


8306D7D112 Final deficiency rept re inadeeiuate duct layout of reactor 
containment fan cooler sys Initially reported on 830429 
Design of discharge ducts will he mo-difi«d to prevent water 
spray into ducts 

apREA. O H Houston Lighting 1:, Power Cn 83/05/25 C DLL I NS, J T 

Region 4. Office of Director 4pp J0739 160 P4X 
Fiche 50-498, 83/05/ 25, 8306070 J 1 2 


F Security, medical, emergency h fire piotecbion plans 


B3060103SO Forwards !E Mgfc Meeting Repts 50 -■490/03-05 t* 50-49V/Q’) 05 on 
830217-18 

HADSEM, Q L Region 4, Office of Director 03/05/25 OPR BA. 0 U 

Houston Lighting & Power Co 2pp 10602 145 24X 

Fiche 50-498, 03/05/25. 03060 103'iO 


—0306010396 IE Mgt Meeting Repts 50-490/03-05 & 50-499/03-05 on 03021/- 
16 Hejor areas discussed emergency pieparedness & tentative 
date for emergency preparedness appraisal Tour of facilities 
followed meeting 

CR08SMAN, M A Region 4. Office of Director 03/05/29 3pp 
18662 147 24X Fiche 50-490.03/05/25.8306010350 


0306070204 Foruaids Amend 3 to security plan Amend withheld 
(ref iOCFR73 21} Rev 2 to security plan should he disposed 
of per appropriate safeguards procedures 

oaL0DER(3, J H Houston Lighting U Power Co 63/05/27 DENTON. HR 
Office of Nuclear Reactor Regulation. Director 3pp 10/47 092 
24X Fiche 50-490.03/09/27,8306070204 


B3D6130350 Final deficiency r«pt re breakdown in Drown It Root quality 
program far procurement cycle of purchased ahatls Initially 
reported on 000615 Item not reportable per iOCFRSO 55(e) or 
Part 21 

OPREAiG H Houston Lighting & Power Co 63/06/03 CDLL1N0,J T 
Region 4, Office of Director. llpp 18022 326 24X 

Fiche 50-496,03/06/03,8306130350 


03D617D3BB Seventh interim deficiency rept re lack of visabllity oti 
Drown It Root computer program methods Initially reported on 
010300 Further action re codas used by civil disciplines I, 
pipe stress group required Next rept expected by 831014 
OPREA.O, W Houston Lighting I, Power Co 03/06/13 CDLLIND, J T 

Region 4. Office of Director 5pp 100DO*243 24X 

Flthe 50-490.83/06/13,0306170308 


DOCKET HTN-90-499 SOUTH TEXAS PROJECT. UNIT 2 


A Application/construction stage documents fc correspondence 


0306240059 Requests participation in pilot program concept contained in 
Public Law 07-419 Section 13 re GA lists bases to be used 
for planning purpoees 

TAYLOR. J H Division of Safeguards It Inspection ProBrama (Post 
830103} 03/05/03 DPREA, D A Houston Lighting Ic Power Co ?pp 

1 0987. 057 24X Fiche 50-478, 03/05/ 03, 03 062400 59 


6306020024 Forwards request fur addl info re proposed ifeletiori of 
emergency boratlon sys Refipanse should be provided in amend 
form. 

KNIOHTON, 0,W. Licenelng Branch 3 03/05/12 OPREA, 0 W Houston 

Lighting tc Power Co Spg. 1B715 245 B4X Fich o. 50-47B, 83/05/12, 
8306020024 


0 Adjudicatory corr esp ondence 


03O6OGO15G Forwards suppl to motion for new contention on util 
financial quel 1 f ic ations t, response to seventh set of util 
1 nterrogatorles Related coi respondenco 

8 INK IN, t Citiiens Concerned About Nuclear Power. Inc 03/O6/D2 

DECHHOEFER.C , LAMD.J C . HllL.C E Atomic Bafety and Licensing 
Board Panel Ip 10772 192 a4X Fiche 50-490. 03/06/02. 83060D01 50 


— 6306Dd01&& Suppl to 830310 motion to admit new contention on util 
financial qualifications Adequate grounds for waiver of r'Ule 
of financial qualifications review established & good cause 
shown for late Piling 

8INKlNr L A Citizens Concerned About Nuclear Power, Inc 
Q3/05/30 Atomic Safety and Licensing Board Panel 12pp 
18772 i73 24X Fiche 50-490,83/06/02,8306000150 


--8306080159 Response ta motion to compel answers to seventh set of 
i nterrogator 1 es, consisting of answers to interroga korles 
Certificate of 3vc end Related correspondonce 
SINKXN. L A Citizens Concerned About Nuclear Powur, Inc 
03/06/02 Houston Lighting k Power Co Mpf J0772 205 ?4X 

Fiche 50-490,03/06/02,0306080150 


0306100200 Comments on Citizens Concerned About Nudear Powei' B3D602 
I tr it pleadings Certificate of Sve end 

NENMAN, J R Lowenstein, Newman. Rejs. Axelrad I, ToJl NEWHAN.JR 
Houston Lighting b Power Co 03/06/08 DECHHDEFER. C , LAMB^ J C . 
HILLjE E. Atomic Safety and Licensing Board Panel 5pp 18005 306 
24X Fldie 50-498,03/06/00.0306100800 


8306130427 Advises that time for Commission to review Director's 
Decision I)D-03'O5 expired Commission dedinod review 
Decision became final agency action on 030606 

CNILKiS J Office of the Becretary of the Commission 83/06/10 
0INK1N.L Affiliation Unknown ip J0881 170 24X 

Fiche 50-498,03/06/10,8306130487 
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830^220097 Supplemental artGUCr to seventh set of kntcr rogatories {< 
requests l^or production oP documents re site location 
acceptability W/Cprti f i cate of Sve Related correspondence 
SIMKIM^L A Citizens Conceriied About Nuclear Pouiei / Inc 03/06/13 
^oiioton Lighting ^ Pouer Co 5pp IB930 029 24 X 

FiChe 50-498,03/06/13.030622005/ 


Q30620030Q Advises that applicant does not intend to Pile motion to 
compel detailed ansuers from Citizens Concerned About 
Nuclear Pouer to applicant seventh set of interrogatories 
requests to produce Effort tunuld be fruitless 

NEWiAN. J R Coiuenstein. Neuman. Reis. Aielrad & Icill NEtjMAN. J R 
Joint App licants-South Teias Project 03/06/15 DEmiOEFCR. C . 
LAUD. J C i HILL.E E Atomic Safety and Licensing Board Panel 4pp 
18900 160 24X Fiche 50-498.83/06/15.0306200300 


B30627014B Memorandum & order granting util 830410 motion to compel 
Cltliens Concerned About Nuclear Pouer ansuiers to G303J0 
sizth set of interrogatories h requests for documenis NRC 
directed to brief Issues at earliest convenience 

BECHHOErCR.C Atomic Safety and Licensing Board Panel B3/D6/22 
Houston Lighting 6 Poujer Co Qpp 10788 041 24X 

Fiche 50-498. 03/06/22. 83062701 4Q 


0306060056 Forwards IE Insp Rep Is SO-490/03-08 It 50-499/03-08 on 
B30411-1S No none amp 1 ianc e noted 

HADBEN. O L Region 4. Office of Director B3/O5/10 OPREA. 0 M 
Hnustion Lighting & Pouer Co 2pp 18719 25B 24X 

Fiche 50-498.83/05/18.0306060056 


— Q306060060 IE Insp Repts 50-473/83-08 l< 50-499/03-08 on 030411-15 No 
none omp 1 iance -noted Major areas Inspected const activities 
including deficient threads an site-fabricated anchor 
bol ts , improper bolt mat! & training records 
DOANDMAN. J R 4 CROSSMAN. U A Region 4. Office of Director 

03/05/13 tJpp 1G719 260 24K Fiche 50-490. 83/05/ 10. G3D6060056 


03O6O6OUI Foriiiardi IE Insp Repts 50-490/03-02 k 50-499/83-02 on 
030201-28 b notice of violation 

MADBEN. O L Region 4. Office of Director 83/05/18 OPREA. 0 W 
Hauston Lighting 6 Potuer Co 2pp 10719 002 24X 

Fiche 50-498. 83/05/ IS. B30 60601 II 


— 9306060116 Notice of violation Prom insp on 030201-28 

« Region 4* Office of Director 03/05/10 2pp 1071? 084 24X 

Fiche 50-490.63/05/10*8306060111 


G3D62BO503 Forwards, p or request. Reg Guide 1 /O l< NUREO-OBODi Sec t ions 
2 3 1 W/n ends 

PERLre.R e Hearing Branch 3 03/06/27 BERWICK. D Toxab, State 

of Ip 19017 324 24X Fiche 50-490.83/06/37.8306280583 


K Otllitij Final Safety Analysis Report (FBAR) be amends 


8306300077 Forwaida effective page listing 
Listing to be considered formal addition 
U16ENBURO. M R Houston Lighting 6 Peuer 
Assistant Director for Licensing 70pp 
Fiche 50-490. 83/06/22. 8306300077 


through Amend 31 for FBAR 
to F9AR 

Cd 03/06/2*? NOVAK, T M 
19040 260 24X 


M Antitrust correspondence 


0306230127 Advises that documents produced by Golf States Utils Co. in 
response to NRC sub poena, desti eyed 

VOGLER. BH Hearing Branch 2 03/06/21 CLEMENTb. D M OulfStatei, 

Utilities Co Ip 10947 040 24X Fir he 50-000.83/06/21,8306230127 


0 Inspection reports, IE Bulletins & cot r espondenc e 


03O6OBO12G Forwards IE Insp Repts 50-490/83 04 8. 50-499/03-04 eii 
030207-11 Na noncomp 1 idnce noted 

MADSEN* 0 L Region 4. Office of Director B3/04/04 OPRETA, 0 W 
Houston Lighting & Power Co 2pp 10772 310 24X 

F a c h e SO -490. 03/04 /04 . 03060001 28 


—0306000133 IE Insp Repts 50-490/03 '04 |< 50-499/03 04 on 030207-11 Nu 
noncomp 1 lance noted Major areas inspected environ protection 
program during const. inc luding organiiatkon k administration 
audits k compliancD w/CP & I ES 

CHANEY. H D . MURRAY. D . CROBSMAN. W A Region 4, Office of 

D tree tor 83/03/29 13pp 10772 320 24X Fiche 50-490.03/04/04. 

0306080120 


—8306060122 IE Insp Repts 50-490/83-02 *. 50-499/03-02 on 830201-20 
Noncamp I lance noted licensee unable to retrieve QA records 
re site fabricated anchor holts 

HILL. W K . DOARDMAN. J R . TOMLINSON. 0 P Region 4. Office of 
Director 83/03/13 40pp 10719 006 84X Fiche 30-490,03/05/18. 

0306060 J li 


8306010330 Forwards IE Mgt Heetins Repts 50-498/03-05 S< 50-499/83-05 an 
830217-18. 

HAD8EN) G L Region 4. Office of Director 83/05/23 OPREA. 0 W 
Houston Lighting fe Power Co 2pp 10602 145 24X 

Fiche 50-490.83/05/25,8306010350 


—8306010356 IE Mgt Meeting Repts 50-498/83-05 k 50-499/83-05 on 030217- 
10 Major areas d i scus sed. emergency preparedness k tentative 
date for emergency preparedness appraisal Tour of facilities 
followed meeting 

CR088MAM,W A Region 4, Office of Director BANOART.R L 
Division of Vendor k Technical Programs 83/03/25 3pp 
18602 147 24X Fiche 90-490.03/05/85.0306010330 


0303110450 IE Info Notice 03-32, "Rupturod Am-241 Sources Cantoined in 
Hell Logging Device " Sve list end 

TAYLOR, J M Dlvisian of Safeguards k Inspection Programs (Post 
630103) 83/05/26 Consolidated Edison Co of New York, Inc 
I25pp 10Q31 043 24X Fiche 50-000, 83/05/26, 03051 10450 


8309110460 IE Info Notice 03-34. "Fvenl Noti f i cation Info Worfcsheet " 
8vc list end, 

•JORDAN* C L Division of Emergency Preparedness k Engineering 
Response (Post 8301031 03/05/26 Consolidated Edison Co of New 

York, Inc 115pp. 10738 065 24X Fiche 30-000,03/05/86,0305110460. 


8305110461 IE Info Notice 03-35, "Fuel Movement H/Control Rode 
Withdrawn at DWHs. " Sve list end 

JORDAN, E L Division ef Emergency Preparedness I* Engineering 
Response (Post 8301031 83/05/31 CDhSolldated Edison Co of New 

York. Inc li6pp I B7 32 203 a4X Fiche 50-000.03/05/31,8305110461 


0306090277 Add! response to FOIA request for seven categories of 
records re Brown & Root, Inc k facilities App C Document 1 
partially withheld (ref FOIA rxemption 7) App D documents 
withhold entirely (ref FQIA Eiemptlan 5) 

FELTON. J M Division of Rules and Records 03/04/12 LINDCMAN, H, N 
Lowenstrin. Newman. Reis, Axel rad S* Toll 4pp 10792 156 24X 

Fiche 50-470,03/04/12. 8306000P/7 


— 0306000304 "Request for Investigation Concerning Alleged Advanced 
Notification." investigation ropt Info partially deleted 
BINCLAIR.J R Office Of Inspectoi k Auditor 80/10/23 9pp, 
18792 160 24 X Fiche 50-490,83/04/12.0306000277 


0305110464 IE Info Notice 03-36. "Impact of Becurity Practices on 9afe 
Operations " 3vc list end. 

JORDAN. E L, Division of Emergency Preparedness S< Engineering 
Response fPost 030103) Q3/06/09 Consolidated Edison Co of New 

York. Inc ll?pp 18830 290 24X Fiche 50-000.83/06/09.8305110464, 


8305110470 IE Info Notice B3-30. "Defective Heat BInk Adhesive k 
Seismically Induced Chatter in Relays Within Printed 
Circuit Cards " Sve list encl. 

JORDAN* E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 03/06/13 Consolidated Edison Co of New 

York* Inc llBpp. 18920.235. 24X Fiche 50-000*93/06/13,8305110470. 


— 03O6OBD3OB Forwards rept re alleged advanced notification to util or 
Drown k Rool. Inc of forthcoming Region IV iTivestigati-on It/ur 
alieger identities No further invosti y atian contemplated 
U/o encl 

CUMMINOSi J J Office of Inspector k Auditor 80/10/24 
AHEARNE, J F , OILINSKY.V. HENDRIE,JM Commissioners Ip. 

10792 169 24X Fiche 50-490.83/04/12.0306080277 


— S3060B0310 Forwards "Request for Investigation Concerning Alleged 
Advanced Notification" (ref 801024 memo) W/o end 
CUMMINGS. J J Office of Inspector k Auditor 00/11/10, 

8TELLO, V J, Director's Office, Office of Inspectlsn and 
Enforcement Ip 10793,170 24X Fiche 50-490.83/04/12, 

9306080277 


8306090010 IE Info Notice 03-37* "Transformer Failure Resulting From 
Degraded Internal Connection Cables " 3vc list encl 
JORDANtE L Division of Emergency Preparedness t* Engineering 
Response (Post 030103) 83/06/13 Consolidated Edison Co of New 

York. Inc 243pp 18921 001 24X Fiche 30-000*83/06/13*0306090010. 


8305110475 IE Info Notice 03-40* "Need to Environmentally Qualify 
Epoxy Grouts i< Bealars Bve list encl 

JORDAN* E L Division af Emergency Preparedness *c Engineering 
Raipqnse (Post B30103) 83/06/22 Consolidated Edison Co, of New 

York, lT»c, ll5pp 19021.179 24 X Fiche 50-000* 03/06/22, 03051 1047 5 
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8305110477 IE Info Notice 83-4 1 1 "Actuation of Fire Suppression Sys 
Ceuiing Inoperability of Safety-Related E^u-ip/nent *' Sve list 
end 

JORDANj E L Dlvisio-n of Emergency Prepare<fne»* & Engineering 
Response (Post 030(031 8370^/22 Consolidated Edison Cu of Nou 

Vorif Inc laOpp ia9'?7 007 24X Fi cbe, 50-000. 33/06/32. B30 51 104/7 


6305110479 IE Info Notice 63-43i "Reactor Hode 8(Jitch Malfunctions " 
6vc list end 

JORDAN. E L Division of Emergency Preparedness & Eng ineerlng 
Response (Past 0301031 83/06/33 Consolidated Edison Co of Neui 

Vorlt Inc 116pp 10996 242 34X Fidie 30-000.33/06/23.0305110477 


6305110483 IE Info Notice 63-43^ ‘‘Improper Settings of Intermud late 
Range (IRl High Plus Trip Eetpoints Sve list end. 

JORDAN. E L Division of Emerpency Preparedness tt Engineering 
Response (Post 030103) 83/06/24 Consolidated Edison Co of Neu; 

Yorkf Inc 116pp 19046 297 24)f Firte SO-OOO. 03/06/24. 030S1 10480 


8 Reportable occurrences. LERs fc related correspondence 


0306070112 Final deficiency rept re inadequate duct layout of rcector 
containment fan cooler sys Initially reported on 630439 
Design of discharge ducts uill be aiodlfied to prevent mater 
spray into ducts 

DPREArO U Houston Lighting 8c Power Co 03/05/25 COLL I NO, J T 

Region 4. Office of Director 4pp. 10739 168 24X 

Fiche 50-490. B3/05/2S. 8306070112 


6306130350 Final deficiency rept re brealidoun in Broun It Root quality 
program for procurement cycle of pwrehasod matls initially 
reported on G006I5 Item not reportable per 10CFR90 35<e) or 
Part 21. 

OPREA. 0. H tfoustpn Lighting It Tower Co 63/06/03 C0LLIN8. J T 
Region 4. Office of Director llpp 10022' 326, 24X 

F i c h t. 30-490, 03/06/03, e 306 1 30350 


83Q61703BQ Seventh Interiiin deficiency rept re lack of visabillty on 
Broun li Root computer pregratn methods Initially reported on 
610508 Further action re codes used by civil disciplines It 
pipe stress group required Next rept expected by 031014 
OPREA.O.H Houston Lighting 6 Power Co 63/06/13 CDLLINB. J T 

Region A, Office of Director Spp 1BQ60 243 24X 

Fiche 50-490.03/06/13.0306170300 


DOCKET 8TN-50-a0B WPP8S NUCLEAR PROJECT. UNIT 3 


A AppHcetion/canstruc tion stage iio>cumeT)tB & correspondence 


6306000376 Summariies 630112 meeting ur/C-E Owners Oroup in BethaBda«HO 
re tfepressvri ration 6 DHR capability w/o FDRUs Scenarios 
should reflect current emergency respoiis^e guidelines rather 
than taka credit for depr essur 1 rat ion u/RC6 cooldown 
NOVAK. T H Assistant Director for Licensing 03/05/24 
FER{}U80N. R L. Washington Public Power Supply Byetem. 4pp 
10709' 396. 24X Fiche 50-900,03/09/24,0306060376 


63D60603BB Forwards C-’E Itr requesting addl info re rapid 
dtpressurl ration b DHR Responses provided by C-E will be 
directly applicable to facJHtV 

NDVAH. T M Assistant Director for Licensing. 03/05/24 
FERSU80N. R L Washington Public Power 8irpply System 2pp 
10792.210. 24X Fiche 90-506. 03/05/24, 0306000366 


— 0204090019 Foruarde request for addl Info re depressur 1 sat Ion I. decay 
heat removal capability of CE^SAR design 
TEDE8CD, R L Assistant Director for Licensing. 02/03/26 

SCHERER, A E Cofflbuetion Engineer I r»q. Inc 7pp J0772 220 24X 

Fiche 50-508, 03/05/24, 0306060386 


8306170104 Advises that on 03D527, util executive board directed 
Immediate slowdoun of const, not to exceed 30 days. due to 
nearly axhausted funds U Inability to secure conventional 
financing. No changa to current licensing schedule requested 
LEDDICKtR.B Washiogton Public Power Bupply System 63/06/01 
STERNBERG, D M Region 5, Office of Director. 2pp. 16083.300 SAX 
FI c h e : 90-900, 03/06/ 01 , fl 306 170104 


0306100117 Notifies that on B30S27, uti] implemented slowdown of const 
for period of 30 days Decision based on reduction of funds. 

Plans being developed for possible 3-yr extension of 
completion date in case financing cannot be secured 
BQUCHEV. O. D Washington Public Power Supply System 83/D6/03. 
DENTON, H.R. Office of Nuclear Reactor Regulation, Director Ip 
16001:179. 24X Fiche: 90-506,83/06/03,8306100117, 


8306230373 Forwards changes to Ort program doscr i p 1 1 o,.. re organ 1 i oti pnaj 
structure per 030110 notice of final rulemaking Frogiam 
description will be incorporated into FEAR Chapter 17 by 
future rSAR amend 

POUCHEY.O D Washington Public Power Supply System 03/06/13 
MARTIN, J 0 Region b. Office of Director 42pp 10942 304 24X 

Fiche 50-500.03/06/ 13. 8306330373 


0306210154 Forwaids response'^ to Apr 6 Mny 1903 acceptance review 
questions Info covers fire hazard analyses 6 RHl^ sys 
DOUCHEY.O D Washington Public Power Supply System 63/06/16 

KNIGHTON.G W Licensing Branch 3 Spp 1B916 Oil ?4X 

Fiche 50-508,03/06/16.8306210154 


C Utility Environmental Report <ER). aminds 6 correspondence 


0306090207 Forwards response to 030406 roquost for ii.fo re envii ott 
rept - OL stage Site certification agreement w/Energy 
Facility Bite Evaluation Council reqoiica replacement 8</(ir 
compensation for wildlife losrcs 

BOUCHEYfO D Washington Public Power Supply System 03/06/02 
KNIGHTON.G W Licensing Drai.ch 3 lOpp 10796 093 24X 

Fiche 50-508, 03/06/02. 8306090207 


E NRC Safety Evaluation Report (EERl. suppls t* correspondence 


0306170079 Forwards request for addl info re FSAR review Response 
requested by 030712 Draft SCR will be pi epared follouing 
review of response 

KNIGHTON. G W Licensing Dranrh 3 03/06/01 FERGUSON. R L 

Washington Public Power Supply Bysiem I3pp 1B90B 001 }*4X 

Fiche 50-500,03/06/01.0306170079 


F Security, medical, emergency t* Fire pTutoctlon plnns 


8306210154 Forwards responses to Apr I, May 1983 acceptance review 
questions Info covers fire haiard analyses Ir RHK sys 
DQUCH6Y. G D Washington Public Power Lupply System 03/06/16 

KNIOHTDN.O W Licensing Branch 3 Spp 10916 013 24X 

Fiche 50-500,83/06/16.0306210154 


0 Adjudicatory correspondence 


0306020431 Requests special prebearing etinfersnes be rescheduled for 
030017-18 

REYNOLDS. N 8 Debovolse it Liberman B0/O6/01 MAROULIES.M D 
Atomic Safety and Licensing Board Panel Ip 16694 112 24)(' 
Fiche 50-500.03/06/01.0306020431 


0306150354 Forwards util 830603 Itr re yo-doy const slowdown b possiblr 
add! const deli^ys 

REYNOLDS, N S Debevolse & Liberman REYNOLDS. N G Washington 
Public Power Supply System 03/06/10 MAR0ULIE9. M . CARPENTFR, J |( . 
aHON.F J Atomic Safety and Licensing Doard Panel Jp 10847 F6b 
24X Fiche 50-900.03/06/10.0306150354 


B306S201S9 Buppl to 030210 petition to intervene. consi sting of propoied 
contentions Certificate of 5vc end 

OELLtN Coalition for Safe Power 03/06/15 Atomic Safety end 
Licensing Board Panel 41pp 1B926 112 24X Fiche 50-500. 03/06/1 
0306220129 


0 Inspection reports, IE Oulletins I, correspondence 


8306100009 Addl response to FDIA request for documents dtd 020101 or 
after re SALP Forwards App A documents Documents also 
aval lab I e In PPR 

FELTON. J M Division of Rules and Records 03/04/1 J CLARK*!! 
Francisco Examiner 3pp 1GB15 252 B4X Fiche 50-000,03/04/11, 
0306100009 


— 0306100014 Bubmita schedule far Region V SALP Board mpetings for 
020920-030523 

ENOELKEN, R H. Region 5, Office of Director 02/03/19 
DENTON. H R Office of Nuclear Reactor Regulation. Director ip 
10019 255 24X Fiche 90-000.83/04/11.030610000? 


0306010376 Advises that response to deviation identified in IE Insp 
Repts 90-500/03-03 l< 50-900/03-01 re failure to meet AW9 
DI 1 weld joint requirements, wi 1 l be submitted by 030715 
LEDDtCK. R 0 Washington Public Power Supply System 03/05/10 
STERNOEROfD M Region 5, Office of Director Spp 10602 103 ?4X 

Fiche, 30-508, 03/05/ 10, 0306010376 


0305110450 IE Infa Notice 03-32. "Ruptured Am'-241 Sources Contained in 
Well Logging Device " 9vc list end 

TAYLOR. J H Division of Safeguards tt Inspection Programs (Post 
830103) 83/05/26 Consolidated Edison Co. of New York. Inc 
129PP 10831 043 24X Fiche 50-000. 03/09/86. 0305110450 
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O309U04&0 tnPo Notice 63-:31, "(.voni Notification Info Workshpet “ 
Svc lilt end 

JORDANj E I Division of Emeipency Proporednesa & rnginooTing 
Response (Post 830103) Q3/05/2& Consol idated* Edison Co of Ncui 

York. Inc liSpp 10732 099 2AX Flthe 50-0 00» B3/05/2A. 03051 lO-liO 


8305110461 IE Infn Notice a3-35< "Fuel Movement W/Coniro-l Reds 
Ulthrfrawn at DWRs " Svc list end 

JORDANiC I Division of Cmorgency Preparedness & Engineering 
Response (Post 030103) 03/05/31 Consol idated Edison Co oF New 

york< Inc 116pp 10732 20Q 24X Fiche 50-000. 83/05/31 ^ 03051 104 


8305110464 IE Info Notice 03-36. "Impact ef Security practlceB on Safe 
Operations " Qvc list end 

JORDANp C t Division of Emergency Preparedness tc Enfllneeriiig 
Response (Post 030103) 83/06/09 Consolidated Edison Co of New 

York. Iiic U9pp 18830 200 24X Fiche 50-000.03/06/09*0303110464 


8305110470 IE Info Notice 03-30. "Defective Heat Sink Adheajvu h 
Seismlcally Induced Chatter in Relays Within Printed 
Circuit Cards " Svc list end 

JCRDANi C U Division of Emergency Preparedness & Engineering 
Response (Post 030103) 03/06/13 Consolidated Edison Co of Neui 

Yori. Inc llQpp 10920 225 24X Fiche 50-000. 03/06/13. 03031 10470 


83 06090010 IE Info Notice 03-3/. "Transformer Fallui'e Resulting From 
Degraded Internal Connection Cables " Ovc list enci 
JORDAN, e L Division of Emergency Preparedness & Enginaerlng 
Response (Post B30103) 03/06/13 Consolidated Edison Co of New 

York. Inc 243pp 10921 001 24X Fiche 50-000.03/06/13*8306090010 


B306170216 Ac k receipt of 030216 Ur Informing NRC of steps taken to 
correct violations noted in IL Insp fiopt 9O-SOa/02-2& 

STEftNQERO. D M Reg ion 5. Office of Director 83/06/13 
LEDDlCKi R 6 Washington Public Pouer Dupply Syatem Jp 10302 28^ 
24X riche 50-500.03/06/13.0306170216 


— 8306170222 Responds to NRC 03011/ Iti le violations noted In ID Ifisp 
Rtpt 50-502/82' 25 Util does not concur that activities 
described In Item of noncompliance are in violation of 
10CFR50.App D requirements Discussion requested 
LEDDICK.R a Weshlngton Public Power Bupply System 83/02/16 
BTERNDbRO, 0 M Region 5. Office of Director Dpp lflBB2 206 
24X Fiche 50-508.83/06/13.0306170216 


B306170425 Ack receipt of 830601 Itr informing NRC of step® token to 
correct violations noted in IL Insp Rept 5O-5O0/BC-16 
STERNBEROiD M Region 5. Office of Diieclor 83/06/13 
LEDDICK.R 8 Washington Public Power Supply System Ip 10079.013 
24X Fiche 50-500.83/06/13.0306170425 


— 6306170420 Buppls 821124 response to NRC 021227 Itr re violations noted 
In IE Insp Rept 5O-SOB/02-16 Corrective actions code/codc 
ceie addenda requested to allow full penetration welds in 
lieu of double butt welds 

LEDOICKjR.S Washington Public Power Supply System 83/06/01 
STERNDER(}j D M Region 5. Office of Director 3pp 18879 014 
24X Fiche 50-008.83/06/13.0306170425 


0306200405 Forwards IE Insp Rept 50-900/03-04 on 030411-19 6 25-^9 No 
noncemp 1 lance noted 

STERNBEROj D M Region 5. Office of Director 83/06/13 
LEDDICK.R 0 Washington Public Power Supply System 2pp 
E9001 337 24X fiche 50-508,03/06/13.0306200409 


—6306380409 IE Insp Rept 50-506/03-04 on 630411-15 tc 29-29 Hit 
noncompliance noted Major areas inspected const activities, 
including installation of pipe support U restraint & 
preservico insp of RCPO 

HAI8T.D. P , DODDS. R T Region 5. Office of Dire c tor 03/06/09, 
12pp 19001 339 a4X Fiche, 50-SOB. 03/06/13. 8306200405 


83 05110475 IE Info Notice 03-40. "Need tP Environmentally QuallPy 
Epoxy OrDUts it Sealers *' Svc Hst end, 

JORDAN. E.L Division of Emergency Preparedness & Enginaaring 
Response (Post 830103) 83/06/22 Consolidated Ediean Co of Neu 

York, Inc llSpp 19021 179 24X Fiche 50-000. 83/06/29* 03051 10475 


8305110477 lE Info Notice 03-41. "Actuation of Fire Suppression Sys 
Causing Inoperability of Safety-Related Equipment " 8vc list 
and 

JORDAN. E L Division of Emergency Preparedneii It Engineering 
Responie (Post 030103) 03/06/22 Consolidated Edison Co of New 

York. Inc I20pp 10997.007. P4X FU he. 50-000. 03/06/22. 03051 10477 


8305110479 IE Info Notice 03-42. "Reactor Mode Switch Malfunctions,'* 
Bve list end 

JORDAN. E L Division of Emergency Prefaredness It Engineering 
Response (Post 030103). 83/06/23 Consol i da ted Edison Co of New 

York, Inc 116pp. 18996 242 24X Fich# 50-000,03/06/23,0305110477 


8305110483 IE Infn Notice 83-43* "Imprapcr Settings of Intermediate 
Range (IR) High Flue Trip Setpoints '* 8vc list enc 1 
JORDAN, E L Division of Emergency Preparedness It Engineering 
Response <pDst 830103) 83/06/24 Consul i dated Edison Co of New 

York. Inc 116pp 19046 297 24X Fiche 50-0()0* 83/06/24. 83051 10483 


0 Reportable occurrences. L£Rb St related correspondence 


83060'70294 PN0-V-a3-023 on 030527, executive board of util passed 
resolution delaying completion 0-f Project 3 for 3 yrs if 
addl financing not obtained within 30 days Present 
employment at project Is approx 3.000 

BTERNDERO. D M . HAIST. 0 P Region 9. Office of Director B3/05/27 
Ip 16740 335 24X Fiche 50-508. 03/05/27, 0306070254 


6306170296 Interim Deficiency Rept NV-OA-5 re main steam & feedwater 
penetration anchor stress analyses Initially reported an 
630426 Engineering procedure revised It analyses performed 
Final rept expected by 830729 

LEDDICK.R 8 Washington Public Power Supply System 03/06/09 

STERNDERO. D H Region 5. Office of Director 3pp 10070 J74 S4X 

Fiche 50-508.83/06/09*8306170296 


DOCKET 8TN-50-S09 WPPSS NUCLEAR PROJECT, UNIT 5 


Q Inspection reports. IE Bulletins 8c correspondence 


0306100009 Addl response to FOIA request for documents dtd 020101 or 
after re 9ALP Forwards App A documents Documents also 
aval lab t e In PDR. 

FELTON. JM Division of Rules and Records 83/04/U CLARK.R Ban 
Francisco Examiner 3pp 1SB1S2S2 24 X Fiche. 50-000* B3/04/li* 
0306100009 


— B306100014 Submits schedule for Region V BALP Doard meetings for 
020926-030523 

ENOELKEN.R H Region 5. Office of Director. 62/03/19 
DENT0 N.hr Office of Nuclear Reactor Regulation. Director Ip 
16615 055 24X Fiche 50-000.63/04/11.0306100009. 


DOCKET 50-513 WPPSB NUCLEAR PROJECT. UNIT 4 


Q. Inspection reports. IE Oulletint I, correspondanc e 


8306100009 Addl response to FQIA request for documints dtd G20101 or 
after re BALP. Forwards App A documents Documents also 
available in PDR 

FELTOM, J.M Division of Rules and Records. B3704/J I CLARK. R San 
Francisco Examiner 3pp 16Q15 232. 24X Fiche 50-000*83/04/11. 

0306100007 


— 0306100014 Subfivits schedule for Region U SALP Boird meetings for 
020928-630523 

ENOELHEN, R H Region 5. Office of Director 82/03/19. 

DENTON. H R Office of Nuclear Reactor Regulation* Director. Ip 
10815 253 24X FI che: 50-000. 03/04/i 1 . 8306100009 


8 Reportable occurrences* LERs (t related correspondence 


6306010106 Final deficiency rept ra stuck reactor vessel flange stud/ 
hole-stud stud Initially repprted on 691115 Vendor 
determined that structural *t functional Integrity of stud 
hole acceptable Condition not reportable per tOCFRSO. 55(e } 

DE LORENZD. R A Washington Public power Supply System. 63/05/17 
STERNOEROiDH Region 5* Office of Director 2pp, 18674 062, 24X 

Fiche 50-513,03/05/17,8306010106 


0306070113 Interim deficiency rept rt potential failure of reactor 
vessel internals bolts Initially reported on 630502 0l(W 
partlc 1 patlng in insp program on operating plants Status 
rept will be provided upon const restart 

DC LORENZD. R A. Washington Public Power Supply Systeiiiv 63/05/25. 
8TERN8ERO*D M Region 5* Office of Director Bpp 18739*212 24X 

Fiche 50-460.03/05/25,0306070113 


DOCKET 50-514 PEBBLE BPRINO0 NUCLEAR PLANT. UNIT 1 


Q. Inspection reports* IE Bulletins tc correspondence 


8305110458 IE Info Notice 03-32* "Ruptured Am-24l Bources Contained in 
Well Logging Device." Svc Hst end 

TAYLOR* J, M. Division of Safeguards L Inspection Programs (Post 
SDOlOP) 83/05/26 Consolidated Edison Co, of New Yart. Xnc 
125pp. 10631 043, 24X Fiche: 5(3-000. 03/05/26, 03051 10450, 
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8303110460 K info Notice 63-34. '^'Evont Nataflcation Info Workfeheet " 
Bvc list eritl 

JORDAN. E L Divisipn of Effiergenc!; Preparedness & EnginecriHQ 
Response (Post 83D103> 03/O5/il6 Oonso 1 i dated Edison Co of New 

Vorfci Inc 115pp 10732 083 24X F»che 50-000. a3/05/36. Q3031 10460 


0303110461 IE info Notice B3-35* "Fuel Movetnent H/Control Rods 
Withdrawn at DWRs •' Bve list erscl 

JORDAN. E L Division of Emorfjency Preparedness Engineering 
Response (Post 030103) 63/05/31 Consolidated Edison Cn t»f Netj 

York* Inc 116pp 16732 200 24X Firhe 50-000,03/05/31.8305110461 


0305110464 IE info Notice 03-36, "Impact of Security Practices o« Safe 
OperatlDiTs " Sve list end 

JORDAN. B L Division of Emergency Preparedness Sr Fnglneerinfl 
Response (Post 830103) 03/06/09 Consolidated Edison Co of Neu 

York. Inc U9pp 10030 sao 24X Fiche 50-000.83/06/09,0305110464 


0305110470 IE info Notice 03-30. ‘•Defective Heat Blnk Adhesive & 
Seismically induced Chatter in Relays Within Printed 
Circuit Cards " Sve list end 

JORDAN. B L Division of Emergency Preparedness & Enginecrin!) 
Response (Post 830103) 03/06/13 Consolidated Edison Co of hleui 

Vorli Inc liapp 10920 22S 24X Fiche 50-000.83/06/13,8305110470 


8306090010 IE Info Notice 03-37. **Trans former Failure Resulting From 
Degraded Internal Connection Cables '• Sve list end 
JORDAN, E L Division of EmoTpency Preparedness i, Engineering 
Response (Post 830103) 03/06/13 Consolidated Edison Cp of New 

York. Inc 243pp IB921 001 ;r4X Fiche 50-000,83/06/13,0306090010 


8305110475 IE Infs Notice 03-40, "Need to Envl ronmenta lly Qualify 
Epaig Orouts Sr Sealers •' Sve list and 

JORDAN. E L Division of Emergency Pro p are d n as s (< Engineersrpg 
Retponee (Post 830103) 03/06/22 Conso I Idaiorf Edison Co of New 

York. Inc llSpp 1902J 179 24X Fiche 50-000.83/06/22,0305110475 


9309II0477 IE Infn Notice 63-41. "Actuation of Fire Buppression Bys 
Causing Inoperability of Safety-Related Equipment '' Sve list 
end 

JORDAN. E L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 03/06/22 Consol itfateif Edison Co of New 

York. Inc laOpp 1B997 007 24 5f Fit he 50-000.83/06/22.0305110477 


8305110479 IE Info Notice 03-42, '‘Reactor Mode Switch Malfunctions " 
8vc Hst end 

JORDAN, E L Division of Emergency Preparedness I, Engineering 
Response (Post 830103 ) 63/06/23 Consolidated Edison Co of New 

York. Inc ll6pp 10996 242 24X Fiche 50-000,83/06/93,0305110479 


03051 10403 IE Info Notice 03-43. "Improper Bettings of Jn termed i ale 
Range <1R) High Flue Trip Setpoirits “ Sve list end 
JDRDANrEL Division of Emergency Preparedness t< Engineering 
Response (Post B30I03) 03/06/24 Consolidated Edison Co of New 

York, Inc 116pp. 19046 297 a4X Fiche 50-000.83/06/24.0005110403 


DOCKET 50-515 PEBBLE SPR1N38 NUCLEAR PLANT* UNIT 2 


Q Inspection reports. IE Bulletins & correspondence 


0305110458 IE Info Notice 03-32, "Ruptured A(n-241 Sources Contained in 
Well Logging Device ** Sve list end 

TAYLDR. J K Division of Safeguard's it Inspection Programs (Post 
830103) 83/05/26. Cunso 1 i dated Edison Ca of Ncui York. Inc 

I25pp 10B3I 043 24X Fiche 50-000.63/05/26,0305110450 


G3051 10460 IB Info Notice S3-34, "Event Notification Info Worksheet ’• 
Bve list end 

JORDAN. E L Division of Emergency Preparedness I. Engineering 
Respanie (Post 830103) 03/05/26 Consolidated Edison Co of New 

York, Inc IlSpp 18732 085 24X Fiche 50-000,03/05/26,0305110460 


0305110461 IE Info Notice 03-35. '‘Fuel Movement M/Contml Rods 
Withdrawn at DWRa " 8vc list end, 

JORDAN. E, L Division of Emergency Preparedness ti engineering 
Response (Post 830103) 93/05/31 Consolidated Edison Cn nf New 

York. Inc ll6pp 19732 208 g4X Fiche 50-000* 03/05/31, 03051 10461 


0305110464 IE Info Notice 63-36, "Impact of Becurlty Practices on Safo 
Operations,'' Bye list end 

JORDAN, E L Division of Emergency Preparedness Engineering 
Response (Post 830103) 63/06/09 Consutldated Edison Co of New 

York. Inc 119pp 16930 200 SAX Fiche 50-000.03/06/09.0305110464 


0305110470 IE Info Notice 03-38. "Defective Heat Sink Adhesive U 
SeismicaUy Induced Chatter in Relays Within Printed 
Circuit Cards " Bve list encl 

JORDAN, C L, Division of Emergency Preparedness k Engineering 
Response (Post 030103} 03/06/13 Cnnso 1 idated Edison Co of New 

York, Inc liapp. 16920 225, 24X Fiche 50-000. 03/06/13, G305J 10470 




030609-0010 IE Info Notice 03-3/. "Iraiisformer Failure Resulting F-rfifi 
Degraded Internal Connection Cables " S\, c list encl 
JORDAN. C L Division of Cmetgencg Preparedness L Engineering 
Response (Post 030103) 03/06/13 Consolidated Edison Ld of hew 

York* Ific 243pp 18921 001 24X Ficho 50-000. 03/06/ 1 3. BGOiO^OOlO 


8305110475 IE Info Notice 83-40. "Need to Environmentally Qualify 
Epoxy Orouts ■&- Sealers ’■ 0vc list end 

JORDAN, B L Division of Emergency F‘reparcdness & Engineering 
Response (Post B30103) 03/06/22 Consolidated Edison Co of New 

York. Inc JiSpp 19021 179 24X Fiche 50-000. 83/06/22. 8305J |047S 


0305110477 lE Info Notice 03-41. "Attuatjon of Fire Suppression Gys 
Causin-g Inoparab i 1 i ty of 9ofety-Ro luted Equipment " Sve list 
encl 

JORDAN, C L Division of Emergency Preparedness k Engineering 
Response (Post 830103) 83/06/22 Consolidated Ldi(>on Co of New 

York. Inc 120pp 10997 007 24X Fiche 50-000.03/06/22,9305110477 


8305110479 lE Infu Notice 03-42. "Reactor Mode Switch Malfunctions " 
8vc list encl 

JORDAN* E L Division of Lmergency Preparedness & Engineering 
Response <Paftt 830103) 83/06/23 Conaolldated Edison Ln of 

York, Inr il6pp 18996 242 24X Fiche 50-000,03/06/23*8305110479 


0305110483 IE Info Notice 83-43, "Improper Settings of Interned! late 
Range (IR) High Flux Trip Setpoints " Qvc list encl-^ 

JORDAN, E L Division of Emergency Preparedness k Engineering 
Response (Post 830103) 03/06/24 (onsol idated Edison Co of ll-e-u 

York. Inc I16pp 19046 297 24/ Fi c ho 50-000, 03/06/24* 6T05I C04Q3 


DOCKET aTN-50-517 JAMESPOftT NUCl FAR STATION. UNIT 2 


Q Inspection reports. IE DulletiriB it coi r espondence 


8305110403 IE Info Notice 03-43, "Improper Settings of Intermediate 
Range (IR) High Flux Trip Setpoints " Sve list end 
JORDAN. C L Division of Emergency Preparedness I, Engineering 
Response (Post 030103) 03/06/24 Consolidated Edison Co of N»y 

York, Inc ll6pp 19046 29/ 24X Fiche 50-000, 83/06/24, 030DJ 104D3 


DOCKET 8TN-5O-5I0 HARTSVILLC NUCLEAR PLANT, UNIT I 


S Reportable occurrences, LFRs it related correspondence 


8306160454 Pt 21 ropt re potential defect in transmitter mPg by 
Rosemountt Inc used in control eye components furnished to 
listed plants All components involved retrefitted u/new 
circuit boards Hatter closed 

01RaUX,EJ Carrier Corp 03/06/23 STELLO, V Director'r. nPfMe. 

Office of Inspection and Enforcement Ip 10063 094 24X 

Fiche 50-5 10, 83/05/23. 8306160454 


8306090135 Second interim deficiency rept re Henry Prott huttorfly 
valve Initially reported on 621109 Valve air-operator yoke 
mod kits delivered 8< mod in progress Operators removed fa 
returned ta OH Dettls Co Also reported per Part 21 
HILLS, L M Tennessee Valley Authority 03/06/02 0‘neiLLY. J P 
Region 2, Office of Director Ip J0/‘/5 297 24X 

riche 50-000, 03 / 06 / 02 , 0306090135 


DOCKET STN-50-519 HARTSVILLE NUCLEAR HLANf, UNIT 2 


8 Reportable occurrences. LERs fa related correspondence 


B306160454 Pt 3i ropt re potential defect in transmitter mfg hy 
Roeemount, Inc used in control sy& components furnished to 
listeil plants All components involved retrofitted u/neu 
Circuit boards Matter closed 

OIRDUX.EJ Carrier Corp 03/05/23 S TELCO, V Director's Office, 

Office of Inspoctlon and Enforcement Ip 10863 094 24X 

riche 50-510,03/05/23.0306160464 


DOCKET STN-50-520 HARTSVILLE NUCLEAR PLAN), UNIT 3 


S Reportable occurrences, LERs fa related correspondence 


S306160454 Pt 21 rept re potential defect in transmitter mfg by 
Rosamount. Inc used in control sys components furnished to 
listed plants All components involved retrofitted w/new 
Circuit boards Matter closed 

<^IRaUX*EJ Carrier Corp 03/05/23 STElLO* V Director's Offiie- 

Office of Inspection and Enforcement Ip 18063 074 24X 

Flcha 50-618. e3/0&/23i 0306160454 
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GaOdO'SOl^S' Secuncl interim dcfirienrij rent re Hem y PrtJtt butferPly 
valve Initially reported on UJtl<>9 Valve rfir-oppratnr yoke 
4notf kits delivered S< mod in pi nqress Uperator? removed Ci 
returned to GH Reltie Co Also reported per Part «?1 
MiLLSfL M Tonnesaee Valley Authority ti:i/0&/02 0 'RCILCY. J P 

Region 2, n#fice of Director Ip KJ/ /»5 397 24X 

Fiche SG 000, Q3/06/02, 030^090 n5 


DOCKET BTW-S0-5P1 IfARTSVlLLC NU( I f AR PI ANT , UNIT A 


B Reportable occunences, LERf> If i elated correspondence 


830£>1^)0^54 Pt 2*1 ropt re potential defect in transmitter mfg by 
Rosemountf fnc iisod in control ^yr, of cpmponcntB furnished to 
lilted plants All components involved retiofitied ui/neur 
circuit boards Matter closed 

OinDUX»C J Ciirner Corp Q3/05/S3 GTELLD, V Ullccior's nfFice, 

arficc of Inspection and EnfoTcement Ip 1B0&'J 09^ a4X 

Fiche 50 510.03/05/23,0306160454 


DOCKET SO 532 SKAGIT NUCLEAR POUfR PROJrCI , UNIT 1 


Q Adjudicatory correspondence 


B30i£>060SB5 Horrtor'andiim ti order extending time until 030930 for parties 
to ansyer intervenor 830513 motion foi summary disposition 
oP Contention 1 Util considering allernotive to 
terminating licensing effoits 

WOLF, J r Atomic Safety and Licensiriq Hoard Panel D3/06/02 
Puget Sound Foyer «< Light Co Ppp 10/20 361 2AK 
Fiche 5D-53P, 03/06/02,0306060305 


8306090334 Roopanse opposing applicant 0'iObI>b request for eitriision 
until 030930 to answer motion for summ.iry disposition of 
Contention 1 No good cause demonstrated Certificate of Sve 
end 

CAVANAOJU R Natural Resources Defense (ouncil 03/06/03 Atomic 

Safety and Licensing Board Panel 6pp 10795 336 P4K 
F I Che 50-522, 03/06/03, B306090;»34 


O Inspection i aports, IE nullctinr, & correspondence 


8305L 10458 IE Info Notice 83-32, *'Ruptui rd Am-S4 1 Souices Contained in 
Mell Logging Device Sve list onr 1 

TAVLORp U M Division of SaToquai ds b Inspection Programs (Post 
830103) Q3/05/26 Consolidated hdison Co of New York, Inc 
lB5pp 10031 043 24X Firho 50 000, 03/05/26. 8J0DI 10A5G 


0305110460 IE Info Notice 03-34, "fvont Notification Info Morkshret 
8vc list enr 1 

JORDANp E 1. Division op Ltnergeticy Preparedness & Engineering 
Response (Post 030103) 03/05/26 Consolidated EdtsoTi Co of New 

York, Inc llbpp J0732 00b P4X Fie ho 50-000, 03/09/26, D3DDI 10460 


03051 1046 J IE Info Notice 03-35, “Fuel Movomrnt H/Control Rods 
Ifithitrauti at MNRs " Uve list end 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 010103) 83/Ob/31 Consolidated Edison Co of Neu; 

York, Inc ll6pp 18732 208 24X Fiche 90-000, 03/05/31 . G1051 i046I 


0305110464 IE Info Notice 03-36, "Impact of Becurity Practices on Sfifr 
Operations " Dve list encl 

JORDAN, t L Division of L'meioency Preparedness & Engineering 
Response fPcjat G30I03> 03/06/09 Ctnifiol i da ted Edison Co of New 

York, Inc I19pp 18830 200 24X Firhe 50-000,03/06/09,0305110464 


8305110470 TC Info Notice 83-30, "Defective Heat Binl Adhesive & 
Scismically Induced Chatter in Relays Irhthin Printed 
Circuit Cards *' Ovc list end 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 83/06/13 Consolidated Edison Co of New 

Vark, Inc 1 lOpp 18930 225 24X Ficlie 50-000, 03/06/13, 03001 J 0470 


0306090010 IE Info Notice 83-37, "Transformer Failure Resulting Prom 
Degraded Internal Connection Cables " five list one) 

JORDAN, E L Division of Emergency Preparedness Ik Fnginoerlng 
Response fPtist 830103) 03/06/13 Consolidated Edison Co of New 

Yark, Inc 243pp 10921 001 24X Tic ho 50-000,03/06/13,0306090010 


9305110475 IC Info Notice 03-40, "Need to Environmentally OwaJ i Py 
Efiocy Grouts t Sealers " Svt list end 

JCRDANtE L Division of Emergency Preparedness 6 rngineering 
Response (Post 030103) G3/06/22 Consol ida ted Edison Co of New 

Yurfc. Int 115pp 19021 177 34X Firhe 30-000,03/06/22,0305110475 


B309110477 IE Info Notice 03-41, "Actuation of Fire Suppression Sy* 
Causing Inoperability of Safety-Related Equipment " Bve list 
enc 1 

JORDAN, E L Division of Emergeniry Preparedness *< Engineering 
Response (Past 030103) D3/06/22 Consolidated Edison Ca Of New 

York, Inc 120pp 18997 007 24X Fiche 50-000,03/06/22,0309110477 


B3091 10479 IE Info Notice 03-42. "Reactor Mode Quitch Malfunctions " 
Qvc list end 

JORDAN, E L DivlsiOTS of Emergency Preparedness I, Engineering 
Response (Past 030103) 03/06/23 Consolidated Edison Co of Neu 

York, Inc U6pp 1 G996 242 24X Fiche 90-000,03/06/23,8305110479 


0305110403 IE Info Notice 03-43, "Improper Bettings of Intermediate 
Range ( IR ) High Flu* Trip Setpoints " Sve list end 
JORDAN, E L Division of Emergency Preparedness t, Engineering 
Response (Post 030103) 03/06/24 Consolidated Edison Cn of Neu 

York, Tnc ll6pp 19046 297 24 K FI the 50-000. B3/06/24, 83051 10403 


DOCKET 90-323 BKAOIT NUCLEAR POWER PROJECT, UNIT 2 


Q Adjudicatory correspondence 


0306060285 tiemorandum order extending time irntil B30930 for parties 
to- answer intervener 030912 motion For summary disposition 
of Contention 1 Util considering alternative to 
terminating licensing effartr 

WOLF,J F Atomic Safety and Licensing Board Panel B3/06/02 
Puget Sound Pouer & Light Co 2pp 1B726 361 24X 

Fiche 50-522,03/06/02,8306060205 


B306090234 Response opposing applicant 030925 request for extension 
until 030930 to answer motion for summary disposition of 
Contention 1 No gnod cause demonstrated Certificate of 8vc 
end 

CAVANAOH, R Natural Resources Defense Council 83/06/03 Atomic 
Safety and Licensing Board Panel 6pp 18795 336 24X 

Fiche 50-522,03/06/03,0306090234 


Q Inspection reports, lE Bulletins Ic correspondence 


0305110450 IE Info Notice 03-32. "Ruptured Am-24l Bources Contelned in 
Well Logging Device *’ Sve list end 

TAYLOR, J H Division of Safeguards & Inspection Programs (Post 
830103) 03/09/26 Consolidated Edison Co of New York, Inc 
t29pp 10031 043 24X Fiche 50' OQOr 03/05/26, 03091 10450 


0305110460 IE Info Notice 83-34, "Event Notification Info Worksheet " 
Bve list end 

JORDAN, E L Division of Emergency Preparedniss 6 Engineering 
Response (Post 030103) 03/05/26 Consolidated Edison Co of New 

York, Inc U5pp 10732 0B9 24X F i che. 50-000, 83/09/26, 03091 ID460 


0305110461 IE Info Notice 03-35, "Fuel Movement H/Control Rods 
Withdrawn at BWRs 8vc list end 

JORDAN, E L Olvision of Emergency Preparedness 6 Engineering 
Response (Past 830103) 03/05/31 Consolidated Edison Cd of New 

York, Inc 116pp 10732 200 24X Fiche 90-000,03/05/31.03091104 61 


0305110464 IE Info Notice 93-36, "Impact of Security Procticas on Safe 
Operations Sve list end 

JORDAN, E L Division of Emergency Preparedness t. Engineering 
Response (past 830103) 83/06/09 Consolidated Edison Co of Neu 

York, Inc ll?pp 18830 200 P4X Fiche 90-000,03/06/09,0305110464. 


0305110470 IE Info Notice 03-30, "Defective Heat 01nk Adhesive b 
SeismicaJly Induced Chatter in Relays Within Printed 
Circuit Ca.rds " Bve list one I 

JORDAN, E L Division of Emergency Preparedness b Enginsering 
Response (Post 930103) 03/06/13 Consolidated Edison Co ot New 

York, Inc llOpp 10920 S2S 24X Fiche 50-000,83/06/13.0309110470 


0306090010 IE Infa Notice 03-37, "Transformer Failure Resulting From 
Degraded Internal Connection Cables " Dve list end 
JORDAN, E L Division ef Emergency Preparedness 6 Engineering 
Response (Post 830103) 83/06/13 Consolidated Edison Co of Neu 

York, Inc 243pp 10921 001 2AX Fiche 50-000,83/06/13,8306090010 


03O5IID475 IE Info Notice 03-40, "Need to Environmental Ig Qualify 
Epoxy Grouts b Oealers " Qvc list encl 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Reeponee (Post 830103) D3/06/22 Consolidated Edison Co. of Mew 

York, Inc U3pp I902t 179 24X Fiche 50-000103/06/22,0303110475. 


Q3051 10477 IE Info Notice 83-41, "Actuation of Fire 9uppreiilon Sys 
Causing Inuperabl 1 1 ty of Qaf eiy-Rela t ed Equipment " Sve list 
enc 1 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 83/06/22 Consolidated Edison Co of Neu 

York, Inc I20pp. 18997 007 24X Fit he 50-000,83/06/22,8305110477 
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6305110479 TE Info Notics a3~4a. "ftcactor Hod? Switch Mai f iphc 1 1 ons " 
Svc lilt encl 

JGRDAMi E L SivlBian of Emergcticg PrpoarednesB & Lnginv^rinji 
Risponic fPo«t 830103) G3/06/S3 Consol Ida t«d bdtson Co of New 

Yorli Inc ll4pp lB99d> 3A2 SAX. Fiche 50-000« □3y0£i/23. Q30 5I JD^77 


G3051J0483 IE Info Hotice 03-43, "Impraper Betfcinss of Intermediate 
tIR) Hish Flui Trip Setpoints '* Gvc list en< 1 
JDRDANt E L Division of Emergency Preparedness Sc Ungineering 
Response (Post 030103) 83y0i./24 Consolidated Edison Co of New 

YorJkj Inc IJ 6 pp 19046 897 a4)C F tc h o 50-000, 03/06/24, 0303 1 10403 


DOCKET orN-so-sae palo verde nuclear station, unit 1 


A Appl 1 C Atlon/construc tlon stage documents ti correspondence 


G3O6OGOS04 FQIA reiusst for dacumentt re R Gunderson & Bechtel senior 
managir allegations concerning electrical problems & 
deficiencies at facilities Nalver of fees requested 
YOUNO^rt, C , BERNABEliL Ooverntnent Acc ountah il 1 1 g Project 
03/03/29 Offica of Administration 2pp 10790 357 24X 

F i c h e 30-5201 03/03/29. BOO 6080204 


0306140225 Forwards Conference Kates CN-E-1S55 from 030323 meoiang 
w/urtl I 4 counsels Bechtel , NRC & C-E in Nash inginn, DC re 
post-LGCA containment sump 

WILBON.WH Bechtel Corp 83/04/14 VANflRUNT.EE Ari jona Pu 6 J 1 1 
Bervice Co 3pp 10044 322 24XFlche 50-520,03/04/14.0306140285 


8306000201 Partial response to FOIA request for documents re 
R Gunderson k Bechtel allegations CDncrrning electrical 
problem «t facilities App A Documents 1 b 2 available in 
PDR Docu-ments A b 5 withheld (ref FOIA Exemption 5) 

FELTONtJ M Division of Rules and Records 03/04/20 VOUKOi M C r 

BERNABEIiU Oovernment Accountabi 1 1 tij Project 3pp 18790 354 
84X FieiiB' 50-528. 03/04/20. 0306080281 


0306020627 Notification of 030622-23 k 24 meetings ui/utll In Harlcapa k 
Phflenls. AZ. respectively, to assess current status of const 
LfClTRA.E A Licensing Branch 3 03/05/54 KNIGHTON. (1 W 

Licensing Branch 3 6 pp 18716 339 24X FUhe 50-528.83/05/24, 

8306080627 


8306070091 Advises that schedule for responding to five conflrmatoig 
Items t< completion of qualification program for safety- 
related pumps valves will be submitted hg 030630 

VAN BRUNT. E E Ari tana Public Service Co 03/05/31 KNIGHTON. 0 N 

Licensing Branch 3 Ip 18739 141 24X Fiche 50-520. G3/0S/3I. 

0306070091 


0306000097 Summarg of 930517 meeting w/util.C-E & Dechtrl in Dathesda, 
MD re NRC 830314 requestetf tnPo on envltoii qualifications 
Environ qua 1 If ication audit scheduled during wt of 830627 
LICITRA, E A Licensing Branch 3 83/06/01 Licensing Brancli 3 

4pp 18707 387. 34 X FUhe 5-0-520,03/06/01,8306000097 


0306200051 Notification of 830600 meeting u/util in BethesdaiHO to 
discuss control room design review 

LlGITRArE, A Licensing Branch 3, 03/06/03 KNIGHTON, 0 W 

Licensing Branch 3 3pp 18908 806 24X Fiche . 50-528. 83/06/03. 

8 306800 051. 


B306200053 Notification of 930680-30 k 0701 meetings w/utll. Dech trl. 
C-E Ic E 0 bO in Phosnli Maricopa County, AZ to conduct audit 
of equipment environ qua! 1 f lea tlon documentation 
LICITRA, E A Licensing Branch 3 93/06/03 KNIGHTON, 0 N 

Licensing Branch 3 3pp 1B9O0 209 24X Fiche 50-520,03/06/03, 

0306200053. 


0306170869 Forwerds marked-up Amend 12 to F0AR Section 17 I re OA 
program for engineer ing, d ei Ign procurement k const of 
facility, per 10CFR90. 5S[ f ) 

VAN BRUNT, E E Arliona Public Service Co 83/06/10 STERNBERG, D M 
Region 5, Office of Director e 2 pp 18077.874 24X 

Fiche, 90-520 j 03/06/10, 0306170265 


■orwards App J to, “Evaluation ef Pressuriiad Thermal Bhoct 
to Small Break L 8 CA 1 N/Loss of Feedwater for 
9,C k 3 Reactor Vessels " Rept applies to 

(Til on a Public Gervlce Co. 03/06/14 KNIGHTON, 0 
a Bpp I0S7B 197. 24X Ff the, 50-320, 03/06/14, 


s response to B30503 request for Info supplenenb 1 ng 
SAR Teble 3 2-1 re quality < lass! f Icatlon 
s tc componsfita 

Ariiona Public Service Co 03/06/14, KNIGHTON,©, 
a. I4pp 10001,005. a4X Fiche' 50-528, 63/06/ Mi 


0306240450 Summary of B 1 O 6 O 0 meeting w/util in Bethesda.MD tb detailed 
control room dirsign review 

LICITRA.E A Licensing Branch 3 0J/C6/14 Licensing Dranch 3 

4pp 19998 001 24X Fiche 5O-*ia0, 03/06/14. 8306240459 


0306270143 Forwards schedule fo? submittal of info required for tfflC 
review of F9AW Schedule covers submittal of revised security 
plan & addl CE 6 SAR Interface 1 equ 1 remen Is 

VAN BRUNT. E £ Ariiuna Public Service Co 83/06/20 KNIGHTON, 0 
Licensing Branch 3 0pp 10908 001 24X Firhe 50-529,03/06/30, 

9306270)43 


0306200436 Forwards Amend 1 to envuon aua 1 1 f ic a 1 1 on rep t, per DiG3M 
request I, NURE0-05BB Tequiremrnts 

VAN BRUNT.E E Aiiiona Public Service Co 93/06/24 KNlfllirflN.G 
Licensing Branch 3 220 p p 19016 29/ 24 X Fiche 50-520.03/06/24, 

0306280436 


E NRC dsfety Evaluation Report (SFR>, suppls Ic c d rre sp an-denc e 


03O613O43Q Responds to B3032Q request fot add) info re adequacy ef 
electric distribution syi voltages per GFK (NUREO-ObS'/ ) 

Response re adequacy of util info requeslod uiithin 3 uks 
VAN BRUNT.E E Arizona Public Service Co 83/06/07 KNlOinrjR, G 
Licensing Branch 3 6 pp ID82I 195 24X Fiche 50-529, 03/06/07, 

0306130432 


8306160500 Advises that proceduies indicating shutdown cnnlinq rellfl 
valves armed by manually opening shutdown cooling sys 
isolatioTi valves will be utilized until operable low temp 
overpressure alarm aval lab 1 e* per NUREG-0S57. Supp I i 
VAN BRUNT.E E Arizona Public faprvice Co 03/06/ JJ KNIGHTON. D 
Licensing Dranch J Ip 16064 156 24X fiche 50-520.03/06/13, 

B306160SOO 


0306170326 Forwards proposed amend to KbnR le CESSAR iodine removol 
sys & responses to NRC 03O42S ] tr Proposed F 6 AR amend 
combined u/responses closes out sump ph issue in SEK 
Sections 6 4 I, J 5 4 0 |« TMI Item III I) 3 4 

VAN BRUNT.E £ Arizona Pub Hr Seivite Co 03/06/13 KNIGHTON, C 
Licensing Drench 3 Bpp 100/9 040 24X Fiche 50-528,03/06/13. 

8306170326 


930627036B Forwards responses to STH.Suppl 4, Sections 13 3 2 b 
13 3 2 3 (NUREO-0857) , re courses of action necessary m 
unlikely event ef emergency at facilities Info will be 
included in Rev 3 to emergency plan 

VAN DRUNI.E E Arizona Public Service Co 03/06/15 KNIOHION.O 
Licensing Branch 3 26pp 18993 214 24X Fiche 50-528. 03/06/ lb. 

8306270368 


83062108B7 Forwards program plan issues li areas for outstanding itens 
re NURCG-0737, 1 tem I D I ro detailed cnritrol room design 
review per NURF0-O700 requirements l« bf R, NURF0-0B5/ Generic 
Ltr 08-33 issues addressed 

VAN OnUMf.E E Arizona Public bcsvice Co 83/06/17 KNlOHTaN.O 
Licensing Dianch 3 36pp 10714 030 24X Fiche 50-520,03/06/1/. 

8306210207 


Q3O620O317 Submits required data to demniistrate that lino valtngr 
regulators perform as acceptable isolation device by 
limiting primary current under short circuit conditzens to 
full-load PI imary current, per StR (NUnro-OH3/) 

VAN BRUNT, E E Arizona Public Service Co 83/06/23 KNimirm.O 
Licensing Branch 3 Ip 19001 282 24X Fiche 50-528,03/06/2'). 

9306 2803 I 7 


F Security, medical, emergency L fire protection plans 


B306170356 Forwards description I, list of objectives far 030511 
emergency preparedneis eieicise Scenario will be provided 
within 30 days Comments requested within 15 days of ltr 
d ate 

ANDOGNINI.O C zVnzona Public Service Co 83/03/02 ORIKEO.BK 
Division of Emergency Preparednes^i (Pro 8301031 1 9p p 10880 333 

24X Fiche 50 -320,03/03/02.8306170336 


— 8306170360 Forwards description Ic list of objectives for 030511 
emergency preparedness exercise 0 corrario will he provided 
within 30 days Comments requested within 15 days of ltr 

date 

ANDOONINltOC Arizona Public Service Co 83/03/02 MAHflN.R 
Region 5. Office of Director lOpp 18080 352 24X 

FIcKo' 50-52B. 03/03/02. 0306170356 


8306020056 Responds to B30414 ltr re Oenerlc Ltr 82-33 roquizrinents 
concerning Suppl 1 to NUf?bG-07a7 Portion of response 
■ddresslng detailod control room design review does not 
provide all info requested Response requected by 030531 
KNIGHTON, G M. Licensing Branch 3 83/09/10 VAN BRUNT.E L 

Ariione Public Bervlce Co 6 pp 18701 34? 24X 

Fiche 50-520. 83/05/ 1 0, 0306020056 
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ft30A030357 Advises that addl info re detailed control room design 
review per Generic Ltr 02*33 le emergericy respanse 
-capabilities will be Gubmitted by 030617 

VANBRUMTiE E Aniona Public Bpivice Co 03/06/01 KNIGHTON* 0 
LKensing Qranch 3 ip 10/05 214 24/ Fitho 5O“520, 03/06/01* 

0306030357 


0306090273 Heleases public version of revised emergency plan 
implementing procedures 

TEL TON * J H Division of Rules and Rectirds 03/06/03 Document 

Naragement Dranch Ip 10010 067 24X Fiche 50—528*03/06/03* 

8306090273 


--S30609027S Forwards public veision ef revised emergency plan 
implement Jug procedures* inc 1 ud i ng Piutetlures EPIp-01 re 
emergency ergani zation, EPIP- 02 ie emergency classification 
& EPIP-04 re alert implementing actions 

VAN BRUNT. E E Ariiana Public Bervice Co 03/05/23 KNIGHTON* 0 
Licensing Branch 3 3pp 10010 060 24X Ftche 50-52B. 03/06/03. 

6306090273 


— S3D609D376 Public version of revised emeroency plan implementing 
procB duresi inc lud ing Procedures EPIP-OI re emergency 
organ liat i on* rPIP-02 re emergency classification t« EPIP''04 
re alert implementing actions 

LUCIAi B Ariiona Public Sot vice Co 03/03/30 70Dpp 10010 071 
24)( Fiehe 50-520*83/06/03*0306090273 


G3O616CQ50 Releases public version of revised Bmergencyi plan 

FELTON. U M Division Of Rules and Records 03/06/06 Document 
hfanagement Branch Ip 10072 316 24X Ticho 50—528.03/06/06* 

8306160050 


— 0306160064 Public version of Rev 3 to emergency ptan. changing overall 
organixing task Force t» organl latlonol option of curpo-iate 
emergency ploiining preparedness group W/e30510 ltr 
ANBOONINJ.O C Ariiona Public Service Co B3/O3/S0 KCPRIOAM* J 
•Operating Reactors Branch 3 6pp 10Q/2 317 24)( 

F I e h D so- 5 28. 03/06 /06* 0306 1 60050 


B3O620OSIS Forwards IE Insp Rept 50-323/03-21 on 030523-27 Nu 
noncomp L lanc e noted 

STERNBERO.D M Region 5* Office of Diiector 83/06/14 

AtlDQGNJNIiO C Aiirona Public Set vice Co 2pp J90J7 199 24X 

Fiche 50-523*03/06/14*0306280515 


— 8306SE0519 IE Insp Rept 50-520/83-21 on 830523-27 No noncompHonce 
noted Major areas inspected fire protec ti on/prevention 
program h program implementation 

SCCWM*K » YOUNG* T Region 5* Office of Director 03/06/14 Opp 
190i7 201 24X Fiche 50-520*03/06/14*8306280515 

0306200371 Forwards responses to open items from NRC 030201-03 fire 
protection audit 

VAN BRUNT. E E Ariiona Public Bervico Co 03/06/15 KNIGHTON. 0 
Licensing Dranch 3 10099 056 24X Fiche 00-520* 03/06/ IS* 

0306200371 


0306270360 Forwards responses to 9er*9uppl 4* Sections i3 3 2 2 S* 

13 3 S 3 '(HLPRE0-0057)i re courses of action necessary in 
unlilely event of emergency at facilities Info will be 
included in Rev 3 to emergency plan 

VAN DRUNTiE E Ariiona Public Service Co 83/06/15 KNIGHTON,© 
Licensing Branch 3 26pp 10993 214 24X Fiche 50-528.03/06/15* 

0306270360 


B306270447 Responds to Generic Ltr 02-33 re Buppl 1 to NURCO-0737 
concerning requirements for emergency response capability 
Unit 1 selected as backup emergency operations facility 
Exemptions Prom 10-mile criteria requested 

VAN BRUNT. E E Ariiona Public Bervice Co 03/06/16 KNIGHTON*© 
Licensing Dranch 3 3pp 18992 095 24X Fiche 50-528*03/06/16. 

0306270447. 


G306210SB7 Forwards program plan issues b oroas for outstanding i turns 
T# NUREO-0737* Item I 0 1 re detailed control room design 
review per NUREO-0700 requirements & 51 R* NUREO-093/ Generic 
C.tr 02-33 issues addressed. 

VAN BRUNT* E E, Ariiona Public Service Co 83/06/17 KNIGHTON.© 
licensing Branch 3 36pp IB914 038 84X Fiche SO-SSB* 03/06/17* 

0306310287 


8306270143 Forwards schedule for submittal of info required for NJiC 
review of TSAR Schedule covers submittal of revised security 
plan 4c addl CE96AR interface t equirements 

VAN DHUNT. E E Arizona Public Bervico Co 03/06/20 KNIGHTON,© 
Licensing Branch 3 6pp 10900' 001 24X Fiche, 50-520, 03/06/20* 

0306270143 


0 Adjudicatory correspondence 


8306140429 Requests info needed to complete review of util proposed 
salt deposition t* impact monitoring plan 

DEUEV.L S Hearing Branch 3 83/06/10 PLATT. N E 0neli 6 Uilmer 

PLATT* W C Ai iiona Public Bervice Co Spp 10838:043 24X 

Fiche 50-528.03/06/10*8306140429 


a Inspection reports. IE Bulletins ti correspondence 


8306100009 Addl response to FOIA rettuest for documents dtd 820101 or 
after re 0ALP Forwards App A documents Documents also 
available in PDR 

FELTON, JH Division of Rules and Records 83/04/11 CLARK* R, San 
Francisco Examiner 3pp 18813 252 24X Fiche 50-000*63/04/11* 

0306100009 


—0306100014 Submits schedule for Region V SALP Board meetings for 
020928-030523 

ENOELKEN, R H Region 5. Office of Director 02/03/19 
0ENTaN*N R Office of Nuclear Reactor Regulation* Director, Ip. 
16815.255 24X Fiche 50-000* 83/04/11* 8306100009 


0306010363 Requests extension until 830615 to dtterninc suitable time 
for QA pr-ogram Imp 1 emanta tton insp prior to OL issuance, per 
IE Insp Rept 50-528/83-06 

ANDOGNINI.O C Ariiona Public Service Co 83/05/13 aTERNBERO* D M 
Region 5* Office of Director Ip 18681 349 24X 

Fiche. 50-528. 83/05/13* 8306010363 


8306070005 Forwards lE Insp Rept 50-528/83-17 on 830502-06 No 
noncomp liance noted 

BTERNBERO,DM Region 5* Office of DirfrCtor 03/05/34 VAN 
BRUNT* E E Ariiona Public Service Co 2pp, 18736:337 24X 

Fiche* 50-528, 83/05/24* 8306070005. 


— 8306070007 IE Insp Rept 50-520/83-17 on 030502-06 No noncompl iance 
noted Major areas inspected allegations associated u/ 
electrical 8* coating activities It licensee action on 
previous Insp findings 

NAR0UT*P P * OURDOIN, J F r YQUNO, T Region 5* Office of Director 
63/05/23 16pp 18736339 24X Flc ho 50-528* 03/05/24* 0306070005 


63060702S2 Ferwardi IE Insp Repts 50-528/83-18* 50-529/83-10 k 
50-530/03-00 on 830301-0430 & notice of violation. 
6T£RNOERG*OM Region 5* Office of Director 83/05/25 VAN 
BRUNT»e E Arizona Public Service Co 2pp 18740:340 24X 

Fiche: 50-520* 03/05/25* 8306070282 


— 8306070253 Notice of violation from insp on B30301-043© 

VORDERBRUEGGEN Region 5, Office of Director 83/05/25, 2pp 
18740 342, 24X Fiche 50-526*83/05/25*0306070252, 


—8306070256 IE Insp Repts 50-528/83-10*50-529/83-10 k 50-530/83-08 on 
830301-0430 Noncomp 1 iance noted: power cables fur containment 
spray pump drive mo-tors w/unsupported lengths longer than 
24 inches k cables trays not grounded at both ends. 

VORDERBFUEOQEN* YOUNO, T Region 5, Office of Director 83/05/24 
6pp. 18740 344. 24X Fiche 50-520*83/05/23*8306070252. 


0305110450 IE Info Notice 63-32* "Ruptured Am-24I Bources Gontalned in 
Uell Logging Device *' Sve list encl 

TAYLORfJM Division of Safeguards b Inspection Programs fPost 
030103 } 83/05/26 Consolidated Edison Go of New York, Inc. 

12Spp 18831' 043 24X Fiche 50-000*03/05/26*0305110450 


0305110460 IE Info Notice 83-34* "Event Notification Info Uorhsheet. >* 
8vc list encl 

JORDAN, CL Division of Emergency Preparednasi t* Engineering 
Response (Post 03O1O3> 83/05/26 Consolidated Edison Go, of New 

York. Inc. 115pp 18732*065 24X Fiche* 50-000, 83/05/26* 03051 10460 


8305110461 IE Info Notice 83-35, "Fuel Movement U/Control Rods 
Nithdraun at BNRs ** Bve list encl. 

JORDAN* E. L Division of Emergency Preparednaes t* Engineering 
Response {Post 030103) 03/05/31. Consolldeted Edison Co. uf New 

York* Inc, ll6pp 10732 200 24 X Fiche. 50-000, 03/05/31* 8305110461 


8306200137 Forwards lE Insp Rept 50-520/03-12 on 830424-29 li 0512 No 
noncompliance rioted. 

BOOK*H E Region 5* Office of Director. 83/06/03 ANDOONINI, 0. C. 
Arizona Public Service Co 2pp 19014:333 84X 

Fiche. 50-520, 03/06/03* B3062B0137. 


—0306200145 IE Insp Rept 50-520/03-12 on 830424-29 k 0512. Mo 
noncomp liance noted Major areas inejiec ted. f o 1 lowup on IE 
Info notices* organl rati on k staff Ing * environ protection* 
resolution 10CFR50 55{e) k MURE9-0737, Items 11 F. t L II. D. 3, 

SHERMAN* C * NORTH* H 8 * NEN9LAN8KI* F, A. Region 5* Office of 
Director 83/06/03. 16pp, 19014:335. 24X Fiche. 50-526* B3/0d>/03j 

03D626O137 
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6309110464 IE Info Notice B3-36r “Imp^act of Security Practices on Safe 
OperationE Sve list end 

JORDAN) G L Division of Emergency Prep areditcas & Engineering 
Response (Post Q30i0-31 03/06/09 Consolidated Edison Co of fJew 

Yorki Inc 119pp 1B03O 200 24X PicKe SO-OQO» B3/O6/09* 63091 10464 


S3O6S0O45O Foruartfs IE Insj) Repts 50-326^63-19 & 50''5S9/B3-n on 
630502-31 No non c amp 1 lane e noted 

STERNBEROrD M Region 5^ Office of Director 93/06/09 

ANOOONrNliO C Arisona Public Service Co ;2pp 19020 166 24X 

Fiche 50-526193/06/09103062004 50 


—9306290452 IE Insp Repts 50-528/03-19 6 50-529/83-11 on 030502-31 Nti 
n one 0 /np 1 lance noted Hajor areas inspected startup testing 
procedures) plant c 1 eani 1 nessr control room cooler line 
rupture 6 allegation re lifting of leads 

FIORELUIiO j JOHNSTON. G . YOUNO, T Region 3. Office of Director 
03/06/03 6pp 19020 170 24X Fitbe 50-528,83/06/09,0306200450 


0305110470 IE Info Notice 83-38. "Defective Heat Sink Adhesive h 
Belsmicailv Induced Chatter in Relays Within Printed 
Circuit Cards '* 8vc list end. 

JORDAN) E L Division of Emergency Preparedness 6 Engineering 
Response (Post 8301031 63/06/13 Consolidated Edison Co of Neu 

Yorfci Inc HBpjj 18920 225 a4X Fitho 50-000.03/06/13,6305110470 


8306090010 IE Info Notice 03-37, "Transforflier Failure Resulting From 
Degraded Internal Connection Cables " 8vc list end 
JORDAN) 6. L Division of Emergency PreparsdneSf 8c engineering 
Response (Past 030103) 63/06/13 Consolidated Edison Co of New 

York) Inc 243pp 1B92I OOl. 24X Ficfte 50-000,83/06/13.8306090010 


9306230252 Responds to IE Insp Rept 50-520/83-06 & rei^uesta proposed 8c 
alternate dates f-or insp of QA program Suggests 000922-26 
as insp dete Sc 830929-0902 as alternate date 

ANDQONINI.O C Arizona Public Service Co 03/06/14 STERNBERG, D N 
Region 5, Office of Director Ip 10945 226 24X 

Fiche. 90-529) 83/06/ 14i 8306230252 


8306260515 Forwards IE Insp Rept 50-526/93-21 on 930523-27 No 
noncojnp 1 i ance noted 

STERNBERO.D M Region S, Office of Director 93/06/14 

ANDOGNINI.O C Arizona PubUc Service Co 2pp 19017 199 24X 

Fiche 50-529)83/06/14,0306290515 


—0306280519 IE Insp ftept 50-536/83-21 on 030523-27 No none ompl ionc e 
noted Major areas inspected fire pr ofcection/preventSon 
progran 8c program implementation 

SCeWNrK I YOUNG, T Region 5, Office of Director 83/06/14 8pp 
19017'201 24X Fiche 50-520,03/06/14,0306260915 


8306290303 Forwards lE Insp Rept 50-520/83-20 on 830524-25 No 
nencofflp 1 lance noted 

BOOK,H Region S, Office of Director 03/06/16 VAN BRUNT. C E 
Arliona Public Service Co. 2pp 19014 097 24X 

Fiche: 90-528, 93 /06/ 1 6, 0306200303 


■E3062B0310 IE Insp Rept 50-529/83-20 on 630524-25 No nonconpUance 
nDtad, Major areas inspected lab capability to perform 
chemical 6 radiochemical analyses 

HAMADA)0 , MEN3t-AHaKl,F r DDOK,H E Region 5, Office of Director 
93/06/16 3pp 19014099 24X Fiche 50-520)83/06/16,8306200303 


8305110475 3E Info Notice 63-40. "Need to Environmentally Qualify 
Eposy Grouts 6 Dealers " Sve list end 

JORDAN) E L Division of Emergency Preparedness 6 Engineering 
Response <Post 830103). 83/06/22 Consolidated Edison Co of New 

York, Inc 115pp 19021 179 24X Fiche SO- DOO, 03/06/22, 8305 1 10475 


B30511O477 IE Info Notice B3-41» "Actuation of Fire Buppresslon Sys 
Causing rnoperabillty of Sa fet y-Reiated Equipment " 8vc list 
enc 1 

JORDAN) E L. Division of Emergency Preparedness 6 rngineering 
Reiponie CPost 030103) 83/06/22 Consolidated Edison Co of New 

York) Inc. ISOpp 19997 D07 24X Fiche 50-000,83/06/22.030511047/ 


8305110479 IE Info Notice 03-43. "Reactor Mode Switch Malfunctions '* 
9vc list end 

JORDAN, E L Division of Emergency Preparedness Si Engineering 
Retponii CPost 030103) 83/06/23 Consolidated Edison Co op New 

York, Inc ll6pp, 18796*242. 24X Fiche 50-000,03/06/23,030511047? 


8305110483 IE Info Notice 03-43, "Improper Bettings of Intermediate 
Range CIR) High Flos Trip Setpoints " 8vc list end. 

JORDAN, E. L Divlslan of Emergency Preparedness ti Engineering 
Response (Post 830103) 03/06/24. Consolidated Edison Co of New 

York) Inc. 116pp. 19046;2?7 24X Fiche 50-000, 83/06/24, 0305110403 


S Reportable occurrences, LbRs related correspondence 


0306010137 Interim Deficiency Rept DEN B:i- 9 re low pressure safely 
injectloT} pump A suction strainei containing foreign matl 6 
pomp D w/torn strainer Initially reported on 030216 Due to 
extensive evaluation, f ina 1 rept will he submitted by 030735 
VAM BRUNT) E E Ari lona Public Service Co 03/05/11 STERNBERC.D N 
Region 5, Office of Director 2pp 10674 042 24X 

Fiche 50-528,83/05/11, 83060 1013/ 


8306010289 Interim Deficiency Rupt DER B3-S2 re failure of ITE OduIiS 
circuit breaker for hydrogen recombmer to function 
properly Initially reported on 930413 Dechtel h Rockwell 
Inti working on circuit breaket Next rept by 031108 
VAN BRUNT) E E Avitona Public Service Co 03/05/11 STERNBPROiD H 
Region 5) Office of Director 3pp 106/2 195 24X 

Fiche 50-528.93/05/11.8306010209 


03O6OiOO76 Interim Deficiency Rept DER 93-10 re main steam relief valve 
tests exceeding 5X blowdown limit Initially reported on 
030228 Submittal of final rept extended to 930630 

VAN BRUNT.E E Arixona Public Service Co 03/03/16 STERNBERG. D H 
Region 5. Office of Director 2pp JB6/4 096 24X 

Fiche 50-526,03/05/16.8306010076 


6306010119 Interim deficiency rept re underground cables to startup 
transformers unable to carry full -load current at max site 
soil temp Initially reported on 821126 Final rept submittal 
extended to B30729 due to extensive investigation 

VAN BRUNT.E E Ai j i ona Public Service Co 03/05/16 STCRNDERO, 0 ft 
Region 5, Office of Director 2pp 16673 360 P-IX 
Fiche 50-528,93/05/16,9306010119 


0306010272 Rev 2 to Final Deficiency Rept DER 92-79 re improperkg 
crimped termination lugs in control panels for water 
chillers supplied by Carr i er. revi sing panel numbers 
Initially reported on 021217 Also reportable undot Part 21 
VAN BRUNT.E E Arizona Public Service Co 03/05/16 9T£ltNDLftO. D M 
Region 5, Office of Director 3pp 16672 246 24X 

Fiche 50-528) 93/05/16, 63060102/2 


9306010375 Final Deficiency Rept DER 02-39 re C-E valve limit suitetei 
(Class IE) below max LOCA flood level in containment 
Initially reported on 020730 Dechtel review complete 
Condition determined not reportable per 10CFR50 55<el 
VAN BRUNT, E E Arizona Public Service Co 83/03/16 23pp 
18602 050. 24X Fiche 50-520,93/03/16,8306010375 


6306010035 Final Deficiency Rept 83-24 re diesel generator lube oil ti 
jacket water heaters not maintaining required temp Initiallij 
reported on 830421 Design Change Packages 2SM-D0-027 6 
3CM-D0-029 Issued to install new heaters 

VAN BRUNt.E E An ona Public Service Co 83/05/10 gTERNDEHfi, D K. 

Region 5, Office of Director 3pp 10673 330 24X 

Fiche 50-520,83/05/18.8306010055 


8306010078 Rev 1 to Interim Deficiency Rept DER 92-61 re potential for 
reactor coolant pump diffuser ring cap sct dwb to fail Jt 
damage pump Initially reported on 821021 C-E reviewed 
potential failure mochanUms Final ropt by 830725 

VAN BRUNT.E E Arizona Public Service Co 03/05/18 8TERN3FRG. 0 H 
Rojj-ion 5. Office of Director 4pp 10673 274 P4X 
Fiche 50-520.03/05/10,0306010072 


—0306010070 "Reactor Coolant Pump Diffuser Dolt Failure Sunmary * 
COLON. F P Combustion Engineerinq. Inc 03-0002 03/04/06 Op? 

18673 270 24X Fiche 50-528.03/05/10,83060100/2 


—9306010003 App 1 to. "Metallurgical Investigation of Di f Puser/Reesioi 
Coolant Pump Casing Dolt Failures (791350) " 

DOLLANSKY.K W Combustion Engineering. Inc TR*MC«-112 
02/11/24 30pp 10673 286 24X Fiche 50-528)83/05/10,0306010072 


0306010007 App 2 to. "Metallurgical Exam of Diffuser/Reactor Coolant 
Pump Casing Bolts Returned From AZ Unit 2 (791350) " 

DOLLANSKY.K M Combustion Engineering. Inc TR-V-MCH-OOG 
03/01/25 14pp 10673 316 24X Fic)jB 50-528)93/05/18.0306010073 


0306070225 Final Deficiency Rept DER 83-23 re failure of MSIV bypesi 
valves to close in required time Initially reported on 
030419 Solenoid valve replaced Problem investigation request 
issuad by Dechtel Also reported per Part 21 

VAN BRUNT.E E Arizona Public Service Co 03/05/19. STEBNDERCrDK 
Region 5. Office of Director, 5pp 10744 217 24X 

Ficha 50-520,83/05/19,8306070225 


9306100200 Part 21 rept re deficiency in six emergency standby diesel 
generator sets mfg by Cooper Energy Bves Jacket water heater 
9t lube oil heater will be replaced w/40 kU & 19 kN versions, 
respectively, to maintain 120 F standby temp 

0TOLBA, F B Cooper Industries, Inc 03/05/20 Director's Office- 
Office of Inspection and Enforcement 2pp 10806 007 24X 

Fiche 50-528, 83/05/20, 8306100203 
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0306070076 Interim Def^icioncy Ri‘pt DER 02-63 ro design calculation 
■ rror in refueling u/ater tank seismic rvapanoe Initially 
raportBd on 821026 TiniB eiton&ion roqu«ated until SS0624 to 
aubmit final rofi t 

VAM OnUNTi E £ At i zona Public Service Co 03/03/24 STERNS ERO# D M 

Region 5 p Office of Director 2pp 10739 272 24X 

Fiche 50-520.03/05/24,03060/0070 


8306070221 Interim Deficiency Rept DER 0?-'56 re condensate storage tank 
design scaled -douin uj/o neu) calculations for seismic 
reiponse Initially reported on 821015 Final rept delayed 
until 030624 due to extensive investigation 6 evaluation 
VAN BRUNTi E E Arizona Public Service Co B3/05/24 STERNDEROi ]> M 
Region 5i Office of Director 2pp 1D746 136 24X 

Flche 50-520. 83/05/24, 830607022 1 


8306070176 Interim Deficiency Rt-pt DER 82-46 re failure of lTf~Dartan 
pressure transmitters supplied by OE to meet overpressure 
T eq,uir«ment 5 Initially reported on 020024 Submittal of final 
rept delayed until 830030 due to extensive investigation 
VAN DRUMT. E E Arizona Public Service Co Q3/05/25 STERNflERO. D M 
Region 5i CfPlco of Director 2pp 10736 327 24X 

Fiche 50-528.83/05/25,8306070170 


8306170240 Interim Deficiency Rept DER 83-26 re balance of ESF 
actuation sys electronic module follure in pr eop erat lonal 
testing due to overheating Initially reported on 830427 
Final evaluation expected by B30625 

VAN BRLMr,C E Ariiona Public Service Co 03/05/25 BTERNBERO* D H 
Region 5, Office of Director 3pp 10002 322 24X 

Fiche 50-526,83/05/25,8306170240 


83861701BO Interim Deficiency Rept DER 03-2S re lack of instrumantat i on 
tubing boundary class break requli cmenls Initially reported 
on 030421 Evaluation 6 final rept will bo submitted by 
030630 

VAN BRUNT, E E Ariiona Public Service Co 03/05/26 8TERNDGRO, D M 
Region 5, Office of Director 5pp IG883.2S0 24X 

Fiche 50-528,03/05/26,0306170180 


0306170246 Final Deficiency Rept DER 03-20 re Pacific Scientific 
snubbers installed in violation of reserve range 
requirements Initially reported on 030427 Spec Change Notice 
3390 issued to clarify intent of Spec 13-PH-204 

VAN DRUMT, E E Ar i 2 ona P ub 1 1 1 Service Co 83/06/01 STERMDEflO, D M 
Region 5,^ Office of Director 5pp 10003 274 24X 

Fiche 50-520,03/06/01,8306170246 


3306170342 Interim Deficiency Rept 02-51 re Pol Iman-Kel 1 ogg osoontiaJ 
cooling water sys pipeline failure Completion date for 
final rept extended to 830706 

VAN DRUNTrE E Ariiona Public Service Co 83/06/01 STERMDEftO, D M 
Region 5, Office of Director 2pp 16800 269 24X 

Fiche 50-520,0^/06/01,8306170342 


B306170393 Interim Deficiency Rept DER 82-50 re possibility of damage 
to Flexible conduit couplings between auxiliary ^ control 
bldgs if seismic event exceeds 3/4-inch movement Initially 
reported on 050910 Final rept will be available by 830706 
VAN DRUNT. E E Ai i lona Public Service Co 03/06/01 STERNDEflO, D M 
Region 5* Office of Director 2pp 10000 238 24X 

Fichu 50-520.03/06/01,8306170393 


0306170366 Interim Deficiency Rept DER 83-31 re torn? rise in diesel 
generator control cabinet potentially exceeding design 
r equ ir emotit s Initially reported on 030505 Oechtel Cooper 
Energy Sve s evaluating condition Final rept by 030906 
VAN DRUNTfE E Ariiona Public Service Co 83/06/06 STERNOCRO, 0 M 
Region 5. Office of Director 3pp 10000 319 a4X 
Fiche 50-520,03/06/06,8306170366 


3306170367 Final Deficiency Rept DER-27 re tuio pipe hanger* in safety 
injection sys not installed as designed Supports 1-01-100- 
H-D06 1 -SI- 1 06-H -007 repaired per design drawings tc 

drawings i evised to clarify bar locations 

VAN BRUNT. E E Arizona Public Service Co 83/06/06 STERNDCRO, D M 
Region 5. Office of Director 6pp 10000 220 24X 

Fiche 50-520, 03/06/06. 0306170367 


0306130150 Part 21 rept re solenoid activated valves. Models 77C -001 1< 
77C-D03 Defects include incorrect valve ausemb ly, sign! f leant 
missiag parts. 1 imited switch valve position Indication 
failures It failure of valve to open It close 
PUTTARINl.D M Target Rock Corp 03/06/07 DEYOVNQ, R C 
Dtrcctov's Office, Office of Inspection and Enforcement 9pp* 

18824 267 24X Fiche SO-528, 03/06/071 83Q61301 SO 


8306230270 Final Deficiency Rept DER 03-2B re Pacific Bcientific 
snubbers installed in violation of reserve range 
raquiremunts. Dof ic i ency determined not reportable per 
lOCFflSO 55Ce). 

VAN BRUNT, E E Arizona Public Service Co 83/06/00 STERNBERG, D M 
Region 5, Office of Director 4pp JD745 100 ?4X 

Fiche S0-52B, 03/06/00, 8306230270 


83O6S3O310 Advises that final Deficiency Rept DER B3-14 rt UistinghDUse 
diesel gciieTaiur protective relay failures due to leaking 
capacitors uill be submitted by 030831 Delay due to 
extensive invest igati on tc evaluation 

VAN BRUNT, E E Ariiona Public eervlce Co 63/06/08 STERNBERO, D M. 

Region S* Office of Director 2pp 10944 164 24X 

Fiche 50-52 B, B3/O6/0E, 8306230319 


8306230400 Interim Deficiency Rept DER 03-iO re main steam relief 
valve test exceeding specified 5X blowdown limit Initially 
reported an 830228 Submittal of final rept delayed until 
830810 due to extensive investigation & evaluation required 
VAN DRUNTiE E Arizona Public Service Co 03/06/00 8TERNDER0, D, M. 

Region 5, Office of Director 2p p 10943: 132 24X 

Fiche 50-520.83/06/00.0306230408 


0306230245 Requests extension until 030714 to submit final deficiency 
rept re requirements on tagged-out cable terminations, due 
to extensive investl gation fa evaluation required 

VAN BRUNT. E E Arizona Public Service Co 03/06/19, STEHNDERO, D. K 
Region 9, Office of Director 2pp 18945.231 24X 

Fiche 50-520. 03/06/19, 0306230245 


DOCKET 8TN-50-5a9 PALO VERDE NUCLEAR STATION. UNIT 2 


A Applicat ion/canstructlon stage ducufflents fa correspondence 


0306000204 FOIA request for documents re R Gunderson fa Bechtel senior 
manager allegations concerning electrical problems fa 
deficiencies at facilities Waiver of fees requested. 

VaUNO, M C Government Accountability Project 03/03/29. Office 
of Administration, 2pp 10790.357. 24X Fi che- 50-520, 03/03/29. 

0306080204 


0306140225 Forwards Conference Notes CN-E-1259 from 030323 meeting 
w/util, counsel, Bech tel, NRC fa C-E in Washing ton, DC re 
post-LOCA containment sump 

WILSON. W N Bechtel Corp 03/04/14, VAN BRUNTj E, E Arizona Public 
Service Co 3pp 10844 322, 24 X Fi the. 50-928, 83/04/14, 0306140225 


8306000201 Partial response to FOIA request for documents re 
R Gunderson fa Oechtel allegations concerning electrical 
problems at facilities App A Documents 1 fa 2 available in 
FOR Documents 3, 4 fa 9 withheld iref FOIA Exemption 9). 

FELTON, J M Division of Rules and Records 83/04/20, VOONO.KC, 
Oovernment Accountability Project 3pp, 10790*354 S4X 
Fiche 50-520, 03/04/20, 8306000281. 


0306020627 Notification of 830622-23 fa 24 meetings u/util in Karicopa fa 
Phoenix, AZ, respectively, to assess current status of const 
LICITRA.E A Licensing Branch 3 03/05/24 KNIGHTON, 0 H, 

Licensing Branch 3 6pp 10716 339. 84X Fiche 90-520,03/09/84, 

03060206:27 


8306070091 Advises that schedule for responding to five confirmatory 
items fa completion of qualification program for safety- 
related pumps fa valves will be submittod by 030630 
VAN DRUNTiE E Arizona Public Service Co 03/05/31 KNIOHTDN, G, H. 

Licensing Dranch 3 Ip 10739 141. a4X Flch e. 50-920, 03/05/31, 
0306070091 


8306000097 aummarg of B30317 mooting u/utll,C-E fa Bechtel in Bethesda, 
HD re NRC 8303J4 requested Info on environ qua Uf ications 
Environ qualification audit scheduled during wk of 830627 
LICITRA,E a Licensing Branch 3 03/06/01 Licensing Branch 3 

4pp IG787 327, 24X Fiche 50-920, 83/06 /Oi, 0 306000097 


8306200051 Notification of 030608 meeting w/util in Bethtsda,ND to 
discuss conttol room design reyleu), 

LICITRA.E A Licensing Branch 3 03/06/03 KNIGHTON, 0 M 

Licensing Branch 3 3pp. IB909 206 24X Fi che. 50-520, 83/06/03, 

8306200051 


8306200053 Notification of B30628-30 fa 0701 meetings w/util, Bechtel, 
C-E fa EOfaO in Phoenix fa Maricopa County, AZ to conduct audit 
of equipment environ qualification documanta tion, 

LICITRA.E A. Licensing Branch 3 03/06/03 KNIOHTON, G, W. 

Licensing Dranch 3 3pp- 109OS 289 24X Fiche* 5O-520, 83/06/03, 

0306200053. 


D306170265 Forwards marked-up Amend 12 to F8AR SiCtlDH 17, I re GA 
program, for eng i near ing* d esign procurement fa const of 
facility, per 1DCFA50 95if>. 

VAN BRUNT, E E Arizona Public Birvice Co, 83/06/10 STERNBERG, D M 
Region 5, Office of Director 82pp 18077*274 24X 

Fiche 50-928, B3/06/ 10, G306£70269 
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S306170302 ForwArds lApp J to^ ‘*Evd I UAti^n of Pre^^urji^d Thermal bhocli 
Efficts Du» to Sffloi 1 Dreak LOCAs Uf/Lost of FeedL^ater for 
Palo Vtrdo 1 b 2f S -Sc 3 Reactor " Rapt applies to 

only Unit 1 

VAN BRUNTiE E. Arizona Public Service Co 83/06/IA KNIGHTON. G 
Llctniinp Branch 3 3pp 16070 J97 34X Flche 50-520.83/06/14. 

8306170302 


8306170391 Foruiards response to 030503 request Par info Eupp Lcment I09 
03O33S info on F8AR Table 3 2—1 re ituflllty c laisi f icat >on 
af itructurefi «V« components 

VANBRUNTiEE Arizona Public Service Co 63/06/M KNIGHTON. O 
Licinalng Branch 3 Mpp 10801' 005 24X Fiche 50-528.03/06/14. 

8306170351 


8306340498 Guotmary of 030608 meeting u/util in Betho&da.HD re detailed 
control room deiign reviehr 

HCITRA.E A LUenairp Branch 3 03/06/14 Licensing Branch 3 

4pp 18998 001 24X Flche 50-528183/06/14.0306240450 


8306280436 Forwards Amend 1 to environ qualification repi. per 030314 
rt^uast 6 NU8EO-O580 requirements 

VAN BRUNT. E E Arl zona Pub 1 ic Servi c e Co 83/06/24 KNIOKTON. O 
Licensing Branch 3 SSSpp. 19016 297 24X Flche 50-528.03/06/24* 

8306S80436 


E NRC 8afity Evaluation Report <8ER). supple 6 correspondence 


B306130432 Responds to 030320 T’UqueEt for addl info re adequacy of 
electric distribution sgc voltages per BER (NUREO-0057) 

Response re adequacy df util info requested uithin 2 wka 
VAN8 RUNT.ee Aril ana Public Service Co 03/06/07. KNIGHTON. 0 
Licensing Branch 3. 6pp 18021:195 24X Fi che. 5O-S20. 03/06/07. 

8306130432 


8306160900 Adyieei that procedures indicating shutdown cooling relief 
valves arned by manually opening shutdourn cooling sgs 
isolation valves will be utilized until operable law temp 
overpressure alarm available* per NUREO-OBS?* 8uppl 1 
VAMBRUNTiEE. Arl rone Public Service Co 03/O6/J3 KNIGHTON. 0 
Lipsnslng Branch 3 Ip 18064 1&6 24X Piche 90-528.03/06/13. 

8306160500 


B3061 70326 Forinardt proposed amend to FSAR re CE8SAR iodine romoval 
sys li Tsspontes to NRC 030422 l tr Proposed FBAR amend 
eomblned w/responses closes out sump ph Issue in BER 
Ssctlans 6 4 6 19. 4 0 b TNI Hem 111 D 3. 4 

VANBfiUNT.E,E Ari zone Pub 1 tc Bervi ce Co 83/06/13 KNIOHTON.O 
Llctniing Branch 3 8pp 10079 040 24X Fiche 50-520. 83/06/ J 3. 

8306170326 


0306270368 Forwards raapnnses to GER. Buppl 4. Sections 13 3 2 2 fc 
13 3, 2 3 {NURE0“0e57l» f e courses of action necessary In 
unlikely event of emergency at facilities Info ulll be 
included in Rev 3 to emergency plan 

VAN BRUNT* E £. Arizona Public Service Cn. 03/06/15. KNIOHTON.O 
Licensing Branch 3 26pp 18993-214 34X Piche 50-520.03/06/15* 

B306270368 


0306210287 Foruardt program plan issues 6 areas for outstanding items 
re NUREO-0737# Itsm I D 1 re detailed control ropm design 
review per NUREC-0700 requirements I* 8ER, NURE0-0B97 Generic 
Ltr 62-33 issues addressed 

VAN BRUNT* E E Arizona Public Service Co 83/06/17 KNIOHTON.O 
Licensing Branch 3 36pp 1B9I4 030 34X Fiche 50-520.83/06/17, 

6306210267 


0306200317 Submits required data to demonstrate that line voltogp 
regulators perforin as acceptable Isolation device by 
limiting primary current under short circuit conditions to 
foU-load primary current* per SGR <NUaE0-0aS7J 

VAN BRUNT, E £ Arizona Public Service Co 03/06/23 KNIOHTON.O 
Licensing Branch 3. Ip 19001,202 24X Flche 30-520,83/06/23. 

8306280317. 


F, Security, medicalj emergency |* fire pTotaction plans 


8306170396 Forwards description 6 list op objectives for 030511 
emergency preparedness exercise Scenario will be provi-ded 
within 30 days. Comments requested uithin 15 days of ltr 
dets. 

ANOOGNiNIiO C. Arizona Public Service Co 83/08/02 OR INFS, B K 
Oivlsion of Emergency Prependness CPre G30103J I9pp. IQBGG 333 
84X Flchei 90-928, e3/03/82i 83061 70396 


—8306170360 Forwards descriptiun 5 list of objectives for 030511 
emergency preparedness ezerc i sa. Scanar i o will be provided 
within 30 days. Camnents requested within IS days of ltr 
date. 

ANDOONINIiO. c, Arizona Public Service Co 03/03/02 fJARTIRR. 
Region 9* Office of Director. lOpp 10000.352, 24X 

FiCht. 90-920/ 83/03/02. 0006170396 


8306020056 Responds to 830414 ltr re Generic Ltr 02-33 requirements 
concerning 9tippl 1 to NUREG-0/37 Portion of rospoitse 
addressing detailed control room design review does not 
provide all info requested Response requected by 930531 
KNIOHTON.O W Licensing Branch 3 03/O5/JO VAN BRUNT. E E 

Arizona Public Service Co 6pp 10701 349 a4X 
Flche 90-520.03/05/10,0306030056 


8306030357 Advises that addl info re detc-itled control room design 
review per Oenerlc Ltr 02-33 re emorgency response 
capabilities will bo submitted by 03O6J7 

VAN BRUNT. E E Arizona Public Service Co 03/06/01 KNIOHTDN.G 
Licensli^g Branch 3 ip 18705 214 24X Fiche 50-520.03/06/01, 

0306030357 


0306090273 Releases public version of revised emergency plan 
implementing procedures 

FELTON, J M Division of Rules and Records 03/06/03 Docuieent 
Management Branch Ip 10010 067 24X Flche 50-520, 03/06 /0T-, 

0306090273 


—6306090275 Forwards public version of revised emergency plan 
implementing procedures. Incl udmg Procedures EPIP-Ol re 
emergency organi zation, CPIP-02 re emn gency classification 
8c EPlP-04 re alert Implementing actions, 

VAN BRUNT. E E Arizona Public Service Go 63/05/23 KNIOHIDN.G 
Licensing Branch 3 3pp 16810 060 24X Ficho 50-520,03/06/03. 

0306090273 


— 8306090276 Public version of revised emergency plan imp 1 ement Ing 
procedures, me lud ing Procedures EPIP-Ol re emergency 
organization, EPIP-02 re emergency classification & EPIP-04 
re alert implementing actions 

LUCIA.S Arizona Public Service Co 83/03/30 706pp 18810 071 

24X Flche 50-928,03/06/03.03060902/3 


8306200371 Foruaids responses to open items from NRC 030201-03 Fire 
protection audit, 

VAN BRUNT. E E Arizona Pub Ur Service Co 03/06/15 KNIGHTON- 0 
Licensing Branch 3 31 pp 10099 056 34X Ficho 50-520,03/06/15. 
030620037 i 


6306270360 Forwards responses to 8er,Suppl 4, Sections 13 3 2 2 6 
13 3 2 3 (NUREG-0657). re courses of action necessary in 
unllkoly event of emergency at facilities Info will he 
included in Rev 3 to emergency plan 

VAN BRUNT, E E Arizona Public Service Co 03/06/15 KNIGHTON. 0 
Licensing Branch 3 26pp 18993 214 24X Flche 90-526,03/06/15. 

0306270360 


0306270447 Responds to Generic ltr 62-33 re Suppl I to NUREO-073/ 
concerning requirements for emergency response capability 
Unit 1 selected as backup emergency operations facility 
Exemptions from 10-mlle crlteila requested 

VAN BRUNT, E E Arizona Public Service Co 03/06/16 KNiOHrON. G 
Licensing Branch 3 3pp 10992 095 24X Flche 50-528.03/06/16. 

0306270447 


0306210267 Forwards program plan issues & areas for outstanding iteor 
re NUREG-0737, I tern I D i re detailed control room design 
review per NUREO-0700 requirements fc 3rR, NUREG-OBS? Generic 
Ltr 02-33 Issues addressed 

VAN BRUNT, E E Arizona Public Service Co 83/06/17 KNIOHTON.O 
Licensing Branch 3 36pp 10914 036 24X Flche 50-526,03/06/17* 

03062 10207 


G Adjudicatory correspondence 


0306030333 Response to second set of interrogatories Certificate of 
0vc enc] 

BERLIN, K Nest Valley Agricultural Protection Council, Inc 
03/06/01 Office of the Executive Legal Director iOpp 
10709 010 24X Ficho 50-S29, 03/06/01. 0306030333 


— 0306030334 Request for production, of documents Identified In resporisi 
to first second set of Interrogatories fc documents 
requested in interrogatories Certificate of Sve end 
BERLIN, K Nest Valley Agricultural i’rotection Council, Inc 
03/06/01 Arizona Pub Ur Service Co 6pp. 10709 028 24X 

Fiche 50-529,03/06/01.8306030333 


—0306030335 Response to second set of interrogatories Certificate of 
Sve end, 

BERLINiK Nest Valley Agricultural Protection Council, Inc. 
03/06/01 Arizona Public Service Co, 42pp 18709 034, 24X 

FI Che 50-929, 03/06/01 * 0306030333 
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03Q&15O3?a stipulation agreoing that fnations to compel intorropatory 
aTiiuflT4 due B30715 & supplemental info responding to 
1 7}tirT'Q gator ies due G30701 Propooed order t< Certificate of 
Sve end 

D^PEYiC S Hearing Branch 3 DERLiNi K Uest Valley Agricultural 
Protection Counci li Inc PLATTj W Joint App 1 icants-Palo Verde 
B:3/06/01 5pp 18B47 MO 24X Flche 50-529. 83/06/01, 63061 50390 


6306090311 Nithdraufal of G30&26 request bo extend time to respond to 
revised discovery schedule No addl time needed to review 
schedule Schedule acceptable Certificate of Bve end 
DEHEV,L B Hearing Branch 3 83/06/06 Atomic Safety and 

l-icensing Board panel 3pp 18795 196 FUhe 50-529.63/06/08, 

6306090311 


S30610007S Forwards Nest Valley Agricultural Protection Council. Inc t< 
Joint Applicants stipulation re discovery schedule mod 
ENO.H B Nest Valley Agricultural Protection Council, Inc 
63/06/09 LAZO, R M Atomic Safety and Licensing Board Panel Ip 
16603 164 S4X Fiche 50-529,63/06/09.8306100075 


— 6306100076 Stipulation agreeing to comply u/provl s ione of pT-oposed 
order, unless & until further mod requested by parties A8LD 
should enter end order re discovery schedule mod 
BERLIN, K West Valley Agricultural Protection Council, Inc 
PiATT.W E Joint App 1 i c an ts -Pa 1 o Verde PLATT, W E Bnell t, 
Wiimer 83/06/09 6pp 18003 165 24X Fiche- 50-529, 83/06/09, 

D30 6 100075 


B306M0429 Requests info needed to complete review of util proposed 
salt deposition impact monitoring plan 

D^^EY, L 8. Hearing Branch 3 83/06/10 PLATT, U E Gnell U Uilmer 

f»LATT, W E Ariiona Public Service Co 2pp 10830 045 a4X 
F i Che • 50-520. 03/06/10, 0306140429 


6306150304 Request for production of documents Certificate of Bve end 
CRANFORD.V A Joint Applicants Palo Verde CRAWFORD.VA Bnell <( 
Hllmer 83/06/10 Nest Valley Agricultural Protection Council, 
rnc lOpp 10849 152 24X Fiche- 50-529, 83/06/10,8306150304. 


6306160622 Order directing motions to compel re interrogatory ansuiars 
{»« filed by 830715 Supplemental responses to interrogatories 
to be filed by 030701 

LAZO, FZ M Atomic Safety and Licensing Board Panel 83/06/14 Ip. 
18065 073 24X Fiche 50-529,63/06/14,8306160622 


6306160629 Order delineating schedules for deposi tions, d Iscovcny on 
crop study 6 pretrial preparation 

LAZO, R. h. Atomic Safety and Licensing Board Panel 83/06/14. 4pp 
I8a&6 1S2 24X Fiche 50-529,63/06/14.8306160629 


6306210264 Request for production of documents Certificate of Bve and 
OENEY, L 8 Hearing Branch 3 83/06/17. Nest Valley Agricultural 

Protection Council, Inc 4pp 18915 027 24X Fiche 50-529, 

63/06/ 17i 6306210264 


6306210266 Request for production of documents Cartlflcate of Bve 

ene l 

OCNEY, L. 8 Hearing Branch 3 03/06/17 Arliona Public Service 

Co 4pp 18914 005 a4X Fiche 50-529,03/06/17,6306210268 


0306240284 Forwards util 830426 application for 8NM license 

DENE/rL 8 Heoring Branch 3 03/06/21 LAZQ, R M , CALLIHAN, 0 • 

COLEiR F- Atomic Bafety and Licensino Board Panel. 149pp. 

IG979 291 a4X Fiche 50-529,63/06/21,0306240284 


O Inspection reports, IE Bulletins I, cot respondencB 


03O61OOOD9 Addl response to TOIA request for documents dtd 62010J or 
afttr re BALP Forwards App A documents Documents also 
available in PDR 

FELTON. J H Divieion of Rules and Records 63/04/tl CLARK. R. Ban 
Francisco Examiner 3pp, 18815 252 24X Fiche. 50-000, 83/04/11. 

0306100009 


— S30610D014 Submits schedule for Region V BALP Board neetinge for 
820926-630523 

ENOELKEN.R H. Region 5, Office of Director 05/03/19. 

DENTON, H R, Office of Nuclear Reactor Regulation, Director Ip. 
18815-255 24X Fiche i 50-000, 83/04/1 1, 8306100009 


63 0 6070252 Forwards IE ln*p Repts 50-520/03-18,50-529/83-10 1, 
50-530/83-00 on 630301-0430 It notice of violation 
BTERNBERO, D. H Region 5, Office of Director. 83/05/25 VAN 
ORUNT.E E Ariiona Public Service Go 2pp. 10740-340. 24X 

Fiche, 50-520, 83/05/25, 8306070252 


—8306070253 Notice of violation from insp on 830301-0430. 

VORDERBRUEOOEN Region 5, Office of Director. B3/05/2S. 2pp, 
13740 342 B4X Fiche 50-528,63/05/26,8306070252 


—0306070256 ZE Insp Repts 50-328/03-18.50-529/83-10 Sc 50-530/83-08 tin 
830301-0430 Noncomp 1 i an ce noted power cables for containment- 
spray pump drive motors u/unsupporied lengths longer than 
24 inches St cables trays not grounded at both ends 
VOROERBRUeOOEH, YOUNQ, j Region 5. Office of Director 03/05/24. 
App 1B740 344. 24X Fiche 50-526.63/05/25,0306070252 


83051 1045B tE Info Notice 03-32# '^Ruptured Am-241 Gourcet Containid In 
Nell Logging Device Sve list end. 

Taylor. J K. Division o-f Safeguards it Inspection Programs (Past 
030103) 63/05/26 Consolidated Edison Gc. of New York, Inc 
125pp 16031 040. SAX Fiche 50-000,03/05/26,8305110450 


B305110460 IE Info Notice 03-34, "Event Notiflcetion Info Worksheet ** 
8vc list end 

JORDAN, E L. Division of Emergency Preparedness l( Engineering 
Response (Pijst 830103) 83/05/26, Consntidated Edison Co. of New 

York. Inc ilSpp 16732.065 24X Fiche. 50-000, 03/05/26, 8305110460. 


0305110461 IE Info Notice 03-35, ^'Fuel Havement M/Control Rods 
Nlthdrawn at QNRs. ** 8vc list and 

JORDAN, E L Division of Emergency Preparedness tc Enginaering 
Response iPost 000103) 83/05/31 Cnneolldated Edison Co of Hew 

York, Inc it6pp 1S7P2 206 24X Fiche 50-000x03/05/31,0305110461. 


0305110464 IE Info Notice 83-36, ''Impact of Becurity Prectlees on 8afe 
Operations,'* 8vc list end. 

JORDAN, E L Division of Emergency Preparedness l< Enginsering 
Response <Past 830103). 83/06/09 C-onsoi itfatid Edison Ce. of New 

York, Inc. 119pp. 18030 280. 24X Fiche- 50-000, 03/06/09, 0305110464 


8306200450 Forwards IE Insp Repts 50-520/83-19 It 50-529/83-11 on 
030502-31 No noncomp 1 lane e noted. 

STERNBERG, D H. Region 5 j Office of Director, 03/06/09, 
ANOOONINI, OC Ariiana Public Bervice Co 2pp 19020 160 24X 

Fiche 50-526,03/06/09,6306260450 


—0306200452 t£ Insp Repts 50-529/83-19 «< 50-529/03-11 on 030502-31 No 
noncompliance noted Major areas inspec tod, startup tetting 
procedures, plant d tan 1 iness, con trol room cooler line 
rupture tc allegation re lifting of leads. 

FIORELLI,© , JOHNSTON, 0 , YOUNO, T Region 5, Off I e# of Director. 
83/06/03 6pp. 19020 170 24 X FUhe 50-920,03/06/09*8306200450. 


0305110470 IE Info Notice 83-30, "Defective Heat 9ink Adhesive t, 
aelsmlcally Induced Chatter in Relays Uithih Printed 
Circuit Cards " 0vc list end 

JORDAN, E L Division of Emergency Preparedness It Engineering 
Response (Post 030103} 03/06/13. Consolidated Edison Co of Hew 

York, Inc llSpp 18920 225 24X Fiche: 90-000, 03/06/13, 03091 10470 


8306090010 IE Info Notice 03-37, "Transformer Failure Resulting From 
Degraded Internal Connection Cables " Sve list end. 

JORDAN, E. L Division of Emergency Preparedness I, Engineering 
Response (Post 030103) 03/06/13 Consolidated Edison Co, of New 

York, Inc 243pp 10921.001, 24X Fi c he, 50-000, 03/06/13, 0306090010. 


6305110475 IE Info Notice 03-40, "Need to Environmentally Ouelify 
Epoxy Grouts I, Sealers. " 8vc list end. 

JORDAN, E L Division of Emergency Preparedness It Enginsering 
Response (Post 030103). B3/06/22, Cons oil dated Edison Co of New 

York, Inc. 115pp 19021 179 S4X Fiche: 50-000, 83/06/22, 0305110475 


0305110477 IE Info Notic# 03-41, "Actuation of Fire Buppression Sys 
Causing Inoperability of Safety-Related Equipment ** 0yc list 
end 

JORDAN, E L Division of Emergency Preparedness It Engineering 
Response (Post 830103). 03/06/22 Consolidated Edison Co. of New 

York, Inc 120pp. 18997.007 24X Fiche: 50-000, 83/06/22, 0303110477. 


8305110479 IE Info Notice 03-42, "Reactor Hade Bwitch Half unciione. " 
Sve list end, 

JDRDANtE L Division of Emergency Preparedness It Engineering 
Response iPost 63D103) 03/06/23 Consolideted Edison Co. of New 

Yorkf Inc, ll6pp. 18996-248 24X Fiche. 50-000, 03/06/23, 0303110479. 


8305110483 lE Info Notice 03-43* "Improper Battings of Intermediate 
Range (1R> High Flux Trip Betpointe. •* Sve list end. 

JORDAN,E L, Division of Emergency Preparedness It Engineering 
Responee (Post 830103) 83/06/24 Consolidated Edison Co of New 

York, Inc. ii6pp. 19046-297. 84X Fiche 50-000,83/06/24,0303110403. 


8 Reporteble occurrences, LERs It related correspondence 


8306010289 Interim Pefiqiency Rept DER 83-22 re feilurs of ITE Oould 
circuit breaker for hydrogen recomtlner to function 
properly Inltielly reported on G304I3. Sechtel b Rockwell 
Inti working an circuit breaker Next rept by 831100 
VAN BRUNT* E.E Arizona Public Service Co 03/05/11. STERNBEROr D. K 
Region 5* Office of Director. 3pp 1 0672- 195. 24X 

Fiche 50-520,03/05/11,0306010289 
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630&0t03-41 f?ev 1 to final Deficiency Rept DER Bl-29 re falli/re of rf'VBTM 
A490 bolts Initially reportad on B1052J Detective bolts 
replaced Insp program Implemented to verify belt tension 
Also reportable per Part Si 

VAN BRUNTrE E Arizona Public Service Co S3/0?/l 1 STERNflERDrD M 
Region S< Office of Director 4pp, jGfiBl:aB9 34X 
F 1 c h e : 50"S29i 83/05/ 1 1 r a304iH 034 1 


03OiOtOO7A Interim Deficiency Rept DER re main »fceam relief valve 

tests exceeding 57. blouidoun limit Initially reported on 
830239 Submittal of final rept extended to 830630 

VAN BRUNT^E E Arizona Public Service Co S3/0S/16 STERNBERG. D N 
Region 5. Office of Director 3pp IBA74 096 24X 

Fiche 30-528.83/03/161 B30&0 10076 


8306010119 Interim defieiencg rept re underground cables to startup 
transformers unable to carry Pull -load current at naz site 
soil tamp Initially reported on 931126 Final rept submittal 
extended to S30729 due to extensive investigation 

VAN ERUNTiE E Ari zone Public Service Co 93/05/16 BTERNDERO. D N 
Region 5. Office of Director &pp 19673 360, 24X 

Fiche 50-528. 83/03/ 1 6i 83 06010 1 1 9- 


8306010272 Rev 2 to Final Deficiency Rept DER 92-78 re improperly 
crimped termination lugs ira control panels for water 
chillers supplied by Carr i er« revi sing panel numbers 
Initially reported on 821217 Also reportable under Part 21 
VAN BRl/NT.E E Arlmne Public Service Co 03/05/16. BTERNUERO. D M 
Region 5. Office of Director 3pp 10672’ 246 P4X 
Fiche: 50-52Bi 83/05/16. 8306010272 


8306010072 Rev I to Interim Deficiency Rept DER 02-6J re potential foi 
reactor coolant pump diffusar ring cap screws to fax) 
damage pump Initially reported on 021021. C-E reviewed 
potential failure mechanisms Final rept by 930725 

VAN BRUNT. E.E. Arizona Public Service Co, 93/05/19 STERNBERG. D N 
Reg Lor 5. Office of Director 4pp. 10673 274 24X 

Fiche 50-529. 83/05/18. 0306010072 


—8306010067 App S to. "Hetal 1 urg i cal Exam of D1 f fuser/Reactor Coolant 
Pump Casing Bolts Returned From AZ Unit 2 (791350) ” 

DOLLANBKV. K W Combustion Engineering. Inc TR-V-MCM-OOa 
83/01/25 i4pp 18673 316 24X Fiche 50-5SB. 83/05/10, 830601007S 


8306070225 Final Deficiency Rept DER 93-23 re failure of N5IV bypass 
valves to close in required time. Initially reported on 
630419 Solenald valve replaced Problem Inves tigation request 
issued by Bechtel Also reported per Part 21 

VAN BRUNT. E E Arizona Public Service Co, 93/05/19 8TERNDER0, D M 
Region 5. Office of Director Spp 19744.217 24X 

Fiche; 50-528. 83/05/19. 8306070225 


B306100203 Part 21 rept re deficiency in six emergency standby diesel 
generator sets mfg by Cooper Energy Bves Jacket water heater 
6 lube oil heater will be replaced w/40 kN 19 kW versions, 
respectively, to maintain IBO F standby temp 

BTOLBA.F fl Copper Industries. Inc B3/05/20 Director's Office. 
Office of Inspection and Enforcement 2pp I9B06 007, 24X 

Fi ch »’ 50-528. 63/05/20. 8306 1 00203 


830607007G Interim De ficlency Rept DER 02-63 re design calculation 
arror in refueling water tank seismic respanse. Initially 
reported on 921026 Time extension requested until 830624 to 
submit fine! rept 

VAN BRUNT. E E Ariione Public Service Co 83/05/24 STERNBERG. D. W 
Region 5. Office of Director 2pp. 10739*272 24X 

Fiche 50- 528r 83/05/ 24 . 8306070079. 


6306070104 Interim Deficiency Rept DER 63-15 re ASTM A354 anchur bolt 
supplied by Harethon Steel breaking under installation 
torque after test acceptance Initially reported on 030310 
Alternate column base anchoring detail will be installed. 

VAN BRUNT, EE Ari zona Public BerviceCo 93/05/24 BTERNBERO. D 'M 
Region 5, Office of Director. Spp 19739,172 24X 

Fiche, 50-529. 83/05/24,8306070104. 


—6306070107 ''Failure Analysis of 48TH A-394 Dolt for Palo Verde Nuclear 
Oeneratlng Dtetion " 

BINGHAN. NG. . GONZALES. J. C . 8CHHIDT. D. R. Bechtel Corp, 0303-03 
PA m/oo.r., ... 177. a4X Fiche* 30-529,03/05/24. 


t DER 03-25 re lack of Instrumentation 
ulremints, Initially repprted 
pt will be submitted by 

Service Co. 03/09/26 BTERNOERO.D jM, 
5pp. 10003,259. 24 X 

0 


0306170341 Interim Deficiency Rept DER B3~30 re broken anchor bolt A3b4 
on feeduioiter pump during torquing Initially roportid on 
030505 Test program developed conducted bo asaess torque 
values final rept expected fay 03OB17 

VAN BRUNT. E E Arizona Publir Service Co 93/06/06 5TERNBER0. D || 
Region 5, Office of Director 3pp IDOQO 206 24)( 

Fiche 50- 529 , Q3 /06/ 06 , 8306 1 7034 1 


0306170366 Interim Deficiency Rept DER 03-31 re temp rise in dle^p] 
generator cuntrol cabinet potentially exceeding design 
requirements Initially reported on 830505 Bechtel Cooper 
Energy Sves evaluating condition Final rept by 830906 
VAN BRUNT, E E Arizona Publir Service Co 93/06/06 STERKlBERO>n N 
Region 5. Office of Director 3pp 180BO 319 24X 

Fiche 50-520.83/06/06.8306170366 


8306130150 Part 21 rupt re solenoid activated va Ives, Model s /7C'OOJ L 
77C-003 Defects include incorrect valve assemb ly, slgni f leant 
missing parts, limited switch valve position indication 
failures & failure of valve to open close 
PUTTARINl.D M Target Rock Corp 83/06/07 DEVOUNO. R C 
DiTector'^B Office, Office of Inspection and Enforcement 9pp 
19024 267 24X Fiche 50-528.83/06/07,8306130150 


0306230318 Advises that final Deficiency Rapt DER 03-14 re Uesiinghousi 
diosel generator piotoctive relay failures due to leaking 
capacitors •uiill be submitted by B30B31 Delay due tn 
extensive investigation & evaluation 

VAN BRUNT, E E Arizona Public Service Co 83/06/08 STERNDERO. D 11 
Region 3, Office af Director 2pp 1Q944 164 24X 

Fiche 50-520. 93/06/00. 8306230318 


8306230379 Rev I to interim Deficiency Rept DER 02-73 re excessive gap 
between pipe & pipe clamp across ITT Orinnell pipe support 
clamps Initially reported on 821124 Clamps acceptable w/twn 
or four-area contact Final rept to be submitted by 030901 
VAN BRUNT, E E Arizona Public 8ervice Co 93/06/00 STERNBERG. BH 
Region 5, Office of Director 3pp 1G943 244 24X 

Fiche 50-529,93/06/00.8306230379 


DOCKET BTN-50-&30 PALO VERDE NUCLEAR STATION, UNIT 3 


A Ap pi icati on/c onstruction stoge documents ^ correspondence 


8306140225 Forwards Conference Notes CN-E-1255 from 830323 meeting 
w/util. couTkse 1 . Bech tel. NRG 6 C-£ in Nashlngton. DC re 
post-LQCA containment sump 

WILSON. U M Dechtol Corp 83/04/14 VAN BRUNT, E E Arizona Publii 
Service Co 3pp 10044 322 24X Fiche 50-520.83/04/14.8306140225 


0306000281 Partial response to FOIA request for documents re 
R Gunderson b Rechtel allegations concerning electrical 
problems at facilities App A Documents 1 & 2 available in 
fOn Documents 13,4 i 5 withheld (ref FOIA Exemption 5) 

FELTON. J M Division of Rules and Records 03/04/20 VOUNO. N C 
Government Acenuntab i 1 i ty Project 3pp 10770 354 24X 

Fiche 50-529, 9G/04/28, 0306080201 


0306020627 Notification of Q30622-S3 6 24 meetings u/utH In Maricopa 
Fhoeni X. AZ. respect Ively, to assess current status of const 
HCITHA,E A Licensing Branch 3 03/05/24 KNIGHTON, 0 U 

Uicansing Oranch 3 6pp 18716 339 24X Fiche 50-520,03/05/24. 

0306020627 


9306070091 Advi&es that schedule for responding to five confirmatory 
items L completian Of qualification program For safety- 
ralatad pumps St valves will be submitted by 630630 
VAN BRUNT, E E. Arizona Public Service Co B3/05/31 KNIGHTON, 
Licensing Branch 3 tp 18739 141, 24X Ficha 50-528.03/05/31. 

0306070091 


63D6090097 Summary of 830517 meeting w/util.C-E 6 Bechtel in Dethesdai 
MD re NRG 930314 requested info on environ qualifications 
Environ qua 1 if i cat! on audit scheduled during wk of 030627 
L.ICITRA 1 E A Licensing Branch 3 83/06/01 Licensing Drench 3 

4pp. 18707 327 24X Fiche 50-520.83/06/01,0306080097 


8306200051 Notification of 830600 meeting u/util in Bethesda. HD to 
discuss control room design rovlew 

LICITRA. 6 A Liconsing Branch 3 03/06/03 KNIGHTON. 0 M 

Li cansing Branch 3 3pp 10908 286 24X Fiche 50-528,83/06/03. 

0306200051 


9306200053 Notification of 830628-30 It 0701 meetings w/utl 1. Dechte], 
C-E It EGliG in Phoenix & Maricopa County. AZ to conduct audit 
of equipment environ qual if ication documentation 
LICITRA, E A Liconsing Branch 3 03/06/03 KNIGHTON. 0 W 

Llcanslng Branch 3 3pp 1B908‘ 089 24X Fiche 50-528.83/06/03, 

8306200053 
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3ff7 


630&17026& Faruards marked-up Amend 12 tu hSAR Section 17 I re ftA 
program for eng i neering* dec i gn procurement <f con&t of 
facility, pel lCCrR50 55(f) 

VAN BRUUT, E C Ariiona Public Service Co BG/06/10 fiTERNBErtO* » M 
Region 5, DPPice of Director 02pp 18077 274 24X 

Fiche 50-528. □3/06710, B3061702A5 


B3061703D2 Foruiards App J to, ''Evaluation of Pressuiiied Thermal Shock 
Effects Due to Bmoll Break LDCAs W/Loes of Feeduater for 
Palo Verde 1 S< St P L 3 Reactai Vessels " Rept applies to 
only Unit 1 

VAM BRUNT, E E Arizona Public Service Co 03/06/14 KNIOHTDN.O 
Licensing Branch 3 3pp 10070 197 24X Tichc 50-520,03/06/14, 

G3 06 170302 


8306170351 Fortuards response to 030503 re<iue-Bt for info supplementing 
630322 info an FSAR Table 3 2-1 re quality classification 
of structiir ea, sy B K components 

VAN BRUNT, C E Arizona Public Service Co 83/06/14 KNIGHTON, 0 
Licensing Branch 3 Upp 100Qi 005 24 X Fichu 50-523,03/06/14, 

8306170351 


B30&S4045B Summary of 030600 meeting ui/utll in DetheBda,hfD re datallod 
control mom design revieie 

ClClTRAi b A Licensing Branch 3 B3/06/14 Licensing Branch 3 

4pp 10970 001 a4X Fiche 50-520,63/06/14,0306240450 


6306200436 Forwards Amend J to environ qualification roptrper B30314 
request €< NURfIO-0580 requirements 

VAN DRtINl.E C Arizona Public Service Co 83/06/24 KNIGHTON, O 
licensing Branch 3 22Bpp 19016 297 24X Fiche 50-530,03/06/24, 

3306230436 


E NRC Safety Evaluation Report <SER), supple fc correspondence 


03O613O43B Reapouds to 830320 request for addl info re adequacy of 
electric distribution ays voltages per SCR (NVREO-OQ57) 

Response re adequacy of util info requested within 2 wks 
VAN BRUNT, E E Arizona Public Service Co 83/06/07 KNIGHTON, 0 
Licensing Branch 3 6pp 10021 195 24X Fiche 50-520,83/06/07, 

8306130432 


8306160500 Advises that procedures indicating shutdouin cooling relief 
valves armed by manually opening shutdown cooling sys 
isolation valves mill be utilized until oporable low temp 
overpressure alarm aval lab J e, per NUREO-OB57, 9upp 1 1 
VAN BRUNT, E E Arizona Public Service Co 33/06/ 13 KNIGHTON.© 

Licensing Branch 3 Ip 10864 156 24X Fiche 50-528.03/06/13, 

0306160500 


0306170326 Forwards proposed amend to F3AR re CESSAR iodine removal 
sye b respansos tu NRC 030420 Itr Proposed FfiAR amend 
combined ui/responses closes out sump ph issue in SER 
Bections 6 4 It 15 4 S & THI Item III D 3 4 

VAN BRUNT, E E Arizona Public Service Co 83/06/13 KNIGHTON, 0 
Licensing Branch 3 0pp 10079 040 24X Fiche 50-520.03/06/13. 

0306 1 70026 


8306270366 Forwards responses to SERiSuppl 4. Sections 13 3 0 2 6 
13 3 2 3 ( NUnEG-0857>j re courses of action necessary in 
unlikely event of emergency at facilities Info will he 
included in Rev 3 to emergency plan 

VAN BRUNT, E E. Arizona Public Service Co 83/06/15 KNIGHTON, O 
Licensing Oranch 3 26pp 10973 Si4 24X Fiche 50-520.83/06/15, 
8306270360 


8306210207 Forwards program plan issues 6 areas for outstanding Items 
re NUREiO-0737, I tom I D 1 re detailed control room design 
T evtow per NLIREG-0700 requirements & 3FR, NUREO-0857 Generic 
Ltr 02-33 issues addressed 

VAN BRUNT, E E Arizona Public Service Co 83/06/17 KNIGHTON.O 
Licensing Branch 3 36pp 10914 030 24X Fiche. 50-528, 03/06/ 1 7, 

8306210207 


B3O630O317 Submits required data to demonstrate that line voltage 
regulators perform as acceptable isolation device by 
limiting primary tgrront under short circuit conditions to 
full-toad primary current, per SER <NUREO-O057) 

VAN BRUNT, E E Arizona Public Service Co 83/06/23 KNIGHTON,© 
Licensing Branch 3 Ip 19001 S02 24X Fiche 50-520,03/06/23. 

□306200317 


F Security, medical, emergency I, fire protection plans 


8306170356 Forwards description list of objectives for 830511 
emergency preparedness ezerclse Scenario will be provided 
within 30 dags Comments requested within 15 days of Hr 
date. 

ANDDONINI.O C Arizona Public Service Co, 83/03/02 0RJI1EB,B, K 
Division of Emergency Preparedness IPre 030103) 19pp 10000; 333. 
a4X Fit h e: 50-538, 03/03/02, 0306170356 


— 8306170360 Forwards description & list of objectives for 830511 
emergency preparedness exercise Scenario wilt be provided 
ulthin 30 days Comments requested within 15 days of ltr 
date 

ANDOONINI,© C Arizona Public Service Co 83/03/02 MARTIN. R 
Region 5, Office ef Director lOpp 100BO 352, 24X 

Fiche 50-526,83/03/02.0306170356 


8306020056 Responds to 030414 lir re Generic Ltr 82-33 requirements 
concerning Suppl 1 to NUOEO-0737 Portion of response 
addressing detailed control room design review does not 
provide all info requested Response requested by 030531 
KHlOHTaN, OW Licensing Branch 3 83/05/10 VAN DRUNT, E. E 

Arizona Public Service Co 6pp 18701 349 24X 

Fiche 50-528, 03/05/10, B306020056 


930603035? Advises that addl info re detailed control room design 
review per Generic Ltr 82-33 re emergency response 
capabilities will be submitted by 030617 

VAN BRUNT. E E Arizona Public Service Co 83/06/01 KNIGHTON. 0 
Licensing Branch 3 Ip 10705.214 S4X Fiche 50-52 B, 03/06/01 , 
0306030357 


8306090273 Releases public version of revised emergency plan 
imp lementirg procedures 

FELTON. J li Dlvie-lon of Rules and Records 03/06/03 Document 
Management Branch Ip 18910 067 24X Fi che* 30-520. 03/06/03, 

0306090273 


— 0306090275 Forwards public version of revised emergency plan 
implementing procedures, includ 1 ng Procedures EPIP-Ot re 
emergency organization, EPIP-02 re emergency classification 
6 EPIP-04 re alert implementing actions 

VAN DAUNT, EE Arizona Public 0epvice Co 83/05/83 KNIGHTON,© 
Licensing Branch 3 3pp 18010 060 24X Fiche; SO-520, 03/06/03, 

□306070273 


— 0306090276 Public version of revised emergency plan implementing 
pr pcadur es, Includ 1 ng Proceduros EPIP-01 re emergency 
organ! zatlon, EPIP-02 re emergency classification t* EPlP-04 
re alert implementing actions 

LUCIA, 8 Arizona Public Service Co 03/03/30 7O0pp 10010.071 
24X Fiche 50-528,03/06/03,8306090873 


0306200371 Forwards responses to open items from NRC 830201-03 fire 
protection audit 

VAN BRUNT, E E Arizona Public Service Co 93/06/15, KNIOftTDN.O 
Licensing Branch 3 31pp 10099 056 24X Fiche SO-520, 03/06/15, 
0306200371 


6306270360 Forwards responses to SER, suppl 4iBectidns 13 3 2.2 8« 

13 3 2 3 (NUREO-0857), re Courses of action necessary in 
Unlikely event of emergency at fflclllties Info will be 
Included in Rev 3 to emergency plan 

VAN BRUNT. E E Arizona Public Service Co 03/06/15 KNIGHTON, 0 
Licensing Oranch 3 26pp 10993 214 24X Fiche 60-520.03/06/15, 

8306270360 


8306270447 Responds to Generic Ltr 02-33 re Suppl 1 to NUREO-0737 
concerning requirements for emergency response capability 
Unit 1 selected as backup emergency operations facility 
Exemptions Prom 10-mile criteria requested 

VAN BRUNT, E £ Arizona Public Bervlca Co 03/06/16 KNIOHTON,© 
Licensing Branch 3 3pp 1B792 095. S4X Fiche 50-520,83/06/16, 
8306270447 


0306210287 Forwards program plan Issues 6 areas for outstanding Items 
re NUME0-07a7, Item 1. 1> i re detailed control room design 
review per NUREG-O-700 requirements I, 0FR, NUREO-0057 Generic 
Ltr 08-33 issues addressed 

VAN BRUNT, E E Arizona Public Gervlce Co 03/06/17 KNIGHTON, 0. 
Licensing Branch 3 36pp. 10914-030. B4X FI the, 50-528, 03/0 6/1 7t 

8306210287. 


G Adjudicatory correspondence 


B30603O333 Response to second set of Interrogatories Certificate of 
8vc end 

SERLINiK West Valley Agricultural Protection Councilt Inc 
03/06/01 Office of the Executive Legal Director. lOpp 
10709 010. 24X Fiche 30-529,03/06/01,0306030333 


— 0306030334 Request for production of documents Identified in response 
to first L second set of Interrogatories l< documents 
requested in InteTrogatorles. Car ti f tea te of Bve sneJ. 

HERLINzK West Valley Agricultural Protection Council, Inc. 
03/06/01 Arizona Public Service Co 6pp 18709' 020 P4X 
Fiche 50-529,83/06/01,0306030333 
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— 6306f}203D& Responsv to second set of in terra{|4torle& Certificoto of 
Qvc end 

BERLIM*K Uest Vallcij Agr i cul tijral (Protection Councils Inc 
03/0^/01 Arizona Public Service Co -^Spp J07O9 034 P4X 

Fiche 30-329, 03/06/01, 8 306030333 


0304130390 Stipulation agreeing that ntotjone to ccrripel interrogotory 
antuers due 030715 8r supplemental info responding to 
Interrogator i ee due 030701 Proposed order Certificate of 
Svc and 

DE4fEV,L 8 Hearing Branch 3 DERLIHiK Ue»t Vail eg Agricultural 
Protection Counclli Jnc PLATT,W Joint App 1 icants-Palo Verde 
03/06/01 5pp 10047 140 84 X Fich o' 50-589, 83/04/01, 8306150390 


0306090311 Mithdraual of 030526 rettuest to extend tieir to respond to 
revised discovery schedule. Na eddi time needed to review 
schedule Schedule acceptable Certificate of Svt end 
DEWaV, L S Hearing Branch 3 03/06/00 Atoalc Safety and 

Ltcenelng Doard Panel. 3pp 10795 196 24X Fiche 50-529,03/06/00. 

B30609031 1 


8306100075 Foryard# West Valley Agricultural Protection Council, Inc l< 
Joint Applicants stipulation rc discoverg schedule mod 
END, fr Q West Valleg Agricultural Protection Council. Inc 
83/06/09. LAZO, R M Atomic Safetg antf Licensing Board Panel Ip 
10003 164. B4X Fiche 50-529, 83/06/09, 0306100075 


— 8306100078 Stipulatidn agreeing to contplg y/provislons of proposed 
order, unless Ic until further mod requested by parties ASLB 
should enter encl order re discovery schedule nod 
BERLiNrK Host Valley Agricultural Prnicction Council, Inc 
PLATT, H E Joint Appl 1 cants-Pa I o Verde PLATT. W E. BneU «e 
Wllmer 03/04/09 6pp 10003 165 24X Fi che ; SO-429. 03/06/09, 

8306100073 


B306M0489 Requests info needed to complete revleu of util proposed 
salt deposition impact monitoring plan 

DEUEYpL a Hearing Branch 3 03/06/10 PLATT, H,E 0nelt 6 Milmer 

PLATT, H E. Arizona Public Service Co 2pp 18838 045 24X 

Fiche 50-588.03/06/10,8306140489 


9306130304 Request for production of documents. Certl f 1 cate of Svc end. 
CRAHFORD.VA Joint Applicants-Palo Verde CRAWFORD, V. A 8neJ 1 & 
Wllmer. 03/06/10. West Valley Agricultural Protection Council, 
Inc. lOpp 10049 IBS S4X Fiche 50-529,83/06/10,8306150304 


8306160638 Order directing motioni to compel re interrogatory ansuers 
be flltd by 830715 Supplemental responses to- interrogatories 
to be filed fay 830701 

LAZQtR.H. Atomic Safety and Licensing Board Panel 83/06/14 Ip 
1BB65 073. 34X Fiche* 50-529, 03/06/14, 0306160622 


8306160629 Order delineating schedules f-or depositions, d iscovery on 
crop study pretrial preparation. 

LAZO, R H Atomic Safety and Licensing Board Panel 03/O6/X4 4pp 
18866.122 24X Fiche 50-529,03/06/14,0306160629 


0306210844 Request for production of docume nts. Certl f i cate of Svc encL 
DEWEVfL.S. Hearing Branch 3 03/06/17 West Valley Agricultural 

Protection Council. Inc. 4pp. 10915 027. 84X Fiche; 50-529. 

83/06/17, 0306810264. 


8306210860 Request for production of documents Certificate of 8vc 
enc 1 

DEWEY, L B Hearing Branch 3 83/06/17 Arizona Public Service 

CP. 4pp. 18914 005. 84X Fiche- 50-529,83/06/17,0306210260. 


8306240204 Foruerds util 630426 application fnr 8HH license. 

DEWEY. L O Hearing Branch 3 83/06/21 LAZD.RH, , CALLlHAN. D. , 

COLE, R. F. Atomic Befety and Licensing Board Panel I49pp 
£0979.291. 84X Fi c he; 50-529, 03/06/21 , 8306240204 


Q Inspection reports, IE Bulletins L correspondence 


^09 Addt response to FDIA request for documents dtd 080101 or 
-e 0ALP Forwards App A documents Documents «lso 
In PD«. 

Division of Rules and Records. 83/04/li. CLARK, R 9an 
•-miner. 3pp. 10915:852. 24X Fi che. 50-OOQ. 83/04/1 1, 


4r Region V 8ALF Board meetings for 

fice of Director. 82/03/19 

ear Reactor Regulation, Director Ip. 

0, 03/04/11, B3061 00009 


8306070252 Forwards l£ Insp Repts 50-320/83-10,50-529/80-10 L 
SO-SSO/OJ-OO on 030301-0430 b notice of violation 
9TERNBER0. D « Region 5, Office of Dii ector 03/O&/25 VAH 

BRUNT, E B Aritona Public Seivite Co 3pp IB740 340 24x 

Fiche 50-538, 03/05/25, 8306070252 


—0306070256 IE Insp Repts 50-520/83-18,50-529/83-10 b 50-530/83-08 on 
030301-0430 Noncomp 1 lance noted ppuJor cables for coniainnient 
spray pump drive motors w/unsupported lengths longer than 
24 inches tt cables trays not grounded at bath ends 
VORDERDRUEOGEN, YOUNG. T Region 5, Office of Director 03/05/2+ 
6pp J8740 344 24X Fiche 50-528,33/05/25,0306070252 


0305110458 IE Info Notice 83-32, "Ruptured An,-241 Sourcas Conlaintd |n 
Well Logging Device '* Svc list encl 

TAYLOR, J H Division of Safeguards 5. Inspection Programs (Post 
030103) 83/05/26 Consolidated Edison Co of New Vorki Inc 
125pp. lea'Ji 043 24X Fiche 50-000,03/05/26.0305110458 


8305110440 IE Info Notice 83-34. "bvent Notification Info Worksheet * 
Bve list encl 

JORDAN, C t Division of Emergency Prepavodnoss L Pnglneerlng 
Response (Post 830103) 03/05/26 Consolidated Edison Co of Hew 

York. Inc llDpp 18732 085 24X Ficho 50-000. 83/05/86, 03051 10460 


8305110441 IE Info Notice 83-35, "Fuel Movement W/Control Rods 
Withdrauti at BWRs '* Bve list end 

JORDAN, E L Division of Emergency Preparedness L Engineering 
Response (Post 030103) 03/05/31 Consolidated Edison Co of New 

York. Inc llApp 1B732 200 24X Fiche 50-000, 03/05/31, 03OSII0461 


0305110464 IE Info Notice 83-36, "Impact of Security Practices oe Baft 
Operations " 3vt list encl 

JORDAN* E L Division of Emergency Preparedness it rngineering 
Response (Post 830103) 83/06/0? Consolidated Edison Go of New 

York, Inc U9pp 18030 200 84X Fiche 50-000, 03/06/09, 0305110464 


8305110470 IE Info Notice 83-30. "Defective Heat Sink Adhesive & 
Belsmlcally Induced Chatter in Relays Within Printed 
Circuit Cards " Svc list end 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 63/06/13 Consolidated Edison Co of New 

Yarkf Inc llBpp 10920 225. 24X Fiche 50-000,03/06/13.0305110+70 


8306090010 IE info Notice 03-37, "Transformer Failure Resulting Prom 
Degraded Internal Connection Cables " 8vc list end 
JORDAN. E L Division of Emergency Preparedness I. Engineering 
Response (Post 630103) 83/06/13 Consolidated Edison Co df Net# 

York, Inc 240pp 10921 001 24X Fiche 50-000,63/06/13,8306090010 


6305110475 IC Info Notice 83-40, "Need to Environmentally Qualify 
Epoxy Grouts b Sealers." Gve list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/06/22 Consolidated Edison Co of Nru 

York. Jnc ll5pp 19021 179 24X Fiche 50-000,03/06/22,03051(0475 


0305110477 IE Info Notice 83-41i "Actuation of Fire Suppression 3v‘ 
Causing Inoperability of Safety-Related Equipment " Svc list 
end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Poet 830103) 63/06/22 Consolidated Edison Co of 

Yark, Inc 120pp i8997 007 24X Fiche 50-000, 83/06 /23i 03051 10477 


0309110479 IE Info Notice 03-42, "Roactdi Mode Switch Mat f unctl onf 
Svc list end 

JORDAN, E. L. Division of Emergency Preparedness It Engineering 
Response (Post 630103) 63/06/23 Consolidated Edison Co of 

York. Inc H6pp 16996 242 24X Fiche 50-000.83/06/23,0305110+79 


0305110403 IE Info Notice 83-43, "Improper Settings of Intermediate 
Range (10) High Flux Trip Setpoints " Svc list end 
JDRDAN, Eh L Division of Emergency Preparedness L Engineering 
Response (Poet 630103) 03/06/24 Consolidated Edison Co of Nrw 

York, rnc I16pp 19046:297 24 X Fiche 50-000.03/06/24,0305110403 


S Reportable occurrences, LERs It related correspondence 


8306010209 Interim Deficiency Rrpt DER 03-22 re failure of ITE Doetd 
circuit breaker for hydrogen recomblner to function 
properly Initially reported on 830413. Bechtel It Rockuteli 
Inti working an circuit breaker Next rept by 031108 
VANDRUNT,E. E Ariiona Public Borvicft Co 03/05/11. STERNBERC.P N 
Region 5, Office of Director 3pp, 10672 195 P4X 
Fiche. 50-520, 03/05/11,8306010269, 


8306010341 Rev 1 to final Deficiency Rept PER 01-29 re failure of ASTN 
A490 bolts Initially reported on 810521 Detective bolts 
replaced. Insp program Implemented to verify bolt tension 
Al«o reportable per Part 21 

VAN BRUNT.E E Arizona Public Service Co 03/05/11 BTERNBERO. D N 
Region 5. Office of Director. 4pp. 16681 269 24X 

F I ch e- 50 -529, 03/05/ 1 1 , 030601 034 1 
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830&0I0076 Inter xfli Dgficiency Rept DEH 03-10 re main steam relief valvr 
tuts- etreeding 5Y, bloudown limit Initiallg reported on 
B3022B Submittal oF final rept extended to 030630 

VAM BRUNT# E E Arimna Public Service Co 03/05/16 STtUNDEWO# I) N 
Region S# Office of Director Ppp 1G674 096 24X 

Fiche 03/05/ 16i 0306010076 


B306010119 Interim deftciencg rept re underground cables to startup 
trantPormers unahle to carry full -load current at max site 
s-oll temp Initially reported on S21126 Final rept submittal 
eitended to- 630^72? due to extensive investigation 

VAN HFlUNT. E E Ariiona Public Service Co B3/05/16 STERNUEROj D M 
Region 5# Office of Director 2pp 1Q673 360 ?4X 

Fiche 50-520. D3/05/l6i B3060I01 19 


S30'i£i<>|O37S Rev 2 Lo Final Deficiency Rept DFR Ba-70 re Improperly 
crimped termination lugs in control ponels for water 
cblUers supplied by Carr ler. revl sing panel numbers 
Initially repo? ted on 021217 Also reportable under Part 21 
VAfJ BRUNT .1 E E Arizona Public Service Co 83/05/16 3TERNUCRO, D M 
Region 5j Office of Director 3pp 10672 246 24X 

FI Che 50-528. 03/05/16. B3060J 0272 


9306010072 Rev 1 to Interim Deficiency Rept DER 02-61 re potential for 
rsactor coolant pump diffuser ring cap screws to fail 
damage pump Initially reported on 021021 C-E reviewed 
potential failure mechanisms Final rept by 030725 

VAN! brunt, E E All zona Public Seivito Co 03/05/10 BTERNDERC. D M 
Region 5, Office of Director 4pp JG673 274 24X 

Fiche 90-520.03/05/1010306010072 


930£070225 Final Deficiency Hepi DER 03-23 re failure of HSIV bypass 
valves to close in required time Initially reported on 
830419 Solenoid valve replaced Problem invest igation request 
lifued by Bechtel Also reported per Pott 81 

VAN BRUNT, E L Arizona Public Service Co 03/05/17 STERNBERG. 0 M 
Region 5, Office of Director Opp 1D744 217 P4X 
FiCb* 30-528.03/03/19.8306070225 


0306100203 Part 21 rept re deficiency in six emergency standby diosel 
generator sets mfg by Cooper tnei qy Sves Jacket water heater 
■4: lube oil heater will be replaced w/40 kW & 19 kH vorsio-ns. 
r eipectlvelyj to maintain 120 F standby temp 

fiTOLBA. r B Cooper Industries. Inc 83/05/20 Director's Office. 
Office of Inspection and Enforcement 2pp 10006 007 24X 

Fiche 50-528.83/05/30.0306100203 


□30^070070 Interlfs Deficiency Rept DER B2-63 re design calculation 
error in refueling water tank seismic response Initially 
reported on 821086 Time extension requested until 030624 to 
submit final rept 

VAN BHUNT.E E Arizona Public Service Co 83/05/24 STERNDERO. D H 
Region S. Office of Director 2pp 10739 273 24X 

Flehe 50-520.83/05/3410306070078 


83O61701BO IntDrlm Deficiency Rept DER 03-39 re lack of inatrumentatl on 
tubing boundary class break requirements Initially reported 
on B30421 Evaluation final rept will be submitted by 
030630 

VAN BRUNT. E C Arizona Public Service Co 83/05/36 BTERNDEROi D N 
Rgglon S. Office of Director Dpp 10003 258 84X 

Fiche 50-530. 03/09/36. 0306170100 


0306170366 Interim Deficiency Rept DER 03-31 re temp rlae in diesel 
generator control cabinet potentially exceeding design 
requirements Initially reported on 030505 Bechtel t. Cooper 
Energy Svcb evaluating condition Final rept by 830906 
VAN BRUNT. E E Arizona Public Oervico Co 83/06/06 9TERNDERG. D W 
Region 5. Office of Director 3pp 10000 319 24X 

Fiche 50-528.03/06/06,0306170366 


0306130150 Part 21 rept re solenoid activated valves, Kodc U 77C-0O1 b 
77C-003 Defects Include incorrect valve assembly, sign! f leant 
missing par t s. 1 imi ted switch valve position indication 
failures tc failure of valve to npen t< close 
FUTTARINI. D. M Target Rock Corp. 03/06/07 DEYOUNG i R C 
Director's Office. Office of Inspection and Enforcement 9pp 
I0B24 267 ?4X Fiche 50-528,03/06/07.0306130150 


DOCKET 50-537 CLINCH RIVER BRCEnEft REACTOR 


A Application/construction stage documents f* correspondence 


6306060203 Submits agreements reached at 03Q5S4 meeting u/CRDR project 
re PRA Description of addl tasks needed to Integrate Plan I 
4( II efforts encl< 

tONGENECKER . J Energy, Dept of 83/05/27 GRACE. J N Clinch 

River Breeder Reactor Program Office llpp 10727.328, 24X 

Fiche 50-937.03/05/37.0306060203 


G306070436 Notification of 830606 meeting w/DOE. Pr ojec t Hgt Corp tr TVA 
in Dethcsda.ND to discuss schedule for completion of 
confirmatory stems 

STARK. R M Clinch River nreeder Reactor Program Office 83/09/27. 

ORACE.J N Clinch River Breeder Reactor Program Office 3pp. 

10776 3 54 S4X Fiche 50-537. 03/05/27. 0306070436 


0306130403 Forwards **CRDR Erosion h Sediment Control Plan Rept. " 
providing implemenitat i on status of control plan measures 
currently utilized 

GROSS. P J Energy. Dept of 83/05/27 JOHNSTON. N Assistant 
Director for Hatls. Ch rm & Environ Technology (Post B303D1). 
HCKINNEY.A 0 Tennessee. State of FRAINA. P J Environmental 
Protection Agency 2pp 10023 047 24X Fl Che’ 90-537, 03/05/27, 

8306130403 


— 8306130407 "-CRBR Erosion I. Bediment Cantral Plan. Rept * 
s Energy. Dept of. 03/05/27 15pp 10023 049. 24X 

Fiche 50-537. 03/03/27. 03061004 03 


0306070462 Notification of 030610 meeting u/D8E !< Project Hgt Corp in 
Bethesda.ND to discuss CRBR programmatic objectives. 

STARK, R M Clinch River Breeder Reactor Program Office Q3/06/01 

ORACE.J N Clinch River Breeder Reactor Program Office 3pp. 

18700 315 24X Fiche SO-937, 03/06/01 . 0306070462 


830632004B Informs of planned optional use of mechanical couplers for 
reinforcing bar splice ays In nuclear Island mat QA program 
will he Bs tabl 1 shed. Excep tlon to ASHE Code. Section III 6 Reg 
Guide 1 136 requirement# end 

LONGENECKER, J Energy. Dapt of 83/06/20 GRACE. J. N Clinch 
River Breeder Reactor Program Office Opp 18930.020 24X 

Fiche 50-537.03/06/20.0306220048 


03 06290570 Notification of 030628 meeting w/DOE. Pro jec t Hgt Corp tt util 
in Bethesda.HD to discuss applicant radiological 
calculations 

STARK. R M Clinch River Breeder Reactor Program Office 83/06/81. 

ORACE.J N Clinch River Breeder Reactor Program Office. 3pp 

19047 190 34X Fiche 50-537. 03/06/21 , 0306290970 


8306240233 Sirmmarlies 630606 meeting u/CKDR project personnel re 
schedule for resolution of confirmatory Items All idantified 
items t( preliminary schedule info discussed List of 
attendees end 

LONGENECKER. J Energy. Dept of. Clinch River Breeder Reactor Plant 
03/06/23 GRACE, J.N Clinch River Breeder Reactor Program Office. 
Spp 1D960 185 24X Fiche 30-537.63/06/23,8306240333 


E NRC Safety Evaluation Report (SER}« suppls 6 correspondence 


0306150616 SAFETY EVALUATION REPORT RELATED TO THE C0N9TflUCTlDN OF THE 
CLINCH RIVER BREEDER REACTOR PLANT Docket No 90-937. 

(US Department of Energ y, Tennessee Valley Authority 
And Project Management Corporotian) 

« Clinch River Breeder Reactor Program Office NUREO-09‘60 802 
83/05/31 19pp Available at NRC. ^3 OD 18094.231 24X 

Fiche 50-537. 03/05/31, 0306150616 


0306170492 Forwards Buppl 2 to OFR (NUnEG-O?60} re const of facility. 
Suppl provide# evaluation o-f sddl info received on 
previously Identified outstanding review items N/o end 
ORACE.J N Clinch River Breeder Reactor Program Office 03/06/13 
LONGENECKER, J Energy. Dept, of. Clinch River Breeder Reactor Plant. 
2pp. 1 SB 94 303 S4X Fiche 50-937.83/06/1316306170492 


6306200325 Cummarizes programmatic objectives 830610 meeting re 
fallbacks identified In Chapter 4 of SER 6 Impact pn CRBR 
project Vieugraphs 6 supporting docgmantatlon sncl, 

LONGENECKER, J Energy, Dept of B3/06/17 GRACE. J. N. Clinch 

River Breeder Reactor Program Office i7pp IB9€>J{001 B4X 

Fiche 50-537.03/06/17.0306200329 


0 Adjudicatory corresp andenc e 


0306078037 Forwards util analysis re seismic qualification of smell 
diameter piping, in response to ABLB 630513 inquiry. NRC 
analysis forthcoming, 

TURK.be Hearing Branch 1. 83/06/03. MILLER, M , LlNENBERGERj G, , 

HAND. C. H Atomic Safety end Licensing Board Panel Ip, 18739:334, 
24X Fiche 90-937.03/06/03,8306070037 


6306100043 Answer supporting util 830919 motion for summary disposition 
of intervener Contention 9( g }, Contention 9(pJ falls to raise 
lltigable issue of fact that will not be litigated under 
other subparts of contention 9 Certificate of Sve end, 

TURK. 9 E Hearing Branch 1 83/06/00. Atomic Safety and 

Licensing Board Panel 4pp 18008 111. 84X Fiche: 90-937# 83/06/00. 

0306100043 
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B306150311 Conflrfus und erstand ms re NRC protfuctinra of documents 
identified i r> NRC 630320 reeponfie *0 CP Jiiterroflatoi les 
ithird Documenta ui 1 1 b® available in Bethesdaj MO o-p 

83061 ^ 

TlWKi 3 E Hearing Branch I 83/06/10 FiMrtHORE, n A NattiroJ 
Riiources Defense Council ip l8Bd9 J2B 243( 

F 1 c h e ‘ 50-S37. 03/06 / 1 0* 8 306 1 5 03 J 1 


0306150317 Confirms 830610 telcon re NRC deposition of T Cochran 
Deposition continued on 930512 NRC uill adjourn deposition* 
aubj to listed conditions 

TURK* 8 6 Hearing Branch 1 03/06/10 FINAMPRE,Q A Natural 

Resources Defense Council 2pp 18849 0B8 24X 

Flche 30-337*83/06/10.0306130317 


83061 5D31 5 An suer supporting util 830523 iKotlan for partial summary 
disposition of intervener Contentions 9<c) & 9<P1 Iritervanor 
falls to provide any factual basis that 10-mile emergency 
planning rone inappropriate Certificate of Sv-c end 
TURK*S e Hearing Branch I B3/06/13 Atomic Safety and 
Licensing Board Panel 9pp J0B49 090 84X Flche 50-337.63/06/13, 

0306130313 


6306300302 Advises that DOE addressees include Carrish,!- Silverstrom 
L NO Luck RT Johnson & NE Qergholt should be deleted from 
ivc list Certificate of Sve cut 1 

LUCKilf D Energy* Dept of 63/06/16 MILLER. M C * MAND*C il * 

L INENDEROER r 0 Atamlc Safety and Licensing Board Panel 4pp 
10900 172 34X Flche 50-837*03/06/16*8306200302 


0306220146 Motion to uithd'raui ContentioTis i, 3* 9(c 1 * 9(g 1 Prom, 
c onslderation at JuL 1903 CP hearings & request Par leave to 
submit written statement on issues raised Limited resources 
prohibit continuod full par t i c ipa tion 

FlNAHORErS A. * UEJEB* E R . OREENBERQ* E V Natural Resources Defense 
Council- &3/06/3J Atomic Safety and Licensing Board Panel 3pp. 

18926 101 24X Flche 50-53/* 03/06/21* 8206320 1 46 


—6306220153 Response opposing applicant 030517 L 23 motions fot summary 
disposition of Contentions 9Cg;»7(c) &■ 7<f) Motions moot 
since Intervenors moved to uilthdraui contentions from 
cans! deratiun 

FIWAMDREiD A * WE I SB. E fi Natural Resourcas Defense Council 
WEr88,E R Sierra Club 83/06/21 Atomic Safety and Licensing 

Board Panel 2pp. 18926 184 24X Tjche 50-537*03/06/21* 

6306220146 


—8306820157 Lists typographical Sr transcription errors in B30&12 
deposition Certificate of Sve enc I 

COCHRAN. T B Natural Resources Def arise Council 63/06/21 
TURK*SE Hearing Branch 1 4pp 18926 186 S4X 
Riche 50-537.93/06/21*8306220146 


8306270317 Response to Intervener B30621 motion to withdraw 
Contentions 1* 3* 9<c ) * 9< f ) & 7<gl from c one i derat 1 on at Jul 
1903 CP hearings Intervenors should be dismissed os parties 
Certlficflte of 8vc end 

EDOAR*O.L Project Management Corp LUCK* M D Energy* Dept af 
83/06/22. Atomli; Safety and Licensing Board Panel 9pp 
1 8974. 030 24X Fit he 50-337.03/06/22,8306270317 


O Inipeotion reporter IE Bulletins tc correspondence 


G3051104BQ IE Info Notice 83-32* "Ruptured Am~24i Bources Contained in 
Wall Logging Device " Sve list end 

TAYLOR* J-M Division of Safeguards & Inspection Programs iPost 
830153). 63/05/26 Consolidated Edison Co of New Yorh, Inc 
l2Spp 18831:043 24X Fi Che. 50-000* 83/05/26* 83051 10458 


6305110460 IE Info Notice 83-34, "Event Notification Info Worksheet " 
8vc list end. 

JORDAN* E L Division of Emergency Preparedness 8* Engineering 
Reiponse iPosfc 630103) 03/05/26 Corisolidaied Edison Co of New 

York, Inc llSpp 18732 085 a4X Fiche 50-000* 03/05/26* 03031 10460 


0305110461 IE Info Notice 03-35* "Fuel Movement W/Contrpl Rods 
Withdrawn at BWRs " Bve list enc I 

JORDAN, E. L Division of Emergency Preparedness If Engineering 
Rteponst (Poet- 630103) 83/05/31 Consolidated Edison Co of New 

York. Jnc ll6pp 18732-208 24X Flch e 50-000, 83/05/31, 0305110461 


■=" 337/83-06 on 830502-03 No 


B30 51 10464 lE Info Notice BJ J6* "Impact of Security Practiciis on 
Operationi, ” [»vc list end 

JORDAN* L I Division of Lmtiqei.cy f*i epart-dness If I ng ineeniig 
Response (Post 830103) Dj/06/07 Consolidated Edison to of Nsk 

York, Inc J 17pp 18030 280 IMX Fithe 50-000* 03/06/09* 8301,1 1 04 il 


B3051I0470 IE Info Notice 93 30* "Defective Hoot Sink Adhasive & 

Sel smi c £■) 1 y Induced Chatter iri Relays Within Printed 
Circuit Cat da " 3vc list eiu J 

JORDAN* C L Division of Lmeipeiicy Preoaredness & Engineering 
Response (Pr*st 830103) 03/06/1) ( oiioo 1 idaied Cdison Lo of Meu 

York, Inc llOpp 18920 225 24X fichc 50-000* 03/06/ 1 3* 9305] 10470 


6306090010 JE Info Notice 03-3/. "Ti ans former Failure Resulting T riJiw 
Degraded Inteinal Connection Cables " t>vc list enc] 

JORDAN* C L Division of Imergericy F^repsredneas 8* Engmoeriiig 
Response <Pt,st 030103) 03/06/13 Con'.olldated Cdison <p nf Neu 

York, Inc 243pp 10921 001 24X Flche 50-000*83/06/13,0306090010 


6305110475 IE Info Notice 03-40* "Need ti> Etivironmcntal ly Oualify 
Epoiy Grouts l< Bealars *' Civc list end 

JORDAN, L L Division of LmeiqeTicy Preparedness 6 engineering 
ftesponee (Pvst 030103) 03/06/22 Consolidated Ldison Lo of Neu 

York, Int IISpp 19021 WV 24X Tirhe 50-000* 83/06/22* 03051 104 ?!> 


03031 JD477 IE Info Notice 83-41* "Actuation of Tire Suppression Sys 
Causing Inoperability of Safoiu Related Lquipment " Qvc list 
enc 1 

JORDAN* L L Division of Lmeigency Preparedness & Prigineering 
Response (Post 830103) 03/06/22 Consolidated Cdlson Co of NPu 

York* Inc I20pp 10997 007 24 X F 1 c Ii 0 50-000. 93/06/22, OaO&llOl / / 


8305110479 IE Info Notice 03-42. "Reactai Mode Buitch Malfunctions " 
Sve list enr) 

JORDAN. E I Division of Lmergtncy Preparedness b fcngineerans 
Response (Post 030103) 03/06/23 Conso 1 idated Edison Co of New 

York, Inc ilApp J8996 P4J 24 X Ficho 50-000*03/06/23*0305110477 


8305110403 IE Info Notice 03-43* “Improper Settings of Intermediate 
Range < IR) High Flux Trip Setpoints " Dve list one! 

JOROANi L L Division of emergency Pfpparedness !< Cnginoerihg 
Response iPost 030103) 93/06/24 (onsolidated Edison Co of Nia 

York* lot Il6pp 19046 29/ P4X f-icho 50-000*83/06/24*8305110403 


DOCKET STN-50-S46 MARBLE JUU MUtl f AR 01 AT ION* UNIT 1 


A App 1 icat 1 on/cuns truction stoqe dncumoiits I* correspondence 


8306060039 Faritiards "Audit oi Jul 1902 Cost Estimate for Marble Hill 
Nuclear Project," in support of util petition to increase 
existing rates & changes for Tctail electric sve h for 
approval of new rate schedul os* rules requlationc 
SHIELDS, 6 W F-'ubJiC Service (o of Indiana. Inc 03/05/31 
DENTON* M R Office of Nuclear Reactor Reqillation* DirectOT 2pp 
10733 300 24X Ficho 50-546, H3/0D/D1* 0306060039 


“8306060043 ♦'Audit of Jul 19Q2 Cost Estimate for Maible Hill Nuclear 
Project "■ Apps I -S end 

* 8 'Hr j en -Krei ti berg 1< Assnciates* Inc 03/05/23 1107pp 

1B723 30a a4X Fiche 50-546,03/05/31*9306060039 


8306140596 Foruiovds schedular commitments for submittal of environ 
qua 1 i f i cat i on program* In response to Questions M270 2 |< 

M270 3, per 830510 request foi add! info re anvlron 
qualification of ulectrical Sc mechanical equipment 
SHIELDS* a W Public Service (n of Indiana* Inc 03/06/09 
DENTON, M R Office of Nuclear Reactoi Regulation* Dii eCtov 3pp 
18833 138 24 X Fiche 50-546*03/06/09*0306140596 


8306200019 Summary of 030331 meeting u/utlls 8* Westlngheuse ii, 
Bethesda.MO re Westtnghouse analysis S* evaluation of 
D4/D5/E steam generator mod 

HOPKiNg.J 0 Licensing Branch 4 03/06/14 Licensing Branch 4 

22pp 110900 327 24X Fiche 50 000*03/06/14*8306200019 

8306SOOD97 Informs that area proposed bu util for const of transmission 
lines within range of state endangered bobcat* badger* 

Indlanabat I* miithm seasonal migration route of bald eagle 

T(/RNER. P Indiana* State of 03/06/14 yOONOBLOOD* D J Licensing 

Branch 1 Jp JB903 339 24X Fiche 50-546-83/06/1410306200077 


evident Programs 03/06/07 
Sority 2pp 19096 123 24X 


n 830502-05 No none omp 1 lance 
t surveillance of 


8306220101 Torwards notice of 030712 public meeting in Madison. IN to 
discuss recent application submitted by util & Wabrish 
Valley Pouar Aseac, Inc for QLs to be published In local 
newspap ere 

YOVNODLoaO. D J Licensing Branch 1 83/06/14 0H1ELDS.S. W Public 

Service Co of Indiana, Inc 3pp 10977 343 ?4X 

Fiche 50-546*83/06/14, 03062^0 J 0 1 


> Office of Director 
he 50-537* 83/06/07, ^306290227 
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Q30&2101?? Infoinis that site oi as'uciiatiii transmission line impact nn 
natl Forrst lands ^ program cli sci ibcd in U'10^08 lit loi H be 
foriLiarded to Forort superv)<^oi H Godlevskp for re np oner 
SHUTTLEHoriTH. W Agricultuie* »ept of H3/0&/15 YOUNGIILDOD* D J 
LicEnslng tJiciiich J Ip JOVIO I J1 P<1X Fiche SO '!>g6. 03/06/ J tJ» 
0306210 li> 7 


8 306270219 Amond 26 to CP Ot tjpp 1 1 cu 1 1 c>ne« const st iTig of Uyi nn Amrnd 
41 to FSAR. Supfil J bo envxi on lept !« 1 1 > * s to training *< 
q.ual If Icatvan plan sertion oF soFegtiards vol Revs loJihhcld 
Iref lOCritS 7VOJ W/n ends 

SM[EL0S#9 W Public Seivice ( ii of I lull ana ■ Inc Bl/06/24 
OENfON* H R Office of NucleuT l< one tin Regulation* Director 6pp 
18971 219 24X ruho 50-'»4i, 01/06/24* 0306270219 


C Utilitij L nvir cinmenta I Report ominds corr e*ipondence 


0306270130 F aruFai ds buppl 2 to environ irpt - UL btoge 

SHIELDS* S W l*ubJic borvite (o of Indiana* Inr Q3/06/24 
OENfONill fi Office of Mudcai Noactoi Rcgulatloni Director 6pp 
19990 262 24 X Tit bo 50-S46, 0.1/06/24* UJ06P70i 38 


— 8306270149 Sup pi rJ to environ rept ~ fjl stage 

* Public Scivici Co of Iruliana* Iric 83/06/30 46pp 
£0990 1^60 24X F'lcbe 50 046.83/06/24*8306370138 


D NRC Draft/hiiipl environmental Statements* suppls h cnrreapnndence 


9306170470 Requests info re environ impact of station operation to 
assist In FsIH preparation Notification re participation in 
G307I1**13 site vis'll due by 0.(0630 

YOLJNGDLDOD* a vl l.icetlsinq Dwuitli I |jJ/O6/O0 SMITMjP H AdvUoMP 
Council on Historic F^resarva bi nn 9pp J0Q94 347 24X 

Fiche so '546* 8 3/06/00. 0306170470 


(1306280382 Cammeuis on ElS re uatei quality, in respoiise to 030608 
request LP t o coiist i un nff S< ned Imentot 1 on pond issued on 
760209 

BONNER. E A Indiana. State of 03/06/24 YOUNGBLOOD* D J 
Licensing Branch 1 ip 19081 201 24 X Fiche 50-546*03/06/24. 

8306200302 


F Security, medical, nmergoncu i< fire piutection plans 


03O627OPJ9 Amend **6 te Cp »< OL uppl icatinns* consist ing of Oijrnn Amend 
41 to lOAfl.Suppl 2 to enviimi ropt & i eva to training ti 
qualification plan section of •.afeguards vol Revs lu/ithheld 
(ref iOCFFia 770) Vl/o encli. 

SHIELDS* S W Public Oervice ( ii of Indiana* Inc 03/06/24 
DENTON. H f| Office of Nuclear Reactor Roqulaiion* Director 6pp 
10991 817 P4X Firhe 50-546*03/06/24,0306270219 


K UtiHtq Final Safntv Analysis Report iFSAR) i< amends 


3306270130 Application for amend to Cf'PR 170 8< CPPR~171. Inc luding Amend 
26 to FSARi rev to training it riual i f i cati on plan section of 
safeguards vol ^ Suppl 2 to onvii on i ept - 01 stage (filed 
in PDR Category C) Safeguards vol uitbhcld (ref 10CrR2 790) 

SHIELDb* S W Public Service Co of Indiana* Inc 03/06/24 
DENT0N*H R llPficr of Nuclear Reactor Regulation* Director 6pp 
10990 26? 24X Fir ho 50-546*03/06/24.0006270130 


— 8306270152 Amend ?6 to FSAFl 

• Public Service C,p of Indiana* Int 03/06/30 254pp 

10990 316 24X Fiche 50-546,03/06/24.0306270138 


O Inspection report?.# lE Bulletins & c oi r ospondenc c 


©306030146 Forwards IE Insp Rep Is 50-S46/B3 05 U 50-547/03-05 an 
830330-0401 Nn none omp 1 i anc o noted 

LITTLE^U 9 Region 3, Office of Director 83/05/17 SHICLDO, 5 W 
Public Service Co of Indiana* Inc ?|ip 18704 02U 24X 

Fiche 50-046, □3/05/17* 8306030 J 46 


8306030140 IC Insp Repts 50-546/83-05 gi 50-547/03-05 on 030330-0401 Np 

npnconvp 1 lance noted Major areas Inspected follouiup an 
allegations/CDncems re const deficiencies in Qvc Level I 
protective roatinqs area Rapt addresses technical aspects 
NDDTONi J r I WILLIAMS* C C Region 3* Office of Director 
03/05/16 4pp 10704 030 24X Firhu 50-.546* 83/05/17, 0306030146 


0306030190 Forwards IE Insp Repts 50-546/83-03 8t 50-547/03-03 on 
030411-15 No neiFicomp 1 lane e noiud 

LITTLE. W £5 fiogion 3. Office of Director 03/05/10 SHIELDS. S W. 

Public &ervica Cg of Indiana* Inc 2pp 10703 002 24X 

Fiche 30-546* 03/05/10* goo6030J 90 


—0306030202 IE Insp Repts 50-546/03-03 U 50-547/83-00 on 03041 1-lS No 
none omp 1 i anc e neted Major areas inspected licensee progress 
on recovery program in electrical ar t a 

LOVE, R S * WILLIAM9*C C Reoion □* Office of Director, 00/09/16 
5pp 10703 304 24X Ficho 50-546.03/05/10,0306000198 


0005110450 IE Info Notice B3-3*J. "Ruptured Am-24 1 Sources Cantained in 
Hell Uoqging Device " Sve J i end 

TAVLDfi, J M Division of bafaguards S< Inspection Programs (Post 
8301031 □□/DS/26 Cansol J dated Etflson Co of New York* Inc 

t23pp 10831 043 24X Ficho 50-000, 03/05/26, 83051 1 0458 


0305110460 IE Info Notice 80—34* "^Event Nuiificatlon Info Worksheet " 
3vc list enc ) 

JORDAN, C L Divisian of Cmeigencij Preparedness & Engineering 
Response (Post 830100) 83/05/26 Cansolidated Edlscn Co of New 

York* Inc 115pp 10732 083 ?4X Firhe 50-000* 03/03/86* 030 51 10460 


0305110461 IE Info Notice 00-35* "Fuel Mavement M/Control Rods 
Withdrawn at UWH6 " Ovc list encl 

JORDAN. E L Division of Cmeigency Preparednes* 8< Enslneering 
Response (Past QGDIOO) 03/05/31 Consolidated Edison Co. of New 

York, Inc U6pp IB732 200 24X Tiche 50-000.03/05/31,0005110461 


03O6O7O1O9 Ack receipt ef 030527 1 tr informing NRC of steps taken to 
correct vlolattons noted in IE Inap Repts 50-546/83-01 6 
50-S47/GJ-01 

SPESSARD, R L Division of Engineering 03/06/01 6MIELDB. 9 W 
Public DcrvlcB Co of Indiana, Itir Ip 18709 217 24 X 

Fiche 50-546, 00/06/01, 0306070107 


— 0306070144 Raspouds to NRC 030429 Itr le violations noted In IE Insp 
Repts 50-946/03-01 ?« 90-54//G3-01 Corrertlve actions cable 
tray to hangar attachments !< cable tray eplice plate halting 
Identified as safety-related ou desiqn drawings 
SHIELDS. G N Public Service Co of Indiana, Inc 03/05/24 

KEPPLER.J O Region 3. Office of Director 6pp 10739 220 24 X 

Ficho 50 - 946. B3/06/01. 03060/0139 


— 0306070147 Requests inspector varlflcatlon that program for improved 
control over electrical const odnquote per 000202 
confirmatory action Itr* Items 2-6 re electrical cable troy 
hanger i nato] lati on 

BHIELD&.S U Public Service Co oP Indiana. Inc 03/04/00 

KEPPLtR.JG Region 3, Office of Director Ip 10709 2P6 a4X 

Ficho 50-546,03/06/01,03060/0109 


0306270201 Foiwaids IE Insp Repts 50-546/03-06 U 90-547/03-06 on 
030401-0511 Nn naiicompl i anre noted 

ttNDP.n C Region 3< Office nf Uirectur 03/06/09 SHIELDS* 0 H 

Public Ocrvlce Co of Indiana* Itic 2pp 10991 2/0. 24X 

Ficho 50-546,83/06/00* 0306270201 


“0306270205 IE Inap Repts 50-546/00-06 fe 90-547/B3-06 on 030401-0511 No 
noncomp 1 i anc e noted Major areas inspected allegations of 
cracked welds In electrical cable trey 8< conduit support 
hangers it review of training activities 

SCMAPKER* J F . KONKLIN* J f Region 0. Office of Director 

83/06/00 Ojip 10991 aVa 24 X Fiche 50-546* 03/06/00, 0306270201 


0005110464 IE Info Notice a0-06i "Impact of Security Practices on 0afe 
Operations '■ Ovc Hat end 

JORDAN* E L Division of Emerpen-cy Preparedness 8< Engineering 
Response (Past 830103) 03/06/09 Consalirfa ted Edison Co of New 

York. Inc ll7pp 10030 200 S4X F I r he ' 50-000* 03/06/09* 030&1 10464 


0305110470 IE Info Notice 03-30* "Defective Heat Sint Adhesive Ic 
Seismically Induced Chatter in Relays Nithin Printed 
Circuit Cards " live list ctic ) 

JORDAN. E L Division qf Lmergencif Preparedness & Engineering 
Responso (Post 030103) 03/06/13 Cun snl 1 d 4 ted Edison Cd of Nfu 

York. Inc llOpp 18920225 24X 1 1 che 50-000* 80/06/J3* 00051 10470 


0006090010 IE Info Notice 03-07* "1 rans former Failure Resulting Fram 

Degradsil Internsl Ganrection Cables.*' Ovc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response CPust 030103 ) 03/06/13 Cansel 1 dated Edison Co. of New 

York. Inc 243pp 18921 001 24X Fiche 50-000.03/06/13,0306090010 


8306210006 Responds to util request fur partial release ef electrical 
conduit & conduit hanger installation ar t ivl t i ts. Uti 1 
program addressing confirmatory action Itr* Items 2-6 
adequate for resumption of electrical work activities. 

KEPPLER.J O Region 3* Office of Director 83/06/15. 8HIELD0.S U 
Public Service Co of mdlana, Inc 2fip 10911*355 24X 

Fiche 30-546. 03/06/15* 8306210006 


0305110475 IE Info Notice 03-40, "Need to Environme-n tally Qualify 
Epoxy Grouts t< Sealers " Qvc list end 

JORDAN. C L Oivlsian of Emergency Preparedness 6 Engineering 
Response (Post 830103) B3/06/S2 Consolidated Edison Co of Meu 

York* Iiic JlSpp 1902J 179 24X Fiche 50-000. 03/06/32* B3051 10475 
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8305110477 lE Info 03-41, "Actuation of Fare Sup pres* lun Sgu 

CaucinS Inoperability of So foty- ftelu t cd Equipment “ 8vt J i tl 
and 

JOflOANi E L Division of f.mei genr y Preparedness tt Fnglneerlnp 
Response (Post 830103) 83706^^2 Consolidated Edison Cti of Neui 

VoTk, Inc J20pp IB^?97 007 24X Fwhe 50-000. 33/i>ii/22, 03053 1047/ 


0305110479 IE Info Notace 63-42, ^'Weactar Hod* Switch Ma I funr ti oi.s " 
8vc list end 

JCIRE>AN,-E L 01 vision of Cmeipency Pfeparedness 8e Engineering 
Respo-nse (Post B30103J 93/06/23 CtnEoiidated Edison Co pf Meu 

Vnrif, Inc 116pp 10996 242 24X Fii ho 50-000, 03/06/23, 03051 10477 


0305110403 IE Info Notice B3-43, "lenpiapcr Bettings of Intermed idle 
Range (IR) High Plua Trip Octpolnts *' Sve list enr 1 
JORDAN, B L Division of Emergency Preparedness S, Engineering 
Response (Post 930103) 03/06/24 Consolidated Edison. Co of Neu 

VorS, Inc ll6pp 19046 297 24X Flcha 50-000,03/06/24,0305110483 


0 Repartafale occurrences, LERs related correspondence 


0306070377 Final dePlciencv rept re mec her, i call y cracked embedded box 
beam plate Initially reported on 630503 Alternative 
welding methods investigated Similar embedded plate uetds 
0K1EC03, e Public Service Co of Indiana, Inc 03/05/31 

hEPPl.ER, J <J Region 3, Office of Director 2pp 10741 344 24X 

F 1 Che. 50-546, 93/05/31 , 9306070J77 


6306170182 Interim deficiency rept re separation of deformed wiie 
anthdri from embedded plate in containment Initially 
rtportfif on 921020 investigation re source of ailal tensile 
stress applied* to uislds underway Nest rept due 630902 
SKIELDS,S W public Servsre Co of Indiana, inc 03/O6/O9’ 

KEPPLER,J 0 Region 3. Office of Directoi 2pp 10093 25/, 24)! 

FichS' 50-546, 03/06/09. 0306170102 


6306S7037S Interim deficiency rept re design changes not shown on 
detail drawings useif by primal y civil contractar 
(Newberg-Marb 1 e Hill) Initially reported on 630622 Drawing 
review continuing Next rept by 030926 

SHIELDS, S U Public Service Co of Indiana. Inc 03/06/16 

KEPFUER.J 0 Region 3, Office of Director 2pp 10993 212 24)r 

Fie be 50-546,63/06/16,83062703/5 


DOCKET 8TN-50-547 MARDLE HILL NUCLEAR STATION, UNIT 2 


A Appl Ication/construc tion stage documents fc correspondence 


6306060039 Forwards "Audit of Ju) 1902 Cost Estimate for Marble Hill 
Nuclear Project," in support of util petition to Increase 
existing rates fi, changes for retoll electric sve t, for 
approval of new rate schedul es, rules regulations 
SHIELDB, 8 1,1 Public Service Co of Indiana, Inc 03/05/31 
DENTON, H, R. Office of Nuclear Reactor Regulation, Director 2pp 
1 0723' 300 24 X Flche 50-546, 63/05/31. 0TO6O6OO39 


—8306060043 "Audit of Jul 1902 Cost Estimate for Marble Hill Nuclear 
Project " Apps J-5 end 

# 0 'Brien-Krel ti bery it Assoclateo. Inc 03/05/23 I107pp 

10723 302 24X Flche 50-546,03/05/31,630606003? 


6306140596 Foruards schedular commitments for submittal ef environ 
qua 11 f i cation program, in response to Questions M270 ? le 
M270 3»per B3D510 request for add! Info re environ 
qualification of electrical tr mechanical equipment 
aHIELOaiS M Public Service Cn of Indiana, Inc 03/06/09 
DENTON, H R Office of Nuclear Reactor Regulatlen, Director 3pp 
10033.138 24X Flche 50-546,03/06/09,0306140596 


B306200019 Summary of 930331 meeting w/utils S, Nest Ing house in 
Bathe»da,HO re Uestinghousu anolysis S< evaluatlpn of 
D4/D5/E steam generator mod. 

HQPKINS.J 8 Licensing Branch 4 93/06/14, Licensing Branch 4 

22pp 10900 327 24 X Fiche 50-000,83/06/14,8306200019 


8306200097 Informs that area proposed by util for const of transmi ss 1 on 
lines within range of state endangered bobcat, badger , 

Indianahat 8r within seasonal migration route of bald eagle, 

TURNER. D Indiana, State of 93/06/14 YDUNODLQOD, D J. Licensing 
Branch I Ip 10903.339 24X Fic he’ 50-546. 03/06/14, 03062000V7. 


0306220101 Forwards notice of 0307 J2 puJilIc meeting in Madison, IN to 
dlscusi recent application submitted by util fc Nabp&h 
Valley Power Assoc, Inc for OLh to be published in local 
TtewBpap ers 

YOUNOBLDOD, B J, Licensing Branch 1 03/06/14 SHIELDS, 0 U Public 

eervics Co, of Indiana, |nt 3pp lflV77i343 24X 
Flche: 50-846, 03/06/14,0306220101 


3306210127 Informs that site or associait d iTarismissiun line impofl on 
natl foTpst lands L program di'scnbcd in 930609 I tr will bo 
forwarded to forest supcrviein H Oodlovblto for response 
SHUTTLE WOR TH, W AgricuUu, e. Dept of 03/06/15 VDUNODl CDI>, B J 
Licensinn Dtamh 1 Ip 10VJ0 131 24X Fiche 50-546. 03/06/ J 5. 

S306210127 


0GO627O219 Amend 26 to CP 6 DL app 1 1 catiunsp conaistinq of Dyi tin AiDt-iid 
41 to FBAR.&uppl 2 to envii on rept it ic,s to training 6 
qualification plan section of safeguai ri*- vol Revs luilhheld 
(ref 10CFW2 790) M/D ends 

SHIELDS, G M Public Service Co of Indiaiiu, Inc Q3/06/24 
DENTON, H R Office of NucJeni Reoctoi Regulatian, Dn ector 6pp 
10991 219 24X Fiche 50-546,83/06/24,0 106270219 


C Utility Environmental Repot t (ER), amitidf h correspondence 


9306270130 Forwards Suppl 2 to environ i rpt - OL stapP 

SHIELDS. S M Public Service Co of Indiana, Inc 03/06/24 
DENTON, H R Office of Nudeot Reactoi Regulation, Dixector 6pp 
10990 262 24X Flche 50-546, 03/06/24, 8')06270 130 


— 8306270149 Suppl 2 to environ i ept - Ul stage 

* Public Service Co of Indiana, Inc 03/06/30 46pp 
18990 269 24X Fiche SO -546, Q3/06/24 , D3(>6270ia8 


0 NRC Draft/Fiiial Environmental Statements, supple |< correspnndnice 


0306170470 Requests info re environ Impart of station operatior. to 
assist in EI0 preparation Notification re participation in 
BDO/ll-ia site visit doe by 8J06J0 

VOUNODLDOP, B J Licensing Branch I 80/06/00 ONllH, P Pf Advlfcoiy 

Council on Historic Preservation 9pp 18094 347 24X 

Flche 50-546,03/06/09,9306170470 


8306290302 Conunents on EIS re water quality, in response to Q3060D 
request CP re const run off h sod imentnt i fin pond issued on 
760209 

BONNER, E A Indiana. State of 83/06/24 YOUNOBi 08D, D J 
Licensing Dranch 1 Ip 19001 281 24X Fiche 50-046, Q3/OA/5M, 

03O629O38;l 


F Security, medical, emergency i< fire piotection plan'. 


B30627C2L9 Amend 26 to CP it Dl app I icat ions, cons 1 st ing of Oyi on AmMid 
41 to FSAR.Suppt 2 to environ rept J. levs to trolning J< 
qualification plan section of safeguards vul Revs withheld 
(ref 10CrR2 790> W/o ends 

SHIELDS. 8 N Public Service Co of Indianu, Inc 83/06/24 
DENTON, H R Office of Nuclear Reactor Regulation, Oirectoi 6pp 
10991 219 24X Ficfie 50-546.83/06/24,8 706270219 


K Utility Final Safety Analysis Report (F9AF(> it amends 


8306270138 Application for amend to CPPR-170 CPHR-I7li inc hid inq Aifipud 
26 to F9AR, rev tp training Ic qual if i cat! on plan section of 
Safeguards vol !< Guppl 2 to environ rept - OL stage (filed 
in PDR Category C) Safeguards vol withheld (ref iOCTRS 7901 
SHIELDS. S U Public Bervice Co of Indiana. Inc 03/06/24 
DENTON. H n Office of Nuclear Reactor Regulation, Director 6pp 
18990268 24X Fiche 50-546,03/06/24,0306270130 


— B306270I52 Amend 26 to F8AR 

« F’ublic Service Co of Indiana, Inr 03/06/30 254pp 

10990 316 24X Flche 50-546,03/06/24,0306270138 


O- Inspection reports. IE Bulletins (< correspondence 


G306030146 Forwards IE Insp Repts 50-546/03-05 it 50-547/83-05 on 
830330-0401 No noncempl iance noted 

LITTLE. W 8 Region 3, Office ef Director 83/05/17 8HIE(D8.S« 
Public Service Co of Indiana, Inc 2pp 18704 020 24X 

Flcbe 50-546,03/05/17.8306030146 


—8306030148 IE Insp Repts 50-546/83-05 50-547/03-05 on 030330 0401 Nu 

nDncompl lance noted. Major ai ebs inspected followup on 
ai 1 egatlnns/cpncerns re const deficiencies in Sve Level 1 
protective coatings area, Rept addresses technical aspects 
NORTON. J F , WILLIAMS, C C Region 3, Office of Director 
03/05/16 4pp, 10704 030 24X Fiche 50-546,83/05/17.0306030146 


03O6O3O19B Forward B IE Insp Repts 50-546/03-03 & 50-547/83-03 on 
030411-15 No noncomp I lance noted 

L1TTLE.W.8 flogion 0. Office of Director 83/03/10 BHIELQS.SW 
Public Service Co of Indiana, Inc 2pp 18703 302 24X 

Ficha 50-546# 63/05/10. 0306030198 
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— e3060a0r&a IE Insp Repts 60-S'16/Q3~03 & 50-547/83-03 on 030411 -15 No 
noncomp 1 1 anc e iiotod Major aicas iiispectt^d licensee progrpr,^^ 
on racovory pi oqt am m elect) icol ai to 

LOVE, n S . WILLIAMS. C C Region 3> Office of Director «3/05/l^i 
5pp 1B703 304 24X Tithe 50-546. Q 1/05/ 18. 830£.030 170 


03051 L045B IE Info Notice 03-32. "Ruptuied Atn-341 9ourrE& Contained in 
Welt Logging Device " Svc 1 1 Lt end 

rAYLOK. J M Division of bafeguards It Inspection Programs (Post 
G30X03> 93/05/26 Conenlidated Edison Co of Neiu York. Inc 
laSpp 10931 043 24X Fitho 50-000.03/05/26,0305110450 


@305110460 IE Info Notice 03-34. "Event Notification Info Worksheet " 
Svc iLat end 

JORDAN. C L Division of Lmeroency Prepai edness & Engineering 
J^espon^e (Post 830103) 03/05/26 CoiigoI idated Edison Co of New 

Yad. Inc 115pp 10732 005 24X Eiche 50-000.93/05/26.8305110460 


0305110461 IE Info Notice 03-35. "Fuel Movement W/Cootrol Rods 
Withdraun at HWRs " Svc list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
lle»pon«c (Post 030103) 03/05/31 ronsolidaied Edison Co of Neu 

Varle. Int ll6pp 10732 200 24X Ficho 50-000.93/05/31,0305110461 


0306070137 Act receipt of 03052/ Itr informing NRO of otepa taken to 
correct violations noted in IL Inap Kepis 50-546/03-01 << 
50-547/93-01 

SPESSARD. RL Division of PnginoBrinq 03/06/01 GNlELDb, b W 
Public Service Co of Indiana. Inc Ip 18737 219 24X 

Ficbo 50-546.03/06/01. 8306070 1 39 


— 0306070144 Responds to NRC 830425 Itr re violations noted in IT Iiisp 
Repts 50-S46/Q3-01 50-547/03-01 Coirective actions cable 

trag to hanger attachments it cable ti ay splice plate bolting 
identified as saf ety-re latod on design drawings 
SHIELDE.B W Public Service Co of Indiana. Inc 03/05/24 

KEPPLER.J O Region 3, Office of Director 6pp 10739 220 S4X 

Fi Che 50-546. 03/06/01 , 0306070137 


--03D6O7OI47 Requests inspector verification that program for improved 
control over electrical const adequate per 830202 
conf i rma tory action Hr. Items 2-6 re electrical table tray 
hanger installation 

EHXELDS.S W Public Service Co of Indiana. Inc 03/04/00 

HEPPLER.J 0, Region 3. Office of Diiector Ip 10739 2P6 ?4X 

Ficho 50-546.03/06/01.8306070137 


6306270201 Forwards IE Insp Repts 50-546/83-06 t< 50-547/03-06 on 
630401—0511 No noncomp 1 lantc noted 

KNOP. R C Region 3. Office of Diroctoi 03/06/09 SHIELDS. 9 W 

Public Service Co of Indiana. Inc 2pp 10791 270 24X 

Fiche 50-546.03/06/00.0306270201 


— 9306270205 IE Insp )?Bpts 50-546/03-06 h 50-547/83-06 on 830401-0511 No 
noncomp 1 i anre noted Major areas inspected allegations of 
cracked ue^ds in electrical cable tray S< conduit support 
hangers le revieu of training activities 

SCHAPKER. J F . KONKLIN. J E Region 3. Office of Director 

03/06/00 0pp 1B97J 2/2 24X riche 50-546.83/06/08.8306270201 


9303110464 IC Info Notice 83-36. "Impact of Security Practices on 3afc 
Operations '* Ovc list enc 1 

JORDAN. E L Division of Emerflency Preparedness !< engineering 
Response (Post 830103) 03/06/07 Consolidated Edison Co of Neu 

York. Inc 119pp 10030 200 24X Ficho 50-000.83/06/09.8303110464 


8309110470 IE Info Notice 83-30. "Defoctive Neat Sink Adhesive U 
Beismically Induced Chatter in Relays Within Printed 
Circuit Cards " Svc list onrl 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 83/06/13 Consolidated Edison Co< of Neiu 

York. Jnt llOpp 18920 225 84X Ficho 50-000,93/06/13.0305110470 


8306090010 IE Info Notice 03-3?! "Transformer Failure Resulting rrom 
Degraded Internal Connection Cables " Ova list end 
JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 63/06/13 Consol i dated Edison Co of New 

York* Inc 243pp 18921 001 24X Flche 50-000.93/06/13.0306090010 


9306210006 Responds to util request for partial release of electrical 
conduit tt conduit hanger installation activities Util 
program addressing confirmatory action Itr. Items S-6 
adequate for resumption of electrical work activities 
KEPPLER. J 0 Region 3. Office of Director 83/06/15 8HIEED8.9 H 
Public Service Co of Indiana. Inc 2pp 16911 355 24X 

Fiche 50-546,03/06/15,8306210006 


G305I 10475 IE Info Notice 03-40. "Need to Environmentally Qualify 
Fposy Grouts Ic Sealers " Svc list end 

JORDAN. E L Division of Emergency Preparedness it Engineering 
Response (F^ast 030103) 03/06/22 Consolidated Edison Co of New 

York. Inc llSpp 17021 179 24X Fir he. 50-000. 93/06/22. 0305 J 10475 


03D9L1O477 IE Info Notice 93-41. "Actuation of Fire Suppression 9y s 
Causing Inoperability of 8a f oty-Ralated Equipment " 9vc list 
enc 1 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post Q30I03) 93/06/22 Con sol i d atad Edison Co of Neu 

York. Inc iSOpp 18997 007 24X Ftche 50-000.93/06/22.8305110477 


0305110479 IE Info Notice 83-42. "Reactor Node Switch Malfunctions '• 
Svc list end 

JORDAN, E L Division of Emergency Preparedness 8c Engineering 
Response (Post 03D1O3) 93/06/23 Consolidated Edison Co of Neu 

York. Inc 116pp 10996242 24X FLche 50-000.63/06/23.8305110479 


03031 J0403 IE Info Notice 83-43, "Improper Bettings of Intermediate 
Range < IR) High Flui Trip Setpoints " 9vc list enc 1 
JORDAN, C L Division of Emergency Preparedness it Engineering 
Response (Post B30103) 03/06/24 Consolidated Edison Co of New 

York. Inc llApp 19046 297 24X Ficfis 50-D00. 63/06/24. 83051 10483 


S Reportable occurrences. LERs 8f related correspondence 


0306270375 Interim deficiency rept re design changes not shown on 
detail drawings used by primary civil contractor 
( Neuberg-Harb le Hill) Initially reported on 030622 Drawing 
review continuing Next rapt by 830826 

SHIELDS. 8 W Public Service Co af Indianaii Inc 93/06/16 

KEPPLER. JO Region 3. Office of Director 2pp IB993 212 24X 

Flche 50-546.83/06/16.630627037 5 


DOCKET 9TN-50-553 PHIPPS DEND NUCLEAR BTATION. UNIT I 


8 Reportable occurrences. LERs S< related correspondence 


0306160454 Pt 21 rept re potential defect in transmitter nfg by 
Rosemounti Inc used In control sys of components furnished to 
listed plants All components involved retrofitted u/new 
circuit boards Matter closed 

GIROUX. E J Carrier Corp 03/05/23 STELLO. U Director's Office. 

Office of Inspection and Enforcement Ip 10963 074 84X 

Flche 50-510. 03/0 5/23. 8306 1 604 5 4 


DOCKET 0TN-5O-554 PHIPPS DEND NUCLEAR 8TAT10N. UNIT 2 


S Reportable occurrences. LERs S( related correspondence 


0306160454 Pt 21 rept re potontlal defect in transmitter mfg by 
Rosemount. Inc used In control sys of components furnished 
to listed plants All components involved retrofitted w/neu 
circuit boards Mattsr closed 

OIROUX.e J Carrier Corp 03/05/23 STELLO. V Director's Office. 

Office of Inspection and Enforcement Ip 10963 094 24X 

Fiche 50-510.83/05/23.6306160454 


DOCKET 9TN-50-556 BLACK FOX QTATIDN. UNIT I 


A App I Icabion/cons true t i on stage documents Sc correspondence 


0306290128 Forwards FR notice of withdrawal of application for CPs b 
revocation of LWA U ABLD 030307 order it ABLAB 030414 order 
re termination of appellate jurisdiction retained In 
ALAD-573 re radon issue 

DENTON, li R Office of Nuclear Reactor Regulation. Director 
83/86/22 WE9T.J D Fubllc Service Co of Oklahoma 3pp. 

19046 160 24X Ficho 50-556,03/06/22.9306290128 


— 0306290135 Notice of withdrawal of application for CPs b revocation of 
LWA 

A8EN8AM,E 0 Licensing Branch 4 93/06/22 3pp 17046.103 24 X 

Flche. 50-556, Q3/06/22. 0306290128 


Q Inspectian reports. IE Dullctine b correspondence 


0305110458 IE Info Notice 83-32. "Ruptured Am-241 Sources Contained in 
Well Logging Device " Svc list end. 

TAYLOR. J M Division of Safeguards b Inspection Programs (Post 
830103) 03/05/26 Consolidated Edison Co of New York. Inc 
12Spp 10031 043 24X Flche* 50-000. 83/05/26. 0305110459 


8305110460 IE Info Notice 93-34. "Event Ndtffication Info Worksheet " 
Svc list enc) 

JORDAN. E L Division of Efliergency Preparedness It Engineering 
Response (Post 830103) 03/05/26 Consolidated Edison Co. of Neu 

York. Inc llSpp 10732 085. 24X Flc he; 50-000. 03/05/36. 63051 10460 
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8309110461 IE Info Notice S3‘'39# “Fuel Mdvemprit W/Control Rode 
Withdrawn at DWRs “ Svc list end 

JORDANi E L Division of Emergency Preearednea* & Engineering 
Resj:oni 0 (Post 830103} 03/09/31 Consolidated EdiGOn Co of Neui 

Yorki Inc 116pp 10732 200 24X Fiche 50 - 000 . 03/05/31. 8305 J 104 A I 


0309110464 IE Info Notice 03''36 j "l^ipact of Security Practices on Bofo 
Operations " Svc list end 

JORDAN. E L Division of Emergency Preparedness i CnginaeriiiQ 
Rtsponee (Post 830103) 83/06/0? Cansolidated Edison Cn of Nru 

York. Inc ll?pp 10030 280 24 X Fiche 50-000,33/06/09.8305110464 


8309110470 IE Info Notice 03-38. "Defective Heat Sink Adhesive & 
Seismically Induced Chatter in Relays tfithin Printed 
Circuit Cards " Svc list and 

JORDAN) E L Division of Emergency Preparedness *e Engineering 
Rttponse (Past 830103) 03/06/13 Consolidated Edison Co of Neui 

York/ Inc 110PP 18920 225 24X Fiche 50-0004 03/06/13.8305110470 


8306090010 lE Info Notice 83'"37. "Transf ormer Failure Resulting From 
Degraded Internal Connection Cables “ Svc list end 
JORDAN) E L Divislan of Emergency Preparedness tt Engineering 
Response (Past 830103) 03/06/13 Consolidated Edison Co of Neui 

York. Inc 243pp 18921 001 24X Fiche 50-0004 03/06/13,8306090010 


9309110475 IE Info Notice 83-40, “Need to Envir onmental ly Qualify 
Epoiy Grouts & Sealers '* Bye list end 

JORDAN, E L Division of Emergency Preparedness tc engineering 
Response (Post 030103) 03/06/22 Consolidated Edison Co of Neu 

York, Inc llSpp 19021 179 24X Fiche 50-000/03/06/28,8305110475 


8305110477 IE Info Notice 83-41, “Actuation of Fire Suppression Sys 
Causing Inoperability of Safety-Related Egulpeient '* Svc list 
end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103). 83/06/22 Consolidated Edison Co of New 

York, Inc 120pp 18997 007 24X Fiche 50-000/83/06/23,8305110477. 


8305110479 IE Info Notice B3~42. “Reactor Node EuJtch Malfunctions “ 
8vc list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Rtsponse (Post B30103) 63/06/23 Consolidated Edison Co of New 

York, Inc 116pp 18996 242 24X Fiche 50-000/ 83/06/23, 0305110479 


8305110483 IE Info Notice 03-43, “Improper Bettings of Intermediate 
Range (1R> High Flux Trip Setpoints “ Bve list and 
JORDAN, E I- Division of Emergency Preparedness Ik Engineering 
Rttponte (Post 630103 } 03/06/24 Consolidated Edison Co of ffew 

York. Inc 116pp 19046 297 24X Fiche 50-000,83/06/24.0309110403 


DOCKET 8TN-90-557 BLACK FOX STATION, UNIT 2 


A Application/eonstruction stage docu^nents V correspondence 


830629012B Forwards FR notice of withdrawal of application for CPs l< 
revocation of LMA h ASLD B30307 order h AELAB B30414 order 
re termination of appellate jurisdiction retained in 
ALAB-S73 re radon issue 

DENTON. H R Office of Nuclear Reactor Regulation. Director 
83/06/22 HE3T.J B. Public 9ervice Co of Oklahoma 3pp 
19046 180 24X Fiche, 50-996. 03/06/22, 0306290120 


—0306290135 Notice of withdrawal of application for CPs & revocation tiP 
LHA 

ADENflAM. E. G. Licensing Branch 4 03/06/22. 3pp 19046,103 24X 

Fiche 50-956. 83/06/22, 8306290120, 


0 Inspection reports, IE Bulletins h correspondence 


030511049B lE Info Notice 03-32, "Ruptured Ars-241 fiources Contained in 
Well Logging Device " Svc list end 

TAYLOR, J,N. Division of Bafeguerds & Inspection Programs (Post 
930103) 83/05/26 Consolidated Edison Co of New /orlt, Inc 

125pp 10831 043 24X Fiche: 90-000/ 03/05/26, 03091 J045B. 


ivent Kofci f i cs tion Info Worksheet '• 

Preperedtiisf 8( Engineering 

ConsDlldated Edison Co of Mew 
X Fiche. 50-000103/05/26.0305110460 


ovement W/Control Rods 

laredness & Engineering 
‘onsolldated Edison Co of Neiii 
.^he 50-000,03/05/31/8305110461. 


G305U0464 lE Info Notice 03-36, ''Imp.-jct of ‘Security Px^actlcreii nn Hflfc 
Dperatinns " Gve Hat end 

JORDAN. E L Division of Lmerqencij Prcparpdnra s t Fnqinocring 
HesoonsB (Post 030103) 83/06/09 (onsolldated Edison ('«> of Niw 

York, Inc H9pp 18030 200 24Xritho 50-000, 83/06/09, Il'IOIiJ I 0464 


0305110470 IE Info Notice 03-30, “Defoctive Heat falnk AdhBoivr h 
Beismicolly Induced Chatter in Relays Within Printed 
Circuit Cards " Gve list oncl 

JORDAN, C L Division of Lmerfloricy Preparedness & Lnginoer ing 
Response (Post 030103) 03/06/13 Consolidated Edison Co «f Niu 

York, Inc U8pp 10920 225 24X Fiche 50-000. 83/06/13, 0:if>M I 01/0 


8306090010 IE Info Notice 03-3/. “Transformer Failure Resulting I rj.n 
Degraded Internal Connection Cables " Lve list and 
JORDAN. E L Division of Emergency Preosroifneoa it Lny morr 1 ng 
Response (Post 830103) 03/06/13 Conso 1 Idatod Edison Lev of N< ^ 

York, Int 243pp 1B921 001 PAX Fichu 50-000. 03/06/ 1 3, GlHlAOVOOHk 


B305110479 IC Info Notice 03-40, "Noetl to Lnv ir onmental ly Qua! i fg 
Epoxy Grouts it Sealors “ Dve list end 

JORDAN. E L Division of Emergency Proparednuss U Eng iiioori ii g 
Response (Post 830103) 03/06/22 Consolidated Edison ('o or New 

York, Inc 115pp 19021 179 24X Fichu 50-000, 03/06 /21i, 104 


0305110477 IE Info Notice 03-41, “Actuation of Fire Buppresiion ilys 
Causing Inoperability of Safety 'Rulatod Equipment “ Ovc licl 
end 

JORDAN, E L Division of Emergency Mroparudness h I rig Inoor 1 n g 
Response (Post 030103) 03/06/22 Consolidated Edison (,fi of 

York, Inc 120pp 18997 007 24X Firhe 90-000, 03/06/23, IJJdTH 104// 


83091 10479 IE Info Notice 03-42. “HeoctOT Mode Switch Mol fund lone ^ 
Svc list end 

JORDAN. £ L Division of Emergency Proparodnuas h Frig Inopr i ii g 
Response (Post 030103) 03/06/23 Consu 1 Idatcd Edison C.ci ti f Mtv 

York. Int I16pp 18996 242 24X Fi chu 90-000. D3/06/23, 104 / / 


B3O511O403 IE Info Notice 83-43, “Improper Buttings of In tormeJ i a t u 
Range (IR) High Flux Trip Setpoinlo “ Gve list unci 
JORDAN, E L Division of Emorgency F^r pparudness It Cngineur iiig< 

Response (Post 830103) 83/06/24 Conoulidatod Edison Cn of Ntn 

York, Inc ll6pp 19046 297 24X Fir he 50-000. 03/06/24. {):r05 1 10 1(H 


DOMESTIC LICENSINQ OF SPECIAL NUCLEAR MATERIAL 

DOCKET 70-0000 OATTELLE HEMORIAl IN3TITUM:. COLUMDUQ, till 


0306230129 Responds to FOIA request for five categories of dot umirti Is rr 
spent fuel at facilities App A h D documotrts respond to 
Items 1.2,4 5c 5 Forwards App B Documents 1 8. 5-iJ No 
documents located for Item 3 

FELTON, J M Division of Rules and Records 83/04/13 AUDIN,! 
Affiliation Unknown 3pp 10902 047 24X Fiche 50 01 4, U.1/04/ S.l. 

0306230129 


— 8306230137 Part 21 rept re employee rocuivlng dose of 30 /ID r eevs Id 
right hand on 000720 while removing particulate rartridgp 
from water filter subsequent to cask flushing oporaHon 
T0Y,H L Battelle Memorial Institute. F'oclfic NnrthwoB-L 
Laboratory 00/00/19 KEPPLER, J 0 Region 3. Chicago, (Ifflx* of 
the Director 4pp I 8 902* 060 


—8306830139 Forwards data sheet for Part 21 Flopt 00-256-000 ie Oefert i 
spent fuel cask unloading procedures, per TI1105/P(Rov J> 

FISHER, W L Region 3, Chicago, Office of the Director UO/ID/^M 
HIGGINnOTHAM. L Region 3, Chicago, Fuol Facility Irf 11atRrii>ta 
Safety Branch Ip 10982 066 


— 8306230144 Forwards data sheet for Part 21 Ropt 00-256-030 »& tSeretl i 
spent fuel unloading procedures Completed data sheut ihuulO 
be returned by BOlOOl Comments on Port 21 ropt end 
HIOOINBOTHAM, L Region 3, Chicago, Fuol rocility & Hatari/iis 
Safety Branch .00/08/27 DAVIS. A U Region 3, Chicago. Turk 
Facility tc Materials Safety Branch 4pp 1B902 067 


— 8306230149 Forwards request for addl it>fo ro IE Insp Repte /O (XXKM 
82-08,30-05720/00-02 ti 50-006/80-01 concerning problems 
W/NF8-4 (NAC-IE) cask, per 010226 telcon 

CARLBDN, R T Region 1, Philadelphia, Office of the Diruclor, 
01/02/27 FISCHER, W L Region 3, Chicago, Office of tha Dlrpcioi 
4pp 18982 071 24X Ficho 50-006,03/04/13,8306230129 


-8306230153 Forwards addl Info re IE Insp Rept 70-0000/80-02 re over Hr 
through vent tubing, smears of floor surfaces radiation 
levels w/portable Instrument 8< removal of fuel assembly 
FISCHER, M.L Technical Inspection Branch 81/03/25 CARLFUif/. N T 
Director's Office, Office of Inspection and Enforcement Spa 
10982*079 
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DOCI^ET 70-0025 fTOCKWElLL INTERNATIONAL CORR , CANOOA PARK» CA 


8G0606D274 Orcier CLI-QG-i 5» requesting potential inieivonors to file 
«tatemont setting forth certain fac tsi u/i thin 45 dags of 
cr-der to informal adjudication are licensee & 

persons filing intervention statement Aridl vieus end 
CH1LI4 j 9 J Office of the Secretary of the Commission 83/06/02 
0pp IB730 02T 


S306060307 roruards Commission order re request for hearing on license 
renewal Addresses of signatories to BSI 124 itr requested 
SFUCKYiS N Docketing & Services Branch 83/06/03 HICHAriQiA 
Affiliation Unknoiun Ip 10/27 130 


^-6306060307 Request for public hearing on license reneual 

iJiLLIAhaS, R K . U0LLIN>J » ZLIDLER. Z Affiliation Unknoun 
82/11/24 PAGE NRC - No Detailed Affiliation Oivon 3pp 
1B7B7 131 


B3O&0BD1B5 Notice of appointment of RH Lazo as presiding officer to 
conduct informal proceeding re Rockwell Inti Energy Sys 
Group application to renew License SNM^Pl 

COTTER* R P Atomic Safety and Licensing Board Panel 03/06/06 Ip 
1:8772 260 


B30629D343 Demands public hearing on license renewal & opposes responst 
to ABLD questions on financial intoreois of individuals 
requesting hearings 

COGK«L Affiliation Unknown 83/06/21 PALI ADINli. N J NRC - No 
Detailed Affiliation Given 2pp 17055 243 


DOCKET 70-0004 TDWA STATE UNIV * AMES* I A 


B306100S75 Submits corrected dote for application to renou License 
R-57 advises that computer printout records summarizing 
SNN inventory results for 17Q1 1982 corrected* in response 

to IE rnsp Repts 90-116/83-01 70-0004/83-01 

HENDRICKSON* R lowd State Univ 83/05/19 P1RTLE*G L Region 3, 
Office of Director 2pp 1QD05 142 24K Plche 50-116,03/09/17* 

8306100275 


DOCKET 70-0115 WASHINGTON* UNIV OF* BfATTLE. WA 


8306280459 Discusses IE Insp of License QNN-lOa on 830517 It foruiords 
notice of viulotion 

SCARAND*R A Division of Radiological Safety ^ Safeguards Program 
83/06/07 CHALK* W 3 Washington, Univ of* Seattle* WA 2pp 
19020 135 


-''a3062a0458 Notice of violation from insp on 830517 Noncomp 1 ianre noted 
five Pu/De sources not leak tested within required 6-/nonth 
interval 

TH0HA8*R D Region 5* Office of Director 83/06/07 Ip 
19020 137 


DOCKET 70-0121 INTERIOR* DEPT Cir, DENVER* CO 


830624D140 Forwards lE Safeguards Insp Repts 50-274/03-02 Sc 
70-0121 /B3-oa on 830410-20 No nontomp I i ance noted 
HADSENi G L Region 4* Office of Director 83/06/20 NILLARD.il 
Interior* Dept of* Geological Survey 2pp 18700 162 24X 

Ftche 30-274*83/06/20,0306240140 


—9306840140 IE Bafeguards Insp Repts 50-274/03-02 & 70-0121/83-02 on 
83041 B-20 No noncompliance noted Najor areas inspected 
nuclear matl control accountabl 1 i ty* inc luding facility 
organization b operations Details uiithhrld (ref 10CFR2 770). 
CALDWELL*n A . KELLY, J A F * WESTERNAN* T F Region 4* Office of 
Director 03/06/15 Ip 18900 164 24 X FI ch e 50-274* 03/06/20* 

8306240140 


DOCKET 70-0124 TEL6DYNE ISOTOPES, INC * WEBTWaDD* NJ 


930602001? Application to amend License SNH-107* reduc ing pessessian 
limit of U-23S from 235 to 2P5 g 

SLACK* 9 A Taledyne Isotopes 83/03/24 PAGE* R, 0 Uranium Fuel 
Licinsing Dranch tp 19702 343 


DOCKET 70-0134 WISCONSIN* UNIV OF* MADIBON, WI 


0306270162 Forwards IE Insp Repts 50-154/03-03 tt 70-0134/03-01 on 
930517-20 No noncompliance noted 

PAPERIELLD,C J Region. 3* Off ice of Director 03/06/09 
CAQHWELL*n J Wisconsin, Univ af> Madison 2pp. 1B772 026 24X 

Fiche 50-196*03/06/08.9306270162 


— B306270167 IE Insp Repts 50-154/03-03 b 70-0134/03-01 on 930519-20 No 
nnneomp 1 iance noted Major areas inspected radiation 
protection & radwaste mg t program, 1 nc luding organ! lat 1 on 8* 
qualifications b logs 8c records 

PAUL, R A , OREOER, L ft Region 3* Office of Director 83/06/08 
6pp 10772 020 24X Fiche 50-156.83/06/09,8306270162 


DOCKET 70-0135 OABCDCK fic WILCOX CO . APOLLO. PA 


03O62OOOSO Notifies of 930423 accident Truck carrying 45 packages 
containing low enriched U dioxide powder*36 empty 55 gallon 
drums tr two boxes of low enriched U lab samples nveriurned 
in Lync hburg , VA No radioactive matl released 

AUSTIN, iN A Dabcocl b Wilcox Co 83/05/19 Office of Nuclear 
Material Safety b Safeguards. Director Ip 1B90B 350 


DOCKET 70-0143 NUCLEAR FUEL SERVICES, INC.* ERWIN* TM 


8306030293 Repts on airborne radioactivity concentrations released 
from plant stacks for Apr 1903 

OUINN, F K Nuclear Fuel Services* Inc (subs of Getty Oil Go >. 
03/05/13 a^r}ElLLY,U P Region 2, Office of Director 6pp 
10734 070 


0306080391 Act receipt of IE Insp Rept 70-0143/63-15 No proprietary 
info 

OUINN* F K Nuclear Fuel Services* Inc (subs of Oetty Oil Co 1 
83/05/23 eTDHR*>l P Division of Project b Resident Programs Ip 
18789 360 


8306030175 Trip rept of 830419-22 meetings w/Nuc 1 ear Fuel Sves in 
Ercjin*TN re health-physics insp of facility 

9QONO*A L Uranium Fuel Licensing Branch 83/05/26 Ura-nium Fuel 
Licensing Branch. 2pp 16733 318 


8306140700 Forwards IE Oafeguards Insp Rept 70-0143/83-18 on 
030411-15 No noncompliance noted 

9TDHR* J P Division of Emergency Preparedness b Materials Safety. 
83/06/02 MANSER, M.C. Nucloar Fuel Services* Inc (subs of Getty 
□11 Go ) 2pp 1Q04O 207 


—0306140713 IE Safeguards Insp Rept 70-0143/03-18 on 030411-15 No 
noncompl lance noted Major areas inspected MC-B52D6B 
measurement b statistical controls* MC-C5213D b inventory 
verification Details withheld Crof 10CFR2 7901 
8ADADO0*J W Region 2, Office of Director MCALPlNEiE J. 
Division of Emergency Preparedness b Materials Safety 03/06/02 
Ip 10840 209 


8306190264 Ac k receipt of 030407 Itr informing NRC of steps taken to 
correct violation noted in IE Safeguards Insp Rept 
70-0143/03-00 

aTOHR*J P Division of Emergency Preparedness b Materials Safety 
03/06/02 MANSER* U C Nuclear Fuel eervices* Inc (subs of Oetty 
□ 11 Co* > Ip 18848 326 


—0306150267 Responds to NRC 030310 Itr re violation noteil in IE 
Befeguards Insp Rept 70 •0143/03-00 Corrective actions 
withheld (ref 10CFR2 790) 

MANBERtU C Nuclear Fuel Services* Inc (subs of Getty Oil C-n > 
03/04/07 aTQHftiP Division of Emergency Preparedness b Materials 
Safety Ip I0B4B 327 


830616069Q Responds to B30407 questions re proposed groundwater 
monitoring program. Dep th of proposed wells expected to be 
simiHar to existing wells nr approx 20 ft Agrees to comply 
w/lower limits of detection specified 

OUINN/F.K Nuejeor Fuel Bervices* Inc (subs of Oetty □!! Co. } 
63/06/03 CROWN, W T Uranium Fuel Licensing Branch 6pp. 

18884 346 


0306210436 Issues Amend 20 to License BNH-124* author 1 t Ing Installation 
uf nonfavorable geometry pits in Pldgs 302 b 303. SER 
supporting licensing action & review of license amend 
application end. 

PAOE.R G Uranium Fuel Licensing Branch 63/06/10. IDEKER* R. 
Nuclear Fuel Services, Inc, (subs, of Getty Oil Co >> 4pp. 

10936*270 
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— B30&ai04fl0 8ER supportlns Amend 20 to I i tense SNM-124, authdr J ? J ng 
insfrel Jati on of nonfavorable genmcfcry pits in Floor benentli 
furnaces in Dldgs 302 *< 303 Pits in floor needed for 
installation & malnt of equipn^ent for Inproved operation 
OlDlilOERj & H j CROW*W T Uranium Fuel Licetiilng Branch D3/06/J0 

2pp 18736 S73 


0306170345 PNa-II-e3-046 on 030613, fire identified in h i gh~enr j chpd 
tJ incinerator ventilation duct Cause not determined ffo 
indications of personnel aipasure or contaifilnat i on noted 
Douinwlnd radiation monitoring devices being analyzed 
WRAYrJ R f DARRtK Region 2, Qffice of Director 03/06/14 Ip 
16900.293 


0306390572 Acit receipt of IE Insp Rept yO-Oi 43/83-20 No proprietary 
info 

OiriMN/F K Nuclear Fuel Services, Inc isubs of Oetty Oil Co ) 
83/06/15 fiTOHR»U P Division of Emergency Preparedness tt Materials 
Safety ip 19047 193 


8306270240 PN0-rr-B3“050 on 830620, b imonthly inventory difference 
resulting from 830420 physical inventoty reported Inventory 
difference uas accaunting gain greater then calculated error 
1 ifsl t. Investigation initiated by licensee 

MCALPlNEiE J Region 2, Office of Director 03/06/21 Ip 
1098S’ 26? 


DaCKET 70-0258 RLINDIS, UMIV OF, ORDANA. IL 


8306090023 Respendi to violation noted in IE insp rept 
Foruards data showing that callbr checfcfi performed on 
dosimeters on 830616 

BECK,0 P. Illinolsj Univ of* Urbana-Champalgn 0J/O5/3i 
ORAKT, W. B. Region 3, Office of Director 2pp 18/92^396 2AX 
FI Che 50-151, 03/05/3 J, 0306090023 


DOCKET 70-0867 NEW YORK, STATE UNIV OF. DUFFALO, NY 


8306170090 Act receipt of 830511 Ur informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-057/02-01 & 
70“0267/QS-(H 

MARTIN, T T Division of Engineering tt Technical Programs 03/06/01 

HENRY, L Q, Noui Yorl* State Univ of, Duffalo, 2pp 18882 210 
24X FI Che 50-057*83/06/01*8306170050 


—8306170052 Responds to NRC 830487 Itr re violati-ottfi nutod in IF Insp 
Repts 90-057/08-01 «< 70-0267/88-01 Corrective actions new 
reactor engineer added to assume respons i b 1 t ity for 
aceoontabl I i tv actions fr records Fuel burnup code modified 
HENRY* L 0, New York* State Univ of, Buffalo 03/09/11. 

HAHTINj T T. Division of Engineering *< Technical Progroms Ip 
18888 212. 24X Flche 30-097,63/06/01,8306170050 


DOCKET 70-0364 BAQCCICK fr WILCQX CD , APOLLO, PA 


8306060163 Forwards IE Insp Rept 70-0364/03-02 on 030321-23 S( notice of 
violat ien 

STAnaSTECHI, R. Division qf fruject tt Resident Programs D3/05/83 
COLENANiW L Sabcock it Wilcox Co 2pp 18728 I09 


— 0306060173 Notice of violation from Insp on 020321-23 

# Region 1* Office of Dlrectur 03/09/23 2pp 1Q720 107 


— 6306060176 tE Insp Rept 70-0364/83-02 on 830321-23 Noncomp 1 lanc e notrd 
failure to maintain air flow from areas of iow contamlnotlon 
potential to high contamination & failure to take corrective 
actions when smear survey exceeded JOO dpm/lOOcm 
ROTH. J * ELSASSERiT C Region i* Office of Director 03/09/IB 
7pp 10728 109. 


S306SB0473 Responds ta 830310 Itr re cancellation of Pu decommissioning 
fundamental nuclear matl control plan for License SNM-4I4 tc 
submittal of control plan for low enriched U 
decontamination activities under License SNH-145 
ALLAN* J H Region i* Office of Director 83/06/16 COLENAN, H L 
nikii*'*«ck fc Wllcoi cn '“'^'’^’187, 


1C . UNCAeVrULE* CT 


to Page 10. 0-7C xe uiei !< dry 

5/12 B10tNDi:R,0. Fuel 
Jp 18734 068 


8306010148 foruardB IE Safeguaids Insp Rept 70-0371/83-03 pn 830:i2l-a'i 
No nonccinip 1 iaiic e noted 

martin, T T Divisioin of Enomeering 6 Technical Pi ograms 83/09/17 
AMY*0 0 United Nuclear Cot p 2pp 10674 051 


— B306010I53 IE Safeguards Insp Rept 70-0371/83-03 on BBOaai-aj) No 
noncompliance noted Majoi ai eas inspected measurement 
control program* Bh ipp er-recpiver vari fir at i on, inventory 
difference 6 associated limit of error verification 
ZIBULSHY, H , KENT I J < OODY, A T Region 1. Office of Direr tov 
83/03/13 4pp 18674 053 


0306030230 Foulards JE Safeguards Insp Rppt 70-0371/03-05 on 030411 15 
Noi none ompl lane e noted 

martin, T T Division of Engineering t* Technical Pt ograms 03/03/2U 
AMY*G O United Nuclear Carp 3pp 18/08 271 


—8306030334 IE Safeguards Insp Rept 70 '0371 /03-O5 on B30411-1D No 
none snip 1 1 ante noted Major ai eas inspected inventory 
veri f Icati on 

ZIBULSKY, H , DELLA RATTA, A , CODY, A T Rfcgion 1, Office of 
Director 83/05/10 2pp 18708 27J 


8306030314 Forwards lE Safeguards losp Rept 70-0371/83-06 on D30A03-06 
No noncompliance noted 

MARTINET T Division of Engineering 6 ferhnical Programs 03/05/20 
AMVi Q O United Nuclear Cotp 2pp 10/08 275 


—8306030317 IE Safeguards Insp Rept 70-0371/83-06 on 030503 06 Nu 
noncomp] iance noted Major areas inspected security program 
audit, testing 6 masnt, lac ks, keys 6 combinations t, security 
syS power supply 

etIITH, C C , Di/NLAP, J M , OUUY, A f Region 1, Office of Director 
83/05/ IG 3pp 18708 277 


8306170241 Far wards IE Safeguards Insp Rept 70-0371/03-07 an 0'l0ri09-J.l 
No nunc omp 1 1 ance noted 

MARTIN* T T Oivician of CngineOTing & Technical Pt agr ams 83/06/01 
AHY, 0 O United Nuclear Torp 3pp 10078 200 


— 8306170245 IE Safeguards In&p Rept 70-0371/83-07 on 830909 13 No 
nottcamp ] lance noted Major aieas inspected physical inventnry 
r«c and 1 lat lari 6 records & repts 

RATTA* A 0 , WOLTNER, E , OODY, A T Region 1, Office of Dir eclpr 
B3/0S/31 2pp 18878 282 


8306210449 Forwards request for addl info in order to proceed w/l lA 
associated w/renewal of License 8UD-iOiO, during B30SJ8 
site Vi c 1 t 

RHQCE9, M J Oianium Fuel Licensing Branch 03/06/10, United 
Nuclear Corp App 18939 345 


8306280095 Trip ropt of 030517-10 meetings & site tour w/QRNL h Stale 
of CT in Uncasvi 1 1 e* C,T re environ review for United Nuclear' 

•Corp Naval Products license renewal application 

RHODES, M -J •Urenium Fuel Licensing Branch 03/06/16 Ui nnlum 
Fuel Licensing Dranch 2pp 19042 361 


DOCKET 70-0490 EASTERN MICHIGAN UNIV , Yf'SIlANTI* MI 


0306170077 OA program W/a30331 Itr 

KOEHLtK M Oearheart-Owen Industries, Inc 83/09/31 
MACDONALD* C E Transportation Branch 4pp 10907 059 


DOCKET 70-0687 UNION CARBIDE COHP . TUXEI'D, NY 


9306030064 Describes present monitpring sys to replace old sys 
detailed on Papa 33 of rept discussed on 030510 
V0rH*M H Union Carbide Corp 03/05/i 1 CLARK. 1 NRC - No 
Detailed Affiliation Given Ip 18733 200 


8306010338 Forwards IE Safeguards Insp Repts 70-0687/80 01 on 
830425-29 No noncompliance noted 

HARTiNr T T Division of Cng ineertrrg & Technical programs 03/05/1/ 
NCOOVERN* J J Union Carbide Corp 2pp 10680 079 


— 0306010339 IE Safeguards Insp Rept 70-0607/83-01 on 03O42S’29, No 
noncompl lance noted Major ai eas inepec ted. nuc tear motl 
cantru) it accounting including sh i pper /receiver 
verification, phys i cal inventory tt verification 
DELLA RATTA* A , ZIBUl^SKY, H , CDDY, A T Region i, Office of 
Dirac tor 83/05/ 13 3pp 10680 ODl 
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BOCWET 70-0699 WESTINGHOUSE ELECTRIC CGRP , PITTSDURGH, PA 


013O4O2O3B7 Faruard® IE Inap Rqpt 70-0698/Ci3“01 on B30308 ti 10 !< notice 
of violation 

MARTINET T Division of Engineering S< Terhnical PragTams 93/05/20 
WARDI»A J WestinghousB Electric Corp 2pp IQ695 001 


--0306020391 Notice of violation fi om insp on 830308 Sc 10 

« iRis-gian ii Office of Diroctor 83/05/20 Ip 10695 003 


— 8306020392 lE Insp Rept 70-0690/83-01 on 830308 it 10 Noncomp 1 lanc d 
noted licensee transferred licensed matl tn form uihich 
recipient not authorized to receive 

NlCOLOai.Ji KINNEMANiU Region 1* Office of Director OD/05/PO 
Spp 18695 004 


DOCKET 70-0734 OA TECHNDLOQ IFS, INC , SAN DJEOOi CA 


8306100005 Forwards requested Info re 1903 shipping plan for HTGR fuel 
elements Tri-9tate escorts will assume responsibility at OA 
Co protected area & relinquish responsibility at plant site 
hONRVitJ OA Technologies, Inc /Oeneral Atomic Co 03/05/19 
HILLMAN, C Division of Safeguards 4pp 1B81S 319 


830629037? Forwards revised Subsection 2 to Section. 1 of final survey 
rept re description of metHodology 

HELOEfiDN, K A United Nuclear Carp 83/06/16 CRONIN T. Office of 
Nuclear Material Safety U Sa feguards, Director 2pp. 19047 195 


DOCKET 70-0B24 DARCOCK L UILCOX CQ j LYNCHBURO. VA 


0306140609 Forwards IE Insp Hopt 70- £>824/83-03 on 830427-29. No 
n oncomp 1 lanCQ noted 

STOHR, J P Division of Emergency Preparedness it Materials Safety 
03/05/18 ENGELDER.T C Babcock U Nilcoi Co 2pp 18834 351. 


—B30A1 40617 IE Insp Rept 70-0824/03-03 on 830427-29 No none omp 1 i once 
noted Major areas inspected organ izat 1 on, fac 1 1 i ty changes 
&t mods, interna 1 review, safety committee operations & 
criticality safety 

CORYELL, 0 P. Region 2, Office of Director MCALP INE, E. vl 
Division of Emergency Preparedness & Materials Safety 83/05/17. 
4pp 1B834 393 


8306220131 Submits Info re planned shipments of SNM of moderate 
strategic significance 

REGAN, N A Babcock Ic Nil cox Co 83/05/30 O'REILLY, J P. Region 2, 
Office of Director 2pp, 18937 357 


03062-00379 Forwards IE Safeguards lT)sp Rept 70-0734 /B3~07 on B304I0- 
0513 No noncomp I lance noted 

KORDERHAUO, L R Region 5, Office of Director 03/06/19 
PARKER, J N OA Technologies, Inc /Oeneral Atomic Co 2pp 
18070 001 


—0306200383 IE Safeguards Insp Rept 70-0734/83-07 on 830418-0513 Mo 
rtonco-mpllance noted Major ai eas inspected independent 
safeguards efforts, measurement controls physical 
inventory Details withheld iref lOCI r<2 790> 

NELeON, 8 D , WILDER, A 9 , NURDLRHAUG, L\R Region b. Office of 
Director 03/06/15 Ip 1009? 003 


B3O629OD02 Forwards negative declaration it ElA £NURE0-0994> re renewal 
of License GNM-696 W/o CIA 

PAGE,/? O Uranium Fuel Licensing Oianch 83/06/21 MOWRY, W R OA 
Technologies, Inc /General Atomic Co Ip 19046.167 


—0306290083 Negative declaration supporting renewal of License SNM-69’6 
PAGE, R 0 Uranium Fuel Licensing Branch 63/06/21 2pp 
19046 160 


DOCKET 70-0754 QENFRAL ELECTRIC CO , PLEASANTON, CA 


DOCKET 70-1113 GENERAL ELECTRIC CO.* WILMINGTON, NC 


0306140122 Ack receipt of IE Insp Rept 70-1113/83-08 on 830307-11 No 
proprietary info 

VAUGHAN, CM. General Electric Co. 03/04/15 STOMR, J. P. Division 
of Emergency Preparedness b Materials Safety. ip. 18839:100. 


B30614OO72 Confirms 830516 enforcement conference at facility tc 
discuss improper shipments of radioactive mail to 
Chem-Nuclesr site at BarniiJel 1 , SC, per 030511 telcon 
O'REILLV, JP Region 2, Office of Director 03/05/13 LONOi O' A 
Oeneral Electric Co ip 10830*341 


8306140317 Ack receipt of 030509 Itr informing NRC of steps taken to 
carrect violation noted in IE Insp Rept 70-1113/83-06 
6T0HR,J P Division of Emergency Preparedness Ct Materials Safety. 
83/03/26 LONG, J A, General Electric Co Ip. 18833.192. 


—8306140338 Responds to NRC 830411 Itr re violation noted in. 1£ Insp 
Rapt 70-1113/03-06 Corrective actions’ internal WMD 
procedures modified to require surveys during roof scrubber 
filter changes following unusual Incidents 

VAUGHAN, C H General Electric Co 03/05/09 BTOHR, J.P Division 

of Emergency Preparedness 6 Materials Safety 3pp 18632 193 


6306020234 Advises of shipment of 12 irradiated fuel rods frnm 
MontlcellerMN to BMI Schedule withhold (rpf 10CFR7a 21) 

KIRKLAND, N W Osneral Eloitric Co 03/04/26. Region 3, Office of 
Director 3pp 18700 352 


—8306140342 Forwards IE Insp Rept 70-1113/03-06 on B30307-II & notice 
of violation 

8T0HR, J P Division of Emergency Preparedness b Materials Bafaty. 
03/04/11 LONG, J A Oenoral Electric Co, 2pp, 18032:196. 


DOCKET 70-0020 UNITED NUCLEAR CDRP , WOOD RIVER JCT , HI 


8306060'09B Discusses 030502-04 it 06 meetings ui/United Nut lear, Naval 
Products Div it C ^E in Montville.Cl it Windsor, CT, 
res pec t ively, re safeguards program other safeguards, 
classified it licensee proprietary info 

JACK80N.R L Material Control Licensing Branch 83/05/19 
BROWN, W B Fuel Facility Safeguards Licensing Branch Ip 
10789 362 


G306I304SO Forwards list of rejected concrete grid blocks replaced per 
Gak Ridge Assoc Unlvs Apr 1983 contamination level survey 
HELOESON, K A United Nuclear Corp 83/05/31. CROW, W T. Office of 
Nuclear Material Safety U Safeguards, Director 5pp 10830 179. 


0306170435 Summary of 830425-27 meetings w/Ilcensee it ORNL in Wood 
River Junction, RI to observe ORNL performance of main 
process bldg radiological survey 

GODi90, A L Uranium Fuel Licensing Branch 03/06/0? Uranium Fuel 
Licensing Branch 2pp IB907 333 


0306230114 Forwards IE Insp Rept 70-0820/83-03 on 030418-0506 No 
noncompliance noted 

0TARO9TECKI,R. Division of Project 8< Resident Programs 63/06/89. 
AHY,G O United Nuclear Corp 2pp 10947 057 


— 0306230118 IE Insp Rept 70-0820/83-03 on 830418-0506 No none amp H ant e 
noted, Major areas inspected decommissioned processing areas 
ROTH, J , CLEMONS, P.i EU8ASGER, T C Region li Office of Director. 
03/06/07 I3pp 18947 059 


— 8305140348 Notice of violation from inso on 030307-11 

» Region 2, Office of Diroctor, 83/04/11 Ip 18832:196. 


—8306140357 IE Insp Rept 70-1113/83-06 on 830307-11 Noncomp 1 lance noted 
failure to perform airborne radioactivity eurveys during 
removal of contaminated high officlency particulate air 
filters on 830204 

MOSEY, C M Region- 2, Office of Director. BARR, K P Division nf 
Engineering & Rad 1 olog i cal Safety Programs 63/04/07. Opp. 

18832 199 


8306140576 Forwards IE Safeguards Imp Rept 70-1113/83-14 on 630502-06. 
No noncompliance noted. 

BTOHR/J P Division of Emerjeney Preparedness ie Materials Safety. 
83/06/01 LONG, J A General Electric Co 3pp. 18834 357. 


—8306140582 IE Safeguards Insp Rept 70-1113/83-14 on 830302-06 No 
noncampHance noted Major areas inspec ted: phy s i cal Inventory 
on previous insp findings <MC-B3213) Details withheld 
Cref 10CFR2. 790) 

GABADOSp J W. Region 2, Office of Director. MCALPiNEiE J. 
Division of Emergency Preparedness it Materials Safety. 03/06/01, 
Ip 16834- 359 


0306140566 Forwards IE Safeguards Insp Rept 70-1113/63-13 on 830425-29. 
No noncompl lance noted 

STOHRtJ P Division of Emergency Preparedness t* Materials Safety. 
83/06/02 LONG, J A General Electric Co. 2pp. 18834:330 
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— 6306140375 IE Insp Rept 70-1 1 3 <»ii 030425-29 NCJ noncoff»p I iai>c i? 

nated Hajar areas inspected var i f icsti on of export shipment 
& fueasuroment control program Rept details uiithhpld 
Cref lOCFn2 790) 

BATE^i J U Region 2* Office af Director MCALP1NE>E J Division 
of Epiergencg Preparedness tf Materials Safety 83/06/02 Ip 
18034 340 


6306210444 Submits items of interest rd 630603 meeting lz/OE to discuss 
supplemerital info needed far license reneual application & 
notice of availability of Kerr-McOee I B*i NMSS div mec^ting 
notice* Ic info on Canonsburg, PA site end 

PAGE, n 0 Uranium Fuel Uicenaing Oranch 83/06/00 DAVIfl* J G 
Office of Nuclear Material Safety & Saf eg uardsv Dlrec tor 3pp 
18935^356 


DOCKET 70-1201 HABCOCK fc WlLiOX CO , LVNCUnURO. VA 


0306140674 Rev 1 to application Poi Amend BJ-I to License 8NM ll6Bi 
allouiing receipt of reactor insp equipment for storage & 
maint Revised It addl pages of licence Sz check for minor 
amend fee enc 1 

FORDi J T Babcock & Wilcox Co 03/03/09 PAGE, R 0 Ut anium furl 
Licensing Branch 1 Ipp 10IID4 004 


0306^00020 Notifies of B3042J accident Truck carrying 45 packages 
containing lou- entiched U dioxide pouideri36 empty bO gallori 
drums & two boxes of low enriched U lab samples overturned 
In Ly nc hbvrg»- VA No radioactive motl ToleaDod 

AUSTIN* M A Babenck 8c Wilcox Co fl3/05/19 Office of Nuclear 
Material Safety 8* Saf eguards, Direc tor Ip 10900 350 


DOCKET 70-1143 lEBTINGHOUBE ELECTRIC CORP . PITTSBURGH/ PA 


0306200231 Forwards IE Insp Rept 70-1143/00-01 on 030325-28 & notice 
of violation 

STAROSTECKIi H Division of Project & Resident Programs Q3/06/06 
JAC09I/W.M Wesiinghouse Electric Cerp 2pp 10902 280 


— 0306200222 flatice of violation from Insp on 030323-25 

# Region !• Office of Director 03/06/06 Ip 18902 290 


—0306200225 IE Insp Rept 70-1143/83-01 on 03O323-S5 Noncompliance notid 
failure to initiate special air investigation repts when 
three stack air samples exceeded oction level 

ROTHi J I- ELSASSERt T C Region 1 j Office of Director 83/05/20 
epp, 1B902 291 


63{)6ISOOO'I Notification of 030629 significant licensee meeting u/vendor 
in King of ProssiatPA to discuss status of plant 
d ecamffll ss lonlng activities 

ROTHiJ. Region l< Office of Director 03/06/10 Region 1, Office 
of Director Jp 18046 318 


DOCKET 70-1151 WE871NOHOUBE ELECTRIC COflP » PITTSBUROHi PA 


8306060114 Ack receipt of 030228 Ifcr informing NRC of steps taken to 
correct violations noted in lE Safeguards Insp Repl 
70-lI5i/83-0a 

STOHRiJ P Division of Emergenev Preparedness t< Materials Bafetii 
83/04/06 O'AMDREjM Westinghouse Electric Corp ip 10720 092 


■0306060110 Responds to NRC 830215 Iti re violation noted in IE 
Safeguards Insp Rept 70-1 J SI/83-D2 Coirective actions 
withheld (ref 10CFR2 790). 

D'AMBRE/M Hest In g hou se Electric Corp 03/02/20 O'RCILLV/JI* 

Region 2i Office of Director 3pp 10720 093 


0306270121 Forwards rovised pages to fundamental nucleai matlc conlr-gl 
plan/ incorporating personnel i eorgari i lation/ revi sed 
facility layout & Part 4 I 2 t lor i f i cat i on Pages withheld 
(ref 10CFR2 790) 

FORD/ J T Dabcack ^ Wilcox Co 83/05/23 O^REIltV.JP Reeion 2/ 
□ ffice of Director Ip 10788 063 


0306140527 Forwards IE Insp Rept 70-1201/83-06 an 830426 No 
none amp ] lone e noted 

8T0HR/ J P Division of Emergency Preparedness & Materials Eafrty 
B3/05/SS ALTU/ R A Babcock 6 Wilcox Co 2pp 10Q40 100 


--0306140529 IE Insp Rept 70-1P01/S3-06 on 830426 & 27 No noncomphaiiu 
noted Major areas inspected organ! lati on/ fac i 1 i iy mods* 
internal review & audit safety committeos l( nuclear 
criticality safety & operations 

CORVELL/ 0 P Hegton 2. Office of Director MCALPlNE/E J 
Division of Emergency Prppai'odTioss 6 Materials Safety n'l/OD/P^ 
4pp 10B4O i0J> 


0306030152 Forwards negative declaration Sc EIA re renewal of J icenir 
6NM-1J6Q for continued operation of plant W/o supporting 
E I A 

PACE*R O Uranium Fuel Licensing Drarich 03/05/8/ f DRD* J 7 
Babcoci 8c Wilcox Co Ip 10/33 310 


— 8306030179 Negative declaration re renewal of Ljcoiibd SNM-1160 for 
continued operation of plant 

PAGE/ R Q Uranium Fuel Licensing Branch 03/05/25 2pp 
18733 311 


8306020112 ENVIRONMENTAL IMPACT APPRAISAL FDR RENEWAL OF SPECIAl 
NUCLEAR MATERIAL LICENSE ND SNM-116a Docket No 70 -J 801 
(Babcock & Wilcox Company rommerciol Nuclear Furl Plant) 

* Office of Nuclear Material Safety 8/ Safeguards/ Directnr 
NUREG-0907 03/05/31 14 Ipp Available at NRC 56 50 J0690 ?71 


—8306060 i 24 
L notice 
STOHRIJ P 
83/02/15 
10720:095 


Forwards IE Safeguards Insp Rept 70-1151/03-02 on Q30I25-28 
of violation, Ends withheld (ref 10CFR2 790) 

Division of Emergency Preparedness 8< Materials Safety 
DMMDHE/iM Meatinghouse Electric Carp 8pp 


8306000021 Forwards application for renewal of License 0MM-llO7»for SO- 
yr period/authorlilng use ef BNM at Columbia, 8C site 
NARDI/A. *1. Westinghouie Electric Corp 83/04/29 PAGE»R G 
Uranium Fuel Licensing Branch 2pp 10786 001 


—8306080023 Application for renewal of License BNrt-1 107, author i i ing upe 
of 8NM at Columbia/SC site 

a ITeetinghouse Electric Corp 03/04/30 496pp 10706 003, 


i'*' 830429 application for renewal of License 

UNM-1J07 Existing license will not expire until application 
for renewal has been determined by Commission 

PAOEiR, O Uranium Fuel Licensing Uraneb 03/06/06 NAR0J,A J 
westinghouse Electric Carp Ip 10G44 106, 


DOCKET 70-1207 NAVY, DEPT OF, SILVER SPRING/ MD 


G306160313 Discusses IE Insp Repts 70-1807/83-01, 30 -00488/03' 01 h 
30-10718/03-01 oil 030412-14 & foi wards notice of vlolatioil 
MARTINET T Division of Engineering & Technical Pi ograms B3/06/OJ 
FERNANDES, J E Novy, Dept of 3pp 10060 104 


— 0306l6032i Notice of violation from insp on 830412-14 Noncomp I laiit* 
noted survey meters not calibr at 6-month intervals L 
refresher training not provided to individuals using 
licensed matl during CYOl-DD 

* Rogien 1, Offico of Director 81/06/01 app JQB60, 1R7 


DOCKET 70-1824 TELEFUEX, INC , NORTH WAl FR, PA 


B306D20403 Ac k reyuest of 83Q5I7 Itr informing NRC of stops taken to 
correct vloiatlons noted In IE Insp Rept 70-1834/03-01 
martin, T T Division of Engineering & Technical Programs 03/05/31 
ALDDN, I TeloFlex. Inc Ip 10693805 


8306290433 Forwards IE 0afe guards Insp Rept 70-1151/03-10 on 830606-0 
No noncompl iance noted 

division of Emergency Preparedness 6 Materials Bafetu 
83/06/22 llRITTDNcW H Westlnghouse Electric Corp 2pp 
19049 879. 


—8306290436 IE Safeguards Insp Rept 70-1 551 /B3-10 on 830606-00 No 
noticomp 1 lance noted Major areas inspected physical 
protection of SNH of lou strategic significance at fixed 
site Details withheld (ref JOCFR2 790). 

HALL, B L Region 8, Office of Director MCOUIRE, D « Division of 
cmirgency Preparedness L Materials Safety 03/06/20 Ip 


— 0306020415 Responds to NRC B3042J Itr re violation noted in If Jii*p 
Rept 70-1224/03-01 Corrective actions separate inventory 
liftings luill be malnta Incd, p lent engineer will post new 
deliveries L quarterly Inventory count will be verified 
DEAN, J P Tel of] ex, Inc 03/05/17 MARTIN, T T Region I, Off iff 
af Director 2pp 10693 P06 
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DOCKET 70-1357 EXXON NUCLEAR CO , INC , RICHLAND. MA 


B3061304*?a Advl^CB that fee not received for 630103 application to 
afliend License £iNN-l2S7 for const cipeiation of chemical 
process u<aste troatmont facilities 

WE1E6jD License Fee Management Dranch 83/03/56 MALODY, C U 
Exvdti Nuclear Co < Inc (subs of Litxoii Corp ) Ip 18030 271 


^-0306130500 Application to amend License SNM-1227 providing for const tt 
op«ration of chemical process waste treatment facilitias 
Minor amend fee end 

MALDDY^ C U Exxon Nuclear To , Inc (subs of Exxon Corp » 

03/01/03 CRON. N T Uranium Fuel licensing Dranch 6pp 
IGQ30 272 


0306240396 Application to amend License LNM-1227. al lowing const 1( 
o-peration of solids holding £< leaching basin & permitting 
cleanout of solids from lagoons 

MALODVi C N Exxon Nuclear Co . Inc (subs of Exxon Corp ) 

93/09/04 CROWi W T Division of fuel Cycle it Material Safety Bpp 


0306130332 Issues Amend 10 to Lxxon Nuclear Co. Inc 1 i tense. author i z ing 
const 1< operation of solids basin SEN end 

PAGE. R 0 Uranium Fuel Licensing Dranch 83/06/07 MALODV. C U 

Exxon Nudear Co . Inc (subs of Exxon Corp ) Ip 18070 007 


-^S3O6l&0335 SER supporting Amend 10 to License SNM-1227. author i i mg 
const t operation of solids holding & leaching basin 
□IDlNOERi Q H . CROW. W T Uranium Fuel Licensing Dranch 03/06/07 
Spp 10070 ODD 


03O62OQ'4O6 Forwards IE Safeguards Insp Hept 70-1257/03-03 on B30D23~27 
noncomp I ianc e noted 

iNCni>ERHAUOj L R Region 5. Office of Director 03/06/15 NILSON. R 
Exxon Nuclear Co . Inc (subs of Exxon Corp ) 2pp 10919 S20 


--0306200410 IE Safeguards Insp Rapt 70-1257/03-03 on 830523-37 No 
noncompllance noted Major areas inspected facility 
organization St operations St shipper-receiver verification 
Details withheld (ref lOfmP 790) 

NELSON. 0 0 . WIEDER.A V . NDRDERHAUO. L R Region 5» Office of 
Dipector D3/06/15 Ip JG919 222 


IKlCItET 70 1300 GENERAL ELECTRIC CO . BAN Ufl9L*, CA 


0306030426 Bubmlts annual consolidated BAR update 

DAVfSDNiO N General Electric Uranium Management Corp 03/05/13 
CUWHINGMAN.R E Division of Tuel Cycle It Material Safety 2pp 
10733 316 


83O-i>a4O404 Sup posts withdrawal of rev to OA Plan NEDO-20776. far 
further editing before resubtni ssi on Response by 030700 
r equB s ted 

ROBERTS. J P Advanced Fuel l< Spent Fuel Licensing Dranch 03/06/20 
DAWSONiON General Electric Co Ip 10990 067 


DLJCHET 70-H02 ADINOTON MEMORIAL HO0P. , ADINOTON. PA 


8306200429 Ac k receipt of 030917 Ur Informing NRC of steps taken to 
correct violations noted in IE Insp Rupts 30-02948/03-01. 
30-00493/03-01 St 70-1403/03-01 on 030315 

MARTIN. T T Division of Engineering It Technical Programs 63/06/23 
CANDIA.O AhJngton Memorial Kaep Ahington.PA Ip 19020 324 


— 8306300433 Revponds to NRC 030431 Ur re violations noted in IE Insp 
nmplK 30-02940/83-01.30-00453/03-01 It 70-1402/03-01 on 
03031 9 Corrective act ions. 3-mnnth interval callbr check of 
survey meters reinitiated 

CANDIAiGR. Abingten Momorlal Hosp AbingtomPA 83/05/17 
MARTIN. T.T* Division of Engineering It Technical Programs 2pp 
19030 3P5 


DOCKET 70-1549 NUCLEAR FUEL OERV ICES. INC. . ERWiNt TN 


030*170024 Notifies of 830517-30 ifiBBtinqs w/vandor at Erwin.TN re 
SAfaguards program It other class! fled, propri etary It 
lOifEguards info 

GUNDERSENi 0 Fuel Facility Safeguards Licensing Dranch 83/05/24 
BROWN. U D Fuel Facility Safeguards Licensing Branch Ip 
ie907 340. 


DOCKET 70-1739 TR I -STATE MOTOR TRANSIT CQ . JOPLIN. MO 


0306300115 Forwards route overview depicting plannad check call 
frequency for forthcoming shipment. W/o end 

RUTENKROGER. E Trl-Btat# Motor Transit Co 03/05/19 HILLMAN. C 
NRC - No Detailed Affiliation Given 3pp 10900 236 


DOCKET 70-1764 NUCLEAR FUEL BERVlCEa. INC , ERWIN. TN 


0306170024 Noti-fies of 630517-20 meetings w/vendor at Erwin.TN re 
safeguards propram It other c la s s i f la d . proprl et ary It 
safeguards Infa 

OUMDERgGNfO Fuel Facility Safeguards Licensing Dranch 83/05/24 
DROWN. W 0 Fuel Facility Safeguards Licensing Branch Ip 
1B907 340 


DOCKET 70-2375 PACIFIC 0A8 & ELECTRIC CD . SAN FRANCISCO. CA 


830624039B Application to renew License BNM-1667i extending expiration 
date to 040630 

SCHUYLER. JO Pacific Gas li Electric Co 03/05/11 PAGE. R. 0 
Uranium Fuel Licensing Dranch ip 18997 354 


8306290662 Amend 9 to License SNM-I667-. extending expiration data to 
040630 or upon conversion of CPPR-69 to QL 

PAOE.R 0 Uranium Fuel Licensing Dranch 03/06/16 SCHUYLER. J 0 
Pacific Gas Ic Electric Co Ip 19047 102 


—8306290607 SER supporting Amend 9 to License BiWH-1667 

DIDINBER.O H . CROW. W T Uranium Fuel Licensing Branch 03/06/16 
Ip 19047 103 


DOCKET 70-2548 DOVER OENERAL HOBP . DOVER. NJ 


6306020399 Ack receipt of 630330 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 70“294B/B2-01. 
30-00374/62-01 It 30-02976/02-01, 

MARTIN. T T Division of Engineering Ic Technical Programs 03/05/31, 
LOVELL.R Dover General Hosp Dover. NJ Ip 10695013 


— d306'020405 Responds to NRC 030324 Itr re violations noted in IE Insp 
Repts 70-2548/02-01.30-00374/02-01 & 30-02576 /82-01 Exhibits 
A^ D. C Ir D re Co-60 teletherapy forwarded 

LOVELL. R M Dover General Hosp Dover. NJ 03/03/30 HART IN. T T. 
Division of Engineering It Technical Programs I6pp 10695 (T14 


DOCKET 70-2669 ROBERT PACKER HDBP . BAYRE, PA 


B306150156 Ack receipt of 830418 Itr informing NRC of steps taken to 
correct vialations noted in IG insp of License SNM-1798 
License should be retired 

MARTIN. T T Division of EngineeTlng Ir Technical Programs 83/06/00, 
MORRISON. 0 D Robert Packer Hosp Sayre. PA Ip 1B046 001. 


— 0306150163 Informs that License BNM-1750 expired on 020031 No renewal 
application received Licensee never received or pnssRSseif 
licensed matl Termination roquesbod per 030418 Hr 
KINNEHAN. J D Region I* Office of Director B3/O6/O0, 

WALKER. L E Material Control Licensing Dranch Ip. 10846^002 


— 0306150166 Responds to NRC 030331 Itr re Licent# 8NM-i79B No natls 
procured or expected under I icense. Cancel lati on of license 
requested 

HDRRlSDNiO D Robert Packer Hosp Sayre. PA B3/04/18 Region 

1. Office of Director Ip 1QB46 0D3 


—8306150169 Certificate of disposition of matU:no matls procured by 
licensee under Llcensa BNH-1756 

MORRISON. O.B Robert Paclei Hosp B.iyre. PA B3/O4/10 Ip. 

18046 004 


DOCKET 70-2030 CINCINNATI GAS <« ELECTRIC CO . CINCINNATI. OH 


33060B0393 Issues Amend G to Licence BNK-1023. extending expiration 
data to G5073I or upon conversion of CPPR-SB to OL 
PAGEiR 0 Uranium Fuel Licensing Branch 83/09/31, FLVNN. J D 
Cincinnati Gae L Electric Co ip. 18/92 174 


— 83Q6080396 Safety evaluation supporting Amend 8 to License BNH-1823 
aiDINOER.OH . CRDW.W T Uranium Fuel Llcenmlng Branch 03/05/31 
Ip. 1B792 175, 
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DOCKET 70-2850 HEDETJ STATE COLLEGE, QODEM, UT 


030^090065 Submit* notice- of violation re e^isirotlon of License 
aflM-1819 Discusses actions to be taken bij licensee 
Radioactive natl must be place<i in secure storage until 
valid llcenie issued 

BROWN. 0 D Region 9, Office of Oirectiir 03/06/03 TRIPP. D Webei 
State College 2pp 18793 28B 


DOCKET 70-SB93 AUXILIO ttUTD HOSP , HATO REY» PR 


8306020312 Application far reneuial of License SNH-1B23. revising 
eiplration date to B50731 or upon conversitin of CPPR'~B8 to 
OL 

FLYNN. J D Cincinnati Gas U Electric Co 83/03/12 PAGE. R D 

Division af Fuel Cycle & MateTial 6afatg Ip- lQ7i& 2B0 


DOCKET 70-2910 TENNESSEE VALLEY AUTHORITY. CHATTANOOGA. TN 


03O6O3O5OA Applicaticn far e^ctension af License 8NH-1B61 to 840331 due 
to const delays 

rtiLLfi.L M Tennessee Valley Authority 83/05/02 CROW.M T 
Division -of Fuel Cycle & Material Safety Ip, 1B735 002 


E3060G0092 Informs that License &NM-18&I has been amended. ex tending 
expiration date to 640331 or upon cenvrralon of CPPR''9i to 
OL SER end 

PAGE. R O Uranium Fuel Licensing Dranch S3/06/OJ. MILLS. L M 
Tennessee Valley Authority Ip 16787 306 


—9306060056 Recommends approval af 83050S application to amend License 
SNM-1B61 extending expiration until 840331 or upon 
conversion of CPPR~9l to OL. 

BIDINOER.O H I CRDH. H T Uranium Fuel Licensing Dranch 63/06/01 
Uranium Fuel Licensing Drench Ip 18/87 307. 


6306090355 Issues Amend 5 to License SNM-186J . changing expiration date 
to 640331 or Upon conversion -of CPPiR-91 to OL 

PAOE.R 0 Uranium Fuel Licensing Branch 83/06/01. MILL8. L H 
Tennessee Valley Authority Ip 18797 043 


—9306090259 Bafoty evaluation supporting 830503 amend application to 
extend license expiration dote to 940331 due to const 
delays 

PAOE.R Q Uranium Fuel Licensing Dranch 83/06/01 Ip 
18797:044 


DOCKET 70-2926 DETROIT EDISON CO . DETROIT. MI 


8306090038 Unexecuted Amend 25 to Indemnity Agreement B-RO. del eti ng 
Items 3 It 4 re license numbers 6 location, respective ly 
SALTZHANi J. Assistant Director for State tc Licensee Relations 
83/05/31 Ip 10797*361 24X Flche 50-016.83/05/31,8306090022 


6306090039 Unexecuted Amend 84 to Indemnity Agreement B-20. add ing 
Holverlne Pouer Supply Cooperative as licensee 
3 ALTZNANj-J Assistant Director for State U Licensee Relatione 
83/05/31. Ip 10797 360 24 X Flcho. 50-016. 03/05/01, 8306090039 


6306090265 Forward* Metis License SNM-1915 authorixlng receipt, 
posieseion, insp t< storage of enriched U-235, contained In 
fuel assemblies, for eventual use at Enrico Fermi, Uni t 2 
Indemnity Agreement 0-20 ic SCR also end. 

PAOE.R G, Uranium Fuel Licensing Branch. B3/05/31 TAUBER, H 
Detroit Edison Co 8pp 18810 047 


B306090269 Hatls License 6NM-19^19 authorising recelp t. poseaisioni i n sp tf 
sturage of enriched u-235 contained in fuel asiembUes for 
use at Enrico Fermi, Unit 2 

PAGE, R, 0 Uranium Fuel Licensing Dranch. 03/05/31 3pp 
10610:051 


—8306090274 Bafity evaluation supporting Issuance of Mails License 
8NM-1915 re flailO? application for storage of enriched fuel 
aitamblies at Enrico Fsrml«Unit 2 

BERINI, B L Uranium Fuel Licensing Branch. B3/05/3I, iOpp, 
16610:054 


939 ARMY, DEPT. OF. FT MCCLELLAN, AL 


E Insp Findings L Licensae Act dtd 030407 of License 

nip findings no vialaiiont observed 

3, Office of Director. 83/04/07. Ip lG6i39, 070 


DOCKET 70-2943 UNION ELECTRIC CO . ST I fiUlB, MO 


9306010110 Application to amend License SNM- 190t permitting rrBttirted 
use of crane* in proximity of fuel bldg Cranesiiehen not in " 

use, will be placed In safe c on f igurat i on 

6CHNEC.L.D F t/nion Electric Co 83/05/16 KGPPLER, J 0 JUolcn t, 
Office of Director 3pp 1«6G6 343 


B306290585 Notifies that either operating supervison or shift 
supervisor will verify trolley placement ?, replacement of 
crane stops during h after use of cask handling crane over 
spent fuel pool, per 830516 1 tr 

SCHNELL. D F LPhlon Electric Co 93/06/17 DAVIS, J 0 OpfJtf fif 
Nuclear Material Safety ^ 6a Poguards, Diroc tor 2pp 19E23 0?l 


DOCKET 70-S947 lU INOIS POWER & LIGHT CD , DECATUR, 11 


B306030203 Application to renew License 6NM- 1806, extend Ing license- I* 
860831 or upon conversion of CPPn-i3? to OL Amend 
authorizing prosspssion of two neuti on calibr stds 
consisting of max of 20 Cl Pu-POa requested 

Wi/LLEILO E Illinois Power Co 03/04/25 CUNNINGHAM, ft E DIvIiIe,, 
of Fuel Cycle S* Material Bofety 2pp 1B701 062 


DOCKET 70-2950 WASHINGTON PUDLIf POWER 9UPPLY SYSTEM, RirULAMD, 


8306080026 Application to amend License DNM-1890 j chang i ng present curu 
limit from 1,200 Ci/sovrce to 3.000 Ci/source 

DDUCHE’Y, 0 D Washington Public Power Supply System 03/04/15 
Office of Nuclear Material Safety t, Sa Pequards, Direc tar ip 
16787 3JP 


8306240339 Application for amend to License 6NM-i09O increasing 
possession linvit to 3,000 Ci/source 

OOUCHEV, 0 D Washington Public Power Supply System 83/04/15 
Office of Nuclear Material Safety & Safeguards, Dlrec tor Sop 
10999:235 


9306240460 Application for amenti to License SNM-ia 90 , delet ing ref to 
warehtiuse storage 

OOUCHEYi O D Washington Public Power Supply System 83/06/ib 
Office of Nuclear Material Safety h Sa Peguards, Dlrec tor Spp 
10998 100 


DOCKET 70-2953 CONNECTICUT, UN IV OF, STORRB. CT 


0306020025 Ac k receipt of 830503 Itr informing NRC of steps taben to 
correct vlolatians noted in It* Insp Repts 30-10376/93-01, 
30-11727/03-01 ^ 70-2953/03-01 

MARTIN, T T Division of Lnqiiieoring & Technical Ptogrums B3/05yiU 
VAN QEL0CR, A Connecticut, Univ of ip 18702 333 


-"8306080032 Responds to NRC 830411 lit re violations noted In IF Ititp 
Repts 30-10576/93-01,30-11727/03-01 U 70-2953/03-01 
Correctivo actions roam loc led, prop*?, posting maintained' U 
updated Form NRC- -3 posted 

HAR8HAW, F. Connecticut. Univ of 03/05/03 MARTIN, T T 
Division of Engineering 8, lechnical Programs 2pp 19702 334 


DOCKET 70-2960 CLFVEL AND ELECTRIC ILLUMINATING CO , CLEVELAND, OH 


0306240344 Amend 5 to application for 8NM 1 i cense, chong ing requeslif 
effective date of license to 04OQ1O 

EDELMANfM R Cleveland Electric Illuminating Co Q3/05/27 
DAVIS. J 0 Office oP Nuclear Material Safety 6 Saf eguards, Direilbr 
iOpp 10999 171 


DOCKET 70-2902 ROCHESTER, UNIV OF, ROCMLSlER, NY 


8306030456 Application for license authorizing possessian only of 454 S 
U hexafluoride stored in metal cylinder, for use in animal 
Inhalation experiments 

0ftEG0«Y,W D. Rochester, Univ of. 83/04/29 COOL, D. A Office of 
Nuclaar Material Safety 6 Safeguards. Director 2pp 18735275 


DOCKET 70-2904 ARIZONA PUBLIC SERVICE CO , PHOENIX. AZ 


0306070432 Application for 9NM 1 i cense, author I z ing storage of 
unirradiated reactor fuel h associated radlaactivs mail 
Supporting docunientation end 

ANDQOMINJ.O C Arizona Public Service Co 83/04/26 Office flf 
Nuclear Material Safety 6 Safeguards, Director 151pp 18776 16? 
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•B3'0fc2402O^ Kot wards util B30426 applicotxon for BNM license 

[>£MEy. L 6 Hearing Uranch 3 Q3/06/2J LAZOiR M , CALLIHAN, P , 

COLE.f) F Atomic Safety and licensing Hoard Panel 149pp 
16979 291 24X Fichc 50-529,03/06/21.0006340284 


IKlCKeT 70-2905 DUKE PQWFR CO , CHARL01TC, MC 


B30603063D ToTwards application for ONK license 

rUCHER. H D OiJke Pouer Co 83/05/17 DAVIS, J 0 Office oF Mutleor 

naterlal Safety tt Safeguard a. Director PAGE, R 0 Uranium f- wo 1 

Licinsing Uronich 2p|) 10716 304 


——3 306020646 Application for 8NM 1 i cense, author i t ing receipt, p ossessi on, 
Insp.use tc storage of U onrithed in 0-835 iBotope, contained 
in fuel asaombliea 8. in flsslnn chambers, Pu-238 contained 
in Pur/Bc neutron aoorce & nu-239 alpha source 
* Dufke Power Co BG/05/17 24pp 18716 306 

PACKAQrWQ OF RADIOACTIVE MATERIAL FOR TRANSPORT AND 
TRANSPORTATION OF RADIOACTIVE MATERIAL UNDER CERTAIN 
CONDITIONS 

DOCHCT 71-OOOa ATCOrt ENGIKEEHED SYSTEHa, INC 


e30609003D Forwarda IE Insp Rept 71-0002/03-61 on 830427 of activities 
assoclate-d u/perladic matnt of transpoi t packages No 
n oncomp 1 iatvcc noted 

HARTIMp 1 T Divioion of Engineering 8c Technical Programs 03/05/25 
BR8WMGTEIN, f1 AlCOR Spp 1Q792 350 


— 630609DO36 IE Insp Rept 71—0002/83-61 on 030427 No noncomp 1 1 ancc noted 
Hajor nreas Inspected periodic maint of transport packages, 
jncluilinp QA manual 8, interviouis ui/pereonnel 

CLCf1DN8, F> , GHANDAKY, H ftegifin ii Office of Director 83/05/24 
spp IG/9a 36C1 


0306230473 Clarifies IE Insp ilept 71-0002/83-61 transmitted by 030525 
1 tr re malnt activities for transport packages at alternate 
Taclli ti^ 

MARTINET 1 Division of Engineering & lechnlcal Programs 83/06/20 
DRDliNQTElN, h ATCDR Ip 18941 301 


DOCKET 71-0006 ALPHA-OMEGA SLP VICED, INC 


03O-6L6O649 Forwards "QA Plan for Shipping Packages, •* for approval Plon 
i 1 rot rov 

EODTHERMiR L Alpha-Omega Sot vices, Inc 03/05/25 GORDDM, L 
Transportation Branch 2pp 10004 2bt) 


-'-Q306160652 “OA Plan for Shipping Packages '* 

« A1 plia-Oinoga Sorvices, Inc 83/05/25 30pp 18884 252 


330624Q40Q Forwatds QA program approval for Radioactive Hatl Package 
0 006, Rev J 

HACODNALD, O C Ti-ansportatipn Uranch 03/06/16 BDUTHERN. R I 
Alpha-Ofppga Serviiros, Inc ip ID997 361 


-—0306240409 flA Pi nflram approval for Radioactive Matl Package OOB6fnev 1 
MACDONALD, C 6 Transportation Branch 83/06/16 Ip 10997,362 


DdCMET 71-OPlO OUl T NUCLEAR, INC 


0306060394 QA program for Gulf Huclear, Inc U/830504 Ur 

HDPCfiAFT, C P OnJP Nuc 1 eer^ Inc 03/03/01 MACDONALD, C E 
Transportation Branch 36pp 18750 216 


0306220203 Re«iuests addl info re 830504 application for approval of 
revised OA program applicable to design, fabrication li use of 
packaging containing special form radioactive matl R/o end 
Rag Guide 7 lO 

MACDONALD, C E Transportation Branch 03/06/13 HOPCRAFT, C P 
Oolf Nuclear, Inc Spp 10751 036 


Docket 7i osoo trancnuclear, inc 


S30602D25Q Forwards IE Insp Repts 71-0250/03-61 on B30426 No 
noncomp I iaric p notrd 

MARTIN*! T Division of Engineering t< Technical Programs 03/05/80 
HACKLIMFj-L Transnuclear, Inc. 2pp 10690' 275 


“-0306020364 IE Insp Rept 71-0250/83^61 on 030426 No noncomp I ianc e noted 
Major areas inspected periodic maint of transport packages, 
including OA manual , procedures ^ personnel interviews 
CLEHON0, r,, aHANDAKY,M Region 1, Office of Director 83/05/10 
2pp 1B690 377 


DOCKET 71-0302 ASSOCIATED PIPING b ENGINEERING CDRP 


Q3060205B5 Forwards, for approvaliOA far Radioactive Matl Package 0302 
Rev 0 Requests registration as user of Model 6717-0 W/o 
end 

JONEB, K C Associated Piping & Engineering Corp (subs of Johnson 
Controls, Inc ) 03/05/19 MACDONALD, C E Transportation Branch 

Ip 18715 061 


DOCKET 71-0367 NAVY. DEPT OF 


B306220231 Responds to 830503 request for rev to GA Program approval 
for Certificate of Compliance 0367 to include 8NAP-23A 
radioisotope thermoelectric generator (RTG) QA program 
administrative mgt controls applicable to all RTOs 
MACDONALD, C E. Transportation Branch 83/06/13 SHOEMAKER, D 
Navy, Dept of Ip 18977 352 


DOCKET 71-0498 OEARHART-OWEN INDUSTRIES 


8306820172 Foriiiards OA program approval for Radioactive Matl Package 
0498, Rev 0 

MACDONALD, C E Transportation Branch 03/06/13 KOEHL. K M 
Oearbeart-Owen Industries, Inc Ip 16937 279 


— B3O622O170 OA program approval for Radioactive Matl Package 0498, 
Rev 0, 

MACDONALD. C E Transportation Branch 83/06/13 Ip 1B937 200 


DOCKET 71-4909 MODEL GE 21PF-1, GENERAL ELECTRIC CD 


0306080341 Discusses proposed design fixes for U hexafluoride 30-inch 
diameter averpacks to correct water leakage problem Fixes 
Include mods to existing overpacks & to current DOT Spec 
21 PF “1 M/three oversize drawings Aperture tarifi are in PDR 
PRICHARD, R P Transportation, Dept of 03/05/12 RDBEftTB, A I 
Transportation, Dept of 15pp 10790 250 


— 63060B034B "U Hexafluoride Product Cylinder - Qverpack Insulation " 
FRAZIER, JL Union Carbide Corp U-7405 K/TL/SS-BB B3/02/2G 
llpp 10790 866 


~G3060B03SB Rev 1 to *’9AR for Modified U Hexafluoride Cylinder Shipping 
Package. DOT Spec 21 PF-1 ** 

» Union Carbide Corp K/D-5400 ROl 83/03/30 I7pp 10790 277 


8306020493 Notification of registration as user of Model CE-2IPF-1 
In response to 830310 request 

MACDONALD, C E- Transportation Bronch. 03/05/25 TAYLOR, J C Union 
Carbide Corp Ip 10715 J96 


83060B0327 Forwards three oversize revised drawings, i ncludlng one 
proprietary. In response to NRC 830224 request for addl info 
re B30119 request for amend to Certificate of Compliance 
4709. Aperture cards in PDR & Central Files 

NAROl.A J Uestlnghouse Electric Corp 03/05/31, MACDONALD, C. E 
Transportation Branch ip. 10791 817 


8306220195 Forwards request for addl info re 0301 19 U 0531 application 
4( Buppl for approval of Model N''2IPF“1 packaging Info should 
be submitted as revised pages 

MACOQNALD.CE Transportation Branch 03/06/16 NARDl, A J 
Mestinghouse Electric Cnrp. 8pp 18951 043 


DOCKET 71-4960 MODEL LLD-1, ENERGY, DEPT. OF 


8306200022 Submits lists of BAR packages for which DDE no longer 
Intends to pursue certificates of compliance Also lists 
BARPi for which DOE intends to pursue issuance of 
certificates of compliance 

PRICHARD, R P. Energy, Dept, of. 83/05/31 MACDONALD, C Division 
of Fuel Cycle 4<- Material Bofety. 2pp 18900 352 


DOCKET 71-5026 MODEL: CN9 14-J90, CHEM-NUCLEAR SYSTEMS, INC. 


8306090014 Forwards Rev 7 to Certificate of Compliance 5026 for Model 
CN8 14-190 

MACDONALD, C E. Transportation Branch. 03/05/31 LEAL, R 
Chem-Nuc lear By stems, Inc 3pp 18798*001 


—8306090017 Certificate pf Compliance S02A, Rev 7, for Model CNB 14-190 
MACDONALD, C.E Transportation Branch 83/05/31 4pp IB79B 004. 
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DOCKET 71 “5097 MODEL 44. ENEBOY, DEPT OF 


83063D003S Submits lists of 8AR packages For uhich DOE no lartQer 
intends to pursue certificates of compliance Also lists 
SAflPs for tijhicb DDE intends to pursue issuance nf 
coTtlfieatos oP compliance 

PRICHARDiR P Energvi Dept of 03/05/31 MACDONALD, C Division 
of Fuel Cycle tt Material Safety 2pp 16908 35D 


DOCKET 71-5170 MODEL STEEL INGOT SKID & BOX 37, ENERGY, DEPT OF 


830&&00022 Submits lists of 8AR padisges for uhich DDE no longer 
Intendi to pursue certificates of compliance Also Lists 
SARPs for uhich DOE intends to pursue issuance of 
certificates of compliance 

PRICHARD,*? P Energy. Dept of 03/05/31 MACDONALD, C Division 
of Fuel Cycle «. Material Safety Dpp 1Q90B 352 


DOCKET 71-5364 MODEL WP 1-67-0442, NEUTRON PRODUCTS, INC 


G30&0S04B8 Notification of registration as user of Models DT-140 I, 
NPJ-67-0442 in response to 830218 & 0322 reguests 
MACDONALD, C E Transportation Branch, 83/05/25 ANSELMO, A A 
EO&Oi Inc ip J0715 200 


B30624D341 Informs of inadvertent overloading of shipping cask under 
Certificate of Compliance 5364 On 830222,407,300 Cl shipped 
in container licensed for 400,000 Cl Caused by 
ffliscalcul atlons of generation rate af first Ca-60 targets 
eMEDlRA.C Neutron Products, Inc 83/06/03 MACDONALD. C E 
Transportation Branch 2pp 18999' 23J 


DOCKET 71-5450 MODEL flCC, -1, -a, -3, -4. WESTINOHDUSE ELECTRIC CORP 


8306290361 Forwards listing of applicable shipping paclagas for 
continued registration as user End also Identifies 
packages to be removed front user list 

STEMARTj N L Virginia Electric it Power Co 03/06/06 
MACDONALD, C E Transportation Branch 4pp 19047 401 


DOCKET 71-5467 MODEL NARK VRi VE S< NARK 1 5> ENERGY, DEPT OF 


8306200022 Submits lists of SAR packages For which DOE no longer 
intendi to pursue certificates of compi 1 ance. Also lists 
SARPi for which DOE intends to pursue issuance of 
certificates of compliance 

PRICHARD, R P Energy, Dept of 83/05/31 MACDONALD, C Division 
Of real Cycle If hater ial Safety 2pp 18908 352 


DOCKET 71-3469 MODEL HNPF SPENT FUEL SHIPPING CASK, ENERGY,. DEPT OF 


8306200022 Bubmits lists of SAR packages fur which DDE no longer 
intends to pursue certificates of compliance Also lists 
SARPs for which DDE intends in pursue issuance of 
certificates of compliance 

PRICHARD, R P Energy, Dept of 83/05/31 MACDONALD, C Division 
of Fuel Cycle 6 Material Safety 2pp 18908 352. 


DOCKET 71-5507 MODEL HFIR SPENT FUEL ELEMENT SHIPPING CASK, ENERGY, 


8306800028 Submits lists of SAR packages for which DOE no longer 
intends to pursue certificates eP compliance Also lists 
SARPi for which DOE intends to pursue issuance of 
certificates of compliance 

PRICHARD, R. P Energy, Dept pf 83/05/31 MACDONALD, C Division 
Df Fuel Cycle Ir Material Safety 2pp 40908:352 


DOCKET 71-5552 MODEL 0A9 CYLINDER FIRE IMPACT SHIELD, ENERGY, DEPT, 


83062CX>G22 Bubmits lists of 8AR packages for which DOE no lunger 
Intends to pursue certificates af compliance Also lists 
SARPt for which DDE intends to jiursue issuance of 
certificates of compliance, 

PRICHARDiR, P Energy, Dept of, G3/G5/31 MACDONALD, C Division 
“ 6 Material Safety. 8pp 1890B 353 


DOCKET 71-5593 MODEL LWI ORNL Uf?ANlUM BHIEI DED CASK. ENERGY, DEFT (]| 


830620D023 Submits lists of BAR packages for which DUE no longer 
intends to pursue certificates of compliance Also lists 
SARPs for which DOE intends to pursue issuance of 
certificates of compliance 

PRICHARD, n P Energy, Dept of 83/05/31 MACDONALD, C Divisisn 
of Fuel Cycle h Material Safety 2pp 18908 35? 


0306240033 Advises that (questions re structural integrity of Model L 
casks resolved by replacing stainless steel closure bolts 
ur/ASIC 4340 quenched It tempered steel bolts Questions re 
containment 6 testing resolved w/tssuanre of rovlsod 9ARP 
TRAVIS, W H Energy, Dept of 03/06/10 MACDONAl D, C E 
Transportati on Branch 2pp IB9S7 2, Tv) 


— 8306240044 Certificate of Compliance 5575, Rev 4, for Models L h M 
TRAVIS. M H Energy, Dept nf 03/06/10 46pp 18907 L>3? 


DOCKET 71-5597 MODEL TUNGSTEN SHIELDED CASK, ENERGY, DEPT DF 


8306200032 Submits lists of BAR packages far which DDF no lonpei 
intends to pursue certificates of compliance Also lists 
SARPs for which DOF Intends to pursue issuance of 
certificates of compliance 

PRICHARD, R P Energy, Dept of 83/05/31 MACDONALD, C Division 
of Fuel Cycle it Material Safety Spp IB908 352 


DOCKET 74-5607 MODE! T-2, ENERGY, DEFT OF 


8306290610 Notifies that registration fur Model OE T-2 still valid, in 
response to S3050? Itr Registiation fox MoiJcl HFIR not yet 
issued by NRC 

MACDONALD. C E Transportation Branch B3/06/21 DEJGL, H J Terav 
A6M Univ . Cullege Station, IX Ip 19047 082 


DOCKET 71-5608 MODEL DR 63 0101. ENERGY. DEPT DF 


0306200022 Submits lists of SAK packages for which DDE no longer 
Intends to pursue certificates of compliance Also lists 
SARPt for which DDE Intends to pursue issuance of 
certificates of compliance 

PRICHARD, R P Energy, Dept nf 03/05/31 MACDONALD, C nivision 
of Fuel Cycle 8, Motorial Safety 8pp 18900 352 


DOCKET 71-5641 MODEL UNC-2500. UNITED NUCLEAR CORP 


B3060BD022 Application to amend Certificate of Compliance 5641 
1 ncorporating listed changes re stated dry & wet safe 
quantities per Amend 19 

KIRK. W F United Nuclear Corp 03/04/25 MACDONALD, C E 
Transportation Branch 2pp 10707 317 


0306140790 Forwards request for addl info rc 830425 application for 
amend to Model UNC-S500 packaging contents Response schedule 
requested within 30 days 

MACDONALD, C E Transportation Dranch 03/05/31 KIRK, W F Unltrd 
Nuclear Corp 2pp 18045 325 


0306170447 Forwards request for addl info re 830425 supplemented 
application for amend to Model UNC-2500 Response schedule 
requested within 30 days 

MACDONALD, C E Transportation Branch 83/06/00 KIRK.W r United 
Nuclear Corp 2pp 10907 326 


DOCKET 71-5645 MODEL AL-L 0, ENERGY, DEPT DF 


0306200022 Bubmits lists of BAR packages for which DDE no longer 
intends to pursue certificates of compliance Also lists 
SARPs for which DOE intends to pursue issuance of 
certificates of compliance 

PRICHARD, R P Energy, Dept of 03/05/31 MACDONALD, C Division 
of Fuel Cycle Ic Material Safety 2pp 18908 352 


DOCKET 71-5753 MODEL ORNL LOOP TRANSPORT CASK, ENERGY, DEPT OF 


0306200022 Submits lists of BAR packages for which DOE no longer 
intends to pursue certificates of compliance Also lists 
SARPs for uhich DDE Intends to pursue issuance of 
certificates of compliance 

PRICHARD, R P Energy, Dept of 03/05/31 MACDONALD, C Division 
of Fuel Cycle I, Moterlal Safety 2pp 1G90Q 352 
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&DCKET 7i-5795 MODEL NONE, ENEROV, tlEPT OF 


0JO62OOD22 Submits lists af EAR pacVages for uhich DOE md Intiticr 
Intends to pursue certificates of compliance Also lists 
SARPs for uhich DOE intends to pursue issuance of 
certificates of compliance 

PfilCHAROiR P Energy, Dept of 03/05/31 MACDONALD, C Division 
of Fuel Cycle tc Material BaPety 2pp 10900 352 


DOCKET 71-5796 MODEL 1B1375, 101361, ADVANCED MEDICAL OYSTENS. INC 


8306020466 Foruards Change 3, consi st ing of revised pages tc drauings, to 
Certificate of Compliance 9796 shouiing four bolts on each 
side of tie doun assembly bolt into machine irradiator heodr 
In response to 831329 & 030225 Itrs 

[FNINiH R A7C Medical Technology, Inc 03/05/03 MACDONALD, C r 
Transportation Branch 24pp 10715 310 


0306210445 Requests revised analysis shcuing internal support sys 
capable of uithstanding 30 ft cornel di op per 021101 
■application for amend to Model 101375 packaging 
MACDONALD, C B Transportation Branch B3/06/15 IRWIN, M F< 
Advanced Medical Systems, Inc Ip 10935 335 


DOCKET 71-SO30 MODEL TREAT, ENERGY. DEPT OF 


Q306S2D164 Foruiards Rev 2 to Certificate of Compliance 5D2B for 
Model TREAT 

MACDONALD, C B Transportation Branch B3/06/09 BARRACLAUGH, E 
Fnergg, Dept of Ip 1B977 334 

—8306220190 Certificate of Compliance 5020, Rev 2, for Model TREAT 
Approval record end 

MACDONALD, C E Transportation Branch 03/06/09 3pp 10977 335 


DOCKET 71-5005 MODEL AL-L 11, ENERGY, DIPT OF 


9306SDOD2S Submits lists of BAR packages for uihich DOE no longer 
intends to pursue certificates of compliance Also listn 
SARPs for uihich DOE intends to pursue issuance of 
■e or tlfl cates of compliance 

PRICWARI3,HP Energy, Dept of S3/05/3J MACDONALD, C Division 
H»f Fuel Cycle & Material Safety 2pp 10906 352 


DOCKET 71-9907 MODEL ORNL IN PILE CAPBULE, ENERGY, DEF*T OF 


6306E0002S Submits lists of BAR packages for uhlch DUE no longer 
Intends to- pursue certificates of compliance Also lists 
SAWPs far which DOE intends to pursue issuance of 
certificates of compliance 

PRICHARD. RP Energy, Dept of 03/05/31 MACDONALD, C Division 
of Fuel Cycle & Material Go fety Spp 10900 392 


DOCKET 71-9957 MODEL DMI«1, BATTEl LE COLUMBUB LABORATORY 


B-306D30D49 Requests registration as user of Model DM1 

DEIGLiH J Texas A8<M Univ , College Station, TX 03/05/ J3 
HACDDNALDrC E Transportation Branch Ip 10733 190 


DOCKET 71-9971 MODEL GE-200, GENERAL ELECTRIC CO 


6306030029 Requests registration as user of Model 0E**200 

MILLER, R I Sacramento Municipal Utility District B3/O5/O0 
MACDDNALDhC E Transportation Branch Ip 10733 172 


COCKET 71-6003 MODEL H-I30i ENERGY, DEPT OF 


6306030007 Forwards Rev 4 to Certificate of Compliance 6003 fur 
Model M-130 

MACDONALD, C. E Transportation Branch 83/09/35 ENGELtW.P 
E'nergy, Dept of Ip 10/33 273 


--9306030D90 Certificate of Compliance 6003, Rev 4, for Model M-130. 

MACDONALD# C E Transportation Branch 03/05/25 6pp 10733 274, 


B3O614O707 Forwards request for addl info re 810911 application for 
amend to Certificate of Compliance 6003 to Include light 
water breeder reactor seed modules in Mode] M-130 Addl 
info should be submitted in form of revised pages 
MACDONALD, C E Transportation Brench 83/09/37. ENGEL, N P 
Energy, Dept of 2pp 18Q49 329 


DOCKET 71-60DD MODEL D-3B, DAK RIDGE NATIONAL LAB 


8306200022 Submits lists of BAR pactages for which DOE no longer 
intends to pursue certificates of compliance Also lists 
fiARPs for which DDE intends to pursue Issuance of 
certlficaiBS of compliance 

PRICHARD, R P Energy. Dept of 83/05/31 MACDONALD, C Division 
of Fuel Cycle & Material Bafety 2pp 10909 352 


DOCKET 71-6,104 MODEU^ ANL-390-BPM. ENEROY, DEFT OF 


B3062CD022 Submits lists of SAP packages for which DOE no longer 
intends to pursue certificates of campllance Also lists 
SARPs for which DOE Intends to pursue issuance of 
certificates of compliance 

PRICHARD, R P Energy, Dept of 03/09/31. MACDONALD, C. Division 

of Fuel Cycle tt Material Safety 2pp 10908 352 


DOCKET 71-6115 MODEL RlOlO-0033, ENERGY, DEPT OF 


8306200-022 Bubmite lists of BAR packages for which DDE no longer 
Intends to pursue certificates of compliance Also lists 
SARPs for which DDE Intends to pursue issuance -of 
certificates nf compliance. 

PRICHARD.RP Energy, Dept of 03/O5/OJ MACDONALD, C Division 
of Fuel Cycle 8< Material Safety Spp 10900 392 


DOCKET 71-6142 MODEL BETTIS WASTE, ENERGY, DEPT. OF 


B306030022 Forwards Rev 1 to Certificate of Compliance 6142 for 
Model B-2 

MACODNALDi C E Transportation Drench 03/05/23 ENGEL, W P 
Energy, Dept of Ip 10733 160 


—0306030027 Certificate of Compliance 6143, Rev I, for Model ttettis 
Disposable Waste 

MACDONALDiC E Trans p orta tion Branch 83/05/29 Spp. 1G733’ 169 


DOCKET 71-6244 MODEL 6244i CHEM-Nl/CLEAR BVBTEM9, INC 


0306090070 Fsrwardn Rev 4 to Certificate of Compliance 6244 for 
Model 6244 

MACDONALDiC E Transportation Branch 03/03/31, DEAL, R 
Chem-Nucl ear Systems, Inc 3pp 10797 351 


— 8306090074 Certificate of Compliance 6244, Rev 4 for Model 6S44 

MACDONALDiC E Transportation Branch 03/05/31. 4pp 10797 354 


DOCKET 71-6272 MODEL 6272, U 8 ECOLDOY 


Q306200022 Bubmlts lists of 8AR packages for which DOE no longer 
intends to pursue certificates of compliance Also 1 i ste 
SARPs for which DOE Intends to pursue Issuance of 
certificates of compliance 

PRlCHARDiR P Energy* of 83/05/31 MACDONALD# C Division 

of Fuel Cycle it Moterlal Bafety. 2pp 10900 332 


DOCKET 71-6345 MODEL ANL-402-BPM k 403-BPM. E 1 DU PONT DE MEMODRS 


8306S00022 Bubmlts lists of BAR packages for which DOE no longer 
Intends to pursue certificates of comp H ance. Also lists 
BARPs for which DOE intends to pursue issuance of 
certificates of compliance 

PRJCHARDiRP Energy! Dept of 83/05/31 MACDONALDiC Division 
of FubI Cycle it Material Safety 2pp 10908“ 392 
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DOCKET 71-6346 MODEL FSV-J . OEKirnAL ATOMIC CO 


0306210409 Application for amend to Certificate o-P Compliance 6346 
to allow u»e of lead shielded pig uithin generic bui ini 
liners used u/FSV-l caekj per iOCFft?! J< IE Notice B3-t0 
OADR 95 safetg analysis suppl* Addendum III b fee end 
HOWRY, H R OA Technologies, Inc /Oenerol Atomic Co 03705719 
HACDDNALD. C E Division of Fuel Cycle h Material Safety 4pp 
1B94B 030 


— 0306210415 “Consolidated Design Rept for Fort St Vr>aln Fuel Shipping 
Cast," GADR-55 Addendum III for May 1903 

MOORE, R L I LAOARiM P , MOURY, W R QA Techno I agj loc /general 
Atomic Cd B37 05/31 75'pp 10940 029 


0306210447 Forwards request for addl info re 030519 application 
requesting amend to Model FSV-1 packaging Response iirithln 
30 days requested 

MACDONALD* C E Transportation Branch 63/06/ 16 HOWRY, W R OA 
Technologies, Inc /Oeneral Atomic Co 3pp 10935 351 


DOCKET 71-6357 MODEL NNFD-10< DAB COCK b WILCOX CQ 


8306290503 Requests registration as user of Model NNFD-10. 

lOEKERiR L Nuclear Fuel Bervicesi Inc (subs of Cettq Oil Co ) 
63/06/15 HACDOMALD. C E Transportation Branch Ip 19047 196 


DOCKET 71-6400 MODEL 6400, WE5T1NOWOU0E ELECTRIC CORP 


9306010001 Fouards Rev 3 to BAR for packaging Super Tiger shipping 
container a« adapted for light-uater breeder reactor-tgpe 
fuel rods Concurrence requested by 030/04 
ENOELiW P Energy, Dept of 63/04/22 MACDONALD, C E 
Traniportaiiort Branch 2pp 1D607 132 


—6306010005 R«v 3 to BAR for packaging Super Tiger shipping container as 
adapted for I Igh t-uiater breeder reactor-lgpe fuel rods 
PLUMMERrD E r ZUCKER.CE Energy* Dept of WARD -LP<Fei-B20 003 

03/02/20 120pp 166G7 1Q4 


83067000S8 Submits lists of 0AR packages for which DDE no longer 
intends to pursue certificates of compliance Also lists 
SARPs for which DOE intends to pursue issuance of 
certificates of compliance 

PRICHARD. R p Energy, Dept of 03/05/31. MACDONALD, C Division 
Of Fuel Cycle 4* Material 0afety 2pp IB9'0-O 352 


DOCKET 71-6421 MODEL' CBE-14, ENFROY, DEPT OF 


8306200022 Bubmits lists of SAR packages for which DOE no longer 
intends to pursua certificates of compliance Also listB 
BARPi for which DDE Intends to pursue issuance of 
certificates of compliance 

PRKHARD*R P Energy. Dept of 03/05/31 MACDONALD, C Division 
of Fuel Cycle & Material Safety 2pp 10900 352 


DOCKET 71-6550 MODEL* 6-Ofi-l, ENEROY, DEPT OF 


630617046S Requests for Modal 6-6-5-1, documents referenced by 
Certificate of Compliance 6550 within 45 dags of Itr date, to 
complete revteu' of L8L B30503 reniual application 
MACDONALD, C E. Transportation Drench 03/06/00 sfACKBDN*C D 
Energy, Dept of Jp 10894 362 


DOCKET 71-6553 MODEL- PADUCAN TJOEH* ENERGY. DEPT OF 


B306140744 Forwards Rev 1 to Certificate of Compliance 6553 for Model 
Puduceh Tiger. 

MACDONALD, C E Transportation Branch 03/06/03 DLALOCKrL 
Energy, Dept of 2pp 10845 345 


— 0306140750 Certificate of Compliance 6553, Rev l,for Model Paducah 
Tiger 

MACDONALD, C E Transportation Branch. 03/06/03 4pp 18045 347. 


DOCKET 71-6574 MODEL HN-200- HIT! NAN NUCLEAR b DEVrtOPnENT CORP 


0306020626 Notification of registration as user of Kodrls HN-1000, 
HN-lOO* Series 1* HN- 100, Series 3 t* HN'»’00 in response to 
630330 request 

MACDDNALD, C E Ti anaportation Branch 03/03/23 FAY. C W 
Wisconsin Electric Power Co Ip 18716 345 


DOCKET 71-6601 MODEL CNS 8-120. CHCM-NUCLEAR SYSTEMS. INC 


9306240372 Corrects util name b address on list of registered users of 
Rev 10 to Certificate of Compliance 6601 for Model CNE 0-120 
packaging 

OAUNY. n D Consolidated Edison Co of New Vnrk, Inc D3/05/24 
MACDONALD. C E Ti an&portation Branch 3pp 1B9Q7 359 


8306090004 Forwards Rev II to Certtflcabe of Compliance 6601 foi Model 
CNS 0-120 

MACDONALD, C E Transportation Branch 93/05/31 DEAL, R 
Chem-Nuc 1 ear Systems. Inc 4pp IB79Q 245 


— 9306090006 Certificate of Compliance 6601, Rev 11 for Model CNS B-120 
MACDONALD* C E Transportation Branch 03/05/31 3pp 10798 24V 


DOCKET 71-6613 NDDFL 702, TECHNICAL OPFRATIDNS, INC 


8306240440 Requests issuance of IAEA certificate of competent authority 
for Certificate of Compliance 6613 for Type 0(u> pariraging, 

Model 702, for use in conjunction w/Model 849 spocia) form 
source assembly 

MUNRO,J xf Technical OperattonB* Inc QJ/05/i6 RAWL, R 
Transpor tail on, Dept of Ip 10797 273 


DOCKET 71-6639 MODEL MH-lA, ENFROY, DEPT OF 


0306200022 Submits lists of SAR packages for which DDE no longct 
intends to pursue certificates of compliance Also lists 
BARPs for which DOE intends to pursue issuance of 
certificates of compliance 

PRICHARD* R P Energy, Dept tif 03/05/31 MACDONALD, C Division 
■of Fuel Cycle L Material Safety 8pp 1B9O0 332. 


DOCKET 71-6679 MODEL 6679, U 8 ECOl.OOY 


0306030105 Requests extension until 030701 to submit addl info re 
consolidated application for Certificate of Compliance 
6679 

WALLER, N K U3 Ecology, Inc (formerly Nuclear Engineering J 
03/05/10 MACDONALD, C E Transportation Branch Ip 18733 296 


DOCKET 71-6690 MODEL NFS-4, NUCLEAR FUEL eCRVICEB, INC 


0306230123 FQIA request for five categories of documents re spent fuel 
a t fac i 1 i t i OS 

AUDIN. L Affiliation Unknown 03/03/05 Office of 
Administration 2pp 18992 045 24X Fiche 50-014, 83/03/05, 

0306230123 


0306230129 RespaniiB to FOIA request for five categories of dotumints ri 
spent fuel at facilities App A L D documents respond to 
Items 1,2*4 Sc 5 Forwards App 9 Documents 1 It 5-1 L. No 
documents located for Item 3 

FELTON, J K Division of Rules and Records 03/04/13 AUD1N,L 
Affiliation Unknown 3pp 18792 047 24X Fich a. 50-01 4, 93/04/13, 

8306230129 


POCKET 71-6717 MODEL 6717-B, (JAHMA iNDUaTRIEB 


03O6O2O5B9 Forwards* for approval, QA for Radioactive Hatl PacTago 03D2 
Rev O Bequests registration as user of Model 6717-B W/o 
and 

JONEB*K C Associated Piping I, Engineering Corp (subs, of Johnson 
Controls, Irtc 1 83/05/19 MACDONALD, C E. Transportation Branch 

Ip 18715 061. 
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DOCHET 7 1 9006 MOUrL GOO-SU. AOIOMATIDN 1 Nl>U«5Trn ESr 1 NO 


6306^40431] Ack reteipt of BJ0G19 Iti l equc^ting amend to Cprlifitalp 
of Cara-pliaiicc 9006 Minor amt-nd Ptr nequn ed 

JACklsaN.O Licome Foe Mana q I'fnen t Uranrh 83/06/07 SAN7UH0, H |> 
AutDinaiion Jndustiiesi Inc Id'/V/ i /4 


— 8306240441 r-oiuardti amend fne per BJ0bl9 rrtiuast for ariditinn uF 
aAlcldinq plntoii to Model GOO -SlJp 1 r - 1 93 finurce c hang or < 
under Ca»tiPicate of Compl inner 9006 

MAYSERflVi-O B Automation I ndo'i tri L«fl» [nc BJ/Oh/OJ 
MAC&OMALD. C f Transportation □ranrii Jpp 1099/ 176 


— □30624044b Application for amrnd to Coitificate of CompliauLe 9006p 
adding shielding plates to Mudol GOO-t>Up lT-l9tJ snurco 
changer W/two oversire drauilngs Aperture cardi are avallahle 
in PUR 

SftMTOfiD. M P Automation IniluGliiobi Inc 03/05/19 
nACUOTIALD»C C f ransp a r to 1 1 on Oronrh Upp 13997 I 7H 


DDCV16T 71-9010 hUULL NLI-1/3. Ml INnUBTillEC, INC 


83062404*1/ Appl nation for amend to Flrv 9 to CerllPlrata of Coinpl lance 
9010 to alJ-nu tiansport of PUN fiiol aorirmhlq w/ma* avpiage 
b-urnup of 96*000 HMD/ MTU & mill coo lino time of 4b0 days 
p^nor to Bhipairnt 

JDhfNSDM. C II Nuclear Assuiancr Corp 33/05/24 MACOdNALU, ( t 
Transportation Branch tipp 10998 IH 


8306090034 Forwai cIs Rev 10 tn Cerli Pitnlr of Cumpl lance 9010 foi 
Model NLl-l/^ 

MAC DONA LO. C E Tiansporiatlon Branch 83/05/27 v/OMNSON. C B 
Nuclear AesuTariCe Corp 3pp 18/98 011 


-0306090037 Coitxficate of Comp 1 lone o VOlOiRev lOi ftn Model NL 1-1/2 
MACDGNALU* r V I ran s p or to t i tin Branch 03/05/2/ 6{ip 1G79Q 014 


DDO^ET 71-9015 MOUll TN Q, til. N(1 UBCRS 


830624037b Requests rev to Cortificaies of Cumpliancu 901b & 9016 to 
aJlocj uac of component spacers to propeil^i posltioti fuel 
uithln firel compartments of IN 8* TN> 01 ^ TN-9 packaglnga 
ODLDMANN/K Ti ansnuc 1 ear , Iiit 03/05/27 MACDONALDi C I 
Transportatiun Branch 3pn 10907 399 


8306090278 Forwards Rev 5 to Cettificnlo nf Compliance 9015 for 
Models TN 8 k TN fll 

MACDONALD# C E Ti ans p or ta t i on Branch 0 i/06/03 OCILDMANN*ll 
Transniicleai* Iric Ip J 00 10 040 


—03060902/7 Certificate of Complianco 9(J15 *Rbv bi for Hudels TW □ 

TN OL 

MACDOWALUrC L J rans p or ta t i on Branch OJ/06/03 6pp IHUIO 041 


DOCKET 71 -90 J 6 NDBf J TN-9* Nf) UOI RfT 


830 6S 403 7 5 Requests rev to Cortificates of Comp I i once 9015 Sc 9016 in 
alloui usr of component spacers to proppily position fuel 
within fuel compartments of TN'DjTN-81 Si TN-9 packsgings 
OOLDMANN.K Tvansnuc 1 ear , Ini 03/00/27 MACIIONAI D* C E 
Transportat i on Branch 3pp 18907 395 


83O6O0O4OQ Forwards Rev 3 to Certificate of Cempllance 9016 fnr 
Modal TN-9 

MACDONALD. C L Transportation Branch 03/06/03 OtlLDMAN, K 
Transiiuc 1 ear* Iric Ip 18/72 1/6 


— 8306060411 Certificate of Compliance 9016* Rev 3. for Model PN-9 

KACDDNALBiC L Transportation Branch 83/06/03 5pp 10792 17/ 


DOCKET 71-9017 MODEL 8NAP-P3A 1000* NAVY, dFPT OF 


8306000326 Renueets rencwol of Certificate of Compliance 9017 fnr 
SNAP-a3A Model toOO shipping packago w/expiration date oP 
BE033I Amend to QA program to include Certificate of 
Compliance 9017 for SNAP-23A also requested 
SHOEMAKER. D Navy, Dept of 83/03/00 ODEOAARDFN* R 
Transportat ion Branch 2pp 18/91 001 


'--0006000334 rorwerds Certificate of Compliance 9017. Rev I* fo? SNAP-23A 
Modal 1000 shipping package 

MACDONALD, C. L Transportation Branch 77/03/29 HHNDRlXiOW 
Navy, Dept op 2pp 18791 004 


--8306080336 CertiPitats of Compliance 7C)17*flev 1, for 9NAP-23A Medet 1000 
shipping package 

MACDONALD, t L Tran s p ur ta t i 0 n Drarveh 77/03/29 Gpp 10791 006 


--9306080339 BEH supporting tise op 9NAP-33A Model iOOO shipping package 
by Dept of Novg Buppo-rting doc uman tat i o-n enc 1 U/13 
ovorslie drawings Aperture cards are ovailahle In FDR 
MACODNALD* C L Atomic b-nergy rommiSRion, Directorate of Lic*-nilng 
74/09/30 4pp 10791 009 


--8306080340 Application for Certificate of Compliance 90-17 for BNAP-a3A, 
Model lOGO 

-e Hi ttman Nuclear 6 Development Cai p (suts Hittman Corp ). 
74/04/19 iPOpp 18791 OJD 


— 0306080342 Supplemental application fnr Certificate of Compliance 9017 
for BNAP-a3A. Model lODO 

* Hlttma-n Nuclear &; Development Corp {eubs. Hlttman Corp ) 

74/08 /»D 76pp 10791 14t 


0306150239 Faiwards Rev 2 to CertiPicate of Cemp 1 iance 9017 for 
Model fiNAP-a3A 

MAODONALDfC E Transportation Branch 83/06/03 Navyi Dept of 
Ip 18070 050 


—8306150240 Certificate of Compliance 9017. Rtv S. for Model BMAP~23A 

MACDONALD, C C Transportation Branch aO/OA/OS 4pp 10870 051, 


DOCKET 71-9029 MODEL 676 t, 676fc* TECHNICAL OPERATIONQ, INC 


0306030041 Notification of registration aft user of Models 676, 676E, 650, 
660*660E* 60Oi 715, 920, 850 6 MRC-20kJC In rasp onto to 030412 
r «ques t 

MACOBNALD, c E Trsnopor tetiori Braivch 83/05/S3 KRUZIC.R W 
Chicago Bridge 1. Iren Co Ip 18733 107 


DOCKET 71-9032 MODEL 650. TECHNICAL OPl RATIONS, INC 


8306030041 Noti f 1 cat! on of registration as user of Models 676. 676E, 650* 
660*660E* 60D. 71 5, 920. 050 U MRC-DONC in response to 030412 
reques t 

MACDONALD* C E Transportation Branch. 83/05/23 KRUZIC.R W 
Chicago Bridge tc Iron Co Ip 10/33 187 


DOCKET 71-9033 MOUCL 660 U 660L* TECHNICAL DFERATIONBi INC 


6306240401 Requests registration as user af Model 660 
NEAL. T n ConsumOTS Power Co 83/05/26 MACDONALD. C E 
Tramp or ta t Inn Brant h Ip 1H997 353 


DOCKET 71-9035 MODEL 680 fc 600E, TECHNICAL OPERATIONS* INC 


8306030041 Notification of regi&tration an user of Models 676, 676E. 650, 
660* 660Ei 630, 715*920* 050 tr MRC-RONC In response to 830412 
r eques t 

MACDONALD. C E Transportation Branch 03/05/23 KRUZlC, R N 
Chicago Uridge k Iran Co Jp. 18733 107 


DOCKET 71 9039 MODEL 715. TECHNICAL OPt RAT IONS, INC 


8306030041 Natiflcation of registration as user of Mudels 676# 676E. 650. 
6 60. 6 60E* 600. 715, 920. 850 k MRC-SaUC In response to 830412 
r eque st 

MACDONALD* C F Transportation Branch 83/05/23 KRUZIC.R, N 
Chicago Bridge 6 Iron Co Jp 10733 107 


DOCKET 71-9056 MODEL SPEC 2-T. DOURCE PRODUCTION D EQUIPMENT CO 


0306030053 Informs that 830419 application for aaiend to Certlficata of 
CampHante 9056 requires Pee Request classified as minor 
amend 

JACKBON.O Lirense Fee Management Dranth 83/05/05 DICHARRViR F. 
Source production Sc Equipment Co * Inc, 2pp 18733 J99 


— B30603DD57 Requests amend to Certificate of Compliance 9056. requiring 
use aP overpack, c onsi s ting of J2 gallon, 24 gauge drum 
fitted u/toclr ring top 

DICHARRY.R F Snurce Production ft Equipment Co ,, Inc 03/04/19 
MACDONALD* C. Transportation Branch, Ip 18733 20 J 
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030^170464 J?ei|uBst» addl info re 830419 App L icat ioti for aftiend ta Madel 
SPEC 2-T Unique model number should be deslgtiated for 
□vtTpacI & contents Response schedule requested uiithin 30 
days of Itr date 

MACOOMAtDiC E Transportation Branch 03/06/00 DICHAHRY. « f 
aource Production Sr Equipment Co i Inc Ip 1S906 340 


DOCKET 71 -'9070 MDPEL N-35. ENERCY. DEPT OF 


0306000302 Issues amend to Certificate of Compliance 9070 for Model 
M-SSi au thor i z ing onB-^time shipment of Hu fluoride neutron 
source contalnirp 35 Ci Pu-2aB 

MACDONALD.C E Transportation Branch 03/06/03 NAROI.A xl 
Hestlnq house Electric Corp Spp 1B7B5 360 


DOCKET 71-9000 MODEL 9000. HITT MAN NUCLfeAR Sc DEVELOPMENT CORP 


03O6OSO520 Advises that enc 1 Hittman Nuclear Sc Develppment Carp 
030422 application for renewal of Certificate of Compliance 
9000 !• associated proprietary -EARs & draitiings should ho 
placed in POR 

MACDDNALDjC E Transportation Branch B3/0S/13 SCOTT. S. Document 
Management Branch Ip 1B702 001 


— 0306020533 Faruiards application far renewal of Certificate of 
CoeipLiance 90001 author i z i ng use of HN-600 fc NUPAC 7-100 

casks. 

MALLORY^ C W Hittman Nurlear Sc Development Corp fsuhs JTlttman 
Corp }. 03/04/22. MACDONALD. C Transportation Branch 2pp 

10702*002 


— 0306020540 Application for reneuial of Certificate of Compliance 91B0. 
authorizing use of HN**600 h NlfPAC 7-100 casks W/seven 
oversize drawings Aperture cards are available in PDR 
a Htttnan Nuclear -ke Development Corp (subs Hittman Corp > 
B3/04/S2 6pp 10702*004 


—8306020592 Rev O to "SAR for 90B0 Rad waste Shipping Cask '■ 

PETTXOREUrM HI ttmin Nuclear Sc Development Corp (subs Hittman 
Corp 3. STD-R-02-01i ROO 03/04/23 /6pp 1 0/02 012 


0306020635 Informs that Rev 6 to Certificate of Compliance 9DB0 for 
(ladBl ?08(} will rot empire until determination made by 
Commission Application for reneual should be submitted in 
timely manner. 

MACDONALD* C. E Transportation Branch 03/05/23 ROWE. 0 0 Hittman 
Nuclear b Development Corp (subs Hittman Corp ) 4pp 10716 334 


0306290601 Forwards request for addl info in response to 030422 
application for renewal of Certificate of Compliance 9000 
for Model 9000. Info should be submitted within 60 days 
MACDONALD# C. E Transportation Branch 03/06/20 MALLORVrC W 
MittmaT) Nuclear I# Development Corp (subs Hittman Corp } 3pp. 
19047*092 


DOCKET 71-9006 MODEL. HN-100, SERIES HITTMAN NUCLEAR 8# DEV CORP. 


8306020626 Notification of registration as user of Models HN-IOOB* 
NN-iOOi Series Hff- 100. Seri es 3 ii HN-200 in response to 

030330 request. 

HACDONALD^C. E Transportation Branch 03/05/23 FAY.C H 
Ntsconiin Electric Power Co Ip J0716.345 


DOCKET 71-9009 MODEL HN-1008, HITTMAN NUCLEAR li DEVELOP CORP 


8306020626 Notification of registration as user of Models HN^-IDOB. 
HN-lOO# Series 1* KN-IOD. Seri e s 3 Ic HN-200 in response to 
630330 request 

MACDONALD. C. E Transportation Branch 03/05/23 FAY.C N 
Nlsconsln Electric Power Co Ip. 10716 345. 


6306130177 Advises that encl Hittman Nuclear it Development Corp 030516 
application for renewal □# Certificate of Compliance 90B9 
6 aesoclattfd proprietary eARs If drawings should be placed in 
POR 

MACDONALDr C. E Transportation Branch 03/06/03 SCOTT# 0 Document 
Managament Branch Ip 10B3O 104. 


— 8306130185 Forwards application for renewal of Certificate of 
Compliance 9009# author! zing use of Model HN-1000 
MALLORY* C.M. Hittman Nuclear fc Development Corp (sube Hittman 
Corp ). 83/05/16 MACDONALD* C Transportation Branch, Ip 

i0B3O‘ IBS ^ 


— 8306130190 Application foi ruitcwal pf Certificate pf CnmpliaiKr Vlfli'/-. 
authorizing use of Model HN lOOB W/Rev 0 to '*SAR for 
Raduiasie bhipping Cask* 8. tuiu ovorsiie diawings Aprituie 
cards are available in f^DR 

« Hittman Nuclear & Development Coj p (subs Hitiman Coi p i 
03/05/16 4pp 18030 IH/. 


— 0306130212 Rev 0 tu "SAR foi HN 100b Radwof te Shipping Cask ■■ 

PETTlCRFU.M Hi t tman Nuclear 8. Uovolnpment Corp (subs Hitiman 
Corp ) BTD R-02-012 ROO 03/05/ 1,J /Bpp lOhJO 192 


DOCKET 71-9096 MODEL CNS 21-300. (HEM'NVClfAR SYSTEMS. INC 


B306090202 Advises that response to B30b(‘3 request For addl Info re 
Model CNb-21-300 amend request will be submitted by 03D7UJ 
POPPE.L K Chem-Nuclear Systems. Inc 01/05/27 MAC DONALD, C h 
Transportation Branch Ip l(•^00y 234 


0306260101 Summarv of 830614 meeting w/Chem-Nuc 1 ear. Inr in Silver 
Spring, MO re proposed use of temporal y shielding in Muriel 
CNS 21-300 

ODEOAARDEN, R H Transpcirtiit i on Branch 03/06/20 Tron<:portai i nn 
Branch 2pp 19042 300 


DOCKET 71-9100 HDOtL KKP-20- 49‘#D. KERR M( GEL NUCLEAR CORP 


6306240459 Notification of registration on user of Muriel KKP i*0 49Iitl. 
In response to 03O414 request 

MACDONALD# C£ Tronsportatiun Branch 03/06/20 O'MEArPU 
Rhone-Poul enp. Inc Ip JD9V7 255 


DOCKET 71 -9100 MODEL CNS 6-75, CHbM-NUCI I AR SVSTEMfa, INC 


6306210250 Application for renewal of Certificate oP Complianie 910(1. 
authorizing use of CNS 6-/5 cask for shipment of i aduasto 
Rev 1 to "BAR for Chem-Nucleui Sys. Inc Model CNS 6-75 Typo A 
Radwaste Shipping Cask*' end 

POPPE.L K Chem-NuclB3P Systems. Inc O'J/03/31 MACDONALD, T C 
Transportation Branch Ip 10921 244 


--B306210256 Rev 1 to "SAR for Chem-Nue leor Sys# Inc Model CNS 6-/S lypi A 
Rodwoote Shipping Cask '* 

* Ch em-Nuc lear Systems. Ini 03/05/20 53pp 10921 245 


DOCKET 71-91 10 NODPL MX-IC-IOO. MAONAFt UX CORP 


B306240342 Application for renewal of Ceitificate of Cnmplianre 9110. 
Rev 0. for Model MX-IC-lOO 

ROSADER.P J Affiliation Unknown 03/06/02 MACDONALD. C I 
Transportation Branch 3pp 10997 1(14 


8306170455 forwards Rev i to Certificate of Compliance 9110 for 
Model MX-lC-lOO 

MACDONALD. C F Tronspor tat loti Branch 03/06/07 RUnAUER. P 
Magnaflux Corp (subs of Peabody Gallon Corp > Ppp 1070/ 31/ 


— 0306170456 Certificate of Compliance 7110. Rev J.far Model MX-IC SOO 
Approval record end 

MACDONALD. C E Transportoti on Dranrli 03/06/07 3pp 10707 317 


DOCKET 71-91 i I MODEL CN8 6-00-2, CHEM-NUCLEAR SY8T&M3, INC 


8306020040 Raquasts addl info le D30303 amend application for Moilrl 
CNS6'“aO-2 Response requested in 30 days of receipt of I tr 
MACDONALD. C E Transportation Branch 03/05/25 DEAL. R 
Chsm-Nudear Oystems. Inc 2pp 16/02 321 


0306090001 Forwards Rev 6 to Certificate of Compliance 9111 for 
Model CNS 6-80-2 

MACDONALD, C E Transpor tution Branch 03/05/31 SIMCHUK.J i) 
Nuclear Packaging. Inc 3pp 1B778 252 


— B306070002 Certificate of Compliance VJll.Rev 6. for Model CNS 6-Q0*.''l 
MACDONALD. C E Transportation Branch 03/05/31 4pp 1077U 


830617045G Raqgasts consolidated application w/drowings. incorpni otlng 
previous submittal s. wi th In 30 days of expiration date of 
Certificate oP Compliance 9111 for Model CN8 6-00-2 
ffACOONALD.C E Transportation Branch 03/06/08 BIMCHUK. J D 
Nuclaar Packaging. Inc ip 1 0706 > 357 



DOCKETED ITEMS 
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DOCKET 71-9132 MODEL T~3, ENFROV, DEPT OF 


RsquvBts registration as user of Model 7 
PRICHARD. R P Enoigy* Dept of 83/06/02 MACnONPLD, C E 
Transportation Branch Ip 10706 351 


0306240405 MotJ Ficati on of registration as user of Model T-3i in 
response to BG0602 request 

MACDONALD^ C E Transportation Branch 03/06/20 tnargyi Dept 
of ip 1077/ 257 


8306240485 Maiification of rogibtTotion aB user of Model T-3, in 
response to B30602 request 

MACDONAt^D.C E Tt ansportati on Branch 03/06/20 TERBV, W b Union 
Carbide Corp Ip 10978 060 


DaCKET 71-9133 MODEL C-10. GAMMA INDUS! KIEB 


0336030039 Requests registration as user nf Modal C-10 

EUANS.W A Capitol Steal Corp 03/05/05 MACDONALD. C E 
Transportation Dr.inch Ip J0733 177 


DOCKET 71-9J34 MODEL ETR, EXXON NUCLrAR IDAHO CD 


8306160664 Requests Certificaio of Compliance 9134 be revised to 
permit shipment of unirradioted reacten fuel other than ETR 
& OTR fuel elements Technical evaluation end 
PRICHARD. R P energy. Dept of B3/06/0D MACDOMALD. C E 
Transportation Dranch 5pp 1D092 003 


— 9306160667 Certifleate of Compliance 5/05, Rev 2. for Models ATR U ETR 
fuel element shipping containers 

HILLIAMia. Ct Energy, Dept of 02/10/25 4pp 10092 007 


— 8306160670 "ETR Fuel Element Shipping Container Addendum to PR-T-/9-01 1 
<TR-466>. >' internal technical rept 

SMITH. ML EG6G. Inc PR-T-79*012 ROl 02/12/02 33pp 
1DG84 217 


DOCKET 71-7133 MODEL CENTURY 0 & BA, CEN UN IV S & BA. OANMMA IND 


8306240301 Requests registration as user of Models Century 9A. IR-SO tt 
IR-lOO 

CORBEBJA. DM Cherno Contracting Corp 03/06/06 NACUDNALD. C L 
Tranapor tation Dranch Ip iD907 354 


DOCKET 71-9141 MODEL 900, TECHNICAL OPERATIONS, INC 


8306160639 Informs that Modal NRC-20WC v> Package Number U0A/914J/n in 
error Model number should bo 900 Requests Issuance of 
confirmation Itr covering model number 

KRUZlCi R W Chicago Bridge tt Iron Co 03/06/02 MACDONALD. C £ 
Transportation Dranch 2pp 10004 342 


8306240456 Notification of registration as user of Model 900, in 
response to 030602 request 

MACDONALD, C E Transportation Branch 83/06/20 KRUZIC,R H 
Chicago Bridge & Iran Co Ip 10997 256 


DOCKET 71-9142 MODEL MnC“20WC, MONSANTO RESEARCH CORP 


8306030041 Notification of registration as user o# Models 676. 676E, 650. 
660. 660E, 6C0. 715. 920.050 tt MRC-20NG in response to 030412 
r«q.ues t 

MACDONALD. C E Transportation Branch 03/05/23 KRUZIC.R W 
Chicago Drldgo & Iron Co Ip 18733 167 


DOCKET 7t“9l43 MODEL 920, TECHNICAL OPERATIONS, INC. 


G3D6030-041 Notification of registration as user of Models 676, 676E, 650, 
660,6608.680,715,920,050 it MRG-20WC In response to 030412 
requests 

MACDONALD, C E Transportation Branch 03/05/23 KRU7IC.R N 
Chicapa Bridge it Iron Co ip 10733 107 


DOCKET 71.-9147 MODEL BSD. TECHNICAL OPERATlGNa. INC 


0306030041 Notification of registration as user of Hedeks 676. 6768. 650, 
660.6608.600.715.920,850 HRC-20WC In response to 030412 
r aquest 

MACDDNALD, C E Tranapor tat i on Branch B3/03/23 KRUZ IC. R N 

Chicago Bridge tt Iron Co Ip 10733 107 


DOCKET 71-9151 MODEL HN-IOO. SERIES 3. HIT THAN NUCLEAR it DEV CORP 


8306020626 Notification eP Teglstration as user of Kedels VIN-lOQB, 
HN-100, SerioB 1. HN-IOO. Sen es 3 U HN-3O0 in response to 
830330 request 

MACDONALD. C E Transportation Branch 03/05/23 FAY. C N 
Misconsin Electric Power Co Ip 18716 345 


83061S0143 Notification of rag istratxan as user of Models HN-IOO 
Series 3 L CN5 14-170 Bancs 111 in response to 930220 
request 

MACDONALD, C C Transportation Dranch G3/06/0? MUSCLE. D 
Northern States Pouisr Co ip 10872 071 


DOCKET 71-9152 MODEL CNS I-13CII. CHEM-NUCLEAR SYSTEMS, INC 


0306020711 Notification of registration as user of Model CNS 1-13C LI 
in response to B30309 request 

MACDONALD, C E Transportation Branch 03/05/23. BRACKEN. K N 
Energy, Dept of Ip 10715 319 


DOCKET 71-7156 MODEL IR-50. INDUSTRIAL NUCLEAR CO 


0306170461 Forwards info- on IAEA I1(U) certification of devices, per 
request . Requirements listed in IAEA Safety 8td 6 adequately 
addressed in application 

OAINES. TM Industrial Nuclear Co 03/05/31 RAWLiR 
Transportation, Dept of 2pp 10906 352 


0306240301 Requests registration as user of Models Century BA. IR-SO ft 
in-100 

CORQESIA.D M Cherne Contracting Corp 03/06/06 MACDONALD. C E 
Transportation Branch Ip 10907 354 


DOCKET 71-9157 MODEL IR-100. INDUSTRIAL NUCLEAR CO 


0304170461 Forwards info on IAEA B(U) cot tif Ication of devices. per 
request Requirements listed in IAEA Safety Sid 6 adequately 
addressed in application 

OAlNEfi. T M Industrial Nuclear Co 03/05/31 RAWL.R 
Transportation, Dept of 2pp iB?06 352 


Q306240S91 Requests registration as user of Models Century 0A, IR-SO It 
lft-100 

COROESrA, D M Cherne Contracting Corp 03/06/06 MACDONALD, C, E 
Transportation Dranch Ip 10707 354 


DOCKET 71-9199 MODEL; NURAC BERIEB A, NUCLEAR PACKING. INC. 


63D60301 35 Expresses appreciation to Transporation Cer tif Icatlon 
Branch for cooperation it assistance during licensing 
process 

SIMCHUK.J D Nuclear Pachaglng. Inc. 03/03/04 MACDONALD.. C E 
Transportation Branch Ip. 1B733 308 


DOCKET 71-9163 MODEL ONQ-20, GULF NUCLEAR, INC 


0306210305 Forwarils pertinent drawings of shipping ih i eld. Insert S< 
p lug 

HOPCRAFT, C P- Gulf Nuclear. Inc 03/06/03 MACDONALD, C E. 
Division of Fuel Cycle 6 Material Safety. I2pp 189201 351 


DOCKET 71-9165 MODEL S55, TECHNICAL OPERATIONS. INC, 


0306030489 Forwards addl info an Model 855 Type B package in response 
to B20729 request 

MUNRO. J J Technical Operations. Inc 03/05/12 MACDONALD. C, E 
Transportation Dranch. I3pp 10735 230 
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DOCKETED ITEMS 


— B306030492 ForwariJ request for atfdl info re B2052I app 1 1 cabion for 
Certificate of Compliance 91iii3 for Model BSS pacfcagtno 
AdefJ Info should be subinitied in form of revis-ed pages 
MACSDNA!LD< C E Transportation Drench 03/07/29 MUNRO> J J 
Technical Operations* Inc Spp ia/*j5 244 


a30&33019? Foruiardi request for addl info re Q20S31 application &■ 
83D31S SLtpp) for approval of Model B5& packaging Submittal 
schedule requ-aetad ir 30 days 

MACDONALDj C C Transportation Branch 03/06/16 MUMR0* J J 
Technical Operationsi. Inc app IB95J 030 


DOCKET 71-7174 MODEL F-147. ATOMIC ENERGY OF CANADA, LTD 


0306220195 Foruards request For addl infe re 030224 application fai 
approval of Model F-147 packaging Bubmlttol schedule 
requested within 30 dags 

MACDONALD, C E. Transportation Drench B3/0A/I9 RIDODT,E F 
Canada, Atomic Energy Control Dnard »pp 18977 332 


DOCKET 71-7176 MODEL NUPAC 14/21 OL tr 1 4/2 1 OH. NUCLEAR PA C KAO 1 NO, INC 


6306030135 Expresses appreciation to Tratispnrat 1 on Certl f i f atioii 
Hranch for cooperation it assistance duf Inq licensing 
process 

SIMCHUK.J D Nuclear Packaging* Inc 03/05/04 NACDDNAUD.C E 
Trensportati on Branch Jp 18733 ODD 


6306030042 Requests registration as user of Model NUPAC 14/210H 
NIX>H C Georgia pouer Co D3/0D/13 MACDONALD, C E 
Transportation Branch. Ip 16733 JBD 


6306090345 Requests registration es user of Model 14-210H 

EDENHAOK4D. G Che/n-Nuclear Systems. Inc 63/05/26 MACDONALD. C 
Transportation Branch Ip. 10767 363 


DOCKET 71-9176 MODEL NUPAC 7/100. NUCLEAR PACKAOINS, INC 


B306030139 Expreases appreciation to Transpora t ion Certification 
Branch for cooperotian & assistance during lltensing 
p rocess 

aiMCHUKiU D Nuclear Packaging, Inc 03/05/04 MACDONALD. C C 
Transportation Bronch Ip 10733 300 


DOCKET 71-9177 MODEL NUPAC 6/iOOL it 6/100 H, NUCLEAR PACKAGING, 1N<. 


63D6030135 Exprosset apprec iation. to Transparatl on Certi f i cation 
Branch for cooperation ti assistance tfui ing licencing 
proiiass 

SIHCHUKiJ D Nuclear Packaging* Inc 03/05/04 MACnONAUD. C. F 
Trantportati on Branch Ip 16733 308 


DOCKET 71-9162 MODEL HU8MAN IRRADITDR, AGRICULTURE. DEPT OF 


6306070453 Forwards "BAR for Husman Irradiator to lOCrR71 Type D 
Packaging Requirements '* Packaging to be used by U3DA 
BTREUTKER.G R Nuclear Packaging, Inc 63/05/16 MACDONALD, C E 
Transportation Branch Ip £6761 001 


— B30607045S -"SAR For Hutman Irradiator to 10CFR71 Type B Packaging 
Requirements 

« Nuclear Packaging. Inc 63/05/16 129pp 10701 002 


—03OoO7O45D Advises that NuclG^l^ Pac kaq 1 ng, Inc will be f 0 riuai d 1 n g . undf T 
separate covej.SAR for npw Husmon irradiator Requests 
issuance af license t< IAEA Cprtificnle of Competent 
Authority for shipment of radioactive mntl 

UARKETIfR D Agricultuic, Uept of GJ/04/27 UCIBB, D lircnu 
Fee Mariaqeirent Branch 3pp 10781 131 


DOCKET 71-9500 MODFL DOT 8PtC 6N. ENERGY, DfcPT OF 


8306150326 Foriuaids list of add) info required re B00DD5 applicaiinit 
requesting Certificate of Compliance authunxing shipment 
ef polystyrene I'u compacts in Model 6M packaging 
MACDONALD, C E Transportation Branch 03/06/06 PRICHARD. R P 
Energy. Dept of 2pp 1BB6V 357 


DOCKET 71-9510 MODEL OPHB, ENl RGY, DLPT 0/ 


6306200022 Submits lists of SAR packages for which DDE nu lonyer 
intends to pui sue certificates af compIJunre Also lists 
SARPs For which DDE Intends to pursue issuance of 
certificates of compliance 

PRICHARD, R P Energy. Dept of 03/05/31 MACDDNALh, C Division 
of Fuel Cycle «* Material Safety 2pp 10908 392 


DOCKET 71-9051 MODEL LITHIUM HYDROXIDE FIRE/IMPACT SHI PI D. rNPHav, 


B306200022 Submitn lists of BAR packages for which DDP no loiiqn 
intends to pursue certificates of compliance Also lists 
SARPs for uhftCh DClt intends to pursue issuance of 
certificates of compliance 

PRICHARD, R P Energy, Dept of 03/05/31 MACDDNAUDrC riivislon 
qf Fuel Cycle it Material Dafety 2pp 1H90B 352 


DOCKET 71 “91352 HODFL D7-14, LNhRGY, DLPI OF 


03O6O2O46B NotiFlcatian of registration as user of Models DT-146 tr 
NPl'-67-0442 In rosponse to 030218 8< 03r'c requests 
MACDONALD, C E Transportation Branch 03/05/29 ANBEUNO, A A 
EOLD, Inc Ip J0719 200 


LICENSING OF INDEPENDENT SPENT FUEL STORAGE 

DOCKET 72*0001 MORRIS OPERATIONO, GENERAL ELECTRIC CO 


6306030426 Submits annual consolidated SAR update 

DAWSON, D M Grneral Electric Uranium Management Carp B3/DD/J3 
CUNNINGHAM, R Vx Division of fuel Cycle €< Material Safety 2r.p 
19735 346 


6306240494 Suggests withdrawal of rev to DA Plan NFDO-20776, for 
further editing before resubmlBSlon Response by 030700 
requested 

RGOERTSi U P Advanced Fuel it Spent Fuel Licensing Dranch 03/06/20 

DAWSON, D M General Elecirlr Co Ip 10970 067 



NONDOCKETED ITEMS 


lOCFP COMMiSSION MEETING RECORDS 


030311049? Notification 83-07 forwards Info item re design 
v«r if { ca tlon program 

EieENHWTi D 0 Division of Licenaing 83/06/27 PALLADINOjN J . 
OIUNSKV, V * ROBERTSi T M Corrmi ss 1 oners 2pp 19033 033 24X 
Fiche 30-27&, 03/06/271 03031 10499 


— 0306290470 Transcript of 030617 public meeting in PethesdarHD re design 
verification program Pp 1-43 

* Commissioners 83/06/17 48pp 24X Flche 30-275*03/06/27, 
0303110499 


8306020371 Transcript of Commission 830327 public briefing in 
Hashing ton* DC re plant reliability data sys Pp 1-60 
Supporting d acumentat ion end 

* CommlsBioners 03/03/27 116pp 18714 247 


9306020700 Transcript of Commission 830327 discussion 6 possible vote 
In Mash ington* DC on full power QL Pp 1-83 Supporting 
documentation encl 

» Commissioners 83/08/27 ll2pp 18717 046 24X 

Flche 30-370* 03/O3/27i 8306020700 


8306080709 Transcript of Commission 630326 meeting in Mash Ing ton* DC* 
r* emergency planning & preparedness Pp 1-117 Supporting 
documentation end 

» Commissioners 83/03/86 336pp 18716 001 24X 

Flche 30-247*83/03/26*8306020709 


8306030137 Staff requirements memo Informing of Commission 030313 
briefing In Washington* DC on NUREO-IOOO* “Generic 
Implications of ATMS Events at Salem Nuclear Power Plant “ 
Operating criteria requested 

CHILK .8 J Office of the Secretary of the Commission h830318 
03/03/27 DIRCKSiW J Office of the Executive Director for 
Operations Ip 18733 313 24X Flche 50-278*83/03/27*8306030137 


8306030839 Staff requirements memo re 830327 discussion/possible vote 
in Mash Ington* DC on full power OL author i tat ion License 
amend to be modified re maint of circuit breakers Meeting 
requested u/breaker mfg 

CHILK.S J Office of the Secretary of the Commission he30327A 
93/03/27 DERCH 61 M J Office of the Executive Director for 
Qperatione Ip 18734 071 24X Flche 50-370.03/03/87*0306030239 


9306030499 Staff requirements memo re Commission 830327 briefing in 
Ha thlngton* DC pn status of nuclear plant reliability data 
sige Staff responded tg questions on status rept.per 
&ECV-B3-4 

CHXLK 18 J Office of the Secretary of the Commission Me305S7D 
93/05/27 Office of the Secretary of the Commission Ip, 

19735 846 


9306030301 Staff requirements memo re Commission 830523 briefing in 
Washing fcon» DC on 6ECy-83-l93* "Staff Comments on EPA 
Proposed Stds for U tt Thorium Hill Tailings at Licensed 
Commercial Processing Site " Comment deadline Is 830614 
CHXLK.S J Office of the Secretary of the Commission hB305230 
93/03/27 Office of the Secretary of the Commission Ip, 

18734 361 


8306060363 transcript of Commission B3053I af f irmatl on/d iicusslon U 
vote in Mash Ing ton* DC re SECy-03-l2e on renewal of Rockwell 
Entt Energy Sgs Group 8 NM license Pp 1-2 
* GommisslDnors, 83/05/31 3pp 1G748 349. 


8306060309 Staff requirements memo re 030523 affirmation/discussion 6 
vote in Washingtoni DC on 8ECy-B3-ll7 review of ALA6-701 6 
SOCFR 6 D 1 '^Disposal of High Level Wastes in Geologic 
Repositories '* 

CHXLKrS J, Office of the Secretary of the Commission. I1830523C 
93/05/27 DIRCK 81 M vi. Office of the Executlva Director for 
Operatleris PLAINS* H Office of the Executive Legal Director 2pp 

10740 362 


8306000331 Staff requirements memo re Commission 030324 briefing on 
NRC revalldatton of <ngt competence identified in insps on 
030310 & 19 

CNILK. S J Office of the Secretary of the Cemmisslan HSSOSadA 
83/06/02 DIRCKS* H J Office of the Executive Director for 
Operations Ip 18799 355 84X Fiche 50-320*03/06/02*8306080331 


9306000439 Forwards Commistlon determination statement withholding 
transcript of 030224 meeting from public disdosure 
CHlLKi 8 J, Office of the Secretary of the Commission 03/03/10 
Public Document Branch Ip 10792 213 24X Flche 30-3a2» 03/05/ IBr 

0306080439 


— 8306000442 Commiision determination statement withholding transcript 
of 030224 meeting from public disclosure 

CHILK* 8 J Office of the Secretary of the Commission 03/05/18 
Office of the Secretary of the Commission Ip 18792 214 24X 

Fiche 50-322,83/05/10* 0306080439. 


8306130516 Staff requirements memo re 030531 af f irmatl on/d Iscutsion 6 
vote In Mashington* DC re concerning renewal of Rockwall Inti 
8 NH license 

CHILK, 8 J Office of the Secretary of the Commission. H03O531C 
03/06/03 PLAlNEiH £ Office of the Oincral Counsel. Ip 
18830 270 


8306150206 Staff requirements memo re B30526 oral presentations In 
BethesdaiMD re emergency planning 6 preparedness at Indian 
Point List of participants end 

CHlLKt 8 J Office of the Secretary of the Commission 83/06/07 
Office of the Becretery of the Commission, 8 pp. 18070 049 24X 

Fiche’ 30-247, 03/06/07. 0306150206 


0306130500 Transcript of B30609 Commission discussion 6 vote on 
emergency planning deficiencies at Indian Point in 
Washington, DC Fp L-24 

« Commissi oners 83/06/0? 30pp 10869:249 S4X 
Flche 30-247, 83/06/09, 03061 50500 


0306160093 Addl response to FOIA request for documents re IAEA nuclear 
matl safeguards program. Forward s App A documents App B 
Documents 1-8 entirely withheld b Documents 9-16 partially 
withheld iref FOIA Exemptions 1*3 h 5K 
FELTOK.JM Division of Rules and Records, 03/04/01. 

GREENBERG, E V Tuttle 6 Taylor 5pp, 18892 01 1 


— 0306160811 Forwards partially relsatcd transcript of 620602 briefing on 
efforts to improve IAEA safeguards in Mash ington* DC. Mi thh eld 
portions per 10CFR9. 104 (a > < i > listed 

CHJLKiS Office of the Gecretary of the Commission 82/08/03, 
Office of the Secretary of the Commission 2pp 10892’ 107 


0306160673 Transcript of Commission 030610 msetlng re discussion h 
possible vote on full-power OL in Mash 1 ng ton* DC. Pp 1-90 
Supporting documentat ion end 

a Commissioners 63/06/10 150pp 1SB04 045. 24X 

Fiche: S0-3B9, 83/06/10* 0306160673 


93061704SG Transcript of Commission 630615 briefing In Uashington* DC 
rs status of certification in TMI-i restart proceeding Pp 
1-36 Supporting documentation end 

• Commits loners 83/06/15. 80pp 18906:234 24X 

Fiche* 50-209* 03/06/15* 0306170450 


6306200016 Transcript of Commlssian 630615 briefing in Wash ington, DC rt 
status of OA h soil settlement at facility Pp t-64 
Supporting documinta tl on tncl. 

ft Commissioners, 63/06/15, 76pp 10909:238, 24X 

Flche, 50-329* 03/06/15, 0306200016 
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NONDOCKETED ITEMS 


fi30&200026 Staff r e qu 1 t e men t s m«ma re 930610 diecussion & possible vote 
in MasMngtorijDC on full potiier DL Ccmirission voted 5-0 to 
euthorlEB full pouer operation License acnend to be modiified 
re poit-trlp procedures 

CHILKi S J Office of the Secretary of the Coroimisslon fta306t0A 
03/06/13 DlRCilSi U J Office of the Esecuttve Director for 
Operations Ip ISSOS 355 24X Flche 50-389.33/06/13.0306200026 


8306200030 Staff requirements memo re 830609 discussion V vote In 
i^ash iog ton. DC on continued operation of Itirfian Point 
Commlsiian agreeid by vote of 3-2 to allow continued 
op erat io-n 

CHILM.S J Office of the Secretory of the Commission Ma30609ll 
83/06/14 Office of the Secretary of the Commission Ip 

18908 336 24X Fiche 50-247, 83/06/ 1 4. 0306200030 


B3C6240018 Transcript of Commission 030617 briefing on Indian Point 
labor Issues in Washl ng ton. DC Pp 1-44 
♦ Commit sloners 83/06/17 47pp 10987 293 24X 

Fiche 50-247.83/06/17,8306240010 


B306290S62 Transcript of Commission 030617 public meeting in 
Maihing tdni DC re a-tfdl budgetary needs to fulfill 
requirements of Nuclear Maste Policy Act Pc 1-72 


6306090011 Transcript of ACRS Subcommittee on Plant Features Important 
to Safety 630607 meeting In Uash ington, DC Pp 1-00 Supporting 
documenta 1 1 on end 

* ACRS - Advisory Committee on Reactor Safeguards 83/06/07 
ll6pp 18793 OOl 


B306100073 Transcript of ACRS Subcommittee on Regulatory Policy k 
Procedures 830608 meeting in Wash mg ton, DC Pp l-8l 
Supporting documentation end 

■» ACRS - Advisory Committee on Reactor Safeguards 83/06/08 B9cin 
10803 075 


8306100076 Transcript of ACRS Subcommi ttec on Safety Research Progran 
83060B meeting In Was h 1 ng ton, DC Pp 1-214 Supporting 
documentation end 

• ACRS - Advisory Committee on Reactor Safeguards 83/06/00 
232pp 18803 171 


6306130208 Transcript of ACRS 27Bth meeting on 830609 In Mash mg ton- DC 
Pp 1-295 Supporting documentation one 1 

« ACRS - Advisory Committee on Reactor Safeguards 83/06/09 
466pp 18029 001 


» Gomml 1 s ion era 83/06/17 76pp 19047 103 0306170322 Transcript of ACRS 276th general meeting on 030610 ir 

Washington, DC Pp 256-349 

»• ACRS - Advisory Committee on Reactor Safeauarda 83/06/10 93 d6 

18078 050 

ACRS ADVISORY COMMITTEE OM REACTOR SAFEGUARDS 


0306010002 Transcript of ACRS Subcommittee on Electrical Sya 830526 
oiaetlng In Wash ington, DC Pp 1-177 Supporting documentation 
enc 1 

• ACRS - Advisory Committee an Reactor Safeguards 83/05/26 
190pp 18664 OOl 


0306170438 Summary of ACRS Subcommittee on Catawba Nuclear Station 
030304-05 mootings in Char lolte, NC re OL application review 
a ACRS - Advisory Committee on Reactor Safeguards 83/05/M 
ACRS - Advisory Committee on Reactor Safeguards 39pp 109OD 017 
24X Fiche 50-413,83/05/11,8306170433 


8306010064 Transcript of ACRS Subcnmmlttee on ECCS 630524 meeting jn 
DenverrCD Pp 1-338 

a ACRS - Advisory Committee on Reactor Safeguards 33/05/24 
S97pp 18666 167 


B306200099 Minutes of ACRS Waste Mgt Subcommittee 030310 meeting 
Was hlngton, DC re DOC proposed general guidelines for 
recommendation of nuclear waste repository sites - 10CFR60 
Proposed agenda, summary comments t« attendance list end 
« ACRS - Advisory Committee on Reactor Safeguards 83/03/02 
ACRS - Advisory Committee on Reactor Safeguards 2Spp 109OB 


8306010075 Tranacrlpt cf ACRS Subcommittee on ATMS 830527 meeting in 
Wash Ington, DC Pp 1-173 

» ACRS - Advisory Committee on Reactor Safeguards 83/05/27 
176pp 18669 044 


S3D6O1OO02 Transcript of ACRS Joint Subcommittee on Metal Components/ 
Reactor Fuels 830927 meeting in Wash 1 ng ton, DC Pp 219-366 
» ACRS - Advisory Committee on Reactor Safeguards 83/09/27 
tStpp 10666 016 


B3D6010199 Summarlies ACRS 277th meeting on 830512-14 re BEP review of 
plant. Defers review of full-term OL application until NRC 
completes action on remaining SEP top i ts, unreso 1 ved safety 
Issues & TMI action Items 

EBERSOLE, J. C ACRS - Advisory Committee an Reactor Safeguards 
83/05/17 PALLADINOi J. Commissioners 3pp 18696 197 24X 

Fithe’5D-409, 83/05/17. 6306010199 


8306020099 Discusses ACRE 277th meeting on 830512-14 re results of 
Phase 11 of BEP as applied to facility Issue re protection 
against extreme eKternal events requirac resolution 
EfiERSOLEi J C ACRd — Advisory Committee on Reactor Safeguards 
63/09/17 PALLADIl^OiN J Commissioners 3pp 1 8701 203 24X 

Fiche. 50-213. 03/05/ 1 7, 8306020095 


6306020098 Discusses ACRS a77th meeting an 830912-14 re proposed 
final rules on immediate notification requlremsnts 
<10CFR50 72} 6 UER lyt MOCFRSO 73) Implementation of rules 
would greatly improve current reporting requirements 
EBERSDLE, J C. ACRS - Advisory CommJttoe on Reactor Safeguards 
83/05/16 PALL AD IN-0, N J Commissioners 2pp 18701 281 


8306020306 Transcript o-f ACftB Subcommittee on ECC8 83 0925 meeting in 
Denver, CO Pp 339-600 Supporting documentation end 
e ACRS - Advisory Committee on Reactor Bafeguards 83/-D3/29 
422 pp 16669. 166 


8306200096 Submits corrections to Low Level Waste Licensing Branch 
technical position paper re radwasto c lass 1 f icat ion, to 
maintain scientific accuracy 

ORTH, D A ACRS — Advisory Committee on Reactor Safeguards 
83/09/16 TANO, R C ACRS - Advisory Committee on Reactor 
Safeguards Ip 10906 231 


6306200119 Ml nut 
Washing ton, DC 
codes status 
completing Unr 
a ACRS - Advl 
ACRS - Advisor 


es of ACRS ECCS Subcommittee 630512 meeting in 
re proposed GE SAFER/GESTR ECCS licensing 
of other NRR licensing actions Schedules for 
esolved Safety Issues A-43 tt A-t end 
sory Committee on Reactor Safeguards 03/09/12 
y Committee on Reactor Safeguards 29pp 10900 


2T7 


8306200153 Minutes of ACRS Subcommittee on SEP on Haddam Neck Nuclear 
Plant 030407 meeting in Wash Ing ton, DC re integrated plant 
safety assessment Proposed agenda attendance list end 
a ACRS - Advisory Committee on Reactor Safeguards 83/05/14 
ACRS - Advisory Committee on Reactor Safeguards I4pp 10909 15Q 
24 X Fiche 50-213,03/09/14.8306200153 


8306200163 Minutes of ACR5 Joint Class 9 Accidents 6 Reactor 
Radiological Effects Subcommittee 830222 meeting in 
Ua shing ton. DC re severe accident source term program 
Attendance list & agenda end 

e ACRS - Advisory Committee on Reactor Safeguards 03/05/10 
ACRS “ Advisory Committee on Reactor Safeguards 22pp 10909 120 


0306200160 Comments on NUREO-0963. Items 10 6 2 c 6 10 6 2 d re uaste 
mgt research program, in view of NRC request for darficafclon 
of ACRS recommendations per 830429 meeting Recommendations 
appropriate 

FOSTER, n F Foster, R FOSTER, R F ACRS - Advisory Committee on 
Reactor Safeguards 83/09/02 MOELLER, D , TANG, R C ACRS - 
Advisory Committee on Reactor Safeguards 2pp 18909 124 


0306090003 Transcript of ACRS Sob corami ttee on Advanced Reactors 030607 
'n Wash J ngton r DC. P p I-IOI Supporting documentation 

Advisory Committee on Reactor Safeguards 83/06/07 
'^3 169 


0306200440 Comments on Reliability %> Probabilistic Assessment 6 Eitremf 
External Phenomena Subcommittees 830413 meeting re 
Charleston earthquake & licensing Implications 

POMEROY. P W Rondewt Associates POMEROY, P W ACRS - Advisory 
Committee on Reactor Safeguards 03/04/25 OKRENT, D ACRS - 
Advisory Committee on Reactor Safeguards 2pp 18920 012 


ript of ACRS Subcommittee on Dual i f Icatlon Program for 0306200444 Responds to P Shewmon questions re cracks in BWR primary 

Equipment 830607 maeting In Wash 1 ng ton, DC piping Meaningful NDE can be conducted if Weldcap designed 

ting dacumantat ion ancl correctly 

ory Cofflmittae on Reactor Safeguards 83/06/07 BUBHrS H Battel le Memorial Institute, Pacific Northwest Laboratory 

BU8H, 8 H ACRS - Advisory Committee on Reactor Safeguards 
83/04/29 lONE. E O ACRS - Advisory Committee on Reactor 
Bafeguards 3pp 18920 OQB 
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6306200443 Comments on IDCOR h NRC sevei e accident research program 
7DC0R Is uiorthbih i 1 e endeavor uihich should have positive St 
Long lasting results NRC programs lack strong centraliicd 
ffigt £t prioritization structure 

QftVfSjP R Affiliation Unknown DAVIS. P R ACR9 - Advlsorij 
CommitteB an Reactor Safeguards 03/05/02 KERR, W ACRS - Advisory 

Committee on Reactor Safeguards 3pp 18930 OOS 


3306210007 Transcript of ACRS hetal Components Subcommittee on 
Preisuriied Thermal Shock Research Program 030615 meeting In 
□ak Ridge. TN Pp 1-19? Supporting documentation end 
> ACRS Advisory Committee on Reactor Safeguards 03/06/15 
300pp 18910 001 


8306210390 Comments on Class 9 Subcommittee 930425-26 meetings Severe 
accident research plan could be more useful to NRR if plan 
focused on prioritization of research results already 
gathered 

CaRRADINl*M Wisconsin, Unlv of. Madison CQRRADINI.M ACRS - 
Advisory Committee on Reactor Safeguards 83/05/04 WANO. A ACRS - 

Advisory Committee on Reactor Safeguards 4pp 10933 205 


0306210410 Comments on ACRS Subcommittee on Human Tactors 030519 
meeting Add! funds should be added to human factors research 
budget for FYB3 

PEARSON. D North Carolina State Untv PEARSON, D ACRS ~ Advisory 
Committee on Reactor Safeguards 83/05/20 WARD. D ACRS - Advisory 
Committee on Reactor Safeguards 2pp 10937 070 


0306210422 Comments on ACRS ECCS Subcommittee 830510 meeting m 
Hash lngtPii» DC Planned B&U tntergral sys may be inadstiuate to 
achieve stated goals 

CATTON. I ACRS - Advisory Committee on Reactor Safeguards 
83/05/23 flOEHNERTr P ACRS - Advisory Committee on Reactor 
Safeguards 3pp 10937 045 


0306210442 Summary of joint ACRS Subcommittees on Metal Components 6 
Canbination of Dynamic Leeds 930329 meeting in Washington, DC 
T* reevaluation of double-ended guillotine pipe leak break 
for Hesbinghouse PWR plants 

a ACRS ^ Advisory Committee on Reactor Safeguards 03/05/10 
ACRS - Advisory Committee on Reactor Safeguards 2app 10936 239 


G306210446 Expresses concern re combined legal i> best estimate 
approaches to SAFER/OE0TCR HCC8 methodology Addl statistical 
analysis required to justify calculated App K value 
ILDANS. 2 Franklin Inst 1 tute/Frank 11 n Research Center ZUDANS. Z 
ACRS - Advisory Committee on Reactor Safeguards 83/05/13 
BDEHNERT, P A ACRS - Advisory Committee on Reactor Safeguards Ip 
18935 354 


8306210433 Comments on Class 9 Accidents Subcommittee 830423 It 26 
meetings NUREO-0900 falls to answer how regulatory needs 
far degraded core accidents could be met by severe accident 
rBsear<h plan 

tEE,J C Michigan, Univ of LEE, J C ACRS - Advisory Committee on 
fleactor Safeguards 03/05/03 WANO. A ACRS - Advisory Committee on 
Reactor Safeguards 2pp 16935 336 


8306220290 Comments on 0£ 8AFER/0ESTCR evaluation model 6 NRC 6 OE 
presentation at 630217-18 6 0510 subcommittee meetings ACRS 
endorsement of evaluation model recommended 

SCHROCK, V E California, Unlv of. Dorkoley SCHROCK. V E ACRS - 
Advisory Committee on Reactor Safeguards 03/05/17 MAROi D . 
BOEHNERT, P ACRS - Advisory Committee on Reactor Safeguards 3pp 
10940 347 


ADVCM NRC ADVISORY COMMITTEE 


&306D60331 Transcript of Advisory Committee on Rights of Licensee 
Employees Under Investigation 030526 hearing in 
Mashtngton. DC Pp 1-206 

* Rights nf Licensee Employees Under Investigation 03/05/26 
207pp 1 8751 ‘046 


B306060092 Towards charter for Advisory Committee for Review of 
Ofc of Investigation Policy on Rights of Licensee Emplovees 
Under Investigation 

HavLEi U C Office of the Secretary of the Commission 03/02/23 
H8MTQN,C National Archives &< Records Service 3pp 10787 336 


6306060093 Meeting agenda for Advisory Committee on Ofc of 
Investigation Policy on Rights of Licensee Employees Under 
Invast igatlon 830326 meeting 

a Rights of Licensee Employees Under tnvestiga ti on 03/05/26 
flights of Licensee Employees Under Investigation ip 10707 335 


8306060095 Dtatement of P Shoop re grievance/arb 1 tratlon procedures, 
presented before Advisory Committee for Review of Ofc of 
Investigation Policy on Rights of Employees Under 
Investigation 

SHOOP, P International Drotherhood of Electrical Workers 63/05/26 
6pp 18707 339 


0306080096 Charter for Advisory Commttteo for Review of Ofc of 
Investigation Policy on Rights of Licensee Employees Under 
Investigation 

HOVLE J C Rights of Licensee Employees Under Investigation 
03/02/23 app 18787 337 


8306000101 Ack receipt of 030217 Itr expressing interest in Advisory 
Committee for Review of Ofc of Investigation Policy on 
Rights of Licensee Employees under Investigation Press 
release naming members t, charter end 

HOYLE, J C Office of the Secretary of the Commission 03/03/01 
WETTERHAHN. H J Conner it Wettorhahn 4pp 107B7 320 


—0306000107 Expresses interest in now Advisory Committee for Review of 
Ofc of Investigation Po-llcy on Rights of Licensee Employees 
Under Invest igatl on Req.oests info re meetings Si other 
activities fc membership 

WETTERHAHN, M J Conner fc Wet terhahn 83/02/i7 HOYLE, J C 
Rights of Licensee Employees Under Investigation app 18707 324 


0306080337 Forwards transcript of statement before Advisory Committee 
on. Ofc of Investigation Policy on Rights of Licensee 
Employees Under Investigation on 030526 W/o end, 

LEVI,R P Rights of Licensee Employees Under Investigation 
83/05/04 SHOOP, P Affiliation Unknown Ip 10787 361 


03O6OSO30S Submits comments responding to Commissioner Palladino 930411 
Itr re Advisory Committee on Ofc of Investigation Policy on 
Rights of Licensee Employess Under Investigation Grants of 
confidentiality should be used sparingly 

BURNS, J D I sham, Lincoln «< Beale 03/06/03 BILDERT, E J 
Schwalb, OonnenfaUi Bray it Silbart 7pp 10790 296 


0306080429 Delegates authority as acting director of IE to JA 
FI tigerald 

PALLAOINO. M J Commissioners 02/07/16 FITZGERALD, J A 
Dlracto-r's Office, Office of Inspection and Enforcement 2pp 
10792 186 


0306090450 Requests clarif icatlnn of 830511 FR notice rt text of ''Qfc 
of Investigation Policy on Rights of Licensee Employees 
Under Investigation" lU stetutory authority of policy 
HQOANi J P OA Technologies, Inc /Oenerel Atomic Co 03/05/20 
LEUt.R P Office of the G-enerel Counsel ip 10812 061 


830609050-1 Responds to 830501 Itr re establishment of advisory 
committee on tcivestlge tt ve procedures DOJ & NRC should 
jointly review violations prior to adoption of mods to 
investigative procedures 

OLSEN. R <i Justice. Dept of« Attorney General, Office of 
03/05/20 SILBERT, E -J Sc hue lb, Donnenfsld, Bray t< Sllbert Ip 
18012 06? 


0306100006 Submits response to N Patladlno 830411 Itr re rights of 
amployees under investigation Comments will 6e discussed at 
030526 meeting NRC should recognlie that public policy 
favors liberal right to counsel for all interviewees 
LlTTELLiR Debevoise it Liberman 63/05/25 GILBERT, E J Schuelbi 

Donncnfeld, Bray 6 Sllbort 5pp 10815 314 


8306130501 Responds to Advisory Coinmittee on Qfc of Investigation 
Policy on Rights of Licensee Employees Under Investigation 
questio-n re govt agencies edvlslng iifitnesses about right to 
counsel during Informal interviews 

LITTELL.R Debevoise U Liberman 83/06/03 SILBERT.E J athwalb, 

Donncnfeld, Dray 6 Sllbert Spp 10030 270 


8306140229 Forwards transcript of Advisory Committee on Ofc of 
Investigation Policy on Rights of Licensee Employees Under 
Investigation 830413 meeti hg, cotrunl tte e charter 8, 
questions for 830526 meeting 

LEUIiR P Office of the General Counsel 03/04/29 DEVINE. T 
Government Accountability Project Ip 10844 331 


0306140270 confirms commitment to appear at Advisory Committee on Ofc 
of Inves tlget ion Policy on Rights of Licensee Employees 
under Invee t i g a t ion 830526 meeting W/o ends 

LEVIrR P NRC - No Detailed Affiliation Given. 03/05/04, aHOOP.P 
Affiliation Unknown Ip 18844 200 


8306140339 Forwards corrected Page 143 to transcript of Advisory 
Carrtmlttee an Qfc of Invest i gat 1 on Policy on Rights of 
Licensee Employees Under Investigation 030526 meeting 
LEVIiR. NRC - No Detailed Affiliation Given 03/06/07 MCKNIGHT, J. 
Document Management Branch ip 10054 118 
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— 83061^0337 Cnrrsctad Pages 143-144 to transcript of 830326 mae- ting of 
Advlsorg Comjnitt«H on Ofc of Investigation POltcg on 
Right* of Licensee Emploiiees Under Investigation 
« Rights of Licensee Er^ployees Under Investigation 83/06/^07 
2pp 1B854 U9 


B306140509 Submits info on effective e* tabl i shment date & background 
Info on Advisory Coffiffilttee on Ofc of Investigation PaUc4j on 
Rights of Licensee Etnplogeos Under Investigation 
LEVl^R P Office of the General Coun*el 83/02/28 alLDERTi E 
Bchwalbj Donnenf el if# Bray 6 Sllbert 9pp IB054 015 

—8306140313 Submits info re creation of NRC advisory committee to obtain 
fxpert advice on right* of licensee employees under 
Investigation Prompt reply assessing merit of committee 
renuested 

PALLAOINO.N J Commissioners 83/01/10 CARHEN, 0 P General 
Service* Arfmlnlstrat 1 on 4pp IBB34 024 


— 8306140517 Advise* that 09A concurred in ei tabl 1 shment of Advisory 
Ccmmlttee for Revieu of Ofc of Investigation Policy on 
Rights oP Llcen»ee Employees Under Inve* tl gat i on 
HOyLEfU C Rights of Licensee Employaas Under Investigation 
83/02/03 Rights of Licensee Employees Under Investigation 

3pp 18894 OSB 

— 8306140321 Forwards charter for Advisory Committee for Review of Ofc of 
tnvist 1 g at 1 or) Policy on Rights of Licensee Employee* Under 
Investigation 

KAMMERER/C Office Of Congressional Affairs 83/02/24# 

OTtlNOERrR L House nf Rep # Energy 6 Commerce 3pp 18834 03i 


8306140681 Reyweits Commission directly consult DOJ re mods to 
Investigative insp procedures Consultant svc* to E Sllbert 
withdrawn Procedures Incoins i stent w/judiclal authority 
JENSENi D L Justice# Dept of# Attorney General. Office of 
83/03/02 PALLADINO.N x/ Commi s * i oner s 2pp 10045 334 


0306140726 Forward* HJ Wetterhahn 830217 Ur re Advisory Committee 
for Review of Ofc of Investigation Policy on Rights of 
Licensee Employees Under Investigation 

LEVI# ft P Office of the General Counsel 83/03/03 SIU0ERT. E J 

Schualb. Donnenfeld# Bray 6c Bllbert Ip 18845 351 


— 8306140734 Acic receipt of 030217 Itr expressing Interest In Advisory 
Cenmittee for Review of Ofc of Investigation Policy on 
Rights of Licensee Employee* under Investigation Utr 
forwarded to EJ Sllbert Press release naming members end 
HOVLEi J C Rights of Licensee Employees Under Investigation 
83/03/01 WETTERHAHNi M J Conner «t Wetterhahn Ip 18843 392 


►8306140740 Expresses interest re nomination & selection procedure t< 
matters associated w/formation operation of Advisory 
Committee for Review of Ofc of Investigation Policy on 
Rights of Licensee Employee* Under Investigation 
WETTERHAHNi M J Conner 6 Wetterhahn 83/02/17 HOYLE* 'J <1 
Rights of Licensee Employees Under Investigation Ip 18845 353 


8306140796 Forwards response to 820320 request r« Advisory Committee 
for Review of Qfc of 1 nvastigatton Policy on Rights of 
Licensee Employ*#* Under Invas tigat Ion statutory authority 
for adoption of prop oslt i O'tts before Committee (f/o encl 
LEVl.R P NRC - No Detailed Affiliation Given 83/06/03 

HOGANiJ P OA Technologies* Inc /General Atomic Co Ip 18343 338 


8306140789 Notifies of B30326 meeting of Advisory Committee on Ofc of 
Investigation policy on Rights of Licensee Employee* Under 
Investigation Recommendations of individuals to contact to 
appear before committee or submlttitig views requested 
SILBERT.E.vl Schwalbi DonnenfeU. Dray Sllbert 83/05/03, 
FITZGERALD. vl A Office of Investigation REAOHAUEEN. 0 Debevoise 6- 
Plimpton SPRITZER. R B P»nn*y Ivan la. Unlv of 2pp 18845 337 


0306170310 Inform* that Federal Aviation Adminl* tratlon does not 
generally advls* uitreesas of right to counsel# per 830536 
meeting of Advisory Committee on Ofc of Invest igallon Policy 
on Rights of Licensee Employees Under Investigation 
LEVI.R P. Rights of Licensee Employee* Under Invest igat i dn 
83/06/03 Rights of Licenses Employees Under Investigation ip 
18908:016 


0306170476 Forward* proposed form of "Advlca to Interviewees*' for 
us* by NRC Investigator*, per Advisory Committee on Ofc of 
Investigation Policy On Rights of Licensee Employees 
Under Invett 1 gatlon 

CHARKOFFrO# Charnoff# 0 03/06/03, BILOEAT. E, U Schwa lb# 

Donnenfeld. Sray tc Silhert 3pp 18994,327 


630*200045 Forwards packet of matls describing reasons for creatlori of 
Advisory Committee on Ofc of Investigation Policy on Rights 
of Licensee Employees Under Investigation 6 formal charter 
Meeting on 630412 or 13 requested 

SiLDERTrG J Schwa lb. Donneufeld# 0ray 6 Sllbert 03/03/07 
FITZGERALD. J A Office of Investigation RUEBHAUSEN# O Debeveisa t 
Plimpton SCOTT, J B Kator. Scott V Heller 3pp 18909 066 


-8212020236 " UE Conflict or Cooperat ion. " presented to 1932 AIF annual 
conference 

CKARNOFF, O Af f U i a 1 1 on Un known 82/11/17 ISpp 16709 069 


— 8306200049 Submits discussion items for Subcommittee on NRC 

Investigations B21020 meeting in Wash Ing ton. DC Items Include 
Initiation of 1 nvestlgat ion. ava 1 lab 1 1 1 ty of counsel V 
debriefing employees post-NRC interview 

CHARNOFF* 0 Charnoff* G 82/10/20 Office of Inspector 6 
Auditor 3pp 1B909 087 


COMMISSION NRC COMMISSIONERS 


6305240605 Responds to 830324 h 0411 i trs re next generation o-f LiJfis 
NRC has on going program w/EPRi in Identifying unresolved 
generic safety issues which impact design of plant f#< could 
affect cost 8. const time 

PALLADINO. M J Commissioners 03/05/09 AMQR0SI#A Argonne 
National Laboratory ip 16716 356 


—8305240612 Requests that 630324 Itr bo made available to all 
Comml ss 1 oner B r« study of LNRs Study would take advantage of 
worldwide experience u/LHRs# inc lud mg EPKI ovaluation. 
emphasising basic changes in design 

AMQROSl.A Argonne National Laboratory 83/04/11 FALLADHfG, N J 
Corrnni ss i oners Ip 1B716 357 


— 0305240624 Comments on development of next generation of LWRs for US I. 
foreign use NRC & nuclear Industry ca llaborat ion in 
defining safety criteria & evaluating safety impravemonts 
recommended 

AMQROSl.A Argonne National Laboratory 83/03/24 FALLADINO. M J 
Commissioners 3pp 18716 358 


6306020229 Forwards answer to Subcommittee on Nuclear Regulation 
Question 7. in response to 630411 Itr on Fya2~03 
Auth or ! 1 at Jon AcbrSectlon 5 re current offsite emergency 
planning controversy 

PALL AD IN Q. N v) Commissioners 83/03/09 OTTINGER.R L House Of 

Rep ip 10701 001 24X Flche 50-322, 83/05/09# 8306020229 


—0306020242 Forwards answer to Subcommittee on Nuclear Regulation 
Question 7i In response to 830411 Ur on FV82-83 
Author 1 lat i an Act* Section 5 re current dffsite emergency 
planning controversy 

PALLADtNO.N J Commissioners 63/05/09 DOHNFY# T J House of 
Rep 6.pp 1B70I 002 24X Flche 30-323*03/05/09.0306020229 


—8306020240 Emphasixes that NRC must not take undue liberties ^71902 
Author I lat i on Act, Section 5 re offsite emergency 
preparedness NRC cannot consider local govt plan developed 
by uttl if plan officially approved by local govt 
DOWNEY# r J r 0TTINGER*R L House of Rep 83/04/U 
PALLADtNO.N J Commissioners 3pp 18701 006 24X 

Flche 30“32a, 83/05/09# 8306020229 


8306020710 Meekly info rept for wk ending 830520 

REHM. T A Office of the Executive Director for Operations 
83/05/25 45pp 18717 OOt 


0306030156 Responds to 830506 request for c lari f 1 cat ion of B3030S order 
re consideration of views of public & parties to special 
proceeding In 830609 decision comments from I icensees. govt 
agencies 6 public invited 

PALLADINO. N J Commissioners 03/05/12 OTTINGER,R L House of 

Rap . Energy & Commerce 2pp 18733 326 24X Flche 50-247# 

B3/0S/12. 03060301 56 


— 830603015B Requests Commission 830505 order be revised to stress need 
for parties to safety investigation views on shutdown Rev 
requested by 830911 

OTTINGER# R L House of Rep > Energy U Commerce 03/05/06 
PALLADINO# N Commissioners 2pp 16733 328 24X 

Flche 50-247# 83/05/12# 0306030156 


030603015? Discusses efforts to consolidate NRC activities in one 
location since TMI-B accident 

PALLADINO. H J# Commissioners 83/05/10 HATFIELD, M O Senate* 
Appropri at 1 ons, 2pp 10733,330# 
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8306130146 lrleokl<|^ In^o r«pt for uk ending- 630603 

REHMr T A Offico ot th* Exacutlv* Diifector for □por^tiont 
63/06/09 43pp 18672.-048 


6306190933 Rvspondi ko B30304 I tr r#(njr*tlng info ^ r«-«poni*t to 
quofltlons re 830232 & 29 rvanti F-allur«» of caf«tg «v« & 

^riiAder i^tpl Icatlonf for nucl«ar poucr indottrg dl«cuif-td 
PALLADIMO, N J CDininl «s loner t 63/06/02 BlOENi J R Senate. 27pp 

16866 334 24 X Flchv 90-2721 03/06 /02< 8306190933 


B 306030164 Submits status rept re Commission activities i.oncerni.ng 
allegations raised bg GPU emplogees former employees on 
mods to plant egs (< components u/o proper revietii« tes ta St 
approval 

PALUADIWOjN vI Commissioners 83/05/13 MINNICH. J Advisory 
CoLRCll for Decontamination of TMt Unit 3 ip 16733 332 24X 

Fiche 30-330,93/03/13,8306030164 


B3O6O-3OI70 Designates WJ Dire ks, Executive Director for Opera t ions, as 
representative to fact finding panel on facility per 830432 
request 

PALLADIMO, N J Commissioners 83/09/10 CUOMD.H II Netki York, 
State of 2pp 18733 333 24X Fithe 50-322,83/09/10,8306030170 


— 8306030176 Requests assistance & participation in fact finding panel 
re scientific & economic issues surrounding debate on 
proposed nuclear power plant 

CUOMO. M N New York, State of 03/04/22 Commissioners Ip 
£6733334 24XFlche 90-322,83/05/10.0306030170 


830603036? Forwards "NRC Eighth Annual Rept on Domestic Safeguards lU), 
for Oct 19B1 - Sept l?82r " in response to 740427 NSDM-S94i 
'‘Oompftic Safeguards*' r« safeguards sgs established under 
NRC pwrvlew 

PALLAOIMO, N J Commissioners 83/09/11 President of US tc 
Executive Offices Ip 18734 393 


— 8306-030371 "fJRC Eighth Annual Rept on Domestic Safeguards <U>, for 
Oct l?ai - Bept 1982 

* Commi 65 loners 83/03/11 6pp 18714 247 


— b:] 06030375 Advises that "NRC Eighth Annual Rept on Domestic Safeguards 
(U}«fQr Oct 1981 - Sept 1902" submitted to President Reagan 
Approval to discontinue annual safeguards rept submission 
requested since Info duplicates annual rept 

PALLAOrNOfN J Commissioners 83/05/11 CLARK, W P President oF 
US 6 Eirecutive Offices Ip 16734 360 


6306060369 Responds to 630911 Itr, inviting Commission testimony at 
joint hearing on proposed amends to iOCPRliO re licensing of 
nuclear exports Commission testimony should be delayed until 
proposed mods reviewed 6 reexamined 

PALLADIwa, N J Commissioners 83/09/16 OTTINGER,R L House of 
Rap » Energy U Commerce Ip 10790 347 


— 8306060374 Responds to RL Ottinger 830911 1 tr, Invi ting Commission 
teatimony at joint hearing on proposed amends to iOCFRllO re 
licensing of nuclear exports Commission testimony should be 
delayed until proposed mods reviewed ik reexamined 
PALLADTNO, N J Commissioners 83/09/16 DONKER, 0 House of 
Rep , Foreign Affairs Ip 16790 348 


-6306060380 Notifies of 630929 joint hearl^Q on prospective amends to 
IOCFRllO re licensing of nuclear exports Present status of 
proposed amends requested Commission invited to appear it 
testify at hearing Summary statements requested by 830920. 
□TTlNOERrR L House of Rep , Energy it Commerce 03/09/11 
PALLADINO, N J Commissioners 3pp 18790 347 


8306060386 Responds to 630407 Itr re ATN8 events it reac tor trip breaker 
malfurct 1 oris Language used In IE bulletins revised to ensure 
specific i general responses 

FALLAOINOiN J Commissioners 63/09/16 HARKEY, E J House of 
Rep « Interior it Insular Affairs 24pp 18792 349 24X 

FI c h e 90-872, 83/09/ 16, 8306060368 


— 8306060392 Requests info re unreported breaker fa 1 lores, reporting 
requirements it reliability of 29 cycle pre-startup testing 
to better understand LER sys 

WARKEY,E J House of Rep , Interior it Insular Affairs 03/04/07 
FALLAOlHOrNJ Commissioners 2pp 10793016 24X 

fiche 90-272.83/09/16,8306060300 


B306070426 Heekly Info rept for wk ending 630927 

REHM, T A Office of the Executive Director for Operations 
83/06/03 43pp 18782 313 


83-06140901 Foruerdt response to 030429 request for c lar If Icatlon of 
allegations re illegal procedures t( faulty welds at 
nuclear power plants, 

DiRCKRiK Office of the Executive Director for Operations 
83/09/16 HATCHED 0 Senate, Labor it Human Resources 6pp 
10094 049 


— 8306140909 Requests c lar if Icati on of procedures responding to Q Bo-rlng 
allegations re Illegal procedures it faulty welds at nuclear 
power plants. 

NEHKANrD Senate, Labor St Human Resources 63/04/29 KAHMEREft, C 
Office of Congressional Affairs 2pp 18894 099 


— 8306190943 Expresses concern re 030222 tr 29 events when manual shutdown 
of reactor required following failures of automatic 
safety sys Investigation by NRC requested prior to restart 
Questions end for NRC response, 

aiDEN. JR Senate 83/03/04 PALLADINa,ff J, Commissioners 
3pp 16867 023 24X FlC he 50-272, 83/06/02, 8306190833 


6306160073 Add I response to FQIA request for documents re IAEA nuclear 
matl safeguards progrem Forwards App A documents App 0 
Documents 1-B entirely withheld V Documents 7-16 partially 
withheld (ref FOtA Exemptions 1,3 & 9> 

FELTON, J M Division aP Rules and Records 63/04/01, 

OREENB£R(S, E V Tuttle 8< Taylor 5pp 18872*011. 


--03O616O116 Forwards undisputed portion of response to 611129 Itr r» 
IAEA safeguards sysi eupplementlng Commission 020302 Itr 
BRADFORD, P A Commissioners, 02/03/04 OTTINOERiR.L House of 
Rep , Energy & Commerce HART, 0 Senate DINGELL, J D House of 
Rep 2pp 1B872 042 


6306170449 Forwards NRC rapt on AOs at licensed nuclear facilities 
fNUR:EQ-0090, Vol SiNumber 4), for Fourth Quarter CY82 M/o 
end. 

AHEARNE, JF Commissioners 03/06/02 O'MEILLrT.P House of Rep 
BUSH, 0 H Senate 3pp 1B707 322 


— 0306170451 Forwards FR notice U Itr forwarding AO rapt to Congress 
<ffUREO— 0090, Vol 9, Number 4>, Medical mlsedmln 1 strat Ion 
event* discussed In 8ECY-B3-92* upgraded to App C item 
M/o encle 

DIRCKSjH j. Office of the Executive Director for Operations, 
03/06/02 CHlLKi 8 J Office of the BecTetary of the Conmlsslon 
ip 18907 329 


63062S0198 Forwards Vol 9* Mumbar 4 to NUREO-0090, "Rept to Congress on 
AOsi " for Fourth Quarter CY02 One AQ reported at NRC 
licensees re Inoperability of containment spray sys 
Agreement states reported no AOs 

AHEARNE. JF Commissioners, 83/06/02 O'NEtLtrTP, House of Rep 
eUSH.O H M Benate 2pp 18940.024 24X Fiche SO-O 00, 83/06/02, 

0306220178 


—8306220264 Agrees W/B30229 View that B6VI/utll litigation should be 
carefully reviewed Respontci to Questions 2 through 9 raised 
in 030229 Hr end 

AHEARNE. J F Comml si loners 83/06/01 UOALLr M. K House of Rep., 
Interior U Insular Affairs 9pp 18740 107, 24X 

Ft chi 30-000, 03/06/02* 8306220190 


—8306220266 Discusses Importance of carefully analV’lf'll 030222 record of 
hearing on util/B4l<f litigation to determine whether record 
contains Info bearing on quaitians of competence it character 
requirements of OL holder Questions per TMI-2 accident end 
WDALL.M K House of Rep t Interior & Insular Affairs 53/02/29 
PALLAOtNa,N Comml s sianers 2pp 18740.112 24X 

Fiche nO-OOOr 63/06/02, 8306220 1 90 


0306230221 Meekly info rept far uk ending 030610, 

REHHrT. A Office of the Executive Director for Operatlone 
03/06/15 41pp. 10991 319 


6306240328 Requests end 030109 memo re IE Investigation pf Automation 
Industries be placed l-n FDR 

KANNINQrM J Cairmiss 1 oner s 83/06/13 CHILK, 8 J Office of the 

Secretary of the Commission Ip 18779 191 


— 0306240330 Express outrage re IE investigation of Automation 
Industries Employees received overdose of thousands of rads, 
suffered ex tens 1 ve vi sib 1 e damage it reported Injuries, 
OILINSKY, V Commlss toners 83/01/09 Commies loners 3pp> 

18999 172 


— 8306240331 Discusses investigation of AO at Automation Industries, 
Serious violations 6 attempted caverupt must be penelixed 
ewiftly If severely if NRC regulatory policies ere to be 
respected, 

HUTCHINS, O.H HRC - No Detailed Affiliation Given, 61/07/14 
0IL,IN8HY,V. Commlseloners llpp, 1697? 175 


IMONDOCKETED ITEMS 


40333 RBi^ueati restopatlon 414 / 000/000 <ut from WRC budget 
uB)ts Deferral of uorl from FVB3 pLua F'/84 cuts uould 
atantiallv delag ^rogrem scKeduled to reaolve mang 
nlflcant Issues 

ERTS/ T « Cotnmis 4 loners 03/0fc/l3 KATFICLD-M O Senate, 
roprlattons 2pp 1B?9? 207 


40339 Forwards “Annual Rept for 1902 on Administration of Govt jn 
shine Act of 1976 " W/o end 

ERTS. T M. Commissioners 63/06/13 DUSH. G H Senate Ip 
99 209 


6240336 Forwards '’Annual Rept for 19S2 on Administration of Govt in 
ursh-tne Act of t976 “ 

□DERTS. T M Commissioners 03/06/13 O'NEILL. T P House of 
ep Ip 1B999 210 


6240337 "Annual Rapt for 1982 on Administration of Govt In Sunshine 
ct of 1976 

CommlssloneTS 82/12/31 20pp 1B999 21 I 


30003 Submits monthlg rept on status of offsite energencg 
paredness for OL reviews for Mag 1903 

SKS.H J Office of the Executive Director far Operations 
D6/14 PALLADIMD. N J Commissioners 6p 19046 098 


4CT NRC CONTRACTS AND MODIFICATIONS 


40697 Notification of contract execution "EIIS Sgs Drawings." 
rded to TVA 

ISjE B Admlni stratlve Contracts branch FIN 8-6341 83/04/26 

TBLSON. C Director's Office HEODON, F NRC - No Detailed 
Illation Oiven Ip 18327 197 


ti909l0 Executed interagencg Agreement NRC-ADH-93-441* "El IS 8gs 
'awings " 

^TTIA.M J NRC - No Detailed Affiliation Given FIN D'3a4l 
10-26-83-441 33/04/ 13 6pp 10327 196 


10700 Notification of contract execu tlon. Mod 2 to "Radionuclide 
atldn Around U Ore Dodles - Analogue of Raduaste 
iiitories " Contractor Australian ABC 

•ETT.S Research Contracts Dranch FIN B-6661 NRC-04-81-172 

)4/20 DATBONibf Office of Nuclear Regulatory Research. 

Ector BIRCHARD. G NRC - No Detailed Affiliation Given Ip 
11.31 1 


S040713 Hod 2. inc rcmentlng funds. to "Radionuclide Migration Around 
Ore Dodles - Analogue of Radwaste Repositories ” 

^TCLlFFrN H Australia GUSTAVE. R P Research Contracts Oranch 
TN B -6661 NRC-04“ei-i72 03/04/20 ip 13351 3 tO 


0023 Notification of contract e xecut I on. Mod 3 to "Task Analysis 
luclear Power Plant Control Raom Crews " Contractor 
ral Physics Gorp 

PATCH. V Technical Assistance Contracts Branch FIN B-7491 
04-02-003 83/05/09. PC R EH AND, H Office of Nuclear Regulatory 

arch, Director JENKINS, 0 NRC - No Detailed Affiliation Given 
10667 179 


010077 Mod 3, extending period of performance to 030609, to "Task 
algsls of Nuclear Power Plant Control Roam Crews " 

IITNEV, J W General Physics Carp GUSTAVE, H P Division of 
ntracts FIN 0-7491. NRC-04-82-009 83/03/09 Ip 16687 176 


0117 Notification of Contract e xecut 1 on, Mod 7 to “Fission Product 
sport Analf/sif " Contractor Dattcile Columbus Labs 
ETT. 0 Technical Assistance Contracts Branch FIN 0-8992 
04-00-177 83/09/11 OATBON. W Office of Nuclear Regulatory 

arch. Director WALKER. T NRC - No Detailed Affiliation Given 
10606. 330 


010129 Mod 7, adding Task 6 U providing funding, to "Fission Product 
ansport Analysts " 

KZ.F J Sattelle Memorial Institute. Columbus Laboratories 
RTON, K. V Division of Contracts FIN 0-8992 NRC-04-ao-l77 

/05/tl. 4pp 1B696 339 


0327 Notification of contract e xecutlorv. Mod 2 to "^Technical t 
nssrlng Bupport 8vcs for Radio Communications " 
ractor DOt 

AREN, T. Admlnlstrativs Contracts Branch NRC-IO-a3^392 
3/26 CORLEY, J Division of Facilitias & Operations COHCNrS 
ILLE, T NRC - No Detailed Affiliation Given Ip 10713 310 


020329 Mod 2, Incraaslng ceiling amount for FYSS & total amount 
ligated, to "Technical & Englneorlnf Support Sves for Radio 
mmuhl cat Ians " 

RCIVALjR M Interlori Dept of HAGAN, T F Division of 
ntracti NRC-lO-e3-3S2 93/05/26 Ip 16719 311 


0306020333 Notification of contra».t e xe., ut i on. Mod 1 to "Technical L 
Engines? ing Support Sves for Radio Communications " 

Contractor DOI 

MCLEAREN.T Administrative Contracts Branch NRC- 1 0-63-332 
03/05/26 CORLEY. J Division of Facilities A- Operations 
MELVILLE. T , CQHEM. S NRC - No Detailed Affiliation Given ip 
i07J9 312 


— 8306020336 Mod 1. defining statement of work deliverables required . 
eliminating requirement for issuance of task orders under 
agreement, to “Technical Z/ Engineering Support Sves for Radio 
Communications " 

WILSON. J F Interior, Dept of HAGAN, T F Division of 
Contracts NRC -10-83-332 83/05/26 3pp 10719 313 


0306020459 Notification of contract execution to "Radiation Monitenrir) 
Program Requirements " Contractor State of NE ® 

MCDERft0TT,0 Technical Assistance Contracts Branch FIN 8-0308 
NRC-31-83-670 03/05/16 MEYERS. D M Region 4. Office of Directo 

NICHOLAS, J B NRC - No Detailed Affiliation Given Ip 18715 53 ^ 


— 0306020463 Contract "Radiation flonltaring Program Requirements,’" 
awarded to State of NE 

SMITH. H D Nebraska. State of HORTON. K V Division of 
Contracts FIN 8-0308 NRC-31-03-670 03/05/16 lOpp 

10713 239 


6306020480 Notification of contract exccut i on. Mod 21 to “Local ECC5 
Support Studies “ Contractor MPR Assoc, Inc 

WDLLE7T.3 Technical Assistance Contracts Dranch FIN D-5537 
NRC-04-75-1B3 83/05/20 OATSON. W Office of Nuclear Regulatory 

Research. Director RHEE. 0 NRC - No Detailed Affiliation Given 
ip 10715 201 


— 03G6O2O482 Mod 21, extending period of performance to 051 109 6 
Incre.'islng funding, to "Local ECCS Support Sys " 

WANDIL, I H MPR Associates, Inc HORTON, K V Division of 
Contracts FIN D-9937 NRC-04-79-1B3 03/09/20 3pp 

18713 202 


8306020506 Notification of contract execut 1 on, Mod t to "Licensing 
As s 1 s tance/Oeotechn i cal Hydrological Evaluation " 

Contractor E6ASCQ Sves, Inc 

FIELDS. J A Technical Assistance Contracts Dranch 

NRC -02-00-033-08 83/05/20 DAVIS. J Division of Safeguards 

GARCIA.P NRC - No Detailed Affiliation Given Ip 18719 ] 46 


■0306020513 Mod 1, extending period of performance to 630930, bo 
"Licensing As s l stance/Oeotechn ica 1 S< Hydrological 
Evaluation " 

RAStLEi J A Ebasco Services. Inc <subs of Enserch Corp ) 
GUSTAVE, R P Division of Contracts NRC-O2-0O-O33-OB 03/05^20 
ip 10719 147 


0306030046 Notification of contract execution "Grievance Review 
Examiner,*' awarded to DA Theeman 

HOYLE, A Administrative Contracts Branch NnC-10-83~360 03/09^17 

DIRD. P E Oiviston of Organliatlon and Personnel EDWARDS. R 
- No Detailed Affiliation Given Ip 10733 I7l 


— 8306030094 Contract "Grievance Review Examiner" awarded to BA 
THEEMAN. D A Theeman. B A REDELLD, J E Division of Contracts 
NRC- 10-83-360. 83/09/17 3pp 10733 192 


0306030252 Notification of contract e xecut ion. Mod 16 to "Perfonrance 
Testing for Personnel Dosimetry " Contractor Unlv of 
Mich 1 gan 

MDLLETT.B Technical Assistance Contracts Branch FIN 0-1049 
NRC-O1-77-10G 83/04/06 FOREHAND, W Office of Nuclear Rrgulatory 

Research, Dlractor R0ECKLEIN,R NRC - No Detailed Affiliation 
Given Ip 10734 065 


— G306030256 Mod 16, extending period of performance through 830429. 
to "Performanca Testing for Personnel Dosimetry " 

8TEMPLE, P J Michigan, Unlv of GUSTAVE, R P Division of 
Contracts FIN H-t049 NRC-Ol-77-180 03/04/06 Ip 18734 0** 


83060302S4 Corrected notification of contract execut ion. Mod 6 to 
"Canadian Seismic Agreement " Contractor Canadian 
Commercial Corp. 

WOLLETT, S Technical Assistance Contracts Dranch FIN 8-6279 
NRC-04-79-100 63/05/26 OATSON. U Office of Nuclear ReguUterV 

Reeearch. Director MURPHY NRC - No Detailed Affiliation Glvin 
tp 10734 070 


0306030263 Notification of contract executi on, Mod 2 to "Multiple 
Task Order Contract for ADP Development " Contractor Boeing 
Computer Sves Co 

PERLMAN, J Administrative Contracts Branch FIN B-8166 
NftC-33-83-452 83/05/23 BASSETT, H S , HARVES. J Office of 

Resource Management, Director Ip 18734 072 



NONDOCKETED ITEMS 


398 


--83C6030?>£i6- hod 2j correcting subcontractor uage rate> to ’'Multiple 
Auard Task Order Contract for ADP Development " 

HOPKINSi H R |?oelng Computer Service^, tnc (subs of Doeing Co ) 
BMJTH. P A Division of Contracts FIN 0-8166 NRC-33''B3-43S 

83/05/25 Ip 18734 073 


&JO6O30269 Notification of contract e recution* Mod 1 to “Electrostatic 
Copying Related Svcs ’’ Contractor Literature Research Co 
PERLMANiJ Administrative Contracts Branch NRC- 10-83-3 10 
03/05/19 DESAMi W J i QAQGETT, H Division of Technical information 
Document Control ip 1B734 074 


--8306030271 Mod 1. adding funds, to “Electrostatic Copying it Related 
Svcs " 

* Literature Research Corp SMITHiP A Division of Contracts 
NnC-lO-a3-3l8 83/05/19 Ip 18734 073 


83060-30277 Notification of contract e* ecoti on. Mod 1 to “Radiation 
iKonitoring Program Requirements " Contractor State of AR 
MCDERMOTT, 0 Technical Assistance Contracts Branch FIN D-BSOO 
NRC-3J-03-667 S3/05/20 MEYERS. D M Region 4. Office of Director 

NICHOLAS. 0 D NRC - No Detailed Affiliation Given Ip 1B733 334 


--8306030284 Mod 1. increasing funding to FY03 levels, to "Radiation 
Monitoring Program Requirements " 

* Arkansas. State of MORTON. K V Division of Contracts FIN 
3-8300 NRC-ai-Ba-AAT 83/03/20 ip 18733 325 


83060304<}0 Not! flea t ion of contract execution “Hypocenter 
Determination of Regional Earthquakes" auarded to Univ of 
KV 

MLPRPHY.L 0 Purchasing Section FIN 3-9000 NRC-04-83-OS4 

83/03/27 ARSENAULT. F J Division of Health. Siting Waste 
Management MURPHY, A J NRC - No Detailed Affiliation Given Ip 
18747 117 


— 8306030402 Contract "Hypocenter Determination of Regional 
Earthquakes," auarded to Univ of KY 

MCDONALD«J' Y Kentucky. Univ of « Division of Contracts FIN 

8-9000 NflC -04-83-024 83/03/27 6pp 10747 I IS 


8306060391 Notification of contract execution "11th Water Reactor 
Safety Research Info Meeting, " auarded to SA Stauleulci 
ffCDERMOTT.D Technical Assistance Contracts Branch FIN 0-B943 
NRC-04-e3-005 S3/04/2B BASSETT. 0 E Division of Accident 

Evaluation SULLIUAN. H NRC - No Detailed Affiliation Given Ip 
18730 233 


--8306O6O39S Contract "llth Water Reactor Safety Research info Meeting," 
auarded to SA 9zauleuici 

8ZAULEW1CZ.S A Szawlewlcz. 8 A MORTON, K V Division of 
Contracts FiN 8-8943 NRC-04-Q3-003 03/04/20 3pp 

10730 234 


— 03O6D6O399 Solicits proposals for llth water reactor research meeting 
Summary I instruc tions 4- solicitation package end 

MOFITON, K V Technical Assistance Contracts Dranch R8-RE8~83-005 
83/02/16 Affiliation Unknown 77pp 18730 237 


8306070464 Notification of contract executl on. Mod 4 to "Definition of 
Bounding Physical Tests Representative of Transport 
Accidents Air ?« Marine " Contractor ITT Research Inst 
WOLLETT, S Technical Assistance Contracts Branch FIN B-7370 
NRC -04 -a I -203 03/05/18 FOREHAND. Q, Office of Nuclear Regulatory 

Research. Director LAKB.W NRG - No Detailed Affiliation Given 
\p 18780 333 


— ^0306070465 Hod 4. extending period of performance to 030921. to 
"Definition of Bounding Physical Tests Representative of 
Transport Accidents Air 6 Marine " 

PLONIS. T n IIT Research Inst OU0TAVE. R P Division of 
Contracts FIN B-7970 NRC-04~8l-203 03/05/18 ip 18780 334 


B3O6C6O067 Notification of contract e xecut ion. Mod 2 to "Audit of NRC 
Eupergrade Positions " Contractor Damans 6 Assocs 
SMITH, P A Division of Contracts NRC-10-77-140 03/06/02 

BIRDjP E Division of Organiiatlon and Personnel ip 10707 29S 


— 0306000072 Mod 2. finalizing final indirect rates 6 incorporating rates 
Into contract per General Provisions Clause 34 6 
deobUgatIng unliquidated balance. tP "Audit of NRC 
Bupergrade Positions, " 

CASANAVE, M Damans & Associates SMITH. P. A Division of 
Contracts NRC-l0-77-t40 83/06/02 2pp. 10707 296 


G3O6O0O413 Notification of contract execut 1 on. Mod 2 to "Word Processing 
Svqs *' Contractor Keyboard Communicati ons. Inc 
HCLEAREN. r Administrative Contracts Branch NRC-lO-0a-296 
03/06/01 STEELE. M Division of Technical Information 6 Document 
Control JOHANSEN. J Cress Branch Ip 10792.102 


‘9306080417 Mod 2. Increasing funding celling, to "Word Processing Svcs 
# Keyboard Communi cat t ans. Inc SMITH. P A Division of 
Contracts NRC-iO-93-296 03/06/01 Ip 18792 103 


8306080419 Notificatian of contract e xecut i on. Mod 30, to "FLECHT- 
SEABET Contractor Westinghouse/EPR I 

WOLLETT.S Technical Assistance Contracts Branch FIN 0-62 04- 
NRC-04-77-127 83/05/24 BATSON, W Office of Nuclear Regulatory 

Research,- Director LEE, R NRC - No Detailed Affiliation Given 
Ip 18792 184 


— B3060B0427 Ltr contract.Mod 20, changing ceiling amauntiita "FLECHT- 
SEASET " 

GUSTAVE. R P Technical Assistance Contracts Branch. FIN 8-6204- 
WRC-G4-77-127 83/05/19 ROSENBLATT^ H Wsstinghouse Electric 

Corp Ip 10792 105 


8306090277 Notification of contract ex ecut ion, Mod 1 to "Gregg 
Shorthand Theory Review " Contractor Montgomery County*HD 
Public Schools 

6MITH.P A Division of Contracts NRC- 10-79-663 83/03/09 

DOR IE. W M Office of Administration VAN SANTEN, L NRC - No 
Detailed Affiliation Given tp 10810.047 


— 83060902BO Mod 1 , deob 1 1 gat Ing funds to enable final contract closeout, 
to "Gregg Shorthand Theory Review " 

PASCOEi 8 Maryland, stats of SMITH, P A Division of Contracts 
NRC-10-79-663 03/03/09 Ip 18810:048 


8306090282 Notification of contract execution. Hod 2 to "Records Holding 
Area Support Svcs." Contrac tor* SBA Subcontractor Maxima 
Corp 

MCLEAREN. T Admi nlstrat Ivs Contracts Branch NRC- 10-82-396 
03/06/02 0E8AW, W J Division of Technical Information 6 Document 
Control SCQTTrR S NRC - No Detailed Affiliation Qivan Ip 

laeto 032 


-•‘6306090284 Mod 2, extending period of performance to 040613 inertasing 
funding, to "Records Holding Area Support Svcs " 

* Small Business Admi nls trat ion e Maxima Corp SMITH. P. A 
Division of Contracts NRC-10-82-396 93/06/02 2pp 10810*033, 


6306090447 Notificatian of contract execution, Mod 1 to "Licenting 
Technical Assistance " Contractor Science Appl i cet 1 ons. Inc 
FLYMN.M J Technical Assistance Contracts Branch FIN H-7339-3. 
MRC-02-e3-035 83/05/27 DAVIS. J Office of Nuclear Material 

Safety 6 8af eguards, Dir ector LOY8EN. P. NRC - No Detailed 

Affi nation Given Ip 18815*145 


— 8306090452 Mod t, issuing fully definitized Task Order 004 & increasing 
funding to "Licensing Technical Assistance.** 

FINDLEY.DE Science Applications, Inc. GUSTAVE. R P. Division of 
Contracts FIN B-7339-3. NRC- 02-0 3*‘035 83/05/27 6pp 

18015 146 ... 


8306090467 Notification of contract execution. Mod 16 to "Improved 
Ultresonlc NDT of Pressure Vessels '* Contractor . Univ of 
Ml 

FLVNN.M J Technical Assistance Contracts Branch NRC-04-75-ie2 
03/05/23 FOREHAND, W Office of Nuclear Regulatory Research. 
Director MUSCARA.J NRC - No Detailed Affiliation Given Ip 
18815 154 


— 0306090470 Mod 16. changing period of perfortnence to 830220 6 adding 
paragraph to Article IV. to "Improved Ultrasonic NDT of 
Pressure Vessels " 

DALRYMPLE.J T Mich 1 gam Univ of. GUSTAVE, R P. Technical 
Assistance Contracts Branch NRC-04-75-ia2 83/05/25 2pp. 

IQBiS' 155 


8306090484 Notification of contract execution. Mod 5 to "Benchmarking 
of Computer Codes h Ulcenilng Assistance *' Contractor. 

Teknekron Research. tnc. 

FLYNN, M J Technical Assistance Contracts Branch FIN B-6905, 
NRC*-02-8 1-026 83/05/25 DAV18. V Office of Nuclear Hateflal 

Safety 6 Sefeguardt, Dir ector. FEHRINGER. D J NRC - No Detallid 
Affiliation Given. Ip. 18015' 159 


— 0306070400 Mod 5, exercising option for performance of Tasks 4 I* 5» 
providing incremental funding 6 substituting key personnel 
to "Benchmarking of Computer Codes U Llcsnslng Assistance.*' 
VQOT.D. K Teknekron Researchi Inc GUSTAVE* R P. Technical 
Aisistanct Contracts Branch FIN 8-69B5 NRC -02-01 -026. 

83/05/25 4pp 18815 160 


0306140226 Notification of contract execution. *'BMR Nuclear Engineering 
Courses.*' ewarded to OE. 

MCDERMOTT. D Technical Assistance Contracts Branch FIN B-8710. 
NRC-05-B3-219. 83/05/18 BLAHA* J L Program Support Branch. 

HAVENS. D H NRC - No Detailed Affiliation Given If. 18044 325 
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— 9306140238 CPntrAct "BUR Nudl&ar Engineering Courses^'* 
auardeil to GE 

PlERCErR C G»n*ral Electric Co KORtQN.K V Division of 
Contracts FiN 8-9710. NrtC''03-B3-219 93/05/19 5pp 

19844 326 


8306140421 Notification of contract e x ecu 1 1 an« Mod 9 ta "Studg of 
Clieffllcal Toilcltv of Lout Level Naste Contractor General 
Reiearch Corp 

SlLVIfliR M Technical Aseletance Contracts Branch FIN 9-6127 
NRC-02-‘77-ie3 93/06/03 DAVIS. J O Office of Nuclear Material 

8af«tg 6 S«f eg uardf r Direc tor JOHNSON.T NRC - No Detailed 
Affiliation Given Ip 16894 06S 


— 9306140426 Had 9. deob Hga ting uni i lulda ted balance.to “Studg of 
Chemical Toxicity of Lou Level bJaete *' 

ANDERSON. D J General Research Corp GUSTAVE. R P Division of 
Contracts FIM B-6127 NRC-02-77-1B3 83/06/03 Ip 16834 063 


6306160040 Notification of contract e xecut ion. Mod 4 to 'Tollauori 
Earthquake Ground Motion " Contractor Univ of California at 
San Diego 

MURPHYj L 0 Admin i s trat Ivc Contracts Branch FIN B-689B 
NRC-03-BO-143 83/06/06 VGLLMER. R Division of Engineering 

JACKSON, R NRC - No Detailed Affiliation Given Ip 18092 336 


— S306I60045 Mod 4. deleting reporting requi remonts. to "Followon 
Earthquake Ground Motion '■ 

* California. Univ of. San Diego REBELLO. J Division of 
Contracts FIN fi-689B NRC-03-B0- 1 43 83/06/06 Ip IBB’ 


8306160299 Notification of contract execut Ion. Mod 9 to '’Memphis Area 
Regional Seismic Network " Contractor Memphis State Univ, 
FIELDS.JA Technical Assistance Contracts Branch NRC-04 -78-200 
03/05/27 BATSON* N Office of Nuclear Regulatory Research. 

Director -JOHNSON. A C NRC - No Dotailcd Affiliation Given la 

18893 020 


8306140433 Notification of contract e xecut i oni Mod 2 to *’Revleielng 
Hydrogeolog Ic Inveet tgat 1 one of Nevada Test Site - Project 
G ** Contractor 1 1 iams-Rob Inette li Aesoci Inc 

BlLVra.R H, Technical Aesletance Contract* Branch FIN 8-7377-2 
NRC-02-82-446 83/06/03 DAVIS. J 0 Office of Nuclear Material 

Bality li Safeguard*! Director. POHLE. J A NRC - No Detailed 
Affiliation Given Ip 18694 064 


—8306140438 Hod 

Ngdrogeologlt 
C. " 


2r adjusting consulting hour* of eve. to “Revieulng 
Investigations of Nevada Test Site - Project 


MILLIAHS.RE. Nil 1 1 ams-Rob inette L As sociates. Inc QU&TAVE. R P 
Division of Contracts, FIN D-7377-2 NRC-02-8a-046 83/06/03 

tp 18894 065 


6306150246 Notification of grant execution *’C-rlterla tt Proced-ures for 
Low Level Radwaite Mgt. *' awarded to Conference of Radiation 
Control Prograih Direc tors* Inc. 

HCDERMOTT* I>. Technical Assistance Contract* Branch FIN G-1049 
NRC-0-04-8 3-005 03/06/07 BAT6QN. W Office of Nuclear Regulatory 

Rtsiarch. director. Klii^K NRC - No Detailed Affiliation Given 

Ip 16870 047 


—8306190291 Grant “Criteria & Procedures for Lou Level Radvaite Hgt. ** 
awarded to Conference of Radiation Control Program 
Olnctors. Inc. '* 

6HEALY.K. 0 Conference of Radiation Control Program Directors. 

Inc MORTONiK V, Technical Aaclstanca Contracts Branch FIN 
0-1049 NRC-G-04-63-009 83/06/07 Epf. 18070 046. 


8306180489 Not! fU a tien of contract execution "Radiation Konltoring 
Program Requirements. " auarded to State of LA 

HCDERWTT. D. Technical Assistance Contract* Branch FlN 8-0802 
NRG-31 -83-669 03/06/01. MEYCRGi D M Region 4. Office of Director 

N1CH0LA8!>J. B NRC - No Detailed Affiliation Given Ip 10869 001 


—8306190468 Contract: "Radiation Monitoring Program Requirements." 
awarded to State of LA 

SlMONEAUXiF P. Louisiana. State of MORTON. K V Administrative 
Contract* Branch FIN B-09D2 NRC-31-B3-669. 03/06/01 lapp 

18868 002 


8306180906 Notification of contract sxacutlon* "Investigation of 
Alternative Heans to Accomplish Goals of Dlennial Callbr 
of lonlxatlon Chanberfr" awarded to Unlv of MI 

MCDERMOTT. D K Technical Assistance Contracts Branch FIN D-B906 
NRC- 04- 83- 002 03/06/01, BATaON. W Office of Nuclear Regulatory 

Research. Director. RODENBECK. E, NRC - No Detailed Affiliation 
Given. Ip. 18066.299. 


—8306190921 Contract "Investigation of Alternative Means to Accomplish 
Gaels of Biennial Callbr of lonlration Chambers." 
awerdid to Unlv of WJ 

ERICKSON. R W Mliconsin. Untv. ofr Madison MORTON. KV. Division 
of Contract* pJN 0-8906 NRC- 04-03- 002 03/06/01 17pp 

18066. 296 


8306180960 Notlf Iceti on of contract • xecut lon» Mqd 10 to '*81t* 
Suitabilltv Assessments Based on Seepage 6 Orounduater 
Contfltlons Associated w/U Recovarg Oparatlons " Contractor 
Mllllams Robinette 6 Assoc. 

OELOATCH. V, Technical Assistance Contracts Branch, NRC-02-91-039 
83/06/03, DAVIS. J.O. Office of Nuclear Material Safety 6 
Safeguards.Director 8IEFKEN NRC - No Detailed Affiliation Given 
Ip. 18894.360. 


—8306190970 Hod tOi modify Ing period of p erformance. to "Bite SuitablHt( 
Assaesments Based on Biepage 6 Groundwater Conditions 
Afsociatid w/g Recovery operations " 

HlLLlAMSiR E, Wi U ians-Rob tnette U Asso-clates. Inc GU8TAVE.R P 
Admlnistratl ve Contracts Branch. NRC-G^-SI-^OS? 83/06/03 Ip 
18894:361 


— 8306160273 Mod 9, Inc orporatlng App A to modify govl property, to 
"Morophls Area Regienal Seismic Network " 

CARPENTER. T O Memphis State Unlv GUSTAVE. R P Division of 
Contracts. Nnc-04-78-200 83/05/27 4pp 10893 021 


8306170026 Notification of contract execution "A/E Design 9vc* for 
Installation of Shielded End." auarded to EK Fax U Assoc. 

Ltd 

8AZ1N.J P Administrative Contracts Branch NRC-10-B3-334 
03/04/00 CORLEYrJ H Division of Facilities U Operations 
FISHCRi L NRC - No Detailed AffUlatlon Given Ip 16907 34? 


— 0306170029 Contract "A/E Design 8vc s for Inatallation of Shielded 
Enel." auarded to eK Fox 6 Assoc.Ltd 

FOX.E K E K Fox 6 Associates. Ltd MATT I A. H J Division of 
Contracts NRC- 10-83-334 03/04/08 9pp 10907 380 


8306170293 Notification of contract execut ion. Mod 5 to "Licensing 
A«* isfcance/Tal 1 ings Mgt Program Technical Evaluation " 

Con trac tor' Oeot echo 1 cal Engtneersi Inc 

FIELDS. J A Research Contracts Branch NRC-02-79-031-01 03/05/27 

DAVIS. J Office of Nuclear Material Safety 6 Safeguards. Dirictor 
ROSSSACH.L NRC — No Detailed Affiliation Given Ip 18900 014 


— 0306170287 Mod 9. extending period of performance to 830930 at no 
addl cost, to "Licensing Ass 1 s tance/Tai 1 ings Mgt Program 
Technical Evaluation " 

CASrno.G Geotechnical Engineers, Inc GUSTAVE Administrative 
Contract* Branch NftC-02~79-031-0I 83/09/27 ip 16900 019 


B3061 70463 Not i f i cat i on of contract B xecut ion, Mod 6 to "Career 
Counseling " Contractor Binder. El star , Mende Ison 6 Wheeler 
PERLMAN. J Administrative Contracts Branch NRC-lO-a2-330 
03/<>6/i8 DORIE. W Office of Administration VAN SANTEWi L W rffiC 
- No Detailed Affiliation Given Ip 10906 349 


■0306170466 Mod 6-. allowing for quarterly payments for regional 
liaison sves. to "Career Counseling " 

MENDELSGNj I N Binder. Elster. Mendelson 6 Wheeler. Inc 
SMITH. P A Administrative Contract* Branch NRC-lO-G2-38a 
83/06/13 ip 18906 330 


8306170400 Notification of contract e xecut ion. Mod I to "Environ 
Assessment* 6 Impact Statements for Lou Level Waste Disposal 
Facilities " Contractor Battelle Columbus Labs 

FLEENORiC Tochntcal Assistance Contracts Branch NRC-OS-B2-026-IC> 
B3/05/27 DAVI0iJ Office of Nuclear Material Safety 6 
gafegwards, Director, NEUDER.B M NRC - No Detailed Affiliation 
Given Ip £0874 017 


—0306170482 Mo-d I. extending period of agreement to 850930. incorporating 
microfiche requirements 6 project officer. to "Environ 
Aiseisnient 6 Impact Statements for Lou Level Waste 
Disposal Facilities " 

LUKZi F J Battelle Memorial Institute, Columbus Laboratories 
GUSTAVE. R P Administrative Contracts Branch NRC-O2-0a-Oa6-lO 
03/03/27 app 18094 318 


8306£7'0484 Notification of contract execut ton. Mod 3 to "Environ 
Asiessment* it Impact Statements for Lou Level Waste 
Disposal Facilities," Contractor Ver*ar. tne 

FLEENOR. C, Technical Assistance Contracts Branch NRC-02-02-026-04 
03/06/03 DAVIS. J Office of Nuclear Material Safety 6 
Safagiiards. Director, NEUDER. 8 M NRC - No Detailed Affiliation 
Given app, 18074 308 


•'-0306170409 Mod 3. extending period of agreement to 050930 It 
Incorporating project officer. to "Environ Assessment* 6 
Impact Statement* for Low Level Waste Disposal Facilities," 
R0GER8.W H Versar. Inc GUSTAVE. R P Administrative Contract* 
Branch NRC-02-a2-026-04 83/06/03 Ip 10094 306 
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&3O&20O125 Notification of contrdct evecut lon^ Hod 2 to "Aud iovlsua 1 
Coniultant Svcs " Contractor N Kali 

PERLMAN, J Adminiitratlve Contracts Qranch FTN 8-3181 
NRC“17“a3-398 83/06/07 CHILK, S , MAOEEi W Office of the 

Secretari; of the Commission Ip 13908 268 


— S^OA^-OOEOt Mod 2i extending period of performance to 930930i to 
“Audiovisual Consultant Svcs “ 

HAL.L,N M Hallj N SMITH, P A Division of Contracts FIN 
B-ai81 NfiC-l7-fl3-398 83/06/07 Ip 13908 ’269 


8306200224 Notification of contract execution, Mod 6 to “Statistical 
Analijsis Studg '* Contractor 6 Nalfheln 

QlLDENHQRNiA Administrative Contracts Branch NR €-10-80-694 
33/06/06 DORlEiM Office of Administration DAMBLEY, 0 Office of 
the Executive Lesal Director Ip 13909 333 


— B306S002B7 Mod 6, extending period of performance to 840601 at no addl 
cast, to “Statistical Analysis Study '* 

N0LFBEIN,8L Nolfbeln,S L SMITH, P A Division of Contracts 
MM- 10-80-694 83/06/06 Ip 13909 336 


83062103G? Notification of contract execution. Mod 11 to '*‘Eva luation of 
Matl Accounting Performance at Nuclear Fuel Cycle 
Facilities '■ Contractor NUSAC, Inc 

FIELDS, J A Technical Assistance Contracts Branch NRC-O2-01-O8a 
83/06/03 DAVIS, J Office of Nuclear Material Safety 1, 

Safeguards, Director MILLER, H NRC - No Detailed Affiliation Given 
Ip 18921 332 


— 8306210344 Mod 1 1, correcting Mod 8 numbering to Hod 10* to “Evaluation 
of Mat! Accounting Performance at Nuclear Fuel Cycle 
Facilities “ 

e NUSAC, Inc GUSTAVE, R P Division of Contracts, 

HR C “02-81-028 83/06/03 Ip 18921 333 


9306210364 Notification of contract e xecution, Mod 5 to “Personnel 
Neutron Dosimetry for Nuclear Power Plants " Contractor 
Atnitelaer Polytechnic Inst 

SItVIBtR M Technical Assistance Contracts Branch FIN B-6631 
HRC-04- 78-363 03/03/31, FOREHAND, W Office of Nuclear Regulatory 

Research, Director FOULKE. J NRC - No Detailed Affiliation Given 
Ip IB937 094 


--8306210371 Mod S, extending period of performance to B3022B, to 
■■Pirsonnel Dosimetry for Nuclear Power Plants “ 

LaOIUDICE,U M Rensselaer Polytechnic Inst 0U8TAV£,R P 
Olvleion of Contracts FIN D-66S1 NRC-04-78-263 03/03/31 

Spp 10937 093 


8306210370 Notification of contract execution, Mod 4 to “Licensing 
Assistance/Geotechnical Si Hydrological Evaluations *' 

Contractor tntl Engineering Co 

FIELDS, J A Technical Assistance Contracts Branch 
Nltc-02-a0-0 33-04 83/06/03 DAVIS, J Office of Nuclear Material 

Safety 6 Safeguards, Director GARCIA, P NRC - No Detailed 
Affli Ifttion Given Ip 10937086 


— 8306210373 Mod 4, extending period of performance to 030730, to 
“Licensing Ass 1 stence/Oeotechnica I t< Hydrological 
Eva 1 ua 1 1 o n s “ 

CHRISTENSEN, R International Generation it Transmission Co , ine 
GUSTAVE, R P Division of Contracts NRC-02-B0-033-O4 03/06/03 

Ip 18937 087 


9306210376 Notification of contract execution, Mod 1 to “Advisory 
Committee for Const During Adjudication “ Contractor Serle, 

Butxe 1, Kae* 6 Case 

6H(TH*F a Division of Contracts FIN B-1360 NRC-17-79-701 

33/06/16 HOVLEi J G Office of the Secretary of the CominifSlon 

BER0ON, D NRC - No Detailed Affiliation Given Ip £B937‘0ea 


— 83D62i03S4 Mod 1, daob I Igatlng funds for closeout* to “Advisory 
Committee for Const During Adjudication “ 

s Deri e, Butial, Mass St Case SMITH, P A Division of Contracts 
FIN B-1560 NRC-17-79-701 03/06/16 Ip 10737 009 


fK306210391 Notification of contract executi on, Hod 8 to “Licensing 
Ass Istance/Tai I lags Mgt Program Technical Evaluation “ 

Contractor Simons, Li St Assoc, Inc 

FlELOa,-J.A Technical Assistance Contracts Branch 
NRC- 02-79-03 1-06 83/08/27 DAVIS, J Office of Nuclear Material 

Safety & Safeguards, Director GILLEN, 0 NRG - No Detailed 
Affiliation Given Ip. 18937 082 


— 8306210396 Hod 2, extending period of performance to 830930* to 
“Licensing Ass istance/Tal 1 ings Hgt Program Technical 
Evaluation “ 

&IHONS, D B Simons, LI St Associates, Inc, GUSTAVE, R<P. Division 
of Contracts NRC-02- 79-031-06, 83/08/27 Ip 10937' 003. 


8306210391 Notification of contract ex scut Ion, Mod 1 to '"Lab Studies 
Dynamic Response of Prototypical Piping Bys *' Contractor 
Anco Engineer! I Inc 6 EPRJ 

0AISDEN,L Technical Assistance Contracts Branch FIN B-B907 
NRC-O4-02-O28 83/06/10 FOREHAND* H Office of Nuclear Regulatory 

Research. Director O'BRIEN, J NRC - No Detailed Affiliation Given 
Ip 18939 209 


—0306210397 Ltr Contract Mod I to NRC-O4-02-O28, 1 ncr easing funds, to 
“Lab Studies Dynamic Response of Prototypical Piping 0ys “ 

MGRTON. K V Technical Assistance Contracts Branch FIN B-8907 
NRC-04-B2-028 83/06/10 HOWARD,© E ANCQ Engineers. Inc Ip. 

10938 290 


8306210421 Notification of contract execution “Radiation Monitoring 
Program Requirements,'* awarded to Environ Surveillance Lab 
MCDERMOTT.O Technical Assistance Contracts Branch FIN 8-8850 
NHC-32-93-6B1 03/06/16 ALEXANDER* I Division of ttaiourca 

Management Administration. HAM ADA* 0 NRC - No Detailed 

Affiliation Given Ip. 10937 048 


—0306210432 Contract “Radiation Hpftitoring Program Requirements," 
awarded to Environ Burvell lance Lab 

TEOFQRD, C F Envlronminta I aurvs 11 lance Laboratory. MORTON, K V. 
Division of Contracts. FIN 8-0080 NRC-32-33-6B1 83/06/16 

16pp 10937’ 049 


8306220073 Notification of contract execution* "Autoprlnt F Microfiche 
Printer," awarded to Dybell/Ware Si Assoc, Inc 
COLEMAN, R Administrative Contracts Branch NRC-lO-'83-340 
83/06/02 BESAWrW Division of Technical Information 6 Document 
Control 8K0CZCAS,J NRC - No Detailed Affiliation Given Ip 
18947 311 


—8306220091 Bol Ic itat i on* of far 6 award of "Autoprint F Hicrofieht 
Printer" to Dyball/Mare it Assoc* Inc 

WARE, J T Difball/Were tc Associates, Inc HATTIA, M J Division of 

Accounting 6 Finance NRC- 10-03-340 83/06/02 89pp 10947 312 


8306220133 Notification of contract e xecut i on* Mod 7 to "Computer 
Time-Sharing 6 Related Bvcs. “ Contractor * NIH. 

PERLMAN, J Administrative Contracts Branch FIN B-1666. 
NRC-25-82-312 03/06/06 BASBETTiHS. KIRK, 1. . BANDINI*B. Office 

of Resource Menagtment* Director Ip 1B948.0B7 


—8306220138 Mod 7, des Ignet Ing JA Shields as project officer* to "Computer 
Time-Sharing 6 Related Svcs " 

* HH6, Dept, of, US Public Health Bervice 8MtTH*P A Division 
of Contracts, FIN fl-l666 NRC-2S-e2-312 03/06/06. Ip. 

10949 088 


0306220191 Notification of contract execut i on. Mod 7 to “Licensing 
Review of DL App llcatlons. " Contractor. Naval Surface Weapons 
Ctr 

8ILVt8,R M Technical Assistance Contracts Branch, FIN 6-6870 
NRC-03-ao-i09. 83/06/10. VOLLMER, R Division of Engineering 

RINALDI, F NRC - No Detelled Affiliation Given Ip 18937*339. 


— 0306220180 Mod 7, extending period of performence to 830930* modify ing 
statement of work 6 obligating addi funds, to “Licensing 
Review of OL Applications " 

ROBERTS, E.8 Navy* Dept of. QUBTAVE, R P. Technical Aseistance 
Contracts Branch FIN 6-6078 NRC -03-80-109. 93/06/10 2pp. 

10937 340 


8306220166 Notification of contract execution "Radiation Monitoring 
Program Requirements*" awarded to State of MD 

MCDERMOTT, D. Technical Assistance Contracts Branch FIN B-8383. 
NRC-2e-B3-60a 83/06/16 HCOBCARrJ. Region 1, Office of Director 

COSTELLO, F. NRC - No Detailed Affiliation Given ip 18937:309. 


— 8306220160 Contract, “Radiation Monitoring Program Requirements*" 
awarded to atate of MD, 

RESHfD L Maryland. State □# « NRC - No Detelled Affiliation 

Given FIN 0-8393. NRC-S8-83-608 83/06/16, ISpp. 18937:306. 


8306220186 Not i float Ian of contract execution, Mod 26 to “Riviaw it 
Evaluation of Approx 900 Pending Gperatlng Reactors 
Licensing Actions “ Contrac tor. Frank 1 In Inst. 

FLVNNfM Technical Assistance Contract! Branch. FIN B-6990. 
NRC-03-79-U8 83/06/19, EI8ENHUT* D G. . BAJWA, 8. Division of 

Licensing Ip 10991,049. 


—8306220192 Mod S6,extending period of performance for 30 days at no 
addl cost 6 deobltgatlng funds from residual fee, to “Review 
Evaluation of Approx 900 Pending Operating Reactors 
Licensing Actions " 

ASHTON, A. H. Franklin Ins 1 1 tute/Franklin Research Center 
GUSTAV£,R, P Division of Contracts. FIN fi-6990, NRC -03-79-1 18 
03/06/19. 3pp. 18991*046 
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B306S20217 Notification of contract qkcc utloni liad b to "Eastern 
Tsnnsssee/Uastern North Carolina Rtglo-nal Seismic Notuorb " 
Contractor Mcrriphls State Univ 

SfLVtSiR K Technical Assistance Contracts Branch FIN D~&675 
NRC-04-7‘?-ai4 83/03/31 BATSON, M Office of Nuclear Regulatory 

Research, Director MURFHV* A NRC - No Detailed Affiliation Given 
Ip 18950 339 


'‘'-830&22022S Mod 6# vesting title to property in NRC, to "'Eastern 
Tennessee/Nestern North Carolina Regional Seismic Network " 

* Tennessee, State of GUSTAVE, R P Teclinical Assistance 
Contracts Branch FIN 0-6673 NHC-04-79-214 93/03/31 2pp 

18930 3&0 


B30&22026? Notification of contract oxocut i on. Mod 3 to "Environ 
Assessments & EI5 for Low Level Uaste Disposal Facilities 
Contractor Envirosphere Co 

FLEEN0R,C Technical Assistance Contracts Branch NRC-OS' 92-036 -09 

03/06/10 DAVIS, J Office of Nuclear Material Safety 8, 
Safeguards, Direc toi NEODER, S NRC - No Detailed Af f i I la t i on Oi v*n 
Ip 18951 052 


— 8306220366 Mod 3, extending period of performance to 030930 U 
incorporating new project officer, to "Environ Assessments U 
EI8 for Louj Level Waste Disposal Facilities 
O'DONNELL, E P Envirosphere Co GUSTAVE, R P Division of 
Contracts Nnc-02-B2-026-09 03/'O6/lO Ip 18931 033 


8306220220 Not if icat Ion of contract e xecut ion, Nod 3 to "Environ 
Assessments h EI8 for Lou Level Waste Disposal Facilities " 

Contractor Engineering-Science, Inc 

FLE£N0R,C Technical Assistance Contracts Branch NRC -02-8 2-026^-08 
B3/06/10 OAViShJ. Office of Nuclear Material Safety 6 
Safeguards, Director. NEUDER, S NRC - No Detailed Affiliation Given 
Ip 1B930 333 


3306220267 Notification of contract executi on, Mod 13 to "Transport/ 
Fixed Site Vulnerability Analysis " Contractor U3 Army JF 
Kennedy Ctr 

FIELDS, J A Technical Assistance Contracts Branch NRC-02-76-3U 
83/06/03 DAVIS, J Office of Nuclear Material Safety 6 
Safeguards, Director CAWLEY, J NRC - No Detailed Affiliation Olvin 
ip 18931 030 


— 8306220227 Mod 3, extending period of performance to 0SO73O A 
incorporating new project off leer, to "Environ Assessments 8, 
EI8 for Low Level Waste Disposal Facilities " 

T1GCHLER,L P Engineering Science GUSTAVE, R P Division of 
Contracts NRC-0?-B2-026-OB B3/06/i-(> Ip 18930 336 


-8306230273 Mod 13, extending period of performance 
"Transport/Fixed Site Vulnerability Analysis " 
WEBB, D Army, Dept of GUSTAVE, R P Division 
NRC-02-76-31 1 83/06/03 Ip 18951 031 


to 831231, U 
of Contracts 


B306220229 Notification! af contra-ct «x ecut ion. Mod 8 to "Fuel Cycle 
Project Review " Contractor Science App I i cations, Inc 
WOLLETTrS Technical Aselstance Contracts Branch FIN D-6694 
NRC-04-e0-l7B 83/06/10 FOREHAND. W Office of Nuclear Regulatory 

Rfiflipchr Director EN0,C NflC - Wo Detailed Affiliation Given 
ip. 18977 3 53 


8306220269 Notlfica 
Assessment A EIS 
Contractor 9c ienc 
FLEEMOR, C Techn 
03/06/10 DAVIS 
Safeguards, Direct 
ip IB977 165 


felon of contract execut i on, Mod 3 to "Environ 
for Low Level Waste Disposal Facilities " 
o Applications, Inc 

teal Assistance Contracts Branch NRC-03-B2- 026-07 
, J Office of Nuclear Matortal Safety A 
or NEUDER, S NRC - No Detailed Affiliation Olvin 


— 830622G233 Mod O, extending period of performance to 830530, to "Fuel 
Cycle Project Review " 

FELD«AN,8 A Science Applications, Inc GUSTAVE, R P Division of 
Contracts FIN 0-6694 NRC-04-a0-17a 83/06/10 ip 10977 334 


— 0306230276 Mod 3, extending period of performance to 830930 6 
incorporating new project officer,tD "Environ Assessments 6 
EIS for Lou Level Waste Disposal Facilities " 

PASQUA. M P Science Applications, Inc GUSTAVE, R P Division of 
Contracts NRC -02-02-026-07 03/06/10 Ip 18977 166 


8306220830 Notification of contract e xecut ion. Mod 2 to '*Ll-canslng 
Aselstanee/Tai 1 Ingi Mgt Program Technical Evaluation 
Contractor Energy Resources Co 

FIELDS, U A Technical Assistance Contracts Branch 
NRC-02-79-031-07 83/06/18 DAVIS, J Office of Nuclear Material 

Safety h Saf eguar ds, Dlrec tor OILLEN, D NRC - No Detailed 
Affiliation Given Ip 18977 033 


8306330377 Notification of contract execution, Mod 4 fro 
Frojections 8< Regional Economic Impacts of Accidents 
Contractor Dept of Commerce 

FIELDS, J A Technical Assistance Contracts Branch 
NBC-03-82- U2 B3/06/06 VOLLMER, R H Division of 
aiNI8GALLI,A NRC - No Detailed Affiliation Given 


"Demographic 

FIN 0-8041 

Engineer 

Ip 18940 356 


—8306220241 Hod 2, extending period of performance to G 30930, to 
’■Licaniing Ass 1 sfeenc e/Tal lings Mgt Program Technical 
Evaluation " 

a Energy Resources Co., Inc. GUSTAVE, R P Division of Contracts 
NRC -02-79-03 1-07 D3/06/15 Ip IB977 033 


0306220244 Not 1 Pleat ton of contract oxecution. Mod 1 to "California 
□ffshore Radiological Licensee Gurvey ” Contractor State of 
CA 

HOYLE, A Administrative Contracti Branch FIN D“a70& 
NRC-05-02-254 03/06/ 10 BLAHA, L Program Support Branch 

VACZKa,C T NRC - No Detailed Affiliation Given Ip 18951 114 


—8306220246 Hod Ij extending period of performance to 030630, to 
"California Dffshora Radiological Licensee Survey " 
s California* State of REDELLO, J E Division of Contracts PIN 
8-0705 NflC-05-a2-254 03/06/10 ip 10951 115 


6306220249 Notification -of contract execution. Mad 3 to “Environ 
Assessments 6 £18 for Low Level Waste Disposal Facilities," 

Contractor Kaman Tempo 

FLEENGR, C Technical Assistance Contracts Branch NR 0-02-02-026-05 
83/06/10 DAVIS, J Office of Nuclear Material Safety 6t 
8afeguards*Diractor NEUDER, S NRC - No Detailed Affiliation Given 
Ip 1B951-071 


— 83062202SS Mod G* ex tending period of performance to 050930 ic 
incorporating new project officer, to "Environ Assessments 6 
EIS for Lou Level Waste Disposal Facilities " 

FOXWELLf D 0 Kaman Tempo GUSTAVE, R P Division of Contracts 
NR 0-02-03 -026- 05 03/06/10 Jp 1B931 072 


8306220253 Notification of contract c xecut ion. Mud 2 to "Reviewing 
Hydrologic Investigations of Basalt Waste Isolation " 

Contractor Wi 1 llamt-Rob inette 6 Assoc 

FLEEN0R,C Technical Assistance Contract* Branch NRC-02-02-044 
83/06/03 DAVIBrU Office of Nuclear Material Safety 9t 
Safaguards, Director LOGSDON, M NRC - No Detailed APflllatlan 
Given Ip 10951*066 


’8306220259 Mod 2, revising Indirect ratee & designating new project 
officer, to "Reviewing Hydrologic Investigations of Oasalt 
Waite Isolation " 

WILLIAMS, R. Wl 1 1 lami-Rohlnette & Associates, Inc OUSTAVE, R P, 
Division of Contracts NRC-D2-82-044. 03/06/03. Spp 10951 067 


-0306220202 Mod 4, revising reporting reyuiroments, ex tending period of 
performance to 030930 6 modifying funding, to "Demographic 
Frojections 6 Regional Economic Impacts of Accidents " 

Draft monthly business Itr rept end 

TROTT, E Commerce, Dept of. OUSTAVE, R P Division of 
Contracts FIN D-8044 NRC -03-02-1 12 83/06/06 4pp 

10940 357 


8306220S84 Natl flea tion of contract execut i on, Mod 3 to "Maint of Dali 
General Computers 6 Peripheral Equipment " Contractor 
Data Consu Ltants, I nc 

PERLMAN, J Administrative Contracts Drench FIN D-1663 
NRC-25-e2-3|l Q3/05/31 BASSETT, H R Office of Resource 

Management, Dlroctor JOHNSON, C R NRC - No DctalUd AffiilaUen 
Olven Ip 10940 353 


— 0306220200 Mod 3, adding funds, to "Maint of Data General Computeri 6 
Peripheral Equipment " 

e Data Consultants, Inc SMITH, P A Division of Contracts Fin 

B-1663 NRC-23-B2-311 83/05/31 Ip IB940 354 


83062203‘02 Notification of contract execution. Mod 4 to "Licensing 
Ass is tance/Geotechnlca 1 6 Hydrological Evaluations “ 

Contractor Geotechnical Eng tneers, Inc 

FIELDSrxi A Technical Assistance Contracts Branch 

NRC -02- 00-033-01. 03/06/03 DAVIS, J Office of Nuclear Material 

Safety 6 8a Peguards, Direc tor GARCIA, P NRC - No Detailed 

AffUiatioti Given, tp IB940 299 


— 0306220305 Mod 4, extending period of performance to 830930, to 
"Licensing Assletance/Oeotechnical t. Hydrological 
Evaluations " 

CABTRP.G, Geotechnical Engineers, Inc OUSTAVE, R P DWisicn of 
Contracts NRC- 02-80-033-01 83/06/03 ip 18940 300 


0306220316 Notification of contract executl on, Mod 3 to "Environ 
Asseseme-nts %t Impact Statements for Low Level Waste Disposal 
Facilities " Contractor H 6 R Technical Assoc, Inc 

FLEENQR, C Technical Assistance Contracts Branch NR C -02-82 -02 6 '■Ot 

03/06/03 DAVIB* J Office of Nuclear Material Safety U 
SafeguaWsi Director NEUDER. S M NRC - No Detailed Affiliation 
Given Ip. 18940 297 
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— G30A^?0320 Mod 3iCitendlns period of performance to B90930 5« 
d«*lgnatirig project officer, to "environ Ae^esement* U 
(fflpect Statements far Lou Level Waste Disposal Failitles 
RHYME. W R HJ<R Technical Associates, Inc GUSTAVE, R P Division 
of Contracts NRC-O3-'02”O26-O1 83/06/03 ip 10940 298 


0306220324 Notification of contract e xecut i on, Mod IB to "Reactor 
Effluent Environ Rad ioact I vi ty Stds " Contractor NQS 
NOLLE T T. S A Technical Assistance Contracts Branch FIN Q-5110 

NRC“03-7a-100 03/05/27 QLAHA, J L Director's Office, Office of 

Inspection and Enforcement COHEN, L NRC - No Detailod Affiliation 
Given Ip 18977 147 


— 3306220327 Mod 10, providing scope of work for FVBS, s x tend ing period of 
performance to 830930 ^ Increasing Commission support, to 
“Reactor Effluent U Environ Radioactivity Stds " 

EHREVEi D 0 Commerce, Dept of. National Bureau of Standards 

GUSTAVE, R P Division of Contracts FIN B-511B NRC-03-'72» 100 

83/09/27 2pp 18977 148 


6306230041 Notification of contract execution "Technical Assistance 
in Defense of Appeal of TERA Advanced Sves Corp (TASC) 

Before OSA Board of Contract Appeals Analyse Technical 
Aspects of TASC Case awarded to Dataflow Sys, Inc 

TOWNSEND, 11 L Administrative Contracts Branch NRC-i 0-B3-36B 
83/06/07 NORRYrP O Office of Admlni s trat Ion AVERY, R E NRC - 

No Detailed Affiliation Given Ip 1B994 344 


--11306230048 Contract "Technical Assistance in Defense of Appeal of TERA 
Advanced Sves Carp ITASC) Before GSA Board of Contract 
Appeals Analyse Technical Aspects of TASC Case , awarded 
to Dataflow Sys, Inc atatement of work end 

DaUONIllBFFj B Dataflow Systems, Inc REDELLO, U E Division of 
Contracts NRC-iO-03-360 03/06/07 4pp 1Q994 349 


0306230054 Notification of contract e xecut ion, Mod 3 to "Licensing 
Aes ietanc e/Oeatechnical it Hydrological Evaluations " 

Conkractor Converse Ward Davis Dixon, Inc 
FIELDS, d A Technical Asslstanca Contracte Branch 
NRC-02-8O-O33-O7 83/05/27 DAVIS, J Office Of Nuclear Material 

Safety V Safeguards, Direc tor GARCIA, P NRC - No Detailed 
AFflllatiori Given ip 10982 104 


— 630623005? Mod 3, extending period of performance to 8G0930, to 
"Licensing Aas 1 stance/Oeotechnica I & Hydrological 
Evaluations " 

LEBKY8, A G Converse, Ward, Davis, Dixon, Inc GUSTAVE, R.P 
Division of Contract* NRC-02-00-033-07 83/05/27 Ip 

18982 189 


8306230192 Notification of contract execot ion. Mod 4 to •'Licensing 
As* latanc e 70eo technical it Hydrological Evaluations " 

Contractor LeedtjHill St Ueuett, Inc 

FIELDSjJ a Technical Assistance Contracts Branch 

riRC -02-00 -033- 02 03/06/14 DAVIS, J Office of Nuclear Material 

Safety l« Safeguards, Director GARCIA, P NRC - No Detailed 

Affiliation Given Ip 1S9S4 395 


— 8306230198 Mod 4, extending period of performance to 830930, to 
"Licensing Ass 1 stance/Oeotechn ica 1 & Hydrological 
Evaluations " 

a Leeds, Hill t, Jewett, tnc GUSTAVE, R P Division of Contract* 
NRC-02- 80-033-02 03/06/14 Ip 18994 336 


6306230210 Noti f 1 cation of contract execution "Foreign Fuel Cycle 
Data," awarded to Nuclear Assurance Carp 

WtGGINSrE , FIELDS, J Division of Contract* FIN 0-7382-3 
NRC-02-03-036 83/03/31 DAVIS, J Office of Nuclear Material 

Safety 6 Safeguard*, Director THOMAS, B NRC - No Detailed 
Affiliation Given Ip 18981 324 


— B306230220 Contract '‘Foreign Fuel Cycle Data." awarded to Nuclear 
Assurance Corp 

DOIRON, D 0 Nuclear A**uranc* Corp MQBTONiK V Division of 
Contract* FIN B-7382-3 NRC-02-a3-036 83/03/31 69pp 

18901 329 


03G623O4BS Notification of contract execution, Mod 1 to "Radiation 
fConltorlng Program Requirement* '' Contractor State of TX 
3ILVI8,R M Technical Assistance Contract* Branch FIN 0-8904 
iyRC-3l-a3-671 83/06/14 MEYERS, D M Region 4, Office of Director 

NlCQHQLASiJ 0 NRC - No Detailed Affiliation Given Ip 
10982 040 


— 8306230491 Mod 1, providing CY83 funding & changing Dt«R number to 
94-19-30-02, to "Radiation Monitoring Program Requirement* ■" 
MACLEAN. R Tixa«, State of OUSTAVEi R P Technical Assistance 
Contracts Drench FIN 0-8504 NRC-31-e3-67t 83/06/14 ip 

18932 041 


8306230494 Notification of contract execution, Mod 2 to "Radiation 
Monitoring Program Requirement* " Contractor Stats of N£ 

SILVIS.R M Technical Assistance Contracts Branch FIN B-09O3 
NRC-3l-a3-670 83/06/J3 MEYERS. D M Region 4, Office of Director 

NICHOLAS. J 0 NRC - Nd Detailed Afftiiation Given tp 16982 038 


—0306230496 Mod 2, providing CY83 fundi, to "Radiation Monitoring 
Program Requirement* " 

BECKrR H Nebraska. State of GU8TAVE.R P Technical Assistance 
Contracts Branch. FIN B-B903. NRC-31-63-670 83/06/19, Ip 

18982 039 


6306230497 Not i f 1 cat ion of contract c x ec u ti on , Mod 1 to "Provision of 
Technical Assistance to Assess P* y cho 1 ogica 1 Stress Related 
to Decontamination 6 Disposal of Radwaste at TMI-2 " 

Contractor Human Design Group 

SMITH, P A Adminlstpatl VB contracts Branch FIN B-7938 
MRC-03-81-097 B3/09/J3 DENTON, H R, Office of Nuclear Reactor 

Regulation. Director CLEARV, D P NRC - No Detailed Affiliation 
Given Ip ia9B2 D3S 24X Flche SO-320. 63/09/ 13, 03G623O497 


—8306230901 Mdd 1, deohl igat ing balance of fund*, to "Provision of 
Technical Assistance to Assess Psychological Stress Related 
to Oecontami nation Dlsposel of Radwaste at TMI Unit 2." 
BAUM, A 8 Human Design Group BMITk, P A Administrative 
Contract* Branch FIN 0-7539 NRC-03-01-097, 63/09/13, ip 

18982 036. 24X Flche. 50-320,83/09/13, 8306230497 


6306230903 Notification of contract * xecu tlon. Mod 20 to "BteatA''Wa ter 
Mixing I* Steam Hydrodynamics " Contrac tor* BMI. 

SILVia.RM Technical Asclstance Contracts Branch FIN A-4048 
NRC-04-76-293 B3/06/15 BATSON, W Office of Nuclear Regulatory 

Research, Director REYES, J NRC - No Detailed Affiliation Given 
ip 10932 031 


—8306230505 Mod 20iprovlding addl wort scope Ic FV&3 funiflngrto 
"Steam-Water Mixing l< Steam Hydrodynamic*. " 

LUK7,F J Battelle Memorial Institute, Columbus Laboratories 
MORTON, K V Division of Contracts FIN A-AOdB NRC-04-76-293 
03/06/19 Dpp 18962 032. 


Q306230907 Notification of contract e xecutlon. -Mod i to "Radiation 
Honitorlng Program Requirement* " Contractor ’ State of OR 
9ILVI8,R M Technical Assistance Contract* Branch FIN 8-8994 
NRC-32-e3-6B9. 83/06/19 ALEXANDER, I Office of Resource 

Management, Director HAMADA.G NRC - No Detailed Affiliation 
Given ip 18982 029 


—8306230909 Mod 1, providing fund* for CY83i to "Radiation Honitorlng 
Program Requirement* " 

e Oregon, State of GUSTAVE, R P Division of Contract* FIN 
B-0994 NRC-32-03-695 B3/06/J9 Ip 10982*030. 


0306240031 Notification of contract e x ecut ton, Mod 6 to "Geotechnical 
Assistance '* Contrac tor* Dept of Army, Corps of Engineers. 

FLEENOR.C Division of Contract*. NRC-02-B1-036 03/06/15 

DAVIS, J Office of Nuclear Material Safety 6 Sa f eguard*, Dir ector 
PRESTHOLT.P NRC - No Detailed Affiliation Given Ip 18987; 280. 


— 8306240034 Mod 6, deob I Igat Ing unexpended travel fund* for FV82. 
obligating travel funds for FYQ3 Ic extending period of 
performance to 040930, to "Geotechnical Assistance " 

RYAN I R H Army. Dept of. Corps of Engineers GUSTAVE, R P 

Dlvillon of Contracts. NRC-02-81-036 03/06/19 2pp 18907 201. 


0306240099 Notification of contract e x ecut 1 on. Mod 2 to •'Licensing 
Ass Istance/Tal 1 Ings Mgt Program Technical Evaluation '* 

Contractor: Weston Designers consultants. 

FIELDS, J A Technical Assistance Contracts Branch 
NRG-02-79-031-OB 03/06/19 DAVIB, J Office of Nuclear Material 

Safety Saf eguardsr Dlrec tor R0S8BACH. L NRC - No Detailed 
Affiliation Given Ip, 18979 160 


— 630624G097 Mod 2, extending period of performance to 830930, to 
"Licensing Assistance/Tailings Mgt Program Technical 
Evaluation '• 

THOMPSON. A F. Roy F. Wei ton. Inc. GUSTAVE, R P Division of 
Contracte. NRC-02-79-031-00 03/06/15 Ip 18999* 199 


8306240333 Notlficstton of contract e x ecut ion. Mod 1 to "Field 
Experiment Determinations of Dlitrlhutlon Coefficients of 
Actinide Elements in Aquatic Environ*," Contractor. Columb ta 
Unlv, 

FJELDB. JA Technical Assistance Contract* Branch NRC-O4-0l''2i7 
03/06/19, fiAT8DN,U Office of Nuclear Regulatory Research. 
Director BIRCHARD, 0. NRC - No Detailed Affiliation Given Ip. 
18999 160 
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— 8306240359 Mod 1 * mod i Itig govt propert<j U definition of puTcha^ftd 
iq.ulpfli(nt* to "Field Experiment Duterm I nation* of 
01 ttrlbi/tlon Coefficient! of Actinide Elements in Aquatic 
Environ* " 

ISRAELI S H Colunthla Univ GUSTAVE, R P Division of Contract! 
WRC“Q4-ei-at7 03/06/15 2pp 18999 161 


B306270441 Notification of contract execution "Maint for 19M Man Card! 
fiimory Typeuri ten, " aufarded to Technical Special tleii Inc 
COLEMANpR Adml-ni itrativ* Contracts Branch NRC-33-03'439 
63/06/03 BASSETTiH Office of Resource Nanagementi Director 
JOHNSON, C NRC - No Detailed Affiliation ■(71ven Ip 10999 350 


—0306270446 Contract "Maint for IBM Maj Card* & Memory Typewriters." 
awarded to Technical Spec lal ties, Inc 

* Tachnlcal Speclaltlei, Inc MATTIA.M J Division of Contracts 
NSC ”33 -83 “4 3 9, 03/06/03 IBpp 18999 351 


0306280050 Notification of contract executi on* Mod 2 to "Licensing 
Technical Assistance " Contractor Science App 1 Icat ion< Inc 
FLYNMiM Technical Assistance Contracts Branch FIN B-739i-3 
NRC-02”a3”035 03/03/27 DAViSi J 0 Office of Nuclear Material 

Safety & Saf tguards. Director LOYSENiP NSC ~ No Oetailid 
Affiliation Given ip 19042 303 


— B3062800S7 Mod 2, increasing funds & def ini tiling Test Order S, to 
•‘Licensing Technical Assistance " 

FINDLEYiD £ Science Appi icatlonu Inc GUSTAVE, R P Division of 
Contract* FlM 0-7391-3 NRC-02-83-035 03/09/27 6pp 

19042 304 


0306280 U3 Notification of contract executioni Mod 3 to "Licensing 
Technical Assistance " Contractor Science App 1 ication. Inc 
Fl-YNNiM Technical Assistance Contracts Branch FIN B-7393-3 
NftC-'02-B3-039 83/06/03 DAVIS. J 0 Office of Nuclaar Material 

Safety U Safeguards, Director LOYSENrP NRC - No Detailed 
Affiliatiort Given ip 19036 239 


—6306280118 Mod 3, Increasing funds it dafinltiring Talk Order 2, to 
"Licensing Technical Assistance " 

FINDLEY, D E Science App 1 icatlons, Inc GUSTAVE, R P Division of 
Contracts FIN B-7392-3 83/06/03 5pp 19056 260 


8306880115 Not! ficatlon of contract execution "FSARi,'* awarded to Info 
Handling Svcs 

COLEMAN, R Administrative Contracts Branch NRC-IO-03-341 
83/06/13 6 ESAU, H Division of Technical Information it Document 

Control 8K0CZLAS. J NRC - No Detailed Affiliation Given ip 
19036 265 


—8306200122 Contract "F0ARs. “ awarded to Info Handling Sves 
• Information Handling Services. KATTIA.K J Division of 
Contracts NRC-’iO-B3-341 83/06/13 23pp 19036 266 


8306280127 Notification of contract execution, Mod 10 to "Nord 
Proceiilng Svct " Contractor Automated Correspondence 8yi 
DOnSEY/M j SMITH, P A Admi n i ttfa tl ve Cantracte Branch 

KRC-tG“80-702 03/05/06 SPRINGER* M L Office of Administration 

JOHANSEN, J NRC No Detailed Affiliation Given Ip 19096.809 


6306280141 Notlf i <r«t ion of contract execution* ftod 4 to “Licensing 
Technical Assistance " Contractor Science App 1 Icatlon* Inc 
FLYNNiM Technical Assistance Contracts Branch FIN B-7393-3 
NRC -02-03-033 83/06/03 DAVIS, J 0 Office of Nuclear Material 

Safety it Sal eguards, Director L0YS£N,P NRC - No Detailed 

Affiliation Given Ip 19043 333 


--8306200147 Mod 4, increasing funds 4t def Ini tiling Ta»k Order 3, to 
"HeenslnB Technical Assistance " 

FINDt-EY, D E Science Applications, Inc GUSTAVE, R P Division of 
Contracts FIN B-7393-3 NRC-02-a3-039 83/06/03 9pp 

19043,334 


03O62BO192 Not i f 1 cat Ion of contract e xecut 1 on. Mad 3 to "Seismicity 4, 
Earthquake Hazard Rasearch in Northern AL " Contractor 
Geological Survey of AL 

WCK.LETT,8 Tichnlcal Assistance Contracts Branch FIN B-6674 
NRC-04-00-220 03/09/16 BATSON, N Office of Nuclear Rigulatory 

Research* Dlnctor MURPHY, A NRC - No Detailed Affiliation Given 
Ip, 17069 3 59 


■8306200159 Mod 3, ectindlng period of performance to 840516 6 increasing 
funds, to "Salsmicity 6 Earthquake Hazard Research in 
Northern AL " 

MANClNr,E A Alabama. State of GUSTAVE* « P Administrative 
Contracts Branch FIN 0-6674 NRC-04-Q0-22O 83/03/16 2 »d 
19069 360 


03O629O26S Notification of contract execution "Provide Ne^eseery 
Support for Drown to Present Paper Entitled 'Biaxial 
Loading Effects on Growth of Cracks' at Seventh Ijitt 
Conference "i awarded to Sheffield Unlv 

TaWNSENDp 0 L Administrative Contracts Branch FIM D-09*73 
NRC-04-03-166 03/06/20 DAS8ETT, Q Division of Accident 

Evaluation WALKER, J NRC - No Detailed AfflMatlon Given )P 
19046 127 


— 8306290261 Contract "Provide Necessary Support for Drown t<3 I'ressi^l 
Paper Entitled 'Dlaxlal Loading Effects on Growth of 
Cracks' at Seventh Inti Conference on Structural 
Mechanics " awarded to Sheffield Univ 

DR0WN,M W Sheffield, Univ of RCDELLO. J E Division of 
Contracts FIN 0-0995 NRC-04-B3-166 03/06/20 4pp 

19046 120 


0306290305 Notification of contract axacoti on, Mod 4 to "Task Arkalysl* 
of Nuclear Power Plant Control Room Crews " Contractor 
General Physics Corp 

DECOATCH, V Technical Assistance Contracts Branch FIN D-74VJ 
NRC-04-B2-003 03/06/15 FOREHAND, W Office of Nuclear Baflulatory 

Research. Director JENKINS. J NRC - No Detailed Affiliation Olwi'^ 
ip 19046 140 


— 8306290633 Mod 4, extending period of performance to 030709* to '10*11 
Analysis of Nuclear Plant Control Room Crews " 

HHlTNEy.JH General Physics Corp GUSTAVE, R P Dlvltion of 
Contracts FIN B-7491 NBC-04-02-003 03/06/15 Ip 1904A t«| 


0306290397 Notification of contract e xecut i on. revl ss d Mod 4. fro 
"Prssanta tlon of OE 8HR/6 Design it Operation Coursee " 
Contractor OB 

H0LLETT,S Technical Assistance Contracts Branch FIN 0-1^24 
NRC-05-00-282 83/06/15 DLAHA, J Program Support Dran«h 

HAVEN, 0 NRC - No Detailed Affiliation Given Ip 19047 095 


—8306290629 Revised Mod 4, canceling Mad* 4 4, 5 4^ sotting n«iW course 
schedule, to "Presentation of OE BWn/6 Design 6 Operation 
Courses " 

OUNN.M G General Electric Co GUSTAVE, R P Division af 
Contract* FIN D-1824 NRC-O8-0O-B02 83/06/13 2p p 

19047 096 


0306280133 Mod 10, deob 1 igating balance cf fund* remal n i ng , fro “Mord 
Procetiing Sves " 

8PAI8HAN, 0 H Automated Corre*pondence By stems. Inc, 6li| TM., P A 
DivUinn of Contract* NRC-10-flO-70a B3/05/06 ip S9036, WVO 


FOIA FREEDOM OF INFORMATION ACT REQUESTS AND RELEASEQ 


8306030007 FOIA request for rept or memo to Commissioner* rtvltwlrg 
evidence In recently-terminated lawsuit between GPU it B4<|| 
in federal court, Southern Oletrlct of NY 

WEISS, E R Union of Concerned Scientist* 03/02/23 TELTOff. J 
Division of Rules and Records tp 18733 043 24X 

F 1 c rt • 50-320, 03/02/23, 0306030007 


8306030010 Responds to FOIA request for rept or memo to Camm I i * 1 oner i 
reviewing evidence In recently-terminated lawsuit botueen 
GPU & BSrH in federal court, Southern District of NY Rept 
available in PDR 

FELTON, J M Division of Rule* and Record* 83/04/01, F 

Union of Concerned Scientist* Ip 10733 044 24X 

F i c h # 50-3 20, 03/04/0 1 , 83060300 1 0 


0306030039 Appeals denial of FOIA request for NRC General Cauntel 
810923 memo re Interim licensing legislation 

HAFNER, B Affiliation Unknown 83/02/20 Office of the aecrplary 
of the Comnvisslon 2pp 16733 101 


6306030046 Respond* to appeal of denial of FOIA request for NHC Oenerel 
Counsel 010923 memo re interim licensing legislation 
Requested document not incorporated into final decision 1 . 
remains predec i slona 1 it withholdable <ref FQIA Exemption 5l 
CH1LK,8 J Office of the Secretary of the Commiislon a3/0'4/OI 
HAFNER, D Affiliation Unknown Ip 10733 183 


8306030366 Add! response to FOIA request for 8ECY-a2-a60. S I 

BeCY^e2“509. 8eCY-02“479 available in PDR 6ECY-a2-360 
withheld entirely (ref FOIA Exemption 5) 

FELTON, J II Division of Rules and Record* 03/04/01 BUCALLS* R 
Affiliation Unknown 2pp 18734 290 


—8306030370 aECV-02-475 

Infornt* pf resolution of reactor coolant pump trip issue 
(Tlil Action Plan Item 11, K 3 51 

DIRCK8j If J Office of the Executive Director for Operation* 
02/11/30 55pp 18734 292 
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fi306030a73 FOIA ra«iu«st for two cotegorie« of oddross labali for Httod 
^ foreign codoi 

AGNaHOTftl.N tt Nuclear Plant Safety 83/03/04 FELTON* J M 
Division of Rule* and Record* 2pp 18734 330 


a3iO&03037A Respand* to FOIA request for two categorio* of address 
labels Forwarifs labels U/o end 

FELTOW*'^ M Division of Rules and Records 83/04/01 
AONIHOTRIiN K Nuclear Plant Safety Ip 18734 332 


0304030379 FOIA request for NUnEO-0945, 'Tinal EIS on iOCFRAl 
'Licensing Requirements for Land Disposal of Radwaste **’ 

■JOllNBOfl'B J Minnesota Project 03/03/23 Division of Roles and 

Records Ip 18734 348 


830*^330302 Respond* to FOJA request for NURE0-094S* "Final EIS on 
1QCFR*1 'Licensing Requirements for Land Di*posal of 
Raduaste Forwards NUREO-0943. Vol s 1-3 W/o ends 

FELTON/ J iM Division of Rules and Record* 83/04/01 JOHNSON* D J 
Minnesota Project Ip 18734 349 


830*030303 Respond* to FOIA request for documents re exploration! 
Rintng »r fslllinB of U In specific areas tn State of NE 
Foreeards -document* listed in app 

FELTONjiJ N Division of Rule* and Records 83/04/01 REIDtA B 
Broken Plcu Lau Office 2pp 18747 149 


--8204070018 SEC ¥-82- 1 87 

Recoifunend* Commission reassert regulatory authority over 
State of HE U mining it milling activities to protect public 
health * safety* per Governor Thone request 

DIRCHa*H J Office of the Executive Director for Operations 
ea/03/23 3pp 18747 133 


— 830&0303SB Approves end draft FR notice re reassertlon of certain 
regulatory authority In State of NE {SECY-02-1271 
CHILKiS J Office of the Secretary of the Commission 82/04/20. 
DtRCKS^W J Office of the Exocutive Director for Operations 4pp 
18747 157 


— 830*030390 Forwards notice of Issuance U availability of reasserlion of 
certain regulatory authority In State of NE 
KERRtO 14 Office of State Programed Director 82/04/26 
COMBS' T R Correspondence * Records Branch Ip 10747 163 


■3306030395 Notice of issuance 6 availability of reassertlon of certain 
regulatory authority in State of NE 

KERIlrO W Office Of State Programs* Director 82/04/26 3pp. 

10747. 164 


8306030448 Addl response to FQIA request for three documents re Unlv of 
KB Reiearcli Reactor (License R-78> Forward* GL Hedsen 030324 
Itr transmitt 1 ng notice of violation S< IE Insp Rept 
50-148/83-01 

FELTON* J M Division of Rules and Records, 03/04/19 BARNES j C 
AffHUtton Vntnouin Ip 1B735 329 24X Fiche 50-148* 83/04/1 9* 

03O6D30448 


6306030447 FOIA request for result* of Insp & investigation performed 
by R Brown h D Murphy on 021130-31 

RAEfR rt Laboratory of Clinical Medlcinei Sioux Fall*; 8D. 

83/03/10 Division of Rules and Records Ip 10735' 344. 


G30603D490 Responds to FOIA request for results of insp 8( Investigation 
perrormed bg R Brown it D Murphy on 821130-31 Requested rept 
will not be completed until end of Jul 1983 

FELTON'J M Division of Rules and Record* 03/04/19 RAErR M 
■Laboratory of Clinical Medicine; Sioux Falls* OD Ip 18735.345 


6306030451 FOIA request for Matl/Dy produc t License 37-21226-01 granted 
to Gwant-Metac on Sys Go 

ROBB INS) M G Republic 8ted Corp 83/03/30. ORIMaLEY; D. ht. 

Division of Rules and Records Ip I0735;27O 


6306030454 Respond* to FOIA request for Mat l/Byproduc t License 
37-21226-01 granted to Bwank-Metacon 8y* Co Forwards 
requested license 

FELTON# vf M Division of Rules and Record* 83/04/19 ROBBINS# M C 
Republic Btee 1 Corp. Ip 18735 271 


— 8306030459 Hat 1 /Bgproduc t License 37-21226-01 for Swank-Met aeon 8ye Co# 
authoMilng Cq-60 & Ci-137 sealed sources for use in 
installation# re location# repa ir b< sarvlcing of DartholiS 
devices 

GtJlNN'P R Division of Fuel Cycle U Materiel Safety, 03/01/31. 

3pp 1B735 272 


8306030459 fDIA request for study it recommsniJat 1 on paper by Commission 
Ofe of Policy Evaluation re replacement of highly enriched 
U w/low enriched U In research reactors P^per referred to In 
enc L CP Hood land 030219 Itr 

AFTEROOOD'8 Committee to Bridge the Gap 03/03/18 Office of 
Administration Ip 18747 124 


8306030461 Responds to FOIA request for study Tecammiendat Ion paper by 
Commission Ofc of Policy Evaluation re replacement of highly 
enriched U w/low enriched U In research reactors Forwards 
JE Zerbe 030301 memo to Commission Ahearne 

FCLTONiJM Division of Rules and Records 83/04/19 AFTERODODiB 
Committee to Bridge the Oap Ip 16747' 126 


8306060002 FOIA request for Info re four listed corporation* L 
individual* Ic all Info concerning facilities licensed for 
use of 2 to 3 million curies near residential area. 

GLARK'R r Dotan b Dolan 83/02/09 Office of Administration. 

2pp 10752 212. 


8306060008 Responds to FOIA request for info re four listed 
corporations ti Individuals ti all info concerning faclllti** 
licensed for use of 2 to- 3 million curies near r-esldenblal 
areas Forwards documents listed in App A 

FELTDNrJ M Division of Rules and Records 03/03/21 CLARKtR I 
Dolan b Dolan 4pp 13752.114, 


—8006200486 Ha tl/8-yproduc t License 29-027B6-03 for Eth Icon* Jne# 1 s 
amended in Its entirety per 790426 application Amend 23 
a-uthorlie* use of Ca-60 In sealed sources for 
sterl 1 1 latl on of medical >< pharmaceuticals products 
BROUN# JM Llcenftlng Management Branch. 80/05/27. 3pp 
18793 302 


—8007160084 Hat 1/ByprodUc t License 29-15364-01 for Iiomedi x# Inc # is 
emended per 790629 epp 1 teat Ion. Amend 19 authorizes use of 
Cq-60 4c Cs- 137 In sealed sources for Irradletinp metis 
QUINN* P R Licensing Management Branch 90/06/17. 3pp 
18753. 279 


— 8306060004 Notifies that source discovered leaking on 740611-14 during 
transfer of Co-60 from old to new source holder Insp field 
notes for Insp Rept 7401 and. 

O'0ULL1VAN.E T ftSA Corp 74/07/03 Atomic Energy Commission. 
17pp 10792 218 


—8306060005 Responds to NRC 740711 Itr re violations noted In Insp rept. 
Corrective actions separate log book established to record 
all routine 6 nonroutine surveys Proper notices potted 
etating kihere license document posted, 

STeiN,M K RBA Corp 74/07/29 Region Ir Philadelphia# Office 
of the Director Ip. £8792 239 


—8306060006 Ack receipt of 740/29 Itr informing AEC of steps taken to 
correct violations notsd In Insp rept Related info «ncl> 

NEL80N#P.R. Region I# Philadelphia# Office of the Director 
74/0B/O2 BTEINrM RBA Corp Bpp 18792:236 


— 8306060007 Discusses Insp Rept 30-07026/79-01 on 791023 ti forwards 
notice of vlolatian Corrective action* re radiation survey* 
per 740711 Itr verified 

NELSONtP R Region 1# Philadelphia# Office of the Director 
79/lt/06 STElNiM H RSA Corp. 2pp 18752.244. 


—8306060009 Notice of violation from Insp on 791023, Noncomp 1 lance noted’ 
failure to submit annual rept of radiation expoiura incurred 
by personnel It to submit required repts re radiation 
espotur* of terminated employees 

a Region 1# Philadelphia# Office of the Director 79/11/06 Bpp. 
18792 346. 


—8306060012 Responds to AEG 75U06 Itr re violation* noted in insp rept. 
Corrective actions; Itr reporting annual exposures sent to 
Executive Director of Regulation* on 791027. Ltrs to 
tarmlnated employees sent on 791113 

0 ^SULLIVAN# E, T. RSA Corp 79/11/14. NELBPNtP.R. Region 1# 
Phlledelphla# Fuel Facility U Materials Safety Branch. Ip 
18792:254, 


—8306060019 Ack receipt of 751 114 Itr Informing AEG of steps taken to 
correct violations noted In Insp Rept 30-07026 / 79-0 1. Insp 
field notes end 

NELBDNtP R Region I# Ph i lade Iph i a# Fuel Facility & Materials 
Safety Branch 75/11/21 STEINi H RBA Corp. Upp. 18792 259. 


—8306060017 Notiftcetlon of 761202 significant licensee meeting u/ 
Radiation Sve Assoc Corp In King of PrusslirPA to discuss 
results of 761116 6 83 inept L inadequacies observed in 
licenses mgt control eys 

OLEhMi J Region 1# Philadelphia# Office of the Director. 

76/11/30 Region It Phlladelph le. Office of the Director, Ip, 
18752’ 266 
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-'8304060019 Dlficu«sfl« dg^nda for mgt /nesting w/Radtatlore Svc Assoc Corp 
on 761202 Conmltment* needed from llconsss include health 
pfigtlcs aud i te* survey program & method 4 data of loatlng 
source dteposal 

MCCLINraCK. R Q Region 1< Philadelphia* Office of the Director 
74/tl/^O O'fieiLLYrJ P Region I* Ph i lade 1 ph la* Office af the 
Director 3pp 187S2 247 


—8306040020 ’Con f 1 rmi 741202 meeting at Region 1 ofc to diicus-s results 
of 741116 Sc 23 Intpf & Items of noncamp 1 1 anc e Outline of 
corrective actions U improvements In mg t control sg« 
re<iue«ted 

0"Rtll-LY»JP Region 1- Philadelphia. Office of the Director 
74/11/30 STEIN* M RSA Corp ip 187^2 270 


— S30fi06i0t>22 Submit* agenda for 761209 mgt meeting w/Rad lotion Svc Aasoc 
Carp to dlscua* detailed plan 4 time table for achlovlng 
compliance u/NRC rule* 4 regulations per 741202 mgt meeting 
N£U80N*P R Region 1< Phi I adelph lOt Fuel Facitity 4 Materials 
Bafety Branch 74/12/03 Q'RElULyiJ P Region 1* Philadelphia. 
Office of the Director 2pp 18752 271 


— 8306060024 Confirms 741209 meeting at Region I dfc to di*cu»e dotalled 
plans resulting from 761202 meating re assurance of future 
compliance u/NRC regulations U condition* of llcente 
0'flC£LLY*vi P Region 1. Philadelphia* Office of the Director 
76/12/04 STEIN. M RSACarp ip 10752 273 


— 830604DD23 Cammlt* to comply w/NRC rules 8* regulations re upgrade of 
radiological health ic control stdSiin response to 
nonconp 1 lane e noted during insp 

STEIN* rt H RSA Corp 76/12/09 O'REfLLY* J P Region I, 
Philadelphia* Office of the Director Ip 10792 274 


6304O4OD26 Discusses Implementation of radiation protection program per 
741214 meeti-ng re control of radioactive matls 
0'ReiLLY*J P Region i, Philadelphia* Office of the Director 
lAL 76/12/14 STEIN* K RSA Corp 2pp 18752 273 


-'8306040038 Disciitses 741123 Insp of Radiation Svc Assoc Corp Smear for 
removable radiation contamination revealed higher than 
reported c oncentratlon in samples draun during 761114 Insp 
OLENN* J E Region t* Philadelphia* Office of the Director 
77/01/03 Region 1* Ph i lade Iphla* affice of the Director 2pp 
18792 277 


—0304040030 Discuss** imp Pf Utcensas 29'13840-OI 29-13048-02 on 

74U16 8c 23 & 1213 tc 1 4 & 741202*09 b 14 meetings b forieards 
notice of violation 

THOMPSOff. D Office of Inspection hr Enforcement/ Office of the 
Director 77/01/31 STEIN* N H RSA Corp app 18792 279 


— 83O4D40O31 Notice of violation from insp on. 74 1 i 1 4 Noncomp 1 lane o noted 
radiation levels in unrestricted ofc bldg exceeded allotirable 
limit b contaminated underwater light stored in unrestricted 
machine shop 

* Office of Inspection b Enf ore oment. Office of the Director 
77/01/31 3pp 107S2 202 


—8304060033 Responds to NRC 770131 Itr re violations noted in IE insp 
rept Corrective ac tlon* ' leak Ing broken source storage 
container removed from pool 4 placed in shielded storage 
ca«k for disposal, 

O^aULLIVAN/E r R0A Corp 77/02/17 THOMPSON, D Office of 
Inspection b Enforcement. Office of the Director 4pp 18792 287 


—8304040035 Ack receipt of 770217 Itr informing NRC of step* taken to 
correct violation* noted in IE Insp Rept 30-07024/79-01 
VOLOENAU* E Office of Inspection b Enforcement* Office of the 
Olrectar 77/0Z/17 STEIN. M H R5A Corp Ip 10792:291 


— 8306040038 Foru/ardt proposed enforcement Itr in response to Radiation 
8vc Assoc Corp 770217 Itr Corrective actions adeq,uate. 

O'RElLCYiJ.P Region 1* Ph I lade Iph la, Office of the Director 
77/03/OS THOMPSON* D Office of Inspection U Enforcement* Office 
of the Director ip 18752 S92 


— 8304040041 Amend 12 to Ketl Byproduct Ulcanse 2Q-003l5'-03 for Dept 
of Army* author 1 zing use of Co-40 sealed source in 
irradiation of nonexplosive matl 

COKBa* F Division of Fuel Cycle b Material 0afety 78/11/19 
Spp 18792 293 


— 8304060083 Amend 14 to Natl /Byproduct License 29-13613-02/ author 1 zing 
us* of C0-4D sealed sources far Rediatlon Technology 
Model 2102 irradiator for surface Irradiation. RbD b storage 
in receiving pool 

OUINN* P R Division of Fuel Cycle b Material Safety 81/08/17 
4pp. 18792 298. 


8304040009 FOIA re<iuest for list of 1902 b 03 SECV papers 

BROLIN.H A KLM Engineering. Inc 83/04/05 Division of Rules 
and Record* Ip 18731 258 


0306040010 rotA request far dacuments re investigation of L BerstLer 
allegations concerning facility 

HODASiD R Potter b Carmine 03/03/10 Office of Admijili Iratlen 

ip 19732 309 24X Flche 50-334* 03/03/ 1 8, 03040600 10 


8304060011 Responds to FOIA request for list of 1982 4 83 5ECY papers 
Forwards requestod list SECYS available in PDR 

FELTON* U M Division of Rules and Records 03/04/19 DflOLlR.f1 A 
KUM Engineering. Inc Ip 10731 299 


—0306040014 publicly available 1902 6 83 SECY papers 

* NRC - No Detailed Affiliation Given 03/04/19 Bpp 
10791 240 


0306060013 Res-ppmefs to FOIA request for documents re investigation of 
L Derstler allegations concerning facility Forwards listed 
document* 

FELTON/ J M Division of Rules and Records 03/04/15 HOD AS. D fi 
Potter b Carmine 2pp 10752 306 24X Flche 50-394*03/04/19. 

83040600 1 3 


—0306060016 IE inquiry rept on 820819 Major area Investigated L Dersilrr 
allegation* re deficiencies in installation b testing of 
HVAC ays at facility Inquiry closed 

SHEPHERD* R E . CHR ISTOPHER* R Region 1* Office of Director 
82/11/22 14pp 10792 308 24X Flche 90-394*03/04/19.8306060013 


— 8304060010 Statement of LR Derstler alleging deficiencies in 
installation b testing of HYAC sys at facility Leak test 
rept forms for nongas-tlght ductwork b worksheet encl 
BERSTLERiL R Affiliation Unknown 02/04/13 4pp 10758322 
84X Ficbe 90-354,83/04/19.0306060013 


—8306060021 Discusses L DerstI er* former Wllliard b Hirsch*ATHn. 
Hershman <W-HJ QC inspector* al lagat 1 one re HVAC installation 
at facility Dechtei preliminary review Indicated minor 
hardware deficiencies b OC paperwork problem 
TRIPP* L e Division of Project b Resident Programs 02/03/04 
Division of Project b Resident Programs 2pp 18792 328 24X 

Flche 30-394,83/04/19*0306060013 


— B306060023 Discusses L Bsrst ler. former Milliard b Hirsch* Arklr* HtriSman 
lU-H) QC 1 nsp actor* al legations r* deficiencies in 
installalon b testing of HUAC sys at facility 

SKEPKERD/R E Region 1* Office of Director 82/12/16 Regipn 
1* Office of Director Ip 18792 330 24X Flche 30-354*83/04^9* 

8306060013 


— 6306060027 Forwards matl discussed on 02081?, per request Further 
discussion of matl will be arranged W/o end 
SHEPHEROiR E. Region 1* Office of Director 03/00/23 

DERSTLER* L Affiliation Unknown Ip 10792 333 


8306060038 Partial response to FOIA request for two categories of 
labels Forward* labels responsive to first category Second 
category label* will be forwarded when available M/o encl 
FELTON, J M Division of Rules and Records 63/04/01 
A0NfMOTRl*N K Nuclear Plant Safety Ip 18791 270 


0306060034 FOIA request for documents re US approvals of reprocessing 
of US-supplied nuclear fuel abroad b transfer b use of Pu 
derived from fuel 

LEVENTHAU,P Nuclear Club* Inc * The 83/06/10 MACHAK* F. State* 
Dept of Ip 10751 260 


8306060037 Respond* to FOIA request for documents re U3 approvals of 
reprocessing of US'^supplled nuclear fuel abroad b transfer b 
Use of Pu derived from fuel Documents withheld <ref FOIA 
Etimption 1). 

FELTON. J M Division of Rules and Records 03/04/00 LEVENTmL*P 
Nuclear Club/ Inc., The Ip 10751 24? 


8306040091 Addl response to FOIA request for three categories of 
documents re PRA of reactor safety study methodology 
application program rapts b interim reliability evaluation 
program rept* Forwards App A documents. Search continuing 
FEUTQN/ J 11 Division of Rules and Records 83/04/07 aHOLLY.B C 
Union of Concerned Scientists 3pp IB752 001 24X 

Flche 30-000,83/04/07*0306060051 


—8109210310 Responds to 810020 memo re transmittal ef NUREO/CR-1659. 
Vol 2/ to licensee for comments Util comments on rept already 
requested 

BERN£RD*R M Division of Risk Analysis 81/08/28 NO YAK. T M 
Assistant Director for Operating Reactors, 2pp 18752 010 24X 

Fi Che. 50-000. 83/04/07* 8306060051 
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— Discusses results of Sandia Nati Labs Studg. “Reactor Safety 
Studg I1el:^ Ddologg Application Program Grand Gulf I BWR 
Power Plant <NUftEG/CR-l6S9. Vol 41 " 

ERNST, M L Assistant Director for Technotogg Revleu 02/04/06 
TEDESCOi R L Assistant Director for Licensing 2pp 18792 067 
24X FI Che 50-000,03/04/07.0306060051 


— 3207200024 Discusses NUREO/CR-2707. “Interim Rellabilttgi Evaluation 
Prograni Analgsis of AR Nuclear One-Unit 1 Nuclear Power 
Plant* "■ first final rept on four integrated reliabillbg 
evaluation program Phase II studies 

SERNERO. R M Division of Risk Analgsis 02/06/24 HANAUER.8 H 

Division of Human Factors Safetg 3pp 10752 074 24X 

F i cha 50-000, 03/04/07, 0306060051 


— 8211220332 Foruiards “Effect of Resolution of Millstone Unit 1 6HP 
Issues on Probab 1 1 1 9 tic Calculations of Risk" tc risk-based 
perspective of selected SEP issues 

ERNST*H L Assistant Director For Technologg Review 82/11/19 
hlRACLIAi F Assistant Director for Safety Assessment 12pp 
18792 079 24X Flcho 90-000,03/04/07,0306060031 


- - 82 L 1220337 BA ND32-2429 

“Effect of Resolution of Millstone Unit 1 SEP Issues on 
Probabilistic Calculations of Risk “ 

SPULAK,R 0 , STACK, O . AMICO, P Science App 1 Icatlans, Inc 
02/11/13 NRC - No Detailed Affiliation Olven lOSpp 

18732 091- 24X Flche 90-000,83/04/07,8306060031 


--D3060600S9 Rei^ucsts meeting w/NRC to discuss concerns re reactor safety 
study methodology application program Conservative rather 
than realistic asiumptions & calculations used in analysis 
DALEiL F Mississippi Power Light Co AECM-B1/18A 81/07/23 

BERNERO. R M Divifion of Risk Analgsis Spp 18792 016 S4X 

Flcho 30-000,83/04/07,0306060091 


>-0306060061 Statement on bac kground, issues, current status It future 
action re Interim natl reliability evaluation programs 
* NRC - No Detailed Affiliation Given 02/12/31 2pp 
18792 099 24X Flche 30-000,83/04/07,0306060091 


<*-8306060066 Requests review of listing of all PRA-tgpe studies performed 
on plants (both operating It under const) Listing docs not 
Include SEP Phase Itl/natl reliability evaluation program 
plants 

EtSENHUT, D O Division of Licensing 02/06/01 HANAUER.SH 
Divislorv of Safety Technology 2pp 16792 069 


--8306060076 Discusses interim actions taken to reduce Impact of turbine 
bldg flooding Doors between turbine auxiliary bldgs at 
basement level sealed shut, component tooling water crossover 
valves closed t* condensate cooler Isolated 

TUCKER, H D Duke Pouer Co 02/12/01 O'REILLV.J P Region S. 
Office of Director 2pp 18792 190 24X Flche 30-000, 03/04/07, 

0306060091 


--83O6O6OD0O Forwards background info re PRA studies Review of Sandia 
Natl tabs Interim reliability evaluation program studies 
discussed N/o end 

BTOLZ, J Operating Reactors Branch 4 TAG 47491 03/01/19 

LAINAS, 0 C Assistant Director for Operating Reactors 2pp 
10792200 24X Flche 30-000,03/04/07,0306060031 


— 0306060083 Provides info on boron precipitation clogging HPI llnee 6 
failure of operator to switch to hot leg injection in order 
to flush out boron residue Prom core during recirculation 
Info obtained from PRAs 

DAV18,S NRC - No Detailed Affiliation Given 03/02/24 
rMADANI,A NRC - No Detailed Affiliation Given 6pp 10732 206 
24X Flche 90-000,83/04/07,0306060031 


8306060096 FOIA request far SECY-01-643. 9ECY-01-634 8t 9ECY-02-l6aA 
QRABERrL. Affiliation Unknown 03/01/31 Division af Rules and 
Records Lp 10730 392 


0306060104 Responds to FOIA request for SECY-0t-643, Bi:CY-0l-694 8< 
aECY-D2-l62A aECY-8l-645 tc 8ECY-BI-634 pertain to AOs 
noticed in 46FR61020 Forwards 0ECY-82-162A 

FELTON, J M Division of Rules and Records 03/03/29 GRADER, U 
Affiliation Unknown Ip 10730 333 


--0306060100 BECY-02-J62A 

Forwards integrated plan for development of rule for shift 
crew qual if 1 cations, 

DiaCKSiW J Office of the Executive Director for Operations 
02/08/26 9pp 10790 394 


8306060381 Appeals denial of FOIA request for documents re risk to 
facilities from low trajectory turbine missiles 
HtArT,.8.L Ohio Citizens for Responsible Energy 83/03/03 
OIRCKSiW J Office of the Executive Director for Operations, 3pp 
10730 329 24X Flche. 50-440, 83/03/03, 0306060381 


8306060384 Responds to appeal re partial dental of FOIA request for 
documents concerning risks to facilities from low trajectory 
turbine missiles Appeal denied Documents withheld 
{ref FOIA Exemption 9) 

DIRCKS.W 0 Office of the Executive Director for Operations 
83/04/06 HIATT, S L Ohio Citizens for Responsible Energy Ip 
10790 332 24X Fiche 90-440*03/04/06,8306060304 


0306060393 Final response to FDIA request for five listed documents re 
guide tube support pin failures Forwards Documents 2 It 9 V 
related meeting minutes Document 9 Incorrectly Identified 
as 820320 I tr Ltr coded NB-EPR-2991 actually dtd 820120 
FELTON. J M Division of Rules and Records 83/04/09 MONAHAN, J, 
Francis 6 McGinnis Associates tp 10793 021 


— 8306060396 Summary of 020602 meeting u/Ue i tinghouse re control rod 
drive guide tote support pin failures List of attendees & 
vieugraphs and 

HOLt,ANDj R A Director 'x Office. Office of Inspection end 
Enforcement B2/06/02 MILLS, W R Events Analysis Branch 49pp 
18793 029 


□306060398 FOIA request for lists off people in emergency planning dept 
h. Instrumentation L control dept of nuclear plants & 
in state depts of health physic s /rad 1 olog y 

irESTt D K Affiliation Unknown 83/02/26 Division of Rules and 
Records Ip 18751 291 


B306060400 Responds to FOIA request for lists of personnel in specified 
depts of nuclear plants St in state depts of health physics/ 
radiology Forwards listed documents. Document partially 
withheld {ref FOIA Exemption 6) 

FELTON. J H Division of Rules and Records 83/04/06 NEST, D K 
Affiliation Unknown 2pp 18751 292 24X Fiche 90-312,83/04/06, 

8306060400 


— 8306060402 '^Directory 0 # Personnel Responsible for Radiological Health 
Programs '* arganlzatlon charts of NO. FL, AL, OA. KY, MSr SC L 
TN 6 list of state contacts for emergency preparedness w/ 

Info partially deleted end. 

» HHS, Dept efr V3 Public Health Service 02/10/08 96p 

1B791 294 


8306070018 FOIA request for insp . surve il lance t, radiological 
monitoring rapts re Vestinghouse Cheswicl Dlv, License 
37-09809-01 

m/0HN8ON, C Oehrandj Aramson 6 Morraus 83/09/03 ALLAN. J K 
Region 1, Office off Director 2pp. 18780 360 


8306070019 Final response to FOIA request for documents re current 
efforts by NRC to upgrade earthquake resiitance at 
facility Forwards documents listed in app, Handurl t ten 
document withheld iref FQIA Exemption 9) 

FELTON. J H Dlvlfton of Rules and Records 93/04/09 NHARTON, R. J 
8an Diego, Univ offi San Diego. CA 2pp 18781 343 24X 

Flche 30-206, 03/04/09, 83060700 1 9 


—8203170474 Forwards 820506 memp w/9y stamatlc Evaluation Program Branch 
recommendations re seismic reanalysls program 
DIRCKS.H J. Office of the Executive Director for Operations 
02/09/07 PALLADINQ, N , OILINBKY, V r AHEARNEt J F 
Commissi oners 2pp 18781 352 24X Fiche 30-206,83/04/09, 

8306070019 


— 8203030024 Forwards response to 020610 request for comments on 
Director's Decision 8l-t9 denying 10CFR2 206 relief re 
restart Ic emergency planning 

DIRCK8,M J, Office of the Executive Director for Operations, 
00-81-19 02/07/22 AHEARNE, J Commi ssloncrs 6pp. 187BI 394 

24X Fiche 30-206*83/04/05.8306070019 


— 8306070021 Requests meeting to discuss tncl questions on 8ECY-82-63 re 
Director 't Decision denying 10CFR2. 206 relief concerning 
Interim seismic adequacy 

AKEARNE, J Commissioners 82/04/20, Office of Policy 
Evaluations. 9pp. 18781 347 24X FI che: 90-206, 03/04/09* 

8306070019 


— 0306070028 Approves 3ECY-B2-63 re Dlroctor“'s Oecialans 81-19 L 81-20 
denying request for lOCFRE 206 re I laf , Comments on SECY-G2-63 
re mlsc la sBl Pleat 1 on of turbine bldg complex enel 
AHEARNE. JF, Comml sslcners. DD-SI-t? 82/09/03 CHILK. 8 J 
Office of the Secretary of the Commission 2pp 10782 008 24X 

Flche, 90-206, 83/04/09* 83060700 1 9 


8306070020 Reipondi to FOIA roquest for insp* surve 1 1 lance L 
radiological monitoring repts ra Uestlnghouse Cheswick Dlv* 

License 37-05809-01 Forwards App A documents Gearch for addl 
documents c ont Inulng. H/o ends 

FELTON, M Division of Rules and Records 93/09/16 JOHNaoN* C. 
Behrand, Aramson 6 Horraus 2pp. L078O’ 362 
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B3040700^3 F02A Y'tquvtt far dDCUttisitti re propoialt ftub«nltt«d under 
RFP R8-SECY”B^2-473 j Inc ludinq propo-ial rqvs tr revieu) at 
propoi-plf 8c neqob 111 tioni bvt'UBon NRC 8c ang «nbltg submibtinn 
propoial i 

8 KARP c I H Alderion Raportlnj 83/03/21 FELTON. J « Division of 
Rulif and Rqcordi Ip. £8782 S70 


8306D70053 Addi r«»pons« to FOIA request for proposals sub/Plttod under 
RFP R8-SECV"B2-'473 j Includ Log proposal revs# ra vleci» of 
prapoialt V naffotlattons b-etti^een NR.C & ang entltg sub/nl feting 
proposals Nonprapr 1 ofearg portions of proposals eticl 
FELTON^ J H Division of Rules and Records 83/03/03 SHARP, I H 
Alderton Reporting. ip £8782 271 


— B30A070024 So 1 i c 1 tat 1 on, o f f er h auard to Mohicti Reporting Co. 
MCKOLICK, J J. Monick Reporting Co FLYMNrM Division of 
Contracts RS-BECY-02-473 82/09/10. 9?p 18782 272 


— 830&070027 Raqutsts that ere I response to RFP R8-SEC Y-82-473 be 
withheld. Info partially deleted 

KEHCX^rCK, wP J Monick Reporting Co B2/07/I3 Division of 
Contracts 29pp 10782' 277. 


830b07043? Responds to FOIA request for 790328 original petition for 
rulemeklng filed hg Q Taplin Forwards document M/o end 
FELTON, J.M Division of Rules and Records 83/04/09 KRQNZEK,A L 
FOI Services Ip, 18776 357 


B3D&070441 FOIA request for 790328 original petition far rulemaking 
filed hg Q Taplin. 

KROtfZEK,A U. FOI Services 2724, 83/03/29 FELTON, J M Division 

of Rules and Records kip 18776 398 


8306080028 FOIA request for 0RNL/Tri‘‘fi279, ''Technical Considerations 
re Interim Source Tern Assumption for Equipment 
dual if ica tion 6 Emergencg Planning." 

8H0LLV,S C Union -of Concerned Scientists B3/03/14 FELTON, J M 
Division of Rules and Records Ip 18784 £48, 


83060S0031 Responds to FOIA request for aRr^/rM'627Si "Technical 
Considerations re Interim Source Term Assumptions for 
Equipmint Dual 1 f leal ion Si Emergency Planning. •' ORNL/TM-8273 
end 

FELTON, J M. Division of Rules and Records 83/03/29 SKOLLY, 8 C 
Union of Concerned Bcientists Ip 16784 049 


—8306000041 0RNL/TK-ea75 

’^Technical Considerations r« Interim Source Term Assumptions 
for Emergency Planning S( Equipment dual if Ication “ 

NIEHCZYK^B J. , MOOQtfELL-BDYER Oak Ridge National Lakoratory 
02/09/30 NRC - No Detailed Affiliation Given 312pp 
10764 190. 


8306060066 Responds to FOIA request for current roster of utile list 
Ddcument available In FOR 

FELTON, J M. Division of Rules and Records 83/04/04 8ANDRY, W A 
Professional Reactor Operator aaclety Ip 18787 298 


8306060070 FOIA request for current rotter of utils list 
aANOHYrW. A, Professional Reactor Operator Speiefcy, 83/0-3/20 
CARR, J. Division of Rules and Recorde Ip 18787.299. 


8306000299 Reepondf to FOIA request for names, addresses, license numbers 
t Insp prloritle* 4i subprior 1 1 1 es for licenses In nine 
states Forwards computer printout W/o end 

FELTON, J.N Division of Rules and Records 83/04/11 TEKIN,^ V 
Redlac Research Ip 18789 349 


8306060296 FOIA req.uest for nemee^ addresses, 1 1 cenee numbers & insp 
priorities <c subprior 1 ties for licenses In nine listed 
states 

TEKIN^J V. Radiac Rtstareh. 83/03/23 Office of Admin I etrat Ipn 
Ip. 16789 330 


6306000297 Reeponde to FOIA requeet for info on fraudulent practices of 
Ray Hiller, Inc, App A documents available In PDR 

FELTON, J.M Division of Rules and Records 83/04/li. STECHELiA 
t/nion of Concerned Scientists. 4pp. 16769:391, 


' fraudulent 
VI 9, FELTON, J M 


ttt categoriss 

1 App 
FOIA 

.. KINDER, E. T. 
^ne. 50-443, 


— 8306000263 Forwards results of licensee i nvc s t i ga t i on of Pullman- 
Higgins -QC Inspector allegations re perceived harassment of 
OC inspectors from within arganijatlon & documentation of 
organiiation changes 

CERNE.A C Region i. Office of Director 82/07/16 Region 1. 

Office of Director 7pp 18790 319 24X Flche 50'*443, 63/04/06. 
630606029^ 


— 8306060264 Discusses OC Inspector concerns within Pu 1 Iman-Hl g g i ns 
organiiafelon {facility piping contractor) re perceived 
harassment of OC inspectors by P-M const personnel Closure 
of case recommended 

CERNEtA C Region 1> Office of Director 02/10/13 Region I, 
Office of Director 2pp 18790 326 24X Flche 30-443,83/04/06, 

0306080259 


— 8306060266 Discusses Pul Iman-Higg Ins <P-H> QC inspector concerns re 
allegations of harassment of QC inspoctors by P-H const 
personnel Personally Identifiable info deleted 

CERNE, A C Region 1, Office of Director 82/06/09 Region 1, 
Office of Director 2pp 18790 328 24X Flche 30-443,03/04/06, 

83D60B0299 


—6306080267 Discusses QC inspector concerns, per AC Come 820609 mena 
Handwritten notes end Memo contents deleted 
SHEPHERD, R e Region 1, Office of Director 02/06/17 

BRUNHNER, E J Division of Project L Resident Programs 6pp 

10790 330 


—8306080269 Discusses nonspecific allegations re Pu Uman-Hl gglns 
QA/OC inspectors at facilities Personally identifiable info 
deleted 

HATAKAB/R A Region 1, Office of Director 03/09/27 OALLQ, R f1 
Division -of Project L Resident Programs 8pp 10790 336 24X 

Flche 90-443,83/04/06.0306060259 


8306060261 FOIA request for R Parks 96-page affidavit sent to IIS Dept 
of Labor 

ROKANO.F R Air and Hater Pollution Patrol 03/03/31 Division 
of Rules and Records Ip 18787 177 24X Flche 50-320,63/03/31, 

8306080261 


8306000262 Responds to FOIA request for R Porks 56-poge affidavit icrti 
to U8 Dept of Labor Forwards T Devine 830323 Itr 
transml tfeingvRD Parks 830321 affidavit it RD Parks 830316 Itr 
to Bechtel 

FELTON, J M Division of Rules and Records 83/04/12 ROMANO. F H 
Air and Hater Pollution Patrol ip 10787 170 24X 

FiChe 90-320.83/04/12,8306080262 


0306060265 FOIA request for aECY-03-22 

KNIOHT.N L General Physics Corp 83/03/10 Division of Rules 
and Records Ip 10707 23? 


8306000268 Responds to FOIA request for SEGV-03-22 Forwards publicly 
available portions of paper per telcon w/N Toms 

FELTON, J M Division of Rules and Records 03/04/11 KNIOHT.N L 
Oeneral Physics Corp Ip 18787 240 


--0306000270 "Statement of policy Further Commission Guidance on 
Emergency Response Capability," draft 10CFR90 effective 
rule Buppl issued to NUREO-0737. "Clarification of TMI 
Action Plan Hequlrements " 

CHILKfB J Office of the Secretary of the Commission 83/04/il 
3pp 1 0707 241 


8306000272 Addl response to FOIA request for documents re meeting 
between A8EA-AT0M {Sweden) ^ NRC cone.ernlng PIUS reactor & 
documents regarding PIUS reactor No addl documents 
available 

FELTON, J M. Division of Rules and Records 03/09/03 SKOLLV. 8 C 
Union of Concerned Scientists Ip 18790 390 


8306000279 Responds to FDIA request for lists of people in nuclear 
industry Forwards requested lists except for list of expired 
reactor operator licenses List of reactor 6 senior reactor 
operators also end W/o ends 

FELTON, J M Division of Rules and Records 03/04/29. bCUDDER, J 
Affiliation Unknown Ip. 10790 392 


6306000276 FOIA request for lists of people in nuclear industry 

8CUDDER, J Affiliation Unknown 03/04/19 FELTON, U Division of 
Rules and Records. Ip 16790 393 


6306000277 Addl response to FOIA request for seven categories of 
records re Broun It Root, Inc it facilities App C Document i 
partially withheld (ref FOIA Exemption 7) App D documents 
withheld entirely (ref FOIA Exemption 9) 

FELTON, J M. DWision of Roles and Records B3/04/i2 LINDEMA)J,HN 
Lowensfeein, Newman, Reis, Axelrad Toll 4pp 10792,196 24X 

Fiche. 90-498, 83/04/12, 8306060277 
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‘‘•' 8 306000304 "Reqi/est Far Investigation Concetning Alleged Advanced 
Notlf itatioof '• investigation rept Info partially deleted 
SINCLAIR. J R OfFice of Inspector ^ Auditor 80/10/23 ^pp 
187“?2 160 24X Flche 30-478. 83/04/12. 83060B0277 


-*-8306080308 Faruards rept re alleged advanced notlflcatlan to util or 
Broun tr Rooti Inc of forthcoming Region IV investigation t/or 
alleger identities No further investigation contemplated 
H/o *ocl 

CUMMINOSjJ J Office of Inspector ^ Auditor BO/lO/24 
AHEARNE.J F I OILlNSKYiV # HENDRIE. J M Commissioners 1J> 

18792 169 24X Ficha 30-490.83/04/12.8306080277 


— S3060S0310 Foruiards "Request for Investigation Concerning Alleged 
Advanced Not If 1 cat ion" (ref 801024 memo! W/o end 
CUMMINOa. J J Office of Inspector Auditor 80/11/10 
STELLOjV j Director's Office. Office of Inspection and 
Enforcement Ip 18792 170 24X Fiche 30-498.83/04/12, 

8306080277 


0306000201 Partial response to FQIA request for documents re 
R Ounderson U Bechtel allegations concerning electrical 
problems at facilities App A Documents 1 6 2 available in 
FOR Documents 3,4 ht 3 uithheld (rep FOlA Exemption 3) 

FECTONpJ K Division of Rules and Records 03/04/28 YOUNO, M C 
0 EflNABEI*L Government Accountab 1 1 1 ty Project 3pp 10790 334 
24X Fiche 50-328,03/04/28.0306000201 


8306000204 FOlA request for documents re R Gunderson & Bechtel senior 
Manager allegations concerning electrical problems 
•f e f i cienc 1 es at facilities Nalver of fees requested 
Y0UH9<H C > DERNABEl.L Government Accountability Project 
83/03/29 Office of Administration 2pp 10790 337 24X 

Fiche 50-520, 03/03/29, 0306000204 


8306080280 F-OIA request for list of NRC licensed contractors tc/or 
subcontractors performing HVAC sheet metal uorlt at nuclear 
plants currently operating t> under const In 03 
KESr.DK Affiliation Unknouin 03/02/20 Office of 
Aifminlstration Ip 18790 360 


8306080291 Responds tp FOlA request for list of NRC licensed 
contractors J./or subcontractors performing MVAC sheet metal 
work at nuclear plants currently operating under const 
in CPS. 

FELTON, J M Division of Rules and Records 03/03/23 WE 6 TrD K 
Affiliation Unknown Ip 18790 339 


8306000293 FDIA request for list of addi essees receiving DEB ra 
d e cofli'mlssionlng of Rare Earths Fac i 1 i ty. Wes t Chicago. fL 
lulseqwant to May 1982 

SPELMhN.H J Harold J Bpelman & Associates 03/03/23 Division 
of Rules and Records 2pp 10792 145 


6306000296 Responds to FOlA request for documents re licensee 
(Radiation Techno logy, Inc 1 A. other licenses dealing u/ 

KA Welt Prior msp repts & transcript of hearing involving 
licensee will be provi dedi per 830425 conference call 
FELTON. J M Division of Rules and Records 03/04/27 KILL. R 
Riverside County; CA Ip 10790 361 


©JO6O0O297 Responds to FOlA request for list of addressees receiving 
DES Ti decommissioning of Rare Earths fac 1 1 i ty. West Chicago, 
li. lutsequant to May 1982 Forwards mailing list for DEB 
Addressees receiving DES after May 1902 not identified 
FELTOW, M Division of Rules and Records 83/04/06 9PELMAN, M J 
Harold J Bpelman ^ Associates ip 10792 147 


— 8306000302 "Distribution List, Kerr-McGee West Chicago DES •' 
« NRC - No Detailed Affiliation Given 03/04/06 Bpp 
1G792 148 


0306000301 rOIA requeet for documents re licensee (Radiation 
T«chno togy« Inc 1 & other licenses dealing w/MA Welt 
HlLLifi. Hlvenide County, CA 03/03/31 Office of 
Administration Ip 18790 362 


3306080305 Respond* to FOlA request for info re safety & const 
violations at facility Info available in LPDR, per 830407 
%«lcon 

FELTGNixf rt Division of Rules and Records 03/O4/OB BADtNO; A 
AffHUtion Unknown ip 18792 216 24X Fiche 50-33B, 03/04/06, 

6306000303 


0306000307 FQIA request for info re safety U const violations at 
f ac 1 1 Ity 

BADINOiA Affiliation Unknown 03/04/01 Division of Rules and 

Racords Ip 10792 217 24X Fiche 50-330.03/04/01,0306000307 


03O6OBO3O9 FOlA request for three documents re Unlv of K 8 Retearch 
Reactor 

BARNES. C Affiliation Unknown 83/03/08 f 6 LTON,J M Division of 
Rules and Records Ip 1B790 303 24X Fiche 50-140,83/03/08, 

6306080309 


63060B0313 Responds to FOtA request for three documents re Univ Of KB 
Research Reactor Forwards documsnits responsive to Items 1 Ic 
2 of request Releasabllllg determl nat 1 an for Item 3 ri irttp 
rept under review 

FELTONjd M Division of Rules anif Records 83/04/06 0ARNEB. C 
Affiliation Unknown ip 10790 304 24X Fiche 90- 146, 83/04/06. 

8306000313 


— 8306080316 Furuards responses to 731106 que s t ion s , 1 nd 1 cat in g specifieif 
locatlone on floor plan 

SMITH, W P Kansas, Untv of 3759 73/12/06 ZlEMANNrO L 

Atomic Energy Commission, Directorate of Licenilng 8 pp^ 

18790 305 24X Fiche SO- 14 8, 83/04/06, 830 6Q003 13 


6306080320 FOtA request for Info re safety requirements of nuclear 
power plants 

MARTIN. C Affiliation Unknown 83/04/25 NRC - No Detailed 
Affiliation Given Lp. 18789 336 


0306080322 Responds to FOlA request for Info re lafety requirements of 
nuclear power plants Forwards App A documentt W/o end 
FELTON, U « Divliien of Rules and Record* 93/05/03 MARTIN, C 
Affiliation Unknown 2pp 18709 337 


0306090373 FOlA request for winning technical prapoial Sc ang <ngt 
proposals submitted bg Computer Data 8 ys,Inc tQ provide 
publication distribution b inventory tves, 

SEfilNARA. C Science Management Corp G3/02/09 Division of 
Contracts ip 18B1S 171 


8306090376 Responds to FOTA request far winning technical proposal b 
any mgt proposals submitted by Computer Data Byt, Inc to 
provide publication distribution b invantorg fVCi Forwards 
nonproprletary version of requested proposal 

FELTON, J M Division of Rules and Record* 03/04/13 SEMZNARAi C. 
Science Managem-ent Corp Ip 16015 172 


—8306090379 Nonpropr i etar y version of "Proposal to Provide Publication 
Distribution it Inventory 8 ys for NRC 

« Computer Data Gystems, Inc B2/08/2D 64pp. 18015 173 


83060903BI Responds to FQIA request for document* released under 
Request FOlA Raqueit 62-519 it NRG refsonte all end* 

Documents available In PDR Status of administration of 
FOlA fur wk ending 621103 end 

FELTON, JM Division of Pules and Records 83/04/13 KRONZEK.AL 
FOI Services Spp 16815 165 


8306t00009 Addl response to FOlA request for documents dtd 630101 or 
after re SALP Forwards App A documents Document-e also 
available In PPR 

FELTON. JM Division of Rules and Records 63/04/11 CLARK, R Ban 
Francisco Examiner 3pp 18019 293 24X Flch« 50-0(50» 83/04/ 1 1 , 

8306100009 


>6306100014 Submits schedule for Region V SALP Board maetlngs for 
62O930~83O923 

GNOELKEN, R H Region 9. Office of Director 62/03/19. 

DENTON, H R Office of Nuclear Reactor Regulation, Otractor 
DAVI9 iJG Office of Nuclear Material Safety L 
Safeguard Si Director MICHEL 8 ON 1 C Director^* Office lp. 
18819 299 a4X Fiche 90-000,83/04/11,8306100009. 


— 8306100032 Requests brief performance analysis U recommendad conclusion 
for each functlonel area inspec ted, based an review of 
summary of insf activities L anetysee of LERs L 
noncQoip 1 ianc* Items Issued from Jul 1981 - Sept 1982. 

STERNBERO.DH Region 9, Office of Director. 82/03/23 VOUNO, T, , 
CANTER. H , □^BRfEN,J Region 5, Office of Director Ip. 

10B19 296 24X Fiche’ 90-000,83/04/11. 6306100009 


— 6306100036 Diecusiei assignment of sALP coordlnitori for Reactor 
Operations Projects Branch facilities Coordln* tors iul 1 1 be 
responsible for preparing input data ueed by board membari 
In analyxtng functional arras Draft not* from B Miner and, 
STERNBERG, D M Region 9, Office uf Director. 82/03/24 Region 
5 , Office of Director llpp 10819 397 34X 

F 1 Che 90-000. 83/04/ 1 1 . 8006 1 00007, 


—8306100030 Forwards Input to SALP rept 

CHOKBIlIiN, Structural Eng inear Ing Branch 83/lO/ie MINER, B 

NRC - No Detailed Affiliation Given 9pp I0B19 271. S4X 

Fiche 90-000, 83/04/1 1 , 5306 1 00007 
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“-B306100039 Forwards ava 1 ua t i on of license* pep forma t>c e for safeguards 
licensing portion of SALP revleoJ per Sternberg 8210IA oiefto 
util has responded quicklg It accurately to NRC^'ln 1 1 lated 
comments & suggestions 

HCC0RKte»0 W Power Reactor Safeguards Licensing Branch 
B2/II/04 NORDEKHAUO.L Region Of F leu of Director 3pp 
leais gea 24X Plche SO-ODO. 83/04/J l, B30^>i00009 


— Q3Q^100040 Forwards brief description of investigative activities of 
Sevan case* re SALP during Jul 1981 - Sept 1982 Aliegatlon 
against contract personnel using controlled drugs during 
outages still pending 

SHACKLETON. 0 C fieglor 3i Office of Director 02/11/10 
WiLLETTiD Region 3* Office nf Director 2pp 18B13 291 24X 

Fiche SO-OOOi 03/04/Hr 0306100009 


— 0306100044 Comments on B31014 memo re &ALP Board reviou of faclUbg 
NORTHiH Region % Office of Director 02/U/IO WILLETT. 0 
Region 9^ Office of Dlrectar 2pP 16813 293 24X 

Fiche 50-00 Oi 03/04/11. 0306 100009 


— B306100047 Forwards 8ALP rept inadvertently omitted from 821302 Itr <« 
revised agenda for 8ALP 030105 meeting 

STERNBEROrD II Region S» Office of Director a2/I2/J3- 
MATTIMOEj J. J Sacramento Municipal Utility District Ip 
10013 304 24X Fiche- 30-000103/04/11.030610000? 


6306160013 Responds to FOIA request for grant app 1 1 cat ionst grant 
awards. contrac tf & cooperative agreements to League of 
Cities & Conference of Mayors over last 10 grs Div of 
Contracts hat ito records tubg to request 

FELTOM.J H Division of Rules and Records 03/04/14. HOUSTON. J C 
Falrnets Committee Against Tax Funded Politics tp 18672,217 


0306160013 FOl A request for grant app 1 lea t i ons. grant auards. contracts & 
cooperative agreements to League of Cities & Conference of 
Mayor* over last 10 yn 

HOUSTON. J C. Fairness Committee Against Tax Funded Politics 
B3/04/04 PALLAOIKO/N J Commissioners Ip 10072.210 


0306160019 Responds to FOIA request for four categories of documents re 
suspected teratogens P birth defects as result o>f nuclear 
power plant operation NRC has pn records subj to- request 
FELTON. J M Division Of Rules and Rscords 63/04/13 NARSKALL.C 
Foundation for National Progress Ip 16072 291 


0306160024 FOIA request for four categories of documents re suspected 
teratogens birth defects as result of nuclear power plant 
operation 

MARSHALL, C Foundation for National Progress 83 / 03/16 CARR. J C 
NRC - No Detailed Affiliation Oiven 3pp 18672 292 


0306160026 Responds to FOIA request for four documents re Saxton Test 
Reactor Requested Itrs available in PDR Saxton 741124 Itr 
to NRC not located 

FELTOHiJ M Division of Rules and Records 63/04/20 GRADER, L D 
NUB Corp Ip. 10072 314 24 X Fiche 50-146.63/04/20,6306160026 


0306160030 FOIA request for four documents re Saxton Test Reactor 
ORABER.L D, NWS Corp CP-LI5-9104 63/04/IS Division of Rules 

and Records tp IB072'313 24X F1 che 90-146. 83/04/12, 0306160030 


6306160031 Clarifies NRC final response to FOIA request for documents 
r* Zact Co It/or work performed by Zack in const of 
facilities App D Document 9 deleted since document Identical 
to App A Document 133, 

FELTONrU M Division of Rule* and Records 83/04/14 
PRENDEROA0T. R. Prenrfergast, R J Ip 16872 336 24X 

F i c h e 30-000, 63 /04/ 1 4 r 8306 i 6003 1 


8306160033 Responds to FOIA request for document* re Jul 1962 stop work 
order issued to util Request uri thdrawn, per 630414 tclcon 
between requester U N Toms Case closed. 

FELTaN. J M Division of Rules and Records 03/04/14 OARDE'D 
aovernment Accountabl ] itg project Ip 10692-333 24X 

Fiche, 30-329. 63/04/14. 0306 16003 3 


0306160039 FDlA request, on behalf of EE Kent, for documents re Jul 1902 
stop work order Issued to util 

9ARDE, B ODVernment Accountabl 1 1 tg project 83/02/16 Office of 
Adnlnlstration Ip 18092-334. 24 X Fiche 50-329, 63/02/16, 

0306160035 


0306160041 FOIA request for AEOD Engineering Evaluation Rept AE0D/N3OI 
r* I-123/I-131 effluent releases by licensees 4< documents re 
Ray Mlllen Inc 

KRANI 8 H 1 A Trends Publishing. Inc 63/04/06 Division of Rules 
and Records. ip 10892 328 


8306160046 FOIA request, on behalf of EE Kenl. for lecordls prepared by 
US govt employees re Alliance for Sujvival.T Carpenter* l./Dr 
ongoing NRC Investigation of facilities 

CARPENTER. T Orange County Alliance for Suivival 03/03/14 
Office of Admini strat ion Ip 10893 031 24X Fichu 50-206, 

63/03/14. 0306160046 


8306160050 Responds to F8IA request for AEOO Cngtneei Ing Evaluatiar 
Rept AEO0/N3O1 re 1-125/1-131 effluent releases by licensees 
documents re Ray Miller. Inc Forwards AEOD rpet Ltr s-ont to 
UCS re Ray Miller. Inc practices will be provided 

FELTON. J M Division of Rules and Records 83/04/21 KRANKjH, n 
Trends Pub 1 ish ing, jne Ip 18892 329 


—0306160057 AEOD/N301 

AEOD engineering evaluation rept re I-120/I-131 effluent 
releases by licensees Issuance of IE info notice recommended 
to clarify iOCFRGO 201<&) requirement that tfconsecs make 
physical measurements to veiify compliance w/lOfFRPO 106(aJ 
* Director's Office 83/03/10 3pp 18092330 


0306160052 Responds to FOIA request for records prepared by US govt 
employees re Alliance for Survival.! Carpentoi it/ov ongoing 
NRC vnvestigat ion of facilities Forwards App A documents 
Search for addl documents in progress 

FELTON, M Division of Rules and Records 83/04/14 CARPENTtR. T 
Orange County Alliance for Survival ?pp 10093 032 24X 

Fiche 30-206.83/04/14,0306160032 


— 8211160563 Forwards Caminvnity Energy Action Network 921010 Itr A 
Lofi Angeles times article re poteiitlai problem w/wclds at 
fac i LitlPS 

CRANSTON. A Senate 02/10/29 KRAMMERER.C Office of 
Congressional Affairs 3pp 16893 056 24X Fiche 50-206. 

83/04/14. 6306160032 


0306160069 FOIA request for Chairman Palladino 010930 memo referenepf 
in 821210 FR notice of proposed rulemaking 47FR2876 & 2877. 

’’Environ Oual l f Icatlon of Electrical Equipment for Nuclear 
Power Plants ” 

NEWMAN, H. A Debevoise & Liberman 03/03/20 FEL TON. J M Division 

of Rules and Records Ip 16872 35? 


8306160070 Addl response to FOIA request for records prepared by U‘i 
govt employees re Alliance for Survival,! Carpenter S-/or 
ongoing NRC investigation of facilities IE Insp Repts 
50-206/62-31,50-361/02-31 it 50-362/02-27 available In PDfl 
FELTON, J M Division of Rules and Records 03/04/26 CARPENTflM 
Orange Cuunty Alliance for Survival 2pp 10692 330 24X 

Fiche 30-206, 03/04/20, 8306 I 60070 


8306160073 Responds to POlA request for Chairman Palladlno G109 10 
referenced In 821210 FR notice of proposed rulemaking 
47FR2e76 J* 2877. ♦'Environ Qua 1 1 f 1 ca t Ion of Electrical 
Equipment for Nuclear Power Plants " Forwards memo 
FELTOM. J M Division of Rules and Records 63/04/25 NEWHANi H A 
Debevoise i, Liberman Ip 10072 360 


6306160078 FOIA request for eight categories of records rs certain lys 
in C-E designed nuclear power plants 

DELL.N Coalition for Safe Power 63/03/31 Office of 

Administration 4pp 16693 203 


6306160061 Responds to FOIA request for eight categories of records rf 
certain sys in C-E designed nuclear power plants Forward's 
App A documents identified in Categories 3 & 6 Category G 
document not located Remaining documents filed in NRR 
FELTON, J M Division of Rules and Records 83/04/19 BELL.N 

coalition for Safe Power 4pp 16893 204 24X 

Fiche 30-317,83/04/19.8306160001 


— 0203090638 Advises that three listed accident classes may each be ai>ri 
frequent than Commission safety goal in C-E designs tha-t 
Lack capability for core cooling via HPi Injection It venting 
of RCS absence of feedwater replenishment 

ROW80HE,F Division of Risk Analysis MURPHV. J A Reactor Rlti 
Branch 02/01/29 TEDESCO, R Assistant Director for Licensing 
BPEIS. T Assistant Director for Reactor 5afety 23pp 10894 UO-0 


— 8306160063 Rubmiti daily hlyhlight re diesel generator failures at 
facility on 820603 Incident caused by paralleling of diesel 
generators w/buiet powered from offsite source licensee 
investigating incident, 

JAFFE. D H Operating Reactors Branch 3 82/06/04 dENTON.HB - 

CARTER. J , EieENHUT.D 0 NRC - No Detailed Affiliation Given Ip 
10094 229 24X Fiche* 50-317. 03/04/19. 6306160081 


8306160093 Addl response to FOIA request for documents re IAEA nuclear 
rnatl safeguards program Forwards App A documents App D 
Documents 1-8 entirely withheld 6 Documents 9~16 partially 
withheld (ref FOIA Exemptions 1.3 k s) 

FELTON. J N Division of Rules and Records 83/04/01 
OREENBEBO. E V Tuttle 6 Taylor 3pp 10892 011 



NON DOCKETED ITEMS 


407 


-8306160107 Ftiriujards suggested questions h ansuers for B11202 hearing ro 
IAEA sa f eg wards* per request 

SHEApJ R Office of International Programs* Director 81/12/01 
0 [LIMSi^Y*V Commissioners 7pp 1BQ92 018 


-S306160I12 Advises that Congressmen Dingo) 1 . Qtt mger & Hart 81L12S Itr 
classified as "SECRET-NSI " 6 B11130 1 ti unc lass 1 f 1 ed. per 
811130 request Draft response to 011)29 Itr will be 
foruarded separately H/o enc 1 markerf-up 811123 Itr 
HEHM.T A NRC - No Detailod Affiliation Given 81/12/08 
REAMER* C W NEC - No Detailed Affiliation Given Ip 10B92 023 


-8306160113 Draft Commission paper proposing Itr from Chairman thanking 
TE Shea for suggestions on improving IAEA safeguards & 

Informing Commission that TE Shea Itr sent to State Dept 
DIRCKSjW J Office of the Executive Director for Operations 
02/01/27 I6pp 1 8092 026 


8306160118 Forwards undisputed portion of response to 011125 Itr re 
IAEA safeguards sys* supp lementing Commission 020302 Itr 
BRADFORD* P A Commissioners 02/03/00 OTTINOER.R L House of 
Rep * Energy U Commerce HARTi 0 Senate DlNGELLiJ D House of 
Rep 2pp 10092 042 


0306160125 Forwards 0 Hart*MD Kratzer*L SchsinmaniP Leventhal tc 
HD Sokolski testimonies Ct prepared statements at 030303 
joint hearing of Committee on Foreign Affairs re IAEA 
safeguards 

KAMMERERj C Office of Congressional Affairs 02/03/09 
PALLADIKO. N J , OILINSKY.V . DRADFORD* P A Commissioners 4pp 
10892 044 


0306160)31 Testimony of G Hart before Bubcommittee on tntl Economic 
Policy ti Trade* Comml ttee on Foreign Affairs»UB House of 
Representatives re IAEA safeguards Committee 020301 revised 
meeting notice encl 

HARTiO Senate 02/03/03 4pp 10892 040 


— 0306160175 Forwards dra 
Analysis based on unc 
provided by State Dep 
enc 1 

DAVIS* J O Office of 
Safeguards* Director 
AHEARNE* J F Commiss 


ft safeguards country analysis for Pak 
lasslfied it foreign intelligence info 
t CIA or DOE repts not Included W/o 

Nuclear Material Safety 
82/03/24 PA1.LADEN0*N J * OILIHSKYiV 
loners ip 18092 137 


0306160170 Forwards revised safeguards country analysis for Romania^ 
Including changes to reflect JO Davis comments Section 3 3 
on nuclear trade u/otber countries changed In response to 
cammonts from Ofc of Inti Programs W/o encl 

OURNETTiR F Division of Safeguards 02/06/16 DAVIS* J 0 
Office of Nuclear Material Safety 8< Safeguards , Dlrec tor Ip. 

10B92 )3S 


3306160102 Forward! draft Safeguards analysis for Romania* incorporating 
comifients from flfc of Inti Programs Updated analysts ulll be 
provided after receipt of comments Prom Stete Dept W/o encl 
DAVI3*V 0 Office of Nuclear Material Safety ^ 

Safeguards, Director 82/06/30 DIRCKS, W Office of the 
Executive Director for Dperatinns ip 10892 13? 


-0306160109 Forwards draft safeguards analysis for Romania, incorporat Ino 
comment! from Ofc of Inti Programs Analysis based on 
unclassified Info It classified foreign intelligence info 
provided by state Dept M/o encl 

DIRCKS*W J Office of the Executive Director for Operations 
02/07/12 PALLAOIWOrN J , GILINSKY* V * AHEARNE* J F* 

Commissioners tp 18393 140 


—9306160190 Forwards revised draft safeguards analysis for Romania for 
transmission to State Dept No sensitive foreign i ntt 1 1 Igetice 
info employed M/o encl FarlUlly deleted answers U questions 
re IAEA safeguards encl 

BURNETT* R F Division of Safeguards 82/07/19 8HEA. J. R Office 
of Internet lotial Programs, Director Spp 18692 141 


0306160134 Statement of MU Kratier before Subcomml b bees on Inti 
Security S< Scientific Affairs 6 Inti Economic Policy 6 
Tr4d«*1)ammi t tee on Foreign AffalrsiUS House of 
Representatives re IAEA safeguards 

KRATZER*H D International Energy Associates* Ltd 02/03/03 
33pp 10692 092 


3306160193 BECY-92-029 

Forwards H Oruemm preliminary comments on Morgan memo re 
IAEA safeguards for 011119 press conference SECY title it 
other safeguards info deleted 

DIRGKSiW J Office of the Executive Director for Operations 
02/01/19 app 18892146 


G30616D138 Prepared itatement of L Schelnman before Subcommittee on 
tntl Economic Policy 6 Trade. Commi ttee on Foreign Affairs* 

US House of Representatives re IAEA safeguards 
SCHEIKI1AN*L Cornell Unlv 82/03/03 I7pp 18892 007 


S306160143 Testimony of P Leventhal before Committee on Foreign 
Re lations, US House of Representai 1 vos ro IAEA safeguards 
LEVENTHAL, P Nuclear Club. Inc , The 82/03/03 tOpp 
18892 I 1 0 


8306160148 Prepared Statement of HD Sokolski before Subcommi tte« on 
Inti Security 6 Bcientiflc Affairs & Subcommittee on Inti 
Economic Policy 6 Trade* Commi ttee on Foreign Affairs, US 
Houit of Representatives re IAEA safeguards 

SOKOLOKl^H D Heritage Foundation 02/03/03 lOpp 10092 120 


0306160193 Responds to 820420 Itr te IAEA safeguards NRC actively 
examining effective ways % means to continue support for 
IAEA safeguards 

FALLADINO*N J Commissioners 02/06/10 BLiXrH International 
Atomic Energy Agency (Austria), Ip 1BQ92 130 


— 0306160190 SECY-e 2-046 

Informs Commission of existing interagency groups Involved 
in U8 efforts to upgrade IAEA safeguards 6 provides brief 
rept on statue of activities W/o encl outline 6 status of 
action plan 

DIRCKSjW j Office of the Executive Director for Dperatione 
02/02/02 I3pp 19892 194 


*-0306160203 Discusses Implications of R Richter testimony before Senate 
Foreign Relations Committee House Foreign Affa'irs 
Committee re Iraqi nuclear program & ueatnesses in IAEA 
safeguards Safeguards info deleted 

DIRCKSfU J Office of the Executive Director for Operations 
02/03/09 BRADFORD* P. A Commls i I oner s 3pp 10092 167 


— 0306160200 SECY -82-8 10 

Forwards summary of significant NRG 6 Executive Branch 
efforts to improve IAEA safeguards 6 estimate of expended 
resources Safeguards info deleted W/o end rept on US 
assistance to IAEA outline of areas needing Improvements 
DIRCK0I u J Office of the Executive Director for Operation* 
82/09/26. 17pp 13098.170 


8306160196 Forwards summary of IAEA safeguards sys US support for IAEA 
safeguards crucially important 

BUlXiH International Atomic Energy Agency (Austria) 82/04/20 
FALLADINO* N U Comml s s 1 oner s 4pp 18892.131 


—0306160211 Forwards partially released transcript, of 020602 briefing on 
efforts to Improve IAEA safeguards in Mash ingtoT>» DC Withheld 
portions per 10CFR9 I04(a)<i) listed 

CHlLKrS J Office of the Secretary of the Commission, 02/00/03 
Office of the Secretary of the Commission 2p p 18Q98'- 1B7 


-8306)60162 Comments on proposed Commission paper U Itr to Dept of State 
re c lassi f 1 cat Ion of Morgan rapt Proposed Commission paper 
unnecessary proposed Itr to Dept of State should be 
modified W/q end redraft Hr 

SRADY*R U Division of Security 82/04/26 6HEA, J R Office of 

International Programs* Director ip 10092 139 


— 03 06 16 02 16 8ECY-02-313 

Informs Commission of receipt of Dept of State 820702 Itr 
re classification of Morgan rept. State agree* that rept 
should be classified •’'secret ♦' Safeguards info deleted W/o 
Listed end* 

DIRGKStM J, Office qf the Executive Director for □peratlon* 
02/07/26 2pp 18392 282 


0306160166 Forwards draft Romania safeguards analysis for review 6 
comment Response requested by 020924 W/o enc) 

SH£RR*T S Material Transfer Safeguards Licensing Branch 
62/09/19 ZIMMERMAN* J Office of International Programs* 
Director BURNETT* B. * KCCGRKLE* O Division of Safeguards, Ip 
18092 136 


--0306160222 Draft Commission paper recommending Commission approval of 
proposed responses to Henator Hart $< Representatives Dlngell 
W Ottinger 021129 6 30 Itrs re IAEA safeguards Safeguards 
info deleted M/o encl proposed Itr* 

DiRCK&rU J Office of the Executive Director for Operations 
81/12/31, ip ] 0692^ 284 


3306160098 FOIA request for insp repts 5< responses to insp rept* for 
all Pharmatopes* Inc nuclear pharmacies licensed by NRC. 

MCDONALD. D D Nuclear Pharmacy* Inc DDM 383-12 83/G3/16 

FELTON* J M Division of Rules and Records ip 18091,244 
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6306160110 Partial raypontv to FOIA ret^uest for Insp rept« tt rosponse^ 
to Irup r«pti for all Pharinatop tnc nuclaar pharmacies 
llcanstd bg l/RC Faruardt App A documsnts Search for other 
rtlatid document! continuing 

FELTONtJ M Division of Rules and Records 63/04/14 DESS EL. 8 
Nuclear Pharmacy. Inc 4pp 16391 249 


— 8306160124 IE Insp Rept 30-16918/81-01 on 310720 Noncompliance noted 
poiftsslon o-f Xe-133 not authorized by Doctors Kosp license. 

CRN signs not posted on premises ^ survey metis disposal not 
recorded 

CAlNrC L Region 4. Dallas. Office of the Director 01/03/01) 
Bl/09/01 9pp 18891 '249 


— 8306160132 Faruards IE Imp Findings tc Licensee Ack of License 
33 “19983-01 no Signature retiuired agreeing to corre-cfrton of 
violations uilthln 30 days U/a end 

CAIN.C L Technical Inspection Branch 81/07/30 LANN.J M 
Pharnatopesr Inc Ip 16891 S93 


— 8306160139 Reeponds to NRC 601219 I tr re violations noted In IE Insp 
Rept 30“ 14626/ 60-01 Corrective actions individual receiving 
dvererposure to hands terminated bt ovorexpoiure rept 
submitted Pratests Imposition of civil penalties 
HEBNERrK T . IRUIN.R Pharma topes. Inc 81/01/06 Region t/ 
Philadelphia^ Office of the Director 33pp 18891 201 


8306160149 FOIA request for SECY- 82-499 

COMER. E Edison Electric Institute, 03/04/04 FELTON. %l M 
Division of Rules and Records ip 16893 198 


8306160191 Responds to FQIA request for 8ECY-a2-479 Foruiards 
transmittal memo attached to SECY paper Requested document 
available in pDR H/o end 

FELTON. J H. Division of Rules and Records 63/04/28 COMER. E 
Edison Electric Institute ip. 18B93 199 


8306160195 FOIA request for four categories of documents re McOraw- 
Edlf on Co. Hor th J ngtan Compressors. Inc r klorth i ngton Svc Corp b 
Edison Inti 

ADRAONA. J M 6pttgel & McDiarmid 83/04/04 FELTON. J N Division 
of Rules and Records 2pp 18893 200 


8306160160 Responds to FOIA request for four categories of documents re 
KcOrau-Ed iton Co. War th Ington Compressor a . Inc ■ Wor th ing ton Svc 
Carp Edison Inti. Inc NRC has no documents subj to request 
FELTGNid M Division of Rules and Records 83/04/27. ADR AON A, J M 

aplegel ic McDiarnld Ip. 18893 203 


6306160171 Final response to FOIA request for documents concerning NRC 
policy rs issuances of press releases in connection u/ 
enforcerent fa licensing activities Forwards pertial Documant 
2 liittd in app Document 1 available in FOR 

FEUTON.J N Division of Rules and Records 63/04/2? HARTMANfS 
Debevolse fa Liberman. 2pp I8B92 347 


— B306160173 Discusiet specific guidelines for release of info to news 
media by Qfc of Investigation personnel, InstTVCtions should 
not be construed as contradicting any other stated NRC 
policy Info partially deleted 

* Office of Investigation 83/04/27 Office of Investigation 
2pp 18892 390 


8306160174 FOIA request for all correspondence from RO NcCllntocIc to 
NRC since 830314. 

MCDONALD. D D Nuclear Pharmacy, Inc DOM 483-9 63/04/06 

FELTONiO -M Division of Rules and Records Ip, 16892 392 


0306160177 Responds to FOIA request for all correepondenc e from 
RO McCUntoct to NRC since 03D3I4 Forwards RO McClIntock 
830411 Ur 

FELTON. J M Division of Rules and Records 83/04/29 MCDONALD. D D 
Nuclear Pharmacy. Inc Ip 18692 393 


'9306160179 Adviaes that author no longer resp-onplblt for radiation 
safety fa regulatory affairs program for Nuclear Pharmacut 
Incas of 930317. 

MCCLINTOCK. R. 0. Affiliation Unknown 03/04/11 DELhEDlCD. J 
of Fuel Cycle fa Material Safety ip 18092^334 


'ir 8ECy-02-3O6 fa SECY-a2-499 
h, Lelby fa MacRae 63/03/24 FELTON. J M 
♦s Ip 18376.297. 


lUest for SECY-e2-a06 fa 
Y-a2-499 published on 
Ulable in PDR Forwards 
lUtes. 

ords 83/04/28 DI&BLE^C 8 
6976' 298 


— 6209210893 Requests proposed reg guide ra nucleai energy liablL)k.j 
policy fa related rule mod be prepared in final f orm. p o i n t i ng 
out potential for protracted licensing hearings resulting 
from deletion of IOCFR140iApp A 

DtRCKS.W J Office of the Executive Director for Operations 
82/09/15 ViCRR. W 0 Office of State Programs. Director ip 
I 0876 299 


8306160192 FOIA request for documents ro FOIA Request 02-6189 Requests 
fees be walvad 

GARDE. D P Government Accountability Project 03/03/24 Office 
af Administration 2pp 18893 123 


8386160197 Responds to FOIA request for documents ra FOIA Request 
82-610 Forwards App A documents Documents 18 fa> 19<d) 
partially deleted <ref FOIA Exemption 6) 

FEUTON.J M Division of Rules and Records 83/04/25 GARDE. D P 
Government Ac countaD i 1 1 fcy Project 4pp 10893 125 a4X 
Fiche 50-206.83/04/25.0306160197 


— 8306160200 Forwards FOIA request Re I eas ah 1 1 1 ty determination* Indicilsi 
In response Itrs to requester No action required 
FELTON. J N Division of Rules and Records 03/03/24 DiETCH.R 
Southern California Edison Co Ip 18093 129 24X 

Fiche 90-206.83/04/25.8306160197 


♦'“8306160200 Forward* FOIA request Releasab i 1 1 ty delermi nat ion* indlcstel 
in response Itr* to requester No action required 
FELTON, J M Division of Rules and Records 83/03/24 DIETCH.H 
Southern California Edison Co Ip 10S93 129 24X 

Fiche 50-206. 03/04/25. 0306160197 


— 8306160204 Requests disclosure de tei minatl on for listed document ubj 
to FOIA Request 02-618 by noon on 030314 
GRIMSLEY.O H Division of Rules and Records 03/03/1 1 
ALEXANDER. I Region 5. Office of Director Ip 10093 140 


■0306160209 Requests disclosure determination for listed documents 
subj to FOIA Request 82-618 

ORIMSLEY. D H Division of Rules and Records 83/02/07 
ALEXANDER.! Region 9. Office of Director Ppp 10893 148 24x 

Fiche 50-206,03/04/29.0306160197 


—6306160216 Forwards documents re D Garde fOIA request, on behalf o-f 
EE Kent, for documents regarding 021120 IE rept "Special NRC 
Insp of San Onofre 1.2 fa 3 (FOl A-02-61B) " W/o end 
FORTUNA. R A Office of Investigation 83/01/24 CARR.j c 
Division of Roles and Records 3pp 10893 150 24X 

Fiche 50-206 .03/04/29. 8306 160197 


■6306160223 Request disclosure determination for document originated by 
ofc re FOIA Request 82-618 by noon on 83011? 

CARR.J.C Division of Rules and Records 03/01/12 WILSON. V 
Office of Nuclear Reactor Regulation. Diiector 2pp 18893 157 
24X Fiche 50-206.03/04/25.0306160197 


-<-8306160230 Bubmits list of Region V Ofc of Investigation Fite SerLsls 
26-42. "SQNOa-Al legations Re Welding of Piping by EE Kent,*' 

Case 3-02-021 Serials 1-25 previously provided in response 
to FOIA Request 8H-52B 

SKACKLETPN.O C Office of Investigation 83/01/03 FORTONA.ftA 
Office of Investigation Opp 18893 159 24X 

Fiche 30-206.03/04/29.8306160197 


--8306160243 Foriirardf list of documents available at Region V re B Gsri# 
FOIA Request 92-618 on CE Kent behalf, for documents 
concerning 021130 IE rept "Special NRC Insp of San Qnofre 
1,2 fa 3 *’ 

ALEXANDER.! Region 5, Office of Director 83/12/29 REED. C A 
Division of Rules and Records 3pp 10093 162 24X 

Fiche 50-206,03/04/29.0306160197 


— 8306160233 Forwards OC Shackleton 82U07 memo transmitting do-cumenti 
sub 4 to FOIA Request 82-528 Review of Documents 1.2.10 fa 19 
by Region V recommended Confidentiality not sought by 
EE Kent 

FORTUNA jR A Office of Investlgat Ion 02/12/10 CARR, J C 
Division of Rule* and Records ip 18893 165 24X 

Fiche 50-206,03/04/29,8306160197 


— 8306160263 Forwards list of documents responsive to FOIA Reqweit 
82-520 re EE Kent allegations eancerning facilities from Oct 
1980 to present Region V not aware of allegation until Oct 
1902 

8HACKLET0N, D C Region 3. Office of Director 82/11/09 
FORTUNA, R A Office of Investigation 5 mp 18893 166 24/ 

Fiche 50-206.03/04/25,8306160197 
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Requests info responsive to FOIA Request 02-328 for 
cfccoflsentB re CET Kent dlleg^tian concerning facilities from 
Qcl 1900 to present be forwarded to Dlv of Rules Records 
bq 9?1 111!’ 

CAflR-J C Division of Rules and Records 02/11/04 KltlE. C 
DlTector's Office. Office of Inspection and Enforcement 
ALEXAriDER# I Region 3i Office of Directoi ROk^ERS* H Office of 
Inspector & Aud i tor Ip 18093 171 24X Fiche 50-206.03/04/23, 

830&160197 


a3O-6!6O201 Forwards list of documents responsive to FOIA Request 02-520 
re EE Kent allegations concerning facilities ft om Oct 1?Q0 
to prpsentrper 021104 memo Related into end 

ENCELKEN.R M Region 9, Office of Director 02/11/17 CARR, J C 

Division of Rules and Records 5pp 10093 174 SAX 
Ftche 50-206.83/04/25,0306160197 


8306160292 FOIA request for tape rccoidlng I* NRG transcript of meeting 
u/D HirscS.O ShacVleton 8« P Joukoff at Dana Point-CA 
KENT, E E Affiliation Unknown 82/11/00 Office of 
Administration 8pp 1889J 197 


33061A0301 Foruiards FOfA Request 82-618 for documents re 821130 IE rep t 
'^Special NRC insp of San Onofre 1,2 3 " Documents 

responsive to request should be forwarded to Dlv of Rules & 

Records 030104 

CARR.J C Division of Rules and Records 82/12/22 FQRTyNA.fl 
Office of Inspector & Auditor ALEXANDER, I Region 3, Office of 
Director Ip IQG73 193 24X Ficho 30-206,83/04/23,8386160197 


3617O084 FOIA request for five catogoties of documents re Matl/ 
li^p-Toduct License 20-00297-33 Fee waiver requested 
IRICE.J'C ApfU latlon unknown 83/03/18 Office of 
idininist ration 2pp 18908 036 


'61700B9 Responds to FOIA request for five categories of documents re 
•at 1/BqpTOduc t License 20-00297-33 forwards listed 
Dcuments License Amend 18 ^ documents identified bg Items 
it S cannot be located 

ELrCNfJ W Division of Rules and Records 03/04/14 GRICE, J C 
ff Illation Unknown Ip 18908 033 


009030104 Application for amend of Mat 1 /tlgproduc t License 20-00297-33 
Amend authorises individuals approved bg radiation safetg 
eomnlltee to use or supervise use of cm-244 in sealed 
sources for surface analgsis & callbr 
SHAPIRO.U Harvard Univ 00/07/10 3pp 10900 115 


310070E40 Matl/Dgproduct License 20-00297-33 for President 8* Fellows 
Of Harvard College is amended per 800710 application Amend 
32 adds SO mC i of Cu-244 sealed sources for tiZtO defined in 
C0CPR30 4(gl 

LAHASrRApM A Licensing Management Branch 80/09/04 Ip 
10903 062 


106170097 Amend 34 to Mat 1 /Dgproduc t License 20-00297-53, Chang ing 
license name ^ addressfpor 821119 1 tr 

GLENN, J E Region 1. Office of Director 02/11/30 Ip 
10900 059 


0617009? Amend 33 to Matl /Ogproduc t License 20-0029/-33, Chang ing 
Items 6,7 S( 8, au th or i z ing use of listed matl ^ revising 
Condition 19 re possession & use of licensed matl, per 810710 
Itr 

# Division of Fuel Cgcle 6 Material Safetg 01/09/04, 2pp 
10900 060 


06I7DI52 Amend 3l to Ma 1 1 /Ogpr od uc t License 20-00P97-33, chang Ing 
Condition 20, author i t ing use of 15 mCl Nl-63 at research lab 
at Harvard rarest, per 7/1118 Itr 

NADEtl Radioisotopes Licensing Branch ipro 7903011 77/12/01 

Ip 18900 063 


3-6170133 Amend 30 to Mat J /Bgproduc t License 20-00297-33, chang Ing 
Condition 10 re use of licensed matl, per 770614 Itr 
3QViyER, J E Radioisotopes Licensing Branch (Pre 790501) 

77/06/30 Ip 10900 064 


>6170157 Amend 29 to Matl/By produc t License 20-00397-53, chan g 1 ng 
Condition iO re use of licensed matl, per 751107 Itr 
>AVIS,r C Division of Fuel Cycle !« Material Safety 75/13/22 
P 18908,065 


>6170160 Amend SB to Mat 1 /Byproduct License 20-00297-53. add Ing Cin-244 
)ated sources for Rt<D use, per 750110 application 
IAVI8, F C NRC No Detailed Affiliation Given 75/03/26 Ip 
8900 066 


— 6306170167 Amend 27 to Mat 1 /Bypraduc t License 20”00297-S3i c han g Ing 
license in entirety, per 740222 Itr & 740409 application 
Amend autho-rtzos use of any byproduct matl between Atomic 
Wu/nhers 3-83, tr 1 1 lum, Po-2iO, Th-22a, Am-24l 6 Cf-252 
QONVER, J E Atomic Energy Commission, Directorate of Licensing 
74/05/02 5pp 10908 067 


— 0306170170 Amend 26 to Ka t l/Ogproduct License 20-00297-53, c h ang i ng 
Condition 10 re use of byproduct matl, per 730907 Itr 
BQNV£n,JE Atomic Energy Commission. Directorate of Licensing 
73/03/13 Ip IB908 072 


--03O617O174 Amend 23 to Mat 1/By p roduc t Llcensa 30-00397-53, changing 
Subitems 7 F 6 9 F, author! i ing use of 5 6 mCi sealed 
sources (ORNL platinum foil 6 SRQ type ALC o-r SALO.per 
710427 Itr 

DDUVER, J E Atomic Energy Commission 71/05/21 ip 10900 073 


— 8306170176 Amend 24 to Ma t i /By produc t License 20-00297-33, add i ng 
Condition 23, author I z ing use of C-14 at Lynn Harbor, MA, per 
701022 Z' 1103 Itrs 

BQNYERp-J E Atomic Energy Commission 70/11/27 Ip 109OB 074 


—8306170165 Amend 33 to Mat I /Byprodue t License 20-00297-53, chan g 1 nfl 
Condition 20 re possession & uie of byproduct matl ^ adding 
Condition 22, author i I Ing burial of byproduct matl at Primate 
Cfcr in Southboro, MAj P er 69O50S Itr 

DOWYEn, J E Atomic Energy Commission 69/07/00 Ip 1B90B 075 


—8306170190 Amend 22 to Matl/Byproduc t License 20-00297-53, c hang 1 ng 
license in entlretyiper 690130 application Amend authoriies 
any byproduct matl between Atomic Numbers 3-63, tritium, 

Po-210, Th-22a,Am-24l fc Cf-252 far 88,0 

BOHYERrJE Atomic Energy Cammlsslon 69/03/24 6pp 1B90B 076 


—0306170194 Amend 21 to Me tl/Dy product License 20 - 000297 - 53 , c hang ing 
Subitem 8 F to read 55 9 vCl 

SOCHAMAN.C R Atomic Energy Commission 68/07/10 Ip. 

10908 082 


—8306170198 Amend 20 to Ma H/8yproduc t License 20-00297-53, add 1 ng Cf-252 
platinum foil for R6D,;{ier 600701 telegram 

DOUYER, J E Atomic Energy Commission 6S/07/O5 Ip IB90B 083 


•8006170203 Amend 19 to Mat l/By produc t License 20-00297-33, changing 
Condition 18, author i t ing disposal of licensed matl u/listsd 
exception l( revising Condition SO re pesseaslan 6 use of 
byproduct matl, pee 680506 t< 15 ltT< 

DOUYERpJ £ Atomic Energy Commission 60/06/27 2pp 10900 084 


—8306170208 Amend 17 to Mat 1 /Byprodue t License 20-00297-53, chan g I ng 
License in entirety, per 670223 application Amend authorizes 
any byproduct matl between Atomic Numbers 3-03 inclusive, 
trl tlum, Po-210. rh-2S0 6 Am-241 for R60 use 

BQWYER, J E Atomic Energy Commission 67/03/30 5pp 10908 0S6 


—0306170212 Amend 16 to Matl /Byproduct License 20-00297- 93i adding 
Condition 23 authorizing use of 1 mCl C-14 source at 
Youngstown Sheet & Tubs Co, Campbell Morks in Youngstown, OH, 
per 670216 Itr 

BQWVER, J e Atomic Energy Commission 67/03/03 Ip 10900 091 


— 8306170220 Amend 15 to Mat l/fly product License 20-00297-53, changing 
Condition 11 , au thori z ing use of byproduct matl at spsclflsd 
1 ocations, per 660606 Itr 

BOWYEfl, li E Atomic Energy Commission 66/07/11 Ip 16908 092 


—8306170225 Amend 14 to Matl /By product License 30-00297-53. changing 
Condition 21 E re transportation vehicle of licensed matl, 
per 660415 Itr 

BOWYER, J E Atomic Energy Commission 66/03/16 Ip 10908 093 


—8306170229 Aitiend 13 ta Mat 1 /Byprodue t License 20-00297-54, add Ing Ain-241 
fn any form for R&D, per 651130 Itr 

BUCHANANtCR Atomic Energy Commission 65/18/08 Ip. 

18908 094 


—0306170235 Amend 12 to Matl /Byprodue t License 20-00297-53, add ing 
Condition 22f author 1 1 ing use of i mCt C— 14 source at 
Pittsburgh Steel CoiMonessen Works in Monessen, PA, per 
651020 Itr 

POWVER’J E Atomic Energy Cbmftiiss ion 63/11/00 ip 18908 095 


— 0306170230 Amend 1 1 to Mat 1 /Byprodue t License 20-00297-53, chan g Ing 
license in entirety, per 650730 Itr Amend authorizes any 
byproduct mat) between Atomic Numbers 3-83 inclusive, 
tritium, P 0-310 ft Tb-fEa for RtcD 

BOWYER.J E Atomic Energy Commission 63/09/17 6pp, 18908 096 
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— a30il70242 Amend 10 to Mat 1 /Byj roduc t LicenSE 20-00397*- 93/ add i ng 
ConditJoA 24# a irfchor 1 1 ing use of 1 mCi C-l4 source at Jones 
Laughlin Steel CorpfSouth Works in Pi fctsburgh. PA« per A50709 
V 21 ItTS 

J 6^ Atamic £nerg</ Commission 65/07/2B Ip 10900 l02 


—830^170244 Ajnend 9 to Mat 1 /D v pro d uc t License 20-00297 -53i Chang 1 ng 
Condition I7r auth orl 1 1 ng disposal of licensed maftl unlisted 
Biception* per 630320 Itr 

flOWYERiJ B Atomic Energy Commission. 63/03/07 Ip 13908 103 


■B3O617O240 Amend B to Ma tl/By p rodoc t license 20-00297-53# chang ing 
sgmbol belou) license tiumber to C67' ex tending expiration date 
to 670331 Ic revising Item 9 A-9 O# per 630217 Itr ^ 
apg Ltcat 1 on 

BaWVERiJ E Atomic Enorgg Commission 65/03/31 Ip 10900 104 


— 8306170252 Amend 7 to Ma 1 1 /0gpr oduc t License 20-00297-53# chang ing 
Condition lli author i z ing use of byproduct matl at specified 
loca tiona.! per 650125 application & Itr 

8DWVER.J E Atomic Energy Commission 65/03/09 Ip 18900 105 


*9306170250 Amend 6 to Matl/Oyprnduct License 20-00297-33. changing 
Item B A re posseesion limit of byproduct matJrper 641106 
I tr 

BOHYERfJ e. Atomic Energy Commission 64/12/01 Ip 18900 106 


—8306170262 Amend S to Mat 1 /By produc t License 20-00397-53# ch a ng ing 
Condition 1 1# authari i i ng use of byproduct matl at specified 
1 ocatlonsi per 64i0l5 Itr 

0OWYER.J E Atomic Energy Commission 64/11/04 Ip 10908 107 


—8306170267 Amend 4 to Mat 1 /flyp roduc t License 20-00297-53# chan g ing 
Condition 21 re possession use of byproduct matl#peT 
640901 Itr 

BOUYER#J E Atomic Energy Commission 64/09/30 ip 18900 100 


-8306170269 A4i end 3 to Matl/Byproduc t i-iccnse 20- 00297** 53. adding 
Condition 23# author i i ing use of P-32 at Dpumlin Farm in 
LincoIniHA to study habitat selection of q.uRcn ants (< 
foraging patterns of uorter ants# per 640624 ^ 0003 1 trs 
BOUVEAiJ E# Atomic Energy Commission 64/08/25 Ip 18908 109 


**-8306170272 Amend 2 to Mat! /Dy praduc t License 20-00297-53. add ing 
Condition S3 re transpartat 1 an of byproduct mat|#per 640326# 

0611 fc 16 Itn 

SOUYERiJE Atomic Energy Commission 64/08/04 Ip 18908 110 


—0306170274 Amend 1 to Mat 1/Byproduc t License 20-00297-53. add Ing 
Cdndition 1 1. author i ling use of byproduct matl at spacified 
Ideations# Chang i ng Condition 17 re disposal of raduastes L 
deleting Conditions 18 2t 19#per 631108 Itr 

BOWYERrJ E Atomic Energy Commission 63/12/06 Ip 18909 111 


—8306170200 Matt/Byproduct License 20-00297-53 for President & Felloes 
Of Harvard Col lag#, author 1 1 ing any byproduct matl betiueen 
Atomic Numbers 3-63# Inclusive in any form for RVD 

HOWYER.J E Atomic Energy Commisiiion 63/06/19 3pp 16908 i 1«* 


*8306170204 Returns application for renetual of Mat I /Byproduct License 
20^00297-53 for signature 

SDUYERrJ E Atomic Energy Commission# Directorate of Licensing 
45606 74/04/02 SHAPIRO.J Harvard l/niv Ip 10908' 118 


—'8306170280 Acfi receipt of application for reneu-al of Ma 1 1 /Bypraduc t 
License 20*'00297~53 License will net expire until final 
action taken by AEC 

ROWYER# J E, Atomic Energy Commission. Directorate of Licensing 
74/03/21. JOHNSON I R U Harvard Unlv Ip 18908 119 


—8306170291 Forwards application for renewal of He t 1/Oyp roduc t License 
20-00297-53 for use of radioisotopes 

JOHNBOMiR 0 Harvard Univ 45606 74/02/22 BDWVEff# J E Atomic 

Energy Commission Ip 16908 120. 


— 8306170295 Apptieatian for renewal of Ha tl/fiyproduc t License 
20-00297-53# auth or 1 1 Ing individuals approved by rad io 1 sotope 
committee to use any byproduct matl between Atomic Numbers 
3-83# tritium. Pq-210. Ain-241, Th -228# C#-252 for Rt^D 
SHAPIRO. J Harvard Univ 45606 74/04/09 22pp 16906 121 


—8306170298 '*Regulat i one for Use of Radio isotopes at Harvard Univ 
Related info end. 

* Her vend Univ 45606 74/04/09 26pp 16908 143 


8306200035 fO! A renuest for blueprint! fc explanations of assorted power 
plants 

aPECTOR.B, Affiliation Unknown. 83/05/00 NRC - No Oatalled 

Afflllatlion Olven Ip 18919 319 


030620003’ Responds to FOIA request For bluepimLs F e x p 1 ana t i o-n i of 
assorted pouier plants Forwards documents desrribifig safety 4 
HRC licensing process foi reactors Drawings 6 design details 
available in listed LPDRs in Nx 

FELTCM. J M Division of Roles and Records 83/05/10 SPCCTOR H 
Affiliation Unknown 2pp 10919 320 


— 0506200040 WASH- 1230 

Cxcerp*^ from WA5H-1250- “Safety of Nuclear Power Roactori 
(Light Water-Cooled) C< Related Facilities " 

» NPC - No Detailed Affiliation Given 83/05/10 □9pp 
18719 322 


— 8306200041 "Reactor Licensing Process ' 

•* Office of Public Affairs OO/Jl/30 6pp 10919 361 


0306200273 FOIA request far records ie Dock Mart Inti. Inc 6 |)L H«ll 
TRUlTTfM O # DANA.J T Wilner, Cutler Pickorlng 01/04/13 
Office of Adnii n IS tratl on 3pp J0919 223 


8306200277 Responds to FOIA request for records te Rook Marl Intirlr# 
% DL Hall Forwards documents listed in app Documents ci I s o 
available ip PDR 

FELTON. J.M Division of Rules and Recoids 83/04/28 riiUITT (1. (J 
DANA.J T tJllner, Cutler 4- Pickering ?pp 10919 226 


— 8306200200 Otscusses corporate structure fj sves provided by Dcnil llArl 
Intli fnc Related Ipfo end 

HALL# D L Book Mart Ittternai lona 1 . Inc 83/04/28 NRC Nn 

Detailed Affiliation Given 9pp 18919 228 


— 6306200202 Ack NRC interest in Dool Mart Inti# Inc Brochures b 
newsletter end 

HALL# D L Book Mart Internat lona 1 . Inc 03/04/20 NRC Nf> 
Detailed Affiliation Given 4pp 10919 237 


—6306200204 Requests execution of blanket purchase order w/llupli Mam 
I titl# Inc for scientific texts % medical books 
HAfilLTaN. M # DEVINE# D NRC - No Detailed Affiliation Oivsn 
60/09/01 Ip 18919 241 


— 6306200206 Requests availability of funds for library book 
acquisitions from Qook Mart Inti# Inc Related info one I 
MURPHV. L G Admini s trat 1 ve Contracts tlranch 80/10/30 

COOPER, L P Administrative Contracts Branch 16pp 10919 24 J 


•*-8306200287 Requests cancelation of Blanket Purchase Agrpomoiit 
DR-61-0161 w/Book Mart Inti Company apparently out of 
business Delated Info end 

DEVINE# R C NRC *• No Detailed Al filiation Given 01/04/20 'ipp 
18919 258 


— 83062002BO Discusses corporate structuie 4* sves pru/ided by Qqnk riari 
Inti# Inc Related info end 

HALL.D L Dooii Mart International. Inc 63/04/20 NRC No 
Detailed AffilJatlon Olven 9pp 10919 220 


— 0306200262 Ack NRC interest in Book Mart Inti. Inc Brochures b 
newsletter end 

hall, D L Hook Mart International # fnc 03/04/20 NRC Nq 
Detailed Affiliation Given 4pp 10919 237 


— 8306200264 Requests execution of blanket purchase order w/Rook Mert 
Inti. Ini for scientific texts & medical books 
HAMILTQN.M # DEVINE, B NRC - No Detailed Affiliation Given 
60/09/01 tp I 07 19 241 


—8306200266 Requests availability of funds for library book 
acquisitions from Book Mart Inti# Inc Related info enc I 
MURPHY# L O Administrative Contracts Branch 00/10/30 

COOPER. L P Administrative Contracts Branch 16pp 18919 24J 


—8306200287 Requests cancelation of Blanket Purchase Agreement 
DR-61-0101 u/Book Mart Inti Company apparently out nf 
business Related info end 

DEVINE.R £ NRC - No Detailed Affiliation Given 81/04/20 5pp 
189 19 25D 


6306200291 Informs that response to Scacoast Anti-Pol 1 ut i on League 
630320 FOIA request has not been received Statute requires 
response within 10 working days Prompt attention 
appreciated 

0ACKU8«R A Bacirus# Shea V Meyer 03/05/06 Division of RuUi 
and Records Ip 10920 027 


—6306200293 FOIA request on behalf of Seacoast Anti-Pollution Le4gu«* 
C Speth Itr to Commissioner Ahearne on or about 000320 
concerning NRC treatment ef Class 9 accidents m EI0 
pACKUa, R A Dackus# Shea ?i Meyer 03/03/28 Division of Ruin 
and Records Spp 18920 020 
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92062^30595 FOIA 
JOHNStOM* ^ H 
4nd Riecords 


roqusfit for eight categories of documents re facilitig 
Affiliation Unknotijn 83/04/11 Division of Rules 

Sap 10920 222 24 X Fiche 50^341 » 03/04/ 1 1 . 0306200295 


8306200396 Partial response to FOIA request for Itr from O Speth to 
Coflirtiiss ioner Ahearne on or about 0OO35'O concerning NRC 
troakiiient of Clas^ 9 accidents in FIS Forwards documents 
listed in app Review continuing 

FFLlONi'J Division of Rules and Records 03/09/16 QACKUSi R A 

Bactusi Shea ^ Meyer 2pp IQ920 031 


0306210320 Responds bo FOIA request for all documents re proposals it 
revs to proposals submitted under RFP RS-SEC V^B2- 473 
Forwards nonpropr (etary version of technical proposal it 
certain RFP pages 

FELT0N>J M Division of Rules and Records 83/04/07 SHARP< 1 H 
Aldersan Reporting Ip 10921 302 


— 8306210323 Nonpropn etar y version of Proposal RB-SECV''02”473 j 
"S tenographic Reporting Sve s '* 

« Interstate Court Reporters^ Inc 83/04/07 22pp 18921 303 


9306200299 Partial response to FQIA i equest for eight categories of 
documents re facility Copies of listed documents will be 
provided IJLIREO available from NTIS 

pgLTQW-' J ^ Division of Rules and Recoids 83/05/06 JOUhTSTONi M (1 
/Iffijialion Unknown Ip 10920 224 24X Fiche 30-341,03/05/06, 

630620029 9 


8306200«134 Responds to FDIA request for NRC Investigation Rept l'-B3'-003 
re facilities Rept withheld (ref FQIA Fxemptiqns 5 fy 7) 

FELTON'^ 11 Division of Rules and Records 03/05/02 KILCOYNE, J J 
hllcoyne. JO Ip 10920 017 24/ Fiche 90-209. 83/05/02» 

8306200434 


6306200430 FOIA request for NRC Invest i gat 1 on Rept 1-03-003 re 
farilf ties 

KILCOYN?'-/ 'Z Kilcoyne. J J 83/03/20 FELTON, J Division of 
Rules and Records Ip 18920 010 24X Fiche 90 239,83/03/28. 

8306200430 


0306210289 Responds to FOIA request for documents re NRC current, 
potential or future use of line of business data published 
by Federal Trade Commission No records suhj to request 
ava liable 

FELTOW^J II Division of Rules and Records 83/04/09 DtLEK,N L 
Paul. Weiss. Hlfklnd. Wharton ?. Garrison Ip 18929 326 


B306210293 FOIA request for documents re NRC curi ent, potent ia 1 or 
future use of line of business data published by Federal 
trade Commission 

BILEK.H t. Paul. Weiss. Rifkind, Wharton 6 Garrisori 63/03/29 
Office of Admin i s trat ion 2pp 10929 327 


8306210297 FOIA reqOest for part numbei 6 pricing on recent order 
awarded to Federal Sales Sve For 67 HtUKC work stations 
iiEATM. R C Data Stor. Inc 03/03/21 MCNULTY. A Division of 
Contracts Ip 10925 323 


8306210300 Responds to FOIA request for part number 6 pricing on 
recent order awarded to Federal Sales Sve for 67 HFLKO work 
stations Forwards NRC Purchase Order DR-03-0727 

FELTON' <J N Division of Rules and Records 03/04/11 HEATH, R C 
Data Stor. Inc Ip 10925 324 


—8306210326 So 1 i cl ta t ion« o f f er ^ award of '‘Stenographies Reporting 
Sves." to Interstate Court R e por t e rs* I nc 

JACKSON. D M Interstate Court Reporters, Inc 02/08/06 5pp, 
16921 329 


6306210322 FOIA request for final rept on probability & consequences 
of highway 6 rail haiardoui ma t I accidents published Dec 
1902 

RESNiKOFFiH Council on Economic Priori ties 03/02/21 Oivtslon 

of Rules and Records Ip 10923 OOl 


0306210327 Responds to 830221 FQIA request for final repti “Definition 
op Ooundlng Physical Test Aepre sentat i ve of Transport 
Accidents - Rail 6 Truck. •' U 030406 appeal re NBC lack of 
response to initial request Forwards requested rept 
FELTON. J M Division of Rules and Records 03/04/22 RESNIKOFF. M 
Council on Economic Priorities tp 18923 002 


— 0306210333 Draft Vol 1 to “Final Rept on Severe Rail 6 Truck Accldints 
Toward OeFinitlon of Bounding Environs for Transportat ion 
Packages " 

* Ridihalgh. Eggers it Associates NRC-04-'a0<>lS2 02/12/31 

NRC - No Detailed Affiliation Given 250pp 18923 0D4 


—0306210336 PLO-Oa07 DRFT 

Draft "Analysis of Severe Transportation Accident Environ 
Frequencies ■’ 

aiU^N □ . GARRICK. 0 J Pickard, Lowe & Garrlckr Inc 01/09/30 
aipp 10923 200 


— 0306210332 Draft Vol I to “Final Rept on Severe Rail 6 Truck Accidents 
Toward Definition of Bounding Environs for Transpor tat Ion 
Packages “ 

# Ridlhalgh, Eggers 6 Associates NRC~04-a0-l82 02/12/31 

NBC « No Data Hod Affiliation Given 2S0pp 10923 004 


—0306210336 PLO-0307 DRFT 

Draft "Analysis of Severe Transporta tlon Accident Environ 
Frequencies ♦’ 

SIU.N 0 I OARBICK, 0 -J Pickard. Lowe 6 Oarrlck. Inc 81/09/30 
01 pp 1B923 200 


--03O621O3O3 Purchase Order DR-03-0727 awarded to Federal Sales Bve for 
67 MELKQ work stations 

REBE^LQ, J E Administrative Contracts Branch 03/02/29 Ip 
10929 323 


8306210330 Appeals NRC lack pf response to 6 denial of FQIA request for 
final rept. "Definition of Doundlng Physical Test 
Representative of Transport Accidents - Rail Truck " 

RESNfKOFF, M Council on Economic Priorities 03/04/06 Office of 
the Eiecutlve Director for Operations tp 10923 003 


9306210306 Partial response to FOIA request for NRC records re security 
violations 6 safeguards events at nuclear facilities Repts 
Listed OTi App A available In PDR Search foi addl documents 
suhj to Tequest continuing 

FELTON, / M Division of Rules and Records 03/05/16 GOLDENOERO. 0 
Scr ipf s-Houard Newspapers 2pp 10923 196 24X 

Fiche 90-000,03/09/16,0306210306 


0306210312 Res 
activities o 
NKC ha« no il 
for direct r 
FELTON, J M 
Underh ill Ra 


0306210311 FOI 
ccnflnes of 
HARVEV.P W 
Admlnli trat 1 


83062103(4 FOIA request for NRC records re security violations ft 
safeguards events at nuclear facilities 

OOLDENliFROi 0 8c r 1 pp s-Moward Newspapers 83/04/22 FELTON. J H 

Office of Administration 2pp 18923 i90 24X 

Fiche 50 000,03/04/22.0306210314 


ponds to FOIA request for info re NRC involvement in 
ccurring at US Army Matl Command firing range 
Ocuments SUbj to request Request referred to ODD 
esp onse 

Division of Rules and Records 03/09/16 HARVEV.P W 
nge Committee Ip 10922 338 

A request for info re NRC Involvemont w/actlviti«s within 
Ua Mat! Command firing range 
Under'hill Range Committee 03/04/27 Office of 
on ip 18922 399 


830621031Q FOIA request for all documents re proposals 1< revs to 
propoidls submitted under RFP ns-SECY-02-473 

SHARP. ( H Aldorson Reporting 03/03/21 FELTON, JM Division 
Rules and Records ip 18921 301 


of 


0306210340 Responds to FOIA request 
nuclear facilities licensed by NRC 
"Summary Info Rept ” W/o end 
FELTON. J M Dlvlflon of Rules and 
Overseas Packing. Inc Lp IB92I 


for names 
Forwards 

Records 

330 


locations of various 
NURE 0-007 1 , 

03/04/00 THOMAS. D M 


0306310342 FDIA request for names ffr locations of various nuclear 
facilities licensed by NRC 

THOMASiDM Overseas Packing, Inc 03/03/19 NRC - No Detailed 
Affiliation Given Ip 18921.331 


0306330005 Addl response to FOIA request for all drafts. insp evaluation 
repts V comments on J Keppler 820719 rept re special safety 
Insp during May^Jul 1982 of activities at Unit 1 Forwards 
documents Listed in App B.Addl records under review 
FELTON. J M Division of Rule* and Records 83/03/29 GARDE. B 
Government Accountability Froiect 3pp 10933 OOl 24X 
Fiche 30*373. 03/03/29, 0306230003 


— 0306230012 Insp Evaluation Rapt 02-35 re allegations of drilling L 
const deflctences at site Concerns resolved effectively 
by licensee ft NRC Related draft Info encl 

» NRC - No Detailed Affiliation Given RP 1S06 03/03/23 

265PP 10932 004. 24X Fiche 30-373.03/03/23.8306230005 


— 0306236015 Evaluation Rept on Atty G«n«ral of IL allegations re 
drilling ft const deficiencies at site Allegations u/o msrlt 
e Structural Engineering Dranch 03/03/29 4pp 19992 269 24X 

Fiche 50-373. 03/03/23, 8306230003. 
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“-aSO^aaOCIl? Summary 620611 ngt meeting at site re ongoing 
inveitlgation of Atty General of IL allegations concerning 
drilling const problems 

DAVlSiA D Region 3» Office of Director B2/06/17 Region 3* 

Office of Director 3pp IB933 280 24X Ficfie 50-373,03/03/25. 

83062GD005 


—0306230022 Di»tu*»es readiness of facility to receive OL^per request 
Initial recommendation c>r Issuance of DU withdrawn pending 
further guantl f Icat 1 on & c lari f I cation of const DC issues 
Insp evaluation related info enci 

REIMANN»F W Region 3. Office of Director 62/06/28 

JACK I W. I N , WALKEfl.R D Region 3, Office of Director 74pp 

18952303 SAX Flcha 50-373.83/03/25-3306230005 

— B30623002A "Aseassment of Effects of Nlcted Reinforcing Steal/" 
technical rept evaluation 

CHANiS P Systematic Evaluation Program Branch 02/06/13 4pp 
18952 337 


—6306230020 Forwards trip rept of 820623-26 visit to Region 1 11 6 
site re fontalnerent bolt installation problem Engineering 
if iscuf tlon/ recommenda tlan> & eiam conclusion Included 
HQODi A C SPS Technologies 02/06/28 JACKIN/ I N MRC - No 
Detailed Affiliation Olven I6pp IB9S2 361 24X 

FI Che 30-'373/ 83/03/23/ 0306230003 


—6306230031 Comments on agenda items for 020623 site meeting re 
technical aspects □# torque wrench callbr Motor operator/ 
yoia connection tightness chect/ torque wrench callbr 
accuracy 6 eipansion anchur installation discussed 
fiODASAUOH/E C E C Rodabaugfi Associates/ Inc 82/06/26 
T6RA0/Q Mechanical Engineering Branch 6pp LB953,013 24X 

Flche 30-373, 03/03/25/8306230005 


—0306230037 Forwards OA Manual 18-1 2 audit rept Plant const 
latlifac tory 

REED/C Commonwealth Edison Co 82/07/00 KEPPUER/ J 0 Region 
3, Office of Director Ip IB953 021 24X Fiche 50-373,03/03/25/ 

6306230005 


—9306230039 OA Manual 10-1 2 audit rept Related correspondence end 
HANBINO/K J Commonwealth Edison Co 01/08/04 60pp 109S3 022 
24 X Flche 50-373/03/03/25.0306230005 


—0306230043 Discusses 820630,0707 i> OB telcons re investigations of 
allegations concerning facilities Allegations not properly 
investigated Ia could result In "whitewash", 

CUMMIN08/ J J Office at Inspector «c Auditor 02/07/15 DIRCK9/ W 
Office of the Executive Director for Operations 2pp 18953 093 
24X Fiche 50-373/83/03/25.8306230003 


—8306230051 Dltcutset changes in Stfction H of Util rept resulting from 
consultant concerns re bolting issue Rept revised to reflect 
verification of procadores <S« data 

NORELIUS/C E Division of Engineering 82/07/19 JOBLONSKI/F j 
KNICEUEY. J / RElMANMi F Region 3/ Office of Diractor 3pp 
18953085 24X Fiche 50-373.83/03/25/8306230005 


—8306230056 Discusses results of Insp of allegations considered to have 
potential effect on facility operation No reason evident to 
limit power operation at facility 

KEPPtER/J. 0 Region 3i Office of Director 02/07/19 DENTON/ H H 
Office of Nuclear Reactor Regulation/ Director Ip 10953 080 
24X Fiche 50-373/ 03/O3/25i 03O623OOD5 


■830623006i Discusses concurrence w/Sectien X of lE Insp Repta 
50-373/02-35 & 50-374/02-06 re allegation that Morrison Co 
torque wrench callbr records falsified Audit not 
sufflcltntlg contprehens Ive t« draw meaningful conclusions 
RElKANNrF N Region 3i Office of Director 82/07/21. Region 3/ 
Office of Director ip 18953 0B9 24X Flche 50-373.83/03/25. 

8306230005, 


— 0306230065 Summarises 620811 meeting w/N Jacklu/R Lipinskl & 
rapresintatlves of public Interest groups re affidavits 
submitted by bricklaytrs subsequent to completion of Initial 
special insp of facility Insp avaluatlon r»pts end 
NOREUIl/aiC E Region 3. Office of Director 82/08/10 Region 
3/ Office pf Director 15pp 10933 090 24X 

F 1 c h # 50-373. 83/03/25^ 830623000 5 


8306230006 FQIA request for 26 admlni stra t ion tort claims for damage 
filed w/NRC by residents of Cenoniburgr FA area 

HONTANOEr C. H. Covl ng ton &( 0ur 1 Ing B3/04/S9 FECTON. J. Otvtsion 

of Rules and Records, 2pp 18982*27? 


6306230009 Responde to FOIA request far 20 admin 1 sirat Ive tort claims 
for damage filed u/NRG by residents of Canonsburg/ FA area 
Feruards requested claims V physician affidavit Dacumante 
also available in FDR 

FELTONiJ M Division of Rules and Records 63/05/06 HONTANOE. C H 
Covington !« Burling ip. 18902 2Ql 


— 83062300J6 Claim for damage, injury or death as result qf rallaticn 
emanating from Canonsburg Industrial Park site causing loti 
of real property w/ improvements JW Oofman affidavit cnc 1 
AMOROSF. M L Affiliation Unknown 03/02/20 3pp 1B902 283 


--6306230018 Claim for damage, i n jury or death as result of railialldrt 
emarhal: I ng from Canonsburg Industrial Park site causing lois 
of real property w/lmprovementa JM Oofman affidavit enc I 
AMOROSE.A A Affiliation Unknown 03/02/20 3pp 10982 2D4 


— 8306230020 Claim for damage, injury or death as result of radiation 
emanating from Canonsburg Industrial Park site causing loss 
of real property ui/ Improvement 3 Jk) Oofman affidavit end 
BADIA/A Affiliation Unknown 83/03/14 3pp 19982207 


— 0306230025 Claim for damage, injury or death as result of radiation 
emanating from Canonsburg Industrial Park sito causing loss 
of real property w/ improvofoents JW Oofman affidavit end, 

SADIA, A Affiliation Unknown 83/03/14 3pp 109B2 289 


--930623003S Claim for damage, i n jury or death as result of radiallan 
omanatiog from Canonsburg Industrial Park site causing loss 
of real property w/improvements JW Oofman affidavit enc I 
BROWN, E Affiliation Unknown 83/02/21 3pp 10982 291 


— 0306230036 Claim for damage, injury or death as result of radlatlcn 
emanating from Canonsburg Industrial Park site causing ion 
of real property u/improvamen ts JW Oofman affidavit end 
drown, S W Affiliation Unknown B3/02/2I 3pp 10902 29'4. 


— 8306230042 Claim for damage, injury or death as result of rsdlatlflfi 
emanating From Canonsburg Industrial Park site causing Ion 
of real property u/improvements JW Oofman affidavit encl 
DAVIS.HH Affiliation Unknown 03/02/22 3pp 10982 397 


— 0306230053 Claim for damage, i n jury or death as result of radlailop 
emanating from Canonsburg Industtial Park site causing loll 
of real property u/lmprovements JW Oofman affidavit end 
DAVIS, U K Affiliation Unknown 03/02/22 3pp 10982 300 


— 8306230050 Claim for damage, injury or death as result of rall^ilan 
einana.t|ng from Canonsburg Industrial Park site causing loii 
of real property w/lmprovements JW Oofman affidavit end 
DELOSr. J Affi I latlon Unknown 83/02/21 3pp 10902 303 


— 0306230060 Claim for damage, injury or death as result of radiation 
emanating from Canonsburg Industrial Park site causing lots 
of real property tu/ improvements JW Oofman affidavit end 
DCLOST,T Affiliation Unknown B3/02/2i 3pp 19902 306 


--8306230063 Claim for damage, injury or death as result of radiation 
emanating from Canonsburg Industrial Park site causing lots 
of real property (U/improvefflants JW Oofman affidavit end 
DUNN. D C Affiliation Unknown 03/02/21 Spp 18982 309 


— B306230064 Claim for damage, injury or death as lesult of radUtien 
• maiiating from Canonsburg Industrial Park site causing lots 
of real property uJ/lmprovements JW Oofman affidavit encl 
DUNN, DC Affiliation Unknown 83/02/23 Spp 10902 312 


—0306230066 Claim for damage. Injury or death as result of radlallen 
emanating from Can-onsburg Industrial Park site causing loss 
of real property u/improvements JW Oofman affidavit end 
DUNN, K Aff 1 1 iation Unknown 03/02/20 3pp 19982 315 


“B306230067 Claim for damage, injury or death as result of rsrfUllen 
emanating from Canonsburg Industilal Park site causing lost 
of real property (j/lmprovoments JW Oofman affidavit encl 
DUNNiH E Aff 11 iatlon Unknown 83/02/21 Spp 18992 318 


— 030623006^ Claim for damage, injury or death as result of radiation 
emanating from Canonsburg Industrial Park site causing loii 
of real property w/lmprovements JW Oofman affidavit encl 
DUNN.R W Aff 11 latlon Unknown 83/02/20 3pp 19982 021 


— 0306230071 Claim for damage, injury or death as result of radiation 
emanating from Canonsburg Industrial Park site causing lost 
of real property ui/improvements JW Oofman affidavit end 
DUNNiW J Affiliation Unknown 83/02/23 3pp 18902:324 


— 8306230072 Claim for damage, injury or death as result of radi«tl«n. 
emanating fro/n Canonsburg Industrial Park site causing loss 
□f real property w/improvcments JW Oofman affidavit encl. 
HERRON. M N Affiliation Unknown 83/02/22 3pp 10902 327 


— 6306230076 Claim for damage, injury or death as result of radJalior' 
emanating from Canunibwrg Industrial Park site causing lost 
of real property w/improvementt JW Oofman affidavit encl 
MAtARDie.P J AfflUatlon Unknown 03/02/21 3pp 18982 330 
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'—83062300/7 for da/ndge# Injtrrg or death as result of radiation 

effanatlng fron Cenonsburg industrial Pork site causing loss 
0 # real property w/ Improvements JW Gofman affidavit ancl 
MARTON. E J Affiliation Unknouin 83/02/26 3pp 189B2 333 


— 030623007® Claim for damage, i n jury or death as result of radiation 
emanating from Canonsburg Industiial Park site causing lots 
of real property ui/ improvements Ji«l Oofman affidavit end 
MARTON* J Affi I lotion Unknown 03/02/ J 6 3pp 1S?B2 336 


-'-Q 30623 00 BO Claim for damage> i n jury or death as result of radiation 
emanating from Canansburg Industrial Park site causing loss 
of real property u/ improvements JM Gofman affidavit end 
PRQUITT, D M Affiliation Unknown 83/02/22 3pp 18782 337 


— 0306230084 Claim for damage* injury or death as result of radiation 
emanating from Canonsburg Industrial Park site causing loss 
of real property u/improvements JM Gofman affidavit end 
SPINQSA. E Affiliation Unknown 83/02/28 3pp 18902 342 


>--e306230089 Claim for damage, in jury or death as result of radiation 
ematifting from Canonsburg Industrial Park site causing loss 
of real property w/improvements JU Gofman affidavit end 
fiPIMOSA. I Affiliation Unknown 83/02/28 3pp 10782 343 


— 8306330071 Claim for damage* injury or death as result of radiation 
emanating from Canonsburg Industrial Park site causing lost 
of raak property w/improvements Ji4 Gofman affidavit end 
TOMECSKa.fl Affiliation Unknown 83/02/23 3p p 18982 340 


--&306230074 Claim for damage, injury or death as result of radiation 
emanating from Canonsburg Industrial Park site causing loss 
of real property u/lmprovements JW Gofman affidavit end 
TOHECaKO.P Affiliation Unknown 83/02/23 3pp 18902 351 


'’'8306230076 Claim for damage, injury or death as result of radiation 
emanating from Canonsburg Industrial Park site causing loss 
Qf real property w/improvemenls JW Gofman affidavit end 
V^AOKER.G H Affiliation Unknown 83/02/21 3pp 18982 354 


-'8306230105 Claim for damage* injury or death as result of radiation 
emanating from Canonsburg Industrial Park site causing toss 
of real property w/improvements JW Gofman affidavit end 
l^AONCR.RM Affiliation Unknown 83/02/21 3pp 10902 357 


— B30623010-9 Claim for damagoi injury or death as result of radiation 
emanating from Canonsburg Industrial Park site causing loss 
of real property w/improvements JW Gofman affidavit end 
WtNSECK,a Affiliation Unknown 83/02/22 3pp 10782 360 


0306230123 FOIA request for five categories of documents re spent fuel 
at facilities 

AUDtlh t. APflliatiPn Unknown 03/03/05 Office of 
Adailnlstration 3pp 10982 045 24X Plcho 50-014.03/03/09. 

83062301 S3 


B3062301S7 Responds to FOIA request fot five categories of documents r# 
spent foe) at facilities App A 8 documents respond to 
Items 1*2,4 it 5 Forwards App I) Documents 1 & 5-11 No 
documents located for Item 3 

FELT0N*J M Division of Rules and Records 83/04/13 AUDINjL 
Affiliation Unknown 3pp 18782 047 24X Ftche 50-014.03/04/13, 

0306230129 


--0306230137 Part 21 rept re employee receiving dose of 30 710 rems to 
right hand on 800720 while removing particulate cartridge 
from water filter subsequent to cask flushing operation 
TOVi H L Battelle Memorial Institute, Pacific Northwest 
Lab-oiatory 80/08/17 KEPPLER. J 0 Region 3, Chicago* Office of 
the Director 4pp. 10702 060 


--G306230139 Forwards data sheet for Part 21 Rapt 80-256-000 re defect In 
spent fuel cask unloading procodures, per TliiOa/SiRev 1) 

FISHER* N t. Region 3* Chicago* Office of the Director, 00/10/21 
IflGOlNOOTHAHr t Region 3, Chicago. Fuel Facility tc Materials 
Safety Oranch Ip 16782 066 


— 0306230144 Forwards data sheet for Part 21 Rept 00-256-000 fa defect In 
spent fuel unloading procedures Completed data sheet should 
be returned by 801001 Comments on Part 21 rept end 
KIGOlNBOTHAMi L Region 3* Chicago. Fuel Facility & Materials 
Bafety Branch 80/08/27, DAVIS. A 11 Region 3, Chicago* Fuel 
Facility l< Materials Safety Oranch 4pp 16782 067 


— &306230149 Forwards request for addl info re IE Insp Rapts 70-0000/ 
82'-02* 30-05728/00-02 it 50-006/00-01 concerning problems 
u/NfB-4 <NAC<-1£> cask, per 810226 telcon 

CARLSON* R T Region 1. Ph i ladelph ia. Office of the Diractor 
61/02/27 FIBCHERjW L Region 3. Chicago. Office of the Director, 
4pf 18702 071 24X Flche 50-006.03/04/13.0306230127. 


— 0306230153 Forwards addl info re IE Insp Rept 70-0008/80-02 r* overflow 
through vent tub 1 ng,, smears of floor surfaces it. radiation 
levels w/portable Instrument 6 removal of fuel assembly 
FISCHER, W L Technical Inspection Branch 81/03/29 CARLBON* R T 
Director's Office. Office of Inspection and Enforcement. 5pp 
16982 075 


— 8306230137 Foruards AN! complaint against BKI * Northeast Utils 8vc Co 6 
Connecticut Yankee Atomic Power Co re damage to shipping 
cask due to contaminat ion during spent fuel shipment 
SALTZMANi J Assistant Director for State 4c Licensee Relations 
02/03/04 CUNNINGHAM, G Office of the Executive Legal Director 
Ip 107B2 086 


"0306230161 Discusses Nuclear Assurance Oorp suit against Connecticut 
Yankee Atomic Power Co*Northeast Utils Svc Co 4. DMI ra 
damage to shipping cask due to contamination during spent 
fuel shipment 

HARWARD. J E American Nuclear insurers 82/02/10 8ALTZMAN* J 
Assistant Director for State it Licensee Relations 2pp. 

16782 087 


— 0306230166 Compliant against BMI, Conner 1 1 cut Yankee Atomic Power Co ^ 
Northeast Utils Svc Co re damage to shipping cask due to 
contamination during spent fuel shipment 

CRPFT.T L » ANDER60N. A 8 Nuclear Assurance Corp CROFT. T L 
Afflltation Unknown C82-53 A 62/01/19 Unknown Affiliation 
20pp 10902 007 


93 06240003 FDtA request for all NRC draft U final comments or memoi'anda 
re doe proposed general guidelines for r ec omntenda tl on of 
fltfs for nuclear waste repositories C4aFR9670)- 

TOUSUEY. 0 R Harmon S* Uelss 83/04/05 FELTON, J M Division of 
Rules and Records ip 18934 050 


OJ06240007 Responds to FOIA request for all NRfi draft b final comments 
or memoranda on DOE proposed general guidelines for 
recommendation of sites for nuclear west* repositories 
<4BFR9670) Forwardi documents listed (n App A. 

FELTON. J H Division of Rules and Records 03/04/25 TOUBLEV.P R 
Harmon 6 Weiss 3pp, 18784 051 


"0306240011 Forwards DOE draft "Nuclear Waste Policy Act of 1982. 
Proposed Oeneral Guidelines for Recommendation of Sites for 
Nuclear Waste Repositories *’ Technical review initiated to 
provide basts for NRC concurrence/nonconcurrenca 

BELL.M J High Level Waste Licensing Management Oranch 03/01/27 
KERR.G W Office of State Programs. Director, 66pp 10904 054 


"0306240016 Forwards proposed DDE Regulation 10CFR960. "Proposed General 
Ouldollnes for Recommendation of Sites for Nuclear Waste 
Repoiltorlesi '* 6 briefing package Gamments requested by 
030222 W/o tnclt 

BELU.M J High Level Waste Licensing Management Branch 83/08/14 
CDI1ELLA,P,A Division Of Health*, Siting tt Waste Management Spp 
18984 120 


’"0306240020 Forwards briefing re proposed DDE Regulation 10CFR960. 
"Proposed General Guidelines for Recommendation of Sites for 
Nuclear Waste Repositories DOE requests concurrence w/ 
guidelines by 830603 Comments required by 030222 

BELL, M J High Level Waste Licensing Management Branch 03/08/14 
BUNTINGjJ o Licensing Process 4* Integration Branch i6pp 
18784 122 


— 0306240024 Forwards draft DOE Regulation tOCFR96G. "Proposed Oeneral 
Guidelines for Recommendation of Bites for Nuclear Waste 
Repositories " W/a end State Working Group on High Level 
Radwaste Mgt rtcommenifatl ons to DOE end 

BELL,H j High Level West* Licensing Management Branch. 03/08/14 
MILLER. HO High Level Waste Technical Development Branch. iGpp 
18994 138 


— 0306240028 Forwards general comments re proposed DOE Regulation 
10CFR960. *'PropQsed Oeneral Guidelines for Recommendation of 
Sites for Nuclear Waste Repositories." per 830214 memo 
MILLERiH j High Level Waste Technical Development Branch. 

03/02/24 BELL, M J High Level Waste Licensing Management Branch. 
4pp 10904' 150 


— 8306240036 Bummer y of 830209 meeting w/Natl Governors Assoc Btate 
Wdrktng Group re DOE proposed guldelinet for siting of high 
level waste repositories Guidelines technically deficient. 
MACDOUOALLi R , D Licensing Process it integration Branch, 83/-03/02, 
BUNTING, J.0 Licensing Process Intfgratlon Branch 5pp 
18984. 154 


— 930624003? Comments on DOE draft siting guidelines re nomination of 
sites for site character 1 ta tion Pending legal detetmlnatlonr 
guidelines do not fulfill requirements of Nuclear Waste 
Pdllcy Act, W/etateif evicts, 

BUNTING, JO Licensing Process 6 Integration Branch, 03/03/03 
BELL.M J. High Level Waste Licensing Management Branch. lOpp 
18794- 159 
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—83062*10043 Trip rept of B30304 visit to Chtcajjo. IL for DOE public 
htarlng on proposed general guideline'* for siting- high level 
repository List of speakers L statements of 
chairperson OOE representative end 

A EHPEt DTi N R High Level Uiaste Licensing Management firanch 

S3/03/II DOYLE j R R High Level Waste Licensing Managenent 
Sranch iSpp 18984 169 


-'8306240047 Submits addl proposed guidelines to be added to DOE draft 
fits selactlon guidelines ui/emphasls on disqualifying 
factors, per 830309 telcoti Backup point paper for discussion 
enc 1 

BUMTINOpJ 0 Licensing Process & integration Branch 03/03/15 
BELLiM J High Level Waste Licensing Managentent Branch 5pp 
lB9a4 184 


—8306240051 Commsnts on DDE proposed general guidelines for 
recommend at ion of sites for nuclear uaste repos 1 tor i es, per 
830214 memo Oi/ldellnes generally acceptable Specific 
comments end 

COMELLA. P A pivifion of Healthi Siting & Waste Management 
03/03/15 BELL.M ^ High Level Waste Licensing Management Dranch 
4pp 18904 109 


— 8306240053 Discus see revieu of tectonic environ technical guidelines in 
draft DOE proposed general guidelines for recommendation of 
litas for nuclear uaste repositories Guidelines uiould be 
difficult to apptg rigorously In licensing action 
SCHMITT. T J Earth Sciences Branch 03/03/ 1 1 COMELLAiP 
Division of Healths Biting tU Waite Management 2pp 18904 193 


— 8306240084 Summariiei DOE 830310 public hearing on proposed general 
guidelines for siting high level uiaste reposltorv in 
Washington, DC Draft briefing 6 prepared statements enc I 
fFLUMiC 0. High Level Waste Licensing hsnagement Branch 
83/03/16 BOYLEi R R. High Level Waste Licensing Management 
Srench IBpp 18984 199 


--•8306240094 Trip rept of 830307 visit to Neu Orleans, LA for DOE public 
hearing on proposed general guidelines for siting high level 
uaste repositories Prepared statements end 
PFLi/H, C 0 High Level Waste Licensing Management Branch 
83/03/23 BOYLEiR R, High Level Waste Licensing Management 
Branch I9pp 18984 1^29 


“‘•8306240096 Forwards ''Comments on Proposed General Quid# lines for 
Recoeunendatlan of Bltae for Nuclear Waste Rcposltoriei per 
Nuclear Weite Policy Act of 1982 before DOE» " presented on 
830321 

SAMPgONili R Yakima Indian Kat ion 83/03/24 MlLUERrH^f High 
Level Waste Technical Development Branch ip 18984 244 


“-8306240101 ''Comments on Proposed General Ouldelines for Recommendation 
of Bites for Nuclear Waste Repositories per Nuclear Waste 
Policy Act of 19B2 before OOE " 

SAMPSON. H Vakima Indian Nation 83/03/21 llpp 10984 245 


—8306240106 Trip repb of 030321 visit to Seattle, WA for DOE public 
hearing on proposed general guidelines f-or siting high level 
waste Tcposl tory. Lilt of scheduled speakers en< I 
REHI^LDTiW R High Level Waste Llcetislng Management Branch 
83/03/30 BOYLE, R R High Level Waste Licensing Management 
Branch 6pp 10984*296 


— 8306240109 Forwards AGRS Waste Mgt Subcommittee 830318 comments on DOE 
proposed guidelines for recommendation of sites fop nuclear 
waste repoftltorits ilOcrR960) & 8 Philbrick 830316 co-mments 
on NftC proposed rule 10CFR60 

TANO, R C ACR8 “ Advisory Committee oa Reactor Safeguards 
83/04/01 BELLi M -J High Level Waste Licensing Management Branch 
8pp 18904 264 


— 030624D1 12 Comments on NRC proposed rule 10CFR60 re high Level waste 
disposal Listed mods should be Incorporated 

PHILBRICK, 9 8 FhllbrlckiS 8 03/03/16 MOELLER, D ACR8 “ 

Advisory Committee on Reactor Sefeguards 2pp 18984 272 


— 8306240116 Summarlree DOE 630314 public hearing on proposed general 
guidelines for siting high level waste repository In 
Salt Lake G Ity, UT. Lis t of panel members, statements of 
chairperson h DOE representative 6 list of epeakers end 
BOYLE# R R High Level Waste Licensing Matiagement Branch, 

83/04/05 BELL, li J, High Level Waste Licensing Management Branch 
tapp 18904,274. 


— 8306240119 Summary of 830228 meeting (u/DOE in Oermanto-tun, MD re 
tOCFR960i "Proposed Oeneral Ouldeltnes for Recofnmenda t lon of 
Sites for Nuclear Waste Repoi Iter 1 es. List of attendee* 
end 

PFLUMiC 0, High Level Waste Licensing Management Branch. 
83/04/D9 BOYLE# R R High Level Waste Licensing Management 
Branch 6pp. 10984 292 


— 8306240128 ForcarUS Yakima Indian Nation comments on DOE proposed 
guidelines for recommendation of sites for repositorie* 6 
requests Reg Guide 4 17, “Btd Form 6 Content of Site 
Charac t or 1 zat ion for High Level Waste Geologic “ 

HOVIS, J B Hovis, Cockrlll. Weaver 4- Djor 83/04/06 WRiGHl.fl J 
Basalt Waste Isolation Project 2pp 189S4 290 


— 8306240131 “Written Comments on Proposed General Guidelines for 
Recommendation of Sites for Nuclear Waste Repos i tones, per 
Nuclear Waste Policy Act of 1982 Before DOE " 

# Yakima Indian Nation 83/04/07 I9pp 10984 300 


— 8306340151 Summary of 830404 meeting ui/DPE m Germantown, MD re staff 
comments on 10CFR960 concerning DOE proposed guidelines f-or 
r acommendat 1 on of sites for nuclear waste repositories 
PFLUM. C O High Level Waste Licensing Management Branch 

63/04/06 EPYLE, R R High Level Waste Licensing Management 

Branch 2pp 18984 319 


“'•8306240155 -Foruards cammonts on 10CFR960 re DOE proposed general 
guidelines fur recommendations of sites for nuclear waste 
reposi tor 1 es* in response to 030207 FR notice 
BROWNINOjR E Division of Waste Management 83/04/07 
MORGAN, R L Energy, Dept of i2pp 18984 321 


““0306240158 Forwards comments re transporta t Ion aspects of DDE proposci 
general guidelines for recommendation of sites for nuclear 
waste repositories 

TROSTCN, L « LeBoewf, Lamb, Leiby 6 MacRae 83/04/07 DAV[S,J 0 
Office Of Nuclear Material Safety Safeguards. Director 
18984 333 


““8306240160 Summary of S30120 meeting u/OMB 6 DOE re proposed DDE 
guidelines for siting repositories required by Nuclear Waite 
Policy Act of 1982 

BELL,M J High Level Waste Licensing Management Dranch 03/04/07 
High Level Waste Licensing Management Branch 2pp 10934 345 


““8306240163 Forwards comments on draft DOE guidelines for reconniftndat 
of sates for repositories < 10CFR960) , in response to 
Request 2 of 030324 teicon 

l9R>0WNlNGrR E Division of Waste Management 83/04/11 
KAHMERER.C C Office of Congressional Affairs ip 10984347 


-“6306240168 Forwards viawgraphs used in ACRS presentation on DDE sHirj 
guidelines 6 comments sent lo DOE. per 830407 request 
OELL/M J High Level Waste Licensing Management Branch 83/04/11 
DUOMITZ.R Affiliation Unknown tp 18984361 


8306240349 FOIA request for winning technical proposal under 
NRC-O3-03-IO7 

THURMOND, P NU8 Corp 8E-3006 83/04/10 CARR, J 0 Office of 

Administration Ip. IB997 180 


8306240392 Responds to FOIA request for winning technical propoiel 
under NRC-03“e3“107 Forwards nonprapr i etary version of 
proposal Document also available in PDR 

FELTON. J M Division of Rules and Records 83/05/06 THURMOND, P 
MUS Corp Ip 18797 IBI 


— 0306240356 ^'Technical Proposal for Development of Rag Guide t 
Regulatory Analyses " 

» Analysis ^ Technology. Inc NRC-03-B3-107 RS-NRR-03-107 

83/03/07 53pp 18777 183 


8306260182 Partial response to FOIA request for all document* made 
available per FOIA Request 03-153 re consultations w/EPA 
concerning development of stds for remedial actions at 
Inactive U processing site* Documents avaiiabli in PDR 
FELTON, J M Divlilon of Rules and Records 83/05/lt KAPPEL.B 
Hamel, Park, HcCabe U Saunders Ip 19043 210 


0306200106 FOIA request for all documents made available per FOIft 
Request 63“153 re consul tatl ons u/EPA concerning devtlopmsnt 
of sfcd* for remedial actions at inactive U processing site* 
KAPPEL# B Hamel, Park, McCabe 6 Saunders 83/04/13 NORWAY. P B 
Office of Administration ip 19043 311 


0306200193 FOIA request for DOE/NRC Forms 74t filed since Uan 1983 ri 
movement of South African origin matl from DOE U 
enrichment facilities to any US fuel fabricator 

KNAPiKrM McOraw-Hl 1 1 Publications Cd 02/12/21 CARR,U Dlviiloe 
of Rules and Records Ip 19043 212 


0306200198 Responds to FOIA request for DOE/NRC Forms 741 filed itrc* 
Jan 1902 re movement of South African origin matl from DOE 
U enrichment facilities to any U8 fuel fabricator Forms 
withheld (ref FOIA Enemptlon 4) 

FELTON, J M Division of Rules and Records 83/05/12 KNAPIK.M 
McQrau-Hill Publications Co Ip 19043 213, 
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830/>230502 F€IA for copios of all permits allotuing radloactlv? 

in seiifage or sowag? kludge from plants or sanitarg 
landfills since asoiOl or any repts from TMI concerning 
levels of radiation or radionuclide contamination 
HUNr. B D Three Mile Island Alert B3/04/07 Office of 
Administration Ip 19043 214 24X Fiche 30-320^83/04/07. 

S3a&SQ0202 


03Ofi2GO2OA Partial response to FDlA request for copies of permits 
allouJing radioactive matls in setuage or sei^age sludge from 
TKl plant transported to area seuiage treatment plants or 
landfills Foruards App A documents Search continuing 
FELTON I J H Division of Rules and Records 93/03/06 HUNTi^ D 
Three Mile Island Alert 2pp 19043 215 24X Fiche 50-320. 

93/05/06. 9306280206 


— 9306280211 Submits evaluation results of contaminated sewage in Gate 7 
fiuage holding tanV Concentrations of radionuclides in 
sewage in accordance fj/l0CFR20 303 Cs-137 & tritium 
concentrations D. 023V( mpc & 0 0037’4 mpci respec tlve Ig 
LAZARSKI.R F Region ii Office of Director 83/01/27 
BARRSTTrL H TMI Program Office 4pp 19043 261 24X 

Ficfie 50-320.03/05/06,0306280206 


--8306200216 Forwards info re Gate 7 sewage holding taniti located outside 
west entrance to turbine bldg Info consists of effluent tt 
waste disposal Si liquid effluent to summation of all 
releases 

BVnNE, J d Region 1, Office of Director 4410-83-M-OJ34 
&3/03/04 DARRETT.LH TMI Program Of f ice 33pp 19043,265 
24X Flchc 50-320.03/05/06.0306280206 


— 8306290220 Forwards QPU 630331 memo h rolatod info re contami na ti on 
in Gate 7 sowage holding tanks Info results of King NV 
Times article U Oischcl affidavit 

GARRETT. L H TMI Program Office 93/04/06 WARD, B Region 1, 
Office of Director 49pp 19043 299 24X Fiche 50-320,03/03/06. 

830&SGD206 


Q3062Q0224 Addl response to FOIA request for insp , survei Llance ic 
radiological monitoring repts re Wostinghouse Chcsulck 
Div from 1963-1970 Addl documents not located 

FELTON, J ti Division of Rules and Records 63/06/02 JOHNSON. C 
obsolete cods Ip 19043 350 


8306200230 FOIA request for insp, surve 1 Llance 6 radiological monitoring 
repts re Vfes ting house Cheswick Div from 1963-1970 
JOHNSON, C Deb ran dr Aramson Morraus 93/05/03 ALLAN, J N 
Region 1. Office of Director 2pp 19043 351 


CEH TEC IB GENERIC TECHNICAL ISSUES 


0306010032 NDREO/CR-3226 

BTATION BLACKOUT ACCIDENT ANALYSES (PART OF NRC TASK ACTION 
FLAN A-44) 

KOLACZKOWSKI, A , PAYNE. A C Sand la Laboratories FIN A'^tSOS 
8AN0a2-2430 63/05/31 Division of Safoby Technology 279pp 

Available at NRC 48 00 10605 252 


0306010065 Ferwards "Control of Heavy Loads (C-10» , Kewaunee Nuclear 
Power Plant," draft technical evaluation rept for review 6 
comment Conference call to discuss rept scheduled for uk of 
630610 

VARGA. 8 A Operating Reactors Branch I 83/05/16 QIE3LER,C W 
ULsconetn Public Service Carp 2pp 10695 332 24X 

Fiche 30-305, 93/05/16. B306010063. 


— 8305200714 TER-C3506-363 DRFT 

"Control of Heavy Loads <G-10) . Kouaunee Nuclear Power 
Plant, " draft technical evaluation rept, 

VDSBURY.F W , BOMBEROER, C Franklin Inetltute/FrankUn Research 
Center NRC-03-ai-130 TAG 46747 03/04/29 BAR GENT, I H NRC - 

No Detailed Affiliation Given 30pp 18696 001 84X 

Fiche 50-305,63/05/16,9306010065 


6306010166 NliREO-0969 FG ERR 
USl A-43 RESOLUTION POBITIONB 

8PEI9iT P Division of Safety Technology 83/05/12 5pp 
10606 322, 


83060(0336 Clarifies responses to NUREG'-06l2r "Control of Heavy Loads " 
Turbine Crane HT-CRA-X meets guidelines of NUREO 

nOOCHEViG D Washington Public Power Pupply System 002-83-337, 
63/04/13 SCHWENCERiA Licensing Branch 2 Ip 10673 001 24X 

Fiche 50-397.93/04/13,9306010236 


93060103X6 Advises that performance of Load test in eicess of lOOX of 
mae load unnecessary since crane operator training 6 safety 
programs ensure safest possible operations, in response to 
801222 Itr re control of heavy loads <NUJRE0-0612> 

WITHERS. 0 D Portland General Electric Co 93/05/24 E19ENHUT.D 0 
Division of Licensing 3pp 19602 139 24X Fiche 50-344,03/05/241 

8306010316 


9306020015 Requests performance or documentation of completion of load 
test of reactor vessel head lifting fixture for control of 
heavy Loads, Phase i within 120 days Guidelines for response 
t. complete draft technical evaluation rept enc 1 

CLARK. R A Operating Reactors Branch 3 93/05/24. OARftITY.J H 

Maine Yankee Atomic Power Co I6pp 18701 146 S4X 
Fiche 50-309.83/05/24,8306020015 


— 9306020037 TER -C 5506-365 DRFT 

“Control of Heavy Loads (C-10), Maine Yankee Atomic Power 
Co, Main Yankee Nuclear Power Station, " draft technical 
evaluation rept 

VITO, D J . BOMDEROER. C . SARGENT. 1 H Franklin Inetitute/Frankl in 
Research Center NaC“03-Bl-l30 TAC-oe059. 02/12/30. 

CLENENSON, F NRC - No Detailed Affiliation Given 26pp 
10701 i62. 24X Fiche- 50-309.93/05/24.8306020015 


6306020134 NURE0/CR-2B37 801 

PNL TECHNICAL REVIEW OF PREaSURIZED THERMAL SHOCK ISSUES. 

Technical Critique Of The fl^RC Near-Term Screening Criteria, 
PEDER3DN.L T t APLEYt H J . SIAN, 8 H Qattelle MamoTlal Inititufeei 
Pacific Northwest Laboratory FIN B-2510 PNL-4327 03/05/31 

Division of Safety Technology 36pp Available at NRC $4 75 
19698 168 


B30602018B Forwards Franklin Research Ctr draft technical evaluation 
rept, "Control of Heavy Loads <C-101 , Flor ida Power Co, 

Crystal River Unit 3 " Out dance docuaient. "Synopsis of 
Iteues Associated w/NUREO-0612# " also end 

aTQLZ. J F Operating Reactors Branch 4 83/05/19. WILGUS. b| 3 

Florida Power Corp 2pp. 18701 072 24X Fiche 50-302.93/05/19, 

8306020180 


— 9306020196 TER-C5506-347 DRFT 

“Control of Heavy Loads (C-10> , Flor Ida Power Co. Crystal 
River Unit 3." draft technical evaluation rept. 

OOMBERGER, C. . VOgBURY. F W Franklin Ins tttute/Frankl in Research 
Center NRC-03-8t-130 03/01/28 CLCMEN80N, F NRC - No Detailed 

Affiliation Given. 39pp 18701.074 24X FI Che- 50-302, 03/05/19. 

9306020198 


9306020924 Dlecusses status of 020827 commitment to p erf arm. 
comprehensive stress analyses of reactor vessel closure head 
& internals lifting rigs to provide scope l< schedule of 
effort Results scheduled for submittal by 03O93i. 

OARRITY.J H Maine Yankee Atomic Power Co I1N-03-115 83/05/27 

CLARK. R A Operating Reactors Branch 3. 2pp. 19693 241 24X 

Fiche. 50-309. 93/03/27, 9306020524 


8306030020 Forwards “Control of Heavy Loads at Nuclear Power Plantsi 
Washington Nuclear Project 2 (Phase It - InteTlm},** 
technical evaluation rept 

aCHWENGERiA Licensing Branch 2 83/05/24 FEROUBON, R. L. 

Haehington Public Power Supply System, 2pp 16733' 146 24X 

Fiche. 50-397.63/03/24. 8306O30020, 


--0306030080 "Control of Heavy Loads at Nuclear Power Plants, Hashington 
Nuclear Projact 2 (Phase II - Interim),'* draft technical 
evaluation rept, 

DIXON. D M r STICKLEY, T. H EO!tO« Inc FIN A-6457 63/05/24 

NRC - No Detailed AfflHatiijn Given 20pp 18733.148 24X 

Fiche- 50-397, 83/05/24, 9306030020 


0306030067 Forwards synopsis of Issues to resolve confornance 
ur/NUREG-0612 re control of heavy loads (Phase t) & draft 
technical evaluation rapt. 

CLARK, R. A Operating Reactors Branch 3 83/09/17. STENART^ N. L. 

Virginia Electric It Power Co L3pp. 19733-211 24X 

Fiche 50-339.93/03/17,6306030067 


— 9306030070 TER -C 3306-372/ 373 DR 

"Control of Heavy Loads (C-1D>. VI rg Inla Electric Power Co, 

North Anna Power station Units 1 62," draft technical 
evaluation rept 

EOHBEROER.C R, Franklin Institute/Frankiln Research Center 
N«C-03-ai-i30 TAC 47112 93/02/22 NRC - Mo Detailed 

Affiliation Given, 25pp 19733 224. 24X Fiche 50-330.03/05/17, 

83Q6030067 


0306030270 Forward! addl guidance on acceptable solutions to open items 
re control of heavy loeds in compliance W/NURE0-G612 & 
draft '^Control of Heavy Loads (C-10> , Donald C Cook Nuclear 
Plant Unite i L 2, " technical evaluation rept, 

VAROA.a A Operating Reactors Branch 1 03/05/16 DOLAN, J 

Indiana 6 Michigan Electric Co 14pp 18734 086 24X 

Fiche. 50-315, 83/03/16, 930603D270 



416 


NON DOCKETED ITEMS 


— B306030299 TER-CSS06-344/345 DR 

Draft "Control of Kaavg Loatft CC'1 OK Dona Id C Cook Nuclirar 
Po«*r Plant Unit* 1 «< 2# " technical evaluation rept 
VOSflURYiF W Franklin Jneti to te/Frankl 1 1 > Re-search Center 
NRC-03'81-130 TAC 07981 B3/02/24- CLEMEWSON. F NRC - No 

Detalltd Affiliation Given 33pp 18734 100 24X 

Flchi 50-319. 83/09/ l^>l B30&030S9O 


B30A030441 Forward* "Control of Heavy Load* <C-10K Surry Power Station 
Unite 1 If 2. " draft technical evaluation rapt & nummary of 
addl info rfiiulred to complete review Respond* requested 
within 60 days 

VAROArB A OperatinQ Reactori Branch 1 83/05/16 fiTEWARTiWL 

Virginia ElfCtrU «< Power Co 2pp 18733 287 24X 

riche 90-280183/09/16. B3060304 41 


—0306030446 TER-C9306-399/3?* DR 

"Control of Hiavg Loade <C-10K Surry Power Station Unite 3 3( 

S« " draft technical evaluation rept 

VOSBURYi F U , gARCENTrl H Franklin In* tlti/te/Frantlin Research 
Canter NRC-03-81-130. TAG 03084 03/01/14 NRG - No Detailed 

Affiliation Given 40pp 10735.28? 2A)C Fiche 90-280. 03/05/16. 
B306030441 


830603050B Forwards draft ^Control of Heavy Loads (C-lO}> Zion Otatlon 
Units 1 & 2. " par responses ta NRG 800731 request for revisui 
of provltioni for hendling 4c control of heavy loads i-n 
conformance w/NUIlF0-06ia Addl guidance end. 

VARGA, a A Operating Reactors Branch 1 83/05/19 FARRAR. D L 

Commonwealth Edison Co I9pp 18739-006 24X Fiche. 90-299i 

03/05/19. 83o6oaosoa 


-*0306030312 TER-C 9506-403/404 DR 

Draft "Control of Heavy Loads (C-lO)»Zion Station Units 1 4c 
St* technical evaluation rept 

SARGENT, r H Frenklln Tnsti tute/Frant Un Research Center. 
NRC-03-01 -130 TAC 00093 82/11/30 CLEMENSON.F NRC - No 

Dfteiltd Affiliation Given 30pp. 18739 021 24X 

Flchi, 90-295. 03/09/ 19. 8306030508 


0306060121 Forwards evaluations submitted re NunEO-0612. ''Control of 
Heavy Loads at Nuclear Paurtr Plants " Handling shielded 
shipping casks over spent fuel pool will be prohibited until 
measures taken to reduce probability of cask drop 
8AVNE, UP Power Authority a# the State of New York JPN-03-49 
83/06/02 VA8SALL0. D. 8 Operatlny Reactors Branch 2 14pp 
18722 279 24X F 1 C h e. 50-333. 83/06/02. 8306060121. 


0306060413 NUREO-0927 PC 

evaluation of water hammer EXPERIENCE IN NUCLEAR POWER 
PLANTS Technical Findings Relevant To Unrasolyed Safety 
letue A-i 

SERKIZ.A » Division of Safety Technology 83/05/31 70pp 
10740' 076 


0306060410 NUREG-0993 FC 

VALUE- IMPACT ANALYSIS FOR USI A-i. "MATER HAMHER " 

SERNIL.A N. Division of Safety Technology 03/05/31 29pp. 

10747.293 


8306070427 Notification of 830601 meetlny w/ut 1 U EOLO. OR NU & C-E In 
Bethetda.MD to review control sys an plant design for 
resolution of Unresolved Safety Iisue A-47. "Safety 
laipllcetlons of Control Sgs. " 

8ZUKIEWIC2. A. J Generic Issues Branch 83/09/26. KNIELtK. Generic 
Issues Branch 3pp 10700.348 24X Fl the. 50-317. 03/05/26. 

8306070427. 


0306070449 Summery of 830322 meeting u/utll N consultants in Betheida. 
HO r* reactor vestal beltline weld (HF-70} anomely 
(Unreiolved Safety lesue A-111 Attendence Uet end 
HERNANiR, W Licensing Branch 4 63/09/29, Licensing Branch 4. 

4pp. 18700.359 24 X Fiche 90-329f 83/05/25. B306070449 


6306070460 Reguefts concurrence w/encl package comments rs reeolutlon 
of Ganertc Issus B-10. "Behavior of BWR Mark Ilf 
Containment " 

NOVAK. T, K Aielitant Director for Operating Reactors 83/05/27 
EISENHUT. d. 0. Dlvlslcn of Licensing. 3pp. 1B78G 312 


8306000102 Forwards response tg questions asked at mld-yr program 
rsvieWiper 030906 memo. 

REHHiT. A Office of the Executive Director for □pfratlorts, 
03/05/31, CHtLK. 0 J Office of the- Secretary of the Commission 
6pp. 10707:331. 


S30609G137 Forwards "WH Zlausar Kuclear Power Station* Unit I .Heavy 
Loads Rept.** in response to supplemental SER (NUREG-0328. 

Suppl 3) li NUREG-G612 re control pf heavy loadi. 

MlLLlAHSiJ. Glneinnatt Gas 8. Electric Co, 03/Q6/O2 DENTON. H 
Office of Nuclear Reector Regulation* Director. 07pp 10766:279, 
24X Flchef 90-390. 63/06/02. 6306000137. 


— 6306080140 “WH Zlfnmer Nuclear Pouer Station. Uni C 1. Heavy Loads Rtpl * 
# Cincinnati Gas S. Electric Co 83/06/01 lOSpp 1G760 Sf? 

24X Fiche 50-350. 83/06/02, 6306080137 


8306060143 Forwards proposed findings of fact ^ conclusions of leu on 
Cantentlon 9a re water ha/n<ner 

CHAVEZ, D Sinnissippi Alliance for the Environment fSAFE) 

CHAVEZ, D DoKalb Area Alliance for Responsible Energy IBSUANCEB 
QL G3/05/31 Atomic Safety and Licensing Board Panel tp 

18772 290 24X Fiche 90-454, 63/05/31 , 8306080143 


— 8306080145 Proposed findings of fact conclusions of law on 
Contention 9a re water hammer 

e Sinnissippl Alliance for the Environment (SAFE) * DiKslb Arrs 
Alliance for Responsible Energy 83/09/31 I9pp 10772 291 2i.« 
Fiche 50-454,83/05/31,0306080143 


8306060207 Summary of CROR Meeting 38 on 830918 re presentation of 
proposed rule on pressuriied thermal shock of reactor 
pressure vessels Committee supports proposed rule 
8TELL0* V Regional Operations L Generic Requirements e3/0!J/:j| 
OIRCKSrW J Office of the Executive Director for Operatloni 9ps 
18771 269 


0306080213 Informs that station blackout procedure approvid 6 4V4Jl«blf 
for NRC review, per NUREO-0928, Supp 1 3, Subsection 8 12 
UILLIAMS.U Cincinnati Gas & Electric Co 83/06/01 DENTON. N R 
Office of Nuclear Reactor Regulation, Director Ip IB77] |Q;< 24i 

Fiche 90-398*03/06/01.8306000213 


8306060218 Forwards testimony of IE Const Appraisal Team Imp Repii 
30-449/ 03-18 I* 30-446/03-12 

TRE0Y*& A Hearing Branch 1 03/06/06 BLOCH. P B Atomic Blfity 

and Licensing Board Panel 2pp 167/1 004 24X 

riche: 50-445, B3/06/06. 0306080218 


0306000231 Forwards "Control of Heavy Loads (C-IO) St Lucte Unit I.' 
draft technical rept. per util response to Section 2 1 of 
801222 generic Itr re NUREO-0612 Completion of review by 
030617 requested 

CLARK. R A Operating Reactors Branch 2 63/05/24 UHRIO.R L 

Florida Power Light Co 2pp 18787 139 24X 

Fiche 50-339, 83/09/24, 8306000291 


—8306000292 TER-C 9906-394 DRFT 

"control of Heavy Loads (C-lO) 8t Lucie Unit 1,'* draft 
technical evaluation rept 

BDhBERGER. C. , AHMED, N Franklin Instl tute/Frankl 1 n Research 
Center NRC-03-ai-130 TAG 08083 83/04/29 CLEMENBON, F NRC 

No Detailed Affiliation Given 36pp 18787 141 34X 

Fiche 90-335.83/09/24,8306080251 


8306090386 Forwards request for addl info re response to encl "Control 
of Heavy Load* at Nuclear Power Plants. Phase I, Nebraska 
Public Power District. Cooper Nuclear Btatlon " Draft 
technical evaluation rept end Info requested in 60 days. 

VAS8ALL8,D D Operating Reactors Branch 2 83/09/26 PlLANfiJM 

Nebraska Public Power District I3pp 18814 042 24X 

Fiche 90-298,03/09/26,8306090306 


—8306090380 TER-C5906-346 DRFT 

"Control of Heavy Loads (C-IO) . Nebraska Public Power 
District. Coeper Nuclear Station." draft technical evaluation 
rept 

VOSflURVrF , VITO, D , SARGENT, I H Franklin Inst 1 tute /Frank tin 
Reeaarch Center NRC-03-81-130 TAG 07982 82/12/30. 

CLEMENSONiF NRC - No Detailed Affiliation Given 29pp 
18814 099 24X Fiche 90-298, 03/03/26. 8306090386 


8306090393 Forward* request for addl info re three open items 
concerning controls for handling heavy loads Franklin 
Research Ctr draft technical evaluation end Response 
requested within 60 days of receipt of Itr 

BTOLZ. U. F Operating Reactors Branch 4 83/03/31 RODRIOUEZfR J 

Sacramento Municipal Utility District 13pp. 18019 037. 24X 

Fiche' 30-312, 83/09/31. 8306090393 


—0306090397 TER-C5297-38a DRFT 

'Control of Heavy Loads. Sacramento Municipal Util District. 

Rancho seco Nuclear Generating Station," draft technical 
■valuation rept 

VO80URY,F. M. VlTO.OJ, . SARGENT. I H Franklin Inst 1 tute/Frani] in 
Research Center NRC-03-ei-l30 TAC 08079 03/01/13 

CLEMENeoN. F NRC - No Detailed Affiliation Given 2app. 

18019 050 24X Fiche 90-312,83/05/31.0306090393 


9306090426 Forward* safety evaluation 6 technical evaluation rep I* 
"Control of Heavy Loads '* Guideline* of NUR£0-06i2 

satisfied 

CLARK.R A Operating Reactors Branch 3 83/09/27 LUNDYALL.AE 

Baltimore Ga* Electric Co 2pp 18809 107 24X 

Fiche 90-317,83/03/27,8306090426 
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1930^090492 Saf&ty evaloafcion accepting util response to ’'Control of 

H»avu Loods Phase I " Item resolved 

t NRC ' Nd Oetfllled Affiliation Given 03/O5/S7 2pp 
10809 109 BAX Flche 50-317,83/05/27,0306090426 


--8306030310 TER-CS906-342 

"Control of Heavg Loads (C-IOJ Calvert Cliffs Nuclear Power 
Plants L/nlts 1 U 2, " technical evaluation ropt 
BOKBEflOERtC Franklin Inst 1 fcuto/Prank I in Research Center 
NRC-OS-ai-lSO TAC 07970 03/03/31 CLEMENSON, F NRC - No 

Detailed Affiliation Given 2Bpp 10009 til 24X 
Fich e 50-3 1 7. 03/03/27, 0306090436 


0306130176 Forward* final response to NUREO-0612, "Control of Heavg 
Loads at Nuclear Power Plants ’■ 

SCHMiOTiH C Texas Utilities Services, Inc TXX-3659 83/06/00 

VOUNOBLOOO, D J Licensing Branch 1 133pp 10028 031 24X 

Flehe 30-443» 03/06/00, 0306130176 


8306130356 Forwards safety evaluation supporting util decision not to 
reroute reactor water cleanup sys return line per 
NL>REO-0619 Decision based on value-impac t analysis It sleeve 
leakage ineaeur aments 

SHEAp J iJ Operating Reactors Branch 5 LQ05-83-06'*024 03/06/09 

COUN8IL«H 0 Northeast Nuclear Energy Co isubs of Northeast 
Utilities) 2pp 10022 153 24X Fiche 30-245,03/06/09,8306130356 


--8306130350 Safety evaluation suppoiting util decision not to reroute 
reactor water cleanup sys return line per NUREO-0619 
Decision based on value-impact analysis & sleeve leakage 
eitaf urements 

ft Office Of Nuclear Reactor Regulation, Director TAG 06412 
63/06/09 2pp 18822 155 24X Fiche 30-245,83/06/09,6306130356 


e306130't93 Forwards synopsis of resolutions to open items re control of 
heavy loads at nuclear power plants, per NUREO-0612 
gVideUnes Draft? final technical evaluation ropt It reauest 
fflr addi info end 

VASSALLO,D D Operating Reactors Branch S 03/05/26 StNCi-AlR« J B 
Vermont Yankee Nuclear Power Corp I3pp 10030 107 24X 

Fiche SO-271, 03/03/26, B306 130495 


03O6HO198 Notification of 030601-02 meetings w/Sand la, Aid en Research 
Labs, Burns tt Roe, Creare, AlF. 86 W, Owens Corning 6 EPRI in 
B 0 thesda,ND to discuss proposed resolution of Unresolved 
6 afity Issue A-43r "Containment Emergency Bump Performance ’♦ 
qFRKIZiA W Generic Issues Branch 03/05/31 KNIEU,K Generic 
{fSUfS Branch 3pp 10044 S09 


0306140305 Forward* draft task action plan. Rev 2 undei* Task A-45 re 
shutdown DHR reaulremants it A Narchese paper, presented 
before Swiss Federal Inst for Reactor Research In 
Gvitierland In late Apr 1903 W/o encls 

iMORAN, 0 H Standard i satlon ^ Special Projects Branch 63/05/25 
HClLSiGli Public Service Electric 6 Oas Co of New Jersey Ip. 
18044 348 


03G6 140500 Forwards responsos to 001222 Itr re NunEO-0612, "Control of 
Heavy Loads at Nuclear Power Plants " Info addresses 
overhead handling sye for fuel storage pool 
CRDUS'ErH P Toledo Edison Co 952 03/06/10 3T0LZ,J F 

Operating Reactors Branch 4 14Spp 10043 096 24X 

Fie he 50-346,63/06/10,8306140300 


B306LS0019 Forwards draft task action plan. Rev 2 under Task A-45 re 
shutdown OHR reguirements t, A Narchatc paper on same suhj, 
prasented befor* Swiss Federal Inst for Reactor Research 
In late Apr 1963 N/u ends 

NaRAN,DH Btandardliatlon & Special Projects Branch 83/05/25 
iiATTlNOE,J J Sacramento Municipal Utility District Ip. 

10872 047 


0306150022 Forwards draft task action plan, Rev 2 for Task A-49 r* 
shutdown DNR regotremftnts t A Harchese paper on iam« lUtj, 
prisentad before 0wl«s Federal Inet for Reactor Research In 
late Apr 1953 N/o ends 

HORAN, D H Standard 1 lat Inn & Bpeclal Projects Branch 83/05/25. 
PATTEftBON. D R Tennessee Valley Authority Ip 18072 046 


0306150112 Forwards draft task, action plan, Rev 2 for Task A-45 re 
shutdown DHR requlrementi b A Mftrcheie paper on same subj, 
prese-ntftd before Swiss Federal Inst for Reactor Research in 
late Apr 1903 U/o encls. 

KORAN, D H atandardi latlon It Bpeclal Projects Branch. 63/05/25 
BUR6TEIN,6 U1 scons In Electric Power Co Ip 16672 120 


9306150260 Forwards "Control of Heavy Loads (C-lO) , TVA, Browns Ferry 
Nuclear Power 5tat loot Unit s 1,2 tc 3,*' draft technical 
evaluation rapt Conference call reiiuested within 4 to 5 
ukf to discuss review reeulte 

VA80ALLQ,O 6 Operating Reactors Branch 2 63/05/26 PARRIS, H 0 

Tenneeste Valley Authority Spp 16669*322 24X 

Fiche 50-259,83/05/26,6306130260 


—0306 1 50266 TER-C 5506-337 /ODB /33 

"Control of Heavy Loads (C-lOl, TUA, Browns Ferry Nuclear 
Power StationiUnl ts 1,2 tt 3,*’ draft technical evaluation 
rept 

B0KlBEflO£R»C Franklin Ini tltute/Franklln Rasearch Center 
NRC-03-ai»ia0 TAC 07975. 03/04/05 CLEMENSON, F. HRC - NO 

Oetallfd Affilletlon Given 2Spp 10069;324 24X 

Fiche 50-259, B3/05/26, 0306150260. 


— 8306150272 "Synopsis of Issue* Assoc la ted W/NUREG-061S ** 

« Operating Reactors Branch 2 83/05/26 llpp 18069 349. 24X 

Fiche 50-259,83/05/26,0306150260 


8306160034 Forwards draft task action plan. Rev 2 for Task A-43 re 
shutdown DHR Tsquirements 6 A Marches* paper same subg, 
presented before Swiss Federal Inst for Reactor Research in 
late Apr 1963. M/o and*. 

HORAN, DH Btandardliatlon it Special Projects Branch. 63/05/25. 
TAYLOR, J J Electric Power Research Institute Ip 16692*335. 


8306160277 Forwards synopsis of issues 8t Frankllri Ressarch Ctr 
draft technical evaluation rept re NURFG-0612, "Control of 
Heavy Loads, Phase I. " H/e end* 

ADENSAMrE 0. Licensing Branch 4. 63/06/10 TUCKER, H.B. Duke Power 

Co 2pp 16072 170 24X Fiche: 5tf“369, 03/<J6/ 10, 306160277, 


6306160310 Forwards final response to NURCO-0612. "Control of Heavy 
Loads at Nuclear Power P lants-Fiesolut Ion of TAP A-36 " 

Response Includes analyses for loads handled over reactor 
vessel 

KEMPER, J B Phlledelphla Electric Go 83/06/13. EI 6 ENHUT 1 D G 
Division of Licensing. 126pp 18060.243 24X FI che* 50-352, 

63/06/13, 0306160310 


0306140715 Response to first sat of Interrogatories 00 pressurlied 
thermal shoe k , Contention 1-62 Certificate of 8vc end 
HQDODON. A P Hearing Branch 2 83/06/10 Lewis, M 27pp 

13041 296 24X FUhe. 50-352, 03/06/10, 0306140715 


6306160603 Forwards util answer to MI Lewis first eet of 
Interrogatories on pressurlied thermal shock contention. 

WETTEHHAHN, M J, Conner * Wetterhehn WETTERHAHNjM J Philadelphia 
Electric Co. 63/06/13 LEHlSrH I Lewis, M. Ip. 166661144, 24X 
Fiche 50-352,83/06/13,6306160603 


8306140792 Forwards draft task action platirRev 2 for Task A-43 re 
shutdown DHR r«d,u Irements Jk A Marcheie paper on same ftubj, 
presented before Swlie Federal Inst for Reactor Research in 
lata Apr 1903. W/o encls 

liORAN, D H fltandard i rat ion 6 Bpeclal Project* Branch 63/05/25, 
SEROArJ 0 Electric Power Research Institute Ip I0B34.O70 


8306140797 Forwards draft task action plan, Rev 2 for Task A-45 re 
shutdown DHR reiiu irament* 6 A Marches* paper on same sgbj, 
presented before Bwlis Federal Inst for Reactor Research In 
late Apr 1963 W/o encls 

HQRAN, D H Btandardliatlon it apecial Projects Branch 63/05/25 
MITTL.R Public Service Electric 6 Gas Co of New Jersey Ip, 
16045 324 


—8306160609 Ansvren to first set of interrogatories on pressurlied 
thermal shock contention Certificate of Sve encl, 

BOYER, V 0 PhiledeUhia Electric Co. 03/06/09. LEM 13, M I 
Ltuii, M. I6pp 18066 145 24X Fiche 50-352,63/06/13,0306160603. 


6306160630 Forwards draft "Control of Heavy Loads at Nuclear Power 
Plants, 8t Lucie Plant, Unit 2 (Phase U'* 4 synopsis of NfiC 
interpretatl on of guideline* of NURE0-06I2 for us* in 
resolving open items. 

KNIGHTON, 0 W. Licensing Branch 3 TAC 47015. 03/05/31. UHRIG, R.E. 

Florida Power L Light Go. t4pp. 16604 203 24X 

FI ch* • 50-389, 83/05/31 , 83061 6063® 


83OA14O014 Forwards draft task action plan. Rev 2 for Task A-45 re 
shutdown DHR requirement* 6 A Marcheie papef on same *ubj, 
presented before Swiss Federal Inet for Reactor Reeearch In 


la.te Apr 19Q3 W/o ends. 

KORAN.D H etandardliatlon 6 Special Project* Branch 
NiCKELLiR E. Electric Power Research Institute Ip 


83/05/25 
18045 323 


—6306160641 EGO-HB-6263 ORFT 

Draft "Control of Heavy Loads at Nuclear Power Plants^St 
Lucie Plant, Unit 2 (Phase I), " technical evaluation rept. 

8HABER,C. R. EObO, |nc. FIN A-6457 TAG 47015. 03/04/30. NRC 

- No Detailed Affiliation Given, t6pp. 16804:897 24X 

Flch* 50-369,63/05/31,6306160630 
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8306170033 Conctn w/findirg* contained in technical evaluation rept* 
"Control of Heavij Loads " Ouidelinos In Nl7l1EQ-06l2i Sec t Ion 
3 1 1 latisfied, per util SlOdOS, 0715i 0B31 it 1209,820203 & 

UQ8 U G304Qa scjtmtttaLs. 

CLARK 18 A Operating Reactors Branch 3 83/06/06 MUSGtF. D M 

Nopi/iern States power Co Bpp 10906 31<4 24X 

Flehe 30-362, a3/06/06r 8306170033 


— 83061700S8 Safety evaluation supporting util Phase J actinfis re control 
of heavg loads ^LiRe<l-06l2, Sec 1 1 on S. I 1 guidelines 
tatlsf ted 

» Office of Nuclear Reactor Regulation, Director 83/06/06 Ip 
18906 316 24X riche 30 - 2 & 2 . 83/06/06. B306 170053 


—8305230021 TEfl“G3506-3a4/38S 

"Control of Heavg Loads CC-lOlr Prairi e Island Nuclear 
Osnerating PlantiUntts l it St '* technical evaluation rept 
VOSBUftY,F W. Franklin Inst i tute/Frank 1 1 n Research Center 
NftC-03- 81-130 TAC 08075 83/03/17 NRC - No Detailed 

Affiliation Olvan 3ipp 66794 186 24X Flche 50-282.83/06/06, 

8306170053 


6306170302 Forward 1 App J to, '^Evaluation of Pressurized Therntal Shock 
Effects Due to Srtall Broalf LQCAs W/Lois of Feedwater for 
Palo Virile 1 & 2i 2 h 3 Reactor Vessels " Rapt applies to 
dTily Vnlt 1 

VAN BRUNTrE £ Arizona Public Service Co ANPP-246O0-WFQ/ 

83/06/14 KNrOHTON.O. Licensing Branch 3, 3pp 18870*197 24X 

F i c h I 90-520. 83/06 / 1 4# 8 306 1 7 0302 


8306170453 Forwards draft task action p Ian, Rev 2. for Task 4-45. 
"Ghutdoun DHR Requ Ir ernents'* it A Marchess paper presented 
before Suiss Federal Inst for Reactor Research, during Apr 
1983. td/o ends 

MORAN, D H Standard 1 latlon it Special Projects Branch 03/03/31 
BTAHLKQPF, K Electric Power Research Institute Ip 18906 360 


8306200119 Minutes of ACFI 8 ECC 8 Subcdcinii ttee 830512 meeting in 
Nashingten. DC re proposed 0£ 8AFER/0ESTR ECCS licensing 
codes h status of other NRR licensing actions Schedules for 
completing Unresolved Safety issues A-43 << A-l end 
♦ ACR3 - Advisory Committee on Reactor Safeguards 83/09/12 
ACRE - Advisory Committee on Reactor Safeguards 29pp 18908 239 


0306210007 Transcript of ACRS Metal Components Bub comm It tee on 
Preesurlzed Thermal Shock Research Program 830615 meeting In 
Oak Ridge, TN.Pp 1-199 Supporting documentation end 
« ACR 8 ** Advisory Committee on Reactor Safeguards 83/06/19 

300pp 1B910 001 


8306220043 Aniuer to first set of interrogatories re presiuriied 
thermal shock in B(4Rs 

L£(fia,M I Lewis, M 03/06/19. Ph i ladetph ia Electric Co 2pp 
18926 299 247 Fiche 90-392, 83/06/19, 8306220043 


8306220074 Forwards safety evaluation t* technical evaluation repfc re 
util response to 801222 generic Itr, ^'Control of Heavy 
Loads " Guidelines In NUREQ^0612 satisfied u Phase 
acceptable 

CRUTCHFIELD, D Operating Reactors Branch 9 LB 09-83 -06-0 4 9 

83/06/21 FIEDLER, P.S. General Public Utllltivf - OPlI Service Corp 
2pp IB926 060. 24X Flche 90-219,83/06/21,8306220074 


— 03O622OOB3 Safety evaluation re util response to Generic Technical 
Issue A-36 j ‘‘Control of Heavy Loads " NUREO-0612 guidelines 
satisf led. Phase 1 acceptable 

* Office of Nuclear Reactor Regulation, Director 83/06/21, 2pp 
18926 062 24X Flche 90-219,03/06/21,8306220074 


—8306140424 TER -C 9906 -377 

"Contfpl of Heavy Loads CC-IO) , JCPhL Clyster Creek Nuclear 
Power Plant, “ technical evaluation rept 

BOMBER OER, C. Franklin Initltute/Frank J 1 n Research Cen ter 
NRC-03-01-130 TAC 47128 03/06/10 8IN0H,A NRC - Ho Detailed 

Affiliation Olven. 32pp 18926*064 24X Flche: 50-219, 83/06/21, 

0306220074 


0306230348 Forwards response to NRC 030428 request for addl Info rs 
Mark 1 containment long-term program NCTTECH xept “Mark I 
Containment Ring Girder Modelling U Btrrss Evaluation 
Utilizing Eccentric Beane'* eaict, 

MCOAUOHV, R W, Iowa Electric Light 6 Power Co NO-03-2093 

83/06/20 DEMTON, H Office ef Nuclear fteacter Regulation^ Director. 
6 pp. 1B943 otl. 24X F i Che; 50-33 1 , 83/06/20. 0306230340. 


— 8306230351 HH 1-03-000 

"Mark I Containment Ring Girder Medelling it Stress 
Evaluation Utilizing Eccentric Peami, " 

CKANO, D R, , STUR KE 7 J J. wIh r BALLARD, T A NUTECH Engineers, Inc 
NO-03-2093, 80/04/30 41pp. L8943 017. 24X 

Flche; 90-331 , 83/06/20, 8306230348, 


0306230492 Foruierds rovisod response to NUREG-0612, "Control of 
Loads " Rev addresses NRC commBnt» contained in draft 
technical evaluation rept dtd 82ll23 8 , supplemented by NRC 
821228 Itr 

DEVINCENTIS, J Yankee Atomic Electric Co S0N-521 83/06/20 

KNIGHTON, G N Licensing Branch 3 2pp 1S941 OOl 24X 

Fiche 30-443.83/06/20,0306230492 


—8306230458 9763 006-S-N-5 

“Response to NRC Generic Request for Addl Info He 
NUREG-0612, Control of Heavy Loads " 

a United Engineers h Constructors, Inc isubs of Raytheon Co 1 
03/05/31 147pp 1894i 004 24X Fiche 90-443,03/06/20, 

0306230452 


B30624029D Response to A 8 LB consultant P Amico rept re addl testimony 
on Commission Question 1 No addl testimony necessary for 
complete record 

MOORE, J , MCOURREN.H J Hearing Branch 1 ISSUANCES SP B3/06/S9 
15pp 10979241 24X Flche 50-247.83/06/20,8306240290 


— 8306240305 Affidavit of HW Woods rc ASLD consultant PJ Amico 830601 
rept Testimony on conditional probati 1 1 1 ty of core melt A 
release due to pressurlied thermal shock event unavailable 
W/prof qualifications 8 ( Certificate of Sve 

WOODS. H W NRC - No Detailed Affiliation Given ISSUANCES SP 
83/06/16 7pp 18979 272 24X Fiche 50-247. 83/06/20r 83062402yo 


8306270016 Reply to Dekalb Area Alliance for Responsible Energy/ 
Sinnissippl Alliance for Environ proposed findings of fact & 
conclusions of law re water hammer Certificate of Sve end 
GALLO, J , COPELAND. V O Commonwealth Edison Co GALLO. J lihani, 
Lincoln it Beale ISSUANCES OL 83/06/21 llpp 19012 246 24X 

Fiche 90-454.03/06/21.8306270016 


—8306270020 Motion for leave to file out-of-time reply to propoifd 
findings of fact h conclusions of law on waterhammer Addl 
time needed due to demands imposed by preparation of other 
documents 

COPELAND, V G Commonwealth Edison Co CDPELAND. V 0 liham, 
Lincoln U Oeale ISSUANCES OL 83/06/21 Atomic Safety and 

Licensing Board Panel 2 pp 19012 297 24X Flche 90-494, 

83/06/21.8306270016 


8306270229 Forwards results of plant-unique calculations which form 
bases for mod program in response to Generic Lfcr 83-00, 

"Mod of Mark I Containment Vacuum Breakers " 

ZIMMERMAN, 9 R Carolina Power i Light Co GL -83-08 03/06/23 

VABSALLQ, 0 0 Operating Reactors Branch 2 89pp 10988 293 24X 

Fiche 90-324. 83/06/23, 8306270225 


—8306270230 82-31 ROO 

Rev 0 to "Mark I Vacuum Breaker Improved Valve Dynamic 
Model - Model Development Si Validation " 

SULLIVAN, J M Continuum Dynamics, Inc 82/08/31 40pp 
i8989 043 34X Flche 90-324,83/06/23.8306270223 


0306270322 Provides addl details re control of heavy loads during conil 
when new fuel assemblies being stored In spent fuel pit Due 
to failure of reactor coolant pump at Byron l.fuel handling 
bldg crane will be installed 

THAMM, TR Commonwealth Edison Co 6794N 83/06/17 DENTON, M fl 

Office of Nuclear Reactor Regulation. Director Ip 18994 073 
Fiche 90-000, 03/06/ 17, 8306270322 


0306280003 Informs of progress made since 820719 meeting re Unresolvfd 
Safety Issue A-47, "Safety Implications of Control Sys *' 

Task Action Plan for A-47 completed Sept 1982 it EOitO 
contracted for plant design review List of info needed end 
EISENHUT, 0 Q Division of Licensing 83/06/20 UTLEY, E E 
Carolina Power ti Light Co 34pp 19044 043 24X 

Fiche 90-261,83/06/20.8306280003 


0306280099 NUREO/CR-2789 

PRE 8 SURE VESSEL THERMAL SHOCK AT U 8 PRESSUR I ZED-WATER 
REACTORS EVENTS AND PRECURSORS 1 963- 1981 
PHUNO, 0 L Oak Ridge National Laboratory FIN D-0435 
ORNL/NBlC-210 93/09/31 Division of Risk Analysis 25tpp 
19045 109 


8306200130 Forwards "Control of Heavy Load s , Ph 1 1 a d e 1 ph la Electric Co, 
Peach Bottom Atomic Power Station, Uni ts 2 3 , " draft 

technical evaluation rept 

arouz, J F Operating Reactors Branch 4 03/06/14 BAUER, E G 

PhlUdelphia Electric Co 2pp 19043 399 24X 

Flche 30-277,03/06/14,0306280130 


—8306060329 TER -05506-379/300 

"Control of Heavy Loads, Peach Bottom Atomic Power Station, 

Unite 2 L 3i *’ draft technical evaluation rept 
aOMBER0ER,C R Franklin Institute/Frank 1 in Research Center 
NRC-03-a 1-130 TAC 08070 03/05/17 NRC “ No Detailed 

Affiliation Olven 49pp 19043 361 24X Fiche 30-277,83/06/14. 

8306200138 
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6306360502 Forward a supplemental response to EG&O^Phaso I, Apr 1983 rept 
re NynE0“06l2i "Control of Heavy Loads, " reflecting areas of 
concern addressed during 830614 telcon 

SVIARTZj E 0 Commonwealth Edison Co 83/06/22 DENTON, K ft Office 

of Nuclear Reactor Regulation, Director 26pp 19019 236 24X 

Fi c he 50-373 i 83/06/22. 93062Q0S02 


8306300027 Forwards safety es/aluation of utll responses to NRC 781129 
Hr r» Generic Item B-24. "Containment Purg Ing/Ven t Ing 
Duringi Normal Operations " Radiological consequences of 
LOCA during purging acttptdbie Item closed 
CRUTCHF lELD, D Operating Reactors Branch 3 03/06/20 

VAWDEWALLE,D J Consumers Power Co 3pp 19120 230 24X 

FIch* 50-155,03/06/20. 8306300027 


— 8306300034 Safety evaluation of util responses to NRC 781129 1 tr re 
Generic Item B-24r "Containment Purglng/Venting During 
Normal Operations " Issue of purge 6 vent valve operability 
resolved except for two open Items 

* Office of Nuclear Reactor Regulation, Director 83/06/28 9pp 
19120 243 24X Fiche S0“1 39, 03/06/28, 8306300027 


JIZ INSPECTION AND ENFORCEMENT 


8304110279 PNQ-I-03-O25A on 830404. Reg Ion I notified that 330 mCl 
X#-t33 pacJage reported missing on 830401 recovered 830402 
by Delta Airlines in MlamiiFL Package returned to Fort 
Lauderdale by contract carrier 

DENNISrN # JOVNERiJ Region 1. Office of Director 03/04/09 Jp 
17912 260 


8304110209 PNO-I“e3“028 on 830327. rad 1 oac t ive shipment of 15 mCi 
Tl-201 reported lost when shipment did not arrive on 
dlract-PMgtt to San Juan, PR State of NY 6 Region II 
notified 

DENNIS, N * JOYNER, J Region I, Office of Director 83/04/09 Ip 
17919 114 


8305110450 IE Info Notice 83-*32, ''Ruptured Am-241 Sources Contained 
In Nell Logging Device ” 8vc list oncl 

TAYLOR, J M Division of Safeguards Inspection Programe (Post 
8301031 03/05/26 Consolidated Edison Co of New York. Inc 

125PP 18031 043 24X Flche 90-000,83/09/26,8309110490 

8305(1046^0 IE Info Notice 03’*34, "Event Notification Info Norkeheet ’* 
Svc 1 let end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 630103) 83/09/26 Consolidated Edison Co of New 

York. Inc 115pp 10732 0B5 24X Fiche 90-000, 03/09/26, 83091 L0460 


8305110461 IE Info Notice 03-39, ‘Tuel Movement W/Control Rods 
withdrawn et DURt " Svc lift end 

JORDAN. E U Division of Emergency Preparedness & Engineering 
Fleiponse (Post 030103) 03/09/31 Consolidated Edison Co. of New 

York, Inc 116pp 10732 208 24X Fiche 90-000, B3/09/3 1, 0305 11046 1 


6305] 10464 IE Info Notice 83-36, "Impact of Security Practicei on Safe 
Operations " Bvc list end 

JORDAN. E U, Division of Emergency Preparedness 8< Engineering 
Response (Post 030103) 03/06/09 Consolidated Edison Co. of New 

York, Inc 119pp 18030 280 24X Fiche 90-000,83/06/09,8309110464 


8305110470 IE Info Notice 03-30, "Defective Haat Sink Adheelve 6 
Beltmically Induced Chatter in Relays Nithln Printed 
Circuit Cards " Bvc list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 03/06/13 Consolidated Edison Co of New 

York, Inc ItBpP 18920 225 24X Fiche 90-000,83/06/13,8309110470 


D3051I0475 IE Info Notice 83-40# "Need to Environmentally Qualify 
Epoiy Grouts U Sealers " 0VC list end 

JORDAN, E L Division of Emergency Preparedness 4, Engineering 
Response iPost 030103) 83/06/22 Consolidated Edison Co of N«w 

York, Inc ll9pp 19021 179 24X Fiche* 90-000, 83/06/22, 0309110479 


8305110477 IE Info Notice 83-41, "Actuation of Fire Suppriision Sys 
Causing I noperabl 1 1 ty of 8af ety-fte lated Equipment " Svc lift 
enc 1 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response iPost 830103). 03/06/22 Consolidated Edison Co of New 

York, Inc I20pp 18997007 24X Fiche. 50-000, 83/06/22, 83051 10477 


0305110479 IE Info Notice 03-42, "Reactor Mode Switch Malfunctions '♦ 
Bvc list eticl 

.JGftDAN,E U. Division of Emergency Preparedness k Engineering 
Response IPost 830103) 03/06/23 Consolidated Edison Cp of New 

York, Inc ll6pp 18996.242 24X Fiche gO-000, 83/06/23, 83051 10479 


6309110403 IE Info Notice 83-43, "Improper Settings of Intermediate 
Range (IR) High Flue Trip Setpoints “ Svc list end 
JORDAN, E L Division of Emergency Preparedness Engineering 
Response IPost 030103) 83/06/24 Consolidated Edison Co of New 

York. Inc ll6pp 19046297 24X Fiche 90-000,83/06/24,8309110403 


6306010066 EN-63-037 on 830601 . not 1 ce of violation & proposed 
imposition oP civil penalty In amount of « 40, 000 to be 
issued Action based on failure to control access Into 
protected area 6 to properly handle intrusion alarms 
ROSANOrR , AXELRAD, J Director's Office. Office of Inipectlon and 
Enforcement 03/05/26 Ip 16674000 24XFlcHe 90-219,63/09/26, 
8306010066 


6306010103 EN-93-036 notice of violation proposed imposition of civil 
penalty In amount of 41,000 to be issued on 630602 for 
failure to secure licensed ntatl from unauthorised removal 
during storage In unrestricted area 

FLACK, E , AXELRAD, J Director's Office. Office of Inspection and 
Enfore emant. 83/05/26 tp. 16673 002 


6306010262 PND-IV-03-O19A on 830317, licensee committed to perform inep 
of recirculation sye piping ualds, Inc ludlng RHR sys inlet 
& outlet T connections Four uelds In need of repair, due to 
intergranular stress corrosion cracking 

DUBOIS, D I WESTERMAM, T. F Region 4, Office of Director 63/05/27. 
Ip 16672 280 24X Fi c he* 50-27B, 03/05/27. 8306010262 


0306010310 EN-83-036 notice of violation 9c prepoeed imposition of civil 
penalties In amount of 4180. ODD to be issued on 030602 
Action based on three fievarity Level III violations re 
failure to maintain pri.nary containment Integrity 

BARBER, 0 , AXELRAD. J Director's Office, Office of Inspection and 
Enforcement. 83/05/27 Ip 10672 317 24X Fi Ch e 50-269, 03/09/27, 

8306010310 


8306020179 EN-03-03? notice of violation It proposed imposition of civil 
penalty in empunt of 44-0,000 will be Issued in May 1983 
Proposed action based on licensee failure to ensure 
restoration of electrical cable tray sys 

BARBER, 0 . AXELRAD, J Director's Office. Office of Inspection end 
Enforcement 03/09/31 Ip 16691 092 24X Fi ch e: 50-321, 03/09/31. 

8306020179 


0306070043 PNO-1 1-83-044: util announced scheduling of enforcement 
conference ui/NRC for 830601 to dlscues offloading of 130 
fuel bundle! Into high density fuel rack not verified for 
boral content 

BUTCHER, R C . CANTRELL, F 8 Region. 2, Office Of Director 03/06/02 
2pp 18739 361 24X Fiche. 90-259, 03/06/02, 8306070043 


8306070100 PN0-I-B3-053, on 030601 . I i c ensee reported 225 uCi Ba-133 
eource lost Thorough etarch of facility conducted w/negatlve 
results Source storage "Pig" misting since Nov 1902. Bearch 
efforts continuing. 

FRIEDMAN, L.F , GLENN, J Region. 1, Qfflce of Director. 03/06/02 
Ip 18739 310 


830607019J PND-1 1-83-043 on 03D&D2. in 1 tia 1 criticality achieved 
u/actual parameters in close agreement w/predlcted 
conditions Low power testing began Immediately It scheduled 
to be completed within 9 days 

JULIAN. C A , DANCE, W C Region 2, Office of Director. 03 / 06 / 02 . 
ip 18736 298 24X FlChe* 90-369, 63/06/02. 8306070191 


8306070254 PNa"V-B3’*023' on 030527, executive board of util paeeed 
resolution delaying completion of Project 3 for 3 Vi's If 
addl financing not obtained within 30 days Present 
employment at project Is appro;! 3,0D0 

STERNBERG, D M. , KAI8T, O. P Region 5, Office of Director. 83/09/27 
Lp, 18740,339 24X Fiche 90-500,83/05/27,8306070254. 


8306090010 IE Info Notice 83-37, '*Trai>f former Failure Resulting From 
Degraded Internal Connection Cables '* Svc list end 
JORDAN, E.U. Division of Emergency Preparedness Engineering 
Responee (Post 030103) 03/06/13 Consolidated Edison Co, of New 

York, Inc. 243pp. 10921.001 24X Fiche - 30-O(?0. 83/06/13, 0306090010. 


6306090174 PNO-V-83-02O on 030904,100 uCl Cs-137 check source found 
missing from gas decay tank discharga monitor RE-22, Lice nsaa 
balievos source stolen. On 630415,9 uCl Cs-137 source found 
missing All sources removed from monitors 

GARCIA, E.i WENSLAW8K1. F, Region 5. Office of Directpr lOCFR 
020. 4020. 83/09/04 lp. 10792 270 2 4X Fiche. SD-275, 83/05/04, 

B306090174 


6306100176 PNO-1 1-83-04 3- on 030600, Car dox carbon dioxide fire 
protection syi in dlesal room Inadvertently activated 
Precautionary evacuation conducted. No serious Injuries 
reported 

IQNAT0NI8. A . BROWNLEE, V. Region 2, Office of Director 83/06/00. 
2pp, 16805 262 24X Fiche. 50-413, 93/06/06, 8306100176 
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8306130263 PNO-rri-a^-041 on fl30608r personnel frdni NRC Ofc of Stiate 
Progrems informed Region III thet (uell-togger in Cooncti 
Bluf f ir M poeieisftd 3 230 (nCi seoled »ourre« oi Am-24t/Ri 
u/o license Meeting w/lntf Ivlduel scheduled for S3Q609- 
SRENIAWSKIi D, I. MILLER, J. Region 3. Office of Director 83/06/09 
ip IS824 190 


8306130327 PNO-1 1 1 <>63-040. an e30609t 1 icensee notlceif increeee In 
chloride concentration In reactor cooling uater from leal 
or leike In ftaln condencer tubes Condenser tubes repaired 
or plugged. Chlorine level reduced. 

CLAPDYiL « xlORDAMiM. . SHAFER. U Region 3. Office of Director 
83/06/07 Ip 16622 3S9 24 X Flche 50-331 « 83/06/07. 8306130327 


8306 M0032 PNO- 1-83-056. on G30606. chlur i ne ga« released into 
itAOiphere far approx 13 rtlniftes Caused by leak in 3/4-lnch 
plastic pipe on outlet of chlorination evaporator AH fuel 
rtAOvad front vaeeal b vessel drained 

CCMfOILL. CONNER Rtgfon i. Office of Director 83/06/07 ip 
18838 234 24X Flche. 50-219. 83/06/07. 8306140022 


8306140060 PNG- 1-83-057 on 830607 r uih 1 le preparing •weld on 3-- inch 
control rad drive fCRD) return header for ultrasonic ecanir 
through uall erect found In ueld 4 ft from reactor pressure 
vessel CRD return noi cte. Header cut out 

KISTER. H f KEIMIO. R Region I. Office of Director 83/06/08 Ip. 
18838 346 24X FlChe 50-333.83/06/08.8306140080 


6306140154 PNO-I-83-054 on B30604.ECCS actuation signal caused HPCl «. 
flClG sys to actuate^but sys failed due to lack of steafn 
(reactor temp at 165 FI, Open RCIC & HPCI lines created 
depressurization 

HOLDER. DALLO. KEIMIO Region 1. Office of Director 83/06/06 2pp 
18639:029. a4X FAehe 90-271.03/06/06.8306140134 


8306140269 PNO- 1 -63-055. on 630604. Region I received rept that five 
children in Philadelphia area had played u/vials taheted 
radioactive niatl found In vacant lot Asslstence requested Jn 
determining yhether children were contaminated 
KINNBMANiJ Region l. Office of Director 03/06/06. ip 
18832 221 


8306140416 EM-B3~04a on 830610. order to show cause 6 order temporarily 
suspending license Issued to American Testing Labs. based on 
noncompl lance ur/HRC requirements & iirillful false statements 
re use of licensed matl 

FLACKxB . AXFLRADi J, Director's Office. Office of Inspection and 
Enforcement 63/06/10 Ip 18838 052 


8306140476 PNO- 1-83-058: on 030608. Yankee Atonic Electric Corp 
notified licensee of tuo' support problems u/ECC8 suction 
piping attached to torus & sve water piping for cooling 
water to uninterruptible power supplies 

HOLDEN. KI8TER Region 1. Office of Director 83/06/09. Ip 
18834 335- 245f F t < h e . 50-27 1 G3/0 6/09. 8^061 40476 


6306140690 PNO- 1-8 3-059' on 830608. severe 1 trips experienced during 
startup Caused by feedwater flow inconsistency w/steam 
generator level demand Becondary boron soak performed. 

KEWr.T,. COLLlHS.g Region Ir Office of Director, 83/06/09 Ip 
I6841'343. 24X FichS' 50-206. 83/06/09r 8306140690 


8306140696 GN-03-041 on 830613r no tlce of violation h proposed 
leipoiltlon of civil penalty in amount of P40.0DO will be 
Issued Action based on uti 1 failure to control access to 
vital area Llcsnsea may respond within 30 dags. 

R08ANO.R » AXelRAD. J. Director's Office# Office of Inspection end 
Enforcement 83/06/08. Ip 18041:345 24X Fiche 30-416,03/06/08. 

8306140696, 


8306160169 FND-1 1 1-83-043. on 830610. while removing filter from reactor 
water cleanup sample pane I# radiation protection technician 
received eye contamination from dry matl adhering to filter 
Eye flushing reduced contamination to 30.000 dpm. 

HUETER.L . MILLER. J. Region 3, Office cf Director. 83/06/10 Ip, 
18861; 272 24X Fiche 50-373.83/06/10.8306160169 


8306160264 PNO-Il I-B3-042: on 83D608. unit shut down to Investigate 
source of RC8 leakage, Source of leakage d*terrt»Ined to be 
from four steam generator menwags Repairs expected to take 
3 to 5 days. 

MGKIU. 1 , BHAFER.W. Region 3. Office of Director 83/06/10 la 
18861:266 24X FI che4 50-3D6. 83/06/10. 8306160264, 


83^160317 PWO-IV~03-O8OA, on 830609. reac tor tripped Cause undetermined. 
Trip breaker AK2A failed to close due to personnel failure 
to follow procedure, Closing procedure revised 4 dperetloni 
personnel trained. 

HMNNIC^T. D, M. , CALLAN.L, vl Region 4# Office of Director, 03/06/10, 
Ip, 18866:143, 24 X Fiche' 50-313. 93/06/10.8306160317 


8306160644 PNO-IV-83'020 on 830609, unit tripped from 99'/l power from 
unknown cause Reactor will remain In cold shutdown until 
cause determined On 630610, two ac-supplled reactor trip 
breakers failed to close Cause under investigation 

HUNMICUTT. D M , CALLAN.L O Region 4. Office of Director 83/Ofi/SO 
ip 18866 100 24X Fiche 50-313.83/06/10,0306160644 


8306170294 PND-1 1-83-047 on 830613, standby gas treatment sys trairi B 
declared inoperable due to problems w/fllter heaters Cause 
not stated Event involved no equipment damage. no personnel 
error or injury 6 no radioactive releases 

BUTCHER. R C . VGRRELLl. D M Region 2. Office of Director 83/06/15 
2pp 10879 048 24X Fiche 50-260. 83/06/ 1 5, 83061 70294 


0306170332 PNQ-I-S3-06I on 03061 5, uih i 1 e conducting mod to reactor watsT 
level sensing lines, falsi low reactor water it low-low 
reactor water level signals generated, initiating ECC8 
6 starting emergency diesel generators 

OALLQ. KI9TER Region 1. Office of Director 03/06/15 Ip 
18080362 24X Fiche 50-271,83/06/15.8306170332 


8306170343 PND— 1-83-060 on 030614, reac tor tripped from tOOX power due 
to high radiation signal sensed in main steam lines Caused 
by air pocket in steam lines Safety relief valve cycled it 
RCIC manually restarted 

RHOADS. G . GREENMAN. E Region 1. Office of Director 83/06/14 |p 
18080083 24X Fiche 50-387.83/06/14,8306170343 


0306170345 FNO-1 1-83-046 on 830613, fire Identified in high-enriched 
U incinerator ventilation duct Cause not determined No 
Indications of personnel exposure or contamination noted 
Downwind radiation monitoring devices being analyzed 
WRAY. J R ♦ BARR.K Region 2, Office of Director 93/06/14 4 

18800 293 


8306200149 EN-B3~043 on 830621. notice of violation St proposed 
Imposition of civil penalties in amount of 9150.000 will be 
Issued re Security Level III violations concerning shutting 
down reactor by Inserting control rods in reverse order 
OARBER.G . AXELRAO. J Director's Office, Office of Inspection and 
Enforcement 83/06/16 Ip 18903 120 24X Fiche 50-254.83/06/16, 

6306200149 


8306200203 PWO-I I-Q3-048 on 630615. fac 1 1 i ty automatical iy shut down 
due to turbine trip caused by toss of power to 
electro-hydraulic control sys Facility to be down until 
830620 for replacement of safety relief valves 

ROOOe.J . DANCE.H C Region 2, Office of Director 83/06/16 2;p 

18903 206 24X Fiche 50-321.83/06/16.8306200203 


0306210131 EH-B3-013A on 630318. not Ice of violation proposed clvi] 
penalty In amount of $2,000 to be issued to licensee Actions 
besed on violation re unauthorized persons performing malnt 
on hosp teletherapy unit 

FLACK. E . AXElrADi J, Director's Office. Office of Inspection and 
Enforcement EA-83-013A 03/06/17 Ip 18914.204 


8306210140 PNO-1 1 1-83-046 on 830610. contaminated water from Weldon 
Spring Chemlcel Plant appeared to be draining into site 
sewage sys due to dislodged mechanical plug Cause unknown 
Plug replaced 

NICHOLSON, K . SCHUMACHER. M Region 3. Office of Director 83/06/15 
2pp 18915 246 


0306210237 PNO-r-83-062 on 830609, extremi by TLD ring badgt.gsid fry 
employee during recovery of 40 Ci Ir-192 source from 
radiography devicei indicated over e xposure, Reg 1 on I will 
raview evaluate Incident on 830620 

DAVIS. KINNEHAN. JOYNER Region I. Office of Director 83/06/ 1 A 

2pp 16916 041, 


6306210242 PNO-l 1 1-03-045 on 830614. bomb threat received from male 
caller complaining of increased electric rates state Sc 
federal economic policies Sheriff & FBI notified 
CHRISTOFFER. 0 . CREED. J Region 3. Office of Director 83/06/19 
lp> 18916 351 24X Fiche 50-331,83/06/15.8306210242 


8306210248 PN9-l-e3-0l4 on 830615. control room received low seal flew 
alarm S< lost indication of seal leak-off flow on reactor 
coolant pump 1C Valve CH210 found closed Licensee 
interviewing personnel working in containment area 
NCKEOWNfM . OODY. JOYNER Region 1. Office of Director 03/06/16 
2pp 18915 251 24X Fiche' 50-334. 83/06/06. B306210248 


8306220060 PNO'-1 1 1-03-044' on 630614. rad latlon chemistry lab foreman 
found shot tuflce No known connection exists between apparent 
murder & employment 

BOYD.D , aHAFER. W. Region 3. Office of Director 83/06/15. Ip 
18930 174 24X Fiche; 90-293i 83/06/15. 6306220060 
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S30£33<>001 PMS-l-eS-OiS on 030616. unannounced narcotics search of site 
Lrltlat^d one mar 1 juana ci 9 arette found in pocicetboak 
l>clonj)in 9 to contract securitt^ uatchperson Individuals 
eapHo^nent terminated 

IMDDEff.U . ODDY. A * JOYNER. J Region 1. Office of Director 
03 / 06/17 Ip 10947 077 245{ Flche 30-243, 03/06/17. B30&&30001 


8306230002 PNO- I -83-064 on 630610. e lec tr ica 1 generator/turbine trip 
caused reactor to trip Investigation revealed fault 
originated ulthin ntaln generator End turns on some (uindingt 
«.elt«d 6 portions of Internals covered u/carbon 
CftECNKAN. E Q Region 1. Office of Director 03/06/20 tp 
18947 070 ZAV. Flche 90-206. B3/06/20. 0306230002 


6306230246 PNQ-1 1 1 -03-047 on 030619. tuo radiography uorkers received 
apparent uihale body overexposur es to radiation Caused by 
failure of radiographers to adequately secure radiation 
source In shielded position 

SflEiNIANSKl . D r SLAWINSKI.W Region 3, Office of Director 03/06/17 
IP 1894 9 230 


8306230248 PN0-1 1-83-049 on 030616. I icensee shut reactor doun In 
-coonpl lane e u/plant operating requirements because one af turn 
imergency pouer diesel generators uias inoperable Caused by 
cooling unater leak into cylinders 

vW-IANrC A . VERRELLIrD M Region 2. Office of Director 03/06/17 
2pp IG949 228 24X Flche 50-339,03/06/17,0306230240 


8306230563 PNa“l-B3-063 on 83061 7i I ic ensce reported that during 
Jodination on 830610. approx t SS mCl 1-129 released from 
hood at Yale medical ctr All activities in affected 
lod Inatf on facility suspended No press release planned 
FfliEDHAK.L . JOYNERiJ Region 1, Office of Director 83/06/17 tp 
10949 079 


0306930330 P NO- 1 1 f -03-050 on 830617, w/c Ircul t breakere for core spray 
valves closed, core spray valves opened Approx 600 gallons 
lake water Injected into reactor vesse I. ra is Ing chloride 
concentration Event not reported within 1 h 

HOLIMER-il I JACKlWi 1 Region 3. Office of Director 83/06/17 Ip 
1B942 S74 24 X Flche 90-199.83/06/17.8306230330 


8306230334 PNa-t-e3-066 on 030620. fire discovered in 480-vott vital 
svitchgear room Source of fire uas phase C of 2D 480 
traniformer Fire ectlngulshed Cause of fire under 
Irveetlgat 1 on 

SUM HERE .. R » COLLINS. S Region 1. Office of Director 83/06/50 Ip 
$8942 340 24 X Flche 90-311.83/06/20.8306230334 


830b23Q34'7 PNd-l-a3-069 on 830617. contrac t between util 6, Util tiorkers 
of America Local 1-2 expired Union/mgt turnover conducted 
w/o Incident Rover 1 f icatlon of sys lineups it insp of 
equipment completed Hedia attention evident 
ORECNHAN.E O Region 1. Office of Director 83/06/20 Ip 
18943.280 24X Flche 90-247,03/06/20.8306230349 


6306230398 PNa-V-B3-024 on 830616. uih 1 1 e increasing condenser vacuum 
ti resetting trip eetpoint, low vacuum tublne trip occurred 
folkoued by reactor trip from lOOX power Caused by low 
primary plant preaeurt 

eCKHARDT.J H f KIR8CH. D F Region 9. Office of Director 03/06/16 
Ip 10943 079 SAX Flche 50-361.83/06/16.8306230390 


0306530430 PNQ-1 1 1 -83-048 on 030619. contractor employee reentered plant 
unescorted after triggering contamlnat ion monitor art 
eiltlng plant Employee Instructed to proceed to radiation 
protection ofc located in vital area for decontamtnatton 
CREEDiJ r MILLER, J » HIND. J Region 3. Office of Director 
03/06/17 Ip 10942 078 24X FI Che 90-299,03/06/17.8306230430. 


8306230465 PNS-l-aS-OMA updates PNa-l-83-014 re possible ei^ulpmeiit 
ta-mpering on 830619^ On 030617. FDI concluded no evidence of 
deliberate equipment tampering evident Valve probably 
ine dverelently closed 

BAILEY Region 1. Office of Director 83/06/20 tp 18941 328. 
2AX Flche. 50-334. 83/06/20, 8306S30462 


8306270101 PNO-ll 1-83-091 , on 030621. util authorised tn proceed 
w/[ns tal let 1 on of electrical penetration area temporary 
support beam* be excavation under auxiliary bldg Horkere laid 
off 830617 t< 16 recalled 

LANDSnANrR.. HARF1I0ON. J Region 3. Office of Director 83/06/21. 
Ip, 10991 344. 24X Flche 90-329.83/06/21.8306270181 


9306270240 PNO-n-a3-030 on 030620, b Imonth ly Inventory difference 
resulting from 830420 physical Inventory reported Inventory 
difference was accounting gain greater than calculated error 
limit Investigation initiated by licensee 

<1CALPINE»E J Region 2. Office of Director 83/06/21 Ip 
] 0988* 269. 


6306270579 PNQ-I I I'-03-O92 on 030620. elec tri cal fire occurred In 
generator ex c 1 1 er, f ore 1 ng shutdown of unit for 2-3 uhs 
Stoning process caused Short in rings/brush manifold 
assemtlij Damage extensive 

TQNQt^E. T . SHAFER, U Region 3. Office of Director 63/06/21 Ip 
1899* L72 24X Flche 90-237.03/06/21.8306270279 


0306260017 PN0-V-B3-D22A on 030622. personne 1 determined that RC6 piping 
in areas of welds other than, reported on 830910 may be less 
than min wall thickness Reduction In wall thickness occurred 
during original prescrvlce exam 

iilRGCH.D F Region 9. Office of Director 03/06/23 Ip 
19001 119 24X Flche 9D-279. 03/06/23. 0306280017 


8306200503 PNO-I-e3-067 on 830622. Tri* tate tractor trailer carrying 
raduaste struck near rear exle by passenger car Five 
passengers in car Injured. Truck driver not injured It 
redioacblvt matl not damaged Mail transfarred to new truck 
KINNEMAN.J . BRENNEMAlf. F Region 1» Office of Director 03/06/23. 
ip 19013 073 


0306200937 PNO-I-a3-063 A on 830621. licensee rept received that etveral 
hoods exhaust through seme duct as on* through which t-125 
released Concentration estimated at 97,0 timee max 
permlseibls concentration All activltlee suspended 

FRiEDMANit , JOYNER, J Region I, Office of Director. 83/06/23 Ip 
19020 0D2 


8306200982 PNS-l-83-016 on 030622. bomb threat by unidentified mels 
caller receivad at plant site & TV station Reactor & turbine 
bldgs evacuated 6 search procedures ini t (ated« per emergency 
& safeguard* contingency p Ian*. Resul t s negative, 

MADDEN. H . OODYi A Region 1, Office of Director 83/06/23, 2pp. 
19017 320 24X Fich e- 90-307. 03/06/23, 8306200902 


6306300026 PNQ-1 11 -63-093 on 930621, one of two manual isolation valves 
for vacuum breakers D found c loi td. render ing vacuum breaker 
inoperable Cause being ravlewed Appropriate enforcement 
action to be initiated 

JOROENBEN. B L . SHAFER. W D Region 3. Office of Director 83/06/24 
3pp 19iS0 313 24X Flche 90-373. 83/06/24, 0306300026 


6306300106 CN-83-OtlA on 830210. notice of violation Ic proposed 
Imposition of civil penalties will be Itsued in amount of 
0600.000 Action based on failure to perform Tech Spec 
surveillances on eafety sys component*. 

BARBER. 0 . AXELRADiJ Dirtetor's Qfficsi. Office of Inspection and 
Enforcement 83/06/58, Ip 19040*216 24X Flcht' 90-324. 83/06/26. 

8306300106 


6306300119 EN-B3-044 on B30701r no 1 1 ce o-f violation $< proposed 
Imposition of civil panaltie* will be Issued bated on 
licensee failure to adequately control access to high 
radiation araa hr to unlocked radiography device, 

FLACK, E * AXELHAD. J, Director's dfficei Office of Inspection end 
Enforcement 83/06/28 Ip 19121 079 


KiaC PUBLIC DOCUMENT RDON Ml8CELLANE0Ud 


8306030219 Responds to 03O9D6 memo re followup on AEOD reconmendatlons 
Formal tracking fc followup eg* accep tab 1 e, NRR contact 
daeignated as T Ippolito. 

DENTON, H R Office of Nuclear Reactor Regulation# Director. 

83/09/24 HELTEME8, C J, Ot rector's Office ip 18733*349. 


830603D34B Provides justification for removal of company name from list 
of companies receiving fraudulent cnatls from Ray Milltri 
Inc, 

KEMP,R.D PSt rnduttrles, 03/09/26 JORDAN, E L, Director's 
Office, Office of Inspection and Enforcement. 2pp. 10704:398, 


8306070186 Reeponds to 830918 re-queet for Interpr etet Ion of 10CrR2t re 
supplier of commercial-grade product Nhlle manufacturer/ 
supplier not subj to Part 21 r sgulat 1 ons. manufacturer/ 
supplier muet rept known defects or failures 

POTAPOVS. U Region 4. Office of Director. 83/06/02 HEN0ELI.8. 
Special-T-Metale Co., Inc. 2pp 18736 301 


— 8306070187 Request* 10CFR21 interpretation for euppller of 
commercial-grade product. per 030917 tel eon. 

HENOELI.a, 8peclal-T-Metelt Go.j Inc. 83/09/18. POTAPOVS, U 
Region 4. Office of Director Ip 18736.303 


630607O31B Forwards RH Brlclrlioy survey of OA procedures applied by BNL 
to computer code activltlee re NRC-funded progrem* Scries of 
natl lab surveys complete 

BAMOART.R L Division of Vendor h Technical Programs. 83/06/02. 
MATTaON^R J. Division of Systems Intagration (post 011009). 2pp, 
10746:097 
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Q306070466 Fonuarcls rept on f aas 1 1> 1 I 1 ti^ of one Akegauatt TRIGA Reactor 
alt Unlv d ^ Coliooibo 9c fummarv 830423 rneeting u/Japane&e 
Minl>trv of Inti Trarfe S< I ntf u% t rij . Sr i U^nta Atontc EneTj^y 
Authority Sr utlli. In Tokgoi Japan 

THOMASp C D Standard i rat 1 on & Special ProiBcta Branch 03/05/23 
DENTOMjH R r EIBEWHUT.D O . MIRACLEA.F J NRC - No Detailed 
Affiliation Given Spp 10760 335 


— S306070468 "Rept on Fe^sibllrtg off One Megawatt TRIGA Reactor at Univ 
of Colombo Campus '' 

THOM AS » C D Standard 1 lat 1 on tc Special Projects Branch 83/03/P3 
7pp 18780 337 


8306080077 Concurs u/revlted surveillance req.ulrements for l-l£PA filters 
& charcoal adsorber units in STS on ESF cleanup sys per 
Otnarlc Ltr 63-13 l/se of ANS I /AEME NSIO 1973 edition 
questioned Updating ref uill eliminate errors 

vIACOXp J W Nocloar consulting Services. Inc CL-B3-13 03/06/01 

ElQEMKUTrO 0 Division of tlcensing Ip 16773 S63 


8306030067 Approves priority ranting of niedium for Generic Issue 51. 
’^Proposed Requirements for Improving Reliability of Open 
Cycle Svc Hater Syi •• Schedule for completing issue should 
be consistent U/FVB4-06 NRR budget request 

0ENTQN.H R Office of Nuclear Reactor Regulation. Director 
83/06/03 MATTSON. R J Division of Systems Integration (post 
ailOGS) lopp 1S7B7 345 


S306D90300 Forwards users manual for dual porosity pipe flow cod*. 
GNET/DVH NRC received mod to GRET/DVM on 630531 from Sand la 
which permit* use of dual porosities in first flow leg 
downstream off rep osi tory. U/o encl 

BELL. H J High Level Haste Licensing Management Drench 83/06/01 
BROHHING.R E Division of Haste Management Ip 1880? 251 


G306090323 Comments on proposed Commission paper re severe accident 
research program, per 83050? request Proposed outline should 
be modified to vecognii* early issuance of Pinal severe 
accident policy statement 

ErSENHUT. 6 0 Division of Licensing 83/05/31 6PEI8. T P 
Division of Safety Technology 3pp 167?7 til 


8306090371 Responds to 830505 request NRH concurs lu/proposed Commission 
paper re Immediate notification requirement far operating 
nuclear power reactors ( 10CFR50 73) 

DENTON. H R Office of -Nuclear Reactor Regulation. Director 
63/05/31 DEYOUNOrR C. Director's Office. Office of Inspection and 
Enforcement Ip 16615 156 


8306090436 ftasponds to 630505 request to review proposed reportable 
tcepe for NPRD3 Comments on failure rate data submitted 
DEhITONiH R Office of Nuclear Reactor Regulation. Director 
83/06/03 HELTEMESi C J Director's Office 2pp 18809 138 


0306090474 Ac k receipt off 830506 memo itemssitig all ongoing studies 
balng performed by AEOD End memo distributed throughout 
NR-R to solicit comments U/o end 

DENTON. H R Office of Nuclear Reactor Regulation! Director 
03/05/31 HELTEMES.C J Director's Office Ip 18015 137 


63D6130353 Forwards fuel cycle & metis LER summary for Mar 1983 
BROHNiG D Region 4. Office of Director 63/06/07 DAVIS, J 0 
Office of Nuclear Materiel Safety & Safeguard s. Director 
MICHEL30N.C Dir ector '» Of f ic e 3pp 10822 317 


B306140202 Offers no comments in response to 63D518 momo re draft NRC 
manual chapter on security of shared logic word processing 
sye 

THOMAS. C O. Stondardi latlon & Special Projects Branch 83/06/02 
UrLLlAna.M Division of Licensing Ip 1G044 21S 


8306140294 Submits folloiuup to 83040B memo requesting review of 
proposed rules to Implement hybrid hearing process required 
in Section 134 of Nuclear Haste policy Act of 1982 
DENTONrH R Office of Nuclear Reactor Regulation. Director 
03/05/23 CUNNINGHAM. O H Office of the Executive Legal Director 
Ip. 18844 200 


8306140666 Responds to inquiry re color vision criteria for NRC 
operator license exams Applicant generally required to pass 
practical teit in nuclear plant control room to determine 
ability to operate plant safely Ik competently 

OIDSON.A F Region 2. pfflca of Director 83/04/00 HQLNES.K H 
Affiliation Unknown Ip 18641 262 


—0306140675 Requests interpreta tion of color blindnets requirement for 
senior reactor operator license exam 

HOLMES. K R Affiliation Unknown. 83/04/08 Region 2. Office of 
Director Ip 18B41'263 


0306200433 Recommends integrated assessment of all access controls on 
plant safety for three fac i 1 i t lea, to doteimlnc scape of 
potential safety prafalems re locked doors I. barriers 
Responsp within 10 days requested 

EISENHUT. D O Division of Licensing 03/05/31 MATTSON, R J 
Division of Systems Integration (post 011OO5J THOMPSON, H L 
Division of Human Factors Safety VQLLMER. R H Division of 
Engineering 3pp 18720 0l4 


0306210239 Camments on Commission 630413 mema denying issuance of 
proposed rulemaking on third-party accreditation of labs, 
par IOCFR50 49 <8ECV-82-l53) Clarification 9. enforcement Off 
NRC responsibility recommended 

□ANOART. R L Division of Vendor h Technical Programs 83/06/17 
TAYLOR, J M Division of Safeguards I. Inspection Programs (Post 
830103) 7pp 10919 012 


8306210251 Advises that status rept on <1A reviews re change bo lOCFfl-JO 
will be issued on or about I5th of each month Summary of 
activities to date provided All Region IV licensee program* 
will be submitted by Jul 1963 

HALE, C J Division of Vendor & Technical Programs 83/06/17 
COLLINS.J T Region 4, Office of Director 2pp 18914 022 


G306240264 Responds to 830606 request for opinion re criteria for 
employment as security personnel Past use of marijuana w/a 
evidence of current usage should not disqualify individual 
from consideration as security officer 

LIEBGRMAN, J Regional Operations V Enforcement Division 83/06/14 

PULCINI.R A National Labor Relations Doard ?pp 189B0 108 


9306280125 Comments on AEOO Apr 1963 rept on failures of Class IE 
safety-related switchgear circuit breakers to close on 
demand Periodic testing I. rigorous main procedures, instead 
of design changes recommended 

DENT0N.hr Office of Nuclear Reactor Regulation. Director 
63/06/17 HELTEMES.C J Director's Office 3pp 17056 292 


—6210290150 Disagrees w/conclusion in rept on failures of Class IE 
safety-related switchgear circuit breakers to close on 
demand re need to make design changes In Class IE breaker 
surveillance circuits 

DENTON. H R Office of Nuclear Reactor Regulation, Director 
82/09/23 MICHELSON.C Oirec tor ' s Of f i ce 3pp 66406 300 


NVREO NUREG REPORTS AND RELATED CORRESPONDENCE 


8305170121 NUReO/Cn-3173 

NEW MADRID BEISMOTECTONIC STUDY Summary Of Activities 1977~ 

1981 

DUSCHDACH. T C St Louis Univ . 8t LouiS' MO 03/03/31 
Division of Health, Siting fx Haste Management 2]4pp Available at 
NRC »7 00 18480 209 


8305240436 Forwards addi info on implementation of Rev 1 to NUREG-03L3i 
In response to NRC 830406 request W/two oversize drawings 
Aperture cards are available in PDR 

HARRINGTON, W D Boston Edison Co 03-133 03/03/20 VASGALLQ, D D 

Operating Reactors Branch 2 Bpp 16573 224 S47 

Fiche 30-293,03/03/20.8305240436 


— ^8305240443 Rev 4 to Procedure 82 A 16. "Ultrasonic Exam of Piping 
Helds " 

DEEDS. P E Peabody International Corp QO/ 02/22 24pp 
18373232 24X Fiche 30-293.03/05/20,8303240436 


— 8303240448 Rev 33 to Procedure SWRI-NDr-600-3, "Manual Ultrasonic Ei»e 
of Pressure Piping Welds " 

e Southwest Research Institute 79/07/31 41pp 18373 236 24)r 

Fiche 50-293.83/05/20,8305240436 


— 0309240455 Rev 3 to Procedure SWRl~NDT-700-3, "Mechanized Exam of 
Vessel Components, Vessel Weld* t/ Piping Welds " 

* Southwest Research Institute 77/09/30 20PI> 18573 297 24i 

Fi Che 50-293, 83/03/20. 8305240436 


— 8309240461 Rev 6 to Procedure SWR I-NDT-700-5. "Mechanized Ultrasonic 
Exam of Vessel Components. Vessel Weldi ^ Piping Welds " 
e Southwest Research Institute 81/02/20 2app 18573 317 24)( 

Fiche 50-293. 83/03/20, 8305240436 


0305310226 NURE0/CR-30B3 VOl 

INTERIM RELIABILITY EVALUATION PROGRAM ANALYSIS OF THE 
MILLSTONE POINT UNIT 1 NUCLEAR POWER PLANT Docket No 
9D-24S (Northeast Utilities) 

CURRY. J J , GALLAGHER. D W . flODARRES. M Sand la Laboratories FIN 
A-1241 8AND82-7212 83/04/30 Division of Risk Analysis 

«01pp 10682 277 24X Fiche 30-245. 83/04/30. 0303310226 
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J30&0100ia NLJ1RE0-C999 

SIZEWELL D-/1MALYSI3 OF DflCTISH APPLICATIOM OF US PWR 

lecHMOcoGy 

EQTSONiO E Division of Ulcensing 83/05/31 95pp Available at 
»5 50 ISAB-l 236 


1306010039 MUREO/CR-OOia VOl 

fHTERACTlUE RAPID DOSE ASSESSMENT MODEL ( IRDAM) VnlomP 1 
Uiart &ul<ie 

POETOM, R W j rtOELLER^H P - LAUOHLIN>0 J Hat telle Ho/iiortal 
!n»tltute> pacific North<j(j4t Labaratorg FIN B-2311 PNL-A310 
63/03/31 Division of Emergency Preparedneas Engineering 
Reeponie {Post 030103) i4pp Available at NRC i3 25 106B4 066 


306010041 NURE0/CR-2e43 VO^ 
rHERMAU/HYDRAULJC ANALYSIS RESEARCH PROGRAM QUARTERLY 
ftEPOfir APRIL - JUNE 1902 

THOMPSONp 5 L Saniila Laboratories FIN A-ia03 SAN092~17aS 
03/04/30 Division of Accident Evaluation 68pp 1S667 104 


306010043 NUREG-0092 803 

SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF WPPSS 
IfUCLEAFt PROJECT NO 3 Ddciet No 50-397 (Washington Public 
Fever Supply System) 

* Division of Licensing 03/03/31 46pp Available at NiRC 
*4 73 18604 092 24X Flcho 30-397.03/03/31,0306010043 


aOfi 010046 NUREO-0936 V/02 NO) 

KRC REGULATORY AGENDA Quarterly Report January - February 
1^33 

« Division 0f Rules and Records 83/04/30 192pp 1B683 060 


K36D1003? NUnEG/Cn-3226 

STATION BLACKOUT ACCIDENT ANALYSES (PART OF NRC TASK ACTION 
PLAN A-44) 

HOLAC2J<aW9KI# A 1 PAYNE. A C Sandta Laboratories FIN A-1302 
SAWD&2-2450 83/03/31 Division of Safety TechnnJogy S79pp 

Available at NRC «a 00 10605 232 


106010037 NUnEO-OB43 302 

SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF ST 
cue IE PLANT, UNIT NO S Docket No 30-309 (Florida Power And 
iLtght CompanWfAnd Orlando Utilities Commission Of The City 
Of Ot lando/ FI or Ida ) 

* Office of Nuclear Reactor Regulation, Director 83/09/30' 99pp 
Available at NRC *3 30 10684 321 24 X Ficho 30-309,82/09/30, 

3306010057 


I06D-S0063 Submits clarification to 030423 response to Item 7 of 
OceierK Ltr 63-02 re MUREO-0737 Tech Specs Failures of 
valvas to clpso << chaUengBs to valves to be reported per 
T«<A Spec 6 9 2 & 6 9 16. reapotti vo ly 

HANOAN.C V Niagara WohaLik Power Corp GL-03-02 93/03/26 

VASSALtOiO D Operating Reactors Oranch 2 Ip IB674 007 24X 

Fiche 90-220,63/03/26,0306010063 


[06010063 Foru^ards "Control of Heavy Loads (C-iO) . Kewaunee Nuclear 
Power Plant." draft technical evaluation ropt for review (< 
coaustnt ConffTence call to discuss rept scheduled for uk of 
030610 

VAROA.S A Operating Reactors Branch I 83/03/16 OIESLER.C W 
UiicoTisln Public Service Corp 2pp 10693 332 24X 

Ftche 30-309,83/05/16.8306010063 


0305200714 TER-C9506-363 DRFT 

^■Control of Hoav'y Loads (C-lO), Kewaunee Nuclear Power 
Plant," draft technical evaluation rept 

Va'JBURY.F W , BDMBEROER. C Franklin Instl tuta/Frank 1 in Research 
Canter NHC-03-81-130 TAC 46747 03/04/29 EAR DENT, I H NRC 

Ho Detailed Affiliation Given OSpp 10696 001 24X 

Plche SO-309, a3/05/J6. 0306010063 


06010067 NUREO/CR-3012 VOS 

INTERACTIVE RAPID D08E ASSESSMENT MODEL i IRDAM) Volume 2 
Accident Assessment Methods 

PO€TCN»R W I MOELLER, M P , LAUQHLINrG J Bat be Me Mortiorlal 

Imbitute, Pacific Northwest Laboratory FIN D-23H PNL-4310 

G3'/03/31 Division of Emergency Preparedness 4i Engineering 
Response (Poet 030103). 00pp Available at NRC 43 90 16684 130 


06010071 NUREO/CR-3012 VOG 

INTERACTIVE RAPID DDSE ASSESSMENT MODEL (IRDAM) Volume 3 
Scenarios For Comparing Dose Assessment Models 
POETON.R. W , NOEULER, M P , LAUGHLIN, 0 J BatteUe Memorial 
Institute, pacific Northwest Laboratory FIN B-2311 PNL-4310 

e3/09/31 Division of Emergency Preparedness Enginaerlng 

Rit«partse (Poet 630103} I51pp Available at NRC f6 90, 
16606 171 


63(76010001 NUREG/CR-3191 

TARGET ASSIGNMENTS FOR SECURITY OFFICERS TO K TARGETS 
(TASK) 

ROWLAND. J R . SHELTON, K W . STUNKEL, C B Oklahoma. Unlv of FIN 
A-t060 SAWDB3-7012 03/04/30 Division of Accident Evaluation 

99pp 18607 034 


6306010086 NURE0/CR-2Q39 

SURVEY OF ERROR PROPAGATION IN SYSTEMS 

UPPULURI.V R . KUO. g Oak Ridge National Laboratory FIN B-0444 
0RNL/C8D-TM-190 03/04/30 Division of Risk Analysis 24pp 

18607 001 


0306010089 NURE0/CR-27B3 

IRRADIATION OF ZEOLITE I ON- EXCHANGE MEDIA 

SMVLER.K J . DARLETTA,R E Brookhaven National Laboratory FIN 
A‘-3162 PNL-NUREO-51 391 83/03/31 Plvlilon of Waste Hanagement 

60pp Available at NRC «S 00 10604 001 


8306010094 NUREG/CR-3a07 

GEOLCKJIC and HYOROLDOIC research AT THE WESTERN NEW YORK 
NUCLEAR SERVICE CENTER. WEST VALLEY, NEW YORK Annual Report 
August 1901 - July 1902 

ALBANESE. J R r ANDERSON, 8 L . DUNNE, L A New York, State of FIN 
B-6390 B3/03/31 Division of Health. Siting & Waste Kinagemeni 

4l4pp Available at NRC 40 30 10607 3G4 24X 

Flche 30-201,63/03/31,9306010094 


8306010133 NUREO/BR-OOIS 

DOCUMENT CONTROL SYSTEM NEWSLETTER 

a Olvlfilon of Technical Information & Document Control B3/04/S9. 
6pp 18606 332 


0306010144 NURe(}/CR-a767 ERR 

X-RAY MEASUREMENTS OF WATER FOO DENSITY 

CAMP. A L Sandla LaborafcorUi FIN A-1246 0AND82-1292 03/02/21 

Office of Nuclear Regulatory Research. Director 2pp 10606 329 


8306010198 KUREO-080D R04 ERR 

eXANDARD REVIEW PLAN Proposed Revision 4 To 6 2 2, 

Containment Heat Removal Sye terns 

» Office of Nuclear Reactor Regulation. Director 63/09/12 2pp 
IB6S6 327 


8306010166 NUREG-0069 FC ERR 
usr A-43 resolution positions 

8P£I8,T P Division of 6afaty Technology, 83/03/12 5pp 
10686 322 


8306010236 Clarifies responses to NUREO-O6l2< "Control of Heavy Loads " 
Turhlne Crane MT-CRA-I meets guldelinee of NUREO 
DOUCHEY, G D Washington Public Power Supply Bystem Ga2-83-337 
03/04/13 BCKWENCER.A Uicenslna Branch 2 tp 10673 001. 24X 

Flche 90-397 , 83/04 / 1 3, 6 3060 1 0236 


8306010266 NUREO/CR-3164 

SUBSURFACE MONITOR t NO PROGRAMS AT SITES FOR DISPOSAL OF 
LOW-LEVEL RADIOACTIVE WASTE 

LITTON, R J , STROHM, W E , STRONG. A Q Army. Dept Of, Army Engineer 
Naterwa'ya Evpertnent Station FIN 0-7324 83/04/30 Dlvieion Of 

Waste Management lOOpp Available at NRC S9 30 18699 232 


8306010316 Advises that performance of load test in ekcoel of lOOX of 
majt Load unnecessary since crane operator training tt safety 
programs ensure safest possible operat i ans. i n response to 
801222 ltr re control of heavy loads (NURE0-0612> 

WITHERB.S D Portland General Electric Co 83/05/24 EtBENHUT, D 0. 

Division of Licensing 3pp 18682 139 24X Flche 90-344,93/05/24, 

0306010316 


8306010331 aubmibe list of post-trip review procedures to be modified 

following review of results of NUREG-0977 (Salem event) 6 

discussion u/NRG Mods will be made within 30 days 
CUAVTON.F L Alabama Power Co 03/05/24 VARGA, S A Office of 

Nuclear Reactor Regulation, Director ip 18661 278 24X 

Flche 90-340.03/09/24. B3D60t033l 


0306010334 Submits response to Generic Ltr 63-02 re implenantat ion 
of HUREG-0737 Items No Ttch Spec changes rt^u^lT'ed for 
Items I A 1 1 3, I A 1 3, 11 E 4 I, 11 E 4 2 9. 1 1 E 4 2. 6, 
ll e 4 2 7, 1 1. K, 3. 3. 11 K 3 |3, 11 K 3 22 V III K 3 19 
HARRINGTON. H D, Boston Edison Co 0L-B3-02 03/09/24 

EISENHUT, DO. Division of Ulconslnj 2pp IB672 319 24X 

Flche. 50-293,63/09/24, 0306010334 


0306010399 Informs that addl cUd subU & rupture model calculations In 
progress, pep NUREO-0630 Imp lementat ion schedule Final ript 
will he Issued by 830620 

RCJDRIOUEZ.H J aacramento- Municipal Utility District RJR B3-434 
83/05/23 STOLZ.J F Operating Reactors Branch 4 Ip 1B6B2;240 
24X Flche 30-312,83/09/23,0306010399 
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8304i’0l0^00 raruArrf« proposad «ch«-dule re- current statu* of emergency 
retpanie capability per l^eglon V 6:?030l. meeting (Oeneric Ltr 
62-33 & Si/ppl I (o HUReO-^Q737f 

5Dt/CMI£Yi 0 D Wa*hthgton Public Foiuar Supply Systejm 002-B3~34^ 
03/04/^15 SCHWE^K:Eft*A Llcen*infl Branch 2 4pp 18603 241 24X 

Flch* 30-397103/04/13.8306010400 


830&0l04i3 FarwArd* d«*rription« of raspon* ib 1 1 i t o# nuclear safety 
«««uranc« group, in confirmation of 030209 meeting End 
provldat revised reapon** to TMI Item* IBI2<tIC9 
BCX/CHEYfO 0 Washing ton Public Pouer Supply System 003-03-343 
83/04/15 SCHWENCER^A Licomlfig Branch 2 6pp 10674 244 24X 

Flch* 50-397i 03/04/13. 8306010413 


B3060I0429 Adviitti of failure to complete Inetai 1 atlon place In 
operation portions of radioactive monitoring equipment for 
compliance w/NUREO-073r. Item IJ F 1. 1. "Noble Qa* 

MOTtltorlng ** Completion expected by 830630 

FAV.C W HS scene in Electric Pouer Co 83/03/25 DENTON. H R 
Office of Nuclear Reactor Regulation. Director. CLARKi R A 
Operating Reactors Branch 3 3pp JB679 321 34X 

FI c h • 30-366. 03/09 /23i 03060 1 0 420 


0306010441 Submits reiponie to 10CFR50 49. "Environ Qua 1 1 # Icat 1 on of 
Electrical Eiiuipmsnt Important to Safety for Nuclear Power 
Plants " Master list of safety-related electrical equipment 
sncl 

MUSOLF. D N Northern State* Power Co lEB-79-Olfl 83/03/19 
Office of Nuclear Reactor Regulation. Olractor 30pp 10674:772 
24 X Flch*. 30-363, 83/09/19, 8306010441 


8306010477 Inform* that NUREO-0737, Item III A 2.1, "Emergency 
Prcpar*{inai*. Upgrade Emergency Plans to App E» 10CFR50. *' 
cempletsil Item closed. 

CLARK.R, A Operating Reactor* Branch 3 33/05/Ii LUNDVALL. A E 

flaltlmoTi Oas k Electric Co 3pp 18688 339 24X 

FI C h # . 30''3 1 7. 83/05 / 1 1 . 83060 10477, 


0306020007 NURBCJ/CR-2a4l 

LI8HT WATER REACTOR eAFETY RESEARCH PROGRAM SEHlANNUAt 
REPORT. OCTOBER 1901 - MARCH 1982, 

BERMAN. N eandia Laboratories FIN A-I0t9 8AND92-1972, 83/05/31 

Division of Accident Evaluation, 303pp 13700 014 


03060200 1 1 NUR EO/CR-32 1 0 

LOW-LEVEL WASTE RISK METHODOLOOV DEVELOPMENT 

COX.N 0 . FALCONER. K L . ROPE. 8. K E060. Inc FIN A- 631 O 

EOQ- 2247 , 93/09/31 Division of ftist Analysis 94pp 18690 2l8 


8306020019 Requests performanco or doc umenta ti on <tf completion of load 
test of reactor vessel head lifting fixture for control of 
heavy loads, Phase 1 within 120 day* Guidelines for response 
8 Complete draft technical cvaliratlon rept enct. 

CLARK.R A Operating Raactor* Branch 3 83/03/24 OARRITY. J H 

Maine Yankee Atomic Power Co I6pp 18701 146 24X 

Fit he. 50-309, 83/05/24. 8306020D13, 


—8306020037 TER-C3906-363 DRFT 

“Control of Heavy Loads CC-10)i Maine Yankee Atomic Power 
CotMaln Yankee Nuclear power Stationr" draft technical 
evaluation rapt 

VITOrD. J( apMBEROER.C , 3ARGENT. 1 H Franklin Insti tute/Frankl in 
Research Center NRC-OB-Bl-IOO TAC-0B039. 03/12/30 

CLENEN 8 ON 1 F, NflC - No Detailed Affiliation Given 36pp, 

10701 162. 34X Fictie 30-309.83/03/24.8306020013, 


8306020016 HUREG/CR-3109 

LARGE SCALE EXPLORATORY TESTB OF SODIUM MAGNETITE CONCRETE 
INTERACTIONS. 

RANDrcHiE j ACTON. R U Sand la Laboratartes FIN A-1094 
8AND93-0396 03/05/31. Office of Nuclear Regulatory Research, 

Director. 72pp. 18702:333. 


BJ06020020 informs that, based on review of BWR Owners Group 001230 
response to NUREG-0737i Item II K 3 43. "Depressuri ration W/ 

Other Than Automatic Depressur i ration Sysr " complete, 

VABflALLO, D. B, Onai*,***"-' B'sctOTs Branch 2 S3/05/16 UTLEY, E E 

7pp, 18702 336 24X 

'020 


m EMERGENCY CONDITIONS AT 

DETON, R W Battalia Memorial 
ratory F1N-B449I PNL-449I 
.V Preparedness & Engineering 
Available at NRC. *6 30 


0306020096 Respond* to 030414 Up ra Oeneric Ltr 82-33 requirement* 
concerning Suppl I to NUREG-0737 Portion of response 
addressing detailed control room design review does not 
provide all info requested Response requested by 83033i 
KNIGHTON. O tl Licensing Branch 3 GL-8a-33 G3/O5/t0 VAN 

BRUNT. E E Ariiona Public Service Co 6pp 18701 349 24X 

Fi ch e 90' 320. 83/03/ lo, 8306020096 


8306020066 NUREO/CR-2969 

SOLIDIFICATION OF IRRADIATED EPlCOR-ir WASTE PRODUCTS 
BARLETTA. R E , SMVLER. K J . CHAN, S F Brookhaven National 
Laboratory FIN A-3162 BNL-NUREO-51 990 B3/09/31 Dlvljian of 

Watte Management t41pp Available at NRC »6 SO 10699 052 


8306020072 NtlREO/CR-2006 

MODELING AND ANALYSIS OF LOW HEAT FLUX NATURAL CONVECTION 
SODIUM DOILJNO IN LMFBR8 

KHATIB-RAHBAR, CAZXOLl.E 0 Brookhaven National Laboratory FIN 
A-3013 BNL -NUR EO-3 1541 83/09/31 Division of Accident 

Evaluation 68pp 10690 105 


B3060200BO NURE«/CR-3I3I VOl 

CONTAINMENT INTEGRITY PROGRAM FY02 ANNUAL REPORT 

QLEJWAS, T. £ . WOODPIN. R L . DENNIS. A M Sandia Laboratories FIR 
A-1249 SAND83-0417 03/09/31 Division of Engineering 

Technology. 55pp 18701 286 


8306020112 NUREO-0907 

ENVIRONMENTAL IMPACT APPRAISAL FOR RENEWAL OF SPECIAL 
NUCLEAR MATERIAL LICENSE NO SNM-U60 Docket No 70-1201 
(Babcock tt Wilcox Company Commercial Nuclear Fuel Plant 1 
a Office of Nuclear Material Safety k Safeguards. Dir ec tor 
83/03/31 I4lpp Available at NRC *6 50 10698 271 


8306020122 NUREO/CR-3249 

METABOLIC DATA AND RETENTION FUNCTIONS FOR THE INTRACELLULAR 
ALKALI METALS 

LEGOETT.R W Oak Ridge Natlohal Laboratory FIN B~0480-2 
ORNL/TM-0630 83/()9/3l Division of Facility Opera tion* 93pp 
18701 108 


8306020131 NUREO/CR-2000 801 

GUIDELINES FOR NUCLEAR POWER PLANT SAFETY IflSUE 
PRI0RITI2ATI0N INFORMATION DEVELOPMENT 

ANDREWS. W D . OALLUCCI.R H . KONZEK, G J Battel le Memorial 
Institute. Pacific Northwest Laboratory FIN 8-2907 PHL-4297 

93/09/31 Division of Safety Technology 233pp Available at 

NRC *7 50. 10697 230 


8306020134 NUREO/CR-2837 801 

PNL TECHNICAL REVIEW OF PRESSURIZED THERMAL SHOCK ISSI/ES 
Tachfileal Critique Of The NRC Near-Term Screening Criteria 
PEDERSON, L T. j APLEY. W J , BIAN, 8 H Battelle Memorial InitiiuU, 
pacific Northwest Laboratory FIN B-2310 PNL-4327 03/09/31 

Division of Safety Technology 96pp Available at NRG 94 75 
18698 160 


0306020144 NUR EG- 0403 VOS N04 

systematic EVALUATION PROGRAM STATUS SUMMARY REPORT Data As 
Of April 30. 1903 (Buff Book! 

» Division of Data Automation !< Management Information B3/09/3S 
70pp 10697 158 


8306020146 Foruiards Info supporting post- imp lementatlon review of post'- 
accident sampling sys Eleven criteria from NUREO-0737, I tern 
II B 0 addressed Description of reactor coolant k 
containment air post-accident sampling sys encl 

OARRITY. J H Maine Yankee Atomic Power Co MN-83-97 03/09/56 

CLARK.R A Operating Reactors Branch 3 28pp 18694 130 24X 

FI Che: 50-309, 83/05/26, 8306020146 


B306020I69 Requests deferral of responses to applicants motion for 
suifimarV disposition of New England Coalition on Nuclear 
Pollution Contention I D 2 re reactor trip *u* until 20 days 
after sve of NUREO-IOOO. Vo I 2 

PERLI8. R. G Hearing Branch 3. ISSUANCES OL 83/03/31, HOYT. H 1 
LUEBKE.E A . HARBOUR, U, Atomic Safety and Licensing Board Panel 
2 pp 18690 361. 24X Fiche 50-443, 03/09/31, B3060201 69 


8306020108 Forwards Franklin Research Ctr draft technical evaluation 
rept, "Control of Heavy Load* (C-IO). Florida Power co. 

Crystal River Unit 3 •' Guidance document, “Synopsis of 
issues Associated w/NUREO-0612, ■' also end 

8T0LZ, J F Operating Reactors Branch 4 03/09/19 WILOUS. W S 

Florida Power Carp, 2pp 10701,072 24X Flche 50-302,03/09/19. 

8306020188 


—8306020196 TER-C9906-347 DRFT 

■♦Control oP Heavy Load* (C-IO). Florida Power Co, Crystal 
River Unit 3* ■' draft technical evaluation rept 

BOMBERCER.C t VOSBURY. F, W Franklin Ins titute/Frankll n Research 
Canter NRC-03-S 1-130 83/01/20 CLEMENSON. F NRC - No Detailed 

Affiliation Given 39pp 18701 074 24X Fich# 50-302,03/05/19. 

0306020188 
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B30i02£>l^^ NUREO/CB"20I4 V03 

WJCLEAR REACTOR SAFETV July - October 1902 

STEVENSONfKO t_os Alamos Scientific Laboratoiy FIM A-7420 

83/04/30 Division of Accident Evaluation 3lpp 

lBf.^7 199 


83<3402023P Forwards Rev 0 «o Salem Genei sting Station Emergency 
Operating Procedures Generation Package. pei Suppl 1 to 
KtJfiEO-0737 {Generic Ltr 82-03> 

LiDEti-E A Public Service Electric ^ Gas Co of Noiii Jersey 
(JL-B2-33 03/03/20 VARGA. S A Opeiating Reactors Granch 1 Ip 

10409 001 24 X Fiche 30-272.63/03/20 8304020232 


--B304020240 ftev 0 to "Salem Geneiating Station Emergency Operating 
procedures Generation Packayc “ 

GUELLER.J . FRV. L . HERKUEY. J Public Service Electric 4c Gas Co 
of New Jersey GL-a2-33 03/04/20 166pp 18609 002 24X 

FlCh* SO-272- 83/03/20. 8306020232 


3306CJ20aaJ Responds to B303I0 Itr reciuosting addl info re status af 
NUREC-0737i Item II F I installation of Unit 2 high range 
.containment monitor trending it recording function completed 
Honitor operational 

hunter. R S Indiana ^ Michigan Eleitric Co HEP NRC 067BF 
03/03/37 DENTON. H R Office of Nuclear Reactor Regulation. 
Oirector Opp 10490 313 24X Fiche 30-313.83/03/27.8306020201 


03O&O2O2S3 roruards rev to 001219 response to NURE0~0737» I t«m I C 6. 
•Guidance on procacfurBs for Verifying Correct Performance of 
Opp^rating Activities." per 821222 Tech Spec change re shift 
technical advisor 

BORDINEi T C Consumers rptaer Co 63/03/23 CRUTCHFIELD. D 
Operating Reactors Dranch 3 2pp 18690 310 24X 

Ftch* 50-133.83/03/2 9.8306020203 


8306020524 Discusses status of 820827 commitment to perform 
camp TS hens ive stress analyses of roactoi vessel closure head 
internals lifting rigs to provide scope 4. schedule of 
effort Results schedutad for submittal by 830831 

OAFJflITV. J H Maine Yankee Atomic Power Co HN-03-113 B3/03/27 

CLARK. R A Operating Reactors Branch 3 2pp 10693 241 24X 

Fiche 90-309. B3/0 9/27. 0306020524 


0306020570 Comments on NUREO-0737, I tom III A 2 1. "Emergencij 
Pr eparediiess. Upgrade Emergency Plans to App E. lOCFRSO " 

□ nslte fU offsite emergency pt eparedness adefiuate Item 
c I osed 

VAROAj 6 A Operating Reactors Branch 1 83/03/24 CLAYTON. F L 

Alabama Pouier Co 3pp 10719 066 24X Fiche 30-348. 83/03/24. 

0306020570 


0306030009 NUREO/CR-3217 
NEAR-TERM IMPROVEMENTS 
ANNUNCIATOR SVaiEMS 
RANKIN, W L . AMEB.K « 
Northuiast Laboratory 
Centeri FIN 11-2360 
Factors Safety 69pp 


FOR NUCLEAR POWER PLANT CONTROL ROOM 

Battelle hemorial Institute. Pacific 
DUVERNOY. E O Battel I e Human Affairs Research 
PNL-4662 63/04/30 Division Of Human 

Available at NRC *9 00 10733 075 


0306030020 Foruards "Coritrol of Heavy Loads at Nuclear Power Plants. 
Washington Nuclear Project 2 {Phase 11 - Interim). “ 
technical evaluation rept 

SCHWENCER.A Licensing Branch 2 83/03/24 FEROlPSON, R L 

Washington Public Power Supply Bystem 2pp 10733 146 S4X 

Fiche 50-397. 03/09/24. 8306030020 


— 0306030088 "Control of Heavy Loads at Nuclear Power P lent «. Wa sh Ing ton 
Nuclear Project 2 (Phase IJ - Interim). '* draft technical 
■vetuatlon rept 

DIXON. 0 W . 8T1CKLEY, 7 M EGfcO. Inc FiN A-6457 83/05/24 

NRC - No Detailed Affiliation Given 20pp 187:13' 148 24X 

Fiche 90-397, 83/05/24. &306030020 


8306030067 Foriiiards synopsis of issues to resolve conformance 
u/NURE0~06lS ra control of heavy loads (Phase I> 6 draft 
technical evaluation rept 

CLARK. R A Operating Reactors Branch 3 03/09/17 6TENART.N L 

Virginia Electric 6 Power Co t3pp 10733 211 24X 

Fiche 50-330.83/09/17.0306030067 


—0306030070 TER -C 9506-372/ 373 DR 

"Control of Heavy Loads <C-10 ) . Vlrg i nia Elactrlc Power Co. 

North Anna Power Station Units 1 62." draft technical 
•vetuatlon rept 

eOMBERGER. C R . V03DURY. F W . 5ARDENT. I H Franklin 
Instltote/Franl 1 In Research Center NRC-03-ei“130 TAC 471 12 
03/02/22 NRC - No Detailed Affiliation Given 25pp 
18733 224 24X Fiche 50-338,03/05/17.8306030067 


8J060300B9 Informs that onsite &> offsite emergency preperedness 
adequate 6 emergency plans upgraded per NUREO-O737f I tern 
[IT A 2 I ttem complete. 

CLARK. R A Operating Reactors Branch 3 83/05/20 CARRITY. J M 

Maine Yankee Atomic Power Co 3pp 18733 260 24X 

Fiche 90-309. 03/09/20. 0306030089 


6306030096 Informs that NUREO-0737. Item ITI A 2 1. "Emergency 
Preparedness. Upgrade Emergency Plans to App E. lOCFRSOi " 
complete Item closed 

OTOLZi J F Operating Reactors Branch 4 83/09/tB BAUER. E 0 

Philadelphia Electric Co 3pp 10733 293 24X 

FUhe 50-277.63/09/10.0306030096 


8306020993 Toruiards draft SER. NUREO-0422, Svpp 1 7 6 "Evaluation of 
McOulre Units 1 6 2 Undorvoltage Trip AtUchment ratlures." 
interim technical evaluation lopt h draft full power OL 
amend 

NOVAK. T M Assistant Director for Licensing 83/09/24 TUCKER. HD 
Duka Power Co 44pp 18710 001 24X FUho 50-369.03/09/24. 

0306020590 


8306030110 Forwards safatg evaluation re BUR Owners Oroup 001230 
resporise to NUREO-0737. I t#m II K. 3 45. "Depressurization 
W/Other Than Automatic Depressur 1 tat 1 on Sys. " No mod to 
plant design or operation required 

0TOLZf J F Operating Reactors Branch 4 83/09/10 BAUER. E Q 

Phlladalphla Electric Co 2pp 10733 297 24X 

Fiche 90-277. 83/09/181 8306030110 


8306D20601 Forwards briefing package for forthcoming Commission 
meeting ie full power operation Package includes briefing 
iMdeSiSFR 8uppl 7. OL issued on 030301 ^ proposed amend 
DIRCKS.N j Office of the Executive Director foi Operations 
83/05/24 PALUADINO. N . OILINSKY.V ♦ AHFARNE. J Commissioners 
S47pp 18717 190 24X Fiche 50-370.03/09/24.0306020603 


8306020606 Confirms NRC caseload forecast panel findings resulting from 
e 303 D 2 -l }4 site visit to assess const rompletioP schedules 
[itvance of suppl to SER {NUREO-0047 ) scheduled for Nov 

... . 

NOVAK. T N Assistant Director for Licensing 83/09/24 PARRIS.HO 
Tenneisso Valley Authority 3pp 18719 050 24X 

Fiche 30-390, 83/05/24 . 0306020606 


0306020676 Informs that NUREO-073/, I turns U F 1 4. "Containment 
Pressure Monitor.'' i 11 F 1 5. "Containment Hydrogen 
Monitor" compltted Items closed 

VAROA. S A Operating Reactors Branch 1 03/05/17 CAREY. J J 

Duqussnp Light Co. 6pp 10716 249 24X Fiche 90-334,83/09/17. 

8306020676 


8306020694 Submits rept re turbine missile issue Rept completes NRR 
action requested In AGRS 020713 Itr Results documented In 
Suppl 3 to SER (NUREO-08871 

NOVAK. TM Assistant Director for Licensing 03/05/23 RAY. J U 
acre - Advisory Coimnlttee on Reactor 0«feguard< lOpp J0/16 237 
24 X Fiche 50-440.03/09/23.0306020694 


0506030122 Forwards addl Info to aid in completion of review re NUREO- 
0737. I terns riFl 4 , irF198<lIFl6,p»r 030110 Itr 
request 6 justification concerning Item fl F 1 9 Amend to 
030310 confirmatory order requested 

TUCKER, H B Duke Power Co 83/09/31 DEMTDN.H R Office of 
Nuclear Reactor Regulation. Director t3pp 18704 302. 24X 

Fiche 90-269. 83/09/31. 0306030122 


8306030132 Ack receipt of 030329 Itr requesting waiver of 3 month 
hiatus between submittal of procedures generation package 
Ic Initiation of training on upgraded emergency procedures 
Ifalver granted 

BTOLZ, J F Operating Reactors Branch 4 83/05/17 W1L0U8.M 8 

Florida Power Corp app. 10733 306 24X Fiche 90-302.03/05/17. 

0306030132 


D306030197 Staff requirements memo informing of Commission 830913 
briefing In Wash Ington. DC on NUREO-IOOO. "Oeneric 
Implications of ATN8 Events at Salem Nuclear Powtr Plant " 
Operating criteria requested 

CHILK.S J Office of the Secretary of the Commission (1030918 
03/09/27 0IRCK8, W J Office of the Executive Director for 
Operations Ip 10733 313 24X Flc he, 90-272. B3/09/27. 83060301 97 


0306030293 Informs that NUREO-0737. Item III A 2 1. '^Emerjentv 
Preparedness, Upgrade Emergency Plans to App E. IOCFR90i " 

■completed Item closed 

©rOLZ. JF Pperatlng Reactors Branch 4 83/09/17 WHLOUS.W. 8 

Florida Power Corp 3pp 18734 067 24X Fiche 90-302.03/09/17* 

0306030253 
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S30S030290 ForuJardi dddl guid^nce^ on acceptable «oli>tion% to open items 
re control of heav<g laada in compliance m/UVREG-OhlS t> 
draft "Control of Hoav'g Loads ( C-lO J , Don^ 1 d C Cook Nuclear 
Plant Units l Si " technical evaluation rept 
l/APGA, a A Operating Fleactors branch 1 8:3/03/16 DOLAN. -J 

Indiana Michigan Electric Co |4pp lB73d OQ 6 24X 
Fiche 30-315. 83/03/16. aaOfiOOOasO 


--6306 0302*? 9 TER -09306-344/343 DR 

Draft “Control of Heavy Loads <C-10) . Dona 1 d C Cook Nuclear 
PoLier Plant Units I & 2i ” technical evaluation rpp t 
VOSHURV. F W Franlclin I n* 1 1 tute/Fran k ] i n Research Center 
NRC-Oa-Bl-130 TAC 07900 83/02/24 CLEMEN80M. F NRC - Nq 

Detailed Affiliation Olv^en 33pp 18734 100 24X 

FI Che 50-313. 63/05/ 1 6rB30603 0290 


6306030300 Forwards Voli 1 & 2 to Rev I to "Ouke Power Co Response to 
Suppl 1 to NUREO-O/S? for Catawba Nuclear Station “ 

TUCKER. H a Duke Power Co 83/06/01 DENTON, H R Office of 
Nuclear Reactor Regulation. Director ADEN SAM. E 6 Licensing Drench 

4 2I5pp 18704 038 24X Fiche 50-413,83/06/01,8306030300 


B30603O352 Advises that backup meteorological i nstrumen tat i en will not 
be installed at facility, per NUREG-0737. Supp 1 1 Software 
problems u/meteorolog ica 1 dispersion rnodellng unresolved 
Interlrn syi described In 620401 Itr utillred 

LEKPCEfi. T E Niagara Mohawk Power Corp 83/05/27 VA 8 SALLO. 0 D 
Operating Reactors Branch 2 Ip 18706 126 24X 

Fiche 50-220.83/05/27.8306030332 


9306030379 FOIA request for NUnEG-0945, ’‘Final EIS on iOCFR 6 l 
'Licensing Req^ulrements for Land Disposal of Radwastfr 
JOHNSON. 0 J Minnesota Project 83/03/22 Division of Rules and 
Reeardi ip 18734 348 


0306030302 Responds to FOlA request for Ni;RE0-O943, ’“Final £IS on 
10CFR61 licensing Requi r e/nan ts for Land Disposal of 
Radwast# Forwards NJREC-094 5, Uol s 1-3 W/o ends 

FELTON. J H Division of Rules and Records 83/04/01 JOHNSON. B j 
Minnesota Project Ip 18734 349 


0306030412 Forwards final schedule for satisfying requirements of 
Oenerlc Ltr 02-33. Buppl 1 to NUR^(J-0737 “Requirements for 
Emergency Response Capability ” 

VaUNOBLOODj B J Licensing Branch I GL-B2-33 03/05/18 

WILLIAMS. J Ctnclfinatl Bas ii Electric Co 4pp 1B747 141 24X 

Ffche 30-3 50.03/03/18.8306030412 


8306030441 Forwards "Control o# Heavy Loads <C-101, Surry Power Station 
Units i 6 2.” draft technical evaluation rept Hi summary of 
addl info required to complete revi ew Respons e requested 
ui thin 60 days 

VAROAiS A Operating Reactors Branch 1 83/09/16 STENART. U L 

Virginia Electric & Power Co 2pp 18739 287 ?4X 

F I < h e ' 90-280. 83/0 5/ 1 6. #30603044 1 


—9306030446 TER-C5S06-39 9/396 DR 

"Control af Heavy Loads (C-lOl. Surry Power Station Units 1 6 
2 ." draft technical evaluation rept 

VOSBURy.F H Franklin Inst i tute/Fran k 1 in Research Center 
NRC-03~ai“13O TAC 08093 83/01 /£ 4 NRC - No Detailed 

Affiliation Oiven 40pp I873S 289 24X Fipbe 50-280.83/05/16. 

8306030441 


03O6O3O4B5 NURE0/CR-3oa7 ERR 

OVERLAND EROSION OF URANIUM MILL TAILINGS IMPOUNDMENTS 
PHYSICAL PROCESSES AND COMPUTATIONAL METHODS 

* BattelU Memorial Institute. Pacific Northwest Laboratory * 
Division of Technical in forma t loti & Document Control pnl- 4523 
83/05/04 Division of Health. Siting te Uaste Management Ip 
10735 266 


8306030406 NUREO-0304 VOa NOl 

REGULATORY AND TECHNICAL REPORTS Compilation For First 
Ouerter 1903 

♦ Division of Technical Information Hi Document Control 03/09/31 
64pp 18739 067 


8306030903 Forwards safety evaluation supporting response to TMI Items 
I A 2 1 4 1< 1 1 S 2 Requirements satisfied 

DEAOAZiBiA Operating Reactors Branch 4 83/05/13 CROUSE. R P 

Toledo Edison Co 4pp IB747 167 24X Fiche 50-346,03/09/13. 

B306030S03 


— 8209030329 0Al-106-O29-2a 

"Impraveffltnts In TrAlnlng S< Reque I if i cat ion Programs As 
Required By TMI Action Items I A 3 1 *c n jj 4 for 
Davis-Btsse Nuclear Power Station.'' technical evaluation 
ript, 

* Science Applications* Inc NRC-03-e2-096 e2/08/.3l NRC - 

No Detailed Affiliation Olvon I 5 pp 10747 172 24X' 

Fiche 90-346.93/05/13.0306030503 


830603090B Foru«a»ds draft "Control of Heavy i oad^ ir JO). Zion Siatio 
Units I ^ 2, ‘ pdr responses to NRC 000731 request foi i evieu 
of provisions for handling H lontroi of heavy loads in 
conformance w/NUREG-0612 Addl guitfanre en' I 

VARGA, B A Operating Reactors Rfanch 1 83/05/19 FARrtAfl. D L 

Commonwealth Edison Co 15pp 10735 006 24 ^ Fiche 50-295, 

63/09/ 19, 0306030508 


—030603051? TCR-C5506-403/404 DR 

Draft ’Control of Heavy Loads (C-lO',Zlon Station Units I 4 
2 ." technical evaluation rept 

SARGENT. 1 H UITO. D J Franklin I n*. 1 1 tuto/rranl 1 i n Research 
Center NRC-03-G J -130 TAC 00092 8 ;>. 11 /30 CLEMENSON.F rjRC 

No Detailed Affiliation Given 30pp 18/35 021 24X 

Fiche 50-295.83/09/19.8306030500 


8306060036 Specifies provisions mcorpoiated into pfocedures r« NRC 
positions for 8 EP Topic 111-3 C, "Insorvice Insp of 
Wa t»r-Conti ol Structures " Topic detiilcd tn final 
integrated plant SAR, NUREG-0021 

MAieR. J E Rochester Gas 6 Electric Corp 83^05^26 CRllTCHF lELC. D 
Operating Reactors Branch 5 3pp 10723 290 24 X 

Fiche 90-244, #3/09/26. 8306060036 


0306060031 Addl response to FOIA request foi throe categories of 
documents rc PRA of reactoi safety study methodology 
application program repts f. interim reliability evaluation 
program repts Forwards App A documents Search continuing 
FELTON. J li Division of Rules and Records 03/04/07 fiHOLLl'. S C 
Union of Concerned Scientists 3pp 10/92 001 24X 

Fiche 50-000,03/04/07,0306060051 


— 8109210318 Responds to 810B20 memo re transmittal of NUREG/CR- 1.659, 
Voi 2, to licensee for comments Util cooiments on icpt already 
requested 

BERNERO. R M Division of Risk Analysis 01/08/28 NOVAA. T M 
Assistant Director for Operating Reactors 2pp 18752 010 Dkl 
Fiche 30-000,83/04/07,0306060031 


'-6204120480 Discusses results of Gandia Nat] tabs Study. “Reactor 9al<t| 
Study Methodology Application Program Grand Gulf l flWR 
Power Plant (NUREO/CR-1639, Vo I 4» ’■ 

ERNST, M L Assistant Director for Technology Review 82/04/06 
TEDE 8 CO. R U Assistant Director for Licensing 2pp 18792 067 
24X Fiche 50-000.83/04/07.8306060051 


—8207280024 Discusses NUREC/CR~27a7. '■ Interim fiellabijity Evaluation 
Program Analysis of AR Nuclear One-Unit 1 Nuclear Power 
Plant," first final rept on four integiated reliability 
evacuation program Phase II studios 

PERNERO.R M Division of Risk Analysis 02/06/24 HANAUEfL ^5 H 

Division of Human Factors Safety 9pp 18792 0^4 24X 

Fiche 90-000.83/04/07.0306060091 


8306060092 Advises that requirements of NUPEG-0737, I tern JI B 2 re piin' 
shielding for vital areas will be mot when mods drsctibed in 
end safety evaluation implemented Review of corrective 
actions completed 

CLARK, R A Operating Reactors Branch 3 83/05/24 COUNSIL-W G 

Northeast Nuclear Energy Co (subs of Northeast Utilities! Spp 
18791 293 24X Fiche 30-336, 03/05/24. 830606009? 


S306060099 Forwards Rev 4 to "Transport of Toxic Chemicals L CdnlreJ 
Room Habiiabilitg Study." in response to NRC request fy in 
conjunction w/Su(ipl 3 to 6 ER 

WILLIAMS. J Cincinnati Gas H Electric Co 03/06/01 DENTONrli 
Office of Nuclear Reactor Regulation. Director Ip 10731 301 
Fiche 50-398,03/06/01,8306060099 


— 8306060101 Rev 4 to "Transport of Toiic Chemicals t Control Room 
Habitability study " One oversiie graph encl Aperture card 
Is available in PDR 

BOCEMi P E Cincinnati Gas 6 Electric Co 03/D5/iB Il 6 pp 
18731 303 34X Fiche 90-398.83/06/01,0306060099 


0306060121 Forwards evaluations submitted re NURE0''O612. "Control of 
Heavy Loads at Nuclear Power Plants " Handling shielded 
shipping casks over spent fuel pool will be prohibited until 
(Tteaturas taken to reduce probability of cask drop 
0 AYNE, J P Power Authority or the State of New York JPN-03'4'v 
#3/06/02 VA83ALL0. D D Operating Reactors Branch 3 14pp 
10722 275 24X Fiche 50-333.83/06/02,0306060121 


0306060200 Forwards lE Insp Rept 50-334/83-08 on 830405-0 502 6 rotlcr 
of vio-lation 

STAROBTECKI, R Division of Project & Resident Programs, 93/05/23 
CAREY. J J Duquesno Light Co 2pp 18727 296 24X 

Fiche 50-334,03/03/33.0306060200 
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IE [ns^> Ropt 30“33'*/B3-OQ on 03040&-0502 Noncomp 1 Icince 

noted Failure to demohstrate ECCS vajve operabilitij ujithln 
■$.pecirieri surveillance intcival 

TflOSV(,OS)M » W M > TRIPP/L E Region I Office of Director 
jEB'-aP-Oi 83/05/17 22PP 1072/ 259 24X Fiche 50-334. 

03/05/23- B30i>060a00 


03060*0207 RoliFios that Apr 1903 rept ‘£>ha k 1 ng-Tab 1 e Testing For 
Seismic Evaluation of Electrical Raceway Sys. '■ applicable to 
facilities for SFP Topic 1 1 1 "*> re seismic design NURCG-0924 
6 r,yRe(J-0a26 commitments partially satisfied 

C01>NSI1-'W 0 Mortheast Nuclear Energy Co <5Ubs of Northeast 
tltllltl«^> rOUNSIt-.W G Connecticut Yankee Atomic Power Co 
COt/NSll-’W G Northeast Utilities niO790 03/05/26 
CfiUTCHF lEl-D*^ D Operating Reactors Hranch 5 ip 18727 293 24X 

Fiche 30-000. 83/03/26. 0306060207 


saotOiOSS* Forujards qualification status compliance summary on 
environ qual 1 f i cat 1 on oF electilcol equipment Important to 
{i^fety/per 10CFR3O 49 

DALE. h T Mississippi Power ^ Light to IEB-79 01 P 03/03/20 
DENTON-H R Office of Nuclear Reactor Regulation. Riractor 62pp 
18720 29Q 24 X Fiche 30-416.00/03/50.8306060236 


8306060263 Forwards IE Insp Rept 30-352/03-14 on 030427-29 0306 No 

nancomp 1 1 ance noted 

QTAROSTrCKI. R Division of Project & Resident Programs B3/03/25 
POLLOCK-H S Long Island Lighting Co ?pp 10727 033 24X 

Flch* 90-322. 03/03/23/ 0306060263 


--□306060260 IE Insp Rapt 30-322/83-14 on 030427-29 0506 No 

noncornp I I anc e noted Major aieas irrspecied lltensec actions 
taken to comply u/requ i r aments In NUNEG-0737. Item 11 0 2» 

"Desl^r Review of Plant Shielding *’ 

KELLY. E Region 1> Office of Diroettir GALLO. R M Division of 

Project {« Resident Programs 83/03/23 0pp 18727 033 24X 

Fiche 30-322.83/0 3/23/0306060265 


8306060303 Notification of CRGR Meeting 4l on 03O6OB to review draft 
NUREO-O0D1- ''Evaluation Criteria for Detailed Conti ol Room 
Design ncvlewa" draft NUnCO-0033/ "Human Factors Review 
Guidelines for Safety Parametoi Display Sys " 

STELLO. V Regional Operations Sc Generic Requirements 03/06/02 
«ATTSON*R J Office of Nuclear Reactor Regulation! Director 
JORDANiF L Director's OFflco. Office oF Inspection and Enforcement 
CUNNINGHAM/ R E Office of Nuclear Mateiial Safety Si 
Sa f eguard » / Oi r B c tor 12lpp 10729 202 


8306060366 NUREO/ 00-3220 VOi 

STflUCTURAl INTEGRITY OF WATER REACIOR PRESSURE BOUNDAHY 
COMPONENTS Annual Report For 1902 

e hlatirlals Engineering Associates/ Inc ** LNSA. Inc FIN 0-8133 
HEA-aOJ2 03/04/30 Division of Engineering lechnology I06pp 
A.'allable at NFIC *5 30 10747 107 


030606037/ Advises that NUREO-0737. I toms IT F I 4, "Containment 
Pressure Monllorill F I 3. "Containment Water Level 
Menlter" IJ- I ! F I 6. "Containment Hydrogen Monitor." 
resolved. per Q21217 submittal Safety evaluation end 
CLARK. R A Operating Reactors Branch 3 03/03/24 WITHERS. D D 

Portland Oeiieral Electric Co 9pp 18730 330 24X 

Fiche SO 34 4/ 83/00/24. 8306060377 


0306060410 NUREQ/C (1-3089 

SPECIMEN CCDMCTRY mH EXTENOrO CRACK GROWTH EFFCCTS ON 
Jl-fl CURVE CHARACTER lariCB FOR HV-IGO AND ABTM A3330 
STEEl S 

DAVIS. D A . VASSILAROS/M 0 / OUDAS. J P David W Taylor Naval 
Research 6 Devolopment Center FIN H-A290 03/03/31 Division of 

Engineering Technology D3pp Available at NRC 44 75 10740 021 


0306060412 NURE0-00S3 802 

SAFETY LVALUATION REPORT RCLATEO TO THE OPERATION OF 
CLINTON POWER STATION. UNIT NO I Docket No 30-461 
<Jinnols Power Company, et al) 

e Dlvislan of Licensing 03/03/31 72PP Available at NRC 
«4 50 10747 321 24X Fiche 30-461,03/03/31.0306060412 


63060604 k 3 NUflCQ-0927 FC 

EVALOATIDN OF WATER HAMMER EXPERIENCE IN NUCLEAR POWFR 
PLANTS Technical Findings Relevant To Unresolved Safety 

[s«ue A-l 

SEflKIZ. A W Division of Safety Technology 83/03/31 7epp 
10740 076 


0306060410 NUnEO-0993 FC 

VALUE-IMPACT analysis FOR USI A-l. "WATER HAMMER " 

SERKIL- A W Division of Safety Technology 03/03/31 29pp 
10747 293 


8306060419 NUREe-0S40 V03 N02 

TITLE LIST OF DOCUMENTS MADE PWOLICLV AYAILABLE February 
1903 

• Division of Technical Information & Document Control 83/03/31 
373pp 18749 001 


0306070013 Responds to request for environ qualification itetui of 
reactor bldg flood leva] alarms, per 8ER Open Item 61 re 
scram discharge voj <NURE0-0803> Testing program completed 
Documentation available for onsite review In approx 2 uks 
SMITH, J L Long Island Lighting Co SNRC-900 03/06/03 
DENTON. H R Office of Nuclear Reactor Regulation. Director 3pp 
IB736 359 24X Fiche 30-322.03/06/03,0306070013 


8306070015 Forwards IE Insp Rept 30-344/03-11 on 830320-0429 No 
noncomp I lancs noted 

STERNBERG. D {1 Region 3. Office of Director 83/03/23 
WITHERSjB D Portland General Electric Co 2pp 10737 339 24X 

Fiche 30-344.03/03/23.8306070013 


—03060/0017 IE Insp Rept 30-344/03-11 on 830320-0429 Mo noncompliance 
noted Major areas inspected plant eperat i ons. surve i L lance 
test ing. secur Ity. ma int I r ef ue 1 1 ng t* followup on corrective 
action to NUreo- 0737 items 

MALMR09. M H , D00D5, R T Region 3, Office of Director B3/03/19 
6pp 10737 341 24X Fiche 50-344, 03/03/23# 0306070013 


0306070016 NUnE0 - 074B V03 NO 4 

OPERATINO REACTORS LICENSING ACTIONS SUMMARY Data As Of 
April 30/1983 (Orange Book) 

* Management Information Branch 03/03/31 31?pp 10703 t89 


830607004*1 Clarifies misconception in 030313 safety evaluation 
submitted in reipons# to NUREO-0737. I tom II F 1-3 re 
containment hlgh-range radiation monitors High-range drywell 
radiation monitors b procedures in place when response sent 
HARRINOTON.W D Boston Edison Co B3-t4l 03/06/01 VABBALLO. D D. 

Operating Reactors Branch 2 Ip 10739 343 24X 

Fiche 30-293.03/06/01,030607004 5 


OJ06070047 Discusses reactor coolant pump seal ability to perfarm 
adequately after extended loss of camponent cooling wateri 
par NUREO-0737. I tern I f K 3 23 "Effect of Loss of Altarnatlng 
Current Power on Pump Baals " Item resolutlo-n requested, 

OLSON. R C Baltimore Gas 6 Electric Co 03/03/23 CLARKjR A 
Operating Reactors Branch 3 2pp 18740 003 24X 

Fiche 30-317,03/05/25.0306070047 


0306070062 Forwards safety evaluation of proposed resolution of 
Integrated plant BAR Section 4 27 re sve 6 cooling water 
sys Mods acceptable 

WAMOACH/T V Operating Reactors Branch 3 LB05-03-03-070. 

03/05/31 VANDEWALLC. D U Consumers Power Co 2pp 1B740 100, 
24X Fiche 30-233. 83/05/3t. 030607006a 


— B306070063 Safety evaluation on integrated plant 3AR Section 4 27 re 
SVC it cooling uetar sys 

s Operating Reactors Branch 3 83/03/31 3pp 18740 102 24T 

Flch e 50-233, 03/03/31 . 0306070062 


0306070079 Forwards schedule Fur completion of full-term liCShSe 8EP 
commitnents contained in NURE0-0e27 Three items Tesolveif 
after issuance of draft NUREO-0027 listed 

LINDER, F Dairy land Power Cooperative L-9ia4 03/06/02 
CRUTCHFIELO. D Operating Reactors Branch 5 lOpp 18730*206 24X 

Fiche 50-409.83/06/02, 0306070079 


8306070006 Provides results of ch lor 1 ne, b oron L pH analyses performed 
for chemical test matrli/per NUREG-0737. Item II B 3. 

Criterion ID. to demonstrate analytical capabilities In 
presence of interfering ion concentrations 

FAY.C M Wisconsin Electric Pouter Co 03/06/03 DENTON. H R 
Office of Nuclear Reac ter Regulation, Director 2pp 10737 330 
24X Fiche 30-266,83/06/03,0306070006 


0306070123 Submits revs to 030523 augmented RCS leak detection 
submittal fic inservicd insp program comml tment, Incor pnra t Ing 
surveillance frequencies per MUREG-0313. Rev 1 Insp L/or mod 
plans for r ec ireulat inn L RHR sys piping furthcoming 
OVCHA.L T Georgia Power Co NED-e3-332 B3/06/02 STOLZi J F 

Operating Reactors Branch 4. 2pp 10739 266 24X 

Fiche 50-366, 03/O6/O2i 8306070125 


0306070153 Responds to 821013 I tr finding utH position on NURE0~O7a7i 
Item n K 3 23 r* power on pump seals acceptable Addl 
Info re component cooling water pumps D L C clarified. 

Both pumps automatical ly tripped by containment spray sys 
ZIMMERMAN. B R Carolina Power & Light Co 03/05/31. VARGA. 0 A 
Operating Reactors Branch 1 2pp 18736 241 24X 

Fiche 30-261.03/05/31,8306070133 
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0306070177 4?e<iuests 30-ddq eitturealoa far response ta 830303 notice of 
Violation (< proposad Iniposition of c»vil penalties Delay 
due to complexity of Issupb U cans 1 deration af available 
options 

UDERITZ.R A Public Service Electric i* Qa% Co of Natu Jersey 
83/06/01 DEYOJNO^ R C Director's Offica. Office of Inspection and 
Enforcement 8pp 10736 339 24 X Flc6a 30-372. B3/06/01. 8306070177 


0306070183 Forwards applicetion to amend License DPff-64 to conform 
requirements of 0L-a2'l6 concerning tlURE0-O737 Tech Specs 
BAYNE* J P Power Authority of the State of New Vorl lPN-03-49 
03/06/01 ElSENHUTi D 0 Division of Licensltitf 3pp 18736 304 
34X Fiche 30-286. 83/06/01 r 8306070185 


“-03O6O7O197 Application to amend License DPR-64 changing Tech Specs in 
accordance w/requ I rements of Oetiorlc Ltr 02-16 re 
NUREO-0737 Items 

BAYNE* J.P Power Authority of the State of New Vorlr i5L''82-I6 
63/06/01 I2pp 10736 306 24X Fiche 30-206. 83/06/01 * 8306 0701 83 


8306070193 ftesponds to 830322 ltr re open issues of NUREO-0737* 
Item ri E 1 1* ■''Auxiliary Feeduatev Bys evaluation,'* Review 
of Recommemfationi 0L~2 re environ quali f 1 ca tl on & OL-4 re 
flow test to be completed by 03073} 

MARSHALL, J R Arkansas Power & Light Co tCAN058307 03/05/31 

8T0LZ.J F Operating Reactors Branch 4 2pp 18736 296 24X 

F 1 e h B * 50-3 1 3* 03/0 5 /3 1 . 8306070 1 93 


8306070200 ftesponds to 830208 Oeneric Ltr 03-100 on plans I, schedule 
for resolving NURE0'‘0737x Item II K 3 5 re trip criteria for 
raactor coolant pumps Util will follow guidance provided by 
NestlnghouBB (i Uest inghouse owners Group 

ALBX1CH.M P Indiana t rtichigan Electric Co 6L-83-10D 83/06/02 

EISENHUTrD 0 Division ef Lieensinff lipp. 10747 054 24X 

F I c h a • 50-3 1 3* 83/06/0 2* 0306070200 


8306070239 FpTwards revised draft response to Ooestien 410 17 re CP 
appllcatlor compliance iir/NUREG-0000 per 830330 meeting 
ur/NfiC Changei will be incorporated in FSAR rev scheduled for 
June 1903 

BRADLEY. E J Ph 1 1 a d e Ip h la E 1 ec tr I c Co 03/06/03 SCHWENCER. A 
Licensing Branch 2 3pp 10747 040 24X FUhe 50-352.83/06/03. 

030607023? 


8306070300 Forwards proposed schedule for completing requirements of 
NUREO-O737i Suppl l« ''Emergency Response Capability." per 
830510 meeting Commitments from 630415 ltr remain unchanged 
HILOUS.W S Florida Power Corp 3F-0383-24 83/05/31 BTOLZ. J, F 

Operiting Reactors Branch 4 Bpp 18740 305 24X 

Fiche: 50-302. 83/05/31 . 8306070300 


0306070303 Advises that individual pregram plan will be submitted 
by 831019 referencing tWR Owners Group generic program 
plan re NftC 030419 Generic Ltr 83-18* Supp I I to NUREG-0737* 

Item I D 1. "Control Room Design Review ” 

BAYNE* J P Power Autherlty oF the State of New Yorfc OL-03-1B 
83/06/03 VAS8ALLO* D. B. Operating Reactors Branch 2 2pp 
10740 301 24X FlChe 50-333*03/06/03.0306070303 


8306070343 Responds to Oereric Ltr 83-16 re NORGO-0737 Tech Space 
for listed TMl items Borne Tech Specs Incorporated, some 
not applicable ib some unnecessary. 

O'TOOLE* JD Consolidated Edison Co of New York* Inc OL-02-16 
03/05/31 ElBENHUr.D 0. Division of Licensing 6pp 10742 031 
24X Fiche. 50-247. 83/05/31 * 83060 70343 


8306070363 Reiponds to 03O2OS request for atfdl info re NUREO-0737. I tem 
tl K 3 20. "Verify Oua 1 If icatlon of Accumulators on 
Automatic Depressur Ixa ti on Syt Valves " N/arie -iiversizB 
drawing. Aperture cerd is available in PDR. 

CALTROFF.a L. Philadelphia Electric Co 83/06/02 STOLZ.J F 
Operating Reactors Branch 4 llpp IB743 075 24X 

Fiche 50-277183/06/03* 0306070363 


0306070437 NUR8G-OB0O FC 

PROPOSED REVISIONS TO STANDARD REVIEW PLAN. PSftP 5 4 6. Rev 3. 

P8RP 5 4 7. Rev 3f P8RP 6 3, Rev 2» PSRP 9.2 l.Rev 3i PSRP 9 2.2* 

Aev 2 fP 5RP 10 3iRev 3 U P8RP tO 4 7* Rev 3 

* Office of Nuclear Reactor Regulation* Director 83/06/06 87pp 
1B7B3 102 


0306070444 Forwards Suppl 2 to 8ER (NUftEG-0a53>. V/o end 

eCHWENCERxA LUenelng Branch 2 83/05/31 WULLER. (7 Illinois 

Power Co If, 18700.3^51 24X Fiche • 50-461 * 03/05/31* 8306070444 


—8306070446 Forwards, Sup pL 2 to Hay 1983 ( NUR 80-0853 ). W/o end 

* Office of NiTclear Reactor Ragulation* Director 83/05/26 
OTTlNOERrR House of Rep i Energy St Commerce. Ip 18700; 352 
24X Fiche 50-461103/05/31.0306070444 


- -83060/0447 Forwards Suppl 2 to fiay 19B3 SER {fJUWEG-ORSG } W/o ere I 
* Office of Nuclear Reactor Regulation/ Director Q3/03/J6 
SK^PSDNiA Senate* Environment 4* Public Works Ip 18700 053 
24X Fiche 50-461*83/05/31,0306070444 


—8306070451 Forwards Suppl 2 to May 1903 SER <NUREG-OB53) W/o end 
» Dffic** of Nuclear Reactor Regulation/ Director 93/05/26 
UDALL/M House of Rep / interior ft' Insular Affairs ip 
18780 354 24X Fiche S0-46i, 03/05/31 < 8306070444 


8306070452 NUREG/Cn-3290 

FEASABILITV STUDY ON THE DEVELOPMENT OF A NON- INVASIVE 
LJ09I0 LEVEL GAUGE FDR NUCLEAR POWER REACTORS 

OARATTA/A J / JESTER, W A * IMEL. O R Pennsylvania State Unlv' FlP^ 
0-1029 03/05/31 Division of Accident Evaluation 04pp 

Available at NRC «4 So 10782 020 


03 060704 7 1 NUREO/CR-034a 

STUDIES OF FISSION PRODUCT SCRUDDING WITHIN ICE 
COMPARTMENTS 

WINEGARONER* W Dattelle Memorial Institute* Pacific Northueit 
Laboratory PDSTMA* A K Benton City Technology JANMOWSFil.M W 
Office of Nuclear Regulatory Research, Director FIN 0-2444 
PWL-4691 0J/O5/3I Division of Engineering Technology 57pp 

Available at NRC »4 25 (8762 103 


B 3060704 73 NUREO/CR-3291 

AN ANALYSIS OF BOILING WATER NUCLEAR REACTOR STABILITY 
KARGIN 

DALARAM/ J < SHEN, C N * LAHEY, R T Rensselaer Polytechnic Inst Flh 
fl-7230 03/05/31 Division of Accident Evaluation 235pp 

Available at NRC i7 50 18753 102 


8306000135 Forwards SCR open item response to Chemical Enginflering 
Orench request for addl Info re NURE0~0737i Item 1103, 

"Pos t~Acc lifent Sampling Capability *' Info suppls 821201 
response ft' DL application Amend 48 

OEVINCENTIS, J Yankee Atomic Electric Co DEVINCENTIS, J Public 
Service Co of New Hampshire B0N-514 03/09/31 KNIGHTON, G H 

Licensing Branch 3 2lpp 10773 333 24X Fiche 50-443*83/05/31. 

6306000123 


8306080137 Forwards "WH Zimmer Nuclear Power Station* Unit I , Heavy 
Loads Rept* " In response to supplemental SER (NUREG-0920* 
auppl 3) ft* NUREO-0612 re control of heavy loads 
WILLIAMS* J Cincinnati Ga« ft« Electric Co 83/06/02 DENTON. H 
Office of Nuclear Reactor Regulation, Director G7pp 18760 373 
24X Fiche 50-330, 83/06/02*8306080137 


— 8306080140 "MH Zimmer Nuclear Powar Station. Unit I, Heavy Loads Rept " 
e Cincinnati Gas U Electric Co 83/06/01 lO0pp 10769 277 
84X Fiche 50-358.83/06/02.8306000137 


8306090146 NUREG-0904 

FINAL ENVIRONMENTAL STATEMENT RELATED TO THE DECOMMISSIONING 
QF THE RARE EARTHS FAC ILlTY* WEST CHICAGO. ILLINOIS Docket 
No 40-2061 

* nivlsien of Fuel Cycle 6 Material Safety 03/05/31 522pp 

Available at NRC ^10 00 1Q7B8 001 


03060801 3D NUREG'OSBO ROl FC 

BAFETY GOALS FOR NUCLEAR POWER PLANT OPERATION 
e Office of Policy Evaluations B3/03/3I I16pp 10709 163 


03O61>BO16B NUHEO/Cfl-3174 VO I 

GEOPHYSICAL-GEOLOGICAL STUDIFS OF POSSIBLE EXTENSIONS OF THE 
NEW MADRID FAULT ZONE Annual Report For 1902 

HIWZE, W J * DRAILEiL W . KELLER* 0 R Purdue Unlv FIN D-B077 
03/03/31 Olvislen of Health, Siting t Waste Management IGIPP 

Available nt NRC *4 75 10770 001 


0306080190 Informs that requirements of Till Item 11 D 2 2. "Design 
Review Of Plant Shielding 6 Environ Qua 1 1 f i cat ion of 
Equipment for 8paces/Sys Which May De Used In Post-Accident 
Operations* “ oiet 

CRUTCHFIELD, P Operating Reactors Branch 5 LS05-a3-06“OU 

83/06/07 C0UN3IL, W G Northeast Nuclear Energy Co (sub* ot 
Northeast Utilltlesl 6pp 10772 233 24X Fiche 50-245,83/06/07. 

8306080198 


8306080213 Informs that station blackout procedure approved ft< available 
for NRC review. per NUREG-0520, Supp 1 3* Sub sec t Ion 0 12 
WILLIAMS. J Cincinnati Gas *.ClBctrlc Co 03/06/01 DENTON* H fl 
Office of Nuclear Reactor Regulation* Director Ip 18771 102 24X 

Fiche 90-358.03/06/01*0306000213 


8306008251 rorwards "Control of Heavy Loads (C-101 St Lucie Unit 1. " 
draft technical rept, per util response to Section 2 1 of 
801222 generic ltr re NUREO-0612 Completion of review by 
830617 TequestBd 

CLARK, R A Operating Reactors Branch 2 03/05/24 UHRIG* R E 

Florida Power ft. Light Co 2pp 1B7B7 139 24X 

Fiche 50-333.83/05/24*8306000251 



NONDOCKETED ITEMS 


429 


--rt3ataa0253 TCR-C530&“394 drft 

’'Control t)f Heav'iJ Loads (C-lO) St tutic Unit 1, ' draft 
ttfchnical P'/alu^tion ropt 

BOHaeRGEnjC . AHMED. N Trank 1 in 1 ns 1 1 tuto/Fr anh 1 in Research 
Center m;?C -03-01 -130 TAC 00003 03/04/29 CLEMENSON. F NRC 

iMo Detailed Af f i 1 1 a 1 1 on Gi ven 36pp 10707 141 24X 

F1C^e 50-335-03/03/24.0306000231 


B306090237 Foriaards ’’Efnergencv OperatiAg Rndcedure* OehiTation 
Pacl[a^&. " In response to Oenerlc Lfcr 82-33-Suppl 1 to 
N0REG-O73/ 

riLlSOLF.O l^orUern States Fotesr Co GU-e2-33 83/03/31 Office 

of Nucleai Reactor Regulation- Director Ip 10797 001 24X 

Flcho 30-202. 83/03/31- 0306090237 


030 ^ 0 ^ 02 ^® Responds to FPlA redueat foi SCCY-a 3-22 Toruards public Ig 
available portions of paper per tolcon lu/W Toms 

n Division of Rules and Records 03 / 04 /tl KMIQHT.N L 
Oansral RhgsAcs Corp Ip 1 B 7 B 7 240 


-03fliAOBO?'7O "Statemo-nt of policy Furfchoi Tommission Ouidanco on 
E'nurgencg Response Capability-" draft tOCFRSO effective 
ruU Suppl issued to NUREO-0737, "C lar 1 f i cat I on of TM1 
Acklph Plan Requ i r emcnts " 

CHliK.S J Office of the Secretary of iho Co/rmjssion 03/04/11 
app 18707 241 


— 8306090239 "Emergency Operating Procedures Oeneratlon Package " 
» Northern States Pouier Co 01,-82-33 63/05/31 I6pp 

10797 002 24X Flch* 30-202.03/05/31.0306090237 


0306090267 FuTUards safety evaluation at DMR Ouinsrs Oroup response to 
NUnEO-0737* 1 1 em II K 3 10, "hod of Automatic 
Depressurization Sy s Logic ” Acceptable options Include 
elimination of high dryuell pressure permissive 
CnUTCHFIELD-D Operating Reactors Dranch 5 LSD3-e3-D6-0l6 

83/06/00 COilNSlL-W O Northeast Nuclear Energy Co (subs of 
Northeast Utilities » 2p p IS795 200 24X Fiche 30-245-83/06/00- 

8306090267 


03060003^^ Foru/ards review of ''Roactor Safety Study Methodology 
Applications Program Oconee 3 PWH Power Plant 
INURE0/CR-16S9- 2 of 4> " Review Identified dominant core 
nelt sequences U required licensing actions 
STGL2-J F Operating Reactors Dranch 
Duke Powor Co tnpp 19707 S"" 

B306Cao373 


4 03/06/01 TUCKER, H D 

24 X FI Che 30-207-03/06/01. 


0306080437 Summary of 030326 meeting ui/util in Dethesda-MO rc present 
tCTitainmont purge sys des ign, Outstand Ing Issue 10 in SER 
f NtiftEQ'*C&Q7 ) 

fitEFANO/J U t-icensing Dranch 1 83/06/03 VOUNODLOOD- 0 sJ 

Licensing Dranch 1 I2pp 10792 197 a4X riche 90-440-03/06/03, 
830608043/ 


''-8306090272 Safety evaluation uf BUR Owners Group responsi to 
NLfREO -0737- Item 11 K 3 18, "Hdd of Automatic 
Dcpressurl ta tton Sys Logic '* Acceptable options include 
elimination of high dryuell pressure permissive 

t Office of Nuclear Reactor Regulation- Director 83/06/Ofi 5pp 
10795282 24X Fiche 50-245.83/06/00.8306090267 


9306090361 Forwards request for enemption from emergenev operations 
facility (EOF) location requirements per Oanerlc Ltr 82-33. 
Proposed EOF to be located 125 air miles from factllty.w/ 
joint news ctr remelnlng in OconeeiNC 

TUCKER. H D Duke Power Co OL-B2-33 03/06/03 DENTON, H R, 

Office of Nuclear Reactor Regulation- Director 2Bpp ie795'039 
24X Fiche 30-269-83/06/03-8306090361 


6306090067 Forwards IE Insp Ropt 50-322/03-10 on 830401-0509 6 notice 

STAROSTECK I . R Division of Project f, Resident Programs 03/03/27 
p[K.l-OCK. M 8 Long Island Lighting Co ?pp 18793 290 24X 

Fiche 50-322.83/05/27-8306090067 


0306090369 Forwards comments on CROR review package re NI;REO'-0666- 
"Probab i 1 1 Stic dafety Analysis of DC Power Supply 
Requirements for Nuclear Power Plants '* Assistance of lead 
project manager offered 

EISENMUT.D 0 Division of Licensing 83/06/02 HATTSON, R J 
Division of Systems Integration (post 011005) 2pp 18014 016 


--03O6O7OO76 IE Insp Repb 50-322/83-10 on 830401-0309 Noncomp I lance 
nstsd failure to assure that changes to emergency diesel 
generator test procedures distributed 4* used 
illGOlNG^J C . ilCCADEiE C - KUNKLE. <? L Region 1, Office of 

Director SED-aO-13 83/05/25 I4pp 10793 293 24X 

Fiche 50-328.83/05/27,0306090067 


0306090110 Advises of approval of emergency response plan for facility, 
sjbj to vortflcatlnn of adequacy of public alerting & 

HCL0USKLIN?D ^'^Federal Emergency Management Agency 03/05/16 
01/ICKB-U J Office of the Executive Diiector for Operations Ip 
10793 329 24X Fiche 50-135.83/05/16.0306090118 


B3£36090I70 Forwards review of eCSSAR-F against requiiemonts of CP/MU 
role 10CFR50 Bdif) 6 selective sections of App D 6 Chapter 
3 of CESSAfl-F Only fraction of rule requirements within 
scope of CC9SAR-F CESSAR-F complies w/rule 
SCHERER* A E Combustion Engineering. Inc LD-83-049 
EIBENHDT.D 0 Division of Licensing I03pp 
riche 50-470, 03/05/25,8306090170 


83/05/25 
18794 010 24X 


8306090194 Discusses util interpretation of 10CFR50 49. "Environ 
OuallfiCftllon of Electrical Equipment Important to Safely 
for Nuclear Fower Plants ” Intent of rulemaking is to 
reduift uporade proflram for replacement equipment not parts 
FARRAR- D L -Commotiweal th Edison Co 6702N 03/06/OJ DENTON- H i 

OffUs of NvicUar Roactor Regulation, Director 3pp 18796 090 
24X Fiche 50 - 000 . 83/06/03. 0306090194 


6306090229 Approves State of Ml emergency lesponse plan associated 
local o\ani w/condltlon that adequacy of public alerting & 
aotlflcdtlon sys he verified per FEma/NRC joint criteria 
kilted in NUrtEO-0654/rEMA-REP-l. Rev liApp 3 
PAPER ICt LO- C J Region 3* Office of Director 03/06/06 

OEHITT-R 0 Consumers Power Co 2pp 18796 335 24X 

Fiche 50-155,03/06/06-8306090229 


0306090232 Advise* that NUREO-0824, Sec t ion 4 I 6 concerns rasolvdd- 
tastd on util 030113 response, per SEP Topic 11-3 B 1* 

■'^Capabl I lly of Operating Plant to Cope W/Deslgn Basis 
fLAoiSlng Conditions " Procedure OP 514A revised by 830729 
tOiJtTSiL-W 0 Northeast Nuclear Energy Co (subs of Northeast 
COUNSIL-HO Northeast Utilities 

CRUTCHFIELD. D Operating Reactors Branch 5 2pp 10795’ 344 24X 

Fiche 50-245.03/06/03-0306090232 


0306090386 Forwards request for addl info re response to end “Control 
of Heavy Loads at Nuclear Power Plants, Phase I, Nebraska 
Public Power D1 stric t- Coop er Nuclear Btatlon " Draft 
technical evaluation rept end Info requested in 60 days 
VABSALLQ, D 8 Operating Reactors Branch 2 83/05/26 PILANTjJ N 

hlebraska Public Power District I3pp 18614 042 24X 

FI Che 50-398, 83/05/26J 0306090386 


—8306090388 TER-C 5906-3 46 DRFT 

'’Control of Heavy Loads <C-10 ) . Nebras lea Public Power 

DIstr let- Cooper Nuc lear Station." draft technical evaluation 

rep t 

VOgaURV.P - VITO-D • SAROENT, I H Pranklln Ins t Itute/Frenk I In 
Research Center NftC-03-ei-l30 TAC 07982 82/12/30 

CLEMENSON-F NRC - No Detailed Affiliation Given 2?pp 
18014 095 24X Flcht 50-298,03/05/26.8306090386 


B306090393 Foruardi request for addl Info re three open items 
concerning controls for handling heavy loads FranVUn 
Research Ctr draft technical evaluation end Response 
requested within 60 days of receipt of Itr 

STOLZ, J F Operating Reactors Branch 4 83/05/31 RODRIOtfCr. R 0 

Sacramento Municipal Utility District t3pp 18015 037 24X 

Fiche 50-312,03/09/31.8306090393 


—0306090397 TER-C5257-38a DRFT 

"Control of Heavy Loads, Sacramento Municipal Util District, 

R-ancho- Seco Nuclear Generating Station-" draft technical 
■valuation rept 

V08BURY-F H , VITO, D J . SARGENT- I H Franklin I nstltute/Frankl 1 n 
Research Center NRC-03-01 -130 TAC 08079 03/01/13 

CLEMENSON.F NRC - No Detailed Affiliation Olven 20pp 
18015050 24X Fiche 50-312.03/05/31^8306090393 


0306090426 Forwards safety evaluation U technical evaluation rept, 
"Control of Heavy Leeds " Guidelines of NUREO-0612 

CLARK- R A Operating Reactors Branch 3 83/05/27 LUNDVALL, A E 

Baltimore Oas t< Electric Go 2pp 10809 107 24X 

Fiche 50-317,83/05/27,0006090426 


—8306090492 Safety evaluation accepting util response to "Control of 
Heavy Loads Phase I '* Item rtsplved 

a NBC - No Detailed Affiliation Given. 03/05/27 app 
16809 107 24X FI Che. 50-3! 7, 83/05/27.8306090426 


G'1Q6C'90233 Provides info for resolution of NUREG-0737; Item II E 1 1 
epen items re review of upgraded auxiliary 
nODRlOUEZrJl U Sacramento Municipal Utility 
STDLZiJ F Operating Reactors Dranch 4 2pp le/vp dOrf 
Fiche 50-312.03/06/03,8306070233 


8306100018 Requests route approval for irradiated fuel shipments from 

We«t VallBu.HV \o Two Rtv*r*.WI 

DANE0E, r L Nuclear Assurance Corp 22353 83/05/26 HILLMAN- C 

Division of Safeguards 3pp 30* 50-266,83/05/26, 

8306100018 
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8306100035 Deacribijs Integrated as^ses-sment of open l»9ues scVedule 
for I8JUB r«solution -fc dnci/ments util response to environ 
equipment qualification tc generic Ltr 82^33 re MljR£<l-l>737 
T0/lERi»l A Consumers P^Ouier Co <jL-B2-33 83706/01 CRlfTCHFIEU&i J> 

Operating Reactors Dranch 3 llSpp S0B£>^ 04& 

Flche 30-155.03/06/01.8306100053 


Q306130336 Forwards safety evaluation supporting util decision not M 
reroute reactor water cleanup sgs return line per 
NUflEG^06l9 Ooci«ion based on va I ue- Impac t analysis It sleeve 
leakage oieasuremcnts 

ailEA, J J Operating Reactors Branch S LSOS-03-06-034 03^06/0? 

COLFNSIL. Id G Northeast Nuclear Energy Co (subs of riortheait 
Util it IPS) 2pp 1 0822 153 24X richo 50“24 5, 83/06/0*?, 0306 ISO 


8306100039 "Control Room Design Review P Ian. Pralr i e island Nuclear 
Oenerating Plant. " response to Generic Ltr 82-33. Sup p 1 1 
NUneG-0737 W/B30527 ltr ^ 

MUSOLF, D Northern States Power Co CL-82-33 03/03/27 47pp 

10802 123 24X Fiche SO -282^ 03/05/27. 8306 1 0D03<? 


8306100097 Fdrwards schedule Implementation plan for emergency response 
capability 6 list of submittals required by NUREG~0737* 

Suppl l.per Generic Ltr 82-33 Procedures generation package 
will be submitted by 840301 * 

WULLER.O E Illlnola Power Co GU~82'33 83/06/06 SCHMENCER* A 

Liceniing Branch 2 3pp 1S0O4 043 24X Fiche 30-461.83/06/06, 

0306100097 


— 8306130358 Safety evaluatmn suppoiting util decision, not to reicgir 
reactor water cleanup sys return line per NUnEC-0619 
Decision based on value-impact analysis fy sleeve Icalage 
ipea sur emonts 

• Office of Nuclear Reactor Regulation) Director TAC 00412 
03/06/09 Spp 18022 199 24X Ficho 50-24 5, 83/06/09, 83061 33 3?6 


830613036? Faruiards revised response to NUREO-0737, I tom U T 1. 
committing to install OA Co Model RD'23 high-range 
monitors by fuel load 

MILLS, L M Tennessee Valley Authority 83/06/07 ADEN3AM. E 
Licensing Branch 4 4pp 10022 157 24X Flche 50-390,83/06/07. 

0306130362 


8306100113 Forwards addl info re time frame for providing access to 
hydrogen recomtlnet* panel area per B3D215 cemmitment to 
MUREO~0737. Item II Q 2. "Plant Shielding " Hydrogen 
recombiner panel access time of 5 days appropriate 
BAYNE. J P Power Authority of the State of New York IPN~B3-52 
83/06/03 EISENHUT. D O Division of Licensing 5pp IQ802 DIO 
a4X fiche 50-286. 03/06/03. 03061001 13 


0306100114 Forwards listing of scheduled eompletioo dates for SEP 
integrated assessment open issues requiring addl action by 
util Each issue resolution documented in draft UUREG'*0836 
Topic Vl~7 C I resolution outlined 

COUNSItr W 0 Connecticut Yankee Atomic Power Co BI0806 03/06/02 

CRUTCHFIELD. D Operating Reactors Branch 3 t3pp 10802' 106 24X 

F1 ch e : SO -21 3. 83/06 /02. 0306 100114 


0306100132 Forwards Rev 0 to "Design Pep t for Held Overlay Repairs L 
Flaw Evaluattionfi in Recirculation ^ RHR Sys Sensor check 
will be performed every 4 hours In addition to Interval 
required by Tech Specs* ef fee t ive at restart 

GUeWA. L T Georgia Power Co NED-03-34 1 03/06/00 STOLZ. J F 

Operating Reactors Branch 4 2pp JBOOl 263 SAX 
Flche 50-36 6i 03/06/08. 0306100 1 32 


0306100147 Forwards revised draft versions of. "Cultural Resources Mgt 
Plan for Residual Land*" & "Phase 1 Cultural Resources 
Survey 6 Assesafflant to Residual Lands” 6 responses to SHPO 
comments 

aClWELL.D F Union Electric Co L/LNRC-634 03/06/03 OENTON. H R 
Office of Nuclear Reactor Regulation. Director 44pp 10007 237 
atX Flche ) 50-403.83/06/03. 8306100147 


0306100184 Forwards comments on draft NI;rEO-OS 27. "Integratad Plant 
Safety Assessment. SEP. " to help improve rept accuracy 
UNDER. F Dairy land Power Cooperative LAC-9ia6 03/06/02 
CRUTCHFIELD. D Operating Reactors Dranch 5, 5pp 18806 024 SAX 
Flche 50-409.83/06/02.8306100184 


S3O61OOI09 Restates previous commitment to install radundant radiation 
monitor in cuntral room HVAC sys, per h(UREO-0737. Item 
in D 3 4. ’"Control Room Habitability." in response to 
830401 request 

Q1G8LER.C M Wisconsin Public Service Corp NRC~83-|I6 03/06/06 

VARGA. 6 A Operating Reactors Branch I 3pp IQ0O5 257 24X 

Flche 50-305.83/06/06.3306100189 


8306130176 Forwards final response to NUREO-0612. "Control of Heavy 
Loads at Nuclear Power Plants ” 

8CHMIDT.H C Texas Utilities Eervicos, Inc TXX-3699 03/06/00 

YOUNGBLOOD. 0 J Licensing Branch 1 i53pp 10020 031 24X 

Flche 50-4 45.83/06/00.0306130176 


B306130260 Cpmments an NUREO/Cn-2337. Vais 1 L 4. "Aquatic Impacts From 
Operation of Three Midwestern Muclear Power Stations " 

Author evaluation & conclusions differ from util 

undert tanding gained In studies Supporting £tifo end 

dONEB.M C Omaha Public Power District LlC-83-130 83/06/06 

VOLLMER.R H Divitlan of Engineering 40pp 10824 194 24X 

Flche 50-505.83/06/06.030613(7260 


0306130334 Forwards "Suppl I to NUflEO-0737. Ml lestone Activity “ 
Submittal of Updated Detailed Control Room Design Review 
Program Plan ” 

TONER. K A Consumers Power Ca 03/06/07 CRUTCHFIELD. D Operating 
Reactors Branch 5. ip 10822 197, 24 X FIcihe 50-255.83/06/07. 

8306130334 


—8306130335 "Suppl 1 ta NU/IEO-Ora?. Ml lestone Activities ^Submittal of 
Updated Ditailed Control Room Design Review Program Plan '* 

» Consumers Power Go 83/06/07 I2pp 10822 190 24X 

F 1 C h s 50-255. 03/06/07. 8306 1 30334. 


03Q613O305 Advises of cancellation of CRGH Mooting 41 to permit RPR i^ 
reevaluate NUREO-0301. ‘^Evaluation ('ritoTla for Dotaiiod 
Control Room Design " 6 NUREC-0G39. "Human Factois Review 
Guidelines for Safety Parameter Display Sys ” 

STELLQtV Regional Operations 8< Generic Requirements 03/06/C9 
MATTSON.R J Office of Nuclear Reactor Regulation, Director 
JORDAN. E L Director's Office. Office of Inspoction and Enforcier’^k 
CUNNINGHAlIf n £ Office of Nuclear Material Safety 6 
Safeguard 5 . 01 rector Ip ies?2 215 


Q306t304l'i Requests eiemption from lOCrUSO 4G(c) schedule requl 
per JOCFftSO 1^. for completion of fire protection mods at 
fuel auilliary bldg 43-ft elevatit>n« Dcfetia! requested 
doe to cons^t dtanpouer commitment 

WITHERS. 0 D Portland General Electric Co 81/06/07 CLARK, n * 
Operating Reactors Dranch 3 2pp 10023 136 24X 

Fiche 50-344.03/06/07.8306130415 


0306130429 Application for amend to Licenses NPF-2 6 NPf-D, chan gin j 
Tech Specs re operating p ersonne I . per NURCG-0737, I tern 
r A 1 3 6 Generic Ltra 02-02 6 82-12, to Incorporate current 
practice s 

CLAYTON, F L Alabama Power Co GL-a2“02 83/06/06 VAROA.SA 

Office of Nuclear Reactor Regulation. Director 3pp 10021 

24X Flche 50-348,83/06/06.8306130439 


8306130431 Forwards EER re compliance w/NUneG-0737. I tom lit A I /< 
*'Mln Staffing Levels for Emergency Situations " Provisions 
for onshtft staffing tn augmentation acceptable 
HIND.U A Division of Radiological tt Materials Safety Progrfnt 
03/06/10 BURSTEIN, 8 Wisconsin Floctrlc Power Co Opp 
18021 215 24X Flche 50-266.03/06/10.0306130431 


0306130432 Responds to 030320 request for addl info re adequacy of 
electric distribution sys voltages per SER (NUREG-00571 
Response ro adequacy of utU info requested within 2 wki 
VAN BRUNT, E E Arliona Public Service Co ANPP-2399I-ACR/ 
83/06/07 l^NIOHTON, G Licensing Branch 3 6pp 10021 195 *4« 

Flche 50-520. 03/06/07, 8306130432 


0306130495 Forwards synopsis of resolutions to open Items re tanlrel 
heavy loads at nuclear power plants, per NURCO-0612 
guidelines Draft final technical evaluation rept request 
for addl Info end 

VA65ALL0. D D Operating Reactors Branch 2 03/09/26 SiNCLAlffJP 

Vermont Yankee Nuclear Power Corp 13pp 10830 107 SAX 
Flche 50-371183/09/26.0306130493 


03O614O2Q9 Application for amend to Licenses NPF-4 6 NPr-?. add Irg adi L 
accident monitoring instrumentation b instrumentation for 
detection uf inadequate core cooling per requirements of 
NUREO-0737, Items 1 1 F I «« H F 2 

STEWART# W L Virginia Electric Power Co 333 83/06/03 

DENTON. H R Office of Nuclear Reactor Rogulatian. Director 
CLARK. R A Operating Reactors Dranch 3 4pp 10841 165 24* 

Fiche 90-3301 03/06/03. 0306140208 


— 8306140222 Proposed changes to Teth Specs adding addl accident 
monitoring Inatrumentation 6 instrumentation for datectloTi 
of inadequate core cooling per requirements of NUREO-0737. 

Items II F 1 11 F 2 

# Virginia Electric fc Power Co 83/06/03 22pp 18041 J69 441: 

Fiche 50-338.03/06/03.8306140200 


8306140277 Informs that analysis of inlet 6 discharge piping fo«' riUil 
& safety valves refined to reflect more realistic 
conditions, per 030215 ltr TMI Action Item 11 D I Listed 
option* will be coneldered if overstres? condition revealed 
BAYNE. J P Power Authority of the State of New York IPN-B^M 
03/06/00 VAROA. 8 A Operating Reactors Branch I 2pp 10034 
24X Fiche 30-2-ff6, 83/06/00. 8306140277 
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B305140315 MUREG/CR^2766 

design oasis for the nrc dpcrations center 

DESROSIERS.A E MErTZLCR.W 0 Dattelle Memoriol Institwte. Pacific 
Horthwest Lab-oratarg LTNOELL* h K Rattelle Human Affairs Rrsfiarch 
Center* PIN D-SIBS 83/03/31 Division of Emergencg 

Preparedness tk EnglrEering Raspnnse (Post 830103) iOBpp Availalile 
at HHC t4 73 LBQ52 166 


8306140318 Informs that add I info requostod on 830311 re NUREO-0737. 
II K 3 20. "Qualification of Automatic Depressor i lat ton 
Accumo Intors. " u/lll be provided bg 830930 
BAYNE. J P Pou)or Author I tg of the State of tlew York JPN“83-53 
83/06/09 VAS3ALL0.il B Operating Reactors Oranch 2 3pp 
18032 207 34X Fiche 50-333,83/06/09,8306140310 


0306140324 NUfiE(3-0090 VOS N04 

REPOfIT TO CONGRESS ON ABNORMAL OCCURRENCES October - 
Detert^ir 1902 

» Director's Office 03/00/31 36pp 1B034 000 


8306140403 NUneG/CR-30B7 

I/JCINERATIQN of a typical LWR CGhDUSTiBLE NASTE AND ANALYSIS 
QF THE RESULTING ASH 

TREAT, R L , LDKKE.N, R 0 , SCHLlEDE.fl J Battel le Memorial Institute, 
Pacific Northuiest Laboratnrg FIN n-2401 PNL-4563 03/05/31 

□ ivislon of Health. Siting Naste Management 70pp Available at 

NflC «4 SO 10045 S4Q 


6306140407 NURCO/CB -3S1 9 V02 

DRAFT TECHNICAL POSITION Subtask 1 2 Post Emplacement 
Honl tor tng 

PANNE) I 3 V Orookliaven National Laboratorg FIN A-3I6B 

BIIL-NUREG-51658 83/05/31 Division of Nasto Hanagemont ISlpp 

Available at NRC «5 00 10845 061 


630614040S Foruards evaluation of DWR Duiners Group generic response to 
NVRE0"<^737< I tom II K 3 10, "Mod of Automatic 
Dvpr«f «ur 1 lat i on 8gs Logic-rcasifaH itg for Increased 
Diversltg for Some Event Soquonces " Tu/o options listed 
CRUTCHFIELD. D Operating Reactors Branch 3 03/06/03 FARRARi D L 

ComiJonwBa I th tdlsori Co Hpp 18037 354 24X Fiche 50-337,83/06/03, 

0306140400 


8306140414 Informs tiiat interim plan to reduce blocked position from 
10 to 140 degrees acceptable ponding review of 830715 rept 
re out of plane upstream elbow SRP 6 2 4 6 Positions 6 Ci 7 
»f tKI Action Item II E 4 S dosed 

CLARK.R A Operatlrifl Reactors Branch 3 83/03/27 UHRIO/R E 

Florida Power 4, Light Co 6pp 10054 072 24X 

Fiche 50-335,03/05/27,8306140414 


8306L4D480 Forwards revised schedule for post-accident instrumentation 
transmitted by 830520 Itr re environ qua 1 1 f 1 cat ion of 
electrical equipment < lOCFRSO 47> Date of roPerencod Itr 
ecrrected Original end should be replaced 
iiUKiLLfH 0 General Public Utllitlos - GPU Service Corp 
52M-G3-173 83/06/00 DENTON, H A Office of Nuclear Reactor 

Regulation^ Director 2pp 18843 279 24X Fiche 30-2Q9i 03/06/00, 

8306140400 


0306140500 Forwards responses to 001222 Ifcr re NUREO'-O6l2, “Control of 
Keavg Loads at Nuclear Power Plants " Info addresses 
overhead handling sgs for fuel storage pool 
CBOUSE.R P Toledo Edison Co 952 83/06/10 STOLZ, J F 

Operating Reactors Branch 4 142pp 18043 076 24X 

Fiche 50-34 6,83/06/10,8306140500 


3306140530 Forwards IE Insp Ropfcs 50-335/83-06 «c 50-389/83-20 on 
830314-18 No noncompliance noted 

DA7ICE.H C Division of Project 1/ Resident Programs 83/05/18 

IfUHlO, R E Florida Power U Light Co 2pp 18834 165 24X 

Fiche 50-335,03/09/10,0306140538 


'-03O614O541 IE In«p Repts 50-335/83-06 50-309/03-20 on 830314-10 No 

noncomp 1 1 ance noted Major areas inspected emergencg 
planning 

HUFFMAN, 0 M Region St Office of Director 50-389/03-20 
83/05/17 6pp 18034' 167 24X Fiche 50-335. 83/05/10, 0306140538 


1306140562 Forwards IE Insp Repts 50-390/83-15 4, 50-391/03-11 an 
630321-0422 No noncomp I lance noted 

VERRELLI.D M Division of Project Resident Programs 83/05/20 
PARRIS, HO Tennessee Valleg Autherltg 2pp 10044 129 S4X 
Fiche 50-39 0, 03/ 09/20, 0306 140563 


-8306140500 IE Imp Repts 90-390/03- 19 Z> 50-391/03-11 on 830321-0422 
No noncomp n ait ce noted Major areas inspected plant tour, 
operating, malnt & emergency procedure Insps, preoperational 
test procedure review 6 observation of structural concrate 
IIEATKERLY, T t, , SWAN. N Region 2. Office of Director QUICK. D R 
Division of Project 6 Resident Programs 90-391/03-11 03/09/20 

10pp 18844 131 24X riche' 90-390,83/05/20, 0306140562 


9306140631 Forwards IE Emergency Preparedness Appraisal Rept 
30-3B2/B3-0B on 630222—0304 No noncocnp 1 lane e noted Schedule 
for completing corrective actions for deficiency noted in 
App A requested within 30 dags of receipt of Itr 

MADSEN, 0 L Region 4, Office of Director 03/05/27 MAUHIN, L V 
Louisiana Pourer & Light Co 16pp 18937 2BI 24X 
Fiche 50-302,93/05/27,0306140631 


8306140636 IE Emergencg Preparedness Appraisal Rept 50-302/03-09 on 
930222-0304 No noncomp I lane e noted Major areas Inspected 
administration, emorgewey organ 1 lation, tra Inlng 6 retraining 
Jc emergencg Facilities 

HACKNEY. C A , PERRDTTI.D J , WI8NER,C E Region 4, Office of 
Director 03/05/21 37pjj 1B937 297 24X Fiche 50-382,03/05/27, 

9306140631 


B306H0642 Poruardf evaluation of BWR Owners Group generic response to 
NUREC— 0737, 1 tem 11 K 3 19, "Automatic Deprai cur 1 lation Bys 
Logic Hods “ Two of sown DWR Owners Group alternatives 
acceptable Selection of option, within 45 dags requested 
CRUTCHFlELDi » Operating Reactors Branch 9 03/06/03 FIEDLER, P B 

General Public Utilities - GPU Service Corp 2pp 19033 264 24X 

Fiche 90-319, 93/06/03, 8306140642 


0306140691 NURE0/CR-330B VOi 

EVALUATION OF ECOSYSTEM MODELS IN POWER PLANT IMPACT 
ASBESSMENT A CASE STUDY USING LAKE ONTARIO Description of 
Alternative Process E<itfatlons And Documentation of Parameter 

Va lues 

KALU2NY.S P . ROSE, K A , SULLIVAN.P J Washington, Uhlv of, 
Beattie. WA FIN 0-7018 03/09/31 Utvlslon of Healthi Biting 6 

Waste Management 6app Available at NflC ♦4,50 18949 182 


8306140707 Forwards add! info re NUREO-0737, Items II F.t,4, H.F I 9 6 
II F 1 6 Due to small reactor site U low papulation density, 
eslitlng equipment adequate for safe operation 
LINDER, F Dairy land Power Cooperative LAC-9127 83/06/03 

CRUTCHFIELD* D Operating Reactors Branch 9 9pp 18041 279 24X 

Fiche 90-409*03/06/03,8306140707 


B306H07I6 Submits followup response to 16 of 19 open Items identified 
In NRC B30217 Itr re IE Emergency Preparedness Appraisal 
Rept 90-290/02-34 on 021206-10 

PILANT. JM Nebraska Public Power District 90-298/02-34 
03/05/13 MAD3EN, 0 U Region 4, Office of Director 9pp 
18841 323 24 X Fiche 90-298*83/05/13,0306140716 


830614073D Forwards topical repts, ''Boundary Analytical Aiiessment of 
NUREG-0630 on LOG A St Operating kW/Ft Limits*" per 830602 
request 

TUCKER, M 0 Duke Power Co 03/06/26 DENTON, H R Office of 
Nuclear Reactor Regulation, Director tp 18945'001 24X 

Fiche 90-269. 93/06/06, 8306140730 


—8306140746 77-1141256-00 

^'Boundary Analytical Assessment of NUnEQ“06aO on LOCA 6 
Operating kW/Ft Liovlts 

H Babcock 6 Wilcox Co 03/06/06 29pp IB849 002 24X 

Fiche 90-269.83/06/06,0306140738 


—8306140792 77-1140095-00 

"Bounding Analytical Assessment of NUREG-0630 on LOCA 6 
Operating fcW/Ft Limits " 

a Babcock 6 Wilcox Co 83/06/06 29pp 18849 032 24X 

Fiche 50-269,83/06/06,0306140738 


8306140774 NUREG/CR-3239 

COMPBRN-A COMPUTER CODE FOR MODEL INO COMPARTMENT FIRES 
BIUiN 0 California* Unlv ef. Las Angeles FIN 0-0493 
UCLA-ENO-8257 63/09/31 Division of Risk Analysis ^Ipp 
Available at NRC #4 79. 18093 119 


0306190011 Forwards detailed design description of Implementation of 
NUREG-0737. Item II F 1 6, "Contalnmant Atmospheric Monitor,'* 
per 030411 request Task to be completed by 840601 

HARRINGTON, H 0 Boston Edison Co 83-149 83/06/09 VA&SALLO, D N 

Operating Reactors Branch 2 14pp 10846 334 24X 

Fiche 90-293,03/06/0919306190011 


8306190064 NURE0/CR-276S 

COPPER IN THE INTAKE AND DISCHARGE ZONES OF THE &URRY 
AND SALEM NUCLEAR POWER STATIONQ 

HARRISON, F L , KNEZOVJCH, J P Lawrence Livermore Lato-ratory, FIN 
A-0119 UCRL-53329 83/09/31 Division of Health, 8ltlng 6 Waite 

Menagement 91pp Available at NRC. 44 00 19869.221, 24X 

Fiche 50-000, 83/09/31*8306150064 
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8304130081 NUREG/CP-0044 VOa 

PROCEEDIWOS OF THE INTERNATIONAL ATOHIC ENERO\^ AGENCY 
SPECIAHSTB' MEETING ON SLTflCRITlCAL CRACK OROWTH Sgislpni 
nil IV Antf V HttU At Frsl but* Fodora I RepubUc 0-1 Oprmany. 

Hav 13-15. I'^ai 

CULLEN. H H Matarlali Engli^eering A»#ocl4ttf». Inc * ENSA. Inc 
FIM B-ai33 MEA-a0l4 03^03/31 Division of Engineering 

T-ichnalogv 434|i p Available at NRC 4? 00 18870 097 


8304190161 Requests eitension o# inp lementat ion date for torus mods 
to 90 dags folloulng startup from current refueling outage 
All Internal mods ii all torus-related mods complete 
Extension applies only to iorus'-attacb ed piping 
HEIDERjL M Vermont Yanicee Nuclear Pouer Corp FVY 
B3/06/i3 El8ENHUTrD 0 Division of Licensing 3pp IBB46 319 
S4X Fiche, 90-27ii 03/06/13. 8306190161 


8306190256 For uards Suppl I to 5ER <NURE0-0a96l. addressl ng tiuo 
outstanding issues re amergancij preparedness ^ secondary 
uatftT cheffll itry, Correctad page to NRC 03O4SO joint 
affidavit 6 NT teFave 030911 affidavit end W/o 8ER 
LE88Y.R P I PATTERSONiW F Hearing Q ranch 3 ISSUANCES OL 
83/09/11 HGVT. H . LUEBKE. E A . HARBOUR. J Atomic Safety and 
Llcanilng Hoard Panel. Spp 19849 191 a4X Flche 50-443,03/09/11. 
8306190296 


8306190860 Forward* “Control of Heavy Loads (C^-lOl r TVA. Browns Ferry 
Nutleair Power Station. Units t*S U 3*“ draft technical 
avaluatlon rept Conferenca call raquested within 4 to 9 
wki to discuss review results 

VA&SALLO.D 6 Operating Reactors Branch 2 83/09/26 PARRIB^H G 

Tennessee Valley Authority 2pp 18369 322 24X 

Fi Che- 30-259. 03/O9/26i 0306150260 


—0306130266 TER-C3S06-337/338/33 

^Control of Heavy Loads <C-tO)» TVAf Browns Ferry Nuclear 
Power Station. Un i ts 1«2 & 3." draft technical evaJuatlon 
rep t 

BQHBEROERrC Franklin Ins 1 1 tutff /Frank 1 In Research Center 
NRC-03-ai~l30 TAC 07979 03/04/05 CLEMENSOM. F NRC - No 

Detailed Affilietion Given S9pp 18969 324 24X 

FiChe 90-299<fi3/09/26« 03061 50260 


—9306130272 "Synopsis of Issues Associated w/NUReG-0612. “ 

« Operating Reactors Branch 2. 83/09/26 llpp 18969 349 24X 

Fichs 90-259.03/09/26, 8306 19 D260 


0306150321 Forwards request for adds Info re FSAR Design Criteria 
Bumnaryi Item 260 96 reflecting requir aments of NUREO-0737. 
"Clarification of THJ Action Plan Requlrementf. “ 

OCHMENCER.A Licensing Branch S 03/06/07, BAUER. EG, 
Philadelphia Electric Co 7pp 18870 OlO 24X 
Fichs 90-332.83/06/071030615032] 


0306130391 Forwards supplemental SEP. NUR EG -08 92 re NRC review of 
licensee emergency plan.lf/o and 

BACHMANN.R 0 Hearing Branch I- 93/06/10 HOYT.H. HILL. E E. , 
3CH1KK, 0 R, Atomic Safety and Llcsnslnf Board Panel Ip 
18047' 028 24 X Flch# 50- 1 70r 83/06 /iOi 8306190391 


0306190454 Releases public version of revised emergency plan 
administrative procedure. 

FELTON. %f K Division of Rules and Records 03/06/06 Document 
ffenagement Branch Ip 19069 148. 24X Flchf 50-483.83/06706# 

0306190434 


— 0306190453 Public version of Rev 0 to Emergency Plan Admintitrat 1 v# 
Procedure APA-ZZ-O0l02( "Emergency Operating Pruceduree 
Nrlters Guide " Item numbers on end correspond to numbers 
used in Generic Ltr 82-33 W/oaOBll Itr. 

SCQTT.MOr 8CHNELL#0.F Union Electric Co ULNRC-627 83/04/07 
OENTON.KR Office of Nuclear Reactor Regulation, Director 
49pp. 18869 149 S4X Flche 90-483. 03/06/06,0306150454 


8306150466 Forwards safety evaluation of util submittals on NUREO-0737 
tteme 1 A 2 1 4. "Upgrading Reactor Pperator (< Senior 
Reactur Operator Training" it 11 B. 4. "Training for 
Hitigatlng Gore Damage.'* Items reso-lved 

VABBALLOiD B Operating Reactors Branch 2 03/06/03. MUfiOLF# D li 

Northern States Power Co 9pp 10069 ai4. 24X 
F 1 c h I 90-263. 03/06/03. 03061 50466 


0306190500 Forwards 9ER supporting 030128 submittal re TMl Action Plan 
Items II.F. 1 4. "Contetnment pressure Monitor#" II F, I 9, 

"Containment Uater Level Monitor.^' 6 1 1 F i 6# "Containment 
Hydrogen Honitor " Requirements met, 

BTOLZ.JF Opereting Reactors Branch 4 03/05/24 CROUSE, R P 

Tolado Edison Co 2pp 10866 313. 24X Fiche 30-346,83/05/24. 

0306190500 


— 8306130515 Safety evaluation suppoittng licensee 030129 lubmlttsl rs 
NUREG-0737i I terns II F 1 4. "Cant#) inment Pressure Monitor." 

1 1 F I 3. "Containment Water Ucvel Monitor." II F I 6. 
"Containment Hydrogen Monitor ■< Requirements met 

a Office of Nuclear Reactor Regulation. Director 03/O3/24 ■^bj 
10066 313 24X Ficho 50-346.83/05/24.0306150308 


8306150352 Forwards assessment of "OulcV Look" rept in response io 
030304 6 30 Itrs re submittal of initial evaluation of 
safety relief valve In-plant test results Addl info 
requested 

SCHWENCER.A Licensing Branch 2 03/06/07 FARRAR, D L 

Commonwealth Edison Co 5pp 10067 029 24X Flche 90“37:>. 0J/G6/07. 

8306150552 


0306190574 NUREO/aR-0023 V09 N3 

INFORMATION REPORT ON STATE LEGISLATION 

KERR# 0 W . LANDAU.M Office of State Programs. Director 83/06/35 
llpp. 10854 336 


6306190976 Forwards safety evaluation of util submittals re NtflE0"0/3f. 
Item 1 1 D 2 on plant shielding mods Item resolved 
VA08ALLO. D D Operating Reactors Branch 2 83/05/23 MliSOLF. 0 H 

Northern States Power Cp 4pp 18867 034 24X 

Fiche 50-263.83/05/23.0306190976 


03061 50984 NUBEG/CR-31 1 9 V02 

NUCLEAR POWER SAFETY REPORTING SYSTEM Concept Description 
FINLAV60N. F C Aerospace Corp FIN D-0255 ATn-03<3Ol0>-|N 

03/09/31 Division of Facility Operations 43pp Availetltai 
NRC 3 75 18854 321 


0306150908 NUREG-0910 ROl 

NRC COMPREHENSIVE RECORDS DISPOSITION SCHEDULE 

♦ Division of Technical Information tf Document Control 03/05/3^1 
14?pp Available at NRC 47 00 18067 062 


0306150602 NUREG/CR-2786 

BWR REFILL-REFLOOO PROGRAM TASK 4 4 - CCFL/REFIUL SYSTEM 
EFFECTS TESTS (30 DEGREE SECTOR) EVALUATION OF ECC8 MIXING 
PHENOMENA 

FINOLAV.J A General Electric Co FIN B-5B77 EPRt NP-2942 
03/09/31 Division of Accident Evaluation 69pp Availabl* at 
NRC 44 50 18054 249 


0306190616 NUREO-0960 S02 

SAFETY EVALUATION REPORT RELATED TO THE CONSTRUCTION QF THE 
CLINCH RIVER BREEDER REACTOR PLANT Docket No 50-537 
<U 0 Department of Energy. Tennessee Valley Authority 
And Project Management Corporation) 

a Clinch River Breeder Reactor Program Office 03/05/31 I9pp 
Available at NRC 43 00 10B54 231 24X Fiche 50-537.03/03/31. 

0306150616 


8306150619 NURE0/CR-d229 

data analysis of THE LLNL HYDROGEN IGNITER EXPERIMENTS 
ALTENBACK. T J . DAV18. D W . MARTIN. R W Laurence Livermore 
Laboratory FIN A-0422 UCRL-53049 03/09/31 Division of 

Sytteme Integration (post 811005) 63pp Available at NRC 14 SO 
10854 164 


03O6L6OOO9 Forwards 8 Hawley b H Bernard tes tlmony ■ comp letl ng NRC 
tastlmony filing for Jul 1963 hearing 

HOODHEAD.C P Hearing Branch 4 03/06/14 FRYE. J H , BRIOlir.GO. 

LUEBKE. E A Atomic Safety and Licensing Board Panel Ip 
18061 176 24X Flche 50-142, 03/06/14. 0306160009 


— 0306160010 Testimony of SC Hawley explaining b clarifying analytical: 
bases for conclusion In NURE0/CR-2079r "Analysis of 
Cradible Accidents for Argonaut Reactors " Prof 
qualifications end 

HAWLEY, 8 C NRC - No Detailed Affiliation Given HAWLEY, B C 
Battalle Memorial Institute. Pacific Northwest Laboratory 
03/06/14 20pp 18061 177 24X Fiche 50-142.83/06/14.0306165009 


--0306160017 Testimony of H Bernard explaining 1, clarifying besei 6 
assumfitlDns used in 6ER. Section 14 re analysis of 
coneequencee of postulated accident* Prof qualifications 
•nc L 

BERNARD. H Standard Uation t* Special Projects Branch 03/06/14 

t4pp 10061 197 24X Fiche 30-142.83/06/14.0306160009 


9306160206 Advises recipients of comments on proposed rule re iifety 
goal development program that two comments marked 1 
received Comment docketed 030502 will be lA 

« Docketing h Services Branch 40FR1O772 83/06/13 Dackttina t 

Services Branch ip 10061 359 


6306160210 Comment* on proposed rule re safety goals concerning 
evaluation plan for nuclear power plants Supports rule 
WERNER, r A, Energy. Dept of 40FRIO772 009 83/06/00 CMJLK.aJ 

Office of the Secretary of the Commission 5pp 18861 267 
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G30.61^02?4 Package of three cominants ^uppoiling p? oposed rule re safety 
development program, po 1 1 cy statement evaluation 

f Ian 

rAHE.E P Uestinghoose Electric Corp FARRAR. D L CommonuJea L th 
Edison Co EDELMAN.M Atomic Industrial Forum 4aFRl0772 
03/06/07 CHUKjB J Office of the Serrotary of the Commlision 
10961 2^1 


9306160249 Supf I to application foi amend to Licenses NPF-4 & NPF-7. 
providing Tech Specs for NLinEG-0737, I tern II B 1. '‘Reactor 
Vaiifl Head Vent " No addl license amend fee required 
STEWART. W L Virginia Electric & Power Co 333A 83/0A/09 

DENTON. M R Qffico of Nuclear Reactor Regulation. Otrector 
CLARlt. n A Operating Reactors Branch 3 2pp 16961 211 24X 

fUlie ao-33R. 93706/09. 8306160249 


--8306160266 Tech Specs re NUREO-0737. I tern II B 1. "Reactor Vssspl Head 
Vent *' Discussion of proposed Tech Spec change also end 
♦ Virginia Electric it Power Co 03/06/09 Upp 16061 214 24X 

F I C h e 30“33P. 03/06/09. 6306 1 60249 


8306160277 Forwards synopsis of Issues fy Franklin Research Ctr 
draft technical evaluation rept re NUREG-'06l2. "Control of 
Keavg LoadSi Phase I " W/o ends 

ADENSAN. E 0 Licensing Branch 4 03/06/10 TUCKER, H D Duke Power 

Co 2pp 10672 170 24X Flche 30-369.03/06/10.0306160277 


{3306160304 Forward s Westinghouse Owners Oroup steam generator tube 
rupture (50TK> emergency contingency guidance approved for 
high pressure version of emergency lesponso guideline sot 
Three &OTR guide 1 1 nesj ECA-7. 0 9 provided 

SHEPPARD. J J Wostinghouso Operating Plants Owners Group 
SHEPPARD. J J Carolina Power V Light Co 00-92 03/03/16 

ElBEMKOTiO 0 Division of Licensing 4pp 10061 013 


OJ06160310 Forwards final response to NUREG-0612/ "Control of Heavy 
Load! at Nuclear Power P lants-Roso 1 ul Ian of TAP A-36 " 

Rtsponse Includes analyses foi loads handled over reactor 
vessel 

KEhPERof S Philadelphia Electric Ca 63/06/13 EISENHOT^D O 
Division of t.icensing 126pp 16B60 243 24x Flche 90-392, 

03/06/13. 03D616O31O 


830616033'! Forwards response to tl3042a roquest for addl info re 
Criteria 2dO it of NUnEO-0737, 1 tam II [) 3, "Post-Accident 
SaiTipllng " Interim core damage estimate guidelines will he 
lutfflltted by D30630 

VHRIO.ft C Florida Power U Light Co L-B3-39D 03/06/10 

VARGAiS A Operating Reactors Branch 1 3pp I0Q61 171 24X 

Flche 50-2&0. 03/06/10. 0306160335 


03C616O337 Comments on proposed rule 10CFR*50 ro NRC policy statement 
on levero accidents 6 proposed rule ro safety goals 
daveippment program UC0 comments on proposed rules will be 
coniaildated & filed in early Jul 

CURRAM, D Harmon U Weiss 40FR16OM 001 03/06/00 aiUCKV, B 

Docketing !< Gorvlces Branch Ip 10060 124 


0306160347 Comments on NRC policy statement on evaluation plan for 
safety goals Bupports statement Evaluation period should be 
estsnded beyond 2 yrs Mechanism should be developed to allow 
public to aisoss progress 

BRADDUrtV, R D Stone h Webster engineering Corp 4Drni0772 004 
D3/06/0n Docketing it Bervlcos Branch 3pp (0061 126 


8306160397 Foi wards "Enrico Fermi Atomic Power Plant, Unit 2. 

F lant-Unkque Analysis Rapt for Torus Attached Piping 6 
Buppreision Chamber Penetrations “ Submittal responds to 
D20526 Itr fc QER (NUnE0“O79O> requirements 
TAVREU.M Detroit Edison Co Er2-63, 929. 03/06/10 

YOUiNOaLaaDi I) J Licensing Branch I 2pp 10090 247 24X 

Flche 90-341.013/06/10,030616039/ 


— H3061 60366 DET- 1 9-076-6 ROD 

Hev 0 to "Enrico Fermi Atomic Rower Plant, Unit 2, 

Plant-Unique Analysis Rept for Torus Attached Piping it 
Suppression Chamber Penetrations " 

HIOOtNDflTHAM. A , YOaHlDArOK NUTCCH Engineers, Inc 03/06/30 
I92pp 10090 247 24X Ftche 90-341,83/06/10,0306160397 


0306160401 Pacitsge of two comments on NRC policy statement on 
evaluation plans for safety goals far nuclear power plant 
gpratton 

BLAND, W K Bystem Safety Society CABTERLIKO, R 0 Affiliation 
Unknown 40FRIO772. 03/06/06 CHICK, B J Office of the Secretary 

of the Commission 9pp 10060 lOB 


B3<}6t604?3 rorwards "Bounding Analytical Assessment of NURE0'-063{> 
Kedets on LQCA kW/ft Limits," reflecting vie of FLECBET heat 
transfer correlation as compensating model to reduce Impact 
of NURE0-<0630 models 

KARSKALLjiJ n Arkansas Power it Light Co 1CAN068301 03/06/08 

STDLZr J F □perating Reactors Branch 4 Ip 18062 083 24X 

FUhe 90-313,03/06/08,8306160493 


— 0306 160497 77-1143707-00 

"Bound i-ng Analyticak Atcessment of NUrEO-0630 Models on LOCA 
ItW/ft Limits " 

a Babcocli L ifllcot Co 03/06/08 20pp 18062 089 24X 

Fiche 50-313, 03/06/00,8306160493 


8306160900 Advises that procedurei Indicating shutdewn cooling relief 
valves armed by manually opening shutdaiun cooling syi 
Isolation valves will be uttliied until operable law temp 
overpressure alarm aval lab 1 e. per NUREG-0a97, Supp I I 
VAN BRUNT, e E Arliona Public Service Co ANPP-2409a-MFQ/ 
03/06/13 KNIGHTON, 0 Licensing Branch 3 Ip 10064 1 96 24X 

Flche 90-920,03/06/13.9306160300 


8306160937 Responds to 821029 IE Imp Repts 90-313/82-14 6 
90-360/82-1 1 , I tern 8 ro control room dose calculations Item 
re NUREO-0737, I tem II D 2, "Plant Bhleldlng, " closed 
MARSHALL, J R Arkansas Power U Light Co 0CAN038301 83/03/24 

COLLINS, J T Region 4, Office of Director 2pp 1086 3 119 24X 

Flche 90-313,03/03/24,0306160937 


8306160630 Forwards draft "Control of Heavy Loads at Nuclear Power 
Plants. St Lucie Plant, Unit 2 (Phase 11" 6 synapsle of NRC 
Interpretation of guidelines of NUnEO-0612 for use in 
resolving open items 

KNICHTDN.O H Licensing Branch 3 TAC 47019 83/09/31 UHRIO, R £ 

Florida Power U Light Co I4pp IBBB4 203 24X 

Ftche 90-309.03/09/31,0306160630 


—8306160641 E00-H8-6263 DRFT 

Draft "Control of Heavy Loads at Nuclear Power Plants, St 
Lucie Plant, Unit 2 IPhaie I)," technical evaluation rept 
SHABER.G n E060, Inc FIN A-6497 TAC 47019 03/04/30 NRC 

- No Detailed Affiliation Given I6pp IB&04 297 24X 

Flche 90-309,03/09/31.0306160630 


0306 1 60669 NUREO-0422 807 

SAFETY EVALUATION REPORT RELATED TD OPERATION OF MCGUIRE 
NUCLEAR STATION, UNITS I AND 2 Docket Nos 90-369 And 
90-370 (Duke Power Company > 

e Division of Licensing 03/09/31 lOOpp 10876 164 24X 

Flche 90-369.03/09/31,0306160669 


0306170093 Concurs w/findingi contained in technical evaluation rept, 
"Control Qf Heavy Loads " Quidellnes In NUREO-0612, 0aet 1 on 
9 1 1 satisfied, per util 010402,0719,0831 V 1209*820203 it 
1109 6 030408 submittals 

CLARK. R A Operating Reactors Branch 3 03/06/06 HU80LF* D H 

Northern Statee Power Co 2pp 18706 314 24X 

Flche 90-202,03/06/06*0306170093 


‘0306170090 Safety evaluation supporting util Phase I ectioni re control 
af heavy loads NURE0-0612r Sec tlon 9 1 1 guidelines 
satisfied 

e Office of Nuclear Reactor Regulation, Director 83/06/06 ip, 
10906 316 24X Flche 90-202,03/06/06,9306170093 


—0309230021 TER-C99O6-3e4/309 

"Control of Heavy Loads (C- iOl, Pralr 1 e Island Nuclear 
Oenerattng Pkant.Wnlt* 162," technical evaluation rept 
V08DURY,r U Franklin I ns 1 1 tute/Fran k I In Research Centar, 
NRC-03-O1-13O TAC 00079 03/09/17 NRC - No Detailed 

Affiliation Divan 3lpp 66794 188 24X Flche 90-282,03/06/06, 

0306 t 70093 


0306170202 Forwards addl Info to justify 820701 10CFR90 40 6 App R 
schedule exemption requests discussed at 630330 melting 
Plan being developed to complete malnt it design changes 
W/tuo oversiie drawings Aperture cards available In. PDR 
OUCNA.L T Georgia Power Co IED-79-01D 83/06/14 STOLZi U F. 

Operating Reactors Branch 4 4pp 18802.277 24X 

F 1 C ha . 90-32 1 , 83/06/ 14* B30617D202 


8306170263 NUREO/CP-0044 VO I 

PROCEED! NOB OF THE INTERNATIONAL ATOMIC ENERGY AGENCY 
8FECIALI8T0' MEETING ON aUDCRlTICAL CRACK ORONTH. Bess loni 1 
And It Held At Fre 1 burg, Federa 1 Republic Qf GarmanyiMay 
13-19* 1991 

CULLEN, U H Matertals Engineering Associates, Inc a ENBA, Inc 
FIM 8-0133 MEA-2014 03/09/31 Division of Engineering 

Technology 320pp 18907 OOl 


0306170201 Advises that B21227 commitment to complete Installation 6 
testing of pPit-acc Iden t sampling sys par NUREO-0737* I ten* 
tl B 3 by 030601 has been met Final procedures for sys will 
be complete by 030701 

0TEWART. W L Virginia Electric ^ Power Co 332 83/06/14. 

DENTON, M R Office of Nuclear Reactor Regulation, Director 
EiaENHUT.D.G Division of Licensing. 2pp 10877029 24X 

F 1 c h e . 90-20 0, 03/06/ 1 4 * 8306 170201 
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8306170302 Foruarda App J to* Evalu^tior) of Prcaaurtiptf Thermal Shock 
Effffct* Duo to Small Oreak LOCAs. W/Loss of Feedwater for 
Paid Vflrde 1 t 3,2 & 3 Reactor Vessels ” Rept applies to 
an Ifj Unit 1 

VAff BR1/Wr*e E Ariione Public Service Co ANPP-24608-WFQ/ 

Q3/0&/14 KNIGHTOM. G Licensing Branch 3 3pp 10873 197 
Flch* aO-aSB. B3/06/ 14, 8306170302 


8306170326 Foryards propoiedi amend to FSAR re CESSAR iodine removal 
sv* ^ responses to NRC 830422 Itr Proposed FSAB amend 
combined w/respo-nses closes out sump pH issue in SER 
Qeetlons 6 4 & 13 4 8 & TMI Item 111034 

VAN BRI/NTjE E Apliona Public Service Co ANPp-'24039~WFa/ 
03/06/13 KNlGHrGN.O Licensing Branch 3 0pp 10079 040 24X 

Fiche 30-328.83/06/13,0306170326 


8306170333 Comments on proposed role re NRC pal leg statement on 
devtlopment program & evaluation of safety goals Supports 
itatemant 

TAYLaR.J J Electric Power Research Institute 4BFftl0772 003 
03/06/13 Docketing k Services Branch i2pp 18380 034 


6306170334 Pacliage of five comments on proposed rule re plan to 
evaluate safety goal policy statement 

REYNOLDS, N S ^ NCGARRy, J M Debevoise k Liberman FfSHER. C R GA 
Techeiologiesi Inc /Oenoral Atomic Co 4BFni0772 83/06/13 

CHILK, 3 J Office of the Secretary of the CoRimlsslon I 6 pp 
10901 02S 


8306170400 Documents commitment to administratively impose temporary 
restrict 1 ans on plant operating LOCA limits as result of 
NUBEO-0630, per 830600 tflcon Review of FLFCSET data 
requested 

liARBHALL. J R Arkansas Power & Light Co 1CANO603O8 03/06/10 
STOLZ, J F Operating Reactors Branch 4 3pp 18879 022 24X 

Ficbf 30-313.83/06/10.8306170408 


B306170449 Forwards NRC rept on AOs at licensed nuclear facilities 
(NUREG-0090 j Val 3. Number 4). for Fourth Ouarter CV62 W/o 
end 

AHEARNE. J F Commi ss 1 oner s 63/06/02 O'NEILL, TP House of Rep 
BUSHfO H Senate 3 pp 16?07 322 


—8306170431 Forwards FR notice St I tr forwarding AO rept to Congress 
(Rl/HEG~0090, S/ol 3, Number 4) Medical mlsadmin 1 stra tlon 
event, d 1 scussed In SECV“a3-92, up graded tu App C item 
M/o encls 

DTRCKGflf vl Office of the Executive Director for Operations 
83/06/02 CKILK 18 J Office of the Secretary of the Commission 
Ip 10907 325 


6306170432 Forwards Suppl 2 to SER (NURE0-096BI re const of facilitg 
SuppJ provides evaluation of addl info received on 
previously identified outstanding review items N/o end 
GRACE, J N Clinch River Breeder Reactor Frogratn Office 03/06/13 
LONOENECitER, J Energy. Dept of, Clinch River Breeder Reactor Plant 
2pp 16894 303 24X Fiehe 30-537,83/06/13.8306170492 


0306170471 Forufardt evaluation of DWR Owners Group generic response to 
NUREO-0737, Item 11 K 3.18 "Adtomic Dep r essurl la tion Sys 
Logic Hods '* Two of seven alternatives acceptable One 
alternative should be chosen for facility mod 

3T0L2j J F Pperatihg Reactors Branch 4 83/06/C3 BAUER, E 0 

Philadelphia Electric Co 9pp 18094 338 24X 

Fiche 30-277,03/06/03,8306170471 


8306200018 Hotlfication of 83D624 meeting w/utit in Bethesda,MO to 
discuss k schedule multi-plant at tions, NUREO-0737 & plant- 
spiclflc open Itoms 

REftUA. 0 Operating Reactors Branch 1 83/06/14 VARGA, S A 

Operating Reactors Branch 1 3pp 10709 121 24X 

Fiche 90-261, 83/06/14, 8306200018 


e30620'0059 Advises that NUREO-O737r I toms It F I 4, 11 F I S L If F 1 6 
requirements resolved per 001219,820726 k 830408 submittals 
Environ qua l if ica tlon of equipment will be reviewed 
separately, SER end 

8 TOLZ 1 J F Operating Reactors Branch 4 CLARK, R A Operating 
Reactors Branch 3 83/06/06 GRIFFIN, J H Arkansas Power k Light 

Co 7pp 18900 302 24X Fiche 90-3 1 3r 83/06/06, 8306200059 


83062D0069 Responds to S3G4I4 memo requesting decision under NRC 
olicy re need to perform raviau of 
'am Review of plant should be consistent 
\ ew 

rrftiatlon k Special Projects Branch 03/06/14 
Assurance Ip, 18909 173 24X 

1 4 , 8306200069 


0306200102 Submits schedule for fesolution of THI Action Plan [tem 
1 1 K 3 5 "Automatic Trip of Reactoi Coolant Pumps," in 
response to Generic Ltr 03-lOD Pump trip setpoint procedures 
will be implemented by end of I9Q5 refuel outage 

GIESLER. C W Wisconsin Public Service Corp GL-S3-10D 03/06^^15 

EISENHUT, D O Division of Licensing 4pp J8903 330 34X 

Fiche 50-309, 83/06/ 1 9 . 8306200 1 02 


8306200108 Informs of change in design of control room ventilation 
sys smoke detection k isolation sgs to upgrade conti ol 
room ventilation «ys to satisfy NUREG-0737. 

Item in D 3 4 requirements 

NUSdLF, D Noi them States Power Co 03/06/13 Office of hfucl* 4 r 

Reactor Regulation. Director ip 18903 298 24X 

Fiche 30-263 , 83/06 / I 3, 8306200 1 00 


8306200119 Minutes of ACRB ECCS Subcommittee 830512 meeting in 
Washington, DC re proposed GE SAFER/GESTR ECCS licensing 
codes k status of other NRR licensing actions Schedules fqr 
completing Unresolved Safety Issues A-43 k A-l end 
* ACRS - Advisory Committee on Reactoi Safeguards 03/05/12 
ACR 8 - Advisory Committee on Reactor Safeguards 29pp 10908 237 


&3G620D163 Comments on NL/REG-0963, 1 terns 10 6 2 c i&t 10 6 2 d re waste 
mgt research program, in view of NRC request for darfication 
of ACRS rec ommendations per 830429 meeting Recommendations 
appropri ate 

FOSTER.R F Foster, R FOSTER, R F ACRS - Advisory Committee on 
Reactor Safeguards 03/05/02 MOELLER, D , TANG, R C ACRS - 
Advisory Committee on Reactor Safeguards 2pp 18909 i24 


8306200204 Submits steps taken to satisfy Items 1 C f- 3 of License 
NFF-13 re control room envelope leak tightness test Control 
room inleakage reduced Altowabte tnteakage increased k 
analysis performed verifying SRP (NUREC-OQOO) conformance 
DALE, L r Mississippi Pauor k Light Co AECM-83/0333 03/06/16 

OSNTON, H R Ofrice of Nuclear Reactor Regulation, Director /pp 
18903 236 24 X Fiche 50-416.03/06/16,8306200204 


8306200246 Forwards list of procedures 1 evl awed, i hanged if appropriate 
k typical oiamples of controls that eiist to assure 
equipment returned to sve, per NUREG-0600, Supp 1 1 
HLPKlLL.H 0 Oenoral Public Utilities - GPU Service Corp 
5211-03-090 03/06/01 Region 1, Office of Director ispp 

18901 IB7 a4X Fiche 30-289,83/06/01,8306200246 


03O6SOO26O Informs of further delay in implementing post-TMI-re 1 atetf 
issues due to delay in shipment of auxiliary safety 
instrumentation panels from vendor, in response to 030314 
order 

FAV.C W Wisconsin Electric Power Co 83/06/16 DENTON, M ft 
Office of Nuclear Reactor Regulation, Director CLARK, B A 
Operating Reactors Branch 3 4 p 9 I890i 173 24X 

Fiche 50-366, 83/06/16. 0306200260 


8306200409 Forwards "Emergency Response Facilities Design Rept,'* ^er 
NUft£0-t>737, Supp 1 1, in response to Generic Ltr 82-33 
WULLER.G E Illinois Power Co 0-0643 83/06/16 8 C HWENCER, A 

Licensing Branch 2 Ip 18904 323 24X Fiche 30-461,83/06/16. 

8306200409 


—8306200414 "Emergency Response Facilities Design Rept " 

e tlilnpls Power Co Li-0643 03/06/16 30pp 18904 326 24X 

Fiche 30-461.83/06/16,8306200409 


0306200429 Forwards Supp I 4 to SER, Nl/REG-0831 W/o end 

SCHWENCER.A Licensing Branch 2 03/06/13 MCOAUGHV, 3 P 

Hissltsippi Power «i Light Co 4pp IB920 019 24X 

Fiche 30-416,83/06/13,0306200429 


8306210025 Forwards QA Program Insp Rept 99900060/03-01 on 030314-18 
No noncompl iance noted 

POTAPOVS, U Region 4, Office of Director 83/05/27 PATTARINI.D H 
Target Rock Corp 2pp 19911 249 


— 83O6KI003I OA Program Insp Rept 99900060/03-01 on 830314-10 No 
none omp 1 iance noted Major areas inspected TVA Part 21 rept 
on safety relief valve failure at Drowns Ferry Unit 2 
KELLEY.W D , BARNES, I Region 4, Office of Director 03/05/26 
lOpp 10911 251 


8306210030 Interim deficiency rept for Item 0-11 re inadequacy of 
structural steel bolting program to assure compliance 
u/deaign spec b* F8AR criteria Initially reported on 030513 
Followup rept expected by 830912 

WILLFAMB, J Cincinnati Gas k Electric Co lOCFR 050 55E 03/06/10 
KEFPLER, J 0 Region 3, Office of Director 2pp 10911 224 24X 

Fiche 30-350,83/06/10,0306210050 



NONDOCKETED ITEMS 


436 


& 30 -{j 2 1 0t>73 Suppls G30513 Itr re NUREG-0^37j [tow II F 1 3i "Containment 
WjleT Level Ki>nltorxng Sys " LouJor vdlue of transmitter 
erTOT should be used for talculatmg of ovorall loop 
oncertainties 

LENTIhrE^r G Commqnujeal th Cdison Co 6763N D3/06/13 DENTONi H R 

Office of Nuclear Reactor Regulationi Director Ip 10912 291 
S4r Flche 30-293< 03/06/13, 0306210073 


9306210373 MUREG-0QB2 SOI 

safety evaluation report related to the re/mewal of the 
OPERATINO LICENSE FOR THE RESEARCH REACTOR AT THE AHMED 
FORCES RADIOS lOLOOV RESEARCH INSTITUTE Docket No 50-170 
* Division of LUeotlng 03/03/31 Upp Available at NftC 
»3 00 18937 261 24X Flche 30-170.03/03/31,0306210378 


8306210144- Suppls B21012 t> B30310 responses to NUREG~0737, I tom II D 3, 
“Poit-Acc i dent Sampling Sya ‘ Commitment to Criterion 9(b) 
re batkground radiation level? fulfills item r et^u ir omeiit 
BAVNEi J P Pouer Authority of the State of Now York IPN-03-63 
83/06^7 EISENHUT, D G Division of Licensing 4pp 10914 092 
a4)( Flche 30-206.83/06/17,0306210144 


e3O4ai01[5B Forwards order confirming commitment to Implement post-TMl- 
related Items II D 3. "Post-Act tdont Sampling" ^ tl E 4 2 7, 

“Isolate Purge b Vent Valves on Radiation Signal " 

CFUTCHFIELDp D Operating Reactors Dranch 5 LSa5-a3-06-039 

03/06/17 FIELDER, P D General Public Utilities - GPU Service Corp 
3pp 10916 352 24X Fiche 50-219,83/06/17,8306210130 


--8306210166 Order confirming licanseo commitments on post-TMT-related 
Itemi II D 3, "Past Accident Sampling" & 1 1 E 4 3, "Isolate 
Purge b Vent Valves on Radiation Signal " 

EIGEKMUT, D C Division of Licensing GL-82-03 03/06/17 

■OoneTal Public Utilities - GPU Service forp Qpp 10916 335 24X 

Fiche 50-219,03/06/17,0306210138 


8306210207 Forwards program plan issues 6 areas foi outstanding items 
re NUflEG - 0737# 1 tern I D I re detailed control room design 
rivieu per NUnE0-D7O0 re^iulremcnts 6 SER, NUREO-0037 Generic 
Ltr 02-33 issues addressed 

VAN iSRUWT, E E Aniona Public Service Co GL-82-33 03/06/17 

KNIGHTON, G Licensing Branch 3 36pp 18914 030 24X 

Fiche 30-328.03/06/17,0306210207 


0306210294 Intorim deficiency ropt.ltem B-9 re soil structure 
compaction outside power area not per design spec b FSAR 
criteria Inltiailg leported on 810313 All safety-related 
structures It sys will bo Identified 

WILLIAM. J Cincinnati Gas 6 Electric Co lOCFR 030 350 B3/06/13 

KEPPLERiJ 0 Region 3, Office of Director 2pp 1U9J3 147 24X 

Flche 30-358.03/06/13,0306210294 


^30621 0317 NUHEG-09D2 

SAFETY EVALUATIGN RCPaRT RCLATEO TO RENEWAL OF THE OPEHATINO 
license for the nESEARCH REACTOR AT THE STATE UNIVERSITY OF 
NEW YDRVl AT DUFFALO Docket No 50-57 

■ Divlslen of Licensing 63/05/31 03pp Available at NRC 
14 50 10924 282 24X Fiche 30-03/, 03/03/31 . D3062103I7 


6306210324 NURCG /CR-2044 

reactor OPEHATINO EXPERIENCES 1970 - 1900 

NAYS.G T I WiNTONiM L Oak Ridge National Laboratory FIN A-9133 
ORML/NSIC- 1 74 03/05/31 Director's Office Ip Available at 

NRC «6 00 18922 001 


Q306210331 NUHE0-0n31 804 

SAFETY EVALUATION REPORT RELATED TD THE OPERATION OF GRAND 
GUUr NUCLEAR STATION. UNITS 1 b 2 Docket Nos 30-416 U 
SO-417 fill » slss I pp 1 Power And Light Company) 

* Division of Licensing 03/05/31 136pp Available at NRC 

♦5 50 10922 177 24X Fiche 30-416.03/03/31,0306210331 


8306210340 Responds to FOIA roguest foi names it locations of various 
nuclear facilities licensed by NRC Forwards NURE0-0n71. 

"Summarv [nfo Ropt " W/e enc 1 

FELTON,.) H Division of Rules and Records 03/04/00 THOMAS. D K 
Oversoat Packing, Inc Ip 10921 330 


030621 0330 NUHEO / C R-3207 

A GUIDE FOR THE TACT III COMPUTFR CODE Final Report 
KiLLOUOHiO 0 , DEOQVICH, C L , SJOREEN, A L Oak Ridge National 
laboratory FIN D-0774 ORNL/TM~0763 83/03/31 Division of 
Systems Integration (post 011003) 290pp Available at NRC b7 00 

1Q924 001 


0306210383 NUREO-0606 VOS N02 


UNRESOLVED SAFETY ISSUES SUMMAffY Data A? Qf May 27,1903 
(Aqua Book > 

» Management Infarmatton Drancli B3/06/30 49p p 18935 233 


0306210401 NUREO-0020 V07 N02 

LICENSED OPERATING REACTORS STATUS SUMMARY REPORT Data A» Of 
January 31,1903 {(3r«y Ooek) 

* Management Information Drancl> 03/06/30 39lpp 10934 199 


0306210433 Comments on Class 9 Accidents Subcomeil tt«e 030425 & 26 
meetings NUREO-0900 fails to answer how regulatory needs 
for degraded core accidents could be met by severe accident 
research plan 

LEE.UC Michigan, Univ of LEE.J C ACRS - Advisory Committee on 
Reactor Safeguards 03/05/05 WANG. A ACRS - Advisory Committee on 
Reactor Safeguards 2pp 18935 338 


0306210463 Forward* comments on draft AO rapt to Congress far First 
Ouarter CY03 Comment* in 63G415 memo adequately addressed. 

8ubj to resolution of cotnmsnts. c oncur s w/proposed Commission 
paper 

DENTON, H n Office of Nuclear Reactor Regulation. Director 
83/06/07 HELTEME8.C J Director's Office 3pp. 1B925 329 


—0306020490 Forwards draft Commltslon paper re AO rapt to Congrett for 
First Ouartor CYQ3 based on NRC responst to AEOD 83D31B 
memo, for review, comment* b concurrence 

l-ieLT£MCS,C J Director 'I Office 83/05/17 DEN TOM, H R Office 
of Nuclear Reactor Regulation, Dlructor 46pp 10926 001 


8306220005 Documents 030606 telcon ro util 830209 response to NUREO- 
0737, Item I I E I 2, "Auxiliary Feedwater &ys Automatic 
Initiation Flow Indication “ Bypass signals do not block 
indicator, annunc later or reactor trip signals 

ZIMMERMAN. 0 R Carolina Power ie Light Co LAP-B3-22a 83/06/17 
VAROA.S A Operating Reactors Branch I 2pp 18927 360 24X 

Fiche 50-261,03/06/17,0306220005 


0306220033 Application ta amend License* DPR-a2 3k DPR-37i changing Tech 
Qpecs by adding addl accident monitoring Instrumentation 8c 
reactor vessel head vents per NUREO-0737. I toms It F 1 6 
11 D t, respect ively 

0TEWART, W L Virginia Electric b Power Co 330 83/06/16 

DENTON, H R Office of Nuclear Reactor Regulation, Director 
VAROA.B A Operating Reactors Dranch I 3pp 10927 233. 24X 

Fiche 50-200, 03/06/16, 0306220033 


— 0306220047 Proposed Tech Specs adding addl accident monitoring 
instrumentation 6 reactor vessel head vents, per NURE0-0737i 
Items 11 F I If B I, resp ec 1 1 vely 

* Virginia Electric b Power Co B3/06/16 23pp 18927 237 34X 

Fiche 50-200.03/06/16,0306220033 


0306220040 Notifies of error in 030906 Itr re containment 
instrumentation upgrades per NUnEO-0737, I terns, 1 1 F I 4, 

It F 1 9 8( II F 1 6 Existing Initrufliant display Is Indicator 
not recorder 

RODRIOUEZ.n J Sacramento Municipal Utility District RJR 83-504 
03/06/17 BTOLZ,J K Operating Roacton Branch 4 2pp 18928 20B 
24K Fiche 90-312,83/06/17.0306220040 


0306220049 Forwards Vols 3 6 4 ta "Environ Qualification of Class IE 
Equipment " Data combined w/a30520 response to NRC 03DL11 
0ER, provides complete response to NURCG-OSQRj IE Bulletin 
79-OlB 6 recently published rule 10CFR90 49 
HEETAFERrO R Florida Power Corp □F-0683-07 03/06/15 

STOLZrJ F Operating Reactors Dranch 4 2pp 10920 231 24X 

Fiche 50-302,03/06/15.0306220049 


0306210354 NURCO-0992 

REPORT DF THE COMMITTEE TO REVIEW DAT FCUARDS REQUIREMENTS 
AT PaWER REACTORS 

HAVNEB, R C . OURNETT, R F , MIRAGLIA. F J 8af a ty /Safeguards Review 
Group 83/05/31 184 Available at NRC 46 00 10925 008 


8106210362 NU REG- 0939 

EXAMPLE CALCULATIONS ILLUSTRATINO METHODS FOR ANALYZING 

DUCTILE FLAM STAnlLlTY IN NUCLEAR PRESSURE VESSELS 

MIERKLE, J 0 r JOHNSON, R E Oivlsian of Safety Tichnologg 03/05/31 

2ipp Available at NRC 43 50 10937 233 


8306220074 Forwards safety evaluation It technical evaluation rept re 
util response to 001222 generic Itr, "Control of Heavy 
Loads " Guidelines in NUREO-0612 satisfied 6 Phase 
acceptable 

CRUTCHFIELD, D Operating Reactors Dranch 5 LSO3-03-G6-O45 

03/06/21 FIEDLER. P D General Public Utilities - GPU) Service Corp 
2pp 1 0926 060 24X Fiche 50-219, 03/06/31 , 8306220074 


— 8306220063 Safety evaluation re util response ta Generic Technical 
Issue A-36. 'Xqntrol of Heavy Loads NUREG-0612 guidelines 
■etiefted Phase 1 acceptable 

a Office of Nuclear Reactor Regulation. Director. 03/06/21 2pp 
10926 062 24X Flc he: 50-219. 83/06/21 , 0306220074. 



436 


WOIMDOCKETED ITEMS 


reR-CSSOt-377 

"Control of Hoavg Load* <C-10) . JCP1*L Oyitur Credit Nucjear 
Poujar Plant," tachnlcal evaluation rept 

BOHBERGERiC Franklin I n« 1 1 1 uta/Frank 1 1 n R e search Centar 
hfRC'03-8l-'130 TAC 47129 03/06/10 SINGH, A 

Affiliation Olvan 3app 10726 064 

0306220074 


NflC - No Data i I ed 
24X Ticha 50-2l9i B3/06/2f i 


0306220075 Clarifies info provided in 030502 Itr re NUREO-0737, Item 
II 0 3 “Post-Accident Sartpltng Sya (PASS!," per 830526 
request Equipment ordered ta allau powerinj of analyier & 
folcnold valves from reliable source uilthln 3 h 

R0DRI00EZ<R J Sacramento Municipal Utility District . 

B3/06/17 STGLZfJ F Operating Reactors Branch 4 6pp 18930 J 64 
24X Fiche 50-312,93/06/17,8306220075 


B3062200B7 Forwards description of program approved by Westlnghoyse 
Owntre Group to address NUREO-O737i Item II B 3 r» post- 
accident core damage assttsstnent, per 030420 meeting Project 
to be completed by end of yr 

SHEPPARD, J J WeitJnghouie Operating Plants Owners Group 

SHEPPARD, J J Carolina Power 4t Light Co 93/06/t6 NORRIS, J A 

Operating Reactors Branch 1 7pp 10926 203 


3306220099 Forwards Suppl 2 to SER (NUREO-OBBO W/o end 

VOUNGSLODD. B J Licensing Branch 1 83/06/16 KOESFER, O L Kansas 

Gif 6 Electric Co 2pp, 1B977 346 24X Flche 50-402,03/06/16, 

0306220090 


— 0306230199 IE Insp Rept 50^244/83-) 1 on 030502-06 Np non c amp 1 1 ante 
noted Major areas InspecteiJ actions taken to comply u/ 
NURe0^0737, I tern It B 2 re design review of plant shielding 
DAUNACK, W H , EAPEN, P K Region 1, Office of Director 
KISTtR-H 0 Division of Project 6 Resident Programs 03/06/07 
7pp 18946354 24X Flche 50-244 , 03/06/08, 0306230195 


8306230203 Forwards IE Insp Rept 50-247/03-12 on 830503-31 No 
none amp 1 lance noted 

aTAROSTECKI , R Division of Project h Rosident Pi ogr,irn5 03/06/10 
O'TOQLE. J D Consolidated Edison Co of New York* Inc 2pp 
10945 203 24X FJche 30-247.03/06/10.0306230203 


— 9306230212 IE Insp Rept 30-247/83-12 on 830303-31 No hone amp 1 lam r 
noted Major areas inspected licensee action oi> previously 
identified insp f ind log s* fac 1 1 i ty opeijtions review, plant 
trlpspTMl action Items 6 survelllanco 

FOLEY, r Region I. Office of Director GL-S2-12 83/06/0/ 

E4pp 18943 285 24X Fiche 50-247*03/06/10,8306230203 


B306230239 Foiruiards Rev 0 to “Detailed Control Room Design nevitw 
(DCRDR) Program Plan for Davis Desae Nuclear Power 
Pl^nt, “ in response to NRC 021217 Hr 6 commitments per 
util 830413 Itr 

CROUSE, R P Toledo Edison Co 950 03/06/15 STOLZ*J F 

Dp era ting Reactors Branch 4 ip 1B945 02 1 24 X 

Flcho 50-346,83/06/13,0306230239 


0306220190 Forwards Vol 5 j N umber 4 to NUREO-0090, "ftept to Congre** on 
AOs," for Fourth Qu»rt#r CVe2 One AO reported at NRC 
licensees re inoperahllltv containment spray sys 
Agree^isnt states reported no AOs 

AHEARNE,J F Commissioners B3/06/02 Q'NEILL.TP House of Rep 
2pp 10940 024 24 X Flche 30-000,83/06/02,0306220198 


6306220219 Presents alternatives to autdmattc deprassur I s atluJi sy* 
logic to elliftinate need for manual actuation for core 
coverage per TMI Item II- K 3 le Imp 1 amen tation schedule Si 
proposed Tech Specs requested uithlti 43 days of Itr receipt 
STOLZid F Operating Reactors Bpanch 4 83/06/03 BECKHAM, J T 

Oeorgia Power Co Bpp 13951 001 34X Flche 30-221,63/06/03, 

6306220219 


B306220224 Forwards draft tables reflecting status of NUREO-0753, 
NUREG-0737, NUREO-O6e0 k NUREQ-0746 restart certification 
Items Meeting proposed for 030614 to discuss status of items 
listed in end 

STOLZrd F Operating Reactors Branch 4 03/06/09 HUKILL, H 0 

Oeniral Public Utilities - OPU Service Corp aOpp IS950 312 24X 

F i C h e ' 30-20? r 83/06/09, 0306220224 


—0306230262 Rev 0 to "Detailed Control Room Design Review {DCRDRi 
program Plan for Davis Desso Nuclear Power Plant " 
e Toledo Edison Co 83/06/15 50pp 18945 022 24X 

Fiche 30-346,83/06/15,0306230239 


0306230276 Responds to NRC 830523 request for proposed resolution te 
TMI Item II K 3 18, “Mod of Automatic Depressur 1 latlon Bye 
Logic " Justification for bypass timer sotting will be 
provided prior to implementation of mod 

KEMPER, J S Philadelphia Electric Co 03/06/20 SCHHENCER.A 
Licensing Branch 2 3pp 10943 135 24X Flche 50-352. 03/06/SO, 

0306230276 


0306230342 Comments on proposed rule re safety goal development 
program 

SCHERER*AE Combustion Engineering, Inc 4BFR10772 0I6 Oi^/OA/ir 
Docketing 6 Services Branch 2pp 10943 059 


B306830409 Comments on proposed rule re NRC policy statement on safety 
goals Policy inadequate for dealing w/safety problems 
PURDY,® J Affiliation Unknown 40r 010772 017 83/06/1* t.flC - 

No Detailed Affiliation Given 2pp 18943 203 


0306220245 NUR£G/CP-0043 ERR 

PROCEEDINGS OF THE JOINT NRC/ANS MEETING ON BASIC THERMAL 
HYDRAULIC MECHANISMS IN LWR ANALYSIS Held At Betheeda, 
Mirylandr Sep tember 14-19, 1992 

« American Nuclear Society 83/06/02 Office of Nuclear 
Regulatory Raeearch, Director 43pp. 10931 073 


8306220275 Informs that B30310 proposed wide-range hot leg level/ 
reactor vcsiel head monitoring sa 1 1 sfac tory Evaluation i< 
addl info request conformance of addl Inedeqvata core 
cooling instrumentation sys components to NUREG-0737, emc 1 
0TOLZ, J F Operating Reactors Branch 4 03/06/OB TUCKER, H 0 

Duke power Co lOpp 18977 135 24X Flche 50-269i 83/06/09. 

9306220273 


83D6230047 Forwards safatg evaluation of emergency response guidelines 
Guidelines acceptable for imp Icmentatliin k will provide 
improved guidance for emergency operating procedure 
development Response schedule requested within 90 dsyi 
EISENHUTjDO Divlfion of Licensing 03/06/01 SHEPPARD, J J 
Ifestlnghouse Operating Plants Owners Group 2pp 10902 109 


—8306230032 Safety evaluation re Hestinghouse Owners Group generic 
emergency guidelines for mitigating transients & accidents, 
per Nl/REG-0737. Item 1.0 1 

e Office of Nuclear Reactor Regulation, Director 03/06/01 
73pp 10902 111 


0306230089 Interim deficiency rept re Item M-07/ Inadequecy of design 
control process to assure design output documents contain 
adequate erection It Insp cr Iter ia. In 1 tlal 1 y reported on 
030313. Item not reportable under iOCFRSO 53<e) 

NILLIAHBiJ Cincinnati Gas k Electric Co- lOCFR 050 9SE 03/06/15 
KEPPLER.J 0 Region 3, Office of Director 2pp IB947 074 24X 

Flche 50-350,03/06/15,03062^30009 


B306230193 Forwards IE Insp Rept 50-244/83-11 on 030502-06 No 
nencomptlance noted 

STAR 08 TEC K 1, R Division of Project k Resident Progrems 03/06/09 

MAIERrJE Rochester ^as 6 Electric Corp, 2pp 10946 332 S4X 
Fiche 90-244,03/06/00,0306230195 


830*2304 13 Supplements 630202 Hr discussing oHornatlve ta automatic 
iaulation of V-79 exhaust sys when radiation deteclediper 
NUfiEO-0737, I tern II F I I Explanation of why alternativfi to 
proposed mod investigated discussed 

JOHNSON, D D Consumers Fewer Co 83/06/17 KEPPLER, J 0 Reglar J 
Office of Director 3pp 18941 340 24X Flche 50-8S5< 03/06/ 1?. 

Q306230413 


B306230420 Advises recipients of comments on proposed rule re safely 
goal development program that two comments both numbered 7 
received Comment docketed Q306I3 will be 14 

• Docketing k Services Branch 48rR10773 83/06/21 Oorliling* 

Services Branch tp 10943 232 


6306230432 Advises recipients of comments on proposed rule re safriy 
goal development program that two comments both numbered 6 
received Comment docketed 830613 will be 13 

» Docketing !< aervices Drench 40FR10772 03/06/21 DockeMPj V 

Service* Branch Ip 18941 359 


B306230433 Advises recipients of comments on proposed roll re ssfMg 
goal development program that two comments both numbered 5 
received Comment docketed 030613 will be 12 

e Docketing 6 Sarvicei Branch 4aFR10772 03/06/21 Dbcitllng t 

Services Drench Ip 10942 076 


03O62'3O434 Advises recipients of comments on proposed roll re safely 
goal development program that two comments both numbered 4 
received Comment docketed 030613 will be 11 

* Docketing k Services Branch 4BFRI0772 03/06/21 Poctflirg 6 

Services Drench ip 10943 242 


6306230436 Advises recipients of comments on proposed ruU re lafity 
goal development program that two comments both numbered 3 
received Comment docketed 030613 will be lO 

e Docketing & aervices Branch 4BFR10772 83/06/21 Oociel(B»p t 

Services Branch ip 10942 007 
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e:!O &230437 Forwards fiev 3 to "Carpor^to Operations Manual. Part IV- 
Functional Manua 1 s . S* c t i on I Nuclear QA Manual ‘ Revs 
reflect organ i c at I ona 1 changes ?. clariFg items modified 
n«v 2 to S(tP tKUREQ'*OSOO) 

RAUSCH, W P Burn$ «« Ro® Co H3/04»/07 HAASS. M P Quality 
Assurance Dranch Ip 16944 023 


B30<i240036 NURec/CR-3234 

LJCENSEC programs FDR MAI NTAl NINO DCCUPATIDNAL EXPOSURE TO 
RADIATION A9 LOW AS IS REASONABLY ACHIEVABLE 

MUN80N.L H Battel Memorial Institute, PaclPlt Northufft 
La() oratory PIN B-2427 PNL-‘46Q3 03/06/30 Dlvlilan o# 

Facility Operations 39pp Available at NRC f3 79 10966 803 


0306230439 Advises recipients nf comments on proposed rule re safety 
floal development program that two separate comments both 


r'^Docketins i' Services Branch 40FRIO/72 03/06/31 

services Branch Ip 18944 032 


Boc ket itig 


03068 40060 NURE0-0BS6 

FINAL TECHNICAL POSITION ON OOCUMENTAT ION OF COMPUTER CODES 

for high-level waste management 

SILLING, S A Division of Waste Management 03/06/30 20pp 
Available at NRG «3 00 16706 182 


0306230447 Responds to NRC 830603 6 10 telcon requests for addl info 
re NUnE'O-0737. Item II 0 2. "FMant Shielding “ 

R0DniOUEZ,R U Sacramento Municipal Utility Distilct RJR 83-303 
B3/06/\7 MARTIN* J 0 Region 3. Office of Director 4pp 
10942 003 24){ Fiche 50-312,83/06/17,830623044 7 


8306240062 NUREO/CR-3294 

FATIOUE CRACH GROWTH RATES OF A 308-2 STEEL IN PRESSURIZED, 

HIGH TEMPERATURE WATER 

CULLEN«U K Natartalfl Engln«erlng Associates, Inc e EUBAj Inc. 
FIN D-Q133 MEA-8016 83/06/30 Division of Engineering 

Technology 33pp Available at NRC 43 79 10986 14B 


B30&230492 Fovwardt revised response to NUREQ-0612. '’Control of Heavy 
Loads " flpv addresse-a NRC comments contained in draft 
technical evaluation rept dtd 031123 t» supplemented bg NRC 

OEVlNCENnB.J Yankee Atomic Electric Co DEVINCENT IS. J Public 
Service Co of New Hampshire 5BN~52l 83/06/20 KNIGHTON. 0 W 

Ucensing Branch 3 2pp 18941 OOl 24X Tlche 50-443.03/06/20. 
0306230452 


Addl Info Ne 


—0306230490 9763 006-S-N-3 

"Response to NRC Generic Request for 
HUREO- 0612 . Control of Heavy Loads ” * « r- » 

M United Engineers 6 Constructors, liit (subs of Raytheon Co i 
83 / 09/31 I 47 pp 18941 004 24 X Ficho 50 - 443 . 83 / 06 / 20 . 

0306230452 


6306240063 NUREO-O9e6 

RC8LK0 REACTOR COOLANT SYSTEM LEAK RATE DETER MI NATION FOR 
PWR6 User'* Guide 

KIRKPATRICK. 0 . WOODRUFF, R W Division of Emeppency Preparadneii 
(Pra 030103) 03/06/30 I03pp Available at NRC *4 79. 

16906 04 5 


0306240064 Notlflei that addl info re List of »a f »ty-ra latait fttne In 
FBAR Table 3 2-t iOA-llst) ac<eptable Out i tapiif Ing Issue 33 
In 8uppl 3 t 0 SER (NUREO-0887) uUI be changed to 
confirmatory Istuo per F8AR. Amend 12 review 

YOUNOntOao. D J Llc«n«lng Branch I 03/06/21 EOELMAN. f1 R 
Cleveland Electric Illuminating Co 2pp 18987 134 24X 

Fiche 90-440.83/06/21.8306240064 


8306330474 Submits addl info ro radiation flliration sys for emurgency 
control etr (ECO. per NURCO-0737. Supp I 1 on emorgency 
response Radiabion filtration sys designed io be manually 
activated Sketch pf ECC filtration sys one I 

MARSHALL. *1 R Arkansas Power h Light Co OCANO6031O 03/06/17 
STOLZ.J r Operating Reactors Branch 4 3pp 
Fiche SO- 313 . 83/06/17. 0306230474 


10941 307 24X 


0306240070 Requests addl Info re moisture sepaT^ton of baalert in 
filter sys serving nonac c ess lb 1 e area & fuel handling bldg 
for 0ER review Info requested within 30 days to maintain 
review schedule 

YOUNODLOOD, D J Licensing Branch I 03/06/Sl FARRAR. D L 
Commonuealbh Edison Co 3pp 10963 020 84X Fiche 50-000.83/06/21. 

8306240070 


0306230917 NUREG 0790 VI 6 NO I 

NUCUCAR RCOULATORV commission issuances July 1902 
a Dlvlsldn of Technical information U Document Control 
409pp 18903 001 


02/07/31 


0306230921 Advises that mod of Model D2/D3 stoam generator* acceptable 
6 modified steam generators can be opotatod at 100'/. of 
design rapacity w/mod In place .... 

njRCKB.W J Office of the Ekocutive Director for Operation* 

03/06/14 PALLADINO.N J . OILINSKY, V . AHCARNE. J Cominl *s loner * 
gpp 10991 39/ 24X riche 90-399,03/06/14.8306230921 


B306240004 Forward* vendor info rept* ’’Coniainmont Water Level 
Monitoring.” In response to 830419 request for addl info re 
NUREO-0737. Items 1 1 F I 4 6 M T I 3. "Containment Pressure 
ManltoT" V ♦'Containment Water Level Monitor " 

DORDINE. T C Con*umers Powei Co 03/06/20 CRUTCHFIELO. P 
Operating Reactor* Branch 9 I6pp 10901 293 24X 

Fiche 90-199.03/06/20. 0306240004 


0306240048 NUREO-0590 VI2 NO 9 

regulatory licensing status summary RfPORT Data As 
May 31 j 1983 iQlue Book) 

e Management Information Branch tKI/06/J0 67pp 


Of 


10786 392 


6306240030 NUREG/Cn-3047 

CLOSEOUT or IE BULLETIN 00-16 POTINTIAL MlSAPPUCAl ION OF 
R03EM0UNT PflESBUnE TRANBMlTXrRS „ , 

OEAN.R S r FOLEY, W J . HENNICK. A Parameter. Inc FIN D-10I3 
PARAMETER IC-12 83/06/30 Division of Emergency Preparedness 

iPre B30l(J33 42pp Available at NRC 43 79 10906 309 


0306240092 NUREG/CR-2660 

EXPERIMENT OPERATION PLAN TOR THE TH~3 EXPERIMENT IN THE 

hru reactor „ . . . . 

rUSSCHER.O C . WILSON. C L . PARCMEN. L J »at telle Memorial 
Institute. Pacific Noithweat Laboiatoiy TIN 0-2277 PNL''4232 

03/06/30 Dtviflion of Accident Evaluatien 39pp Available at 
NRC 43 73 IG906 272 


8306240096 NUREG-0B43 S04 

SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF ST 
LUCIE PLANT. UNIT NO 2 Docket No gO-307 (riorida Power And 
Light Company And Orlando Utilities Commission Of The City 
Of Or land®. Florida ) 

• Dlvi lion of Licensing 03/06/30 26pp 10906 249 24 X 

Fiche 30-389. 03/06/30.0306240096 


0306240073 NURGO/CR-q 103 

LUCA SIMULATION IN NRU PROGRAM THE CONTINUOUS MEASUREMENT 
OF COOLANT LIQUID LEUEU DURING THE MT-A EXPERIMENT IN’ THE 
NRU REACTOR 

MARSHALL. R K . MOHR, C L . MCDUFFIE. P N Oat telle Memorial Institute. 
Pacific Northwest Laboratory FIN D-2277 PNL-7690 B3/06/30 

Dlvlflon of Accident Evaluation 32pp Available at NRC #3 79 
10906 016 


8306240078 NUnE0/CR-qi74 

IMPROVED OENEnr-COaT TECHNIQUES IN THE U B NUCLEAR 
REGULATORY COMM! BS ION 

CRONiNtF J . NCaSE.ft J . VAETH. M Oatttlle Hemorial Inatltutfi 
Paciflt Northwest Laboratory FIN D-23B1 pNL-4653 03/06/30 

Office of Nuclear Regulatory Researclv* Director 109pp. Available 
at NRC $5 00 10709 267 


8306240149 Application to amend Llcen*e DFn-7tr c hang Irg Tech Spec* re 
snubber 1 1 sting s. dryyel 1 sump Instrumentation number*, remote 
ihvtdoun panel instrumentation numbers 6 inatalletlon of 
NUREO-0737 mods for startup 

MOWE.P W Carol ina Power L Light Co LAF-03-236 83/06/20 

0ENTPN<H R Office of Nuclear Reactor Regulation. Director 2pp, 
10901 041 24X Fiche 90-329,83/06/20.0306240149 


— 8306240H7 Revised Tech 0p*c re snubber 11 stings, dryut 1 1 sump 
Instrumentation number*. remote shutdown panel 
Instrumrntatl on number* V Installation of NUREG-0737 mod* 
for startup 

e Carolina Power 6 Light Co 03/06/20 44pp 18701 043 24X 

FlCh* 90-325, 83/06/20- B3Q6240I43 


8306240177 Responds to SCP Topic 111-9 B. “Pipe Briak Outside 
Containment “ Installation of jet impingement shlslds to 
protect main steam safety t« relief valves not ntsded^Item 

MAIERiJ E Rochester ©a* 4- Electric Corp 03/06/16 CRUTCHFIELD. D 
Operating Rfactor* Branch 5 3pp IB9BI 030 24X 

FUhS 90-244.03/06/16.8306240177 


0306240296 Requesti reconsideration of denial of IP 

8ECY-83-179 re primary emergency operations ^^cillty (EOF) 

Current EOF location found acceptable by Region V. FEKA fc 

MI7HERB, Portland General Electric Co 03/0^17. O^NTON, H R 

Office of Nuclear Reactor Regulation. Director 4pp 18981 319 
24X Fiche OO-'Ot 4, 83/06/17, 8306240296 
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030624027^ Foruiardi reipotise to cister»a for res 0 lut;iQn of NUREG-0737« 
Ittm H K 3 5i ‘’Automatic Trip of Reactor Coolant Pumps." 
ftattd in N/IC e30S0e Generic t.tr 83-lOC Uestinghouse Owners 
Group program addre^s^ihg criteria will bo evaJuated 

foster. D 0 Georgia Power Co FOSTER. J) 0 Southern Co Services. 
l^\c CL-eO-lOC 03/06/1* ADENSAM, E Q Licensing Branch A 9pp 
18980 IS* 2GX Ftcha 30-434. B3/0*/ 1 *• B3 0629027 9 


0306240288 Requests ad<cl I info to resolve SER Conflrmatori; Issue 10 re 
fast scram hydrodynani c loads on control rod drive sys 
Retfionte within 7 days of I tr receipt requested 
YOUNG B LQQ Dj B J Licensing Branch 1 03/06/31 Ei>ELMAN. M R 

cievelantf Electric Jlluminafclng Co 3pp *0999 J67 29X 

Fiche 30-940.83/06/31.8306290360 


0306240373 NUREa/CR-'3954 

RADIOLOGICAL SURVEYS OF PROPERTIES CONTAMINATED OV RESIDUAL 
RAOrOACTlVE MATERIAL PROM URANJOM PROCESSING SITES 

VOUNGfY A 4 JACKSON. P O , THOMAS. M V Batts lie Memorial rnstltuto. 
Pacific Northwest Laboratory FIN D-SSl* PNL— 4264 G3/06/30 

Division of Waste Management I42pp Available at NRC *3 SO 

18939 031 


8306240384 NUREO/CR-3296 

A REVIEW OF THE CURRENT DEFICIENCIES IW PERSONNEL BETA 
DDSIMETRY. WITH HECOMMENDAT IONS 

SHERBINI.S I PORTER. S W Forter Consultants. Inc FIN 0-8096 
PCr“TR”234 B3/0S/31 Division of Fac i i i ty Op erat ions 09pp 

Available at tiRC >4 50 18989 179 


0306240413 NUREC/CR*‘32Q1 

INVESTIGATION OF THE SHELL CRACKING ON THE STEAM GENERATORS 
DF INDIAN POINT NO 3 Docket No S0-2B6 t Consol ida ted Edison 
Conpany ) 

CZAJIKOWSKI. C flrookhavin National Laboratory FIN A-3400 
aNL/NUREO-91670 93/06/30' Division of Engineering 9lpp 
Available at NftC *4 00 10999 273 24 !C Fiche 50-286.83/06/30. 

8306240413 


8306270008 IE Jnep Findings * Licensee Ack d td 830614 o# License 
34-19694-01 Insp findings 48 h dose calibrator linearity 
tattt not performed per NUREG-033a. App D.Sectlan 2 it wipe 
tests net performed on incoming packages 

* Region 3. Office of Director 83/06/14 tp 16988 137 


8306270133 Forwards addl Info re NUSEG-07374 I tern II £ 1 1. "Auxiliary 
Feeduater 8ys Upgrade ■Review." per 630S02 .& 0603 Itrs. in 
response to NffC 620407 Itr Condensate storage tank not 
damaged by wind loads generated by 179 mph winds 

RGDftlOUEZ.R J Sacramento Municipal Utility District RJR 83-307 
83/06/21 STOLZfJ H Operating Reactors Branch 4 3pp 10908 •Oil 
24X Flche S0-ai2i 83/06/21. 8306270133 


8306270141 NUREG/CR-2962 

THERMALLY STIMULATED CURRENT CHARACTERIZATION OF THE 
DEGRADATION OF POLY fViNLY CHLORIDEI CABLE MATERIAL IN 
RADiAflON AND THERMAL ENVIRONMENT 

KURTZ, 8 R Sandia Laboratories FIN A-1091 eAMO02-2164 

03/03/31 Division of Engineering Technology 23pp 10999 320 


0306270143 Forwards schedule for submittal of ihfo required for NRC 
review of F6AR Schedule covers submittal of revised security 
plan it addl CEC3AR interface requirements 

VAN BRUNTiE E Aril one Public Service Co ANPP 24126-WFQ/ 
03/06/20 KNIGHTON. 0 Licensing Dranch 3 0 pp 1 0988 00 i 24X 

Flche 90-920,03/06/20,8306370143 


8306270146 NUREO/CH-2809 VO 4 

AEROSOL RELEASE AND TRANSPORT PROGRAM QUARTERLY PROOREBS 
REPORT FOR OCTOBER-DECEMBER 1982 

ADAKSj R E. . TOBlASiM L, Argonne National Laboratory FIN 0-0121 
PRNL/TM-B397 83/09/31 Division of Accident Evaluation 33pp 

19021 142, 


8306270191 NUREG/CR-3196 

A SURVEY OF STATE-OF-THE-ART IN AGING OF ELECTRONICS WITH 
APPLICATION TO NUCLEAR POWER PLANT INSTRUMENTATION 
JOKNSON.R T . THOME. F J . CRAFT.C ft SandU Laboratories FIN 
A-lOai SAND02-a959 03/09/31 Division of Engineering 

Technology 67pp, 19021 072 


03G6270 197 NUREO/CR- 1 999 

IODINE^ KRYPTON ANP XENON RETENTION EFFICIENCIES OF SILVER 
IMPREGNATED SILICA GEL MEDIA WITH DIFFERENT SILVER LOADINGS 
AND UNDER DIFFERENT TEST CONDITIONS 

MOTES, 0 G. , FERNANDEZ, S J , TKACHYK. J W Idaho National Engineering 
Laboratory. FIN A-62B7- ENJCO-1049 B3/03/3I, Division of 
Healths Siting U Waste Management 106pp 19020 329 


0306270260 Ferwards "Bounding Analytical Assessment of NUREO-0630 
MadeLi on LOCA kW/Ft Limit* " 

RODRIGUEZ, R J Sacramento Municipal Utility District RJR 83-905 
83/06/20 STOLZfJ F. Operating Reactors Branch 4 2pp 18990 Z31 
S4X Flche 90-312,03/06/20,8306270260 


fl3062702Q5 Clarifies capabilities of hydrogpn ignition sgs under alt 
c ircumstances, per Schwencer Q11106 Itr NUREG/CR-24Q6 
Under worst case cond i t i ons. min voltage required would be 
10 OB volts 

DALE. L r Mississippi Powpr Light Co AECM-a3/03J9 Ol/OA/2'3 
DENTON, H f( Office of Nuclear Rpactor Regulation^ Director 2pp 
18996 196 24X Fiche 90-416.83/06/21.8306270285 


8306270306 Response opposing State of NH 830526 objections to AGLD 
83091! memorandum i/ order luling on motions for summary 
disposition No mods to ASLB conclusions warrinted 
Certificate of Sve end 

LESSY.R P . PATTERSON, W F Hearing Branch 3 ISSUANCES OL 
93/06/22 Atomic Safety and Licencing Board Panel llpp 

18995 208 24X Fiche 90-443. 03/06/22. S306270306 


830627031? Forwards info re reactor vessel level inslrumeTitat Lon cys. 
in response to Generic Ltr 82-20 ccinceining inadequate core 
cooling instrumentati on In-core thermocouple sys will be 
upgraded to NUREG-0737, 1 tern II F 2 requirements 

HERING.R F Indiana 6 Michigan Electric Co GL-e2-20 83/06/22 

EI8ENHUT. DG Division of Licensing 19pp 18993 393 2AX 
Fiche 90-31 5. 83/06/22, 83062703 1 2 


830627032? Provides addl details re control of heavy load* during cciisi 
When new Fuel assemblies being stored m spent fuel pit Duo 
to failure of reactor coolant pump at Byi on l.fuci handling 
bldg crane will be installed 

TRAMM, T R Commonwealth Edison Co 6794N 83/06/17 DENTON. H R 

Office of Nuclear Reactor Regulation, Director ip 18994 0/3 24* 

Fiche 90-000.83/06/17,8306270322 


0306270360 Forwards addl Info requested 83040/ re containment press-UTf 
monl tor. conta inmont water level monltoi 6 containment 
hydrogen monitors installed per requirements of TMI Items 
II F 1 4,11 F I 9 6 II F 1 6, respec tively 

MAIER. J E Rochester Gas 6 Electric Corp 83/06/20 CRUTCHFIELD C 
Operating Reactors Branch 5 lOpp 10773 176 24X 

Fiche 90-244.03/06/20,8306270360 


8306270360 Forwards responses to SER.sgppl 4. Sections 13 3 2 2 f, 

13 3 2 3 (NUREO-0857 ) , re courses of action necessary In 
unlikely event of emergency at facilities Info will be 
Included in Rev 3 to emergency plan 

VAN BRUNT, E E Arliona Public Service Co ANPP-24i03-WFQ 
83/06/19 KNIGHTON,© Licensing Branch 3 26pp 10993 214 ^AJ 
Flche 30-920,03/06/19.8306270360 


8306270376 Submits addl info re Generic Ltr 01-03 concerning 
implementation of NUREO^OSiG, "Intergranular Stress 
Corrosion Cracking of Pressure Boundary Piping 6 Safe Ends " 
per 030415 request Inservice insp pi ogram not appropriate 
BDRDINE. T C Consumers Power Co GL 81-03 03/06/22 

CRUTCHFIELD. 0 Operating Reactors Branch 5 5pp 1B993 300 24*: 

Flche 90-155, 03/06/22, 8306270376 


0306270413 Advises that ufcll does not object to Limerick Ecology Ariion 
position in 030610 ltr on contentions related to NUREG-0737 
METTERHAHN, M J Conner 6 Wetterhahn WETTERHAHN, M J Philadeiphia 
Electric Co 83/06/93 BRENNER. L . MORRIS, P A , COLE, R F Atoaic 
Safety and Licensing Board Panel 2pfj 1B994 146 24X 

Flche 30-352. 03/06/23. 83062704 1 3 


0306280013 NUREG/CR-3263 

A COMPARISON OF METHODS FOR UNCERTAINTY ANALYSIS OF NUCLEAR 
POWER PLANT SAFETY SYSTEM FAULT TREE MODELS 

MARTZ.H F , BECKMAN. R J , CAMPBELL, K Los Alamos Scientific 

Laboratory FIN A-7725 LA-9729-MS 03/06/30 Division of Rlsl 

Analysis laipp 19044 101 


0306200033 NUnEO/CR-2607 

FIRE PROTECTION RESEARCH PROGRAM FOR THE U S NUCLEAR 
regulatory COMMISSION 1979-1901 

DUBE. H Sand i a Laboratories FIN A- 1010 BANDa2-043l 03/06/30 
Division of Engineering Technology I06pp 19042 007 


0306200036 Forwards evaluation 6 request for addl info on reiponiH to 
0S121O order re NUREG-0737. I tern fl F 2, "Detection of 
Inadequate Care Cooling " Clarification requested within 
30 days Digital Indicators acceptable 

STOLZ, J F Operating Reactors Dranch 4 03/06/14 HUKILLrH D 

General Public Utilities - GPU Service Corp 0pp 19042 348 241 

Ffche 50-289,03/06/14.8306280036 


G3062B0044 NUREO/CR-2906 

SENSITIVITY OF RISK PARAMETERS COMPONENT UNAVAILABILITY IN 
REACTOR SAFETY STUDY iPBAP/PSAfl COMPUTER CODES) 

AZARM. H . FARAHZAD, P . TINGLE. A Brookhaven National Laboratory 
FIN A-3239 flNL-NURE0-5l 900 83/09/31 Division of Risk 

Analysis I67pp 19044 284 
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G :3 0623004*? KURE<5/cn-3163 

flEL^PO ASSEeSMENT LOFT SMALL HREAK L3-*&/LB-l 

f<HErVk^,L N Sandla Laboratories FIMA-J205 SAMOa3-0245 

03/06/'30 pi vision of Accident Evaluation 94pp 17043 070 


B 3062300 a 0 KUREG/Crt -2773 

LOBS OF DHR SEQUENCES AT HROWNB FERPT UNIT ONE •* ACCIDENT 
BEQUEMCe ANALYSIS 

COQ«*D H ♦ GREENErS R < HARRINGTON- R M Oak Ridge National 
Labaratory FIN B *-0452 ORNL/TM-aS^S 03 / 06/30 Division of 
Accident Eval^iatlon IBOpp 19060 273 24 X Flche 30 - 237 . 03 / 06 / 30 , 

8306 2 G 00 BO 


630624! 0033 NUREO/CR-3267 

SJMfLAWITY ANALYSIS AND SCALING CRITERIA FOR LWR 'S UNDER 
SINOLE-'PHASE and TWa-PHASE NATURAL CIRCULATION 

I KATAOKA- I Argorino National Laboratory FIN A' 20 a 6 
ANL-* 93-32 □ 3 / 03/31 Division of Accident Evaluation 46 pp 

J70A7 2tJ3 


B30taOOOQ9 NUREQ/CH-27B9 

PREBSUaE VESSEL THEftMAL SHOCK AT U 8 PRESSUR I ZED-WATER 
REACTORS EVENTS AND PRECURSORS 1963-1981 

D L Oak Ridge NatlO'nal Laboratory FIN D-0435 
0RNL/NS1C-21O 03/OS/31 DivUlnn of Risk AnalysU 231jip 

17043 189 


630 62000 93 NUHEO/CR-2074 V03 

iilQM-TEhPERArURE 0A3-C0QLED REACTOR SAFETY STUDIES FOR TKG 

division of accident evaluation DUARTERUY PROORESB REPORTi 
jULV 1 - SEPTEMDER 30, 1902 

BALL, ^ C ,• CLAPP. N E , CDNKLIN. J C Oak Ridge National Laboratory 
FIN B-0122 0RNL/Tri~B443/V3 03/06^/ JO Division of Accident 

Evaluation 27pp 19069 331 


6306200096 MUREG/CR-3293 

environmental assisted CRACKING IN LIGHT WATER REACTORS 
Arnudl Rap or t, □< tob er 1901 - Septambor 1982 
G^{ACK,W ^ I KASSNER. T F • KUPPERMAN- D 8 Argonne National 
L»li 9 r*ttiri 4 PIN A-2ai2 ANL-SS-C? 03/06/30 Dlvlsltin of 
Enginavrtng Tachnology lOIpp 19042 196 


8306200137 Foruiards IE Insp Rept 90-S2Q/83-12 on 030424-27 0512 No 

rorvcomp I la ncfl noted 

GOOKtH C Region 5, Office of Director 03/06/03 ANDQGNINI.O C 
Ariicna Public Borvice Co 2pp 19014 333 24X 

Ficha 30-520.83/06/03,0306200137 


--030fr200i4 5 IE Insp flept 50-920/03-12 on 030424-29 0512 No 

nancoaip U ance noted Major areas inspected followup on IE 
info not * cos, organl latlon 6 s taf f 1 ng. environ protection^ 
raiolution IOCFR90 S9(eJ 6 NUREO-073/i I fc ems It F 1 L 11 B 3 
SHERMAN. C , NORTH. H 8 . WCNSLAW9KI.F A Region 5. Office of 

Dirac tor 03/06/03 I6pp 19014 339 24X Flche 50-520,03/06/03, 

6306200137 


Q3O6S0OI30 roruiartfs "Cantral of Heavy Loads. Ph 1 lade Iph ta Electric Co, 
Peacb Bottom Atomic Power Sta t Ion. Uni Is 2 3. " draft 

lechnical evaluation rept « ^ « 

BTOUZ;. vl r Opuratlng Reactors Dranch 4 03/06/14 0AU£M*£ 0 

Philadelphia Electric Co 2pp 19043 JS*? 24X 
Flche 50-277,03/06/14.0306200130 


— 0306060329 TCR-C9906-379/3a0 

^’Control of Heavy Loads. Peach Bottom Atomic Power Station, 
units 2 ti draft technical evaluation rept 

BOHDEROER, C R Franklin Inst l tuto/Frank U n Research Center 
NftC-03-01-130 TAC 00070 03/05/17 NRC - No Detailed 

Affiliation Olveti 49pp 19043 361 a4X Flche 30-277« B3/06/1 4, 

oaotsBOiae 


8106200155 Informs that 830606 response U open Item In integrated 
Blant GAR lNURE0-0a22l re flooding elevation acceptably 
resolves item Corrective actions re dlqsol generator bldg 

CRUTCHFlELoJo^ ^'□p era ting Reactors Hranch S L8O5-03-O6-O54 
-S91/06/23 FIEDLER. P 0 Oeneial Public Utilities - OPU Service Corp 
app 19014 316, a4X Flche 30-219.03/06/23,0306280155 


n'TOi,7a0190 KUREO/GR-3189 

CRITICAL REVIEW OF THE REACTOR BAF£TY STUDY RADIOLOGICAL 

1£ALTH effects model 

COOPER. D W , VACOU.N , KA3E, K R Harvard UniV FIN A-I042 
BANO02-7OSI. B3/05/3I IQOpp J 9069 111 


8306200197 Foru/ards safety evaluation of util design review of TMI 
” Action Item H 0 2 2. ■plant Shielding '■ Plent shielding 
idiauate to assure post-accident acc»*» to vital *«;•«* 

CBOTCHF ICLO, D Operating Reactors Branch 9 L80 

03/06/87 LINDER, F Delryland Power Cooperative 
a4X Fiehe 30-409.03/06/27.0306280197 


L8OS-03-O6-O94 

3pp 19015 074 


0306280233 Forwards correct version of App A. "Mechanical Errors From 
NUREO/cn-2337, Vo I 1, Aquatic Impact* From Operation of Three 
Kldwestcrn Nuclear Power Plants '* Draft version 
inadvertently attached to 030606 submittal 

JONES. W C Omaha Public Power District LIC-93-14S 83/06/22 

VOLLMER,R H Division of Engineering lOpp 19015 088 84X 

Flche 50-283.03/06/22,0306300233 


□306200317 Submits required data to demanstrate that line voltage 
regulators perform as acceptable isolation device by 
limiting primary current under short circuit conditions to 
full-load primary current, par 5ER liNUREO-OBS?) 

VAN BRUNT- E E Arliona Public Service Co ANPP-24133-JtB/ 
03/06/23 KNIGHTON, G Llcinslng Branch 3 Ip 19001 802 S4X 
Flche 90-529.03/06/23,0306300317 


8306280321 Discusses Impact of Ni;nEQ-0824r BEP Topic 111-4 D, '^Turbine 
Missiles. ■' op control valve surveillance testing program No 
changes to current testing program warranted Itim closed. 

COUNBtL*N 0 Northeast Nuclear Energy Co {subs of Northeast 
Utillttesk C0VN8IL,W0 Northeast Utilities 01081? B3/06/22 

CRUrCHFlELB.D Operating Reactors Branch 5 2pp 19001.312 24X 

Ficho 90-245,83/06/22,0306300321 


0306200371 Fpruards IE Insp Rept 50-397/03-20 on 830916-20. No 
none amp 1 i ance noted 

STERNBERG, » rr Region 9. Office of Director. 83/06/13. 
CARLISLE. C B Washington Public Power Supply System, 2pp 
19001 323 24X Flche 50-397. 03/06/ 15, 8306280371 


—0306280300 IE Insp Rept 90-397/83-20 on a309t6*'2G No noncompUanq* 
noted Major areas Inspected OA program. TMI <NUREG-0737> 
actlvl ties, tnc kud Ing Confirmatory Issue 22 6 Independent 
Insp 

WILLETT. D d , DODDS. P T Region 9, Office of Director lEB-79-05 
83/06/15 7pp 19001 325 24X Flche 50-397. 83/06/15. fl3062BO371 


0306280386 ClarlMes 030422 response to request for add 1 info ra 
NUnEO-0737, Item 11 B 3, "Post-Accident aampllng Sys," per 
NRC 030931 telcon In-core temp indicators not in use at 
plant per Reg Guide 1 97 ii Generic Ltr 82-33 

PILANT.JM Nebraska Public Power District LQA0300I61 03/06/21 

VASaALLO.D 0 Operating Reactors Branch 2. 2pp 19014 085. 24X 

Flche 50-290.63/06/21.0306200386 


0306200412 Foruarifs resppnss to B3D42B request for addi Info re Rev 1 
to NUREO-0313 concerning leakage detection sys 
CGUNBR.N 0 Northeast Nuclear Energy Go Isubs of Northeast 
Utllltieik. COUNBIL.WO. Northeast Utilities A03200 S3/06/21, 

CRUTCHFIELD,D Operating Reactors Branch 5 95pp 19020M89 24X 

Flche 50-245.83/06/21.0306200412 


0306200419 8vpp)s 021220 response to NUREO-0313 request for addl Info 
Ferrite content of -cast austenitic stainless steel ranges 
from IS to ZOY, Valvss highly resistant to intergranular 
stress corrosion cracking 

KILLB-L M Tennessse Valley Authority 63/06/22 DENTON. H.R 
Office of Nuclear Riector Regulation, Director. 2pp 19010.351 
24X Flche 50-259,03/06/22.0306200415 


8306200436 Forwards Amend I to environ qualification rept. per 030314 
request -S, NUREG-0900 requirements 

VAN BRUNT, K E Arliona Public Service Co ANPP-24107-WFQ/ 

03/G6/24 KNIGHTON. 0 Licensing Branch 3 IROpp 19016:297 24 X 

Flche 50-528,03/06/24.0306200436 


0306280442 Advises that. based on review of 001219 submittal re 
NUREO-0737. Item It K 3 21, "Restart of Gore Spray & LPCI 
Bys, " issue retolvfd 

CRUTCHFIELD. 0 Operating Reactors Branch 5 L8 05-03-06-0 9 6 

83/06/27 VANDEWALLEi D J Con lumen Power C« 4pp 19020’ 104. 
24X Flche 50-195.03/06/27,0306200442 


0306280444 Requests 60-ifav extension for responding to 830511 request 
for addl Info rt NUREG-0737, Item II K 3 28. "Qua 1 1 f Iqatlon 
of Automatic Dipressur Iiat ( on 8ys Accumulators Extension 
due to personnsl changes 6 addl time needed by AE 

PILANT. J N Nsbrasta Public Power District, LQAa300163 83/06/21. 

VA00ALLO.O 8 Operating Riactori Branch 2 2pp 19020.176 24X 

Flche 50-290,63/06/21,830628044 4 


8306200449 Forwards OeneraJ Physics Corp evaluation results nf items 
In corporate scope of review Info should be sufficient to 
close SEA open items 

6MITM, J L Ung Island Lighting Co fiNRC-912 83/06/23. 

DENTON.II R Office of Nuclear Reactor Regulation, Director 6pp 
19020 178 24X Flche , 90-322. 83/06/23, 8306200445 
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S30&2e0499 Informt operational -data for cotnpletion of HEPA 

filtration aitended to B31001 duo to tflfficultv In 
adopting vpntliatlon tgi to accommodate -demanifs of HEPA 
filtration per Euppl 1 to NURE^''07C7 

MUSOLFrD Northarn States Power Co B3J<ib/ZQ Office of Nuclear 
Riactor Regulation^ Director Ip 1901S 328 24X 

Ficha 5O«00O. 03/06/20,83062804 59 


B30628047B Provide* info re SEP Topic VI-4, ‘Containment Isolation 
8|ffi ** to resolve concern raised bv N-lJREG-0024. “Integrated 
Plant Safety Assessment, “ for which NRG unable to determine 
adequacij of penetration! X-2HA U X-204 

GQUNSIL, N 0 Northeast Nuclear Energy Co (subs of Northeast 
VtlUtiesl COUN6IL, W 0 Nor theas t Uti 1 1 1 i es 810816 03/06/22 

CRUTCHFIELD, D Operating Reactor* Branch 5 2pp 19010 313 a4Jf 
Ficha 50-245, 83/06/23, 8306280470 


B306280487 Discusses problems u/pos t-acc ident sampling sgs (PASS) 
microprocessor! on-1 Inc pH meter sample flow U ipn 
chromatograph Proposed PASS completion per ^11080-0737, Item 
It B 3r scheduled for B30930 

JONES, H C Omaha Public Power District LIC-B3-147 03/06/23 
CLARK, R A Operating Reactors Branch 3 3pp 19019 1B6 24X 
Flche 50 -295,83/06/23,8306200487 


8306280469 Lists commltmenitt to implement addl monitoring ^ reslirictive 
limits Oh unidentified RC8 leakage per NUREC-03i3, Rev 1, 
in response to IE Bulletin 63-02 Plans to be submitted to 
NRG 3 months prior to next refueling outage 
HOWE,P U Carolina Power h Light Co IEB-B3-02 03/06/24. 

VAS8ALL0, D B Operating Reactars Oranch 2 2pp 19018 311 24X 

Fich e 50-3S9, 03/06/24, 0306200489 


0306200502 Foruiards supplemental response to EC-VO, Phase I, Apr 1903 rept 
r# NUREO-0612, "Control of Heavy Loads*" reflecting areas of 
concern addressed during 030614 telcan 

SWARTZ. E.O Commonwealth Edison Co 6773N. 03/06/22 DENTON. K R 

Office of Nuclear Reactor Regulation, Director S6pp 19019 236 
24X Flche 50-373, 03/06/22, 03O62BOSO2 


8306260508 Forwards addl Info re compliance w/NUREO-073/, Items 
II F 1 4i "Containment Pressure Hanitor" & 11 F 1 S, 

"Containment Hater Level Konltor, ■' per 630400 commitment 
BAVNEi J P. Power Authority of the State of New York JPN-03-58 
03/06/23 UASEALUO, D B Operating Reactors Branch 2 7pp 
19017.286 24X Flche 50-333,63/06/23,6306200800 


83062B0824 Supplemental application for amend to Licenses DPR-71 & 
DfR-62, revlsi no Tech Specs re flCIC sys actuation 
Initrumentati on. per Generic Ltr 03-02 6 NUREQ-0737 items 
HOKE.P.W Carolina Power & Light Co UAF-83-227 83/06/23 

VAS3ALL0, D B Operating Reactors Branch 2 4fp 19019 290. 24X 

Flche. 50-3S4, B3/06/23, 0306280524 


— 8306260544 Revised Tech Specs r« RCI( sys actuation Instrumentation 
* Carolina Power 6 Light Co (SL-B3-02 83/06/23 21pp 

19019 294 24X Flche 50-324.83/06/23.6306200524 


0306280559 Forwards documents to assist ui/eva I uati on of 630601 
• ubmlttal re integrated assessmeint of open issues Results of 
primary coalent sys safety relief valve test, In response to 
NURe(3-0737. Item II D 1, provided in util auool Itr W/o end 
BLANCHARD, D. P Carolina Power 8, Light Ca 83/06/20 RUB IN, II NRC 

- No Detailed Affiliation Given 4pp 19017 310 24X 

Flche ’ S0-t55r 03/06/20, G3062BD559 


0306280583 Forwards, per request, Reg Guide 1 70 ^ NUREO-0000, Sections 
2 3 l,K/o ends 

FERLlBrR 0 Hearing Branch 3 83/06/27 BERWICK, B Texas, State 

of Ip. 19017 324 24)C Fiche 80-490,03/06/27,8306200503 


83062805B5 Responds to Generic Ltr 62-33 (NUREO-0737, 0upp I i) re 
requirements fur emergency response capability Proposed 
completion dates end 

TAUBER, H. Detroit Edison Co EF2 - 62.262 83/06/23 

YOUNGS LOD D, B J Licensing Branch I Spp J9O10 026 24X 

Fiche - 50-341 1 63/06/23, 0306200585 


0306290082 Forwards negative declaration E|A <KUREG-0994) re renewal 
of License 8NI1-696 U/o EIA 

PAGErR.O, Uranium Fuel Licensing Branch 83/06/21 HOWRY, W ft OA 
Technologies, Inc. /General Atomic Co ip 19046 167 


8306290131 NUREO/SR-0051 V04 N7 
POWER REACTOR EVENT9 November-Dac amber 1983 

HA98AR0, 8. A. I TRENERYrS E Director's Office 03/06/30 35pp 
19046 186 


0306290146 Informs that util response to NUftEG-0737, I terns 11 F t 4^ 
ir F 1 3 II F 1 6 acceptable re installation of 
containment pres aura, water level fj hydt agon monitoring aus 
SER one 1 

CLARK, R A Operating Reactors Branch 3 63/06/21 FAY, C W 

Wisconsin Electric Power Co Spp 19046 330 24X 

Fiche 30-266,83/06/21.6306290146 


8306290150 Forwards safety evaluation concluding that requirements of 
TMI Items 1 1 F 1 4, 1 1 F 1 3 6 1 1 F 1 6 r e containment 
p res sure, water level ^ hydrogen monitors met Items 
resolved 

GLARkiiR A Operating Reactors Branch 3 83/06/17 JONES, M C 

Omaha Public Power District 9pp 19046 271 24)( 

Ficha 50-203.03/06/17,8306290150 


8306290190 Requests proposed Tech Specs re limiting overtime for 
staff personnel which comply w/guide U nus furnished in 
820615 ltr Proposal dtd 630121 unacceptable 

GLARlri, R A Operating Reactors Branch 3 03/06/21 OARRIFY, J H 

Kalnu Yankee Atomic Power Co 3pp 19046 207 24X 

Flche 50-309,63/06/21,0306290190 


aa0629024t Forwards safety evaluation conditionally approving licenser 
630310 request from rellbf from Generic Ltr 02-28 6 
NUREG-0737, Item II F 2 requirements to install reactor 
vmssel level sys Addl info needed within 30 days 
CRUTCHFIELD, D Operating Reactors Branch 5 LSQ5-83-O6-OS0 

03/06/27 KAV, J A Yankee Atomic Electric Co llpp I90S6 247 
24X Fiche 50-027.83/06/27,8306290241 


8306290349 Advises that methodology used to calculate beta dose for 
radiation profile for equipment qua I i f icat ion not 
acceptable Resubmlttal of beta analysis based upon 
methodology in NUREO-O30B required by 030630 

CLARKiR A Operating Reactors Branch 3 63/06/17 UHRIOiR E 

Florida Power Light Co 2pp 19046 116 24X 

Flche 50-335,03/06/17,8306290249 


0306290311 Forwards final seismic input for SEP Topic 1II-6, “Selstnic 
Design Considerations " NURE0-0B25 conclusions valid based 
on conservative structural analysis methods 6 linear 
clastic analysis 

CRUTCHFIELD, D Operating Reactors Branch 5 LSa3-a3-06-04 7 

83/06/23 KAY. J A Yankee Atomic Electric Co 35pp 19059 3J6 
24X Fiche 50-029,03/06/22,8306290311 


0306390323 Forwards safety evaluation of proposed resolution of 
cl ass 1 f Ication of structur es, sy s ^ components issue in 
aectlon 4 S of integrated plant safety assessment rept 
(NUftEG-0020) Info acceptable to resolve open items 
WAM0ACK, T Operating Reactors Branch 9 US05-83-06-055 03/06/37 

VANDEWALLE, D J Consumers Power Co 7pp 19055 306 24X 

Fiche 50-295,83/06/27,8306290323 


0306290377 Forwards IE Insp Rept 50-302/83- 19 on 830902-06 No 
noncompHance noted 

OANCE.H C Division of Project ^ Resident Programs 03/05/27 

U1LGU8, W S Florida Power Corp 2pp 19055 192 24X 

Fiche 90-302, 63/05/27, 0306290377 


— '8306290300 IE Insp Rept 50-302/83-15 on 630902-06 No noncompliance 
noted Major areas Inspected refueling outage radiation 
protection organi lat ion, procedures, advanced planning 
(ALARAl, exposure control ^ respiratory protection program 
KAHLE, J B Region 2, Office of Director DARR, K P Division e.1 
Engineering 6 Radiological Safety Progiart* 03/05/26 Opp 
19095 194 a4X Flche 50-302,03/05/27,8306270377 


0306290400 Application to amend Licenses DPR-^ao, DPR -52 U DPn-68. 
changing Tech Specs to require annual rept of main steam 
laf ety/rellef valve ac tuatlons, In response to NUREG-0737, 

Item II K 3 3 ti Generic Ltr 83-02 

MILLS, L M Tennessee Valley Authority OL-B3-02 03/06/20 

DENTON,H R Office of Nuclear Reactor Regulation, Director 2pp 
19033 133 24X Fiche 30-259,83/06/20,8306290400 


— e3062?04D6 Proposed Tech Spec revs, requli 1 ng annual rept of main/steam 
safety/relief valve actuations, in response to NUReo-0737i 
Item II K 3 3 6 Generic Ltr 03-02 

a Tennessee Valley Authority CL-83-02 83/06/20 3pp 

19053 135 24X Fiche 50-259,03/06/20.0306290400 


0306290406 Forwards safoty evaluation of licensee compliance w/ 
NUREG-0737, Item 11 B t, "RC6 Vents," based on review of end 
LLL technical evaluation rept High point vents on primary 
coolant side of isolation condenser not required 
CRUTCHFIELD, D Operating Reactors Branch 5 LS05~83-06-057 

83/06/27 C0UN8IL, W 0 Northeast Nuclear Energy Co (subs of 
Northeast Utilities) 6pp 17053 140 24X FUhe 90-243, 63/(76/?7. 

8306290406 
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--a3Qia'?0«ll3 TF-a02/OB?3A 

'■S*lacUd Operating Reactoi Issues Program [I PC'S ''onts 

liaiHEC 0737 >Item II B IIi" final technical evaluation rept 

held I -J T ETnci'gil Inc orpor*T tod <* lauience Livi>imore Laboratorii 

FIN A -0250 TAC 44304 03 / 04/06 ALOERTHAl.. G Division oF 

Licensins 4 pp 19033 146 24 X Tithe 50 - 243- 0 1 / 06 / 27 , 8306290406 


030^300231 IE [nsp Rept 50-409/B3-07 on 830316-10 No roncompUance 
notcfi Major areas inspactod status of post-TMI 
rer^uirements 

PAOLrR A , GREGER.L R Region 3, Office of Director 03/06/14 
3pp 19119 175 24X Flche S0-409> 83/06/ 1 4, 0306300226 


8306290538 Requests nr'O th od o I ogy acceptance criteria to 6e used in 
evaluatlrj anchorage of 4, 160-voit stj^itchgoar panels bg 
831130 Re/iow will be included In integrated plant 
SAR lUFpl 

CPUTCIlFICt D, D Operating Reactors Hrantli 5 L 803 -83-06-033 

83/06/34 FIEDLER, P 0 General Public Utilities - GPU Service Corp 
?ap 19053 029 24X Ftche 50-219, 83/06/24, 0306290338 


0306300241 Forieards diagram depicting proposed location of niw 
traii>ing ctr per Suppl S to NUnEO-0737 Ctr ul | fe house neu 
emorgencg operations facUltg ft Is tentattvelg scheduled for 
completion in Spring 1904 

MANOANr C V Niagara hohauk Fauior Corp 83/06/24 UASBALLO* D- 8 
Operating Reactors Dran.ch 2 2pp 19132 309 24X 

Ftche 50-220. 03/06/24 , 030530024 1 


0306300120 Comments on NRC plan for evaluating safcig goals Environ U 
4 «alogital effects missing from design objective 

SACHNOFF. S . WILLHQITE. D League of Women Voters 'lGrni0772 020 
B3/0A/2/ Office of the Secretary oF the Commission 5pp 

19120 ODD 


8306300291 Feruiards IE Insp Rept 30-346/03-14 on 830524-26 No 
noncompliance noted 


LITTLE, W S Region 3, 
Toledo Edison Co 2pp 
030630025 I 


Office of Director 03/06/17 CROUSE, R 
I91J9 343 24X Fiche 30-346,03/06/17, 


P 


B306300I31 Ctmments on NRC safety goal development program Vendor 
gianerally agrees u/safety goals 

SHERWOan.G O General Electric Co 48FR 10/72 021 63/06/20 

jjocteting & Services Branch 2pp 1V1P2 331 


— 0306300252 IE Jnsp Rept 90-346/03-14 cn 030324-26 No none OKlp 1 lane « 
noted Major areas inspected licensee aetton on previous imp 
Find Ing ^ 

HENDEZrR , WILLIAMS* -C C Region 3. Office of Director 83/06/17 
9pp 19117345 24X Fiche 30-346,83/06/17*8306300291 


0306300133 fflpuards di aft revised respnnso to TMl Item I 0 1, "Training 
During Lti»i-Powor Testing," pet 830627 conference call Info 
<Qrvtaln*d in draft revised response tui I 1 be incorporated 
Into FEAR rev scheduled for Aug 1903 

efiADLEVhF J Philadelphia Electric (o 83/06/20 SCHWENCER, A 
Licensing Dranrh 3 3pp 19122 311 24X Tiche 50-132. 03/06/20* 

03063001 3 "i 


J03OA3DO13H Forwards SER Suppl ?, <NURro-Ofl8l > W/o enc 1 
KAPMAN-H fieafing Branch l ISSUANCEQ OL 8J/06/20 
LALPENSON.U a . PAXTON, M C , ANDERSON, G C AtomiL Safety and 
LltersiTig Board Panel Ip 17168 118 r*4X f'lche 50-482,03/06/20. 

83063001 3« 


B306300I40 Informs that addi nondegree personnel win be assigned to 
Shift technical advisor position per N>;RrG-0737, I iem 
I A I 1 Info re a eper ience, coll ego educ 6 current operator 
ll-eenses end 

COUNSIL, W G Northeast -Nuclear Energy Co (subs of Northeast 
Ulilltiesl COUNSIL.W G Northeast Ut 1 1 1 ties RtODPa 03/06/22 
CRt/TCiiFIELD, D Operating Reactors Or /inch 9 CLARK, It A Operating 
Reactors Drarich 3 3pp 19IP? 320 24X Fiche 30-245, Q3/06/P2. 

6306300140 


0306300 S46 Commpnts on safety goals policy slatemeni ft evaluation plan 
Supiports plan 

VfNCK.W rumpaan Communities, Commission of 4fJrniO/72 010 
03/06/10 LAFLEUR, J D Office of International F>rogroffls. Director 
lOpp 19119 321 


0106300166 Forwards supplemental dosciiption of Cr Clwriors Group progrann 
schedule in response to Generic Itr 8'? tOA te guidance 
for closing out NUnco-0737, I tom 1 1 K 3 5, "Aulomalic Trip 
at Reactor Coolant Pumps " 

DRUMHDND*r -J Louisiana Pou/oi ft LigliL Co W3r83-2ns 03/06/27 

vrJlGilTON, 0 W licensing Branch 3 6pp 19119 2/3 ?4X 

Fletie 30-302, 03/06/27, 0306300166 


6306300172 Cemments on NRC safety goal evaluation plan Supports plan 
OnOV'E V Gilby Associates 40rRl0//J' 022 03/06/16 DIRCK8*W J 

Qffire of the Executive Direi.iov for LIperat i ons 6pp 19160 111 


CORRESPONDENCE WITH OTHER ORGAN I ZATIONS 

6303110498 IE Info Notice 03-32. -Ruptured Am -2 4 1 Sources Containsd In 
Wall Logging Device " Sve list end 

^«„ **^^’^* * * *’” Safeguards U Inspection. Programs (Post 
030J03k 03/03/26 Conso 1 1 dated Edison Co of New York, Inc 

129pp 10031 043 24X Fiche 30-000,03/05/26,6305110430 

6105110460 IE Info Notice 03-34, "Event Notification Info Worksheet 
Sve list end 

JORDAN. F L Division of Emergency Preparedness ft Engineering 
Response tPost 630103) 03/05/26 Consolidated Edison Co of New 

York, Inc ll5pp 10732 005 24X Fiche 50-000,03/09/26,8303110460 

6303110461 IE Info Notice 03-35* ‘Tue I Movement W/Control Rods 
Withdrawn at DWRs " Sve list end 

JORDAN, E L Division of Emergency Preparedness ft Engineering 
Response <Post Q30103 ) 03/05/31 Cons o I Ida ted Edison Co of New 

Vorfc* Inc I16pp 1 07 J 2 200 24X Fiche 30-000, 63/03/31, 63051 10461: 


B3091 10464 IE Info Notice 83-36i "Impact of Eecurltu Practices on Safe 
Operations ' Sve list end 

JORDAN, E U Division of Emergency Preparedness ft Engineering 
nesponse fPost 030103) 03/06/09 Consolidated Edison Co of New 

York* Inc 1 I9pp 16630 2D0 24X Fiche 90-000,03/06/09,0305110464 


0305110470 IE Info Notice B3~30, "Defective Heat Sink Adhesive ft 
Belsmlcally Induced Chatter In Relays Within Printed 
Circuit Cards » Qvc Hit end 

JORDAN. r L Dlvlsien of Emergency Proparedness ft Engineering 
Response IPost 830103) 03/06/13 Consolidated Edison Co of New 

York* Inc ll8pp 10920 223 24X Fiche 30-000,83/06/13,0305110470 


D3051 10475 IE Info Notice 03-40, "Need to Pnvi ronmenta t ly Guilifu 
Epoxy Grouts ft Sealers " 3vc list end 

JORDAN, E L Division of Emergency Preparedness ft Engineering 
Response (Post 830103) 63/06/22 Consolidated Edison Co of Neu 

York, [nc U3pp 19021 179 24X Fiche 30-000*83/06/22.830511047 5 


Gj06300]7ri Comments on plan to evaluate Commissloti safely goal policy 
ikakemetit NRC should provide peiindlc updates of plant 
analyses 

HlCENDURGrH n llauslon Lighting ft Power (‘o 40rR10/72 019 

63/06/22 C111LK*S J (Ifflco of the Secidary of tho Commission 
gpp 17166 iOY 


&3O530O2k3 Responds to 020/30 I Ir i o emorgoncy pi eparedness appraisal 
rept ft 820630 notice of violation Adequate performance 
demonstrated during G21021 exercise t xam of 
aalsraprasenta t ion of facta in progrosa 

KEPPLER. J 0 Region 3, Office of Director Gl OP-33 83/05/09 

CK3LAN. J L American Electric Power OerviCG Corp 3pp 19122 101 

a4X Fiche SO 313.00/06/09,0306300213 


0306300226 Forwards tE Insp Rept 30-409/03-0? on 830316-10 No 
nartompl konc u noted 

PAPERIELLD.C J Region 3, Office of DiiPctor 03/06/H 
LINOERiF W Dairy land Power Cooperative 2pp 19119 173 24 K 

Fiche 50-409, 03/06/14, 03063002,^6 


030511047/ EC Info Notice 61-41* "Actuation oP Fire Ruppriision Sys 
Causing looperab i 1 1 ty of Safely-Related Equipment "■ 5vc list 
enc I 

JORDAN, E L Divtsldn of Emergency Pr eparedxiess ft Engineering 
Response (Post 03O1O3> 83/06/22 Consu I i dated Edison. Co of New 

York, Inc J30pp 10997 007 24X Fiche ao-QQO. 63/06/22, 0303110477 


0305110479 IE Info Notice 63-42, "-Reactor Hade 0uiich Malfunctions " 
6vc list end 

JORDAN.C L Division of Emergency Prrpaiedness ft Engintiring 
Response (Post 830103) 63/06/23 Consolidated Edison Co of Neu 

York., Inc ll6pp 10996 242 Z4X Fiche 30-000,63/06/23,0305110479 


0305110461 IE Info Notice 63-43, "Improper Settings (rf Intermediate 
Range (IR) High Flui Trip Setpoints " 3vc list end 
JORDAN.E (_ Division of Emergency Prepai ednvss ft Engineering 
Response (Post 830103) 63/06/24 Consolidated Edison Co of New 

York. Inc U6pp 19046 297 34X F i c he 50-000. 63/06/24. 8305 1 10483 


0306010241 Providfs add 1 Info re Yakima Indian Nation, per verbal 
request 6tate of HA iitiliios law enforcoment teletype syi 
to notify contiguous counties of event u'patvntlal offsite 
consequences Yakima County would notify tribal police 
DONOVAN, R W Federal Emergency Management Agency 03/05/19 
AULWCK.R Licensing ttranth 2 Mpp 18673 009 24X 

Fiche 30-397.63/05/19, 030601024 1 
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830&070233 "Zion Nuclear Oenerating Station*-" second evaluation 
» Institute oF Nuclear Power Operations U3/04/30 3Bpp 
18741 117 34 X FI Che 30-293.93/04/30.6306070233 


6306070-473 Pespor-tfs- to approval request For info collection re generic 
clearance of l£ bulletin. “Failure of Reactor Trip Breakers 
(West Inghouse DB-30J to Open on Automatic Trip Signal '* 

Request approved through 630430 under OKQ Number 3130-0012 
SCURRViN Office of Management i- Budget 0MB 3l50-OOtH 83/03/26 
BGOTTrS Document Management Branch Spp 19776 333 


8306090010 IE Info Notice 83-37. "Transformer Failure Resulting From 
Degraded Internal Connection Cables “ Svc list one I 
J0*R0AN. E L Division of Emergency Preparedness & Engineering 
Retpons* (Fast 930103) 93/06/13 Consolidated Edison Co of Ncu 

Voric, Inc a43pp 18921 OOl 24X Fiche 30-000.93/06/13*8306090010 


9306090114 Faruard* consolidated Regional Assistance Committee comments 
for five unrated planning elements Codiments should he part 
of initial FENA findings U d eterminati on of effectiveness of 
offiite emergency planning 

MCLDUGHt-iNf D Federal Emergency Management Agency 03/05/18 
DIRCKS. Ini -vf Office of the Executive Director for Operations 5pp 
19793 324 24X Flehe 30-329.03/05/18.9306090114 


8306090119 Advises of approval ef emergency response plan for Facility, 
subj ta verification of adequacy of public alerting h 
notification ays 

MCLOOOHLIN.D Federal Emergency Management Agency B3/03/16 
OtRCRSi N J. Office o-f the Executive Director for Operations Ip 
1B793 3S9 34X Flche 30-133,63/05/16.8306090119 


8306090229 Approves State of MI emergency respanso plan 6 associated 
local plans u/condlit 1 Q-n that adequacy a-f public alerting S* 
notification sy« be verified per FEMA/NRC joint criteria 
lifted in NURE0--0634/f EMA-REP-I . Rev l.App 3 
PAPER I6UL0.C J Region 3i Office of Director 03/06/06 
DEUITTrR 9 Consumers Pouter Co 3pp 19796 233 24X 

FlCfie- 30-155. 03/06/06, 9306090229 


8306130294 Forwards FEMA final eiercise evaluations of offsite 
•mtrgenev preparsdnass exercise conducted on 810729. 1007 
Si 830118 No major exercise deficiencies noted 
HIND,J.A Region 3, Office of Director 93/06/09 RCED, C 
Commonwealth Edison Co Spp 19923 334 24X Fiche 30-293,83/06/07, 

0306130294 


8306150001 NURE0/CP~0044 V02 
PROCEED I NOB OF THE INTERNATIONAL ATOMIC ENERGY AGENCY 
SPECIALISTS' MEGTINO ON BUDCRITICAU C9ACK GROWTN Sessions 
nil IV And V Held At Fre 1 burg. Federal Republic Of Germany, 

May 13-15# 1991 

CULLEN, W H Materials Engineering Associates, Inc e ENSA. Inc 
FIN B-9133, MEA'’a014 83/03/31 Division of Engineering 

TechnoLogy 434pp Available at NRC 49 00 18970 097 


B306150263 Forwards State of ME plans to correct emergency preparedness 
deficiencies identified by FEMA. per 930311 site meeting 
Atfdl Info on radiological exposure control will be submitted 
to FEMA Within 1 wk 

OARRITYjJ H Maine Yankee Atomic Power Co l1N-Q3-il8 03/06/06 
ALLAN# J II Region 1, tlfflce of Director I3pp 1B849 176 34X 

Fiche 50-309 .83/06 /06» 8306 1 30263 


8306160093 Addl response to FOIA request for documents re IAEA nuclear 
rsatl safeguarifs program Forwards App A documents App 0 
Documents 1-9 entirely withheld U Documents 9-16 partially 
withheld (ref FDJA Exemptions 1,3 U 31 
FELTONfvl M Division of Rules and Records 03/04/01 
OBEENBERO. E V Tuttle t# Taylor 5pp 18092 OU 


•0306160107 Forwards suggested questions 6 answers for 811202 hearing re 
IAEA sa f eguar dSi per request 

SHEA. U R Office of I nterna tlona i Programs, Director 01/12/01 
OILlNSKYiV Comml SI loners 7pp 18872 019 


"0306160115 Draft Commission paper proposing Itr from Chairman thanking 
TE Ehaa for suggaetiont on improving IAEA safeguards Ic 
Informing Commission that TE 9hea Itr sent to State Dept 
DIRCKSrW J Office of the Executive Director for Operations 
82/01/27. I6pp 19992 026 


•8306160119 Forwards undisputed portion of response to 911123 Itr re 
IAEA safeguards sgs, supp lement i ng Commission 830302 itr 
BRADFORD# P A Commissioners 02/03/04 OTTlNQEHrR L House of 
Rep , Energy & Commerce HARTrO Senate DINOELL, J D House of 
Rep. 2pp. 18892 042 


-9306160 1 ?S FQriji(dird5 G Hart.MR 1 r.f lu* inm^n. F (c.,entbal i. 

HO Sokolski testimonies *. pifpar«‘d 5tit<»menl5 at 930303 
joint l.earing of CnnimittPO on Foieign Affairs ro IAEA 
saf eguard s 

KAKMEHER.C Office of Cong r ebs i on i J Ai^tatts 02/03 ^OV 
PALLADINO. N J , GILINBKY. V . PRADFnRn. F A C omm i s b i on or s 4oa 
10092 044 


— 0306160131 Testimpny of G Hail befuie 3ult nriim i ttet on Inti rcoogmic 
Policy t, Trade, Committee on roiaign AfFaiis.Ub Hiiuso of 
Representatives re IAEA safequar.is Committee 920301 revised 
meeting notice end 

HART. G Senate 02/03/03 4pp 19992 04B 


--9306160134 Statement of MU Kialier beM.ri '3ubc ommi t tees on lo-l] 
Security 6 Scientific Affairs V Inti Economic Polity {< 

Trade. Cornmi t tee on Foreign AffaifS.US House of 
Representatives re IAEA safeguards 

KRATZCR, M Q International Energy Assoc latos. ltd 02/03/03 
33pp 1009? 052 


— 8306160139 Prepared statement of L Schemm-in beioie Subc ommitteD cn 
Inti fconomic Policy l> Tr ade, Comm i tiee un foioign Affairs. 

US House of Representatives re JAFA safeguards 
SCHEINMAN.L Cornell Univ 92/03/03 I7pp 1989? 097 


— 03O616O14J Testimony of P Loventhal before tommiltee on Foreign 
Relations. US House of Represenlat i vr s to IAEA safeguards 
I EVENTUAL, P Nuclear Club, Inc . The 92/01/03 JOpn 

10992 no 


—9306160149 Prepaied Stntemenl of HD ^okolsVi before bubcommlltee an 
Inti Security 6 Scientific Affaiis 6 J>ubcommi t tee on Inti 
Economic Policy S« Trade, Commi t toe on Foiolgn Affairs. US 
House of Representatives re IAEA safeguards 

SOKOLSFI.H I) Montage Founda tiers 82/03/03 lOpp 120 


— 9306160153 Responds to 920420 Itr ic IAEA safeguards NRC aciwely 
examining effective ways f/ moans to ro n tin uo support for 
IAEA safeguards 

PALLADINOiNj Commissioners H2/06/10 DLIK.H International 
Atomic energy Agency (Austria) Ip 10892 130 


— 9306160156 Forwards summai y of IAEA safeguards sys US support for IAEA 
safeguards crucially Important 

SLIX.M Internatl ona I Atomic Energy Agency (Austria! 0a/04/£''0 
PALLADINO. N J Commissioners 4pp 19072 tJl 


—8306160190 rprwards revised draft safeguaids analysis for Ramaivii for 
transmission to State Dept No sensitivu foreign intclUgerice 
info employed W/o one I Partially deleted ,snsuiors V questions 
re IAEA safeguards end 

OURNETT.n r Division of Safeguards 92/07/13 SHEA, d R (Iff lie 
of International Progtams. Director 5pp 1999?/ 141 


—0306160193 SecV~Qa-0a5 

Forwards H Oruemm preliminary comments on Morgan memo re 
IAEA safeguards for Sliliy press conference IiLCY title 6 
other safeguards info deleted 

DIRCKGiU d Dffice of the Executive Du actor for Operation! 
02/01/19 Opp 18892 146 


— 03(J6l60i98 6ECV-82 046 

Informs Commission of existing interagency groups involved 
in Ua efforts to upgrade IAEA safeguards ^ provides brief 
rept on status of activities W/o ofic I outline 6 status of 
action plan 

DiRCKSi W J Office of the Executive OiiectoT for Dperattonb 

02/02/02 13pp 10992 (54 


■8306160203 Discusses implications of R Hirhtur (ostlmony before 'lonsit 
Foreign Relations Committee // House Foteign Affairs 
Committee re Iraqi nuclear program & weaknesses in IAEA 
safeguards Safeguards info deleted 

DinCKS.w J Office of the Executive Direcioi for fjperationi 
92/03/09 ORADFQRD, P A Commi ss i onci s 3pp 10092 167 


— 0306160208 BEC Y-02-2 1 0 

Forwards summary of significant NRC Executive Branch 
efforts to improve IAEA safeguards U estimate of expended 
rosourcos Safeguards info deleted W/o one 1 rapt on US 
assistance to IAEA L outline of areas needing imprnvcmonts 
0IRCK8,W J Office of the Executive Director for Operations 
93/03/26 l?pp 18892 170 


— 0306160211 Forwards partially released transcript of 020602 briefinj er 
efforts to improve IAEA safeguards in Wash 1 ng ton, DC Withhold 
portions per 10CFR9 J04(a)(i) listed 

CHILK, S J Office of the Secretary of the Commission 02/00/03 
Office of the Secretary of the Commission 2pp 18992 10/ 
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Draft Coitmi^sion papfi i ccOiMmend i ng Cammi-j^ion approval of 
propo^^d responses to Senator hfai t Rep rosentai wes DlngeLl 
* attinger a?1125 t 30 Itrs re lAtA safeguards Safeguai ds 
■.nfo deJ«tcd N/ o end proposed ttrs 

EIRCKS.U Office of the Exacutwe Dlrectoi for Qperatloiis 

ej/lS/J] Ip 10892 204 


G3O6O20434 Package of four comfnonts opposing 
pallet^ statement on regionalization 
JENKSr L L AfPiHatlan Unfcnouio PATTONi S 
Alert MlLSDN. R Eiion Nuclear Co < Inc 
4BPR12619> G3/03/13 Office of tho Beer 

7pp IG&93 2^4 


prop 

0 

i sub 
etar 


osed 

Three 
s of 
g of 


r ul 

Ml 

Ejc 

the 


e re NRC 

le Island 
ion Corp ) 
Comml s s i on 


^30*17039* fDTWjrds FEMA a30djOR Itr to NRC, p rov i d i ng curfpnt evaluation 
of plant offsite emergenti/ planning 

HASSELL- D F Hearing Branch 2 ISRUANCtS SP 03/06/09 
CLEASOri J P Atomic Safety and Licensing Board Panel 46pp 
10379 333 24X Flche 30-247 03/06^09.8306170396 


3306060226 Pacitag 
elimlnatlnn of 
of licensed mat 
WRIGHT- D J Oo 
Utah. Univ of 
□ ranch 2pp 


e of tujo commetits opposing proposed i 
Ucensoo judgment in reporting theft 

islnger Medical Center [>anvi]le-PA 
4Brn2072l 03/05/23 Docketing 

1 Q727 234 


'Ulfl 10CFR20 re 
or loss 

aCHIAOER, K J 
It Services 


5306230245 NURFQ/ CP-0043 ERR 

proceedings DF the joint NRC/ANS MCI TING OH BASIC THERMAl 
HYORAIJLIC MECHANISMS IN LWR ANALYSIS Held At Bpthesdo 
rtaiTg 1 and. Sep temb e r 14-19i 1902 

» Anerican Nuclear Society 83/06/02 Office of Nuclear 

Regulatory Research/ Director 43pp 10991 0/3 


8306060220 Advises recipients of commonts on p 
group licensing for certain medical uses tha 
miscoded mill not he used again 
» OocketiTiQ 6 Services Branch 4aFn | 3 l 09 
Services Branch tp I072G 291 


roposed rule 
t Comment 12 

03/06/01 


lOCFRSO re 
uas 

Ddc k etlng 


& 


&1062305a3 Discusses AlF proposal doi^iUtig info m one-step license 
application Proposal In form oF reunite of Reg Guide 1 70. 

"Std! Format V Content of SAHs for Nuclrai Powoi Plants" mill 
illustrate level of design detail required 

OIRCMS.W J Office of the Eiecutive Director for Operations 
ME33D3i1 S3/06/J6 CHILK.S J Office of the Secretary of the 
Commission Ip 10931 356 


B3060602S9 Comments on proposed rule re pianned studies of QA 
for const of nuclear pouier plants Existing regulatory 
framework should not be oncumhared by mandating addl layers 
of overview or prescriptive criteria 

^ Electric Institute 4gFrt9106 032 03/05/20 

1072?' 252 Clfflce of the Secretary of the Commission 2pp 




es-Ofc 240304 Torieards “1782 Trqjan Nucleai Power Plant Eiopcise" based 
ori 021U8 exercise State K* local plans V prepai edness 
ade i|ua te 

MRirtMiRW Federal Emergency flanagemint Agency 83/03/10 
JCWDDNrF I Division of Fmorgency Prepai ediiess 6 Engincoring 
R#*por5Se (Pout &30IO3> Ip 18979 0/3 24X I iche 50-344. B3/03/1O. 

0306240308 


■-03 06 240'J 1 0 *"1902 Trojan Nucleat Power Plant Ciercise " 

* Federal Emeigency Management Agonnj 82/12/10 OOpp 
IS979 076 24 X Tlcho 30-344.83/05/18,0306240308 


G306060231 Package 
lOCFRa fU 30 re is 
COTTER, W D New 
Co 48Ff? 14926 
18720 292 


of two comments supporting proposed 
suing temporary OLs 
York, State pf KUBINAK, R A Long 
83/09/23 Docketing b Services D 


r 


rules 

Island 

anch 


Lighting 

4pp 


8306060233 Comments an proposed rule 10CFR5D re Significant hazards 
c oris 1 dora t Ions t- on state notice 6 consultation SuDoorts 
rule 

COTTER. W D New York, State of 4&FWl4e64 02 G B3/09/16 Office 

of the bocretary of the Commission 2pp 10720 296 


a30627<>303 i arward 5 ANL ropt. “El ement-By-T I emont Review of LTLCQ 
Transition Module of Shoroham Nuclear Power Siation Uffsite 
Radiological fltncrg enc y Response Plan." in i espouse to 030601 

request 

HRIHH.R VJ Federal ETmorgency Management Agency 83/06/23 
JORDAN,? I Division of Emergency Ppeparninoss b Engineering 
Response (Post Q30l0D» app 10795 ;'66 ,>4X Tiche 30-322,03/06/23, 

8306270J09 


S30628QS06 Forwards FEMA 030623 findings on i;tll iiansltion plan for 
Offsite emergency preparedness 

REP-KA.D A Hearing Dr arch 3 03/06/24 lAURFNSQN. J A . 

LI VlfJOSTON, M S, Kl INF, JR Atomic Dafely and licensing Board Panel 
2?PP 19017 212 24X Flche 90-32P. ILI/06/P4. 0306280306 


n PRDPIJQCD RULE 


&i03O304S3 Corrments oi> proposed rules 10CFR2 h SO i e gi anting temporal y 
OLs Ccrnmjssion should not utilize tnmpoicny OL as mechanism 
to dvoieJ rapid 6 expeditious issuance of fuii-term 01 
PARKYN.JO Affiliation Unknown 48/H14926 001 8J/04/19 

Docketing 6 nervicos Branch Ip 1R306 264 


SJOb-OSOO^I Responds ia 030413 request fnr aci,eptanco qf proposed I EFt 
rulemalcing package lOCFRSO 73 Concur rnnre submitted on 
830216 torll f rcallon of arcoptable NPR»0 rn^r foi marir e before 
rule becomes effective recommended 

OEr^TON/HR Office of Nuclear Rea u tot Regulation. Director 
03/09/20 HEITEMES.C J Dlroctor's (IfPrro 3pp 18696 073 


•-8305030555 Forwards drroft Commissiun paper forwarding final lOCERSO *^3 
‘'LER Sys, " Incorporating commento from pi'cvious review 
Requests roncurronce on Commission paper by 030422 for 
submission to Cornmlsslon no later than 830430 

HeLTEMES, C J Director's CJfflco 01/04/15 DfNICJN, H R Office 
of Nuclear Reactor Regulation, Director 7pp 10696 076 


630602D424 Common hs on proposed rule re NRC policy statement on 
r f g I enal I latlun Rouer reactor liconsirtg should not be 
tantftdate for transfer 

5IEHART. W L Virginia Electric 6 Power Co 40IR12A19 060 
B3/O5/20 Dockofring U Services Branch 2pp 18694 J?3 


B306060249 Comments on proposed rule re QA programs for const oF 
nuclear power plants Supports rule ■Recommends comprehensive 
% frequent NRC or tJRC-c ontrac ted audits of licensee OA 
programs rocammonded 

OULLGCK, 3 V Affiliation Unknown 4nFR9l06 033 B3/0S/S6 

Docketing 6 Services Dran-ch 2pp 10727 233 


8306000260 Responds to FOIA request for 3eCY-a3-22 Forwards publicly 
av,illable portions of paper por tol-con w/N Toms 

FELTON, vl M tllvision of Rules and Records 03/04/11 KNIGHT, N L 
General Physics Corp ip 16707 24D 


•e306000?/0 “Gtatcment of policy Further Commission Guidance on 
Emergency Response Capability." draft lOCFRSO effective 
rule SuppI Issued to NUReG-0737, “Clarification o# TMl 
Action Plan Requirements “ 

CHILK.S J Office of the Secretary of the Commission. 83/04/11 
3pp 10707 241 


0306140712 Concurs W/Q305IO memo re insider safeguards rule package, 
subj to appropriate c ons id erat Ion of comments Enel 
comments also address concerns contained in RF Burnett 
030414 memo ro protection of vital areas/ Is I ands 
DEHTCIN.K R Office of Nuclear Heactor Regulation, Director 
03/06/01 DAVIS, J 0 Office of Nuclear Material Safety S, 

Saf eguards, Dl rector 5pp 10632 274 


—Q3061407 18 Forwards revised Insider safeguards rule package containing 
end action plan to Implement r econuriendat 1 ons of CoHirnittee 
to Review Safeguards Requirements al Power Reactors 
Concurrence requested by 830327 
DAVIS, J 0 Office of Nuclear htaterla) Safety S' 

Safegwards. Director 03/03/10 DCNTON, H R Office of Nuclear 
Reactor Regulation, Director CUNNINGHAM, 0 H Offlct of the 
Executive Legal Director MINOOUE,R B Office of Nuclear 
Regulatory Research, Director I96pp 16652 279 


03O616D2OI Comments on proposed rule lOCFRSO re lech Specs for 
nuclear power plants Tech Spec rulemaking should he 
reopened in light of restrictive interpretation to utils 
w/GTB 

DAU.3ER,iN A Lowenstein, Newman, Rais, Ax el rad 6 Toll 4aFR 14064 
021 03/06/09 Docketing it Sarviers Branch 4pp 18862 OOi, 


^060204 49 Packag e of three comments on proposed rule re NRC policy 
itatanetit on regionalization 

FAPRARi D L Commonwealth Edison Co MAICR. J E Rochester Gas i' 
Etactric Corp CQUN0IL,UI 0 Northeast Ulljltlos 48rRI26i9 
63/03/23 Oo-ck etlng l« Services Branch lOpp 10693 330 


0306(60245 Advises recipients of comments on proppsad rule lOCFRSO re 
stds foi deteimlning whether License amend Involves no 
significant hazards considerations that two comments marked 
10 received fiF Flynn comment wLIJ be 18A 

* Docketing K Services Drench 4BFR14e64 03/06/13 Docketing tr 

Services Dronch Ip 10061 229 
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830A160334 Comment* on pTO<p<o%ed rule lOCfRSO re- NRC policij statement 
on tevtre accidentf related vlev« on reacto-r regulation 
Supports itateineTit 

REED. C Atomic Industrial Forum 40FRI6O14 002 S3/Ot/07 

Docketing & Services Qranch 2pp 1S8&0 09-0 


S306160337 Comment* on proposed rule lOCFRSD re polic^l statement 

on severe actldartts V proposed rule re saPetij (|aals 
developnient program UCS comments on ptoposed rules ull I be 
consolidated t filed In earli^ Jul 

CURRAN, D Harmon Mels* 40FR1AO14OOI 03/06^08 8TUCKV, 8 
Docketing Services Branch Ip 188di0 124 


9306t/>0467 -Comments on proposed rule re planned studies of QA programe 
for const of nuclear power plants Pret>ent QA requirements 
adequatCj but ccmmltmBnt* Imp lementat i on C, timeliness need 
addl emphasis 

American Society Cf Hecbarilcal Engineers 48rR9106 034 
B3/0^/01 Docketing & Services Branch 3pp 109A3 108 


830622D28S Foruards results of Dtvs of l.lcensing4 Sgs Integration 
Human Factors Safety ravieu of insider safeguards rule 
package it rept bg Committee to Revieui Sa-feguards 
Requirements at Power Reactors kl/o ervcl 

EISENHUTrD <3 Division of Licensing 03/03/31 DENTON r H R Office 
of Nuclear Reacto-r Regulation! Director 3pp 18940 351 


6306230323 Comments on proposed rule 10CFR53 re criteria & procedures 
for determining adequacy of available spent nuclear fuel 
itorage capacity Opposes rule 

WITHERS, D D Portland General Electric Co 40FR19382 001 
93/06/08 Office of the Secretary of the Commlssi-on tp 
1B944 143 


8306230329 Comment* on proposed rule 10CFR53 re criteria tut procedures 
for determining adequacy of available spent nuclear fuel 
storage capacity Supports rule 

HALSKE,C Atomic Industrial Forum 4aFR19302 002 83/06/14 

Do-ckatlng it Services Branch 4pp 10742 270 


6306230331 Comments on proposed rule 10CFA40 re proposal to suspend 
certain regulations that could have significant cost impact 
on Ikcansees if implemented before cottformanco to ERA stds 
Opposes rule 

FREUDENTNAL. N Hyomlng, State of 4BFR23649 001 83/06/17 

Docketing b Services Branch Ip 1B942 275 


8306230339 Comments on proposed rule lOCFRSO re severe accidents A 
related views on nuclear reactor regulation Focus must shift 
from std designs to std design processes Supporting repts 
end, 

HKlTErH Burns L Roe Go 4eFRl60l4 003 63/06/15 Oackttlng lb 

Services Branch 22pp 18942 35| 


9306230340 Comments on proposed rule 10CFR20 re elimination of licenser 
judgement in reporting theft or loss of licensed matl NRC 
should modify judgtrnintal part of rule to define substantial 
hazard 

WISSlNKiR O 311 Co Hinnesota Mining Nfg Co 4BFR2072i 0D3 
63/06/16 Dockatlag & Cervices Branch 2pp 1G94I 151 


9306230445 Comment* on proposed rule lOCFRSO re stds for determining 
(uhether license amend* involve no signifUant hazards 
con* 1 darat 1 on Oppose* rule Comment period insufficient 
MlTHElta, B D Portland General Electric Co 4eFR14a64 02l 
83/06/15 Docketing Sc Service* Branch Ip 10941 153 


03G623O45O Advise* that end 620907 petition to extend time for public 
comments on proposed rule laCFRSG re personnel w/unescort ed 
accet* to protected area* not answered by NitC Response 
requti ted 

COQPERrJH Affiliation Unknown 47FR3390O 83/05/26 Office of 

the Secretary qf the Gommltslon Ip 10942 079 


6306260047 Inform* that proposed changes in reporting criteria re 
selection of midUal ml sadml nil tratlon events for AO 
reporting appear reasonable NRR not retponslble for 
regulatory matters re medical ml f admin 1 strat 1 on event* 

DENTON, H R Office of Nuclear Reactor Regulation, Director 
63/06/17 HELTEtlES. G J Director's Office 2pp 


— 6306290056 Propose* that future AO determinations be bated primarily 
on sever# adverse health ef f ec t*, regardke* s of part of body 
inv-olvedi per review of guidelines requested on 630512 by 
Commission Draft Commission paper enc] 

HELTEMES.C J Director'* Office 03/06/01 DENTON. H R Office 
of Nuclear Reactor Regulatlom Director DEV0UN9, R C Director's 
Office, Office qf Inspection and Enforcement DAVIS. J 0 Office 
of Nuclear Material Safety t* Sa feguards. Director 12pp 
66857 066 


330629024? Comments on pioposad i u 1 u lOrpRno re itds for d«!f t 
Whether license amends involve no «igii)ftcant haiards 
con* idet at 1 on Opposes rule 

WITHERS, 13 D Portland General Elertrjc Co 4arRl4tlAg O?!! 
83/06/ !*> Docketing V per^-ices Hranrh Jp 19036 OCt. 


0306270270 Advises recipients ol comiT,ei>Ls on proposed role it 
stds foi determining whethei licence amende invol •-e- no 
significant hazards considerations that Comment 31 used 
twice P-c>itland General comment changed to 33 

* Docketing t> Services Branch 4nFP14964 a3'06'2'^ Z 

Services Branch Ip 1905A 073 


G3Q63OO103 Comments on proposed rule lOCFFPO re tepls of 
of licensed matl Opposes rule 

aHELLEV, W J Werr-HcOee Corp 4aFR20/21 004 83^06/21 

Docketing 6, Services Branch 2pp 19JJI 070 


8806300110 ‘'oraments on proposed rule lOrKM^O re qua 1 1 f icat ic- 
equipment important to safety in nuclear power plants 
Oppose* rule 

KORIART/. VM Colt Industries, Inc 47FR3S76 0B9 83'C5 > 

Docketing L Services Branch 2pp 19040 217 


S3063Q0I24 Comments on proposed rule J0cFR53 le crite(ia 6 pre * 
for determining adequacy of av'aitabl" spent nuclear Fuel 
storage capacity Definition of dLligence unclear 
EPDLENANrW fddleman, W 40FR193R3 0U6 83/06/?? D:sclf 

Services Branch Ip 17168 111 


830630013'? Comments on proposed suspens i cm of selected provisic 
1CCFR40 re U mill tailings disposal Opposes suspension 
DERICK, 0 Envi r onmeiital Policy Institute 48FR23647 003 S 
Office of the Secretary of the Co-mmission 6pp 19J69 U 


6306300142 Package of five comments on ptoposed rule I0CFR53 r« 
criteria I prncedures for determining adequacy of available 
«pent nuclear fuel storage capacity 

rILEY.R U South Carolina, State of JORDAN. PI S Harman ^ 

YEAGER, U 0 Sierra Club 48rR17302 03/06/28 PAtLADiNO '* 

Commissioners 36pp 19119 214 


830630Q15G Comments on proposed rule 10CFR53 re criteria & prs •* 
for de turml ntiig adequacy of available spent nuclear fuel 
stoi age capacity Opposes rule 

lewis. II 1 Lewis. M 4aFR 19382 003 83/06/00 Office ct 

Bocrotaiy of the Commissi-on 2pp 19119 316 


B306300152 Comments on proposed luie lOrpROS re criteria & pre if 
for determining adequacy of available spent nuclear fuel 
storage capacity Opposes rule 

BERNDT. J Snake River Alliance 48rRj938r 014 83/06/27 

No Detailed Affiliation Given 2pp 19040 359 


B3063001S4 Comments on proposed rule lOCFRBS ie procedures f. Zf 
for detei mining adequacy of available spent nuclear fuel 
storage capacity Util agrees u/general approach of rule 
UHRIG^. R E Florida Rower b Light Cq 4QrR193a2 OGS e3'Ci , 
Docketing «, Services Branch 3pp 19048 351 


G30630013S Fockags of three comments on proposed rule J0CFR4O 
suspensi-on of selected provisions of NRC U mill tailing* 
r equ I reman ts 

OVERTON. J A American Mining Congress * Sierra Club 
SHELLEY, W J Korr-McOee Chemical Cerp (‘,uhs of Korr-McGs* 
40FR23649 03/06/27 CHILK, S J Office nf the Secretary t 

Cammlsslon 26pp 19122 067 


630630015/ Comments on proposed rule 10CFR53 re ci'-ttena U pr? « 
for d e ternin i ng adequacy of available spent nuclear Fuel 
storage capacity Oppose* rule 

ONCAVAGr. 14 P Floridians United for Safe Energy 48FR 1 9352 
03/06/26 NflC - No Detailed Affiliation Given 6pp 19H 


8306300150 Comments on proposed rule tOCFR53 re criterta 4c proci 
for determining adequacy of available spent nuclear Fuel 
storage rapacity Proposed rule does nat provide for public 
partlc } pa t i on 

DIALIK.E I New York, State of 4aFR193B2 004 83/06/21 

Docket cr.g U Gervices Branch 2pp 19119 3iO 


8306300161 Comment* on proposed rule lOCFRSO re NRC policy state 
on severe accidents b related views on nuclear reactor 
regulation Opposes rule 

ONCAVACF, M P Flioridians United far Safe Energy 40FR 16014 i 
63/06/26 NRC - No Detailed Affiliation Given 2pp 19li' 


8306300165 Comments on proposed rule lOCFRSO re lept of theft 
of licensed mail GE concurs tii/NRC conclusions that reporttrg 
requirement* need reevaluation S, rev 

VAUGHAN, C M General Electric Co 4BrR2072l 005 83/06/23 

Docketing 3, Services Branch 5pp 19122 292 
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S3Dib30Ol76 Ctfjnments proposed 10CrR50 t 91 le r e<iu ire/nents for 

|l«(Ti%«iP -artlons or disposition of spent fuel upon 
-reLration of reactor OLs Opposes rules 


Vort. State of 40Ffl2271O 001 
Coctetlng ^ Services firanch 3pp 19160 123 


6306-190167 Foruariis application for uri bhh o 1 d inj; ^ pro-prietary rept-ii 
"Ifeet inglmuse Advanced PWR General Design Description" 

"t^est inghouse Advanced PWR Preliminary Ref Std Plant Primary 
Side Safeguards Sys ’* Repts withheld {ref lOCFRS 790) 

RARE, E P Westlnghouse Electric Corp NS-'EPn-277e 83/06/13 
EISENHUT. DO Dlvialofi of Llcenilng 3pp 19090 040 


g. 3 Q^] 0 < 5 ieo Cdjnmants on proposed rul 
Of Licenjed fftatl Conflict ousts 
SO- 12 5 mil i Cs-137 souTce<4 
COLSWANM-P Affiliation Unknown 
□ octstinj i* Services Branch Ip 


■ 10CrR30 re lepts of theft or loss 
■o hdtards of loss of 

48FR20''21 006 03/06/23 

19040 361 


— B3061 90 172 Application for withholding proprietary "Uost i nghou* e 
Advanced PMR Pre 1 ttnlfiari| Ref Std Plant Prlmarij Side 
Safeguards Sys liodula *' 

MIESetiANN. R A West itijhouse Electric Corp AW-B3-46 03/06/13 

eCSENHUT.D G Division of Licensing fp tSBSO 043 


B3O6300195 Coaimonts on proposed suspension of 10CFR40. App A re portions 
of regulatinns dealing w/disptisal of U mill tailitigs Opposes 

■.Lf f pens 1 on „ ^ ^ ^ 

FRISCO. D C Coalition for Nuclear Pauor Plant Postponement 
45FR23^4*? 007 33/06/26 NRC - No Detailed Affiliation Given 

IP 19166 JOS 


8306300209 Comments on proposed rule 10CFR&3 re cntoila t> procedure* 
far determining adequacy of available spent nuclear fuel 
stofage capacity ftaeommended changes to Sections 93 11- 
12(5) 6 93 SB listed 

CAREV.J J Duquesne Light Co ABFR 19382 013 83/06/27 

Doctsting ** 3ecvlc«s Qranch Ip 19122 11/ 


S3063<K>2I'7 Fa^Vage of two comments on p? oposed suspension of iOCFfldO. 
App A re portions of regulations dealing w/dlsposol of U 

^IrOBlfw^^^cJlorado. State of SMUCY, C . SOUSA, M Southwest 
^r.isarch and Information Center 48R23649 83/06/29 Docketing «- 

Services Dranch lOpp 19168 090 


8306300223 Package of two comments on proposed rule lOCFRSS re 
trltrrla !- procedures for determining adequacy of available 
nuclear fuel storage capacity at civilian nuclear 


*aw«r reactors Supports rule 
HOROAN. R L Energy* Dept of KCARNEV. U J 
48FRl93a2 83/06/29 CHILK. S J 


Institute 
Secretary of the Commission 


Edison Electric 
Office of the 


29pp 


630630^'557 Commients on proposed rules 10CFR90 tj Si re 
licensee actions on disposition of spent fuel upon 
eielration of reactor OLs Opposes rules 
OWCAVAGE--N P Floridians United for Safe Energy 
03/06/27 NRC - No Detailed Affiliation Given 


requirements f 


4BFR22730 002 
4pp 1916B 094 


or 


8306190216 Trip rept of site visit to observe test equipment operation 
h. discuss waste mgt techniques w/DOE personnel S< Dupont 
Corp List of participants end 

DOYLE.R High Level Watte Licensing Nanapement Dranch CLARK, A T 
NRC - No Detailed Afftllatlon Given 63/09/29 ROUDE. L. G NRC - No 
Detailed Affiliation Given DELL«h J High Level Waste Licensing 
Management Dranch 9pp 16070 036 24X Flche g0''20 1, 83/09/23, 

8306190216 


8306220169 9uinmarlT«f 8306-08 meeting w/DO£ in West Valley, NY re methods 
used by Dames it Hoore to develop realistic seismic basts for 
design of structures L equipment for «ol 1 d i f (cation df hlg-h 
level wastes at site List of attendees Si agenda enc 1, 

CLARK* A r Advanced Fuel 6 Spent Fuel Licensing Dranch 83/06/19 

ROUSEfL C Advanced Fuel it Spent Fuel Licensing Branch 3pp 

18937 322 


8306230213 Notification of 830606-10 meetings w/Cesellsc haf t fur 
Nuklear Sve in Essen, West Germany to discuss topical rept 
on Model CA8TDR Ic ISFSI It to Visit machining S< foundry 
facilities for CASTOA-type casks 

RQDERTS, vi P Advanced Fuel it Spent Fuel Licensing Dranch. 03/06/19. 
RCVSEiL C Advanced Fuel S4 Spent Fuel Licensing Dranch. 2pp 
18994 339 


8306240369 Foruards notice of withdrawal of application for CP for 
publication In FR 

REGAN* W H Siting Analysis Dranch ISSUANCES A 03/06/19, 
COHDSr T Docketing U Services Qranch Ip 1899? 136 


—8306240380 Notice of withdrawal of application for CP 

REGAN, WH Siting Analyst* Dranch ISSUANCES A 83/06/19 ip 
18999 130 


PRM 


PETITION FOR RULEMAKING 


8306060246 Forwards motion to dismiss Union Carbide Corp petition for 

BERJCK, I) M Environmental Policy Institute 47rn93889 83/04/27 

CMJLKiS -J Office of the Secretary oP the Commissioh Ip 
10727 240 


— - B 3O6O6OP40 Motion to dismiss Union Carbide Corp petition for rulemaking 
PRH-40-24 Mods proposed contrary to requirements ot U Mill 
T-ailinqs Control Act & Atomic Energy Act 

CERICK, D M Environmental Policy Institute 47rn93aa9 03/04/27 

Commissioners Bpp 18727 241 


8306060313 Petition for rulemaking pRM-»50-36 requesting NRC amend 
lOCFflSCJ 94Cp)i30 94<q>,30 99(e), 90 S 9 <h),S 0 72Cal-Part 
8G,App E, Section V, Section 73 71 t> NUREGs on STS re 
T-eoortlng requirements 

RevNOLDS.M S , COTT INGHAM. A Dobevoiso fy Liberman 83/04/20 S6pp 
10729 137 


0306240370 Withdraws applications far copyright registration of topical 
repts for UWR U PWR spent fuel per 030324 it. 29 telcort 
requests 

TRAPP, D nidlhalgh, Eggers L AtlocUtes 1098/83/106 83/09/25 

ROBERTS, U P Office of Nuclear ifaterlal Safety ^ 

Safeguards. Director Ip. 18999 134 


8306240443 Forwards OA plan for design it fabrication of Rldthalgh 
Eggers S< Assoc 2023 dry storage casks for spent fuel it Aev i 
to plan 

PARKER, P e Rldlhalgh, Eggers b Associates 83/06/03 ROUSE, L C 
Advanced Fuel it Spent Fuel Licensing Branch. 3pp 10999 001 


—8306240446 Rev i to OA plan for design b fabrication of Rldlhalghi 
Eggere 4t Assoc 2023 dry storage casks for spant fuel pool, 
a Ridihilghj Eggers it Associate* 22329 83/04/04 2(pp 

18999 004 


—0306240490 OA plan far design h fabrication of Rid Ihalgh, Eggers k Assoc 
2023 dry starage casks for spent Fuel pool 

» Ridlhalgh, Eggers 6 Associates 22329 82/09/06 76pp 

18999 029 


0306160469 Comments on petition for 
of U mills 6 disposition of U mil 
pibitiori be -denied or postponed 
SHUEYiC Southwest Research and 
03/09/02 CKILK, S J Office of 
09pp 18062 317 


rulemaking PRM’*40-24 r# operation 
1 tailings Recommends 

Information Center 47FR93B09 010 
the Secretary of the Commission 


8306270359 Foruards proprietary vleugraphs used at 8309L7 mseling w/NRC 
re review of design process for advanced control room for 
Uestlnghouse Advanced PWR Meeting agenda p rov ided. VI twgraphs 
wi thhe Id 

RAHEt£ F UestlnghQUse Electric Corp NS-EPR-"2776 83/G6/03 

£18ENHUr*D 0 Division of Licensing 2pp 18993 306 


PPOJ PnOJECTS “ PREDOCKCT LICENSING 

0306020471 Summary of 830513 meeting w/C-E, VCFCO ?, Science 
Applications* Inc Silver Spring, MD to discuss submittal U rev 
to topical rept re dry cask spent fuel storage igrsi 
-lCEMPD“270 1 

ROBERTS* J P Advanced Fuel b Spent Fuel Licensing Branch 03/05/18 
POUBEiL C Advanced Fuel b Spent Fuel Licensing Branch 3pp 
18719 207 


8306140210 Forward* copyright notices to be posted in Topical Rapt 
“REA 2023 Dry Storage Cask for BWR Spent Fuel " ^/o encl 
TPAPPiD Rldlhalgh, Eggers b Associates 22299 83 / 09/16 

rOUBE.L Office of Nuclear Material Safety b 9 af eguards, Director 
3tp 18044 224 


0306270434 Provides addl justlf i catl on re proprietary c las s I f lea tlon 
of WestinghousB Advanced PWR licensing control document 
Overall concept -of llcenelng control decument considered 
Mestlnghouse proprietery Info 

MIESEMANNfR a Ktsttnghouse Electric Corp KB-RAW-BS-A?? 

83/06/21 MEYER* O.C Standard ( lat i on it Special Projects Branch. 
j2pp IS993 117 


0306200132 Expresses appreciation for T Clark b R Doyle cooperation 
aiststance in reviewing Ic evaluating processing it disposal 
of high level waft# under West UaUey Demonstra tfon project 
At t 

DAVIS* J 0 Office of Nuclear Material Safety b Saf eguards , Director. 
83/06/13 HilNDHAN, T. B Energy, Dept of. Savannah River Operations 
ip 19096 291 
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9306290566 A(jvls «9 OQE has selected t>orosiUcate glass as waste 

for«i> for immab 1 1 1 1 1 ng Most V^alley high level uastcs 
Appropriate tests of wastes recj^uiretf 

HANNUM. W H Energy* Dept oiP 32337 a3/OA/17 CLARK. A T 

Aiivanced Fi^el |t Spent Fuel Licensing Dpanch ip 19047 180 24X 

Fiche 50-201. 03/06/17. 03O629O36£. 


6306390630 Forwards "Anatgsle of Termlrial Waste Form Selection For 
West Valley Demonstration Project ■' Flept discusses basis 
for selection of borosilicate glass 

COFFMAN. FE Energy. Dept of 2233B 83/06/14 DAVIS. J tf 

Office of Nuclear Material Safety Safeguards. Dtrec tor 2pp 
19047 055 24 X Flche 30-2 01. 83/06/ 14, 0306290620 


—0306290626 HVDP-100 

^Analysis of Terminal Waste Form Selection for West Valley 
Demons tra t ion Project *' 

* Energy* Dept of 2233S 83/06/14 24pp 19047 037 24X 

Flche 30-201. 83/06/14.0306290620 


PT21 NQNCOMPLIANCE REPORTS AND RELATED CORRESPONDENCE 


8306010053 Final Deficiency Rcpt 83-24 re diesel generator lube oil 6 
jacket water heaters not maintaining rey,uiTed temp Initially 
reported on B3042t Design Change Pachages 2SM-D0-oa9 & 

3CK-DO-059 Issued to install new heaters 

VAN- BRUNT<E E Arisona Public Service Co lOCFR 030 3SE 83/03/16 
STERNflERO. D M Region 5. Office of Director 3pp 18673 330 24X 

Fiche 50-520163/03/16.6306010053 


8306010316 Fart 21 r«pt re icret>;-c lamp type lugs which may not form 
adetiuate connection when used 'W/14 $IS stranded wire 
Defective lugs identified as ILSCQ Corp SLUH-90 ILSCO luge 
replaced w/proper sited crimped connection rltig lugs 
KENYON. 0 D Pennsylvania Power U Light Co PT2I 83-660-000 
63/03/35 ALLAN. J M, Region 1. Office of Director 2pp 
18673 003 24X FiCh* 50-387.83/05/25.0306010216 


8306010272 Rev 2 to Final Deficiency Rept DER 82-70 re improperly 
crimped termination luge in control panels for water 
chillers supplied by Carrier . revis ing panel numbers 
initially reported on 621217 AliO' reportable under Part 21 
VAN BRUNT, E E Ariiona Public Service Co DER 82-78 63/05/16 

STERNBERO. D M Regions. Office of Director 3pp 16672 246 24X 

Fiche 50-526 , 63/05/ 1 6. 03060 1 0272 


8306010274 Third interim deficiency rept re sheared motor pinion keys 
in Llmitorgue motor operator^ Initially reported on 020830 
Field change notices issued to replace keys Next rept wilt 
be sent by 630922 Also reportable per Part 21 

HtLLSrLM Tennessee Valley Authority lOCFR 030 93E 03/05/29 

O'RElLLViO P Region 2. Office of Director 2pp 10674 322 24X 

Fiche 50-000*83/05/25.6306010 274 


630601-0341 Rev 1 to final Deficiency Rapt DER 01-29 re failure of ASTM 
A490 bolts Initially reported on 010521 Detective bolts 
replaced Insp program implemented to verify bolt tension 
Also reportable per Part 21 

VAN BRWMT.e E Ariiona Public Service Co lOCFR 050 39E 83/03/11 

STERNBERG. D M Region 5. Office of Director 4pp 16681 289 24X 

Fiche 50-529. 63/05/ 1 1 . 03060 1034 1 


6306010405 Fourth interim deflcie-ncy rept re failure of BIF butterfly 
valve ssatf Initially reported on 020511 Valves returned to 
BIF it tested satisfactorily Final rept by 830601 Also 
reportable per Part 21 

KILLS^L « Tennessee Valley Authority lOCFR 090 556 03/05/23 

O'REILLY. J P Region 2. Office of Director 2pp 10679 326 24X 

Fiche 50-430. 83/05/25. 630601 0405 


6306010422 Interim deficiency rept re Could. Inc Class IE 400-voU motor 
control ctr protective gromment Initially reported on 
830425, Work underway to implement listed corrective actions 
Next rapt by 631216 Alto reportable per Part 21 

PARSONS. R M Carolina Power 5c Light Co tOCFR 05-0 55E 83/05/25 

O'REILLY. J P Region 2. Office of Director 4pp 10679 324 24X 

Fiche 90-400. 63/05/25* 83060 1 0 422 


8306030220 Final Part 21 rept re deficiency In DS-416 reactor trip 
switchgear undervoltage attachment (SDR-63-07I. Initially 
reported on 830421 Attachments to be replaced Also reported 
by Hettinghoufc per Part 21 

BElKENrS J. Standardiied Nuclear Unit Power Plant System PT2I 
83-862-000, 63/05/23 KEPPLER* J 0 Region 3* Office of Oirectar 
COLLINS. d,T Region 4. Office of Director 3pp 18703*207 24X 
Fiche. 90-000,83/05/231 8306030820 


8306070069 Part 21 rept ie defective Woodward governor/act I va tor. T^pe 
E(j 8-13C Pointer discs machined to i emove 1/16 inch from 
diameter Activator overhauled Util will replace brushes when 
spare parts available 

RODAtGUEZiR J Sacramento Municipal Utility District PT2] 
83-897^000 83/03'27 MARTIN, J B Region 5, Office af Director 

3pp 10776 179 24X Fiche 30-312, 83/05/27, Q3060 '0069 


8306070148 Deficiency rept re narrow lange icsistani.o temp detectors 
installed to meet license condition failing to operate Cause 
under investigation Detectors leplaced Testing modified 
until design revised Also reportable per Part 21 
STEWART, W L Virginia Electric t- Power Co lOCFP 030 3SE 
83/05/37 DENTON. H R Office of Nuclear Reactor Regulation. 

Director CLARK, R A Operating Reactors Branch 3 2pp 18736266 

24X Fiche 30-339.83/09/27,8306070146 


0306070160 Fifth interim deficiency tept re defects in reactor 
protection It ES^ actuation sys modules supplied by Dailey 
Meter Co Initially reported on 020414 B%'W investigating use 
of yellowish bonding agent Also reportable per Part 21 
MILLS. L M Tennessee Valley Authority lOCFR 090 35E 03/03/26 

O'REILLY, *> P Region 2. Office of Director 3pp 1S736 200 24x 

Fiche 50-430.63/05/26.8306070160 


0306070225 Final Deficiency Rept DER 83-23 re failure of MSIV bypass 
valves to close in required time Initially reported on 
030419 Solenoid valve replaced Problem investigation request 
Issued by Dcchtal Also reported per Pari 2i 

VAN BRl/NT, £ E Ariiona Public Service Co DER 63-23 03/05/1? 

STERNBERG, D M Region 5. Office of Director 5pp 10744 217 24T 

Fiche 50-520,83/05/19.0306070225 


0306070231 Interim deficiency rept re main reactor trip breaters driign 
discrepancy Initially reported on 830437 Weatinghouse will 
replace undervoltage attachments, to accommodate new 
retaining ring Also reportable par Part 21 

PARSONS. R M Carolina Power Light Co lOCFR 090 95E 03/09/26 

□ 'REtLLV.J P Region 2. Office of Director 4pp 10746 103 24X 

Fiche 50-400,83/05/26.8306070231 


6306090135 Second Interim deficiency rept re Henry Pratt butterfly 
valve Initially reported on B2li09 Valve air-operator yoke 
mod kits delivered & mod in progress Operators removed I* 
returned to QH Bettis Co Also reported per Part 21 
MILLS, L M Tennessee Valley Authority lOCFR 050 99E 83/06/02 

Q'REILLY.J P Region 2. Office of Director ip 18799 297 24X 

Fiche 50-000,83/06/02.8306090133 


6306090100 Third interim deficiency rept re reactor protection sys 
failure following secondary high energy lino rupture 
Initially reported on 800707 Insulation of steam generator 
ref leg undoriuay Also reportable per Part 21 

PARSONS, R ti Carolina Power Light Co lOCTR 050 39E 63/06/01 

O'RElLLVrJ P Region 2. Office of Director 4pp 18792 271 24X 

Fiche 50-400,03/06/01.6306090160 


6306090191 Third interim deficiency rept re potential damage to safety 
injection charging pump following secondary side high energy 
line rupture (Item 36} Initially reported on 60070/ 

Resolution under review Also reportable per Part 21 
PARSONS. R M Carolina Power b Light Co lOCFR 050 53E 83/06/01 

□ 'REILLY. V.P Region 2. Office of Director 4pp 16796 0B6 24X 

Fiche 50-400.03/06/01.8306070191 


0306090242 Second interim rrpt. Item 117«re welding def Ic ienc ies on 
Class IE 6 -? kV circuit breakers Initially reported on 
830211 All breakers returned to vendor for fabrication 
Also reportable under Part 21 

PARSONS* R H Carolina Power Light Co tOCFR 090 59E 03/05/31 

Q'REILLY.J P Region 2, Office of Director 4pp 10795 332 24X 

Fiche 50-400. 03/09/3 1 , 0306090242 


8306090306 Part 21 rept re defective Woodward Governor Co activator. 
Type EQn-13C Pointer discs machined to reduce disc diameter 
Commission notified of potential generic problem Drushos In 
t29-volt dc motor found worn after overhaul by manufacturer 
RODRIGUEZ. R O Sacramento Municipal Utility District RJR 83-465 
83/03/27 MARTIN. J 6 Region 9, Office of Director 4pp 
10799 107 24X Fiche 50-312.63/09/27.0306090306 


8306090310 Second Interim deficiency rept re tube leaks in component 
cooling water HXs Initially reported on 630216 Corrosion 
pitting revealed by metallurgical exam Alloys investigated 
for replacement 

MILLS* L M Tennessee Valley Authority lOCFR 090 9SE 03/06/03 
Q'REILLY.J P Region 2, Office of Director 3pp 10799 193 ?4X 

Fiche 50-430* 83/06/03. 0306090310 
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03 G-i£>lOOO*?O Part 21 rept re abnmmal indications > n upper core barrel 
b^altins idcntiFled during ultrasonic testing Initially 
reported on 030328 Sanples to t>c reaioved fi om internals & 
r I amned 

TAVLOfl.W H aabcoclc U Wilcox Co PT21 03-872-000 83/04/11 

R Director's Office. Office of Inspection and 

EnfprcefliPnt 3pp 10802 095 24X Tlche 50-312.03/04/11,0306100090 


03OA1CCO92 Part 21 ropt re potential mcoiiect interface u/reactor 
pressure vessel jnstrumBiil piping Caused by eri or on four 
iQtal instrujuent panel piping diagiams Tiold deviation 
dlipolition refiuests issued No operating plants affected 
EHFflWOOD. G 0 General Electric To PT?l 03-801-000 02/11/18 

DEVOUNCi-P C Director's Office. Office of tnspeition and 
E^nl orcemEiit 3pp 10002 226 24X Tiche 50-332,02/11/18.0306100092 


B3C£^1Q0{21 Part 21 status summary rept re G£ activities Defects 
Identified in Rosemaunt t nstrumen tat mn, . e I oc tr ica 1 
l-epairation CR2940 switch tandem blocfs 

CAt'EflON, C A General Cl oc trie Co nm 083/03 03/05/13 

WILLS. W R Diroctar's Office, Office of Inspection and Enforcement 

3pp 1QQ02 193 


0306100122 Part 21 Rept Q 2-10 re path of In-leakago in MSIV leakage 
eortrol sys Path exists because valve not powered from 
critical bus Valve MS-V-146 ui t 1 be piiwoi ed from critical 
bus to assure that MSIV-ICS can perform intondod function 
CCr^rWG Uurns & Rqo Co PT2! 83-800 '000 02/11/07 

EWGELKEW'R M Region 3, Office of Director 4pp 10B02 031 24X 

Firhe 50-397.82/11/09,8306100122 


B306I00125 Park 21 repfc re incorrect assembly of Vitro Labs t2S-volt 
battery (nonitor used at site faulty Zener diode will cause 
K.b^ni'tar to issue battery failure indication 

OIXCN. D J General Electric Co PT21 03-095-000 03/06/06 

DCVGUNO. R C Director's Office, Office of Inspoctlon and 
Enforcement Ip 10802 OlO 24X Tlche 30-482,83/06/06,8306100125 


0306100201 Part 21 rept re deficiency in six emergency standby diesol 
.generator seta mfg by Cooper Eriei gij Bves vyackei watei heater 
h lube olL heater ui 1 1 be replaced w/40 kW S, 19 kW versions, 
res ikecti valy« to maintain 120 F standby temp 
STOL06,r D Cooper Industries, Inc QCO 332 03/05/20 

Dkrectoi's Glfico. Office of Inspoctlon and Enforcement 2pp 
10006007 24^ Fiche 50-520.03/05/20,0306100203 


8306100217 Sixth Interim Deficiency Rapt PRt>-82/14 rc sheared baits on 
dtebcl generator rear crankcase cover Initially reported on 
B20322 Deficiency reportable under lOCFROO 35(e) Part SI 
for Unit UDiv If dkesol geneiator only 

WCGAUGHy.J P Mississippi Power 5- Light Co lOCFR 050 53C 
83/06/01 O'REILLV. J P Region 2, Office of Director 6 pp 
18805 183 24X Tiche 50-416,83/06/01.0306100219 


B306100231 Interim deficiency repl re use of defective matl for pinion 
keys in Llmitoryue motor opeiators Inittally reported on 
020027 Also reportable per Part 21 Rept contains no 
proprietary info 

FOSTER, n 0 Georgia Power Ct> lOCFR O&O 35C 03/06/01 

□ 'HEILLV. JP Region 2, Office of Diroctor Spp 10807 107 24X 

FUhe 30 124,03/06/01,0306100231 


0306100233 Final Deficiency Rept PRD'n3/06 ro failure to provide 
co-rr os ion-res 1 s tant mat) in caibon steel instrument air 
penetration initially reported an 030315 Otil preparing 
design change package Also ropart«ible per Part 21 
HCCAtfGil/, J P Mississippi Power 5 Light Co lOCFR 050 53E 
83/06/06 O'REILLY, J P Region 2, Office of Diroctor 4pp 
10007 130 24X Flche 30-4 16, D3/06/06. 0306100235 


8306 1 0 0238 Interim deficien-cy rept re Item 127, shop wold defects in 
ITT llammel Dahl chilled water valve Item also reportable 
under Part Si Valve returned to manufacturer ritial rept 
eepacted by 030701 

PARBWJS, R H Carolina Power Light Co lOCFR 030 55C 03/06/03 

O'ReiLLT.V P Region 2, Office of Director 4 pp 18807 154 24X 

riche 50-400.03/06 / 03,8306100330 


03O6IOO23I Final Deficiency Rept PRD-02/27 re potential for plant 
flo»i$ing hosed on PMP flood level Watertight door seals, toe 
Iplate tr curb to be installed // two penetrations raised Also 
reportable under Part 21 

MCOAtiGHVi J P Mississippi Power Light Co tOCFR 030 55C 
B3/(75/3l a'nEILLY, J P Region 2, Office of Director 3pp 
1 0 007 147 24 X Flcho 50-416.03/05/31,0306100251 


0306130150 Part 21 rept re solenoid activated va Ives, Mode 1 s 77C'i0Dl & 
77C'-003 Oef ec bs include incorrect valve assemb 1 y. s Igni f leant 
ftisiinf parts, 1 1 ml ted switch valve position indication 
failures failure of valve to open close 

FUTrARIHr,D M Target Rock Corp PT21 03- 901 *'000 ‘ 03/06/07 

DEYOUNG, R C Director's Office, Office of Inspection and 
Enfarcemetit 9pp 10824 267 94X Fichc 50-528, 83/06/07. 8306130150 


0306130376 tnteriin Part 21 Rept DR-73 re possible defect In plate 8 c 
face plate gaskets for Morr i son-Knud sen Co hydrogen ignitor, 

Model 6043 Initially reported on 030204 Evaluation not 
completed Next rept to be submitted by 930711 

hooker, JE Oulf States Utilities Co PT21 03-696-000 83/06/06 

COLLINS.J T Region 4, Office of Director Lp 18023 346 24X 

Fiche 30-450,03/06/06,0306130376 


B30614O435 First interim deficiency rept re DD-16 reactor trip breaker 
design eirer identified by Westlnghouse Initially reported 
an 030505 Undervoltage attachments will be replaced Next 
rap k by 830926 Also reported per Part 21 

MILLS, L M Tennessee Valley Authority lOCFR 030 35E 83/06/06 

□ 'REILLY. J P Iteglon 2, Office of Director 2pp. 18030 035 24X 

Fxche 30-390,83/06/06,8306140133 


B306J 40603 Part 2 | rept supplementing B30506 -notification of potential 
significant safety hatard re matl defects Iti stainless ttaal 
tufting pressure boundary component Ultrasonic exam ehous 
assemblies acceptable per ASME Cod e, Sec tioti III 
SCHERER, A E Combustion Engineering. Inc PT2i 83-91 i-000. 

83/06/07 DEVOVNO, R C Director's Office. Office of Inspectian and 
Enforcement tp 18042 066 24 X FJche 30-335.83/06/07,0306140683 


0306160433 Pert 21 rep k re heat sinks on NLP card h NTC card relay Heat 
ilnlf will be replaced per end drawing Replecement relay 
being developed I. tested 

RAKE, E P Weskltighouse Electric Carp PT21 03-70-2-000. 83/06/01. 

DEYOUNG. n C Director's Office. Office of Inspection and 
Enforcement 9pp 18060 9i7 


8306160434 Pt 21 rept re potentlel defect In transmitter mfg by 
Rosemaunk, Inc used in contro-L lys of compone-nts furnished 
to listed plants At 1 components invotvad retrofitted w/new 
circuit boards Hatter closed 

Dinoux.E d Carrier Corp PT2t 03-876-000 03/05/23 3TELL0, V. 

Director's Office, Office of Inspection and Enforcement lp 
16863094 24X Flche 30-310,03/03/23.0306160454 


0306160470 Part 21 rept re broken spring— steel bands on 60 amp fuia 
clips IL 6 CO Corp requested to determine cause of breakage 
OE metal lurg ica 1 1 y testing broten bands 

DWYER, P U General Electric Co PT21 03-893-000 83/05/10 

DEVai/NO, R C Director's Office. Office of Inspection and 
Enforcement 7pp 10862253 24X Flche 30-070.83/05/10,0306160470 


03O616O316 Part 21 rept re 60 ampare ILSCG fuse holdera All fuse clips 
subjected to 1 wk itress test a. follouup tnsp prior to 
ini ta 1 lakl on of equipment 

DWYER, P W General Electric Co PT21 03-894-000 83/06/08 

DEYQGNO, R Director's Off ice. Office of Inspection and Enforcement 
app 10064 164 


8306170330 Interim deflclancy rept re potential excassive offsite dose 
concerning feediirater containment penetrations not 
maintaining water eeal for 30 days pot k-LaCA Aleo reportable 
under Part 21 

CURTIS, NM, Penneylvanla Power & Light Co lOCFR 050 358 
83/05/31 ALLAN, J M Region 1. Office of Director 4pp 
10070 276 24X Flche 30-300,03/05/31.8306170230 


8306170279 Final deficiency Ic Part 21 Repti U-S3 ra defective plastic 
molding ukllWed In circuit boards supplied by Foxboro Go 
Initially reported on 830311 Components returned to vendor 
for rtwork/rep lac ement 

aCHNELL.D F Union Electric Co lOCFR 030 33E 03/06/01 

KEPPLER.J 0 Region 3, Office of Director Ip 18877' 024 24X 

rich* 30-483,03/06/01,9306170279 


0306200133 Interim Deficiency Rept 3 re Nelson stud fallurei on Type 06 
embed plates initially reported on 831221 Unit 1 embed 
platei replaced w/iurfaca mounted plates Final rept to be 
submitted by 830703 Also reported per Part 21 
MCGAWOHV, J P Hleitsslppl Power V Light Co lOCFR 050 55E, 

03/06/07 P'REILLY. J P Region 2, Office of Director 6 pp. 

10903 385 24X Flche 50-416,83/06/07.6306200133 


0306300141 Sixth interim deficiency rept re Viking flow control valves 
in fire protectian sys Initially reported on 011124 Drawing 
rev review continuing Next rept to be submitted by 830809 
Alio reportable per Fart 21 

HILLS. L H Tennessee Valley Authority lOCFR 030 SSE 03/06/07 
Q'REILLY, J. P Region 2, Office of Director tp. 18903,264, 34X 

Flche 50-4 30, 83/06/07, 0306200141 


03062 1 OOOS r trs t Interim deficiency rept ro max temp inside 
containment Inittally raported on 830513, Ut(L raquested BhW 
to respond to nonconformance rept by 830713 Next rept to be 
submitted by 830826 Also reported per Part 21 

HILLS. L M Tennessee Valley Authority lOCFR D30 SSE. 03/06/13. 
O'REILLY, J P Region 2. Office of Director 2pji 18912 303 24X 

Flcho 30-438.83/06/13,8306210005 
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63063100/9 iTtterim deficiency rept re lack of movement In ITT OnnncU 
invbber braciet* InieiJlly reported an 630429 All ^nubberi- 
ulll be reinspected b design installation processes under 
review Final rept doe Oct 19B3 Also reported per Part 21 
CURTiSfN M Pends^^ 1 vatnl* Pauer i( Light Co lOCFR 030 33£ 

63/09/31- ALLAN. J M Region 1. Office of Director 4pp 
18911 241 24X Flche 90-388*83/05/31.8306210079 


a306SiOil2 Interim Part 21 rept r« adequacy of circulating water pump 
house structurs Analysis 1< design of needed structural 
mods for sve water pump house being performed & will be 
completed by 830019 

8ARBrENi.O £ United Engineers & constructors! Inc -(subs of 

Haytheon Co 1 Pr2l 63-907-000 &3/06/J7 Director's Office. 

Office of inspection and Enforcement 3pp 18914 l08 24X 

Flcbe 90-443.83/06/1716306210112 


0306210116 Final deficiency rept re solid state protection sys test 
procedures- Inl 1 1 ally reported on 620931 Procedural change 
Initiating use of test probe w/lndicator lamp connected to 
ground Implemented Also reportable under Part 21 « - - 

KILLS/LM Tennessee Valley Authority tOCFR 050 99E 83/06/19 

O'REILLVj J P Region 2. Office of Director 4pp 18914 096 24X 

Flch*' 30-390. 83/06/19. 83062101 16 


8306220007 Part 21 rept ra adequacy Of fittings supplied by Tube-Line 
Carp through Capitol Pipe tc Steel Products Co for use on nou^ 
auxiliary feedwater headers of steam generators Flanges not 
heat-treated at required by matl specs 

TAyT.OR.J H aatcDCk $< Wilcox Co PT21 83-906-000 83/06/17 

DEVOUNO.R C Director"! Office^ Office of In<pectloa and 
Enforcement 4pp, IB927 354 24X Fiche SO- 000 . 83 / 06 / J7. 0306220007 


8306220015 rntarlm deficiency rapt re sensitivity density variations 
in florfi-WarPar valva radiographs Initially reported on 
030411 Sampling plan to determine valve acceptability 
aitabllshed Final rept by 830710 Also reported per Part 21 
EDELHAN^K R Clevaland Electric Illuminating Co lOCFR 050 558 
83/06/10 I^EPPLER^J 0 Region 3. Office of Director 2pp 
16927 336 24X Fie he* 90-440. 93/06/10, 8306220013 


8306220058 Final deficiency rept re potentially Inadequate cooling of 
RCIC room during LOCA Inltlelly reported on 830513 AE 
reviewing RCIC pump/turb ine automatic start Review ulll 
be completed by 03072? AUo reported per Part 21 
EDELMAN. M R Clevaland Electric Illuminating Co lOCFR 090 95E 
B3/06M0 KEPPLER,V 0 Region 3. Office of Director 2pp 
10930 034 84X FlChe, S0-440i 83/06/ 10. 8306220098 


6306230139 Forwarifft date *heet for Part 21 Rept 80-256-000 re defect in 
spent fuel cask unloading procedures. per T11109/S(Rev 1> 

FISHER. M L. Region 3. Chicago. Office of the Director 00/10/21 
KlOOlHBaTHAM. L Region 3. Chicago. Fuel Fecllity A Materials Safety 
Branch Ip 18982*066 


6306240196 Ac k receipt of 030124 0311.0322 ft- 0423 Itr? informing HJIC 
□f steps taken to coriect nonconformance noted in OA Program 
Imp Rept 99900377/02-01 

POTAPOVS. U Region 4, Office of Dipoctoi 83/06/17 ASME. J 
Victorerti. Inc Isubs of She ) ler-Globo Corp ) Ip 10980 265 


— 8306240204 Agrees w/Victoieen Part 21 evaluation of deficlencief in 
radiation modules, per 630413 request Position does not 
reflect addl discrepancies identified In CPC lOCPRSO 55(a) 
rep t 

DANGAR1.R L Division of Vendor 6 Technical Pi ograms 83/05/05 
HIND. J A Division of Radiological 4 Materials Safety Programs 
Ip 16960 260 


— 0306340219 Responds to NRC 830J 19 Itr re nonconformance noted in OA 
Program Insp Rept 99900377/62-01 Coirective actions all 
outstanding purchase orders for printed ciicuit boards will 
be reviewed for inclusion of Part 21 requirements 
TlMHERHAN. R Viefcoreen. Inc (subs of She 1 1 or-Globe Corp I 
83/02/11 POTAPOVS. U Region 4. Office of Director 4pp 
I 8980 274 


—9306240224 Forwards addl support 6 background infn re Victoreen 
u/orkmansh I p 6 Part 21 Review & evaluation by K Stafford 
revealed defect nOt apparent in workmanship 6 notification 
to NRC not required 

ZIMMERWANjR Victoreen. Inc (subs of Shel Icr-Olobe Corp J 
03/02/11 POTAPOVS. U Region 4. Office of Director Q3pp 
10980 27B 


0306270223 Interim deficiency 6 Part 21 repts re boric acid tpan*f!r 
p ump! I Uos ting house Shop Order 205. Item 1 13 Initially 
reportad on 830113 Support bolting will be replaced & gusset 
stiffener spot welds supplemented by 030901 

PARSONS, R M Carolina Power t Light Co PT21 03-919-000 03/06/U 

Q'flEILLY.J P Region 2, Office of Director 4pp 10990 227 S4l 
FlCha 90*400,03/06/14.8306270223 


0306270228 Part 21 rept re improper latching between control rod drive 
shafts 6 control rod cluiter assemblies in reactor vessel 
initially reported on 830620 Insp underway 

C00N8IL, W G Northeast Nuclear Energy Co (subs of Northeast 
Utilities) PT2J 03-913-000 03/06/22 OEVOUNG. R C Director 'I 

Office, Office of Inspection and Enforcement 3pp 10908 237 24X 

Fi C h R 50-21 3. 63/06/22. 8306270228 


8306270235 Final Deficiency Rept U-54 1. Part 21 rept re failure of 
closed limit switches to reset on containment isolation 
valve* HV-7126 6 HV-7150 Initlallv reported on 830516 
Compensattng spring installed an actuating arm 
QCHNELL, D F Union Electric Co lOCFR 080 59E 03/06/16 

KEPPLER, J 0. Region 3. Office of Director Ip 10900 250 24^ 

Fiche 90-403,03/06/16.8306270233 


—8306230144 Forward* date sheet for Part 21 Rept 60-256-000 re defect 
spent fuel unloading proc edures, Completed data sheet should 
be r 4 turned by 801001 Comments on Part 21 rept end 
HrooiNBOTMAM. L Region 3. Chicago, Fuel Facility Materials 
Safety Brench 80/08/27 DAVIS, A fl Region 3. Chicago. Fuel 
Facility & Materials Safety Branch 4pp 10982 067 


0306270202 Potential Part 21 rept i e discrepancy in welding of 
Ir turnbuckle as semblg. turnbuc k le-bol t interface 6 on top plate 

assembly variable springs SA307 Grade D bolts not A5ME 
Section IX matl Investigation underway 

KARAOIANIS.J A Elcen Metal Products to PT21 03-922-000 
63/06/17 KEPPLER. J 0 Region 3. Office of Diroctor 2pp 
10996 207 24X Fiche 90 - 000 . 83/06/1 7. B3O627O202 


— 8306230137 Part 21 rept re employee receiving dose of 30 710 rems to 
right hand on 000720 while removing particulate cartridge 
from water filter subsequent to cask flushing operation 
TOY,H L Battelle Memorial Institute, Pacific Morthwest 
Laboratory 00/08/19 KEPPLER. J 0 Region 3, Chicago. Office of 
the Director 4pp 1B902 060 


8306330277 Part 21 rept re defect in hose assembly 77379 Assembly 
welded w/60-degre* rather 30-degree elbow installed 
Condition reported to Bechtel 

0HAFER, J C Metal Bellows Corp PT21 83-903-000 03/09/09 

COLLlND.^f T. Region 4, Office of Dlrectgr 4pp 1094 5* 13^ 24X 

Fiche! 90-000. 83/09/09, 8306230277 


0306230372 Part 21 rept re Brand-Rex Co Type 3/C 12 wire cable 
deficiency Initially reported on B30613 GIx suspect wire 
reels quarantined. Records researched to insure suspect cable 
not used in Class 1 areas. 

RDDfitOUEZ. R J Sacramento Municipal Utility District. PT21 
83-909-000. 83/06/16 ffARTlNi J B. Region 9. Office of Director 

4 pp. 109421300. 24X Fiche. 90-312,83/06/16, 6306230372 


0306240191 Part 21 Evaluation Rept 83-07 re Improperly itied 
avercurrent fuses in dc motor feeders. Initial Ly reported on 
830603 Fuses sizcil far 229X of full loeif current will be 
provided for jogging pump. 

VANDERflieR, V. J Burn* 6c Roe Co PT21 83-904-000. 83/06/06 
COLLINS, V.T, Region 4, Office of Director 16pp 18961 009. 24T 
F I ch •! 90-397. 93/06/06, 8306240191. 


9306270289 Part 21 rept re heat sink adhesive bond failures b NTC card 
relay problems within Westlnghouse 7300 process sys 
tnvas 1 1 ga t Ian underway to determine number of cards 
requiring heat sink replacement 

DIXON.O W South Carolina Electric ^ Gas Co PT21 83-912-000 
83/06/17 a'REILLY, J P Region 2. Office of Director 4pp 
18996 178 24X Fiche 50-379.03/06/17,8306270289 


G3(J6270346 Final Deficiency Rept PRO-83/07 re two Dlv 11 cables 
Improperly routed outside scheduled conduit Initially 
reported on 030412 Design change package Issued to rework 
Cables Also reportable per Part SI for Unit 1 
I1C0AU<9HY. U P Mississippi Power ^ Light Co AECK-83/03d2 
63/06/14 O'REILLY.J P Region 2. Office of Director 4pp 
10996 222 24X Fiche 90 - 416 . 83 / 06 / J 4 . 8306270346 


0306270439 Second Interim Part 21 Rept PRD-B3/O0 re inability to 
Maintain presswrlxed water supply to RHR pumps U discharge 
piping Initially reported on 030415 Final rept expected by 
840201 

MC0AU(5HY, U P hisiisilppl Power S- Light Co PT2I 83-917-000 
83/06/13 O'REILLY, JP. Region 2. Office of Director 9pp 
18992 067 24X Fiche 90-416.83/06/13,0306270439 


8306280222 Revised final deficiency rept re DHR valve, Initially 
reported on 820212 Lower stem valve plug t> lock pin 
repiacad Control valve design sold to company not qualified 
as nuclear industry supplier Also reportable per Park 21 
MILLS, L M Tennessee Valley Authority lOCFR 090 S9E 83/06/ZO 
O'REILLY, J P Region 2. Office of Director 2pp 19014 10S 247 

Fi c h4 50**439i. 83/06/20, 8306280222 
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fl304]2a04l7 Part 21 Deficiency Pept 80 re daoiaged Insulation on MCC 
Pauers Co shielded mul ti conduc tor cable on HVAC control 
p^aneLi Also reported by MCC Power 

HjEMPEB< S Philadelphia Electric Co PT2i B3-916-OOQ &3/0h^0l 

mjaLEV'.T E Region 1* Office of Director Ip 19020 296 24X 

Flche 90-332,83/06/^01,0306280417 


-8306070109 Submits revised response to NHC 83022B Itr re Section H, 
Itoim D nonconformance noted in QA Program Inip Rent 
999-00793yB3-0 J Corrective actions Section 4 4 2 of 
identl ff Ication & verification manual reurltten 

MACBRYDEiM 9 Unlbraie Corp 83/03/19 POrAPOVSi U Reolon 4i 
Office of Director 2pp 10739 199 


&3O6230423 ToLTth intanin deficiency rept ie D^<W design of RCS 
supports & restraints Initially reported on 020601 Majority 
of blocks installed Shear bar evaluation eipected by 
830901 Also reported per Part 21 

MILLS, t M Tennessee Valley Authority lOCFR 030 33E 83/06/30 

O'HerULY/ J P Region 2, Office of Director 2pp 19020 300 24X 

FI Che 50-438,83/06/20,8306280423 


8306070110 Responds to NRC 8303SB 1 fcr re nonconformances noted In -QA 
Program Insp Rept 99900793/83-01 Corrective actions lOCFRSl 
posted on employee bulletin board, new Procedure QCP-3-e3-l 
Implemented it tag« prepared for Incoming melding matl 
MACBRYDE^ M B Unlbraie Corp 83/04/07 POTAPOVS, U, Region 4, 
Office of Dtrector 7pp 18739 161 


S3O6230476 Supplemental deficiency ropt re post-accident readings from 
C^onta inment sump level transmitters Initially reported on 
820709 rue 1 load date roschedulod to Jan 1984 Also 
reportable per Part 21 

mills, L M Tennessee Valley Authority lOCFfl 090 59E 83/06/17 

O'REILLY, J P Region 2, Office of Director Ip 19018 330 24K 

f 1 ch e 30-390, 03/06 / 1 7, 8306280426 


83O6S80463 Interim deficiency rept re Item 121, welding deficiencies in 
iisain steam/feedwater support frames Initially reported on 
830319 Ertenslon requested until □30719 to submit complete 
■valuation Also reportable per Part 2i 

PARSONS, R M Carolina Power 6 Light Co lOCFR 090 3SE 03/06/17 
O'REILLY, J P Region 2, Office of Director Ip 19010 294 ^4X 

Flche 90-400,83/06/17,0306200463 


B306280479 Final deficiency rept re improperly welded chiller unit 
piping components Initially i sported on 020111 Radiographic 
•lam to be performed on all safety-related chiller piping 
Also raportabie per Part 81 

HILLS, L M Tennessee Valley Authority lOCFR 090 39E 03/06/17 

□ 'REILLY, J P Region 2, Office of Director 3pp 19020 116 a4X 
Ftche 90-430, 03/06/17, 0306280479 


8306300010 Final Part 21 evaluation rept re potential failure of 
Brown floveri Model HPL~C speed switches for component 
cooHug pump t sve water pump motors Initially reported on 
e3C624 Failed motor replaced it defective motors repaired 
OiXOMiO U South Carolina Cl ec trie V Oas Co 03/06/24 
O'REILLY, J P Region 2, Office of Director 3pp 19120 234 24X 

Flehe 30-399,03/06/24,0306300018 


0306070199 Act receipt of 830912 Itr InfoTflilng NRC of steps taken to 
correct nonconformances noted In QA Program Insp Rept 
99900796/02-01 i* k 

PGTAPOV3, U Region 4, Office of Director 83/06/02 AMBIELLI, J 
Custom Alloy Corp Ip 18736 211 


—8306070163 Responds to NHC 031223 Itr re nonconf ormancei noted in OA 
Program Insp Rept 99900796/02-01 Corrective actions QA 
vendor audit rept files will be rtvleu/ed upon completion of 
audit tc weekly audits of completed travelers conducted 
BAXTER, a Custom Alloy Corp 03/09/12 CDNNAY*J T Region 4, 
Office of Director 5pp 18736 212 


8306070160 Ac k receipt of 930421 Itr informing NflC of steps taken to 
correct nonconf ormance noted in QA Program Insp Rept 
99900403/03-01 

.0* Vi Si on of Vendor it Technical Programs 83/06/02 
BRUGOEMANiiM II General Electric Co Ip 1073?' 001, 


'0306070171 Responds to NRC 030320 Itr re nonconf ormanc • notfd In QA 
Program Imp Rept 99900403/03-01 Corrective actlom* 
component procedure delineating requirements per design memo 
will be liBued by 030601 OA newsletter will be issued 
BOHL.L e Oeneral Electric Co 63/04/21 POTAPOVS, U Region 4, 
Office of Director 2pp 16739 002 


0306070200 Ack receipt of 930918 Itr Informing NRC of itepi taken to 
correct none onf ormanca noted In QA Program Insp Rept 
97900387/03-01 

POTAPOVS, U Region 4, Office of Director 03/06/02 BISSDNNETTE, P, 
OA Technologies. Inc /Oenerel Atomic Co Ip 18741 173 


9306300091 Siibh interim deficiency ropt re failure of Llmltorque motor 
operators during valve closure Initially reported on 020126 
Westinghouse b Llmltorque determining cause of failures Nett 
rept expected by 030928 Also roportablo per Part 21 
iHILLSrL M Tennessee Valley Authority lOCFR 090 99E 03/06/22 

G^REtLLVcJ P Region 2, Office of Director 2pp 19120 193 S4X 
Fiche 30-390,03/ 06 /22,0306300091 


0306300159 Part 21 rept re spot wolds in Dailey Controls Co Cabinets 
ui/smailer diameter than ipecifioJ Cabinoto strengthened by 
seam 6 edge welding or bolting 

TAYLOR, J H Qabcack 6 Idllcox Co 03/06/23 OEVQUNQ, R 0 
Director-'s Office, Office of Inspection and Enforcement 2pp 
19{|9 308 24X Fiche 90-000,83/06/23,3306300199 


8306303192 Final Part 2t rept on Item 133 re safety injection valves 
made of carbon steel instead of stainless steel Initially 
rejsaried on 930924 Valves of correct matl reordered 6 
incorrect valves retagged 

PARSOWa, R M Carolina Power % Light Co PT2l 03-920-000, 03/06/22 
O'flElLLYiJ P Region 2# Office of Director 4pp 19122 107 24X 

riche 90-400.03/06/22,8306300192 


83D630O202 Part 21 rept re short-term reliability problem ti/posl tlon 
Indicating mechanism in solenoid valve used to control 
P3RV 3790010 Magnet position indicating mechanism replaced 
on 830907 Corrective action in progress 
vWkiMSON, V M Oarratt Corp PT21 03-091-000 03/09/09 

Director's Office, Office of Inspection and Enforcement 3pp 
19122 123 a4X Fiche 90-309,03/09/09,8306300202 


0306300220 Part 21 rept re loose locking clips used to secure terminal 
boards to rear terminal panels of saf ety-related instrument 
cabinets Initially reported on 021203 All D&N plants 
not IFiad 

TAYLOR, J M Babcock it Wilcox Go PT2t 03-908-000 02/12/03 

DEYOUHO.R C Director's Office, Office of Inspection and 
Enforemont 4pp 19121 396 24X Fiche 90-269,02/12/03,0306300220 
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0306070108 Ack receipt of 030407 it 0919 Itrs informing NRC of stepe 
taken te correct nonconformance noted In OA Program Insp 
Rept 99900793/03-01. 

P0TAPQV9,U Region 4, Office of Director 03/06/02 MACBRYDE, M B 
i/nibrais Corp 1|} 10739,193 


■830607-0294 Responds to NRC 030420 itr re nonconformance noted In QA 
Program insp Rept 99900307/83-01 Corrective actions, 
product quality dept manager replaced Tra Inlng , production 6 
product quality operating procedures itrengthened 

BIQQ0NNE7TE, P OA Technologies, Inc /General Atomic Co 83/09/10 
COLLINS*J T Region 4, Office of Director, i2pp 18741 174. 


0306070305 Ack receipt of 830210 ti 0301 Urs Informing NRC of stags 
taken to correct nonconformance noted In QA Program Insp 
Rept 99900792/82-01 

POTAPOVS, U Region 4i Office of Director 83/06/02 
HARRINGTON, 0 M OretnevllLe tietal Menufac tuning, Inc. Ip, 

18740 319 


— 0306070308 Responds to NRC 830110 itr re nonconformance noted in QA 
Program Insp Rept 79900792/82-01 Adtfl info not avaiUbit 
when 830210 response to notice of nonconformance formuLated, 
HARRINGTON, G H GreanevlUe Metal Jianofac turl ng, Inc 83/03/01, 
POTAPOVS, U Region 4i Office of Director, 3pp. ia740'320. 


—9306070312 Responds to NRC 030110 itr re nonconformance noted in QA 
Program Imp Rept 99900792/02-01, Correct I ve actions: 
condition re Induced shear wave angle not considered 
nonconformance bated on insp findings 

HARRINGTQN^Q H Greenevllle Metal Manuf ac tur ing, Inc. 83/02/10 
POTAPOVS, U Region 4f Office of Director 2pp 18740:323. 


□30607O331 Ack receipt of 830916 Itr informing NRC of steps taken to 
correct nonconformance noted in QA Program Imp Rept 
99900002/83-01 

POTAPOVBiU Region 4, Office of Director 83/06/02 LICHT€NBERQER 
Combustion Engineering, Inc Ip, 18741 074, 


—0306070336 Responds to NRC 830421 Hr re nonconformance noted in DA 
Progrem Insp Rept 99900002/83-01 Corrective actions: 
travelers will have mail release numbers recorded prior to 
Issuance 6 sign off individual reimtructed 

LICHTENBERGER Combustion Engl nearing, Inc NDA 83-OOS 83/09/16 
PQTAPOVBili Region 4, Office of Director 8pp. 18741:079, 


8306130113 Advises that tnsp results r# significant corrections tt 
changes to ADLPIPE computer code documented tn end QA 
Program Insp Rept 99900939/83-01 , Paragraph 0,2, Item dpied. 

M/o end 

POTAPOVS, LP Division of Vendor 6 Technical Programs, VITB 83-46 
B3/06/0B. HERRILLrO. Events Analysis Branch Ip 10824:296. 
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6306130194 Forwardi QA Program Insp Rept 900322/83-01 on B30314-I8 
& notfcfl of violation 

POTAPaVSili Region 4^ Offico of Director D3/03/23 STATTON, C 0 
B•c^tel Corp 2pp 18326 274 


— 8306130216 Notice of violation from inflp on 830314-18 

* Division of Vendor h technical Programs 83/03/23 tp 
18826 S76 


—8306130224 OA Program Insp RejJt 99900322/83-01 
Noncomp 1 lance noted Part 21 not specified on 
matl TeqvisltJan St proc vreimant agreement did 
metl requisition rei^ui r eme nt 
CoaT£LLD»>i n I BEAUX. D <5 . HALE.C J Region 
03/03/19 20pp 18826 277 


on 030314-18 
saf otg^re lated 
not incorporate 

4/ Office of Director 


8306130397 Forward# OA Program Imp Rept 99900533/63-01 on 830328-30 
St noUce of violation 

POTAPDVSrU Region 4» Office of Director B3/05/23 DINONECL. I W 
DIB/ADLPrPE. Inc 3pp 18622 219 


—8306130402 Notice of violation from insp on 830328-30 

* Region 4, Office of Director 83/03/23 tp 13022 222 


— 6306210028 Responds to NRC 030413 1 tr re nonconformances noted in QA 
Program Insp Rept 99900911/03-01 Corrective actions 
Engineering Work Authorization EAJ08-22 issued on 621101 Sc 
Engineering Review Memorandum DMD-4025 issued on 821222 
SOHL.L S General Electric Co 83/03/10 PQTApavS. U Region 4, 
Office of Director 3pp 10911 246 


0306210025 Forwards QA Program Insp Rept 99900060/03-01 on 830314-10 
No noncompliance noted 

POTAPDVE* U Region 4. Office of Director 93/05/27 PATTARIMI-D M 
Target Rack Corp 2pp 1B911 249 


—8306210031 OA Program Insp Rept 99900060/83-01 on 830314-10 No 
nancomp 1 lance noted Major areas inspected TVA Part 21 rept 
on safety relief valve failure at Drowns Ferry Unit 2 
KELLEY/ W D « OARNES/ I Region 4, Office of Director 63/05/26 
lOpp 18911 251 


8306210030 AcJt receipt of 030513 Itr informing NRC of steps taken to 
correct none cirif ormance noted In QA Program Insp Rept 
99900793/83-01 

POTAPOVS/ U Region 4. Office of Director 83/06/17 LOTT/ J £ 

E U Many fac tur ing Peebles. Inc Ip 1S9I2 292 


—0306100410 OA Program Imp Rept 99900535/83-01 on 830328-30 
Noncemp 11 ance noted failure to notify users of ADLPIPE Code 
error yielding noncontervat 1 ve stress values 
Noncompliance reported per Part 21 by Bl-n 

BRiCKLEYiP H , HALE/ C U Division of Vendor & Technical Programs 
83/09/06 iOpp 10822 223 


— B306210033 Responds to NRC 830421 Itr re nonconformance noted in 04 
Program Insp Rept 99900795/83-01 Corrective actions I0CFR21 
subscription ordered on 030510 Current issue, dtd 021230. 
posted on 830323 

PLANK. R A EL Manuf ac tur 1 ng Peebles, Inc 03/05/13 
POTAPOVS, U Region 4. Office of Director 3pp 10913 293 


8306130413 Forwards QA Program Insp Rept 99900906/03-01 on 030314-17 
& no-tice of nonconformance 

POTAPOVS, U Region 4» Office of Director 83/05/23 MOLNARiJ 
Afflirlcan Envl ronmants Co 3pp £8023 1 17 


6306210069 Confirms QA program insp on 830627-30 at Acton/MA facility, 
per 030512 tejeon 

PQTAPOVSrU Region 4/ Office of Director 83/06/06 COWDREY, R S 
Acton Environ Testing Corp ip 18912 310 


■—9306130416 Notice of nonconformance from insp on B303I4-17 

« Region 4, Office of Director 83/05/23. Ip 18823 120 


—8306130422 QA Program Imp Rept 99900906/83-01 on 830314-17 
Noncomp U&nce noted OA procedures not type appropriate 
to fully or completely describe activities affecting quality 
t( duties of data manager not established 

SMITH/ A U / PHILLIPS, H S Region 4. Office at Director 83/03/02 
iSpp 1B023 121. 


0306210172 Confirms QA program insp on 030606-10 at Oradell.NJ plant, 
per 030429 to Icon 

POTAPOVS, U Region 4, Office of Director 83/05/26 HENDRICKSON. T 
Burns U Roe Co Ip £0915 242 


8306210185 Confirms QA program insp on 830620-24 at Canton, OH plant 
per 030531 tel con 

POTAPOVS, U Region 4, Offlco of Director 83/06/03 O'DEAV.C A 
Nooley Manufacturing Div Ip 10914 130 


0306160540 Ack receipt of 830SIO U 27 1 trs informing NRC of steps taken 
to correct nonconf ormance noted in OA Program Imp Rept 
99900053/03-01 

POTAPOV5/U Region 4, Office of Director 83/06/13 CAROD, A B 
Anchor/Dari lug Valve (subs Anchor/Darling Industries) ip 
1086 5 060 


0306210215 Provides status rept of open item identified In OA 
Program Insp Rept 99900060/03-01 Modified pilot valve must 
be tested sa f ety/re 1 iaf valves must operate within design 
pressure tolerance W/o end 

POTAPOVS, U Division of Vendor 6 Technical Programs FO27OO202 
83/06/17 LEHlStR C Division of Project 8t Resident Programs Ip 
18918 119 


“-8306160536 Respond# to NRC 830412 Itr re nonconformance noted in QA 
Program Insp Rept 99900053/83-01 Corrective actions sgs 
being developed to insure qual i f icat ion repts are reviewed 
for adequacy U completeness Sys to be implemented by 830601 
KNIE8ER»0 U Anchor/Darl Ing Valve (subs Anchor/Oar l ing 
Industries). 03/05/27 P0TAP0V3, U Region 4, Office of Director 
Ip. £8069 061 


-“8306160978 Responds to NRC 830412 Itr re nonconformance noted In QA 
Program Insp Rept 99900053/03-01 Corrective actions 
waterfard valves fitted u/shrouds V heaters to maintain, 
actuator ambient temp £< mod* to feedwater valve reconciled 
KNIBEERfO W Anchor /Dar 1 i ng Valve (subs Anc hor/Dar 1 1 ng 
Induitrlis) 83/OS/lO POTAPOVS*!/ Region 4, Office of Director 
2pp I 0065 062 


8306210001 Confirms QA projrem insp on 030620-24 at Waltham, MA plant 
per 030517 teleon 

POTAPOVS* U Region 4, Office of Director 83/05/26 SPRA0ER8iC,O 
Teledyn# Engineering Services Ip 18911 359 


0306210013 Forward* QA Program Insp Rapt 99900902/83-01 on. 030330-0401 
No noncomp 1 lance noted 

POTAPOVS/ U, Region 4, affice af Director 83/05/27 HOLBROOK* H W 
Hyle Laboratories 2pp. 18910 337 


■S3062iOO2O QA Program Insp Rept 99900902/83-01 on 830330-0401, No 
honccmpllance noted Major areas Inspected QA program manual, 

OA program Implementetion action on previous insp items 
JOHNSON/A R , PHILLIPS, US Region 4, Office of Director 
6ALA2Aft/E A Sand la Laboratorie* 83/05/26 I5pp 18910 339 


1306210023 Acb racaipt of 830510 Itr informing NRC of steps taken to 
correct nonconf ormaneas noted in OA Program Insp Rept 
99900911/03-01. 

PQTAPOVS.V, Region 4, Office of Director 83/06/03 BRLfCOEMAN, W H 
Oeneral Electric Co. Ip IB911 243 


0306210230 Forward* QA Program Insp Rept 99900104/83-01 on 030329-31 
t notice of nonconformance 

POTAPOVS, U Region 4, Office of Director 83/05/27 MILLPH, T 0 
Uestlnghouse Electric Corp 2pp 18915 218 


— 8306210233 Notice of nonconformance from msp on 030329-31 

» Region 4, Office of Director 03/05/27 2pp 18915 220 


— 0306210230 QA Program Insp Rept 99900104/83-01 on 030329-31 
Noncomp I i anc e noted Inconel weld band detail for primary 
noftle const not Idanttfled in technical manual customer 
drawing 

OLLER,n E , POTAPOVS, U , BARNES, I Region 4, Office of Director 
03/05/26 i7pp 10915 222 


8306210244 Discusses OA Program Insp Rept 99900104/03-01 on 030329-31 
Failure to depict Inconel weld band on steam generator 
noiales limited to technical manual tc drawings furnished to 
specific facility W/o encl insp rept 

POTAPOVS, U Division of Vendor 6 Technical Programs 03/06/17 
liARTlN/T T Division of Engineering h Technical Program* Ip 
1G916 350 


0306Sf 10272 Forwards QA Program Insp Rept 99900921/03-01 on 830425-29 
notices of violations 8< nonconformance 

POTAPOVS, U Region 4, Office of Director 83/06/01 SAOOIOMO*A J 
Franklin Institute/Frank 1 in Research Center 3pp 18914 200 


--03O621O274 Notice of violation from insp on 030425-29 

a Region 4, Office of Director 83/O6/0i Ip 18914 283 


— 03062:10282 Notice of nonconformance from in«p on 030425-29 

» Region 4, Office of Director 83/06/01 3pp 10914 204 
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--830W102S* 0* Prograjn In»p Repfe *?*?9009al /S3“0t on 03O423*-29 
Montomp I ianc e notetf failure to develop procedure? for 
-training record maint»QA r o? p on? i b 1 1 1 1 1 e? t» identification 
Q-f deviations from approved test procedure? 

HljBDARiJ- O T * THILLIPS-H S Region 4, Office of Director 
8a/03/2& 2app 1Q9M 2B7 


8306240237 Ac I receipt af 8304 2A Ur informing NRC o# itepe taken to 
99700510/63-0^*'’''^*"” Program Imp R.pt 

Olrector 83/05/2* CURRANE. R A 
?a780^l78^* ^ Constroctore, tnc {?ub« of RaytKton Ct> ) Ip 


830*210273 Confirm? QA program insp at Cleveland* OH plant on 
830*27-0701 * per 630331 tel can 

POTAPOVS- U Region 4. Office of Director B3/O6/O0 ASHE* J 
VJc-loreen* Inc (subs of Sheller-Globe Corp ) ip 1Q714 307 


03OA23O4O1 Respond? bo 830506 Itr re QA program Any changes to NRC 
approved topical rept QA program must ho reported & approved 
prior to imp I emoTi tatlon 

POTAPOVS- U Region 4. Office of Director 83/06/08 DOBTROM. 0 0 

Anacorda Co (subs of At lantic-R i c hf is Id Co ) 2pp 10743 426 


'•'•8306230404 Requests info re NRC approved QA prograni? per 830409 
nesting 

BQSfRDfi-'H O Anaconda Co (subs of At lantlc-Rich f lei d Co I 
83/05/06 OElKE* W Region 4- Office of Director Ip 18943 128 


—8306240243 Responds to NRC 830331 Itr re ronconf ormanc 
Program Inep R«pt 77900310/03-01 Corrective actions 
procedures reviewed to ensure consiitencs it QA audit 
frequo«cv Increased 

C UR NANE < R A United Engin-scrs li Constructors* tnc 

Raytheon Co » 83/02/02 POTAPOVS, U Region 

Director Spp 18900 179 


noted in OA 


(lubt o# 
Office <sp 


na"?'* lo NRC 630331 Itr ri non ton for mane I 

noted in QA Projram Insp ftept 79700510/83-01 Corrective 
actions calculation review program instituted Ic procedures 
to be revised by 830527 

CURMANEi ft A United Engineers V Constructors, Inc (subs of 
Raytheon Co, J 03/04/26 CDL1.IN8.J T Region 4. Office of 
Director 4pp 18980.181 


8306240160 Submits findings of recent QA program insp of Sargent it 
l.vn 4 v design activities ro mechanical snubber probtsm? 

Ravleu of piping design criteria requested 

&ANOART,n L Division of Vendor ii Technical Programs 83/06/17 

VQLlhER,n H Division of engineering 2pp 10701 033 


flCK receipt of 830516 Itr informing NRC of i 

POTAPOVS* V Region 4 j Office of Director. 03/06/03 
Pacific Air Protfutts Co Ip 18777 227 


sasen co 


HE 8 Q,L R. 


S306240176 Act receipt of 030124,0211,0322 it 0423 Itrs informing NRC 
of eteps taken to- correct nonconformance noted in QA Program 
Insp Rept 97700377/82-01 

fOTAPaVS,U Region 4, Office of Director 83/06/17 ASHE* J 
Vletoreen, Inc (subs of She 1 1 er-Ol oho Corp } Ip 18700 269 


8306240273 Responds to NRC 830419 Itr re nonconf ormanc# notid in (!A 
Program Insp Rept 79700769/03-01 Corrective actions tab 
folding problem raio Wed* dampers corrected U stricter Into 
processes instituted by Air Palance. Inc 

DDDSQN.jp Pacific Air Products Co 03/09/16 POTAPDVfli U 
Region 4, Office of Director I 3 pp 16979 220 


--8306240S01 Responds to NRC 030317 Itr re nonconformance noted in QA 
Program Insp Rept 7970037 //G2-01 Corrective actions std 
oferailng procedures rewritten re printed circuit boards U 
purchasing documents updated 

IthHERMANiR D Vlctoreen, Inc (subs of She) ler-Olohe Corp ) 
B3/04/25 POTAPOVSiU Region 4* Office of Director 2pp 
t07E]O 266 


--830A240204 Agrees u/Victoreon Part 21 evaluation of deficiencies in 
radiation (nodules* per 030413 request Position does nob 
reflect addl discrepancies identified in CPC 10CFR90 9S(ft} 
rept 

BANOARTift L Division of Vendor & Technical Programs 03/09/09 
HINDiJ A Division of Radiologlral Materials Safety Programs 
ip 10900 268 


--0306240207 Ac k receipt of 830317 Itr re QA Program Insp Rept 
77700377/02-01 R Zimmerman will respond to issues raised 
STEKAnTr E C Vlctoreen* Inc (subs of 0hel 1 er-Olobe Corp ) 
B3/03/22 POTAPOVS. U Region 4* Office of Director Ip 
10760 267 


forwards QA Program Insp Rept 79700396/ &3-0J on 830321-24 |< 
0414 I* notice -of nonconformance 

POTAPOVS. U Rsglon 4* Office of Director 83/06/01, RO80* P. Husky 

Products. Inc 2 pp 16772 098 ^ 


-8306270493 Notice 0 # nonconformance from Insp on B303SI-24 

Vendor 1. Technical Programs 83/06/01 Ip 

10992 loa 


-8306270496 QA Program Imp Hep I 99700396/83-01 oa 830321-24 1. 0414 
Nencompl lane# noted currint organliatton does not eonforoi to 
raqulr«m«nti 6 engineering personnel performed inspi on 
optratlona affecting quality on thr## Class IE jobs- 
8UTT0N, J M. I DARNE 8 . I Region 4* Office of Director 83/09/26 
12PP 18772 101 


0306200127 Confirms QA program insp at Oakland.CA plant on 830711-19 
per 830923 teUon, 

POTAPOVS* W Region 4* Office of Director. 03/06/22 BOVER* R E 
Traniamerlca Delaval, Inc ip 17018 104 


—•0306240207 Ac k receipt of 030211 Itr informing NRC of steps taken to 
cqrrKt nonconformance noted in (]A Program Insp Rept 
79900377/02-01 Addl info required re action# taken to 
prevent recurrence af obsolete documents an purchase orders 
POTAPOVS* U Region 4* Office of Director 03/03/17 A 8 HE< J 
Vlctoreen, l-nt (subs of She 1 1 er-Qlobe Corp > Ip 10900 270 


— 6306240214 Ack receipt of OA Program Insp Rapt 77900377/02-01 No 
prcprletary info 

ZIHKEftMAN.n Vlctoreen* Inc (subs of 8 he 1 1 er-Olobo Carp 1 
63/02/11 PQTAPaVBiU Region 4. Office of Director Ip 
18900 273 


--83O6240219 Responds to NRC 030117 Itr re nonconformance noted In QA 
Program Insp Rept 79900377/82-01 Corrective actions all 
oytitanding purchase orders for printed circuit boards will 
b# revieiaed for incluelon of Part 21 requirements 
zihVlERHAN. R Vlctoreen* Inc (subs of 6 he 1 ler-Olobe Corp> I 
83/02/11 POTAPOVS. U Region 4, Office of Director 4pp 
1 09(10 274 


i#aoe»'w«UTU4 summary of 630902 mgfc meeting 
re NRC equipment qualification program 
PHILLIPB, H B ftegloTi 4# Office of Director 
Office of Director 2 pp 17001 339 


w, * II V • iiu vrun 1 




B3/06/B2 


Region 4i 


6306200977 Bummary of 630929 mgt meeting i^ site tour u/ANCQ Engineering 
In Culver GltyiCA re equipment qual 1 f 1 cat i on program 
PHILLIPB, H 8 Rigion 4, Office of Director 83/06/22 Region 4, 
Office of Director 2 pp 19017 322 


REOOD REGULATORY OUIDeS 


8306020420 Comments on draft Reg Guide IC 127-9f "Criteria for 
Programmable Digital Computer Bgs Software In Safety Syt of 
Nuclear Power generating atationi, “ Option A reg guide 
will benefit public 

VXVIftiTO.M A Gibbs 8 « HHIi InC <subs. of Dravo Corp ) 83/09/20. 

Docketing L Services Branch Ip 18673 204 


■830624-0224 Forwards addl support ii background Info re Vlctoreen 
uerkmanshlp U Part 21 Review U evaluation by K Stafford 
revealed defect not apparent in workmanship & notification 
to WRC not required 

2 tHRERNAN. R Vlctoreen, Inc (subs of She 1 ler-Olobe Corp > 
83/02/11. POTAPOVS* U Region 4, Office of Director 89pp 
16780 270 


8306130004 Raquests authorl lation to use end A 8 ME Code Case N-343i 
"AUernatlv# Scope of Evam of Attachment Welds for Ekam 
Categories D-Wifl-K-l U CC Section XI.Dlv 1 ♦’ Rev 2 to Reg 
Guide 1 147 will include code case w/no addl requlriments- 
BDUCHEY* G D Riffling ton Public Power Supply System 002-03-402 
83/06/02 SCHHENCERiA Licensing Branch 2 2pp 18824*248. 247 

F 1 c h ■ - 90-397. 0 3/06/0 2* 83061 30004 . 


— 63Q6240229 Responds to NRC 830117 Itr rq nonconformance noted In QA 
Program Insp Rapt 97900377/82-01 Ektension requested for 
response to permit review of data as to appropriateneqt af 
relfisi of Itr to PDR 

ABHEiJ Vlctorean* Inc (subs of 6 ha 1 1 er-Olobe Carp ) 83/01/24 

POIAPQVB.U Region 4* Office of Director Ip, 10901.002 


8306140712 Concurs w/830910 memo rs Insider safeguards rule package, 
subj to appropriate consideration of comments, Enel 
comments also iddress cuncarnt contained in RF Burnett 
03O4V4 memo re protection of vital ireas/ 1 slands, 

DENTON.H R Office of Nuclear Reactor Regulation, Director. 
83/06/01 DAVIS.J 0 Office af Nuclear Heterlel Sifety L 
Bafeguerds. Dlrictor 9pp 18652*274 
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— 8306140718 roru 4 ril 4 rtvl-sed lnsld«r safeguards rula package dan-tait^ing 
•nci action plan to Implafflert rec omm«ndat ions of CoAimltte« 
to Revisu Safeguards Requirements at Pouer Reactors 
Concurrence re<tuestecf bq 8309S7 

OAVIB. J O Office of Nuclear Material Safety «• 

Safeguards! Dlrec tor B3/0a7t0 DENTONi H R Office of Nuclear 
Reactor Regulation* Director CUNMfN0HAM*O H Office of the 
Executive tegal Director MINQ0UE< Ft B Office of Nuclear 
Regulatory Research^ Director 194pp ISBSa 279 


8^306160443 Cooifnents on draft Reg Guide IC ISZ^S* "Criteria for 
Programmab le Digital Computer Sys Software in Safety Sys of 
Nuclear Generating Stations “ Endorsee use of IEEE Std 730 1. 

ANSI /^feeE'ANS- 7-4 3 S 

BUDZIKrD a Consumers Power Co OMD a4‘*93 83/06/0? Docketing 

It Services Branch 3pp 1B860 207 


030-6160446 Conunenti an Reg Guide f 36i "Chemical Analyslv of Thermal 
rnsulatlon Matl for Leachable Ch lor i de. Fluorldet 81 1 icate & 

Sodium Ions " 

«Kl TAKER, T E. American Society for Testing 4( Katerlals 03/OS/3I 
Office of the Secretary of the Commission 2pp 16863 113 


B3061604S1 Camments on draft Reg Guide IC i87~S! "Criteria for 
Programmable Digitel Computer Sys Software £n Safety 8ys of 
Nuclear Generating Stations " Suggests Option A be selected 
HALLAV.J F American Nuclear Society 63/06/01 Docketing «< 

Servicef Branch 2pp 16863 lit 


8306160460 Package of three comments on draft Reg Guide IC 127-5i 
"Criteria for Programmab la Digital Computer Sys Software in 
Safety 3ys of Nuclear Power Ganereting Stations " 

ELLlQTTi J. L i- RQNCANDrO D. Duke Power Co BURSTEiN^S Nisconsin 
Electric Power Co 03/06/0?, Docketing 6 Services Branch 7pp. 
16663.091 


B30623GS23 Discusses AIF proposal derailing info in one^step licenir 
application Proposal in form of rewrite of Rag Guide l 70i 
“Std Format 4« Content of SARs for Nuclear Power Plants" will 
illustrate level of design detail required 

DiRCKSiN J Office of the Executive Director for Operations 
KB3031i 03/06/16 CKICK, 8 J Office of the Secretary of the 

Commission Ip 19951 336 


8306240043 Reg Guide 1 147. Rev 2. “Inservicc Insp Code Case 
Acceptabl 1 i ty, ASME Section XI.Dlv 1 “ 

* Office af Nuclear Regulatory Research. Director 83/06/30 6pp 
10983 173 


6306240115 “For Comment" issue of draft Reg Guide E8 l!4-4i “Qjidrllnft 
for Groundwater Monitoring at In Situ U solution Mines " 

♦ Office of Nuclear Regulatory Research. Director 83/06/30 33 bb 
10998-233 


— 6306240116 Draft value/impact assessment of proposed Reg Guidf ES 
114-4! "Guidelines for Groundwater Monitoring at In 8(tu 
U Balution Mines " Reg Guido establishes technical guidance 
on hydrologic monitoring 

» Office of Nuclear Regulatory Research. Oireckor 93/06/30' 
6pp 18990 266 


0306300100 Comments on draft Reg Guide 1C 127-3! "Criteria for 
Programmable Digital Computer Sys Software in Safety Syi of 
Nuclear Power Generating Sys " Recommends use of 
ANSI/ieEE-ANS-7-4 3 2-1982 be limited 

K0E8TER.G t Kansas Gas U Electric Co KMLNRC 83-075 03/06/ IT 

Dockating Services Branch ip 19121 072 


RES research and technical ASSISTANCE REPORTS 


8306160469 Package at two comments on draft Rag Guide tc 127-3! 
"Crltdrla for Programmable Digital Computer Sys Software In 
Safaty Sy* of Nuclear Ganeratlng Stations " 

BDDZlKrfD M. Consumars Power Co ALLEN* R E Power Enginaarlng 
Ooclety S3/06/J3 Docketing 6 Services Branch 9pp 18863 234 


6306010476 "Evaluation of Methods for Reducing Pressure Vessel 
Fluanco*'^ monthly rept for Mar 1993 

ARPNSON'A L Dattello Memorial Institute. Pacific Northwest 
Laboratory CAREW. J F . COKlNQS.O M Qrookhaven National 
Laboratory 0NL-NUREG-32B76 83/03/31 LOlSiL , DUNENFELD. H 
Division of Systems Integration ipost 811003) Slpp 186?3 |7L 


0306170234 Package of two comments on draft Reg Guide lC-127-3! 
"Criteria for Programmable Digital Computer 8gs 8oft</are in 
Safety Bys of Nuclear Power Generating Bye 

RAHErE P Neatlnghouii Electric Carp NTL0ON. R Ei icon Nuclear Co • 
Znc. (tubs of Eaton Corp ) N8-EPR-2779 03/06/13 CHILK, 8 J 

Office of the Secretary of the Cornmistion 3pp IBe77 371 


8306800334 Advises that ioiplementation data for Reg Guide f. 137. "Fuel 
Oil Dyf for Standby Diesel Oeneratars* " delayad until 
■640201 Revised schedule necessary due to atcavation 
required to Install new fuel oil tank* per DCP 390 
CAAEVi J J Duqueine Light Go B3/G6/09 VAROA.S A Operating 
fteactore Branch I ip I8919-ai4 24X Fiche 50-334.83/06/09, 

0306200334. 


0306220143 Reg Guide 4 10 Task WM 013-4. "Std Format 4< Content of 
Environ Repts for Naar-Surface Disposal of Raduaste " 

* Office of Nuclear Regulatory Research* Oireetpr 03/06/30 40pp 
10977:096 


--03O622O148 Velue/lmpact assessment of Reg Guide 4 10 Task WM 0i3-4i 
"0td Format ti Content a# Environ Repts for Mear-Sorface 
Disposal of Radwaiti " 

e Office of Nuclear Raguletory Research* Director, 03/06/30 
2pp 10977:136 


8306220102 Draft Rev 2 to Reg Guide MS 90J-4 8t value impact etatement* 
" Idant If ica tion of Valves for Inclusion in Inservice Testing 
Programs " 

* Office of Nuclear Regulatory Research. Director 83/03/31 74pp 
10947' 175, 


0306230414 Comments on draft Reg Guide IC 127-9. "Criteria for 
Programmable Digital Computer 8yi Software in Safaty Sys of 
Nuclear Pouier Gansrating Bys '* 

BROCHLfD J. Portland General Electric Co 03/06/10 Docketing L 
Services Branch 2pp 10943 100 


8306230419 Comments on draft Reg Guide IC IB7-S. '♦Criteria for 
Programmable Digital Computer Sys Software in 8af«ty Sye of 
Nuclear Power Generating Sys " Recorntnondf Option B 
8CHERER*A.E Combustion Enginsering. Inc LD-8a-03S 03/06/16, 

Docketing tt Services Branch tp 18943,209 


8306020048 "Reliability Assessment of Nuclear Structural 8ys " 

REICH* M ! HWANG. H Brookhaven National Laboratory DNL-NVfl-E0-3274S 
03/06/01 NRC - No Detailed Affiliation Given 14pp 1070? 307 


0306020683 “Seisinlc Qua 1 1 f icatlon of Nuclear Plant Mechanical le 
Electrica Equipment." Monthly Progress Ltr 16 for Apr 1983 
KAMA, 0, D Southwest Research Institute NRC-O4-01-ia5 03/05/11 

CAKPQ-ELL.W E Office of Nuclear Regulatory Research. Director Qpp 
18719 332 


0306030439 "^Ranking of Environs In Stress-Corrosion Cracking " 
NEWMAN. R C « BANDY. R Brookhaven National Laboratory 
BNL-NUREG-32e24 83/09/31 NRC - No Detailed Affiliation Oivsn 
9pp 18739 390 


0306070422 " Investigation of Acc ident-Induced Flow t. Matl Transport in 
Nuclear Facilities." monthly progress rept for Apr 1983 
MARTIN. R A I GREGORY. W 6 Los Alamos Bcientific Laboratory FIN 
A-7a29 83/09/27 Transportation t. Materials Risk Branch Sfp 

10702 01? 


8306000229 "Mmtls Properties Data for Fusion Reactor Analysis." 
internal technical rept 

HAGRHAN*D L EGLO. Inc 83/04/30 NRC - No Detailed Aff ilia lien 
Glvert 219pp 18785 102 


0306170209 "Ranking Safe Shutdown Readiness for FYB3. 84 89 Reactor 
Safe Shutdown Insps " 

THOMAS. H J * MACDOUQALLiE Brookhaven National Laboratory FIN 
A-3I33 B3/0S/31 NRC - No Detailed Affiliation Given 96pp 
10801 043 


030624024 L "HAARM-3 Users Manual " 

0JE8EKE. J A * LEE.H W . REED. L D Battel 1» Memorial Institute. 
Columbus Laboratories NRC-04-76-293-07 BMl-NURE0-i99l 70/01/05 
Division of Reactor Safety Research 72pp Available at NTIS 
10987 139. 


REVIEW ORP NRC RESEARCH REVIEW GROUPS 


83a62304?9 Comment* on draft Reg Guide 1C 127-9* "Criteria for 
Programmable Digital Computer Sys Software in Safety Sys of 
Huclear Pouir Generating Syt. " Rtcommsnflls Option A, 

FARRARrD, L Commonwealth Edison Co, 672HN 83/06/07. Docket I no 

le Bervlcee Branch ip, 10943-814 


0306030909 Informs that each LRO-II member must submit numerical valui 
determined by OE for respective plants on fuel assembly 
lift off diep lac ementi due to error in fuel assembly topicsl 
rept ra LRG-II Generic Issue 2-CPD 

NOVAKrT, M Assistant Director for Licensing 83/09/23 
HOLTZ0CHER.D L Licensing Review Group tl 3pp 18739,091 24X 

Fi ch e 90-000* 83/09/23. 0306030909, 
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B30fc0&t>303 Notification of CRGR heeting 4t on 030600 to rsvi^tu draft 
NUREQ-09OI# "Evaluation Criteria fot Detailed Control Room 
DCKlgn Ravlecus" fi< draft NUR£ 0 - 0833 r "Human Factor! Revitu 
OuldfrHncs for Safetg Parameter Display Sgq " 

STELLQiV Regional Operations 4< Generic Requirements 03/06/05 
NATTSON* R -J Office of Nuclear Reactor Regulation. Director 
sAlRDANii E L Director's Office. Office of Inspection and Enforcement 
CUNNINffHAM. R E Office of Nuclear Haterial Safety it 
5 a feg-uar de • D 1 rector I2lpp 10739 203 


6306060373 Re«|iands to 020903 Itr submitting position papers uihtch 
included Uicensing Revieu Group II proposed solution for 
[*eu* 4 -MEa* 1 ntend ed to protect in-coi e instrument tubas 
from f Jaw-4n.ducod vibration Issue unresolved 

YOUNG B LOQD 1 D J Licensing Branch 1 83/03/36 HOLTZSCHER. D L 

Licensing Revleu Group 11 4pp IB7SI 207 24X 

riche 30-000. 83/05/26. 0306060373 


030-6060414 Transcript of Ad Hoc Committe® for Rovlew of Nuclear Reactor 
Licensing Reform Proposals 030329 meeting in Nash ington. DC 
Pp Supporting documentation one 1 

* Comml as toners 03/05/25 I90pp 18740 159 


8306070460 (leq.ueatf concurrence u/encl package ^ comments re resolution 
of Oener-l-c Issue B-iO. "Behavior of DWR Mark III 
Containment 

HOUAK. T M Assistant Director for Dporating Reactors 03/05/57 
EKSENHUT* D O Division of Licensing 3pp 10700 312 


0306000133 NUREO-OBBO ROl FC 

SAFETY GOALS FOR NUCLEAR POWER PLANT OPERATION 
e Q-fflce of Policy Evaluations 03/05/31 I16pp 10709 163 


030600020/ SUfhmary of CROP Meeting 3R on 030510 re presentation of 
(iropoeed rule on prcssurlied thermal shock of reactor 
pressure vessels Committee supports proposed rule 
S-TELLd. V Regional Operations 6 Oeneric Requirements 93/03/31 
DCRCKB'U J Office of the Executive Director for Operations Spp 
10771 269 


830-6130233 Forwardsi "Shaking Table Testing for Seismic Evaluation of 
Electrical Racewag Gys. " in response to SEP Topic IlI-‘06« 

*Sti-inic Design Cons Iderati ons " Rapt must be referenced on 
Individual dockets to apply to specific plants 

KACtCHiiR JM SEP Owners Group KACICH.R M Northeast Utilities 
03/04/29 RUSSELL. N.T Syslematic Evaluation Program Branch Ip 
t0O27 260 


— 030frl3020B URB/UAB 8050 

"Shaking Table Testing for Seismic Evaluation of Electrical 
Racewaq Sg* " 

» UiRB Corp a John A Illume 5 Associates. Engineers (subs UR 8 
Corp > 63/04/30 I22pp IUQ27 269 


Advises of cancellation of CROR Meeting 41 to permit NRR to 
reevaluate NUftEO-O0Oli "Evaluation Cr Her la for Detailed 
Control Room Design " NUREO-0033. "Homan Factors Review 

Culdelinos for Safety Parameter Display Sys " 

miELLQ, V Regional Operations ?< Oenerlc Requirements 63/06/03 
HAT460 Hi R U Office of Nuclear Reactor Regulation. Director 
UORDANi E L Director's Office. Office of Inspection and Enforcement 
CLPMNINGHANj Ft E Office of Nuclear Material Safety 6 
flafegoATds. Director Ip 16022 215 


03 O 6 L 6 O 6 QO Clarifies 030516 article from Inside NRC. In response to 
830-316 request Vlouis expressed In presentation considered 
views of author b not necessarily views of Commission 
TOUftTELl OTTEf J Regulatory Reform Task Force 03/06/M UEISS.E H 
Union of Concerned Scientists 2pp ID004 357 


SECY POSITION PAPERS BEFORE THE COMHISBIQN 


□306030366 Add I response to FDIA request for BE CV-BS -360. SECY- 02-47 5 It 
seCY“a2-309 5ECY-e2-47S available In PD^l 8ECY-B2-360 
ijilthheld entirely (ref FOIA Exemption 5) 

FELTON. U H Division of Rules and Records Q3/04/0i BUCKLEB.R 
Affiliation Unlinoun 5pp 1B734 290 


-“0306030370 BECY-B2-‘475 

Informs of resolution of reactor coolant pump trip Issue 
(TMl Action Plan Item II K 3 3) 

DIRCKS.U J Office of the Executive Director for Operations 
82/11/30 59pp 18734 292 


6306030303 Responds to FOlA request for documents re esp I oration, 
mining or milling of V In specific areas In State of N£ 

Forwards documents listed in app 

FELTOW. J M Division of Rules and Records 93/04/01 REID. A B. 
Broken Plou Law Office 2pp 10747 147 


““0204070010 6ECY-82-127 

Recommends Comml ssf on reassert regulatory authority over 
State of ME U mining 6 milling activities to protiet public 
health 6 safety, per Governor Thone request 

DtRCKSi U J Office of the Executive Director for Operations. 
02/03/23 2 pp 1074 7 153 


8306060104 Responds to FOIA request for BECY"Bl-64S» BECY"ai-654 L 
SECY“e2“l62A 8ECY-91-645 «< SECY-ai“694 pertain to AOs 
noetced In 46FR61020 Forwards SECY-82- 162A 

FELTON. J M Division of Rules and Records 93/03/29 ORABER. L 
Affiliation Unknown Ip, 10750 353 


-“9306060106 BECV-G2-162A 

Forwards integreted plan for development of rule for shift 
cre-ui qua 1 i f Icat ions. 

DIR-CKSfW vl Office of the Executive Director fop Operations 
02/09/26 9pp IB75Q 354 


0306160093 Adifl response to FOIA request for documents re IAEA nuclear 
natl safeguards program Forwards App A documents App B 
Documents 1-0 entirely withheld «< Documents 9-16 partially 
withheld iref FOIA Exemptions 1.3 6 31 
FELTCNiJH Division of Rules and Records 03/04/01 
OREENBERO.E V Tuttle U Taylor 3pp 16692 011 


— 9306160193 SECY- 02-02 5 

Forwards H Oruemm preliminary comments o-n Morgan memo re 
IAEA safeguards for 911119 press conference SECY title tt 
other safeguards Info dsleted 

DlRCKBilf J Office of the Executive Director for Operations 
62/01/19 6 pp 10092.146 


-“8306160190 BECY-82-046 

Informs Commission of existing Interagency groups Involved 
in U9 efforts to upgrade IAEA safeguards k provides brief 
rept on status of activities Vl/o end outline 6 status of 
action plan 

DIRCK0.U J, Office of the Executive Director for Qparalions 
92/02/02 13pp 10992 154 


—9306160208 SECY -92-2 10 

Forwards summery of significant NRC U Executive Branch 
efforts to Improve IAEA safeguards 6 estimate of axpendad 
resaurces Bafeguardi Info deleted N/o and rapt on U0 
assistance to IAEA Ic ouillna of areas needing Improvements 
DlRCKOiif J Office of the Executive Director for Operatione 
02/05/26 17pp 19092 170 


B3I06200370- Summary of CRGR Meeting 39 on 030525 re proposed overall rev 
to 10CFR71 on packaging of radioactive matl for transport It 
Iranspovta t ion of radioactive matl under certain conditions 
Atten<5anco list end 

STELLOi */ Regional Operations It Oenorlc Requirements 83/06/50. 
DlRCKOiV Office of the Executive Director for Operations Bpp 
19001' S32 


S30629056A Raaponds to 830419 momo ro potantUl safety problems In use 
flf health physics barriers Integrated assessment of ail 
access controls recommended 

OEMTQN.H R Office of Nuclear Reactor Regulation. Director 
03/06/07 DAVIS. J 0 Office of Nudear Material Safety h 
Safaguar d e . Dlrec tor Ip 19047 1B6 


—0306160216 Becy-0R-313 

Informs Commission of receipt of Dept of State 9207-02 Itr 
re classification of Morgan ript State agrees that rept 
should be classified "secret Safeguards Info deleted, M/o 
listed ends 

DIRCKS.U J Office of the Executive Director for Operations. 
02/07/26 2pp 10992 292 


9306240403 eECV-03-219 

Provides status rept on UNR accident source term 
reassessment. Indud I ng revised schedule 44 milestones for 
source term severs accident research, program 
DIRCK0.U, J, Office of the Executive Director for Operations 
83/06/06 Hpp 10997 339 


--Q306290^J67 Discusses Committee to Review Safeguards 830228 rept 
Itfent ( f y 1 V 19 use of barriers established for health physics 
4. fire protection as potential sofety problem Action 

requested 

0AV18. J O Office of Nuclear Katorlal Gafoty k 

Qafaguardsi Director 03/04/19 DCNTQN, H R Of f Ice of Nwe I mar 
Reactor Regulation! Director tp 17047 187 
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NONDOCKETED ITEMS 


STATE PROO STATE PROGRAMS 


Q30A020033 Speech entitled^ "Rept on NRC Activities." presented at 
5th Annual Natl Conference on Radiation Control in Reno.NV 
on 830516 

KERR»0 W Office of State Prograins. Director 83/03/16 6pp 
10702 326 


8306020366 Confirms dlscmtion W/JD Lubenau. DA Nussbaumer it JW Hornor 
foHobiing review ic evaluation of State of AZ radiation 
control program Significant problems re tecnnlcal q.ualltg of 
llcanelnj actions it status of regulations identified 
MAHriN, J" B Region 3 j Office of Director 03/05/23 TEOFORD. C E 

Arliona. State of 17pp 10694 331 


0306020459 Motifitation of contract ejiecutlon to 'Radiation Monitoring 
Program Reg-ulrements *' Contractor State of NE 

MCDEJIJIOTT. D Technical Asaistaiita Contract* Branch FIN D-SSOO 
NRC“3l-a3-670 83/05/16 MEYERS. D Region 4. Office o# Director 

NlCHOLABi J B NRC - No Detailed Affiliation Given Ip 10713 234 


—0306020463 Contract "Radiation Konitorttis Program Req.uirfrinent*. “ 
abfarded to State of NE 

smith. H D Nebraska, State of MORTOW.K V Division of 
Contracts FIN 0-8500 NRC-31 -93-670 63/03/16 lOpp 

18719 233 


0306020496 Speech entitled "Radiation it Reg ula t i on. " presented at 
830923 annual meeting of Asioc of State Ic Territorial Health 
Officials in Uas h Ington. PC 

KERfirO VJ Office of State Programs. Director 8J/05/23 8pp 
10719' 134 


0306030277 Notification of contract « letut I on. Mod I to "Radiation 
Monitoring Program Requirements " Contractor Btate of AR 
MCDERMOTT. D Technical Assistance Contract* Branch FIN 0-0500 
NRC“31-e3-667 03/03/20 MEYERS. D M Ragiuti 4. Office of Director 

NICHOLAS. J fi NRC - No Detailed Affiliation Given Ip 16733 324 


—8306030284 Mod I. iTicreaslng funding to FV83 levels, to “'Radiation 
Monitoring Program Requirements " 

* Arkancas. State of MORTON, K V Division of Contract* FIN 
fl-0900 NRC -3 1-83-667 63/09/20 Ip 10733 325 


6306030303 Re*pondt to FOIA request For document* re esplorafcion. 
mining or >mllling of U in specific areas in State of N£ 

Foru«r<f* document* listed In app 

FELTON. J M OlViiion of Rules and Records 03/04/01 REID. A B 
Broken Plou Lau Office 2pp 16747 149 


—'8306030398 Approves end draft FR notice re reaasertion of certain 
regulatorv authority In State of NE fSECY-BR- 127> 

CHILK. 8 J Office of the Secreiarg of the Commission 02/04/28 
DIRCK0. H vl Office of the Eiecutive Director for Operations App 
10747 159, 


— 6306030390 Forwards notice of issuance & aval lab 111 tg of reassertion of 
certain regulatory authority in State of NE 
KtRRiG H, Office of State Program*. Director 82/04/26 
COMSSf T R Correspondence 6 Records Branch Ip 19747 163 


— 8306030399 Notice of issuance ^ availability of reessertlon of certain 
regulatory authority in State of NE 

KERR, 0 U Office of 6tate Programs, Director 82/04/26 3pp 
16747 164 


B306060222 Request* 830722 meeting to discuss results of 030710-22 
regulatory review of radiation control program Review will 
cover principal admi ni strati ve technical aspects of 

prograoi 

ALLAN, x| M Region 1. Office of Director 83/05/27 CANNON, J E 
Rhode Island, state of ip 18720 012 


0306060417 Forwards draft version of proposed BD/DOE cooperative 
agreement Agreement formally initiates efforts to implement 
remedial actions to stabilize !< control U tailings 
BQMATOW0KI,R 0 Energy. Dept of 63/05/28 WANKLOM, W South 
Dakoteir Stete of 45pp 18791 001 


8306130336 Responds to 030909 Itr re radiation control program Staff 
relnstrueted to dispatch enforcement Itrs within 2 wis of 
Intp It radiation control section manager will review at] 
insp repts 

SPELL. W H Louisiana, State of 63/06/02 COLLINS. J T, Region 4, 
Office of Director 2pp 18822 361 


8306140189 Summariies 830105 discussion w/0 Nussbaumer it K Sthneidip rr 
Agreement State compatibility concerning financial assurance 
requirements for long-term care at low level radwaste burial 
sites PfOpo&ed criter'la changes to be finalized 
LOHAUS.P H (_ouj Level Haste Licensing Branch 83/05/10 
HIGGINOOTHAM. L Low Level Waste Licensing Branch 2pp 18844 107 


8306140331 Forwards Waste Mg t Group. Inc 'WMG) response to 6 NRC ^ 
States of W/ & SC comments on State of NV Consumer Health 
Sves comments re WMQ topical rept concorning RADMAN Code to 
document 1 oui level waste Input needed by 830927 W/o encl 
NUS&BAUMERj D Assistant Director for State Agreements Programs 
83/89/12 UAPEN. J Nevada. State of Ip 10894 121 


8306150489 Notification of contract execution "Radiation Monitoring 
Program Requ li ements. " awarded to State of UA 

I 1 C 0 FRM 0 TT.D Technical Assistance Contracts Branch FIN 0-0902 
NrtC-31-83-669 03/06/01 MCYERS. D M Region 4. Office of Oirector 

NICHOLAS. J Q NRC - No Detailed Affiliation Given Ip 16066 OOl 


— 8306190488 Contract "Radiation Monitoring Program Requirements." 
awarded to State of LA 

SlHONEAl/X. F P Louisiana. State of MORTON. K V Adm 1 n 1 i t rati ve 

Contracts Branch FIN D-eS02 NRC-31-B3-669 83/06/01 J8pp 

10868 002 


6306190974 NUREO/ DR-0029 VO? N5 

CNFORMATIOM REPORT ON STATE LEGISLATION 

KERR. G W . LANDAU. M Office of State Programs, Director 83/06/30 
llpp 18854 336 


0306160691 Forwards in-process OL amend requests currently being 
evaluated by NRC, In response to final rul e*. ef f ec t i ve 
030506. spec 1 Fying that when licensees request amend to OL* 
licensee must notify appropriate State designee 

TOURIGNY.E 6 Operating Reactors Branch 3 83/06/06 SlMMOns.HE 

North Dakota. State of 2pp 18076 288 24X Fiche 30-289. 03/06/06, 

6306160691 


0306200101 Requests 630902 meeting to discuss results of State of H9i 
radiation control program meeting scheduled for wk of 
03OBO2 Adequacy 6 compatib i 1 1 ty of program will be 
evaluated 

ALLAN. J « Region J. Office of Director 83/06/10 WALLACE, W T 
New Hampshire. State of 2pp 10903 334 


0306220166 Notification of contract execution "Radiation Monitoring 
Program Requirements, " awarded to State of MP 

MCDERMOTT. D Technical Assistance Contracts Branch FIN D-0J53 
NRC-2e-B3-60a 83/06/16 MCOSCAR. J Region 1. Office of Director 

COSTELLO. F NRC - No Detailed Affiliation Given Ip 16737 309 


—0306220160 Contrart “'Radiation Monitoring Program Requirement!, " 
awarded to State of MD 

RE0H. D L Maryland, State of « NRC - No Detailed Affiliation 
Given FIM D-S353 NRC-28-03-608 03/06/16 13pp 18937 306 


6306220244 Notification of contract exocut i on. Mod t to "Catifornlia 
Offshore Radiological Licensee Survey " Onntractoi State of 
CA 

HOVLE.A Adml n is trat ive Contracts Branch FIN D-0709 

NRC-09-82-2S4 03/06/10 DLAHA. J L Program Support Branch 

YAC2«0,C T NRC - No Detailed Affiliation Given Ip 10991 U4 


— 0306220246 Mud 1. extending period of performance to 830630. to 
"California Offshore Radioioglcal Licensee Survey “ 

« California, State of REBELLD, J E Division of Contracts FIN 
B-8709 NRC-09-B2-294 03/06/10 Ip 18931 113 


8306230463 Notification of contract oxec uti on. Mod I to "Radiation 
Monitoring Program Requirements Contractor State of TX 
SfLVId.R (1 Technical Assistance Contracts Branch FIN 8-8504 
MRC-31-03-67J 83/06/14 MEYERS- D M Region 4. Office oF Director 

NICOHOLAS. J D NRC - No Detailed Affiliation Given Ip 
10962 040 


— 6306230491 Mod 1. providing CV03 funding it changing BLR number to 
94-19-30-02. to "Radiation Monltoilng Program Requirement! " 
MACLEAN, R Texas, State of GUSTAVE, R P Technical Assletance 
Contracts Branch FIN 0-8904 NRC-31-83~67l 03/06/14 Ip 

L69B2 041 


0306230494 Notification of contract execution. Mod 2 to "Radlatlsn 
Moriltoring Program Requirements " Contractor State of NE 
8JLVIS.R M Technical Assistance Contracts Branch FIN 0-6903 
NRC-3I^83~670 03/06/lS MEYERS, D M Region 4, Office of Director 

NICHOLAS, J B NRC - No Detailed Affiliation Given Ip 16983 03D 



NONDOCKETED ITEMS 
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~-93O!i2304'96 Hod providing CV83 fundsito "Radiation Honltoring 
Progrort Requ ir &trents " 

B££Kin M Neiraaka. State of GUSTAVE. R P Technical Asaiatance 
Coniracta Qranth FIN D-0503 NRC-31 -83-670 B3/06/15 Ip 

18902 039 


SJOiSTOSOT notification of contract e xocut i Qn» Mod 1 to "Radiation 
Konltoring Program Requirements " Contractor State of OR 
SILVIS.R M Technical Assistance Contracts Branch FIN 0-8354 
NFlC-32-B3"*fl3 83/06/13 ALEXANDER. I Office of Resource 

Hanagtinentt Director HAMADA. 0 NRC - No Detailed Affiliation 
Glveft IP 18932 029 


'-- 0306 23050 9 Hod liproviding funds for CY03. to "Radiation Monitoring 
Progracn Requirements " 

* Oregon^ State of GUSTAVE > R P Division of Contracts FIN 
B-S554 NflC-3 2-83-63 3 83/06/15 Ip 18902 030 


0306270372 Responds to 030104 Itr eiprossing NRC concern over technical 
qualittj of State of NH liconaing program for radioactive 
Aatls Neu comprehensive forms, assoc iated licensing guides 
6: eheclliits uilL ease review process 

I/ALLACEjN T New iiampshlre. State of 33/04/29 HAYNES . R C 

Region 1 j Office of Director 2pp i8993 206 


e3'06280242 Ack receipt of 330301 Itr fy confirms RS Heyor 830311 
discussions w/Oraham tt Simmons re State of N£ radiation 
control program Significant compliance problems identified 
at Univ of NE at Lincoln 

COLLlNS^d T Region 4. Office of Director 63/06/21 SMITH. H D 
Nebraska. State of 2pp 19014 195 


TOPfiEP UENDDR REPORTS AND RELATED CORRESPONDENCE 


0304110936 Forwards financial info for Connecticut Light fr Power Co 
iiestorn Massachusetts Electric Co for 1982 Rept for 
Northeast Nuclear Energy Co will be available on or about 
8304 I 9 

BICHOPfR U Northeast Utilltios 83/04/03 Office of Nuclear 
Reactor Rejulatiorw Director 7lpp 17716 248 24X 

Fiche 50-245.83/04/03.8304110936 


B306010314 Submits update on ULW Owners Group plans to install shunt 
trip feature to reactor trip sys scram breakers Arkansas 
Fawer & Light €o will submit design info during uk of 
030530 Owners groujJ endorses facility shunt trip design 
tJALLACEiE G Babcock S« Hllcoi Operating Plants Owners Group 

WALLACE. C 0, General Public Utilltios - GPU Service Corp 83/05/27 

FISENHUT. D 0 Division of Licensing Ip 18672 310 24X 

Fiche 90-313.03/05/27,8306010314 


Q306 0 2 0364 Farwardis Amend 2 to Rev 3 to "Ederer Nuclear 8afety-Re la ted 
Estra-Safety ^ Monitoring (X-9AM) Cranos " Ropi withheld 
ir«f lOCrRS 790J 

CLARKtC W Ederer. Inc 83/05/27 THOMAS. C Standard! la tlon ic 
Special Projects Branch 2pp 13693 133 


0306020471 Summary of 630313 meeting w/C-E. VCPCO U Sclonce 

App 1 1 cat i onsMne Silver Bpring.MD to discuss submittal 6 rev 
to topical rapt re dry cask spent fuel storage I8F81 
<CENPD-270> 

RCBERTG. J P Advanced Fuel Spent Fuel Licensing Branch 03/03/18 
ROUSEiL C Advanced Fuel Kt Spent fuel Licensing Branch 3pp 
18713 207 


8306020692 Requests payment for review of «A program. Rev 6 Invoice 
ukll b« sent 

HlLLERfU O License Foe Management Branch 83/05/20 
hC F ARLAN D, J E Sargent U Lundy, Inc Ip 10713 323 


— 8306020696 Requests billing for review of OA program, Rev 6 

HILLER. U D License Fee Management Branch 83/05/20 IIANIQM. W E 
Financial Operations Branch Ip 18713 326 


83060-3023G Endorsement 62 to MAELU Policy MF-54 

m lluclBar Energy Liability Insurance Association HUGHES, R J 
Harsh * McLennan, Inc 83/04/21 Ip 18703 020 


- -8386030339 Endorsement 76 to NELIA Policy NF-IS'/ 

a Ni/clear Energy Liability Insurance Association HUOHES.R J 
Marsh ^ McLennan. Inc 83/04/21 ip 18703 021 


0386030476 Forwards draft Gections I 8* ? of May 1903 revised RADMAN 
topical rept Views on Section 2 requested W/o end 
TUITE.P T Waste Manaflemant Group. Inc 83/03/12 R0LE8. 0 Lou 

Level Waite Licensing Branch Ip 18735 247 


3306030509 Informs that each LRG— I t member must submit numerical value 
determined by GE for respective plants on fuel assembly 
lift off d top 1 acement, due to error in fuel asssmblg topical 
rept re LRO~ll Generic Issue 2-CPB 

NOVAW, T rt Assistant Director for Licensing 83/05/23 
HOLTZSCHER, D L Licensing Review Group 11 3pp 18735 091 24X 

F i c he 50-000, 83/03/23. 3306030309 


8306060174 Summary of 330318 meeting u/Uest 1 nghouse re review of 
Westlnghouse gensrlc safety parameter display sy s concerning 
WCAP-10170, "Emergency Response Facility Design & VfcV 
Process " Vendor will append man-in-the loop results 
DICK. 0 F Operating Reactors Branch 5 LS03-B3-06-007 83/06/02 

CRUTCHFIELD. D Operating Roactors Drench 3 I7pp 18720 164 24X 

Flche 30-244.83/06/02.8306060174 


8306070167 Application to amend License DPR-OS. revi sing Tech Specs to 
expand operating region of pQwor/flow map 6. provide 
associated changes in average power range monitor flux 
scram «. rod block trip settings (Proposed Change 83-03 > 

HARRINGTON, W D Boston Edison Co 83-139 83/03/31 VAS&ALUO, 0 B 

Operating Reactors Branch 2 Ip 18739 004 24X 

Flche 30-293,83/09/31,0306070167 


—0306(170174 NED 0-22 198 

"GE 8WR Extended Load Line Limit Analysis for Pilgrim 
Nuclear Power Station Unit 1 Cycle 6 

FtQCHCn,D L . CRIDLEY^R L General Electric Co 02NEDOQ4 
02/09/30 2lpp 18739 016 24X Fiehe 50-293.83/05/31,8306070167 


8306070272 Forwards DAW- 1704, "8«.W Owners Group Bolting Task Force 
Summary Rept of NRC/D6W Owners Group B30S06 Meeting on 
Reactor Vessel Internals Bolting *' Agrees u/overall 
find 1 ngsj w/sxc option re neutron noise surveillance 
TUCKER. H B Duki Power Co 33/09/31 DENTON, H R Office of 
Nuclear Reactor Regulation. Director 2pp 10744 036 24X 

Flche 30-269.83/03/31,0306070272 


—0306070280 Forwards DAy-J7G4. "BfcW Owners Group Dotting Task Force 
Summary Rept of NRC/B6U Duners Group 830306 Meeting on 
Reactor Vessel Internals Bolting " 

TAYLOR, J H Dabcock & Ullcoe Operating Plants Ouners Group 
03/09/20 MINER. S NRC - No Detailed Affiliation Given Ip 
18744 C30 24X Fiche 90-269.83/03/31.8306070272 


—0306070286 0AU-17B4 

"BVW Owners Group Bolting Task Force Summary Rspt of 
NRG/BS<ff Dwnore Group 030506 Meeting on Reactor Vestel 
Internals Bolting " 

« Dabcock 6 Wilcox Co 83/03/31 I24pp 18744 089 24X 

riche 30-269.33/03/31,8306070272 


8306080103 Requests generic approval of NEDE-22290 "Safety Evaluation 
of GE Type 1 Hybrid Control Rod Assembly " Requests 
Issuance of generic SER by 830729 

KLAPPROTH. vJ F (Jeneral Electric Co MFM 096-83 83/03/20. 

THOMAS. C NRC - No Detailed Affiliation Given tp 18773 034 


8306090043 Forward* proprietary Rev 1 to XN-NF-324 (P > . "Exxon Nuclear 
Critical Power Methodology for DWRs, “ per OF Ows luy 600330 
Itr 

CHANDLER. J C Exxon Nuclear Co , Inc (subs of Exxon Corp. ) 

JCC 067 83 83/06/06 THOMAS. C 0 Standar d f xat Ion & Special 

Projects Branch ip 10792 345 


8306090194 Forwards proprietary vcriion of Suppl 2 to Rev 2 to 
'*R0DEX2 Fuel Rod Thermal Mechanical Reeponse Evaluation 
Model " Rept provides sample calculation of BUR fuel 
performance parameters Rept withheld (ref 10CFft2 79011 
CHANDLER. J C Exxon Nuclear Co . Inc (subs of Exxon Corp 1 
JCC G63 83 33/06/02 THOMAS. C O Standardisation & Special 

Projects Branch ip 10792 344 


8306090267 Forwards safety evaluation of DWR Owners Group response to 
NUREO-0737, Item 11 K 3 10, "Mod of Automatic 
OeprestuT 1 cat! on Sys Logic Acceptable optlanf Include 

elimination of high drywell pressure permissive 
CRUTCHFIELD. D Operating Reactors Branch 3 LSO 3 -83-06-0 16 

03/06/00 C0UNS1L,H 0 Northeast Nuclear Energy Co (subs, of 
Northeast Utllltltsl 2pp 18799 280 24X Flche 50-249.33/56/00. 

8386090267 


— 83D6090272 Safety evaluation of BUR Quners Group response to 
NUREQ-0737, I tern 11 K 3 18. "Hod of Automatic 
Depressurization Sys Logic Acceptable options Include 

elimination of high drywelk pressure permissive 

M Office of Nuclear Reactor Regulation, Director 83/06/G8 9pp 
18793 262, 24X Fiche 90-245,33/06/00.8306090267 
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8306070363 Notification of 830607 in^eting <i;/We 5 tmghouse Ouners 
Group in S#tft«sda«HO to {fi^cuss generic design Incorporating 
• hunt trip Into outoioatic roactor protection function in 
roactor trip braafcor* 

IPPOLlTOr T A OporatiD'g Reactor'S Ass«st<nevit Branch 83/05/?7 
HIRAOLlArF J Assistant Director for Safotg Assessment Ip 
19046 114 


8306070497 Forward* request for add! Info re WCAP-aaTSr "Augmented 
Startup (r Cycle 1 Phqslcs Program " Respotnse requested by 
830722 

THOKASjC 0 Standardl la t Ion fe Special Project* Branch TAC IB82 
83/06/02 RAWEr E P Ife 1 1 irtg h ouse Electric Corp 2pp IBStO 152 


8306130444 Forwards mgt revieuf committee const imp lamentation overview 
obsirvitlons re bulk hanger organiiatlon Review of 
documentation supporting establlshad criteria needed 
BARANOWiS U Stone 6 Webstdr. Irac 83/06/09 KEPFLER. x! 0 Region 
3. Office of Director Spp 18831 201 


B30<614D10? Confirms IE mgt 830405 meeting to discuss recent Insp 
findings re nondestructive assay of waste matt* 6 to revleu 
applicable regulatory requirements. 

8T0HR»J P Division of Emergency Preparedness $> Haterlals Safety 
83/04/20 ALTQiR A Babcock MLlcox Go Ip 18839 096 


0306140377 Forwards revisad Table D-U “Pre J Imi nary Stress Level 
Compar tsoni " showing value of ttress concentration factor ■& 
higher calculated peak stresses. Higher peak stresses do not 
affect conclusions from 830586 meeting Meeting summary end 
TAVLORiJ M Babcock 4« Wllcoi Co 83/06/07. MINER* 8 NRC - No 

Oetallerf Affiliation Given Spp 18844 001 24JC 

F 1 C h e : 50-000* e3/06/07« 8306 HO 377 


8306140738 Forwards topical reptsi "Boundary Analytical Assessment of 
NUREG-0630 on LOCA Ic dperatlng kN/Ft Limits*-" per 8^30602 
request 

TUCKER* KB. Duke Power Co B3/06/26 DENTON. H R. Office of 
Nuclear Reactor Regulation* Director STQLZtU F Operating Reactors 
Branch 4 ip 18849 OOl 24X Flche 50''269i 83/06/06* 8306140738 


—8306140746 77-1141256-00 

"Boundary Analytical Assessment of NUnEO-0630 on LOCA 6 
Operating kK/Ft Limits." 

e Babcock & NiUox Co. 83/06/06 S9pp 18849 002 24X 

Flche 30-269* 83/06/06* 8306 140738 


—8306140752 77-1140095-00 

"Bounding Analytical Assessment of MUREO-0630 on LOCA 6 
OpsTatlng kW/Ft Limits ** 

« Babcock U Nil cox Ca 83/06/06 29pp 18845 032 24X 

Flche 50-269*83/06/06*8306140733 


8306190121 Forwards 8ER of OE proprietary 4t nonproprietary 
NeDE-24284-P Si N£D0-242a4. "Assessment of Fuel Rod Douing 
in OE GNRi " Repts acceptable ref iri license applications 
under delineated conditions 

THOMASjC 0. Standardl zation V Special Projects Branch 83/09/31 
QUlRKfU. F Oenaral Electric Co 2pp. 18870 068 


— 6306150124 8ER of OE proprietary & nonpraprle tary NEDE-24284-P 6 
HEDO-24204* "Assessment of Fuel Rod Sowing In OE BMR* " 

Rapti acceptable ref In license applications u/NRC 
supporting documentation 

* Standardization ti Special Projects Branch B3/09/31 9pp 
18870:070 


—8303220403 "Technical Evaluation! of OE Fuel Rpd Sowing Topical Rept 
NEDE-242a4-P " 

CARENrJ F Sfookhaven National Laboraborv 82/03/31 NRC No 
Detailed Affiliation Given 6pp 18070 07? 


8306160284 Forward* Nestlnghouse Owners Group steam generator tube 
rupture IBOTR) emergency contingency guidance approved for 
high pressure version of emergency response guideline set 
Three SGTR guldel Ines* ECA-7r 3 & 9 provided 
SHEPPARD* J. -J Weitlnghouse Operating Plants Owner* Oroirp 
SHEPPARD* d. U Carolina Power Light Cg 00-92 83/03/16 

ElSENHUTiD. 0 Divislgn of Licensing 4pp 13861 013 


— 8306160291 Procedure ECA-7:HP-Baslc "Combined SOTR LOCA " 

* (destlnghouse Operating Plants Owners Group 03/04/18 23pp, 

18661 017. 


8306160412 Forwards draft Rev 5 to "QA Program Topical Rept " 

COUNSfL.W G Northeast Utilities Service Co A03039 83/06/09 

MUnUEY. T F Region t. Office of Director 6pp 18859 090 34X 

Ft Che 90-000*83/06/09*8306160412 


— 8306160424 Draft Rev 3 to "OA Program Topical Rept “ 

* Northeast Utilities 83/06/09 135pp 1 B859 096 24X 

Flche 90-000*83/06/09.8306160412 


8306160493 Forwards "Bounding Analytical Assessment of NUREG-0630 
Models on LOCA kW/ft Limits." reflecting use of FLECSET heat 
transfer correlation as comp ensa ting model to reduce Impact 
of NUREO-0630 mddcls 

MARSHALL. J R Arkansas Power ^ Light Co 1CAN06B301 03/06/09 

STOLZ.J F Operating Reactors Branch 4 ip 18362 083 24X 

Flche 90-313* 83/06/08* 0306160493 


—8306160497 77-1143707-00 

"Bounding Analytical Assessment of NUREG-0630 Models on LOCA 
kW/ft Limits « 

* Babcock U Uilcox Co 83/06/08 20pp 1006? 065 24X 

Fi c h e 90-31 3, 83/06/08* 8306 1 60493 


8306J6094I Forwards OA Co Repts 706509,906577 GA-A16039 describing 

results of OKams on fuel elements w/cracked webs Repts 
convey belief that cracks in fuel block graphite webbing do 
not Intersect fuel holes 

BRCVi H L Public Service Co of Colorado P-83169 83/06/02 

COLLINS. J T i^egion 4. Office of Director Ip 18865 148 24X 

Fi the. 80-267, 83/06/02* 0306160941 


—8306160564 OA-A 1 6829 

"NDE of 54 Fuel ?* Reflector Elements From Fort St Vra 1 n 
Core Segment 2 " 

eAURUi:iN*%f J OA Technologies* Inc /General Atomic Co UC-77 
62/10/31. 196PP 10065 179 24X Fiche 50-267.03/06/02. 

8306160541 


0306170318 Forwards "Assessment of Conservatism in Mark I Downcoirief 
Chugging Lateral Load." documenting presentation during 
830311 meeting 

PFEFFERLEN.H C General Electric Co MFN-l07-a3 03/06/08 
VABSALLOi D D Operating Reactors Di anch 2 ip 18077 237 


—8306170320 Ml-LR-03-01 

'^Assessment of Conservatism in Mark I Downcomer Chugging 
Lateral Load 

« ED8 Nuclear* Inc * General Electric Co 63/05/31 33pp 
10677 238 


8306200019 Summary of 630331 meeting w/utils it Rest inghouse in 
Bethestfa.MO re Uestlnghouse analysis 8< evaluation of 
D4/D9/E steam generator mod 

HOPKINS* J D Licensing Branch 4 83/06/14 Licensing Branch 4 

22pp 10909 327 24X Flche 50-000,85/06/14*0306200019 


6306200255 Responds to HR Denton 830913 telcon re identification of 
plants using reactor steam condensation function in RHR syi 
Mark I owners accept generic response re Humphrey concerns 
on eCCS relief line discharge loads 

SHERWPnD.O G General Electric Co MFN-106-83 03/06/08 

EieENHUT.D 0 Division Of Licensing ?pp 18901 104 


8306210093 Provides update of three Sa 1 em-re lated Issues previously 
discussed Broader range of Salem issues being addressed by 
BltK Owners Group* ATWS Standing Committee will be discussed 
at 830630 meeting 

ENOSiJ T Babcock L Hilcox Operating Plants Owners Group EN08*0 T 
Arkansas Power Sc Light Co ICANO603IO 83/06/14 MATTSON, R J 
Division of Systems Integration ipost B11005I 2pp 18914 237 


6306210146 Forwards NEDO-22215, "Procedures for Determination of Extent 
of Cora Damage Under Accident Conditions*" 6 "Integration of 
Other Plant Parameters Into Core Damage Estimate* " per NRC 
request 

DENTEiT J DWR Oulners Group DWROO-a324 83/06/17 EISENHUT. D 0 
Division of Licensing 20pp 18919 129 


—8306310153 NEDa-»22l5, "Procedures for Determination of Extent of Cere 
Damage Under Accident Conditions " 

LiNiC C , COWAN^R L * KIS8, E General Electric Co a2NEI>090 
02/03/31 □9pp. 18919 149 


— 8306160300 Procedure ECA-B HP-Basic "Up I so I a tab Is SGTR '♦ 

* InIfS tlnghous* Operating Plants Owners Group 83/04/18, 
18861 040 


2Qpp 


■&306160303 Procedure ECA-9 HP-Basic "eOTR W/Q Pressuriier Prassoro 
Control. " 

Mestlngftoui# Operating Plant* Owners Oroud, 83/04/18 J4flp 
1 8B6 1 : 060 


8306210165 Forwards license operator training segment (Pages 49-791 of 
revised Procedure N78AI3, "Nuclear Operator Training 
Program*" per lOCFR95fApp A 

GREEN* H J Tennessee Valley Authority 83/06/17 TKOMPeON* H L 
Division of Human Factors Safety 33pp 18915 257 
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Informs of losult* of a*an. of steam geooi aior internal 
lUru Cosduiater iieader designs intentions to replace 
Meador 303PiA ui/eitemal hoade? l ti completes info 
dUDOSition of all D^^W-dcs » gned headers 
TAVLoi'o « OAtcoCl «• WilCO. C« 81/0616 DtVOUNG.BC 
ilrfCtor's Office. Office of Inspection and bnfoi cement 3pp 
18914 010 


fl-jflA?200a7 Fortixards description df program approved bij Mestinghotjse 
ottvtTS Group to address NUHEG-0737, Item II B 3 re post- 
ac<ld»nl core damage assessment- per Q30A^Q meeting Project 
to be compl'Pted bg end of qr ^ ^ « 

fiMEPPjmO J 'f Westinghoose Operating PUnts Qs/ners Groop 

<KipPARD-J J Carolina Pouier fy Light Co Q3/06/lf. NOimiS-J A 

Oi^eratlng Reactors Branch I 7pp 1H926 203 

A3C6.2202Sn Notification of 030*27 meeting o*/nwR -Hqdrogen Control Owners 
CrojB In Bcthcsda.ND to discuss hgdtogon contiol pi ograih 
Heston- J> Licensing Branch 3 63/06/07 SCHWENCEn.A Licensing 


HOUSTON- 
Braneh 2 7pp 


10951 034 24 X FUho 90-416.63/06/07,0306230230 


PtM6220300 HoUflcatton of 030630 meeting w/B^W Owners Group In 
Be\h*s4a>Mt) tQ discuss organ i lat i ona 1 stiucture established 
to deal w/generic issues & group activities dui ing last A 

s*AI?**S.G C Assistant Director for Opoiating Reactors 03/06/' 
c-tSFNIflJf. D 0 Division of Licensing MATTSON. R Division of 
iutiem* iniegration (post 811003) VCllLMFH.R Division of 

Eng^tneerlng 2pp 10940 301 


a3063aB'*D3 Designates G Lamas as licensing contact w/ovorall 
renunsJliil i tu for staff Interaciian coordination 6 mgt 
Enel identifie* technical contacts for each nt-M Owners Group 
subts""^Ufeee Agenda for 030630 meotlnq one I 
DEMTDW.H B Office of Nuclear Reactor Regulation. Director 
83/06/01 CROUSE. R P Babcock ^ Wlico* Operating Plants Owners 
Group CflOUSC. R P Toledo Edison Co 3pp 


16740 303 


fi3&6230047 Forwards safety evaluation of emergency response guidelines 
Culiellnes acceptable for implementation fc will provide 
daDroived guidance for emergency operating procedure 
8i*v* ifiseent Rosponse schedule i eauested within 90 days 
ElCENJnIT.D 0 Division of Licensing 63/06/01 SHEPPARD. J J 
WPStinghOuse Operating Plants Owners Group 3pp 16962 109 


-“8P06230052 Safety evaluation re Westlnghouso Owners 
gutdeUnes for mitigating tiansloots K 
aer NtlREG''0737. Item I C 1 

a Offite of Nuclear Reactfn Regulation. Director 
73pp IG7D3 Mi 


Group generic 
accidents. 

03/06/01 


830623043/ Forwards Rev 3 to "Corporate Operatlona Nenual.Par* IV- 
FuncCional Manua Is. Sec t Ion I Nuclear OA Manual '' Revs 
reflect arganl lat iona 1 changes 6 clarify Ltemi modified 
in Rev 2 to SRP (NUREG-D0OO) 

RAUSCH. U P Ournt & Roc Co 03/06/09 HAAS 3. N P Duality 
Assurance Branch Ip 10944 023 


--B30A330443 BLroE-COMA- I -NP R03 

Rev 3 to "Corporate Operations Manual.Part I V-Func fclona 1 
Manuals. Section I Muclaar OA Manual " 

ROE. K A Hums ir Roe Co 80/06/09 rSpp 1B944 024 


83G6240203 Provides info re DS-416 undervoltage trip attachments to b« 
Utilized in NRC evaluation of facility. per 6 Nrlght rei^uest 
RAHE.E P Ifestinghouse Electric Corp NS-EPR-2767 03/06/17 

DENTON.H Office of Nuclear Reactor Rsgulatlom. Director 4pp 
18960 246 24X Ftch* 50-369.03/06/17,0306240205 


6306240262 Forwards re'Viseif responses te RETRAN computer code ravleui. 
per NRC B30202 request Draft SER re 4 (/ested prior to official 
release Also forwards *'RETftAN-02 Program for Transient 
Thermal-Hydraulic Analyeis of Complei Fluid Flow 8ys " 

SOMNATZ.T y Middle South Services, fnc 93/06/09 THOMAS. C O 
Qtandardliatlon «« Special Projects Br^ncn 29pf 18970 009 


— B30624G263 EPRt NP-103O~CCM V04 

"RETRAN-02 - Program for Transient Therma l-Hydreul l< 

Analysis of ComplcK Fluid Flow Sys.Vol 4 Applications ” 
PETERSON. C E I OOSE.O C . MCFADDENi U H Energy rncoTparatad 
83/01/31 230PP 10970 034 


0306240313 Forwards proprietary it rvonpropr t etary responses to NRG 
rei^uest for addl Info on WCAP-B72Gf Addendum 2. ''Rev'tsed PAD 
Code Thermal Safety Model Proprietary responee withheld 
(ref 10CFft2 7901 

RAHE. e P Westlnghouse Electric Corp NB-EPR-2773 83/06/02 

THDMAS.C 0 Standard t cation U Special Projects Branch 2pp 
10997 142 


— 0306340314 Requests withholding of proprietary responee to NRC request 
for addl Info on WCAP-aySO. Addendum 2. ''Revised PAQ Cede 
Thermal Safety Model." per t0CFR2 790 Affidavit incl 
WIESEMANN. R A Hestlnghouse Electric Corp AW-03-4S 03/06/02 

TITOMAS. C 0 Standard liat (on i Special Project! Branch 9pp 
10997 144 


— 0306240315 Nonproprie tery response to NRG request for addl Info on 
MCAP-e720. Addendum 2. "Revised PAD Code Thermal Safety 
Model " 

• Westinghouse Electric Corp 03/06/02 lOpp 10997 153 


A3&623<1167 Forwaids addl Info re Hydrogen Tontrol Owners Group program. 
NRC 030203 request Proprietary fy nonp ropr lo iary versions 
at ■"Craiid Gulf Diywell Break Sensitivity Summaiy" end 
^ re-ziT tetar s reot yiltMicld (ref tOCi R? /90I 

dauc^l f rti.»....ppi PI'.O'- Co_ ''ccM-aa/oaia ^83/06/i&_ 


dentdn.h r 

18945 297 


Office of Nuclear Reactor Rogolatian, Director 
24X riche 50-416,03/06/16.0306330167 


llpp 


— 0306230169 0PQ-39AQ2 ftA 

Nonproprietary version of "Grand Gulf DrywoU Break 
Sensitivity Summary " ^ . 

clwitfR.A D Qffshoro Power sqstoms (subs of Westinghouse Clectric 
0J/03/M 397PP 10945 311 24X Flche 50-416.03/06/16. 

0306310167 


0306230334 roruards technical rept. "Goneiic 
Through niJR-5 Plant Designs 
DENTEi T V nWR Owners Group DWROG-Osa;! 
Divislor of Licencing Ip 10942 225 


Control Rod Drive Sys 
03/06/02 EI0ENHI/T, DG 


— 8306230326 TR-5709-t 

"Generic Control Rod Drive By« RtuJy for IIWR-2 Through 
ttUR — s 1*1 an I Desi-Oits. "technlcalrept 

« Teledyne Cnginoerlng Set vires 0J/O5/3I NRC - No Detailed 

AfflUallon Given 44pp 10942 226 

8306230306 forwards revised App E to WCAP-J0170. "Application of &afety 
Parameter Display Evaluation Project to Design of 

b ninnVjkir SiJ K ’ 


W*+t4nihous« Safety Parameter Display Sys 
RAlfe-e p weslinghouse Electric Corn Nb-EPR-2779 
IHOMABiC Standard i cat! on ^ ap 0 cl. 1 l Projects Branch 
18943 061 


83/06/00 

ip 


—8306230391 WCAP-10170 APP E 

Revised App ¥ to "Application of Bafoly Parameter Display 
pvaUellOfs Project to Design of Wes I i nghoose Safeirj 

^ Westinghouse Electric Corp 42320 03/06/08 I3pp 

£0943 062 


0306270260 Forwards "Dound ing Analytical Asiessmint of NUREG-0630 
Models on LOCA kW/ft Limits " 

RODRIQUEZ. R J Sacramento Municipal Utility District RJA 03-505 
83/06/20 STDLZ.dF Operating Reactors Branch 4 app 10990 231 
24X Flche S0-3l2.83/06/S0rB3062?026O 


0306270395 Forwards proprietary viewgraphs used at 030917 meeting w/NRC 
r# review of design process for advanced control room for 
Mestlnghouse Advanced PUR Meeting agenda provided Vlewgrapfii 
uilthhtU 

RAHEi E P Hestlnghouse Electric Corp NS-EPR-2776 03/06/03 

EISENRUT. D G Division oF Licensing 2pp 18993 306 


8306270434 Provides addl justification re proprietary « lass If (cation 
of Westlnghouse Advanced PWR licensing control document 
overall concept Of licensing control decumsnt considered 
Nestinghouse proprietary Info 

MiESEMANN/R A Wes t i nghouse Electric Corp Nfi-ftAW-S3-477 

03/06/21 METER. G C Btandard ( 1 at ion 6 epectal Projects Brench. 
2pp 18793 117 


83062Q0240 Forwards proprietary SUppI 1 to "StablKty Evaluation of BWR 
cores Benchworir Analyses." Kept addresses add! ganeric 
Issues of OWR stability 6 provides add! benchmarking 
calculatlone Regt withheld (ref 10CFR2 790) 

COPELAND, R A E^son Nuclear Co , Inc (subs of Eison Corp > 

RAC 024 03 83/06/21 THOMAS. C 0 3 tandard I la 1 1 on S. Special 

Pro-jeets Branch tp 19015 029 


8306280337 Forwards responses to NRC B3033I queitioni on topical rept 
QAW-10153P. "Estended Bornup Evaluation Coivierva tlsm in 
dole calculations lufflcient to accomodate •ipected' effects 
of Iodine spiting 

TAYLQRiJ H Babcock «c WUcdc Co 03/06/Sl MORAN. D H. 

Btandard (latlon & Special Projects Branch I Ipp. 1900I!299. 


830620039? Advises that info submitted by util oa 030610 re response to 
open lte«s from Equipment Qual t p i cation Branch BQRT Is 
nonpropr letary 

RAHEi EP Westlnghous* Electric Corp NS-EPR-'279l, 03/06/21 

YOUNGBLOOD, 0 J Licensing Branch 1 Ip 19019 000 24X 

Flche 00-445. 03/06/21. a3O6?0O392 
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0306200449 Discu-sses concerns re NRC consideration! that diverse scram 
si/i be required on We* tin-g house plants TWR inherent design 
characteristics adequateJ<j address performance criteria for 
ATWS event* Meeting requested 

RAHEi E P West inghouse Electric Corp WS-EPH-27B7 83/06/22 

DEMTOM.H R Office of Nuclear Reactor Regulation. Director 4pj) 
19019 179 


0306200534 Forwards proprietary Supp 1 7 to ”STH Bundle Submittal 
Mi 1 1 1 1 one'* 1 j Segno nted Test Rod Bundle#" updating' 741003 
rtpt.per Reload 2 license amend GQ Sherwood affida^/it end 
Ript withheld <ref 10CFR2 790) 

C0UNBIL#W 0 Northeast Nuclear Energy Co Csubs of Northeast 
Utilities) COUNaiLiWO Northeast Utilities 010727 03/06/17 

CRUTCHFIELD. D Operating Reactors Branch 5 5pp 19016 292 24X 

Flche 50-243.03/06/1710306280534 


0306300037 Forwards C-E repts. "Depressurization Jb DHR^ Responses to NRC 
Queitlons#" 8upp l 1 to "PRA of Effect* of PORUs on 
Dtpressur i tat 1 on & DHR*' U "-Responses to Plant-Sp ec i f 1 c 
Ouaitions on Oeprai sur 1 zat 1 on #" per 820327 request 
BASHINiH P Southern California Edison Co 83/06/22 «N10HT0N. O M 

Licaniing Branch 3 3pp 19117 062 24X Ftche 50-361. B3/06/22. 

0306300057 


—0306300125 CEN-239 

"Depressuri latlon it DHR. Rasponses to NRC Ouestlons " 
a Combustion Enginaerlngj Inc 83/06/30 390pp 19117 065 24X 

FI Che 50-361# B3/06/a2r 8306300057 


— B3063001J6 CEN-2a9 SOI 

Soppl 1 to CEN-239# "PRA of Effects of POUVs on 
Oapreifurlza tlon te DHR# San Onofre Nuclear Generating 
Station# Uni ts 2 4# 3 " 

* Combustion Eng Inf eri ng. Inc 63/06/30 363pp 19110 063 24X 

Flche 50-36 1 # 83/0 6 /22# 0306300057 


8306300116 Endorsement 33 to MAELU Pol icy MF-96 

* Nuclear Energy Liability Insurance Aisoclatlon 83/06/01 2pp 
19121 066 


WASH REGULATORY PUBLICATIONS - PRE-NUREO SERIES 


0306200037 Responds to FQIA request for blueprints 6 e tp lanatlons of 
assorted power plants Foruards documents describing safety 6 
NRC licensing process for reactors Drawings & design details 
available In listed LPDRs In NY 

FELT0N#JH Division of Rules and Records 83/05/18 EPECTOR# Q 
Affiliation Unknown 2pp IB9I9 320 


—8306200040 WASH- 1290 

Excarpt from WASH-1290# ^'Safety of Nuclear Power Reactors 
(Light Water-Cooled) It Related pacilCties " 

* NRC - No Detailed Affiliation Given 83/05/10 39pp 
18919 322 


WASTE MOT NUCLEAR WASTE MANAGEMENT 


8306020192 Forwards updated EIS schedule for UMTRAP a* of 830501 

ARTHUR# J Energy. Dept of B3/05/01 MARTIN. A Low Level Waste 
LUemlng Branch 2pp, 18701 071 


6306020194 Forwards updated environ assessment schedule for UMTRAP as 
of 830510 

ARTHUR# U Energy. Dept of 83/05/10 MARTIN# D NRC - No Da tot led 
Affiliation Given 2pp 18701 070 


B3060202I7 Forwards best available sorption Info on Colunkbia Plateau 
basalt. alterat 1 on products St Interbed ntatl 
SERNErR J Battelte Memorial Institute# Pacific Northwest 
Laboratory 83/05/13 MILLER# A B Sand (a Laboratories 33pp 
1870L 015, 


G306020220 Forwards proposed agenda for 830527 meeting re UMTRAP 
Implementation 

PAOEiR O NRC - No Detailed Affiliation Given 03/09/lB 
CUNNINGHAM# R E , BROWNING# R , HIOOINBOTHAM. U NRC - No Detailed 
Affiliation Given 3pp iB701 054 


8306020228 Designates 24 contaminated Edgempnt vicinity properties for 
remedial action# Ident if led in end list of radiological 
assessment repts UMTRAP authorized to bring properties in 
conformance w/flnal EFA stds (40CFRI92> 

COFFMAN. F E Energy# Dept off NE-24 83/05/04 ROMATOWSKl.P 0 

Energy# Dept of 2 pp 16701 012 


830602023) forwards info re U mill trtiling*- io#iiedia) action virtmtij 
properties sbatiis.plans f* schedu I . i nt 1 ud i rig dat## used in 
preparir'g project schedule V cost estiiuaie rrpt 

BALL. D M Energy# Dept of 03/04/1/ BPAZLF- r . I C Energy, Ds-pt 
of 3pp 10700 355 


8306030252 Forwards 24 radiological j*. s iinon fc for proporlies in 

Edgemoiit, SD where presence of residual i ad i a 1 og i r a 1 matl 
detected Remedial action recommended foi piopsTlies 
repoitmg residual matl levels above FF'a stds W/ o one I 
MARTIN.D f Low Level Waste Licensing Branch FIN 0-2217 
83/04/31 DAUOLITZ.J Energy. Dept of 2pp 10700344 


83060202S5 Foriuar d s, f or c omment . d i a f t geiieii#. piotcico) for 
Ident I f J c ation. c harac ter 1 zat J ori f# inr I tis i«ri/des ignat 1 on of 
vicinity properties proposed for rd media) action under 
Public Law 95-604 

BAUDLfT/. JE Energy. Dept of 03/05/lJ H lOG I NBOTHAM, L Lou 

Level Waste Licensing Branch I4pp IB^oo 329 


0306030200 Summary of 830419 meeting w/Marline U Corp in Silver Spi jng, 
MD re status of proposed U project m Danville# UA 
KALMAN. K L Uranium Recovery Licensing Dranch 83/09/06 
H1GGIN801)MM, L Low Level Waste Licettsing Branch 2pp 15733 340 


0306030210 Trip rept of attendance at Committee k-5 f, low Level Wssle 
Mgt Committee 830514-15 meetings 6 Conference of Radiation 
Control Program Directors 830516-17 meeting 
HAWKINS# E r Low Level Waste Licensing Branch 83/05/23 
HIOCiNaoTHAM# L Lou Level Waste Licensing Dranch 3pp i B7J 1 142 


B3Q6030244 Summary of 830511 DDE consultation meeting u/stakes# UiiGQ I 
CEO at Oallas-FT Worth»TX airport ie proposed siting 
guide I Ines 

DOYLE# R R High Level Waste Licensing Management Branch 83/05/19 
BELL.K J High Level Waste Ltcenaing Management Branch 29pp 
10734 033 


6306030273 Summary of 830516 meeting lu/DDE in Gal thersbur g# MB re 
siting guidelines DOE should made same version available t« 
public by Issuing FR notice of availability 

PFLUM. C 0 High Level Waste Licensing Management Branch 03/03/20 

SQVLE# R R High Level Waste Licensing Management Branch 3pp 

18734 076 


8306030430 Comments on 830415 Info re 20 properties in Grand Junction, 
CO bo be included in UMTRAP Portions of Properties not 
sclieduled for remedial action under site program should be 
be included 

MARTIN# D C Low Level Waste Licensing Dranch 83/05/06 

DAUBLITZ.J E Energy# Dept of ip 18747 116 


0306030431 Requests seeps vendor must tale to deliver 1902 t- 83 
radioactive shipping records data on magnetic computer tape 
for use in DOF low level waste data base 

JACKSON# K C Low Level Waste Licensing IHanch 83/05/05 CRASE.H 
US Ecology* Inc (formerly Nuclear rngineeiing) 2pp 10735 34D 


8306030432 Comments on Apr 1983 rev of remedial action concept papers 
for Gunnison Inactive U Mill Tailings Site Issuance of paper 
accep tab 1 e 

HIOQINOOTHAH. L Low Level Waste Licensing Branch 83/03/ J I 

MORLEY, J A Energy# Dept of Ip 18739 362 


8306030438 Requests assistance in establishing coordination procedure 
re NRC contractors requesting s i te-spoc i f i c samples from 
high level radioactive sites Meeting requested 

0ROWNrNO#« E Division of Waste Manogempnt 93/05/04 DENNETT# J H 
Energy. Dept of 4pp 10747 140 


0306030442 Requests Info re steps vendor must laVe to deliver 1903 601 
radioactive shipping records data on magnetic computer tape 
for use in doe low level waste data base 

JACKeON.K C Low Level Waste Licensing Branch B3/05/05 
WHITTAKER# M Chem-Nuclear Systems# Inc 2pp 18735 2B3 


8306030470 Forwards generic camments pn 30 Durango tc Salt Lake City 
property repts No generic protocol agreed on for designation 
of vicinity properties Plans for aefial or ground monitoring 
reques ted 

MARTIN, D E Low Level Waste Licensing Branch 83/05/26 
BAUBLITZrJ E Energy, Dept of 4pp 19739 278 


0306030476 Forwards draft Sections 1 // 2 of May 1903 revised RADHAW 
topical rept V/ieus on Section 2 requested W/o end 
TUITE.P T Waste Management Group# Inc 93/05/12 ROLES# O Lou 

Level Waste Licensing Dranch ip 1B735 247 
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3^904030477 Ac I of quartet Ig progress tept on (igdrogcDchE/nical 

a» Riverton & MagbeH siticjs Supports change in 
of project from field data gathering to modeling 
PtNNlFjLl.R A LOW Level Waste Licensing Branch 33/03/24 
Jacobi Engineering Gi oup< Inc ip 18733 2A7 


€!3Ci0604l7 Forwards draft version of pi oposed SD/DOE cooperative 
a|r«eA«nt Agroement formaU*j initiates efforts to implement 
Tcmsdldl acllors to stabilize 8- control U tailings 
RCrWTCU5Kt>R ^ Energvi Dept of 03/03/20 JANKLOWi W South 
Dalotai State of 43pp 18731 001 


B304080140 Forwards review draft of '’Itomedial Action Plan for 
Stab i ] i tat ion of Inactive U Mill Tailings Site at 
C*oprii»burgi PA " Comments requested by 830624 

n»L£riJA Energy. Oept of 83/05/26 NIXDN.WA Office of 
Kvcleair Material Safety & Saf eguar ds. Di i ec tor Ip 10790 102 


— e30**&QH5J UMT|?A-D0e/AL-140 D« 

*flf«edlal Action Plan for Stab 1 1 i la tl on of Inactive U Mill 
Tail lings Site at Canonsborg. PA. " review draft 
•* Efierjyj Dept of. 03/05/31 147pp 18790 103 


8306090033 fin <M*arij of Q3OS09 meeting w/DDE remedial action contractors 
in SHve-r BprlnjrMD po preliminary sections of Canonsburg, PA 
rcaedlal action plan & generic health 6 safety plan for 
UmRAP. 

rLORT*C-A Low Level Uaste Licensing Branch G3/05/S6 

MtCir tlfSOTMAM. L Lou Level Waste Licensing Branch 2pp 18798 020 


8306090353 Forwards seismic study rept for halt Lake City prepared for 
inclusion in EIS Rept ovaluatos effects of probable seismic 
ivints <in vitro tailings pile in South Salt Lake Rept uiU 
u-ndicr«Q format changes fc become App t to DLS 1. EIS 
HQrLEVp J A Energy* Dept of 83/05/31 MARTiNi D NRC - No 
Detailed Affiliation Given 44pp 18797 069 


006090357 "Edgcmoiit Remedial Action program.*' Itr rept for Feb. Har tU 
|l«r i9a3 

JACKSON. P 0 * PERKINS. R W . WOGMAN. N A Battel Ic Memorial Institute. 

Northwest Laboratory FIN n*'2217 83/05/13 FLORY. C A 

Low Level Haste Licensing Branch lOpp 18797 046 


8306140325 Comments on draft UMTRAP technology development plan* 
received on 830S04 Plan provides good general description of 
IHdTRAP Rt<D program 

GU1IGN0LI.6 N Low Level Waste Licensing Branch 83/05/13 
liATIHEWSi M L Energy. Dept of 2pp 18854 116 


8306140331 Forwards Waste tig t Group. Inc <WMO> response to & NRC & 
States of NV tt SC comments an Stats of NV Consumer Health 
Sves comments re WKG topical rept concerning RADMAN Coda to 
document low level waste Input needed by 830327 W/o eticl 
NNSSOAUMER. D Assistant Director for State Agreements Programs 
03/03/12- VADEN. J Nevada. State of Ip 18054 121 


B306140333 Fnruerds radlologicai assessment repts for 11 reAedial 
action designated properties in Edgemont. 5D per 830328 memo. 
Engineering design rspts available from ARtX. Inc M/o end 
MARTIN.D E Low Level Waste Licensing Branch 83/03/1? TUCKER, M 
Energy* Dept of ip 18834 123 


8306140336 Forwarifs initial comments on Yuba City«A2 environ assessment 
of ramedlal actions ori U mill tailings Add] info needed to 
demonstrate that EPA regulations re protection of 
groundwater met 

MARTIN* D E Law Level Waste Licensing Branch 83/03/20 
hGflLEY*J A Energy, Dept of 6pp 18334 123 


8306140351 Forwards radiological assessment repts for II remedial 
action designated properties In EdgemontrSD per 830328 ettao 
Engineering design repts available from ARIX* Inc. W/a end 
MARTIN. D E Lou Level Waste Licensing Branch 83/05/20. 
niEMELI9*J Energy, Dept of Ip 18344 387 


0306140364 Forwards comments on working copy of environ assessment of 
remedial action on U mill tailings at Naturlta site 
Compliance w/EPA stde for groundwater Impossible to assess 
MARTIN.D E Low Level Waste Licensing Branch. 83/05/20. 

HORLEY, J A Energy* Dept of 6pp t8B94 182 


0306140695 Responds to B30422 comments on Green River remedial action 
concept paper Revised paper util be submitted 

MQRLEY, J. A Energy, Dept of 83/05/25 MARTINjD.E Lotf Level 
Waste Licensing Branch 3pp 1B8S4 001 


■30ACH90372 Bubal ts eighth status rept on Edgemont offsite cleanup 
action girogram 

rLOfl.V*C A Low Level Waste Licensing Branch FIN n-2217 83/06/01 
HICGINBOTIIAH, L Lou level Waste Licensing Dranch 4pp 18014 031 


0306150239 Forwards 830529 Itr requesting detarmliiatlor of ntw 
technical Ic econemic data significance fU draft outline of 
DEB suppi fpr South Salt Lake tailings 

MATTHews. M L Energy* Dept of 83/05/26 MARTIN* D NRC - No 
Detailed AffLllatian Given 3pp 18870.055 


30614OIQ5 QummarlfPS Q3Q409 discussion u/D Nussbautner 6 H Schneider re 
Agreement State compatibility concerning financial assurarree 
requCrvMsnts fnr iang-*>term care at low level raduaste burial 
cites Proposed criteria changes to be finalised 
LOtlAlfSi P N Lou Level Waste Licensing Branch 83/03/10 
H I GGIN&ttFNAMi L Low Level Haste Licensing Branch 2pp 10044 187 


8306150233 Forwards comments on Apr 19Q-3 draft, "Surface Gamma Ray 
MBASurenent Protocol for Bmall Parcels <>n Open Lands." 

Opportunity to review fc concur u/final verslan prior to 
Issuance requested 

MARTIN.D E. Low Level Haste Licensing Branch 83/05/31 HHtTE* M 0 
Energy, Dept of 3pp. 10870 050 


306140109' Trip rept of Q302PQ-0301 visit to Tucson. AZ to attend waste 
e|t conference* A8ME radwaste committee mcotiiig & AN3 40 33 
vdS reduction std committee meeting Moetltig summaries end 
jCJSf^SOM* f C Lou Level Waste Licensing Branch 03/03/24 
LOilAUtS.f* M Lou Level Waste Licensing Branch lipp IDB44 189 


^140195 Forwards camments on NRC *- WISP draft. "Study of Isolation 
Sgt far Geologic Disposal of Radwaste** re hydrology, 
grolag v* geochemistry* design. waste package 6 performance 

assvvsiseAt 

MlLLEffliJC J Klgli Level Waste Hconsiny Management Branch 83/05/11. 
BCLLiK J High Level Waste Licensing Management Branch 17pp 
|BS<4. 164 


106140203 Submits specific questions 6 answers discussed by NRC. OAJ 
II Ceo Tra^tilnc during 830307 h 08 hydrogeology modeling 
aeetin^s re imp I entente t ion of SWIFT (Version 4 81 > 

WEBER.*M F High Level Waste Licensing Management Branch 83/05/11 

AKAPP*-H P High Level Waste Licensing Management Branch llpp 

18044 SllO 


6306160642 Foruards environ assessment It action description memo for 
remedial action activities planned for vicinity properties 
in EdgemontfSO Proposed action will remove U ml 1 1 tailings 
St return tailings to TVA millsite or disposal site 
TUCKER* h K Energy. Dept of. 83/06/06 QAUBLlTZr J. E Energy* 
Dept of 9pp 18076 263 


8306170446 Fnruards radiological assessment repts for 15 properties in 
Edgemont, 3D where residual radiological mail detected 
Remedial action needed for properties u/residual matl levels 
above applicable EPA stds 

MARTIN* D E Lou Level Waste Licensing Branch 0D366. 83/06/06. 

DAMDLiTZ*J Energy. Dept of 2pp 18907.328 


8306200012 Forwards "Economic Impact of Remedial Action Options. Vitro 
Tailings Site. City of South Salt LakeiUT " Rept util be 
included in suppi to PE8 it FES Comments requested by 830617 
MATTHEWS. M L Energy, Dept of 83/06/08 MARTIN.D NRC - No 
Detailed Affiliation Given Ip 1&909 001 


0614-I>S(]3 Foruarils first 11 radiological assessment repts for 
properties In Edgemont. 80 where presence of residual 
yadtola^lcal nails detected NRC concurrence should be 
eb.t 4 in«d on properties uhleh DOE decides not to designate 
hUtWKEAta.E F High Level Haste Licensing Management Branch 
83/03/22 BAVBUTZ.J Energy, Depl of 2pp 18844 206 


061-40289 Comments o-n monthly rept for Feli^Apr 1982 for Edgemont 
cIrAmup action program No repts received since 830421 Repts 
eust Dm euhmiiled as expeditiously as possible 

FLORYpC a Leu Level Waste Licensing Branch FIN n-2217 03/06/03 

A Battel le Memorial Institute. Pacific Northwest 
LabOTJitOiry 3pp IBS44 803 


— Q306SOOOIG ''Econamic Impact of Renedlal Action Op tioni* Vitro Tallltlpi 
aitftrCUy of South Lake Clty.UT " 

« Jacobs Engineering Group. Ire 83/06/06 60pp 18909.002 


8306200415 Notice of availability of draft technical position on 
"Solubility l( Speclatlon of Radionuclide Compounds for High 
Level Waste Repository Safety Assessments ** 

MILLER, H J High Leva I Waste Technical Davelopmant Branch 
93/03/23. app. 10919 268 


— 9306200419 "Assessment of Radionuclide Bnlubllltle* by Conserve tivs 
Estimatiori of Concentration NRC Technical Position 
a High Laval Waste Technical Davelopaient Branch. 03/05/23 23pp 
18919 270 
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0306210423 Forufarrf* K Kami 11 casouopk statu? nummary rept on Rifle, 
CO UMTRAP site Removal of wilestone for providing comments 
on DOE notice of intent to pylilish EI& requested W/o end 
MARTltt. 0 e Low tavBl Waste Licensing branch 83/03/27 
BROHNINO^R E. Division of Waste Management Ip 18936 362 


830621042B Diacusaes I icanae amend 4c other documentation nocessarv to 
accommodate disposal of vicinity property motls 

TUCKER. H K Energy. Dept of 83/06/01 SMITH. O Uranium Recovery 
Field Office 2pp 18*737 031 


0306220164 Forwards DOE 830317 response 6 B3D503 request for 
c ler 1 f ica t ion of DOE position on use of disposal sites by 
commerlcal waste generators 

BBDHNIMOi ft E Division of Waste Management 83/06/13 KERH.O W 
Office of State ppogramsc Director CUNNINGHAM. R Division of Fuel 
Cycle & Material safety Ip 1B937 325 


—0306220173 Respond* to request for clarification of DOE position on use 
of disposal sites hy commerical waste genarators Details of 
testimony presented at Senate >/udiclary Committee 830302 
hearing submitted 

COFFMAN. F E Energy. Dept of 83/03/17 DRQWNINC.R E Division 
of Waste Management ip 10937 326 


—8306220176 Requests clarification of DDE position presented at Senate 
Oudlciary Committee B30302 hearing re use qf disposal sites 
hy eonimercial uast* generators 

BROWNINO.R E Division of Waste Management 03/05/03 
COFFMAN. F E Energy, Dept, of Ip 18937 327 


3306220167 Forward* info on sii Grand Junction site properties 
designated foi remedial action due to contamination w/ 
residual radioactive matl Properties outside Grand Junction 
site being identified t radio 1 oglcal ig examined 

BAUflLITZ. J E Energy, Dept of 63/06/10 HlGOINflOTHAh. U C-ou 
Level Waste Licensing Branch i3pp IB937 292 


0306220208 Forward* 030603 updated UMTftAP environ assessment schedule 
ARTHUR, J, Energy. Dept of 03/06/00 NARTIK. D NRC *- No Detailed 
Affiliation Given 2pp 18751 021 


0306220211 Advises that NRC comments on draft remedial action concept 
paper (RACP) far R i vert on. MV. Incorporated into revised RACP 
HORLEY.J A Energy. Dept of 83/06/00 MARTIN, O Lou Level Waste 
Licensing Branch Ip, lB95t 020 


8306220287 Forward* listing of UHTRAP documentation delivered to U 
Full Licensing Branch on 930606 

KALMAN, K L Low Level Waste Licensing Branch 03/06/11 

MARTIN, 0 C Low Level Waste Licensing Branch 9pp 10777 307 


8306240179 Foruardsi for review. Salt Lake CityiUT EIS section on public 
St agency cpmnen.ts |c reiponses to comment* Seismic, land value 
It hydrology addendum sections should receive review 
priority 

MATTHEWS. M L Energy, Dept of 03/06/17 MARTIN, 0 NRC “ No 
Detailed Affiliation Given 77pp 16997 241 


0306240297 Deiignates IS Edgemont vicinity properties as contaminated 
areas needing remedial action Total number of Edgemont 
vicinity properties so designated is 50 Remedial action 
should be completed during 1783 const season 

COFFMAN. F E Energy. Dept of NE~24 B3/06/15 ROMATOW8K|,B 0 

Energy. Dept of Ip 18799 107 


0306240303 Oikcusses requirements for waste classif i cation 6 waste 
form published in Fft Technical position papers on raduaste 
claesif icatlon 8( waste form end 

HIGGINBOTHAM, L Low Level Waste Licensing Branch 83/05/H Lou 
Level Waste Licensing Branch 27pp 10978 329 


83062d03fl8 Concur* w/lssuance of Har 1903 versions of remedial action 
concept paper* for Grand Junction 6 Rifle inactive U mill 
tailings site* 

HIGGINBOTHAM. L Low Level Haste Licentlng Branch 83/04/21 
KORLEV, J A Energy. Dept of tp. JB907 353 


8306240402 Forward* 830601 updated sched uU for UMTRAP E16 

ARTHUR. J Energy. Dept of 03/06/15 MARTIN. D NRC - No Detailed 
Affiliation Given 2pp 18778 067 


8306240486 Trip rapt of attendance at Awerican Chemical 0 dc S30320-2'5 
meetings in Seattle. HA re giocheiAlcal behavior of disposed 
reduaste 

8TARMEfirR J, . BROOK B. D, J High Level Waste Technical Development 
Branch 83/04/20 JUBTUS.P 3 High Level Waste Technical 
Development Branch, 7pp 18998.073 


8306280070 Notification of 030021 meeting w/Marlmo Oil €o tn Dothetdj, 
MD to discuss potential U mine t. mill complex i ii 
Pittsylvania County. VA 

martin, D E Low Level Waste licensing Branch 83/04/20 
DAVIS, J G . MAUSSMARDT.D , BRUNNI NO, R L NRC Mo Detailed 
Affiliation Gi^en 2pp 19036 360 


8306280200 forwards notice of ava i lab 1 1 1 tij of NRC draft kechniral 
position "Solubility 6 Spec i f i cat ion of Radionuciido 
Compounds for High Level Waste Repository Safety 
Assessments ' 

miller, H J High Level Waste Technicil Development Branch 
03/05/26 FELTON, J M Division of Rules and R(*cards Ip 
19527 001 


— 8306200271 ^‘Soluhlllty 6 Specification of RadionucJide Campoundi loi- 
Hlgh Level Waste Repository Safely Assessments. ' draft 
technical position 

•» High Level Waste Technical Development Branch 03/06/30 7ipp 
19527 OOd 


XPQRTLIC EXPORT AND IMPORT LICENSES 


930602D580 Application to amend eipoil licence changing quantitiji Ip 
703 D47 kg U»235. canta ined in 26,00/ ky U ^ 0 162 kg l/-23a, 
contained in 5 0 kg U ^ reflecting that matl is of 
Australian origin 

HANNCTT, B A Transnwc lear, Inc n»U'395 83/05/1/ MOQIIE.N 

Office of International Programs, Diroctoi Ip 1Q713 063 


8306020593 License for Transnucl ear, Inc to export 591 200 kg U-235, 
contained in 19,733 kg U 6 O 243 kg U-233, conta ined in 
6 kg LT, to Sweden 

ZIMMERMAN, J V Assistant Director fot f xpor 1/ Import 5 Internaliore I 
Safeguards RBU-433 83^05/23 2pp 18715 039 


8306020597 Amend 2 to GA Co expoi t 1 u ense, Chang ing name of licensee t 
ultimate consignee % extending expiration date to 661201 
ZIMMERMAN. JV Assistant Director for C xpoi t/Tmpor t V International 
Safeguards lEL-1013 83/05/24 Ip 18713 030 


8306020615 Executive Branch position ie Milto Inti. Inc application to 
export 4d0. 000 lb greensalt to Israel Application should be 
returneiJ w/o action 

DEVINE. J D State. Dept of 83/03/10 SHEA. J ft Office of 
I nternatinrial Programs. Director Ip 10713 043 


8306020623 Amend 2 to OA Co export I I cense. chang ing name of licensee 6 
ultimate consignee L extending expiration date to 861201 
ZIMMERMAN, JV Assistant Director for Export/ Impot t 6 I ntornationel 
Safeguards rEL-9aO 03/05/23 ip 18702 336 


8306030620 Amend 3 to Ed I ou intl Co 1 1 cense, t ncreas i ng quantity of bulk 
tritium gas exported to 40,000 Ci.for expoj t to United 
Kingdom 

ZIMMERMAN. JV Assistant Director for Export/ Import & Internet lortti 
Safeguards Q3/03/23 Ip 10716 330 


83060-20645 Executive Branch position re Reactoi Expet iments. Inc ainpn4 
application to export II 5 mg Pu-239.a& metal disks 
ancapQiil ated in nickel to Japan License should be gi antod 
DEVINE. J B State, Dept of 03/05/16 SHEA. J ft OffiCii of 
International Program*. Director Ip 18716 277 


8306020653 Foruards Exxon Nuclear Coi p requeiC far amend to expoit 
license increasing quantity of matl exported to West 
Germany 

ZIMMERMAN. J V Assistant Director for Exporl/Impor t 6 I nternat lortil 
Safeguards 03/05/17 RAYMOND, J Energy. Dept of Ip 
18716 269 


— 8306020659 Application to amend 1 Icense. 1 ncreasing quantity of U 
hexafluoride for export to West Germany 

KIEL.G ft Exxon Nuclear Co , Inc (subs of Exxon Corp } 
03/05/10 ZIMMERMAN, J V Assistant Director for Exp ort/Irtport h 
International Safeguards tp 18716 270 


0306020663 Informs that C Itoh & Co 83O5J0 application for license to 
export 200 guide thimble tubes to Japan meets requirement* 
of Atomic Energy Act License issued w/o 15 day waiting 
period 

ZIMMERMAN, JV Assistant Director for Export/Import Internat ioFial 
safeguard* 83/05/13 A«cistant Director for Export/ Import S' 
International Safeguards If' 10716 253 


0306020670- Application to amend export licenses extending expiration 
dale to 861201 changing ultimate consignee 

MOWRY, W R GA Technologies, Inc /General Atomic Co IEL-4D70 
83/05/17 ZIMMERMAN, J Assistant Director foi Erport/Impor t b 
International Safeguards 2pp 1B716 247 
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ff!K>6020ii7”’ Re-qjoasta formal action ro issuance or dooi:]! of export 
Ilce^niF applications 

SCHHKKCL.f1 L Monsanto Research Corp nLS-2160 83/01/10 

□ of nuclear Material SaPetij f/ Saf eguar ds. Di rec tor 3j>p 

19715 3^*0 


03O-6O2Oi'8a Informs that License J<3NM’^202H mai^ be issued No matl 
c-hanged circumstances since issuance of License XSNM-1712 
KOOflE.R n Assistant Directoi for Expor t/ Import t International 
Safeguards D3/0-5/17 Assistant Director for Export/ Import ti 

Interrat Iona ! Safeguards Ip 10713 327 


e3OS03CK>tl Ciecutive Dranch position le Tdlou Infel Co application for 
Aaend to export 1 1 cense, increas mg q,uantitg of bulk tritium 
.gas Amend should be issued 

f>EV(NE. J B Stato< Dept of. Bureau of Oceans Inti Environ h 
S^CLsrtlfic Affairs 03/05/16 SHEA* J R Office of International 
Programsi- Director Ip 10733 MO 


Br306030051 Forvards application for license to export nuclear fuel 
a leaents to Tatuan 

KIELrO 8 Ciion Nuclear Co . Inc (subs of Exxon Corp ) 83/03/06 

JlHMEnMANiJ V Assistant Director for Export/ Impor t fy International 
Safeguards Ip 10733 19/ 


-'B306030060 Application for liconse to expoit 3.163 ig 0-23 3^ con ta i ned 
in 764 762 kg Ui in Fuel assemblies, to Taiiuan 
KIEL<G n Eitxon Nuclear Co # Inc (subs of Exxon Corp ) 

Q3/05/06 Ip 18733 198 


8306030081 App I i cat 1 on to amend license to expor t. incorporating Listed 
info ii components iSx extending expiration date to G30630 
UXLSOffiO D Oeneral Electric Co Daw-0S9-83 03/03/11 

i/RiClITp 0 L Assistant Director foi Export/lmpor t ^ International 
Safeguards 2pp 16733 267 


83<36030>17 Informs that Amend 2 to Liconse X6NM-t9/7 mag bo issued No 
eiatl changed circumstances since issuance of Amend 1 to 
License XSWM-1912 

MCMJftEpfl N Assistant Director for Cxpoi t/ Impor t & Internationa 1 
Safeguards 03/03/23 Assistant Director for Expor t/Import V 
[rxt ernat 1 onal Safeguards Ip 10733 303 


8306030160 Application to amend export 1 i cense* o xtending expiration 
date to 040630 

BIttfEHi p M Hoke* Inc 03/09/23 HEMDV.E NRC - No Detailed 
Affiliation Olven Ip 18733 3M 


&3060'30169 Application to amend export 1 i cense* add mg listed ultimate 
consignees Poi Zlrcalug A tube shells 

BUDNaCORE. J A Mitsui it Co (USA). Inc (subs of Mitsui & Co * 

Hd » G3/0D/20 NRC - No Detailed Affiliation Given Ip 

18733 319 


6306030-169 Telecopg application to amend export 1 1 c ense* chang tng 
address of ultiaiate intermediate consignees 

FOSTER.C iM Edloui International Co 03/09/24 HRiOHTiD Assistant 
Director for n*port/ Impor t V intornai t otial Safeguards Ip 
18733 316 


8306030174 Amend 1 to OE 8< OC Technical Bves Co* Inc export license* 
delating tuo Iti termed late cons 1 gnees* chang Ing address of 
Tiaialnirg 1 ntermrd la te cans Ignoe* add ing tu/o parties to 
*ip-ort extending expiration date to 860610 

ri PfliEnrtAIM. J V Assistant Director for Expor t/Import S* International 
Safeguards DS3W-O39«03 83/03/26 Ip 18733 317 


830'603D2I9- License for MtiT Chemical. Inc to export 1000 leg natural 
thorium to Austral ia* Canada* France* i/apan* The Netherlands* 

United Kingdom Uest Germany 

ZifiMEflKAN.J V Assistant Director for Export/Import &■ International 
Safe-guards R(3D 03/03/26 Ip 18733 346 


8306030 - 2 P 6 License far Exxon Nuclear Co* Inc to export miscellaneous 
parts 4t components for use in nuclear reactors to Francs 
ZirfiMERMAN.JV Assistant Director for Export/ Import U International 
Safeguards 03/09/26. Ip 10733 347 


83>06030249 Amend 1 to Exxon Nuclear Co* Inc license* increasing value 
of axport to Uest Oermang 

ZlMHEflMAN. J V Assistant Director for Export/Import International 
Safeguards 83/09/24 Ip 18734 064 


&306030474 Forwards FR notice re "Applications for Licenses to Import/ 
Esp-ort Nuclear Facilities or Matle." for publication In FR 
lIKliERMANiU y Assistant Director For Cxpor t/lmport St Internationa] 
eafaguardi 03/09/23 CQMaS* T R Office of the Becretarg of the 
Caamissian Ip 10739 282 


8306030470 Notice of applications for licenses to Imp or t/e i p ort nuclear 
facilities or matJs 

ZIMMERMAN. J V Assistant Director for H x port/ Impor t Sc 
Intorna tlona i Safeguards 03/09/23 2 pp 18733 283 


* **^^tlQn for license to import 900*000 kg IT* enriched to 

HARMON* D N DraunboMe Transport fc Storage* Inc 03/05/10 
MOORE* R N Assistant Director for Export/ Impor t & Int ernat 1 ona 1 
Safeguards Ip 10740 399 


Q3O6O?000B Amend I to Ed 1 ou Inti Co export 1 i c ense* c hang In g ultimate 
V intermediate consignee addresses 

ZIMMERMAN* xJ V Assistant Director for Expor t/lmport & International 
Safeguards HSA-JA-O (RLK-1 83/03/31 Ip 18798 010 

030609-0009 Amend 1 to Nest ing house export 1 Icense* a d d ing Intermediate 
cons 1 gnee 

ZIMMERMAN. vJ V Assistant Director for Expor t/Imp prt & I nterna 1 1 ona I 
Safeguards ZE60237 03/09/26 Ip 18798 009 


8306090012 Application to amend export license increasing max U 
enrichment to 3 99X. Incroas Ing U-239 tp 2.944 kg. changing U 
hexafluoride to U dioxide sintered pellets & adding partg to 
export 

HERSCH.M H Kestlnghouse Electric Corp MMH-376. 83/09/29 

ZIMMERMAN* J V Office of International ProgTams. Director Ip 
1 8790 000 


03D6070101 License for Weitinghouse to export three electrical 
penetration feed-^through assembly parts, including support 
matl* to Gultierland 

ZlMMERMAN.tl V Assistant Director for Expor t/Import U International 
Safeguards ZE 10S03 03/03/31 ip 18797 113 


8306140260 Application for license to export tuo Zlrcalou tuba shells 
to Japan End use statement end 

DUaNOCORE. J A Mitsui L Co . Ltd 136300 03/05/23 3dp 

10044 300 


8306140367 Amend 8 to Edlow Inti Co export 1 Icense* author! z ing 
retransfer of 200 uCl Cf-292 source from United Kingdom to 
1 srae 1 

ZIMMERMAN, J V Assistant Director for Export/Impart it International 
Safeguards Tnc-4 83/06/01 Ip 18844 303 


8306140271 Amend 2 to Hoke* tnc export I Icenie* a xtending expiration date 
until 840630 

ZIMMERMAN. J V Assistant Director for Export/ Import U Inter national 
Safeguards HNU-lOl 83/06/01 Ip 10844.304 


0306140274 License for Transnud ear* Inc to Import 17*000 kg U* enriched 
to 0 B'4 U“239* from France 

ZIMMERMAN* J V Assistant Director for Ex port/ Import & International 
Safeguards 83/09/31 Ip 18044 309 


8306140281 Advises that proposed import of 17*000 kg U. enrich e if to 
0 8*4 U-239. from France conforms ui/std shipping provisions 6 
util not be Inimical to common defense & security S* does not 
constitute undue risk to public health it safety 

MOORE.R N Office of International Programs* Director 03/06/01 
Director's Office* Office of Inspection and Enforcement Ij 
18044 309 


83D614D2B8 Application for license Id import 92.000 kg U* enriched to 
3 85X U-239, from France 

KIEL. 0 R Exxon Nuclear Co , Inc (subs of Exxon Corp >. 83/09/20. 

ZIMMERMAN. J V Assistant Director for Export/Import k International 
Safeguards 2pp 18844 313 


8306140290 Application for license to import test specimens* in form of 
solid oxides or fluorides securely bonded to metal baeklnge. 
from Belgium Fissionable deposits cull] be used for fission 
rate measurements to test nuclear data 

PEVEV.L E Commerce* Dept of* National Bureau of Stenifards 
83/03/29 Assistant DiredTor For Export/Import I* International 
Safeguards Ip 10844.308 


6306140298 Application for license to impart test specimens* In form of 
solid oxides or fluorides securely bonded to metal backings, 
from Belgium Fissionable deposits mill be used for fission 
rate measurements to test nuclear data 

PEVETrL E Commerce* Dept of* National Bureau of Stanifards, 
03/03/25 Assistant Director for Export/ Import k International 
Bafeguardi Ip 18844^332 


8306140309 ReRuests Executive Drattch position re Uestlnghouie 
application for license to export 8NM to Y-ugoslevla 
Mestlnghouee 030529 I tr supersedes 83091! request 

ZIMMERMAN* J V Assistant Director f-or Exfxort/lmport & International 
Safeguards 63/06/01 STOIBERiC R State* Dept of* Bureau of 

Oceans & Inti Environ Zt Scientific Affairs Ip 10894:079 
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B306140394 Applicdtinn for licence to import 19 9 kg Ur enriched to 5/ 
U-2a9i from France 

STEVENSOMrR L tedoui Jr Co i Inc a3/0&/24 WRlGHTr B L Assistant 
Director for Export/Jmport U International Safeguards 2pp 
18844 393 


— 8111040442 Anend 3 to License 29^01 442^01 . author 1 1 tng use of Pu & U-235 
for instrument callbr & lab sample analysis 

HRIOHTiE G Division of Fuel Cycle b Material Safety 7B/09/19 
2pp ieS44 359 


83{>&i5D271 License for NOS to export Cf-252,as ceramic ocide pellets* to 
Peoples Republic of China 

ZIHM£RMAN»J V Assistant Director for Export/'lmport & International 
Safeguards B3/0&/D2 Ip 10369 361 


B306I50337 Application to amend export license changing ultimate 
consignee 

HANNETTrB A. Transnuc 1 aarx Inc TNP-429 33/06/03 MQDREr N 

Office of International Programs! Director Ip 18B68 347 


B306150340 Application to amend export license increasing quantity 
of U-235 tp liStS kgx contained in 44i 500 total Ur to Nest 
Germany 

KARCKALi J European Communities! Commission of 63/06/01 
GRIFFIN. J A Energyx Dept of. Ip 18360 340 


G306190343 Application to amend export license extending license 
to 040701 

NOZNIAK! D R Carpenter Technology Corp 03/06/01 HEHHYiE 
Assistant Director for Export/lmport 6 International Bafeguards Ip 
10068 349. 


0306190345 Application to amend export license extending license 
to B40630 

DRUSHxP N Hole. Inc 83/06/02 KEMOY, E NRC - No Detailed 
AfflllatLon Given Ip 10060 390 


B3O613O340 Application to amend license to export in~core detectorsx 
control rod drive parts 6 miscellaneous unspecified parts 
for replacing existing items in Tarapur reactor to India 
WILSON! 0 D General Electric Co BDN-066-83 83/06/03 HEHBYi E 0 

htRC ~ No Detailed Affiliation Given 2pp 1006B 391 


8306190426 Application for amend to import 1 Icense* increasing quantity 
to 1&!700 kg Ux enriched to 1 lOX U-235 

HANNETTxB A Transnuclearx Inc. lNP-434 83/09/26 MOORE. N 

Office of International Programs. Director Ip 10066 397 


B306i5043i Amend 1 to Nuclear Metals. Inc export license, increasing 
quantity of matl authorized to 40.000 tg depleted U for 
export to United Kingdom 

PETERSON. M IR. Assistant Director for Export/lmport k International 
Safeguarifs 03/06/07 ip 13860 358 


8306190433 Application for license to export miscellaneous fuel 
hardware to Uest Germany 

a Central Electric Co BDN-067-83 83/06/03 Ip 18860 339 


8306190497 Amend f to Mitsui h Cq« Inc export license, adding Ohi Unit 2 
b Oinkai Unit 2 as facilities authorized to receive Zlrcalou 
2 & 4 tube shells 

ZIMMERMANr J. V Assistant Director for Export/Import 6 International 
8afe guards 83/06/01 Ip 1B86B 360 


8306150496 Application for license to export two Zircaloy tube shells 
to Japan 

SUDNOCQfiEi U. A Mitsui k Co , Ltd 136300 83/05/29 3pp 

10867 001 


8306190499 Application for license to export 903 kg U-239. contained in 
26.189 kg Ut t-o Japan 

OKAOAiS. Mitsui 6 Co . Ltd MBK-^Ol-Rl 03/06/01 tp, 18868 361 


B306190462 Application for license to export proportional counter. 
Model RB"PI“OB09-101 Jt compensated ionliation chamber. 

Model R8-Cl-2SU-li5 to South Korea 

BKARUPAxJ. D Reuter-Btokesf Inc. A-9307 03/06/03 9pp. 

10869 201 


B306190463 Forwards application for license to export enriched U 
hexafluoride to Japan 

hEKliM Marubeni America Corp Isubs of Marubeni Corp ). 83/06/03 

URlOHTfB L Assistant Director for Export/lmport k International 
Safeguards Ip 18869.212 


— 8306190463 Application for license to export 723 kg 11-239, am U 
hexafluoride. to Japan 

a Marubeni America Corp (subs of Marubeni Corp. ), ZHO270-1N 

83/06/03. Ip. 16869 213 


0306150467 Application far license to eipoi t Pu-242. contained In 5 g 
solution of 5 molar mitric acid. to Japan 

FOSTER. C M Edioiv International Co SHlB-13 03/06/06 Ip 
18069 217 


8306150468 Ltr of assurance re export of 699 kg U-235> contained in 
23.714 kg U. to Japan 

8HIRAKAMA, T Japan. Govt of 83/05/25 GRIFFIN, J A Energy, 
Dept of ip 18869 220 


0306150470 Forwards FR notice of applications for licenses to export 
nuclear facilities or matls 

PETERSON. H R Assistant Director for Export/lmport U International 
Safeguards 03/06/08 COMOB. T R Correspondence k Records Branch 
ip 18954 333 


— 0306150475 Notice of applications far licenses to export nuclear 
facilities or matls 

PETERSON. M R Assistant Director for Export/ Import 6 International 
Safeguards 03/06/08 2pp 10894 334 


0306160205 License for Exxon Nuclear Co to import 26.000 kg U« enriched 
to 3 30% U-239x from Franco 

ZIMMERMAN. J V Office of International Programg. Director 
03/06/13 Ip 18073 025 


8306160270 Forwards applications For export licenses for minor nuclear 
export Ltr of assurance required W/o end 

ZIMMERMAN. J V Assistant Director for Export/lmport 8e International 
Safeguards 03/06/13 RAYMOND. J J Energy. Dept of 2pp 
10092 361 


0306160624 Application for license to export 196 kg U-235x contained in 
9. 171 U. to Japan 

OKADA.S Mitsui k Co (USA). Inc (subs of Mitsui k Co , Ltd ) 
KBK-H1-R7 (D) 83/06/09 ip 10004 314 


8306160626 Application to amend license to export. Increasing quantity 
to 12 270 kg U-235. contained in 27 026 kg U. to Japan 
MAR C HAL. J European Communities. Commission of 83/06/01 

GRIFFIN. J A Energy. Dept of Ip 18604 313 


0306160636 Amend 1 to Nuclear Metals. Inc export 1 icense. increas 1 ng 
quantity of matl to 1.000 kg depleted U. contained in 
U blanks 

PETERSON. M R Assistant Director for Export/lmport 6 Intornational 
Safeguards 1-201-71 03/06/10 Ip 10884 349 


8306160640 Amend 1 to Carpenter Technology Corp export license, 
extending expiration date to 040701 

PETERSON.MR Assistant Director for Export/Import k International 
Safeguards CARTECH-SPD 102 03/06/07 Ip 18004 341 


8306160646 Application for license to export lO pieces ZircalO'y-4 
guide thimble tubes to Japan 

SANGERTER.DH Sandvik Special Metals Corp SSM-31014 83/06/07 

Ip 18804 282 


0306160693 Application for license to export 790 pieces Zlrcaloy-4 
guide thimble tubes to Japan 

BANGERTER.D H Sandvik Special Metals Corp SSM-31012 83/06/07 

Ip 18804 356 


0306160657 Application for license to export 10 pieces Zircaloy-4 
guide thimble tubes to Japan 

BANGERTER.D H Bandvlk Bpeclat Metals Corp 8GM-3i0i3 83/06/09 

Ip 18004 352 


8306160661 Application for license to export 340 pieces Zlrcaloi|-4 
guide thimble tubes to Japan 

BANGERTERtO H Sandvik Special Metals Corp SSM-31009 83/06/07 

Ip 18BB4 361 


B306L60668 Application for license to export 300 pieces zirconium 
tubing to Nest Germany 

W1L80N. B D General Electric Co BDW-O6B-03 83/06/06 Ip 
18084.360 


8306160672 Application for license to export 1 60 g U. contained in 
I 0069 9 U-239. to Japan 

POCHALiWF Westinghousc Electric Corp ZE-60272 83/06/10 Ip 

10804 359 


8306160604 Forwards application for license to export enriched U 
hexafluoride to Japan 

NEKI.M Marubeni America Corp (subs of Marubeni Corp ) 03/06/03 

WRIGHT* B L Assistant Director for Export/lmport Ji International 
Safeguards Ip 1BB76 291. 



NONDOCKETED ITEMS 


- Application for Lii -Prport IQl kq U-235> as enriched 

U heiiFluoTide to Japan 

NAKAtnihA N flaiubeni Ameri'a f'Oi p < ^ub ^ ol Marutmi Corp 1 
ZH 0 a 9 D -’W ( 31 / 0 A /03 -"pp 10 ^^* 

HJOi>1606tJ» application for licnn^e tu mpji I two calllir platosi 

contained in uood cose to Peoples Republi*. of China 
* Teledijno Isotopes □3/OZ>/0 ^ Ip JOB't 290 


830&l6071/> AppIiCvition to amend erpoil I it onsor add i nj addl ultimate 
consignee 

MAflCHAL J Liir opean Commun i t io> 3 i Lommiision Of t]3/06/07 
GRIFFIN. J A tnorg^j. Dept of Ip IHQ7A20/ 


0306160720 Applicaiian to amend license lo e ipor t. l ncrea s ing quant tig 
to 35 0 A 9 kq U - 235 . c onta 1 no d in 55 174 kg U. to Japan 
MARCMAL. ) Lui opoan rommunities. rommiSiion of 81/06701 
ORITFEN ) A r,norgg, Hept of Ip 10076 206 


0306160723 foiuaids appilcalion for c^ipoi e liLense fin minor nuclear 
export IH of assuiancc reqviied 

PETFRSON.M R Assistant Dlrertor 1 or rxpoi 1/ Impor L fy International 
Safeguards 0:i/06/l3 RAyhONO. J J tnergg. Dept i>r Ip 
10076 3fia 


--0306160724 Application for I irons© tu tipoit 003 kg U-235. confca ined in 
26. 105 kg U, to Japan 

OKADA. li Mitsui 6 Co (U0A>. Inc (subs of Mitsui fy C o . ltd ) 
MRK-01-(U 01/06701 Ip 1«B76 303 


0306200061 fQiu.itils Ti ansnut loar . Inc application foi export license for 
minor nu< lear expoi t Ltr of assinanre required 

ZIMMCRMAN j V Assistant Director for C i port /Import V In ternati unal 
Safeguards 03 / 06/13 RAYMOND. J J fcnrrggj llopt of Ip 
IP 90 B 307 


0306310374 I icenso for GC to cxpoit one speriallij designed autoinatic 
pallet insp sijs to West Germong 

PETERSON. M R Assistant Director foi r *p orl/ Impoi 1 fy Internalinnal 
Safeguards nnW' 03 -OOB BJ/ 06/07 Ip 10937 005 


03 O 621 O 3 EO license for GC to export tine spiciallg designed automatic 
pellet insp sij s to neligum 

PETERSON, M R Assistant Director for Export/ Import i In ternol iona I 
Safeguards DDW- 03-007 03 / 06/07 ip 10937 004 


□306210414 Amend 3 to Moke, Inc oxport 1 i cense, e x tend mg expiration date 
to 040630 

F’ETEREDN, M R Assistant Diiector foi E xpoi t/lmpor t ty International 
Safeguaids 1126-01 03 / 06/09 Ip lfJ 93 / 069 


0 JO 62 1043 1 L tr of assurance correcting export license application 
n-umber 1 irense number should be XU 036 Q rather than XU 0060 
lee , 5 T Korea. Republic of (South Korea! 03 / 06/01 ORIFFIN. J A 
ETnergg, Dept of 2 pp 10936 360 


0306220270 License for Raute r-Sto k e s , I nc to export one proportional 
c aun ter. Mode 1 IIS-R J - 0009 - lOl fy one compensated loTiliation 
Chamber. Model RS-C 1 - 251 4 - 1 13 . to South Korea 

PETERSON. M n Assistant Director for Eipor t/ Impor t ic International 
Safeguards A -9907 03 / 06/09 Ip 10931 049 


0306230023 Advises of issuance nf license for Route r -Stok e« . Inc to 
export two neutron monitoring devices to South Korea w/o 
13 -dag uiaiting period 

PETERSON, M n Assistant Director for E x por t / Impor t I nbtr n a t i an« 1 
Safeguards 03 / 06/09 Assistant Director for E x por t / Imp o r t 

Inbe mat 1 ona I Safeguards Ip 10902 027 


0306240019 Application for license to export tuio fulljet ttalrviats 
steel nortles to Japan 

SAITO. T Mitsubishi International Coip Isubs of Mitsubishi Corp 3 
64 - 7764-03 03 / 06/00 Ip 1 B 9 D 7 292 


0306240061 Submits Ofc of Inti Programs finding! r« DbU 030413 
application to import 25 2 kg U, enriched to 93 16'4 U- 23 Sj 
P rom Caiiaifd License should be issued 

MOORE. R N Office of International Piogram!. Director 03 / 06/13 
□ fflce of Ifi tei na blonal Programs. Director Ip 10999 190 


B 306240325 Requests Executive llranch position re GE 830603 ippLlcation 
for licbiise amend to export replacement components to India 
PETERSON, M R Assistant Director for E x por t / Imp a r t International 

Safeguards 03 / 06/09 STQIDER,C R Stale, Depl of. Bureau of 

Qceans h Inti Environ ic Scionllfic Affairs Ip 16999 206 


0306240362 license for Tran s-tiucl ear > Inc to import 10,700 kg U. inrlchad 
to I 10 /. U- 233 , from France 

ZIMMERMAN. J V Office of I nt erna 1 1 nna 1 Programs. Director 
93 / 06/13 Ip 10990 361 


0306280027 License for B&W Lo import P 3 2 kg U, containing up to 23 9 k 
U- 239 , from Canada 

ZIMMERMAN. J V Office Of I n tcr na t i gna 1 Programs, Director 
83 / 06/14 5 pp 19042 396 


Q 306280290 f oruards application for license to export 29,000 kg U 
depleted U tails. in form of U hexa f lunr i de, to Taluan 
MACWADD.W V NU 3 Corp MP-WVM- 03-030 03 / 06/10 HEMBY, E Offle* 

of Intel not Iona 1 Programs. Director Ip 


— 8306200261 Application for license to oxporl 23,000 kg U depleted U 
tails, in form of U hexa f luor ide, to Taluan End use 
s tatemenfc enc i 

MCLEOD, N a (SUS Corp NUS -2793 03 / 06/13 3 pp 
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50-416 9 

50-416 8 

50-416 a 

50-416 0 

CARTWRIGHT, H B 
CARTWRIOHT, W, D 
CARTHRIOHT.W B 
CARTHRIOHTi H. D 
CARUSO, R 

8306020467 

8306200089 

0306200118 

8306200208 

0306020495 

50-317 9 
50-31? 8 
50-319 8 
60-317 B 
60-322 A 

8306200142 

8306280471 

8306280555 

8306280216* 

8306060040* 

50-416 B 

50-416 B 

50-416 B 

50-320 P 

50-440 A 

CARUSO, R 

CARUSO, R 

CARUBOi R. 

CARUSO, R, 

CARVER, A M 

8306130418* 
B306 130477 
0306140118 
0306290673 
8306010014 

60-320 0 
50-322 A 
50-322 A 
60-322 F 
50-320 9 

8306290496* 
8306170053* 
8306080190* 
8306080193* 
8306090 132* 

50-329 A 

50-341 Q 

40-8691 

40-8601 

40-8698 

CARVER, A H, 
CA8ANAVEr M. 
CA8HATT, M, E 
CASHATT/H, E. 
CASHHELLrR J. 

8306010020 

830608007S* 

8306140423* 

8306140385* 

8306060272* 

80-32? 9 
CONTRACT 

80 -324 0 
50-416 a 
60-136 0 



AUTHOR 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

CASTRO, 0 


0306170259# 

CONTRACT 


CASTRO, 0 


8006920305# 

CONTRACT 


CATTDN, 1 


G306SI0422 

ACRS 


CAUSEY, J C 


8306270170 

90" 366 

P 

CAVANAOH, R 


8306090234 

50-522 

0 

CAZZOLI.E Q 

8306020072 

NUREO 


CERNE,A C 


6306060215# 

50-322 

Q 

CERNe,A C 


03O6OBO269# 

50-443 

0 

CERNE.A c 


8306080264# 

50-443 

0 

CERM£,A C 


0306060266# 

50-443 

0 

CERNE.A C 


8306230405# 

50-443 

0 

CHAFFEE, A 


8306200561# 

50-361 

Q 

CHAFFEE, A E 

0306280511* 

50-361 

0 

CHAMBERS, 0 

T 

83060700B4 

50-260 

8 

CHAMBERS, 0 

T 

0306100192 

50-296 

9 

CHAMBERS, 0 

T 

0306210136 

50-260 

S 

CHAN, S F 


8306020066 

NUREG 


CHAN, 8 P 


0306230024# 

FDIA 


CHANDLER, J 

C 

8306090045 

TOPREP 


CHANDLER, U 

C 

8306090194 

TOPREP 


CHANDLER, L 

J 

0306150230 

SO-275 

G 

CHANDLER, L 

J 

8306210808 

90-361 

0 

CHANDLER, L 

J 

0306240275 

S0-S75 

G 

CHANDLER, L 

si 

0306300064 

50-275 

0 

CHANEY, H D 


8306000074# 

50-302 

0 

CHANEY, H. D 


B3060B0133* 

50-498 

Q 

CHANEY, H D 


0306000238# 

50-313 

0 

CHANEY, H D 


0306090334# 

50-209 

Q 

CHANO. D K 


0306830391* 

50-331 

P 

CHARNLEY, J 

c 

8306100136# 

50-366 

P 

CHARNLEY, J 

c 

0306140549# 

90-324 

0 

CHARNOFF, 0 


8218020236# 

ADVCM 


CHARHOFFi 0 


0306170476 

ADVCM 


CHARNOFF, 0 


0306200048* 

ADVCM 


CHARTER INA 

si 

8306020393 

50-219 

8 

CHAUDHARV, 

5 K 

8306090191* 

50-392 

Q 

CHAUDHARY, 

B K 

0306130847* 

50-392 

□ 

CHAVEZ, D 


□306000143 

90-494 

0 

CHAVEZ, D 


0306080143 

50-4 54 

0 

CHAVEZ, D 


0306150436* 

50-494 

0 

CHAVEZ, D 


0306150436* 

90-454 

G 

CHAVEZ, D 


8306190442* 

80-454 

G 

CHAVEZ, D 


8306190442* 

90-4 94 

G 

CHEN, C 


8306200316* 

90-244 

P 

CHENO,T M 


0306170478 

90-409 

P 

CHIAN01,N 

si 

0306090251 

90-400 

8 

CHIANDI, N 

J 

0306200080 

50-400 

9 

CHILDS, V 


0306010312 

SO-333 

8 

CHILK,Q J 


8306080343 

40-2061 


CMILK,8 J. 


8306020441 

50-209 

0 

CHILKr B J 


8306030046 

FOIA 


CHILK, 8 J 


8306030197 

90-272 

8 

CHILK,a J 


8306030239 

SO- 370 

A 

CNiLKiB J 


0306030380# 

FOIA 


CHILK,8 J 


8306030499 

lOCFR 


CH1LK,B J 


8306030901 

lOCFR 


CHILKjS si 


8306060274 

70-23 


CHILK,8 J 


8306060287 

90-70 

0 

CHtLK,S J 


8306060309 

lOCFR 


CHILH^S sJ, 


G30607035D 

90-449 

0 

CMILK,B J, 


8306070390 

50-209 

0 

CHILK/B J 


8306080197 

50-361 

0 

CHILK,S si. 


0306080270* 

FOIA 


CHILK/S si 


0306000331 

BO-320 

Q 

CHZLK,8 si 


0306000439 

90-322 

T 

CHILKr s si. 


83060B0442* 

90-322 

T 

CHILK, 8 J 


8306090290 

50-266 

0 

CHILK.S si 


0306070301 

90-392 

Q 

CHILK, 8 J 


0306130427 

50-470 

Q 

CHILK, 8 si 


0306130916 

lOCFR 


CHILK, 6 si 


8306190206 

50-247 

F 

CHILK, 8 J 


0306150290 

50-309 

Q 

CHILK, 8 J. 


8306160211# 

FOIA 


CHILK, 8 J 


8306160632 

50-350 

0 

CHILK, B si 


8306160639 

50-361 

Q 

CHILK, 8 si. 


8306200026 

50-309 

P 

CHILK, 8 si 


8306200030 

50-247 

F 

CHILK, 8 si 


8306230367 

90-209 

Q 

CHILK, 8 si. 


0306270269 

90-289 

Q 

CHILK, 8. J 


0306270273 

90-299 

0 

CHILK, 8 J 


8306270320 

90-289 

G 

CHILK, 8. J. 


0306300143 

90-392 

0 

CHIN, R. Y 


0306130391 

90-295 

8 

CHQK6HI,N 


0306100038* 

90-312 

Q 

CHQULEa, N. 

Q. 

0306130273* 

50-31 5 

0 


PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NUMBER 

SUDJECT 

CATEGORY 

CHRIS TEL, B 

0306070246 

50-237 

8 

CHRIS TEL. B 
CHRISTENSEN, R 

0306130325 
8306 SI 0375# 

50-247 

CONTRACT 

6 

CHRIST I ANSON. W 

8306230399# 

90-350 

D 

CHRISTMAN, J N 

8306070405 

50-322 

0 

CHRISTMAN, J N 

0306160287 

50-392 

0 

CHRISTMAN, J N 

0306160287 

50-3S2 

0 

CHRISTOFFER, 0 

0306100093# 

90-155 

Q 

CHRISTDFFER, G 

B306 100273# 

50-3t5 

a 

CHR r STOPFER, G 

8306210242 

50-331 

8 

CHRISTOPHER, R 

8306060016# 

50-334 

Q 

CHRISTOPHER, W 

8306070266 

90-296 

s 

CHUNG, si M- 

8306200136* 

90-387 

Q 

CHURCHILL, B W 

8306070419 

50-302 

0 

CHURCHILL, B U 

8306070419 

90-382 

0 

CHUTE. M 

8306270296 

50-443 

0 

CIHI, vl si 

8306240232# 

50-322 

E 

CILLIS, M 

8306070176# 

90-312 

0 

CILtl8,M 

CIPOLLA, A J 

CLAPP, N E 

8306200632# 

0306000406 

8306200093 

50-344 

40-3392 

NUREO 

0 

CLARDY.L 

8306J30327 

50-331 

B 

CLARK, A T. 

CLARK, A T. 

CLARK, € W. 

8306190216 

8306220165 

0306020364 

50-201 

PROJ 

TOPREP 

P 

CLARK, D 

8306230201 

50-259 

F 

CLARK, D 

8306240394 

50-297 

P 

CLARK, D D 

0306140293# 

90-97 

Q 

CLARK, D D 

6306230238 

50-97 

F 

CLARK, L 

8306200349# 

90-350 

0 

CLARK, L 

8306200399# 

50-390 

Q 

CLARK, L 

0306270591# 

90-327 

Q 

CLARK, P H 

8306090271# 

90-209 

F 

CLARK, R A 

83D6D10003 

50-299 

P 

CLARK, R A 

8306010036 

90-317 

P 

CLARK, R. A. 

0306010477 

50-317 

F 

CLARK, R A 

8306020019 

90-307 

P 

CLARK, R A 

8306020909 

50-307 

P 

CLARK, R A. 

8306030012 

90-336 

P 

CLARK, R A 

8306030067 

50-338 

P 

CLARK, R, A 

0306030073 

90-31 3 

F 

CLARK. R A 

0306030009 

50-309 

F 

CLARK, R A 

0306030231 

90-307 

P 

CLARK, R A 

0306030241 

90-344 

P 

CLARK, R A 

8306060092 

50-336 

P 

CLARK. R A 

0306060357 

50-344 

P 

CLARK, R A 

0306060371 

50-317 

0 

CLARK, R A 

0306060377 

90-344 

P 

CLARK, R A 

0306080094 

50-339 

P 

CLARK, R A 

8306030249 

50-2B9 

P 

CLARK. R A 

8306080251 

90-335 

P 

CLARK, R A 

8306030332 

50-344 

P 

CLARK, R A 

8306080431 

50-336 

P 

CLARK, R A 

0306090377 

50-309 

P 

CLARK, R A 

8306070426 

50-317 

P 

CLARK, R A 

8306130491 

50-336 

P 

CLARK, R A 

8306140392 

50-336 

P 

CLARK, R A. 

8306140414 

50-339 

P 

CLARK, R. A 

830616019? 

50-289 

P 

CLARK, R A 

0306160299 

50-344 

P 

CLARK, R A 

03D616O2B3 

50-245 

P 

CLARK, R A. 

8306160288 

90-333 

P 

CLARK, R A 

8306160649 

90-344 

P 

CLARK, R A 

8306170013 

50-301 

0 

CLARK, R A 

0306170019# 

50-301 

Q 

CLARK, ft. A 

6306170093 

50-282 

P 

CLARK, R A 

8306170469 

50-309 

0 

CLARK, ft. A 

8306200099 

90-368 

P 

CLARK, ft A 

8306200099 

90-313 

P 

CLARK, ft. A 

8306200065 

90-285 

P 

CLARK, R A. 

. 8306200278 

90-336 

P 

CLARK, R. A 

8306200281 

90-202 

P 

CLARK, R. A. 

8306210311 

90-339 

P 

CLARK, R. A 

8306220223 

50-307 

P 

CLARK, ft A, 

8306240347 

90-205 

P 

CLARK, R. A. 

8306240469 

90-313 

F 

CLARK, R, A. 

0306280075# 

90-209 

P 

CLARK, R. A 

8306270081 

90-289 

P 

CLARK, R. A 

8306270006 

50-337 

Q 

CLARK, R A 

8306270146 

50-266 

P 

CLARK, R A. 

8306270192 

50-336 

P 

CLARK, R. A. 

8306290190 

90-289 

P 

CLARK. R. A 

0306270170 

50-309 

P 

CLARK, R. A, 

0306290174 

90-317 

P 

CLARK, R A. 

8306290202# 

50-317 

P 


469 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

CLARK, R A 

8306270247 

50-335 

F 

CLARK, R A 

8306290296 

50-339 

P 

CLARK, R A 

8306290302 

50-339 

P 

CLARK, R 1 

CLAYTON, F L 

8306060002 

8306010331 

FOIA 

90-348 

P 

CLAYTON. F L 

8306010426 

50-364 

P 

CLAYTON. F L 

8306030307 

50-340 

P 

CLAYTON, F L 

8306060119 

50-364 

P 

CLAYTON.F L 

830606020 1 

50-340 

P 

CLAYTON, F L. 

0306070326 

50-364 

P 

CLAYTON.F L 

8306090332# 

50-348 

Q 

CLAYTON.F L 

0306100270 

50-348 

8 

CLAYTON.F L 

8306130429 

50-34S 

P 

CLAYTON, F L 

8306140071 

50-348 

0 

CLAYTON. F. L 

0306140593 

90-348 

P 

CLAYTON, F L 

8306140610 

50-348 

P 

CLAYTON, F L 

8306160119 

50-364 

R 

CLAYTON, F L 

8306160278 

50-340 

P 

CLAYTON, F L 

8306160327 

50-348 

R 

CLAYTON, F L 

8306170397 

50-348 

0 

CLAYTON.F L 

83062C02i6 

50-348 

e 

CLAYTON, F L 

8306200336 

50-348 

8 

CLAYTON.F L 

□306210173 

50-348 

p 

CLAYTON, F L 

8306230370 

50-348 

p 

CLAYTON, F L 

8306240040 

50-348 

p 

CLAYTON.F L 

8306270229 

50-348 

a 

CLAYTON, F L. 

8306290207# 

50-340 

a 

CLAYTOn.T N 
CLCMENTa, B R 

8306200096 

8306010279 

NWEO 

50-445 

F 

CLEMENTGi B, R 

8306090312 

50-445 

V 

CLEMONB, P. 
CLEMONB, P 

8306020264# 

8306060267# 

71-250 

50-286 

Q 

CLEMON81 P. 
CLEWONS, P. 
CLEVELAND, U C 

CLTNE.W e 

8306070036* 
83062301 IS# 
0306260093 

8306140744# 

71-2 

70-020 

WREG 

M-416 

<1 

CLINE. N e. 

8306290426# 

50-261 

0 

CLOStUS 

8306270361 

90-213 

8 

GLOsrua, 0 . J 

8306160093 

90-213 

F 

CLO8IU8, Q J 

8306170091 

90-213 

8 

CLoaius.o u. 

8306170301 

90-213 

8 

CLoaiue, 0 J. 

8306170347 

90-213 

a 

COCHRAN, T.B 

8306220197# 

50-937 

Q 

COCHRAN, T B 

8306270370 

90-289 

H 

COEN, R 

830603031 8 

90-237 

8 

COFFEY. J A 

8306070099 

90-896 

8 

COFFEY.J A 

8306160482 

90-299 

ft 

COFFMAN, F E 

8306020328 

WASTE MOT 

COFFMAN, F E 

8306220173# 

HABTE MOT 

COFFHANtF.e. 

0306240377 

HASTE MOT 

COFFMAN, F. E. 

8306290620 

90-201 

P 

COHALAN1P F. 

8306090398 

90-322 

0 

COHEN, 1 

8306010100# 

50-29 

0 

COHEN, I 

8306010304# 

50-271 

Q 

COHEN, I 

8306020389* 

90-244 

a 

COKINO81O H 
CQLARULLI.P F 

8306010478 

8306070414 

RES 

50-247 

0 

COLARULLI.P F 

8306070414 

90-247 

9 

COLARULLI.P F 

830615042? 

50-247 

9 

COLARULLI.P F. 

8306150427 

90-247 

G 

CDLARULLIi P. F 

8306200342 

90-247 

T 

COLARULLI.P F 

8306200342 

90-247 

T 

CDLARULLIjP F. 

8306230376 

90-247 

G 

COLARULLI.P. F 

8306230376 

90-247 

0 

CDLARULH.P F 

8306270160 

90-247 

G 

COLARULLI.P F 

8306270160 

90-247 

G 

COLE* ft F. 

8306200294 

90-494 

0 

COLE, ft. F. 

8306230362 

90-494 

0 

COLEMAN, L 8. 

8306020047# 

90-320 

H 

COLEMAN, R 

8306220073 

CONTRACT 

COLEMAN, R. 

8306270441 

CONTRACT 

COLEMAN, R. 

8306280119 

CONTRACT 

COLLINS, D J. 

8306020460# 

90-244 

0 

COLLINS, D.U 

0306230308# 

90-317 

0 

COLLINS, J.T 

8306010293 

90-267 

F 

COLLiNdr J. T 

G30627020Q 

50-298 

P 

COLLINS, J. T. 

8306280242 

8ta4t ProB 

COLLINS, B, 

83061 40690 

90-286 

B 

COLLINS, 8. 

8306230212# 

50-247 

Q 

COLLlNa.a. 

8306230334 

90-311 

8 

COLLINS, S.J. 

8306160006* 

50-271 

0 

COLUlMBrT. ft 

8306290244* 

90-416 

0 

CDLOMBQ.R. 

8306210096 

90-312 

R 

COLOMBO, R. N. 

8306070067 

90-312 

8 

COLOMBO, R. M 

8306J 70290 

90-313 

8 



PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NUNOER 

BUBUECT 

CATEGORY 

rOLDMBD.R M, 

BG0617035B 

50-312 

8 

:OLOKBDiiR M 

B3(]£33039A 

50-312 

8 

lOLOKBD.R » 

8306230410 

50-312 

S 

:OLOM. F. f* 
:OLfiHANN» P 

:DMBa, F 

IDUeLLA.P A 
:OHER< E 

8306010076* 

8306300100 

8306060041* 

8306240051* 

8306160149 

50-528 

PR 

FOIA 

FQIA 

FOIA 

8 

:OHPTON.B H 

:dhklin,j c 

8306000224* 

0306280093 

50-445 

NUREO 

0 

^QNLON 

8306140671* 

50-413 

0 

:ONLOM^ T. £ 

03O614O1BO* 

50-389 

0 

JONLOHh T, E 

8306140375* 

50-400 

0 

lONtON^ T. E 

8306140474* 

50-416 

0 

:ONLOMr J. E 

8306140520* 

50-389 

a 

:ONLONi T. E 

0306140692* 

50-259 

0 

:ONLaN, T, E 

0306160254* 

50-440 

a 

:ONLaNi T. E 

0306290221* 

50-335 

a 

:ONtPNi T, E 

8306290328* 

50-390 

a 

:oNLah/« T, E. 

0306290371* 

50-416 

Q 

lONLONf T. E 

8306300132* 

50-440 

Q 

:OHN, H 0. 

8306100122 

50-397 

9 

lONNAUOHtOHi K 

8306170364* 

50-454 

0 

rONNER 

8306140022 

50-219 

8 

CONNER, £, L. 

8306150247* 

50-392 

a 

'OHNERr T, fi 

8306060322 

50-352 

6 

DNNEft, T.B. 

8306060322 

50-352 

0 

'□NHERiT B. 

8306070373 

50-358 

0 

OHNER, T. 

8306070373 

50-350 

0 

■ONNER, T B. 

8306100206 

50-45B 

0 

ONNER^T B. 

B306I00206 

50-458 

0 

ONNER, T B. 

8306270294 

50-410 

0 

ONNER, T. D, 

8306270294 

50-410 

0 

CWNER, T, B. 

8306280590 

50-410 

0 

0N8TABLE«0 L 

8306130129* 

50-382 

G 

DNTErA 

8306150008* 

50-289 

0 

ONWAYi J T. 

8306090399 

30-247 

G 


8306300043 

50-294 

B 

CXWfD H 

8306280000 

50-259 

P 

OOK. J 

0306100017 

50-333 

R 

OQKi J. U 

0306030172 

50-329 

R 

4X1K. J 

0306060059* 

50-329 

0 


0306070242 

50-329 

8 

OOKr J. W 

8306100260 

50-329 

A 

OOKi J. V 

8306130281 

50-329 

8 

tXM. J. U, 

8306140924 

50-329 

A 

DOKi J.U 

0306190346* 

50-329 

F 

MKr J. H 

8306210302 

50-329 

8 

DCKr J.H 

DOKi L, 

DOLi D A 

8306300109* 

8306290343 

8306290611 

SO-329 

70-25 

40-6940 

A 

DONCy.'M J 

8306010438 

50-278 

8 

DONEV^M. J. 

8306010445* 

50-278 

8 

!»NEY*H. J. 

8306020277 

50-277 

8 

OONEY^ H. J 

Q3O602O396 

50-277 

8 

DONEYrM. J, 

0306160379 

50-277 

R 

30NEV,« J. 

8306170017 

50-277 

8 

XNEVi H. J. 

03061 70276 

50-277 

B 

DONEYiM J 

8306200144 

50-277 

8 

DOHEYi M. J. 

XJPERr D.H- 
XJPERrU.H 

8306210076 

8306260190 

8306230450 

50-277 

hlUREO 

PR 

R 

xjPEfti y e 

8306010317 

50-275 

R 

XJPER, y e. 

8306100130 

50-275 

R 

3DPER| y E 

8306170270 

50-275 

R 

K3PEH, w e. 

8306170293 

50-275 

R 

JOPER, y E. 

8306170312 

50-273 

R 

X5PER. W E* 

8306170313 

50-275 

P 

)0PER| y E 

8306170328 

50-273 

P 

XJPER, y E. 

8306200349 

50-275 

R 

lOPER. W, E. 

8306270416 

50-275 

R 

KFERi y E. 

8306380469 

50-275 

R 

lOPERj y E 

8306280493 

50-B7S 

R 

iPELAMDi J- E. 
PPELANDiR A 

8306220100 

8306280240 

SO-443 

TOPRBP 

0 

IRELAND. V. D 

8306010457 

50-454 

G 

IPELANDi y. «. 

8306010457 

50-494 

0 

IPELAND. U. 0. 

8306020339 

30-155 

0 

IRELAND, V. 0. 

8306020339 

50-155 

0 

IRELAND, V. «. 

8306060193 

50-454 

0 

IRELAND. 

8306060193 

50-454 

G 

IRELAND, V. 0. 

8306060196* 

50-454 

G 

IPELANDi V. «. 

0306200304 

50-454 

0 

IRELAND. V. 0 

8306200304 

50-454 

G 

IRELAND, V. «. 

0306200380 

50-454 

0 


AUTHOR 

accession 

NUMBER 

SUOJECT 

CATEODRY 

COPELAND. W 0 

8306200350 

50-454 

6 

COPELAND. V 0 

0306270016 

50-454 

G 

COPELAND. V G 

0306270016 

50-454 

G 

COPELAND, V G 

0306270020* 

50-454 

0 

COPELAND. V G 

8306270020* 

50-454 

0 

COPELAND, 9 0. 

8306270041 

50-494 

G 

COPELAND, y 0. 

B306270173 

50-155 

0 

COPELAND, V 0 

8306270173 

50-199 

0 

COPELAND^ V 0- 

8306270303 

90-454 

0 

COPELAND, V 0 

8306270303 

50-454 

c 

COPELAND, V 0. 

8306280520 

50-454 

0 

COPELAND,V 0 
CORBESIA.P M 

8306280528 

0306240301 

50-454 

71-9135 

0 

CORE.M R. 

8306060299 

50-205 

8 

CORHlERrH H 

0306070399 

50-1 42 

0 

COftHIER.y H 

B30 60704 16 

50-142 

G 

CORNIER. M H 
CORRADlNlitf 
CORRADINlfH 

0306280525 
830 62 10398 
0306210398 

50-142 

ACRS 

ACRg 

0 

COAT. 0 E. 

8306130377* 

50-142 

T 

C0RT«0 E. 

8306130377* 

50-142 

T 

CORWIN, B, 

CORYELL, 0 P 
CORYELL, 0 P 
COSTELLO, J R 

0306090299 

0306140529* 

8306140617* 

8306130224* 

50-247 

70-1201 

70-824 

0A999 

F 

C09TER, y F, 

0306130398 

50-322 

G 

COTTER, a P, 
COTTER, B P 

8306060325 

0306000189 

50-409 

70-25 

G 

COTTER, a P. 
COTTER, y D 

COTTER, y D. 
COTTINOHAM, A 

0306220070 

8306060231 

8306060233 

8306060313 

50-410 

PR 

PR 

PRM 

G 

COTTON. 0 D- 

0306190002 

50-361 

K 

COUNSIL, y 0 

B3060I0340 

50-213 

P 

CDONSIL.W 0 

0306010340 

50-213 

P 

coufjaiL.y 0. 
COUNaiLiW 0. 

0306010340 

8306020449 

50-213 

PR 

P 

C(M/N8IL.y 0. 

8306060090 

50-213 

H 

COWBlL.y G. 

8306060090 

50-213 

H 

CCKFMBIL.y 0 

8306060090 

50-213 

H 

C{3UN3IL.y 0. 

8306060078 

50-336 

P 

COUNSlLiN 0. 

830606009B 

50-336 

P 

CCX/NStL/W 0. 

8306060143 

50-423 

A 

COWSIL.M 0. 

0306060143 

50-423 

A 

couNaiL.y e. 

0306060194 

50-336 

F 

COUNSIL.y 0. 

8306060194 

50-336 

F 

COUNSIL, y 0. 

8306060207 

50-213 

P 

COUNSIL^ y Q. 

8306060207 

SO-213 

P 

C0UN8IL,y 0. 

0306060207 

50-213 

P 

COUNSILjN 0. 

0306060243 

50-213 

P 

COUNSlLiH 0 

8306060263 

50-245 

R 

couNaiL.y 0 

8306060263 

50-245 

R 

COUNSIL.y 0 

8306070136 

50-245 

F 

COUNSILiy 0 

8306070136 

50-245 

F 

COUNSIL.y 0 

8306080098 

50-245 

P 

CDUN8IL.M, 0. 

B30A080058 

50-245 

P 

Cl7UNStL,y. 0 

83OA09O232 

50-245 

P 

cD(4^srL,y, 0, 

8306090232 

50-245 

P 

COlWflrL,M 0 

8306100114 

50-213 

P 

C0UN8 IL, H. 0 

8306140361* 

50-336 

P 

C0UN8IL, y. 0. 

8306140361* 

50-336 

P 

COUNSlL.y 0 

8306150338* 

50-213 

F 

C0UN8IL. y G 

8306160412 

50-213 

P 

COUNBIL. y G 

8306160412 

50-213 

P 

COUNBIL, y.O 

8306170231 

50-213 

P 

COONS lL,y G 

6306170391 

50-213 

0 

COONS IL,y D 

6306 170391 

50-213 

Q 

COONS IL.y G 

6306170391 

50-213 

0 

COONS IL.y.D 

03O6SOO1O4 

50-336 

8 

COONS JL. y 0 

6306200104 

50-336 

8 

COON9lL,y.O 

8306300313* 

50-245 

0 

COOMBlL.y.O, 

0306200313* 

50-245 

0 

COONSIL. y Q, 

6306200322* 

50-245 

0 

CCXJNSIL. y Q 

6306200322* 

50-245 

Q 

COONS IL. y G. 

0^06200391* 

50-213 

Q 

COONS IL, y 0. 

B3D6230100* 

50-213 

F 

COUNSIL. y 0 . 

8306230289 

50-249 

P 

cowfliL, y 0 

8306230426 

50-213 

F 

COUNSIL. y. c. 

8306240200 

50-213 

P 

COUNSIL, y 0. 

8306240200 

50-213 

P 

COUNSIL, y.o. 

B30624D200 

50-813 

P 

COUNSIL, H 0 

8306270228 

50-213 

8 

COUNSIL, y 0 

0306270255 

50-336 

P 

COUNSIL, y D 

0306270255 

50-336 

P 

COUNSIL, y, 0 

03O62BO321 

50-249 

P 


AUTHOR 

ACCESSION 

nuhder 

SUBJECT 

CATEGORY 

COUNSIL, H G 

0306280321 

50-245 

P 

COUNSIL. y 0 

0306200346 

50-423 

S 

COONS IL.y 0 

D306280346 

50-423 

S 

COONS IL.W G 

0306280412 

50-245 

P 

COUNSIL, y 0 

8306200412 

50-245 

P 

COONS IL.y 0 

8306200414 

50-336 

0 

COUNSIL, y 0 

0306280414 

50-336 

0 

COUNSIL, W 0 

0306280470 

50-245 

P 

COUNSIL, y 0 

8306200478 

50-245 

P 

COUNBIL, M 0 

0306260402 

50-423 

S 

CDUNSlL.y 0 

03062B0482 

50-423 

3 

COUNSIL. y 0 

8306200534 

50-245 

P 

CDUNSlL.y 0 

0306200534 

50-245 

P 

COUNSlL.y 0 

0306300140 

50-245 

P 

COUNSIL, y c 

0306300140 

50-245 

P 

COUTURE. C> 

0306 170299* 

50-309 

P 

CONAN, K 

0306140534* 

50-329 

A 

COWAN, R L 

coyoiuL 

0306210153* 

0306140022 

toprep 

50-219 

S 

CONOILL, C 

0306060220* 

50-219 

0 

COX.H T 

D306070161 

50-261 

S 

COXrH T 

0306070102 

50-261 

B 

COX, H T 

0306200002 

50-261 

B 

COXiH T 

03062001 09 

50-261 

S 

COK.H T 

B3062001BB 

50-261 

S 

COX,N D 

COYLE, L M 

8306020011 

0306060040 

NUREO 

50-237 

8 

CRAFT. C M 

CRAOIN, j q 

03062701 51 
0306170313 

NtnEO 

50-275 

P 

CRAOIN.J 0 

0306170328 

50-275 

P 

CRANE, P A 

0306010347 

50-275 

R 

CRANE, P A 

0306200522 

50-275 

G 

CRANE, P. A 

030630004 1 

50-275 

0 

CRANE. P A 

0306300009* 

50-279 

0 

CRANE. P A 

0306300093* 

50-275 

G 

CRANSTON. A 

□211160565* 

50-206 

U 

CRAWFORD. V A 

8306150304 

50-529 

0 

CRAWFORD.V A 

0306190304 

50-529 

0 

CREED. U 

0306210242 

50-331 

B 

CREED. J 

0306230438 

50-295 

8 

CREED. J R 

□306100093* 

50-155 

0 

CREED, J R 

□306100273* 

50-315 

0 

CREED. J R 

8306130319* 

50-346 

0 

CREE0>U R 

8306210075* 

50-263 

0 

CRLEN JAH. R, V 

0306290293* 

50-321 

0 

CROCKER, H W 

8306010100* 

50-29 

0 

CROCKER, H W 

0306010304* 

50-271 

0 

CROCKER, H W 

0306010306* 

60-213 

0 

CROCKER, H W 

8306020389* 

50-244 

Q 

CROCKER, H W 

8306380210* 

50-213 

G 

CROFT, T L 

CROFT, T L 

CRONIN. F. J 
CROSSMAN. y A 

0306230166* 

8306230166* 

0306240078 

0306010356* 

FOIA 

FOIA 

NUREO 

50-498 

Q 

CROSSHAN.y A 

8306060060* 

50-490 

0 

CR08SMAN,W A 

8306060073* 

50-458 

Q 

CROSSMAN, y A 

0306060122* 

50-498 

Q 

CROSSMAN, y A 

0306060J 33* 

50-112 

0 

GROSSMAN, y A 

03060B0074* 

50-302 

Q 

GROSSMAN, y A 

0306000079* 

50-382 

0 

GROSSMAN, y A 

03060B0133* 

50-498 

Q 

CROBSMAN.y A 

0306130129* 

50-382 

Q 

CROSSMAN. y A 

0306140636* 

50-302 

Q 

CR0B8MAN,W A 

83062100/0* 

50-382 

0 

CROUSE, R P 

8306070166* 

50-346 

0 

CROUSE, R P 

B3D6070397 

50-346 

0 

CROUBEiR P 

8306140448 

50-346 

0 

CROUSE. R P 

B306I 40500 

50-346 

P 

CROUSE, R P 

8306170027 

50-346 

P 

CROUSE, R P 

8306170075 

50-346 

F 

CROUSE, R P 

83D6200393 

50-346 

P 

CROUSE, R P 

8306210026 

50-346 

P 

CROUSE, R P 

0306210170* 

50-346 

Q 

CROUSE, R P 

8306220257* 

50-346 

F 

CROUSE, R P 

B306230259 

50-346 

P 

CROUSE, R. P 

8306270204 

50-346 

0 

CROUSE, R P 

8306270379 

50-346 

0 

CROW, W T 

CROW, W T 

CROW, W. T. 

CROW. H T 

CROW. M T 

CROW. W T 

CROW, y T 

CROW, W T 

8306060416 

8306080056* 

8386080396* 

8306140446* 

8306150335* 

0306210434 

8306210440* 

8306210443 

40-0039 

70-2910 

70-2838 

40-0794 

70-1257 

40-6264 

70-143 

50-329 

0 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEaORY 

CROW, w r 

CROWLET. B R 

0306290607* 
0306 140522* 

70-'2375 
50- 321 

a 

CROWLEV. Q fl 

0306290192* 

50-413 

0 

CRUTCHFIELD. D 

0306010300 

50-237 

P 

CftUTCHFIELDi D 

G306060044 

50-255 

P 

CRUTCHFIELD. D 

8306060047* 

50-255 

P 

CRUTCHFIELD. D 

8306060296 

50-244 

P 

CRUTCHFIELD. D 

0306000198 

50-245 

P 

CRUTCHFIELD. D 

8306090267 

50-245 

P 

CRUTCHFIELD. D 

0306090320 

50-219 

0 

CRUTCHFIELD. D 

03061 00 128 

50-237 

p 

CRUTCHFIELD. D 

0306100129 

50-155 

P 

CRUTCHFIELD. D 

0306140408 

50-237 

p 

CRUTCHFIELD. D 

8306140642 

50-219 

p 

CRUTCHFIELD. D 

0306150013 

60-244 

0 

CRUTCHFlELDi D 

0306130000 

50-255 

F 

CRUTCHFIELD. D 

03061 5021 0 

50-155 

Q 

CRUTCHFIELD. D 

0306150253 

50-29 

J 

CRUTCHFIELD. D 

0306160549 

50-155 

P 

CRUTCHFIELD. D 

8306160625 

50-155 

P 

CRUTCHFIELD. I) 

0306200192 

50-155 

P 

CRUTCHFIELD. D 

0306200197* 

50-155 

P 

CRUTCHFIELD. D 

0306200235 

50-244 

P 

CRUTCHFIELD. D 

8306210158 

50-219 

P 

CRUTCHFIELD. D 

8306210292 

50-409 

F 

CRUTCHFIELD. D 

0306210424 

50-ni 

P 

CRUTCHFIELD. D 

0306220074 

50-219 

P 

CRUTCHFIELD. D 

0306240254 

50-219 

P 

CRUTCHFIELD. D 

03062801 55 

50-219 

P 

CRUTCHFIELD. D 

8306200176 

50-219 

P 

CRUTCHFIELD. D 

0306200197 

50-409 

P 

CRUTCHFIELD. D 

0306280442 

50-156 

P 

CRUTCHFIELD. 0 

8306280564 

50-237 

P 

CRUTCHFIELD. D 

8306290068 

SO-Ml 

d 

CRUTCHFIELD. D 

8306290241 

50-29 

P 

CRUTCHKIELD.D 

8306290311 

50-29 

P 

CRUTCHFIELD. D 

0306290406 

50-845 

P 

CRUTCHFIELD. D 

8306290530 

50-819 

P 

CRUTCHFIELD. D 

8306300027 

50-155 

P 

CRV. X D 

S306240266 

50-341 

0 

CULLEN. W H 

CULLEN, W H 

CULLENi W H 
CUMMINPS. J U 

0306150061 

0306170263 

0306240062 

0306080300* 

NUREO 

nureg 

NUREG 

50-490 

Q 

CUMMINDS. J y) 

8306000310* 

50-490 

Q 

CUMMIN08.J U 

0306230043* 

50-373 

0 

CUMMINS. J E 

0306140363* 

50-313 

0 

CUNNINGHAM. 0 H 

0306150174 

50-209 

H 

CUNNINGHAM. G H 

0306240261* 

50-2P9 

0 

CUNNINGHAM, R 0 

8306240157 

50-5 

P 

CUOMO, M M 

0306030176* 

50-328 

u 

CURNANE.R A 
CURNANE. R A 
CURRAN. D 

0306240243* 

0306240245* 

8306010382 

0A999 

QA999 

50-443 

0 

CURRAN. 0 

0306010302 

50-443 

0 

CURRAN. D 

8306010437 

50-443 

0 

CURRAN. D 

6306010446 

50-443 

0 

CURRAN. D 

0306030355 

50-443 

0 

CURRAN, D 

□306030355 

50-443 

Q 

CURRAN. D, 

0306030357* 

50-443 

0 

CURRAN. D 

8306030359* 

50-443 

0 

CURRAN. D 

CURRAN. D 

0306160337 

0306290556 

PR 

SO-443 

Q 

CURRAN. D 

B306290556 

50-443 

Q 

CURRIE. J H 

CURRY, J, 

0306240078 

□305310226 

NUREG 

50-245 

P 

CURTIS, N H 

8306010330 

50-387 

P 

CURTIS. N W. 

□306020429 

50-387 

P 

CURTIS. N W. 

□306070021* 

50-307 

F 

CURTIS, N W 

□306140648 

60-307 

E 

CURTIS. N N. 

□306170250 

5O-30B 

8 

CURTIS, N W 

0306210079 

5O-30B 

8 

CURTIS. N W 

□306230297 

50-307 

P 

CURTIS. N. W 

0306230430 

50-307 

E 

CURTIS, N W 

0306230466 

50-397 

E 

CURTIS. N. W 

□306800368 

50-387 

P 

CURTIS, N U. 

8306300092 

50-307 

F 

CURTIS. N. W 

8306300105 

50-387 

P 

CUTCHiNrU, 

0306010433 

50-440 

0 

CUrCHIN. vl M 

□306140706 

50-440 

0 

CUTCHIN,U M 

8306170399 

50-440 

0 

CUTCHIN.U M 

8306290372 

50-289 

0 

C7AJ1KDW8KI. C 

8306240413 

50-206 

p 

O'AMORE.M 

OMRCYrP r 

8306060118* 

8306150179* 

70-U51 

50-209 

H 


PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NUMBER 

SUDJSCT 

CATEGORY 

DALE, L F 

8306010074 

50-416 

P 

DALE, L F 

0306060050* 

50-416 

A 

DALE. L F 

0306060079 

50-4 1 6 

F 

DALE, L F 

8306060236 

50-416 

P 

DALE, L F 

8306140724 

SO-4 16 

P 

DALE. L F 

8306 1602 71 

50-416 

P 

DALE. L F 

8306200204 

50-416 

P 

DALE, L F 

83062004 1 3 

50-416 

R 

DALE. L F 

83Q62I0140 

50-416 

F 

DALE. L F 

0306230 1 67 

50-416 

P 

DALE. L F 

8306270077 

50-416 

P 

DALE. L F 

9306270116 

50-416 

Q 

DALE.L F 

8306270285 

50-416 

P 

DALE, L F 
DALRYMPLE.J T 

8306280505 

0306090470* 

50-416 

CONTRACT 

P 

DALTROFF. 0 L 

8306020299 

50-277 

P 

DALTROFF. 8 L 

8306020370 

30-277 

P 

DALTROFF.S L 

8306070363 

50-277 

P 

DALTROFF. S L 

0306090219 

50-277 

P 

DALTROFF. 8 L 

8306140391* 

30-277 

F 

DALTROFF. B L 

8306160340 

50-352 

A 

DALTROFF.fi L 

B3061604B6* 

50-277 

0 

DALTROFF. B L 

DANA. J T 

8306200165* 

8306200273 

50-277 

FOIA 

0 

DANCE. H C 

8306070050 

50-250 

0 

DANCE, H C 

0306070191 

50-309 

8 

DANCE. H C 

8306140(27 

30-230 

V 

DANCE, H C* 

B30614D135 

50-395 

V 

DANCE. H C. 

0306140174 

30-389 

0 

dance. H C 

8306140186 

90-339 

a 

DANCE. H C 

0306140190 

50-335 

0 

DANCE. H C 

B306 140302 

50-335 

0 

DANCE. H C 

8306140343 

50-333 

0 

DANCE, H C 

8306140346 

90-369 

V 

DANCE. H C 

8306140347 

50-302 

V 

DANCE. H C 

0306140353 

50-302 

V 

DANCE. H C 

0306140397 

50-200 

a 

DANCE. H C 

0306140432 

50-424 

0 

DANCE. H C 

8306140447 

50-302 

Q 

DANCE, H C 

8306140495* 

50-302 

0 

DANCE, H C 

0306140486 

50-321 

V 

DANCE. H C 

0306140497 

50-413 

0 

DANCE. H C 

8306140504 

50-309 

0 

DANCE. H C 

0306140306* 

50-413 

0 

DANCE, H C 

830614091 S 

50-321 

G 

DANCE, H C 

8306140530 

50-369 

0 

DANCE, H C 

8306140330 

50-335 

0 

DANCE, H C 

0306140600 

50-330 

0 

DANCE. H C 

8306140621 

50-280 

Q 

DANCE. M C 

8306140641 

50-330 

Q 

DANCE, H C 

8306140664 

50-413 

a 

DANCE, H C 

8306170151 

50-369 

a 

DANCE, H C 

8306170285 

50-269 

Q 

DANCE, H C 

8306200203 

50-321 

8 

DANCE, H C 

B30629O1B6 

50-413 

G 

DANCE, H C 

0306290204 

50-250 

a 

DANCE, H 0 

8306290209 

50-335 

0 

DANCE, H, C 

8306290217 

90-309 

0 

DANCE, H C 

8306290227 

50-937 

Q 

DANCE. H C 

8306290300 

50-413 

Q 

DANCE, H C 

8306290327 

90-339 

0 

DANCE, H C 

0306290349* 

S0-25Q 

a 

DANCE. H C 

8306290339* 

50-339 

Q 

DANCE. H C 

8306290377 

50-302 

a 

DANCE. H C 

8306290396 

50-413 

Q 

DANCE. H C 

0306290421 , 

50-309 

Q 

DANCE. H C 

8306290917 

50-369 

0 

DANESE.F L 

8306020199 

50-266 

F 

DANE6E. F. L 

83061 OOD 10 

50^266 

P 

DANIELSON. D H 

8306030105* 

90-483 

0 

DANIELSON. D H 

8306030213* 

50-374 

0 

DANIELSON. D K 

8306060130* 

50-350 

0 

DANIELSON, D. H 

6306230271* 

60-440 

o 

DANIELSON. D. H 

0306230440* 

50-153 

0 

DANIELSON. D H 

0306300029* 

50-346 

Q 

DANIELSON. D< H 

9306300310* 

50-358 

Q 

DANIELSON, D,H 
DAVIS 

8306300246* 

8306210237 

90-237 

llrE 

0 

DAVI8.A. B, 

DAVIS. B W, 

DAVIS, D. A, 
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50-206 

50-409 

50-285 

50-389 

50-346 

0 

F 

F 

F 

F 

FINKEL, A £ 
FiNLAYSONrF C 
FINNAN. C F 
FINNERANr J C 
FINSTON, R 

8306200086* 

8306150584 

0304290092* 

6306000248* 

8306170379* 

50-423 Q 
NUREG 
50-409 P 
50-445 0 

50-142 T 

FELTON. J M 
FELTON, J M 
FELTON, J H 
FELTON, J M 
FELTON, J H 

83061 60 606 
8306170009 
8306200014 
8306200037 
8306200096 

50-346 

FOIA 

50-155 

FOIA 

50-313 

F 

F 

F 

FINBTONr R 
FIDRELLI.O 
FiaCHERiD L 
FISCHER. N L 
FISHER, C R 

0306170426* 
0306200452* 
0306070174* 
B3062301 53* 
0306170334 

50-142 T 
50-528 0 
50-293 P 
70-0 

NUREG 

FELTONr J H 

FELTON. J M 
FELTON. J H 
FELTON. J M 
FELTON. J M 

0306200296 

0306200299 

8306200434 

0306210209 

8306210300 

FOIA 

50-341 

50-289 

FOIA 

FOIA 

A 

a 

FISHER. N L 
FITZOERALDrd A 
Fs/ELDALr 0 

FLACK. E 

FLACK. E 

8306230139* 

0306230360 

0306000194 

8306010183 

8306140416 

70-8 

50-367 G 
50-322 H 
I«.E 

16E 

FELTON, J M 

FELTONr J M. 
FELTON, J H 
FELTONr J M. 
FELTON, J H. 

8306210306 

8306210312 

8306310320 

0306210327 

0306210340 

50-10 

FOIA 

roiA 

FOIA 

FOIA 

F 

FLACK. E 

FLACK. E 

FLANAGAN, D □ 
FLANAGAN, D 0 
FLEENOR,C 

8306210131 

8306300115 

8306150370 

8306150370 

8306170480 

I8.F 

I«tE 

50-322 G 
50-322 0 

CONTRACT 

FELTON, J M. 
FELTON. J M 
FELTONr J H 

FELTON. J M. 
FELTON, J M 

8306210355 

8306210359 

0306210363 

8306210360 

8306210302 

50-10 

50-285 

50-348 

50-267 

50-389 

F 

F 

F 

F 

F 

FLEENDRr C 

FLEENORr C 

FLEENDRr C 

FLEENORr C 

FLEENORr C 

G3061704B4 

G3062S0220 

0306220249 

0306220253 

8306220262 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

FELTONr J M 

FELTON, J H. 
FELTONr J M. 
FELTONr J H. 
FELTON, J M. 

8306220225 

8306220252 

8306220287 

8306320273 

8306230307 

50-335 

50-346 

50-413 

50-289 

50-321 

F 

F 

F 

F 

F 

FLEENORrC 

FLEENOR, C 

FLEENORr C 
FLEISCHAKERr D 
FLEISCHMANNr R 

830622026? 

8306220316 

8306240031 

8305040410 

8306170163 

CONTRACT 
CONTRACT 
CONTRACT 
50-275 G 
50-277 R 

FELTON. J H 

FELTON. J H. 
FELTONr J H 

FELTONr J M 

FELTONr J M 

8306230006 

8306230009 

0306230073 

8306230O7H 

8306230129 

50-373 

FDIA 

50-280 

50-213 

50-14 

Q 

r 

F 

P 

FLEIBHERr Z 0 
FLIPPD, T A 
FLDRYrC A 

FLORYrC A 

FLDRYrC A. 

0306080200 

8306130129* 

G306070033 

0306090372 

8306140289 

50-247 C 
50-382 0 

WASTE MGl 
WASTE MOT 
WASTE MOT 

FELTONr J H 

FELTONr J H 

FELTONr J N. 
FELTONr J M 

FELTONr J M. 

8306240007 

8306240352 

8306280034 

8306280182 

8306280170 

FOIA 

FOIA 

50-322 

FOIA 

FOIA 

F 

FLYNN. J. D 

FLYNN. J D 

FLYNN. J D 

FLYNN, M 

FLYNN, M 

8306020312 

B3062I0269 

8306230435 

0306070026* 

8306220106 

70-2092 
50-358 H 

50-358 11 

FOIA 
C0NTRAG1 

FELTONr J M, 
FELTON, J H 
FELTZ.D E 

FELTZ.O E 

FELTZ, D. E 

8306280206 
8306280224 
83060 tOS9B« 
8306010350 
8306060213 

50-320 

FDIA 

50-120 

50-120 

50-128 

P 

If 

P 

P 

FLYNN, M 

FLYNN, M 

FLYNN, M 

FLYNN, M J 

FLYNN, M J 

Q306280050 

8306280113 

8306200141 

0306090447 

0306090467 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

FERNANDEZ, S J 

FEYr F, L 

FIEDLERrP B 
FIEDLERrP B 
FlEOLERrP B 

83062701 57 
8306090261 K 
8305020461 
8306020070 
0306020341 

NUREG 

50-282 

50-219 

50-219 

50-219 

F 

I 

R 

a 

FLYNN, M J 

FLYNNiB F 

FLYNN, 8 F 
FODERADOiA H 
FOGARTY, D J 

8306090484 

8306080147 

8306080160 

0306070452 

8306010164* 

CONTRACT 
50-400 G 

50-400 G 
NUREG 
50-361 0 

FIEDLERrP B 
FIEDLERrP 0 
FIEDLER. P, D. 
FIEDLER. P. Q 
FIEDLER. P B 

B306020353 

830602039B 

B306070027* 

8306070235 

8306130304 

50-219 

SO-219 

50-219 

50-219 

50-219 

8 

B 

F 

R 

P 

FOGARTY. D J 

FOLEY. J N 

FOLEY, T 

FOLEY, T 

FGLEYr W J 

B3062003B1* 

8306140063* 

8306010378* 

8306230212* 

8306240050 

50-361 0 
50-272 P 
50-247 0 
50-247 0 
NUREG 

FIEDLER. P.B 
FIEDLER. P B 
FIEDLER.P,E 
FIEDLER. P B 

FIELD, H C 

03061 60258» 

8306200340 

8306210085 

8306280406 

8306100308 

50-219 

50-219 

50-219 

50-219 

50-395 

Q 

F 

Q 

P 

8 

FORATr H 

FORCHT, K A 

FORD. D C 

FORD. E J 

FORD. E. J 

0306280572 
B306070210* 
B3060B0Z24* 
0306140162* 
B306 140390* 

50-322 0 

50-413 E 
50-445 G 

50-327 0 

50-327 a 

FIELDS, J 

FIELDBr J A 

FIELDBr J A 

FIELDS. J A 

FIELDS, J A 

8306230318 
8306020506 
8306160299 
B306 170253 
8306210339 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 


FORD, J T 

FORD, J. T. 

FORNEY. W 

FORNEVrW L 

F0R8T, H 

8306140674 
8306270121 
8306 170364* 
8306230290* 
8306270390 

70-1201 
70-1201 
50-454 0 

60-454 8 

60-322 0 


PERSONAL AUTHOR INDEX 47S 



ACCESSION 

QUBOtCI 



AUTHOR 

NUMDER 

CATEOORY 

AUTHOR 

FORTUNA.R A 

800S0401 56 

50-350 

A 

OAD. R K 

FORTUNA, R A 

830i!>l&02-l0» 

50-206 

G 

OAD, R K 

FORTUNAiR A 

eS0Z»l60?53« 

50-206 

Q 

OAD, R K 

FOBTER^C N 

a30Z>030U9 

XPPRTLrC 


OAD. R K 

FQBTERiC M 

030^150467 

XPORTLIC 


OAD. R K 

FOSTER. D 0 

030^100021 

50-424 

S 

OADiR K 

FOSTERi D 0 

030^)100231 

50-424 

S 

QAOEi K 

FOSTERi □ 0 

0306 J 00299 

50-424 

S 

OAOLIARDO. ^ E 

FOSTERi D 0 

0306100264 

50-424 

A 

OAINES. r M 

FOSTERi D □ 

03061 00269» 

DO-424 

A 

OAJIC, Z 

FOSTER. D □ 

8306100274 

50-424 

B 

OALLAOHER.O U 

FOSTERi D 0 

0306240274 

50-424 

A 

OALLAOHER.J VJ 

FOSTER. D D 

8306240274 

50-424 

A 

OALLAOHER.%; M 

FOSTER. 0 D 

8306270166 

50-424 

S 

OALLO 

FOBTER.D 0 

8306270166 

50-424 

s 

OALLO 

FOSTER. E R 

0306380353 

50-336 

B 

OALLOi J 

FOSTER. L 

a306170379» 

50-142 

1 

OALLO. J 

FOSTER. L 

0306170426» 

50-142 

T 

OALLO. J 

FOSTER. L E 

03O614O471» 

50-395 

0 

OALLO. J 

FOSTER. R F 

0306200160 

ACRS 


OALLO. J 

FOSTER. R F 

0306200168 

ACRS 


OALLO. J 

FOX.C 

0306130398 

50-322 

0 

OALLOi j 

FOXrC 

0306270370 

50-322 

o 

OALLOi j 

FOX.E K 

0306 1700 29 » 

CONTRACT 


OALLOi j 

FOXWELL.D 0 

0306220255* 

CONTRACT 


OALLO. J 

FRAHM. R 

8306020406 

50-31 1 

B 

OALLO, J 

FR AHM. R 

0306030188 

50-311 

8 

OALLO. J 

FRAHM. R 

0306030301 

50-31 1 

B 

OALLO, J 

FRAHM. R 

0306030344 

50-31 1 

B 

OALLO. J 

FRAHM. R 

0306 170021 

50-31 1 

S 

OALLO. R M 

FRAHM. R 

8306170144 

50-272 

B 

OALLO. R M 

FRAHM. R 

0306170153 

50-31 1 

S 

GALLO. R M 

FRAHM. R 

0306170207 

50-31 1 

B 

OALLO. R M 

FRAHM, R 

0306170330 

50-272 

6 

OALLO. R M 

FRAHM. R 

0306170362 

50-31 1 

S 

OALLO. R M 

FRAHMi R 

8306170301 

50-272 

5 

OALLO. R M 

FRAHM, R 

8306210189 

50-272 

B 

OALLO, R M 

FRAHMi R 

03062701 00 

50-31 1 

8 

OALLO. R H 

FRAHM. R 

8306270269 

50-272 

3 

OALLUCCIiR ir 

FRAHM, R 

0306270343 

50-272 

S 

OARCIA.E 

FRAHM, R 

83062002 56 

50-272 

B 

OARCEA, E 

FRAHM. R 

0306200488 

50-272 

S 

OARCIA.E M 

FRAZIER. J L 

03O6OGO34Q* 

71-4909 


GARCIA, P 

FREMONT. S 

8306080213 

50-350 

0 

OARDE. 0 

FREMONT. S 

0306080250 

50-35B 

0 

GARDE. 0 P 

FRENCH. J F 

0306080191 

50-247 

H 

GARNER, L U 

FRENCH. L D 

8306170339 

50-89 

3 

GARRETT. C A 

FRENCH. L D 

8306280144 

50-29 

3 

GARRE CKi 0 J 

FRESHLEY. M D 

8306240052 

NUREO 


OARRETY. J H 

FREUDENTHALi N 

8306020294 

40-0064 


GARRE TVi J H 

FREUDENTHAL, N 

0306210454 

40-0064 


OARRITV. J H 

FREUDENTHALi N 

83062201 13 

40-0584 


OARRETY, vl H 

FREUDENTHALi N 

8306220121 

40-2259 


OARRETY. J H 

FREUDENTHALi N 

8306220126 

40-0720 


OARRETY. J H 

FREUDENTHALi N 

8306230331 

Pfl 


OARRETY, U H 

FREUDENTHAL. N 

0306240444 

40-8760 


GARRITY, J H 

FRIEDMAN. L 

B306230S63 

l&E 


OARRETY, J H 

FRIEDMAN, L 

0306280537 

l&E 


OARRETY, J H 

FRIEDMAN. L 1 

0306070100 

It<E 


OARRETY, J H 

FRISDEE. D 

0306200213* 

50-344 

1 

GARY, R J 

FRISCO. D C 

0306300195 

PR 


OARY. R U 

FROUNFELKER.R 

0306210191 

50-255 

J 

GARY, R J. 

FRUCOr.E <- 

8306150416 

50-322 

O 

OARY, R sf 

FRY. L 

0306020240* 

50-272 

F 

OARY, R J 

FRYE. J H 

0306030321 

50-350 

G 

OARY, R J 

FRYE, U H 

8306060S82 

50-142 

G 

OARY, R J. 

FRYE. J. H 

0306000162 

50-350 

0 

OAUNY.R D 

FRYE, J H 

03O616O5B1 

50-350 

Q 

OEARB.G 

FRYE. J H 

8306160616 

50-142 

Q 

OERDEMAN.F W 

FUHRMAN. 0 R 

0306020436 

50-317 

B 

OERDEMAN.F V 

FUUITA.N 

8306210024* 

90-29 

P 

OERDEMAN,F M 

FULLER. C H 

8306160434 

50-267 

R 

0ERRET8. T F. 

FULTON, J. F 

8306200316* 

50-244 

P 

OERBrNeR,W C 

FURR. D J 

8306140264 

50-261 

Q 

GIBBONS, T. D. 

FURR. R J 

0306290247 

90-261 

0 

OIBBON, A F 

FURSEiM C 

B306280S33 

50-494 

G 

D1B8DN. J 

FURSEiM C 

0306280939 

90-494 

G 

OIBSON,R U 

OADiR K 

8306060309 

60-309 

Q 

OlEBEKE, U A. 

OADiR K 

0306060309 

50-309 

G 

OIESL£R,C W, 

OAD. R K 

0306060332 

50-309 

Q 

OIESLER,C M 

OADiR K 

0306060332 

50-309 

G 

0IE8LER,C H 

OAD,R K 

0306070290 

50-309 

G 

01E8LER,C H 

OAO.R K 

0306070290 

50-30? 

0 

OlESLER, C N. 

OAD. R K 

8306070296 

50-309 

G 

OIESLER,C N. 

OAD. R K 

0306070296 

50-309 

G 

OIEBLER.C H 


ACCESSION 

SUBJECT 



ACCESSION 

SUBJECT 


NUMBER 

CATEOORY 

AUTHOR 

NUMBER 

CATEOORY 

03061 5038 7 

50-443 

G 

OEESLER.C M 

0306170096 

50-305 

Q 

0306150387 

50-443 

0 

OIEBLER.C U 

0306200102 

50-309 

P 

0306150388 

50-443 

0 

OlESLER. C W 

□306210041* 

50-309 

0 

0306150388 

50-443 

G 

OlESLER. C W 

8306270110 

30-305 

B 

0306200543 

90-443 

0 

GIE8LER.C N 

8306200373 

50-309 

P 

0306200543 

50-443 

0 

GILBERT. L D 

8306140249* 

90-403 

a 

0306160594 

50-209 

G 

GILBERT. L D 

8306140374* 

90-445 

a 

0306140354 

30-402 

Q 

OILDYiE V 

0306300172 

NUREO 


0306170461 

71-9156 


OILCHRIBTiC H 

B306220056 

S0-I7O 

0 

0306270221 

50-304 

6 

GILCHRIST. J E 

0306060310 

40-8064 


0305310226 

50-249 

P 

GILCHRIST, J E 

8306200421 

40-B064 


8306140262* 

50-277 

a 

OILDENHORN, A 

6306200224 

CONTRACT 


8306200235 

50-277 

Q 

GILDNER.M L 

8306300207* 

SO-440 

a 

8306 140 154 

90-271 

G 

GILlMBKYi V 

0306090339 

50-269 

0 

8306170332 

50-271 

6 

OILINSKY. V 

8306100237 

50-269 

H 

0306130452* 

50-454 

0 

GILINSKY. V 

8306240330* 

CDHHISBION 

0306130452* 

50-494 

0 

OILINSKY, V 

0306270323* 

50-209 

0 

□30615040S 

50-155 

Q 

GILLEN. D M 

B30602032B* 

40-8691 


0306150409 

50-155 

G 

GILLEN. D M 

0306090409 

40-6601 


0306220023 

50-159 

G 

GIRARD, E H 

0306290332* 

90-321 

a 

8306220023 

50-155 

0 

GIROUX. E J 

8306160454 

90-518 

B 

0306220065 

50-195 

0 

GLEASON. J P 

0306020443 

90-247 

0 

8306320065 

50-195 

c 

GLEASON, J P 

83061 00209 

90-247 

9 

8306220102 

SO- 195 

0 

GLEASON, J P 

0306130434 

90-247 

G 

8306220102 

50-199 

0 

GLEASON, J P 

03061 502B7 

50-463 

G 

B306370016 

50-454 

Q 

GLEASON, J P 

0306270137 

90-463 

0 

8306270016 

50-454 

0 

GLEASON, J P 

0306270140 

50-247 

0 

0306200935 

50-454 

G 

GLEASON, J P 

6306270267 

50-247 

0 

0306200935 

50-454 

0 

GLENN, J 

8306060017* 

FOIA 


0306030316* 

50-309 

0 

GLENN , J 

B306070100 

liE 


0306060215* 

50-322 

0 

GLENN. J e 

B30606002B* 

FOIA 


0306060260* 

50-322 

Q 

GLENN. J E 

0306170097* 

FOIA 


0306070393* 

50-271 

Q 

OLDER SEN. N H 

0306130412* 

50-254 

a 

0306090076* 

50-322 

G 

ONUONOLI.O N 

6306140325 

HASTE MGT 

0306070366* 

50-271 

G 

OQDDARD,R J 

0306000163 

90-461 

0 

B306160006* 

50-271 

0 

GODDARD, R J 

0306D9D296 

50-309 

0 

0306200181* 

50-271 

0 

GODDARD. R J 

B306100049 

50-463 

0 

0306830405* 

50-443 

0 

GODDARD. R J 

6306150236 

50-309 

0 

□306020131 

NUREO 


GODDARD. R J 

0306150241 

50-309 

9 

0306070339* 

50-206 

0 

GODDARD. R. J, 

0306170363 

50-199 

9 

6306090174 

90-275 

0 

GODDARD, R. J 

6306230007 

50-195 

9 

0306070287* 

50-243 

0 

GODDARD. R J 

6306230011 

50-309 

9 

0306200437 

40-3453 


GODDARD. R. J 

0306290506 

90-199 

9 

0306160035 

50-329 

A 

OODY 

63062 J 0246 

50-334 

3 

8306160198 

FOIA 


GODY, A. 

0306230001 

50-249 

B 

0306140705* 

50-324 

0 

OODY, A 

8306260562 

50-3B7 

8 

8306200269 

50-400 

D 

OODY. A. T 

0306010193* 

70-371 


8306210336* 

FOIA 


OODY, A T 

6306010327* 

90-334 

G 

8306020146 

50-309 

P 

OODY, A T 

0306010339* 

70-667 


8306020352 

50-309 

R 

OODY, A T 

6306020403* 

50-244 

0 

0306020425 

50-309 

8 

OODY, A. T 

63060303 17* 

70-371 


8306020524 

50-309 

P 

OODY, A T 

6306030324* 

70-371 


0306030341 

50-309 

8 

OODY, A T 

6306090044# 

50-219 

Q 

8306060310 

50-309 

P 

OODY, A. T 

8306170245* 

70-371 


0306150263 

50-309 

F 

OODYi A T 

6306230475* 

50-272 

0 

8306170166 

50' 309 

F 

GOLDBERG, J. H 

0306070204 

50-490 

F 

8306170186 

50-309 

8 

GOLDBERG. J H 

8306140052 

00-498 

A 

8306170430 

50-309 

8 

GOLDBERG, J. H 

0306230460 

90-498 

A 

0306270295 

50-309 

8 

GOLDBERG. J R 

0306090336 

50-289 

0 

8306010392 

50-446 

A 

GOLDBERG, J R 

6306140702 

90-273 

9 

B306090043 

50-445 

B 

GOLDBERG, J R 

0306150249 

50-289 

0 

0306130440 

50-449 

a 

GOLDBERG. 8 C 

6306130361 

50-454 

0 

0306300099 

50-449 

B 

GOLDBERG. 0 C 

0306150316 

50-494 

0 

0306300074 

50-449 

B 

GOLDBERG. 0. C, 

B30617037B 

90-494 

0 

83D63000BB 

50-445 

8 

GOLDBERG. 8 C 

6306210261 

60-494 

9 

0306300167 

50-445 

B 

GOLDEN. J C 

6306220066 

90-237 

R 

0306240372 

71-6601 


GOLDEN BERG, 0 

6306210314 

90-10 

F 

0306020360 

50-278 

r 

OOLDFEIN.M R 

6306130445 

90-454 

0 

0306130347 

40-7069 


OOLOFEIN.M R 

0306130445 

90-494 

0 

8306140396 

40-8690 


OOLDFEINiM R 

0306130492* 

90-494 

9 

.830622031 1 

40-8674 


OOLDFEIN.M R 

6306200300 

90-494 

9 

0306130206 

50-302 

A 

OOLDFEIN.M R 

6306200300 

90-494 

9 

8306270321* 

50-46J 

Q 

OOLDMANN, K 

6306240379 

71-9015 


0306140375* 

50-400 

a 

GOLOSH I TH.M W 
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0305110479 

6305110483 

0306090010 

8306130327 

0306200556 

0306010302 

0306010382 

8306290536 

8306290356 

0306300142 

8306300021* 

8306300026 

8306060297 

8306210237 

8306210248 

030411027? 

0304110209 

8306230001 

8306230263 

8306200537 

8306140627* 

8306140647* 

8306070191 

8306230248 

8306290379* 
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ACCESSION 

SUBJECT 



ACCESSION 

SUBJECT 

AUTHOR 

NUMBER 

CATEGORY 

AUTHOR 

NUMBER 

CATEGORY 

AUTHOR 

NUMBER 

CATEGORY 

JUNOE.M A 

030A010S73 

50-310 

a 

KEIGEr.H U 

□306020401 

50-3S7 

9 

KERR. 0 N 

8306030390* 

FOIA 

JUNGE.H A 

fl3060l0307 

50-317 

b 

HEI8ER,H Vr 

B306090346 

50-3Q7 

S 

KERR. 0 H 

0306030399* 

FOIA 

JUHGE.M A 

0306170420 

50-310 

G 

KEISEr.H Vf 

□306170015 

50-307 

3 

KERR. 0 N 

0306150574 

NUREO 

JUNOErM A 

D30621015'? 

50-310 

0 

KEISEr,H W 

8306170191* 

50-307 

P 

KETTEVER. J U 

0306 16 0960* 

90-267 1 

JUMGE.M A 

□3062G0462 

50-310 

0 

KEIBER.H W 

8306170217 

50-307 

0 

KEY, U J 

0306030213* 

50-374 1 

KACICH. R H 

0306130233 

REYICW 

GRP 

KEISER.H W 

8306170413 

50-307 

8 

KHATID-RAHQAH 

0306020072 

NUREO 

KACrCH. R M 

0306130233 

REVIEW 

CRP 

KEISER.H N 

8306210050 

50-307 

S 

KIBLER, D R 

0306060209 

50-331 1 

KADAMDr.N P 

0306200017 

50-400 

A 

KEISER.H W 

0306210212 

50-307 

8 

KIDLER.D R 

8306270290 

50-331 1 

KADAMBI.N P 

0306270012 

50-400 

A 

KEISER.H N 

8306200140 

60-307 

S 

KIEL. 0 R 

0306020659* 

XPDRTL 1C 

KAHLE.J D 

03062903QOK 

50-302 

0 

KEISEr.H U 

B3O620O34O 

50-307 

S 

KIEL. 0 R 

G306030051 

KPORTLIC 

KAKU. H 

a306l70379» 

50-142 

T 

KEISER.H W 

0306200399 

50-307 

s 

KIEL, 0 R 

0306030060* 

XPDRTLIC 

KAXUi M 

0306l70390i» 

50-142 

T 

KEISER.H VI 

0306200434 

50-307 

S 

KIEL, 0 R 

e30614Q2BQ 

KPORTLIC 

KAKU, M 

03061704 17» 

30-142 

T 

KEISEr.H N 

0306200510 

50-307 

s 

K1E8ER.H N 

8306170037 

50-307 1 

KAKU, M 

0306170426* 

50-142 

T 

KEISER.H W 

0306200510 

50-3Q7 

s 

KILCDVNE.J J 

030620043B 

50-209 < 

KALIVIANAKIO, N 

0306130329 

50-254 

8 

KEISER.H VJ 

8306200548 

50-307 

3 

KILLOUOH.O 0 

8306210350 

NUREO 

KALIVIANAKIG, N 

0306130337 

50-254 

S 

KELLER. 0 R 

0306080160 

NUREO 


KINO, W 

8306270390 

50-323 1 

KALIVIANAKIO, N 

0306170314 

50-254 

R 

KELLER. R M 

0306020042 

50-334 

V 

KINNEMAN 

B3062 10237 

lIcE 

KALlVIANAKlQi H 

0306170344 

50-265 

3 

KELLEY, D L 

B306130S61* 

50-445 

G 

KINNEMAN, J 

□306020392* 

70-698 

KALlVIANAKISi N 

0306270252 

50-254 

0 

KELLEY, J L 

0306010439 

50-400 

0 

KINNEMAN, J 

8306060172* 

40-672 

kalivianakig, n 

□306300043 

50-254 

S 

KELLEY, J, L 

8306070393 

50-400 

0 

KINNEMAN, J 

8306060177* 

40-672 

KALHAN, K L 

0306030200 

WASTE MOT 

KELLEY. J. L 

0306160612 

50-413 

Q 

KINNEMAN, J 

0306060179* 

40-672 

KALMAN, K L 

0306220207 

WASTE MOT 

KELLEY, J. L 

□306220099 

50-413 

0 

KINNEMAN, J 

8306140269 

UE 

KALMON, K 

0306270303 

50-373 

S 

KELLEY, J L 

0306220090 

50-400 

0 

KINNEMAN, J. 

0306200203 

JtcE 

KALUZNY, G P 

0306140691 

NUREO 


KELLEY, W D 

0306210031* 

0A999 


KINNEMAN, J D 

□3060 10263 

40-06 

KAHNER, D B 

0306 140 041 

50 -960 

0 

KELLY, B 

0306080194 

50-322 

M 

KINNEMAN, J D 

□306150163* 

70-2669 

KAHMERtD B 

0306140266* 

50-239 

0 

KELLY, E 

0306060S6Q* 

50-392 

Q 

KINNEY, N W 

□306160246* 

50-193 1 

HAMMERED 3 

0306140420* 

50-390 

0 

KELLY, J A 

□306160362* 

50-298 

0 

KINNEY, N VI 

8306200353* 

50-77 i 

KAHMER.D 8 

0306150094* 

50-327 

F 

KELLY. U A F 

0306240140* 

50-274 

0 

KINSTON. P B 

□306200247* 

90-397 i 

KAHMER,0 8 

G306210010 

50-259 

F 

KELLY, L 

8306160389 

50-286 

R 

KIRK, VI F 

□306030902 

70-371 

kahmer.o Q 

0306210217 

50-390 

E 

KELLY, W J 

8306020214 

50-275 

H 

KIRK, W F 

0306080022 

71 “9641 

KAHMERrD S 

0306290203* 

50-259 

Q 

KELLY, W J 

0306100067 

50-275 

Q 

KIRKLAND, M VI 

□306020234 

70-794 

kammerer, C 

0306140521* 

ADVCN 


KELLY, W O 

0306 100 002 

50-275 

8 

KIRKPATRICK, D 

8306240063 

NUREO 

HAMMERER, C 

0306160125* 

FQIA 


KELLY, W J 

0306160939 

50-275 

R 

KIRSCH, D F. 

B30607009B* 

90-275 < 

HAHMEVER.D J 

0306020119 

50-344 

R 

KELLY. W J 

0306910044 

50-275 

S 

KIR8CH, D F 

8306070244# 

90-206 < 

kammever.d J 

0306160392 

50-344 

R 

KELLY, W J 

B30621007G 

90-275 

8 

KIRSCH, D F 

8306070295* 

90-206 1 

HAMA. 0 0 

0306020603 

RES 


KELLY, W 0 

8306910164 

50-275 

0 

KIReCH, D F 

8306070261 » 

90-206 ( 

KANE, R 8 

03O620O3B9 

50-199 

M 

KELLY, W J 

B30693O369 

50-275 

8 

KIRSCH, 0 F. 

8306070368* 

50-361 1 

HANO« p 

0306220226* 

50-309 

P 

KELLY, W J 

8306230422 

50-275 

8 

KIRSCH, D F 

8306230398 

90-361 1 

HANOA.B H 

0306010327 

50-320 

0 

KELLY, W J 

0306980421 

50-275 

8 

KIRSCH. D F 

8306270344* 

50-279 t 

KANOA.B K 

0306020096 

50-320 

P 

KELLY. W J 

0306200523 

50-275 

S 

KIRSCH, D F 

8306270350* 

50-275 1 

HANOA.R K 

0306130137 

50-320 

0 

KELLY, W J 

e3062Q0526 

50-275 

B 

KIRSCH, D F 

8306200017 

90-279 i 

KANOA.a K 

0306170025 

50-320 

6 

KELMER8. A D 

8306200093 

NUREO 


KIRSCH, D F, 

8306200194* 

90-275 < 

KANOA.n K 

□306170202 

SO -320 

P 

KEMP, R t> 

0306030348 

HI8C 


KIRSCH, D F 

8306280460* 

50-206 1 

HANGAiB K 

0306200357 

50-320 

P 

KEMPER, U B 

0306160310 

50-392 

A 

KIRSCH, D F 

8306280911* 

90-36 1 

KANOA.G K 

0306220035 

50-320 

P 

KEMPER, J S 

8306230276 

50-358 

A 

KIRSCH. D F. 

8306200991* 

50-361 1 

HAMOA.D H 

0306220054 

50-390 

P 

KEMPER, J B 

0306270315 

50-358 

E 

KIRBCH.D F 

8306200561* 

50-36 i 

KAPPEL, D 

0306200106 

FOIA 


KEMPER, J 8 

8306280301 

50-352 

E 

KIRSLISiS 8 

83061 90262* 

50-443 

KARA01AN18, x/ A 

0306270202 

50-10 

a 

KEMPER. J S 

8306200417 

50-352 

S 

KISH, J N. 

8306230423* 

50-374 

HARMAN, M 

0306160007 

50-961 

0 

KENDALL, J M 

8306210024* 

50-29 

P 

Kias, E 

8306210193* 

TOPREP 

HARMAN, M 

0306300130 

50-402 

G 

KENNEDY, D M 

0306130310 

90-295 

R 

KISTER 

B3061 40476 

50-271 

HARRtJ VJ 

0306290490 

50-329 

0 

KENNEY, E 6 

0306070452 

NUREO 


KIBTER 

8306170332 

90-271 

HARRrJ W 

0306290490 

50-329 

0 

KENNY, T 

8306140690 

90-286 

8 

KXBTER.H. 

8306070092* 

50-206 

KARR, vT W 

0306290530 

50-329 

0 

KENNY, T J 

8306070092* 

50-206 

Q 

KISTER, H 

8306140080 

50-333 

HASE, K R 

0306200190 

NUREO 


KENT, D 

8306060309* 

70-25 


KISTER, H B 

6306010370* 

50-247 

HA8SNER,T F 

0306200096 

NUHEO 


KENT.E e 

0306160292* 

FOIA 


KISTER, H 6 

8306020074 

50-244 

KATAOHA. I 

0306200085 

NUREG 


KENT.O J 

0306200132 

50-344 

R 

KIBTER, H D 

8306060227* 

50-220 

KAUFMAN, P H 

□306220045 

50-275 

Q 

KENT, J 

0306010153* 

70-371 


KISTER, H B 

0306060237* 

90-333 

KAY, H D 

0306140039 

50-361 

S 

KENYON, B D 

8306010177* 

50-307 

Q 

KISTER, H B 

8306160372* 

90-244 

KAY, J A 

8306140067 

50-29 

0 

KENYON, B D 

’ 0306010210 

50-307 

R 

KISTER. H B, 

0306230199* 

50-244 

KAY,J A 

0306170390 

50-29 

P 

KENYON. D D 

0306020223 

50-387 

R 

KISTER, H B 

8306230322* 

50-244 

KAY, J A 

0306210017 

SO-27 

P 

KENYON, B D 

0306020444* 

50-387 

Q 

HLAPPROTH.J F 

8306000109 

TOPREP 

KEANE, M E 

□306090300* 

50-309 

P 

KENYON. 0 D 

0306070214 

50-387 

F 

KLElNSOROEiU P 

B3061 40349* 

50-339 

KEARNEY, J v/ 

0306060229 

PR 


KENYON, B D 

8306140462 

50-387 

0 

KLEINSOROE, H P 

0306290397* 

90-290 

KEARNEY. J J 

0306300223 

PR 


KENYON, B D 

830616Q472 

50-387 

R 

KLIMBERD.S B 

8306220123 

90-410 

KEATINO, D E 

0306230271* 

50-440 

0 

KENYON, B D, 

B30617018D 

50-387 

P 

KLINE, J R 

8306190422 

50-33B 

KEATINO. D E 

0306230359* 

50-350 

0 

KENYON, B D 

8306210143 

50-3G7 

r 

HLINO.C.L 

8306070159* 

90-317 

KEATINO, L A 

8306150615* 

50-322 

F 

KENYON, B D. 

0306270240 

90-387 

R 

kluolein, j 

0306000194 

90-322 

KEIKIO 

0306140154 

50-271 

8 

KENYON, T J 

8306020604 

50-390 

A 

KMETYK, L. N. 

0306200049 

NUREO 

HEIHIO, R 

0306140080 

50-333 

8 

KEPPLER, J 0 

8306060129 

50-358 

0 

KNAPIK.M 

8306200193 

FQIA 

KEIMIO, R 

8306150000* 

50-209 

Q 

KEPPLER, J 0 

8306060132* 

50-390 

0 

KNEZOViCHi J P 

83061 90064 

50-272 

KEIM10,R R 

0306060220* 

50-219 

0 

KEPPLER. Q 

. 0306070033 

90-350 

Q 

KNICELEY, J, R 

8306210079* 

90-263 

KEIHIG, R R 

0306090151* 

50-332 

0 

KEPPLER. J Q 

B306070D94 

50-409 

Q 

KNIESER.O VI 

8306160996* 

OAW 

KE18ER,H 

8306090026* 

50-307 

F 

KEPPLER, J O 

8306090129 

50-295 

Q 

KNIESER.O. VI 

8306160970* 

0A999 

KE18ER,M U 

0306010061 

50-307 

8 

KEPPLER, J 0 

0306210006 

50-546 

0 

KNIOHT. N L 

8306000269 

FOIA 

KE18ER,H N 

0306010060 

50-307 

S 

KEPPLER, J Q 

8306210177 

50-263 

0 

KNIGHTON, 0 U 

8306020013 

50-412 

HEISER.H W 

8306010070 

50-307 

8 

KEPPLER, J Q 

8306920025 

50-295 

F 

KNIGHTON, 0 VI 

B306020024 

50-498 

KEI8ER, H W 

B3060 10099 

50-307 

8 

KEPPLER, J. 0 

8306220028 

50-954 

0 

KNIGHTON. 0 U 

8306020096 

50-92S 

KEISER.H U 

0306010150 

50-307 

8 

KEPPLER, J. Q 

B3062300S6* 

90-373 

G 

KNIGHTON, 0. H 

8306020687 

90-302 

KEI8ER, H M 

0306010270 

50-307 

8 

KEPPLER, J O 

8306230476 

50-403 

0 

KNIOHTON.O U 

8306030062 

90-361 

KEI8ER,H U 

0306010309 

50-307 

8 

KEPPLER, J 0 

0306270293 

90-294 

0 

KNIGHTON, 0. N 

B3060B0064 

90-400 

KEI8ER,H VI 

0306010313 

50-307 

8 

KEPPLER, J Q 

B3O627O290* 

50-254 

0 

KNIGHTON, G VI 

0306140784 

90-339 

KEI8ER,H U 

0306010323 

50-307 

a 

KEPPLER, J 0 

8306270311 

50-461 

0 

KNIOHTON.O H 

8306190149 

90-412 

KEISER.H M 

0306020369 

50-307 

s 

KEPPLER. J B 

8306300213 

50-319 

0 

KNIOHTON.O VI 

8306190190* 

50-4 1 2 

KEI8ER, H U 

0306020 302 

50-307 

8 

KERR. 0 W 

B306020035 

StAtv Prog 

KNIOHTON.O. VI 

□306160011 

50-206 

KEISER.H VJ 

0306020394 

50-307 

a 

KERR.O U 

03O6O2D496 

8t»t* Prog 

KNIOHTON.O. H 

□306160272 

90-400 
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KNtCHTON^O U 

0306160630 

50-309 

P 

KNICHTOHiO H 

8306160657 

50-400 

A 

KNIGHTON, e H 

B3061 70079 

50-508 

E 

KNlGHTONiO H 

8306220291 

50-206 

r 

KNlOHTONiO M 

0306220294 

50-206 

F 

KNIGHTON. 0 H 

8306230520 

50-206 

F 

KNIGHTON. 0 N 

0306240463 

50-400 

E 

KNIGHTON. G H 

0306240464 

50-27S 

P 

KNIGHTON. 0 H 

0306240465 

50-275 

V 

KNIGHTON. G W 

8306240466 

50-389 

P 

KNIGHTON. G » 

030624Q467 

50-400 

E 

KNIGHTON. Q H 

8306240468 

50-400 

E 

KNIGHTON. 0 N 

03O624O479» 

50-361 

P 

KNOPrR C 

8306060241 

50-403 

Q 

KNOP. R C 

0306060242* 

50-403 

0 

KNOP. R C 

0306170049 

50-341 

a 

KNOP. R C 

0306210291 

50-341 

0 

KNOPiR C 

8306220066 

50-461 

0 

KNOP. R C 

8306270201 

50-546 

0 

KNOP.R C 

0306300084 

50-403 

Q 

KNOP.R C 

8306300170 

50-483 

Q 

KNOP.R C 

0306300178 

50-454 

Q 

KNOP.R C 

0306300179 

50-440 

Q 

KNOP.R C 

0306300102* 

50-403 

Q 

KNOP.R C 

8306300104* 

50-454 

0 

KNOP.R C 

0306300201 

50-440 

Q 

KOEHL.K H 
KOE8TER.G L 

0306170077 

0306060191 

70-490 

50-402 

K 

KOEBTER.G l 

8306070194 

50-402 

S 

KO£8T£R.G L 

6306070262 

50-482 

S 

KOEBTER.G L 

0306000175 

50-482 

A 

KDE8TER.G L 

0306080160* 

50-402 

0 

KOE8TER.O L 

8306090231 

50-408 

S 

KOeaTER.O L 

8306130043 

50-402 

s 

KOE6TER.G L 

0306130130 

50-402 

6 

KDESTERiQ L 

6306130393 

50-482 

0 

KOE8TER.O L 

8306140230 

50-402 

A 

KOE8TER.O L 

6306150487* 

50-402 

F 

KOE8TER.G L 

8306160415 

50-402 

S 

KOeSTER.O L 

6306160539 

50-462 

A 

KOCBTER.G L 

G306160S65 

50-402 

8 

KOE6TER.G L 

8306170306 

50-402 

8 

KOE8T£fii Q L 

0306270080 

50-402 

0 

KDESTER.G L 

0306270352 

50-402 

5 

KOEBTCR.G L 

6306280335 

60-402 

8 

KOESTER.O L 
KaHN.R 

0306300100 

0306170379* 

REGGD 

50-142 

T 

KOHNi R 

0306170390* 

50-142 

T 

KOHN.R 

0306170417* 

50-142 

T 

KOHNrR 

8306170426* 

50-142 

T 

KOLACIKOHSKI.A 
KOLB.L E 

8306010052 

0306280504 

NURCO 

50-395 

8 

KOLB. L E 

8306300049 

50-395 

& 

KOLTAY.P 

0306010378* 

50-247 

Q 

koltay. P. 

0306230212* 

50-247 

Q 

KONKLINi J E 

8306060244* 

50-4B3 

0 

KONKLIN.J E 

8306170055* 

50-341 

0 

KONKLIN.J E 

0306210298* 

50-34 1 

0 

KOWLIN. J. E 

0306270205* 

50-546 

0 

KONKLIN.J E 

8306300103* 

50-440 

Q 

KONKLIN.J E 

0306300106* 

50-463 

Q 

KONKLIN.J E 

0306300207* 

50-440 

0 

KONZEK.O J 
K08LA.B N 
KOTTAN.J J 

0306020131 

0306140767 

0306020407* 

NUREO 

40-0027 

50-317 

0 

KOTTANiJ J- 

B306230397* 

50-293 

0 

KRANER. E N. 

0306140063* 

50-272 

p 

KRANI8H.A 

kratzer.n s 

KRAUS. G 

0306160041 

0306160134* 

0306080203 

FDIA 

FOIA 

50-350 

0 

HRAU8.G. 

0306060205* 

50-350 

0 

KRAU9.T 

630608021 5 

50-358 

G 

KRAUS. T. 

0306000250 

50-358 

0 

KRAUSE. D F. 

6306270161 

50-316 

0 

KRECHTINO. J E 

0306100166 

50-275 

R 

KRECHTING.J E 

0306170380 

50-275 

R 

KRICH.R.W 

0306220029 

50-255 

S 

KRIEOER.R U 

0306010142 

50-206 

F 

KRIEOER.R N 

8306220004 

50-206 

P 

KflIEGER.R N 

8306240203 

50-206 

P 

KRIEGER.R M 

0306200466 

50-206 

P 

KRIHN.R.U 

0306240306 

50-344 

F 

KRim.R U 

8306270305 

50-322 

F 

KRONZEK.A L 

KRUG. H E 

8306070441 

8306140191* 

FOIA 

50-389 

Q 



ACCESSION 

5UDJEC1 


AUTHOR 

NUHDER 

CATFCOHY 

KRUO«H E 

0306B90;225* 

50-309 

Q 

KRU71C.R U 

B306160639 

71-9141 


KUBINAK.R A 

0306060231 

PR 


KUCIYNSKI.L A 

0306010150 

50-387 

B 

KUCZYNSKI.L A 

0306010270 

50-387 

S 

KUCIYNSKI.L A 

0306020223 

50-307 

n 

KUCIYNSKI.L A 

0306020302 

50-307 

s 

KUCIYNSKI.L A 

0306020394 
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8306090017* 

71-5026 

90-440 

G 

MACDONALD, G 

E 

8306090034 

71-9010 

90-346 

0 

MACDONALD, C 

£, 

8306090037* 

71-9010 

90-341 

Q 

MACDONALD, C 

E 

8306090070 

71-6244 

50-341 

0 

MACDONALD, C 

E 

8306090074* 

71-6244 

90-440 

0 

MACDONALD, C 

£ 

8306090278 

71-9015 

50-350 

0 

MACDONALD, C 

E 

8306090279* 

71-9015 

50-237 

Q 

MACDONALD, C 

E 

6306130177 

71-9009 

50-237 

G 

MACDONALD, C 

E 

8306140744 

71-6533 

50-346 

Q 

MACDONALD, C 

E. 

G306140750* 

71-6553 

NUREG 


MACDONALD, C 

E 

0306140787 

71-6003 

50-430 

0 

MACDONALD, C 

E 

8306140790 

71-5641 

90-461 

G 

MACDONALD, C 

E 

0306150143 

71-9151 

50-260 

a 

MACDONALD, C 

E 

8306150239 

71-9017 

50-440 

H 

MACDONALD, G 

E 

8306150240* 

71-9017 

50-440 

G 

MACDONALD, C 

E 

8306150326 

71-9508 

CONTRACT 


MACDONALD, C 

E 

8306170447 

71-5641 

WA9TB HOT 

MACDONALD, C 

E 

0306170455 

71-9110 

NUREO 


MACDONALD, C 

E 

0306170456* 

71-9110 

50-346 

8 

MACDONALD, C 

E 

8306170458 

71-9111 

50-937 

A 

MACDONALD, C 

E 

0306170464 

71-9056 

50-537 

E 

MACDONALD, C 

E 

8306170465 

71-6550 

50-537 

A 

MACDONALD, C 

E 

8306210445 

71-5796 

50-537 

A 

MACDONALD, C 

E, 

8306210447 

71-6346 

50-317 

R 

MACDONALDi G 

E 

8306220172 

71-498 

90-461 

0 

MACDONALD, C 

E 

8306220178* 

71-490 

50-546 

G 

MACDONALD, C 

E 

8306220 1B4 

71-5828 

90-454 

Q 

MACDONALD, C 

E 

6306220185 

71-9174 

70-2948 


MACDONALD, C 

E 

8306220190* 

71-5828 

90-155 

0 

MACDONALD, C 

E 

8306220195 

71-4909 

50-528 

F 

MACDONALD, C 

E. 

8306220199 

71-9165 

50-537 

0 

MACDONALD, C. 

E 

8306220203 

71-210 

50-537 

G 

MACDONALD, C 

E 

8306220231 

71-367 

50-327 

S 

MACDONALD, C 

E 

8306240453 

71-9132 

SO-320 

S 

MACDONALD, C 

E 

8306240456 

71-9141 

50-327 

8 

MACDONALD, C 

E, 

8306240459 

71-9100 

50-327 

S 

MACDONALD, C 

E, 

8306240485 

71-9132 

60-327 

8 

MACDONALD, C 

E 

8306240488 

71-86 

50-142 

G 

MACDONALD, C 

E 

8306240489* 

71-86 

60-289 

G 

MACDONALD, C 

E 

S306290601 

7l-90e0 

CONTRACT 


MACDONALD, C. 

E 

8306290610 

71-5607 

CONTRACT 


MACDQUQALL, E 


8306170205* 

RES 

CONTRACT 


MAGDOUOALL, f 

i D> 

8306240036* 

FOIA 

60-317 

P 

MACLEAN, R 


0306230491* 

CONTRACT 

90-317 

P 

MACLEOD, B, 


8306020347 

50-322 

60-317 

a 

MACNADB.W V 


8306280258 

XPORTLIC 

50-317 

a 

MADDEN. W 


S306230001 

50-245 

50-317 

Q 

madden, W, 


8306280582 

50-387 

SQ-305 

F 

MADISON, A 


B306270222* 

50-373 

60-322 

40-299 

E 

MADISON, A 
MADBENi 0. L. 


8306300141* 

8306010132 

60-373 

50-267 



PERSONAL AUTHOR INDEX 


ACCESSION 

NUMBER 

SUBJECT 

CATEGDRV 

AUTHOR 

ACCESSION 

NUMHER 

B306010152 

50-382 

a 

HANND.S F 

0306210200 

63060 1029& 

50- 1 20 

H 

MANN0,8 F 

B30 6260605 

6306010350 

50-490 

Q 

HAWSER, M C 

S306I 50269* 

6306060056 

50-490 

Q 

HAIRCHAL. J 

030 61 30340 

6306060069 

50-4 SB 

Q 

MARCHAL. J 

B30& 160620 

6306060111 

50-490 

0 

HARCHAL, J 

03Oil6O7l6 

6306060125 

50-267 

a 

HARCHAL. J 

03O/.1 60720 

6306060120 

50-lia 

Q 

HARKEE^E 

6306140636* 

6306060139 

50-267 

p 

HARKEY, E J 

0306060392* 

6306070319 

50-267 

p 

MARKT, D 

0306090291* 

G3060B0042 

50-567 

0 

HARKT, D 

6306150293* 

6306080069 

50-382 

a 

MARKT, D 

6306150299* 

63060G007Q 

50-302 

0 

MARSHALL, C 

6306160024 

630606012Q 

50-490 

0 

MARSHALL, J R 

6306010024 

8306060217 

50-298 

0 

MARSHALL. J R 

6306010267 

B30606Q22D 

50-445 

Q 

KAR8HALL, J R 

6306020001 

8306130110 

50-302 

0 

KAR8HALL,vi R 

6306020135 

8306130255 

50-445 

Q 

MARSHALL, J R 

6306020150 

0306 1 40370 

50-445 

Q 

MARSHALL, J R 

6306020466 

6306140631 

50-382 

0 

MARSHALL, J R 

8306030294 

6306160220 

50-267 

P 

MARSHALL. J R 

B306060067* 

6306160351 

50-290 

0 

MARSHALL. J R 

0306060253 

0306170266 

50-382 

Q 

MARSHALL, J R. 

6306070054 

8306170346 

50-382 

a 

MARSHALL, J R 

8306070193 

6306210009 

50-290 

0 

MARSHALL, J R 

8306070290 

9306510061 

50-382 

0 

MARSHALL, J R, 

6306070304* 

9306510105 

50-445 

0 

MARSHALL, J R. 

B3060S0012 

9306510114 

50-298 

0 

MARSHALL, J R> 

0306090248 

8306540140 

50-274 

0 

MARSHALL, J R. 

8306090313 

9306P 70236 

50-298 

a 

MARSHALL, J R 

6306130057 

B3063-0013Q 

50-267 

Q 

MARSHALL. J R 

8306130222 

9306020079 

50-244 

P 

MARSHALL, J, R 

0306130270 

9306020449 

PR 


MARSHALL. J R 

6306130421 

9306020451 

50-244 

R 

MARSHALL, J. R 

6306140050 

0306020453 

50-244 

R 

MARSHALL, J R 

6306140155 

6306060036 

50-244 

Q 

MARSHALL, vl R 

6306160324 

6306060057 

50-244 

P 

MARSHALL, J R 

6306160355 

8306070250 

50-244 

F 

MARSHALL, J R 

6306160469 

6306140025 

50-244 

Q 

MARSHALL, J R 

6306160474 

6306140410 

50-244 

Q 

MARSHALL, J, R 

8306160479 

6306140595 

50-244 

P 

MARSHALL. J R 

B306160493 

63061 &03 09 

50-244 

0 

MARSHALL, J tt 

B306160499 

6306170032 

50-244 

P 

MARSHALL, J R 

0306160537 

6306170201 

50-244 

s 

HARSHALL,J R 

8306160561 

0306200314 

50-244 

p 

MARSHALL, J R 

8306160577 

6306510015 

50-244 

0 

MARSHALL, J, R. 

0306 16061 4 

6306210034 

50-244 

B 

MARSHALL, J R 

0306170375 

0306520022 

60-244 

0 

MARSHALL, J R 

0306170408 

0306240177 

50-244 

p 

MARSHALL, J R 

0306210003 

0306240290 

50-244 

p 

MARSHALL, J R 

3306210125 

6306240311 

50-244 

p 

MARSHALL, J R 

6306210101 

0306270257 

50-244 

p 

MARSHALL, J R 

6306210229 

0306570360 

50-244 

p 

MARSHALL. J R 

6306220062 

6306200096 

NUREO 


MARSHALL, U R 

0306230474 

6306530076* 

FQIA 


MARSHALL, J R 

6306230407 

G3062B0190 

NUREO 


MARSHALL, J R 

6306300079* 

0306160451 

REOOO 


MARSHALL, J 8 

6306090162 

8306020533* 

71-9080 


MARSHALL, J S 

8306100153 

6306130105* 

71-9089 


MARSHALL, J. 9 

6306130193 

8306070017* 

50-344 

0 

MARSHALL, J S 

8306160503 

6306130500* 

70-1257 


MARSHALL. R K 

6306240073 

0306240396 

70-1257 


MARSHALL. W H 

6306080206 

8306560159* 

CONTRACT 


MAR8T0H, R R 

0306140542* 

8306050402* 

CONTRACT 


MAR6TOH, R R 

B306140655* 

0306060161 

50-335 

p 

MARTIN. C. 

6306060320 

0306010063 

50-220 

p 

HARTIN, D E 

B306O2O252 

0306010360 

50-220 

F 

MARTIN, D E 

6306030430 

0306070034 

50-220 

P 

MARTIN, D, E 

8306030470 

6306060273 

50-410 

A 

MARTIN, D E 

8306140333 

0306100143 

50-220 

P 

MARTIN, D E 

6306 J 40336 

0306140440 

90-410 

A 

MARTIN. D E 

0306140351 

0306140445* 

50-410 

0 

MARTIN, 0 E 

0306140364 

B306200214 

50-220 

R 

MARTIN, D E 

0306150233 

0306200250 

50-410 

K 

MARTIN, 0 E 

8306170446 

0306250096 

50-410 

K 

MARTIN, 0 E 

0306210423 

6 3062 00422 

50-220 

0 

MARTIN, 0 E 

8306260098 

6306200509 

50-220 

P 

MARTlNf^ B 

8306020366 

8306300241 

50-220 

F 

MARTIN. J B 

0306100095 

6306010107* 

50-313 

0 

MARTI N.J B 

0306200370 

6306240320 

CONMiefllDN 

MARTIN. R A 

0306070422 

6306010453 

50-410 

8 

MARTiNrR E 

0306020649 

6306140558* 

50-410 

G 

MART I Nr R. E 

0306030006 

6306140564* 

50-410 

0 

MARTIN. R E 

0306070196 

6306200262 

50-410 

8 

MARTIN, R E, 

0306210410 

6306210195 

50-410 

9 

MARTIN, R E 

8306240412 


SUBJECT 


ACCESSION 

SUBJECT 

CATEGORY 

AUTHOR 

NUMDER 

CATEGORY 

50-410 

Q 

MARTIN, R E 

0306240410 

50-352 

F 

50-410 

6 

MARTIN, R W 

0306150619 

NUREO 


70-143 


MARTIN,? 

6306060309* 

70-25 


XPDRTLIC 

MARTIN, T J 

6306200590* 

50-354 

fl 

XPORTLIC 

MARTIN, T T 

03062B0610 

40-6940 


XPORTLIC 

MARTIN,? T 

B3060 10096 

50 '29 

Q 

XPORTLIC 

MARTIN, T T 

63060101 J 5 

50 24V 

Q 

50-302 

0 

MARTIN,! T 

D3060I0148 

70-371 


50-272 

U 

MARTIN. T T 

0306010160 

50 -29 

0 

50-29 

F 

MARTIN,! T 

S306010171 

50-30/ 

0 

50-271 

F 

MARTIN,! r 

S3060 10227 

50-333 

0 

50-271 

F 

MARTIN, T T 

8306010301 

50-271 

Q 

FDIA 


MARTIN, T r 

0306010303 

50-213 

A 

50-313 

P 

MARTIN,! T 

0306010326 

50-334 

A 

50-313 

P 

MARTIN,! T 

6306010337 

50-309 


50-313 

R 

MARTIN,! T 

G3060 10336 

70 607 


50-313 

P 

MARTIN,! T 

6306010402 

50-220 

0 

S0-36B 

R 

MARTIN.! T 

8306020025 

70-29S3 


50-360 

P 

MARTIN,! T 

0306020256 

71-250 


50-313 

J 

MARTIN, T T 

8306020375 

50-354 

A 

50-313 

G 

MARTIN,! T 

03O6O2O3B1 

r?0-244 

0 

50-313 

R 

MARTIN,! T 

8306020367 

70-690 


30-360 

P 

MARTIN,! T 

0306020399 

70-2540 


50-313 

P 

MARTIN, T T 

0306020400 

50-244 

A 

50-313 

Q 

MARTIN,! T 

0306020402 

50-317 

0 

50-313 

Q 

MARTIN,! T 

830602040G 

70-1224 


50-313 

F 

MARTIN,! T 

0306020409 

00-293 

A 

30-313 

F 

MARTIN.! T 

0306020427 

50-244 

A 

30-313 

P 

MARTIN. T T 

6306020442 

50' 307 

A 

50-313 

R 

MARTIN,! T 

6306020445 

50-219 

A 

50-313 

0 

MARTIN,! T 

63060204 5S 

50-244 

0 

50-360 

6 

MARTIN,! T 

0306030236 

70-371 


50-360 

S 

MARTIN,! T 

B306030314 

70-371 


SO-313 

G 

MARTIN,! T 

B306030343 

50-206 

0 

50-313 

F 

MARTIN,! T 

G306060162 

50-27/ 

0 

50-313 

P 

MARTIN, T T 

0306060167 

40-672 


50-360 

8 

MARTIN, T T 

6306060264 

50-206 

A 

50-313 

S 

MARTIN, T T 

6306070140 

50-31/ 

A 

50-360 

R 

MARTIN,! T 

0306090030 

71-2 


50-360 

a 

MARTIN,! T 

0306090126 

50-322 

A 

50-313 

p 

MARTIN,! T 

0306140250 

50-27/ 

0 

50-366 

s 

MARTIN,! T 

6306150156 

70-2669 


50-313 

0 

MARTIN, T T 

0306160313 

70-120/ 


50-313 

R 

MARTIN, T T 

03061 b0323 

50-317 

A 

50-36B 

8 

MARTIN. T T 

6306160341 

50-220 

A 

50-313 

8 

MARTIN,! T 

6306160440 

50-272 

A 

50-313 

P 

MARTIN,! T 

0306170030 

50-07 

A 

50-313 

P 

MAR!IN, ! T 

0306170204 

00-219 

r 

50-313 

8 

MARTIN, T T 

6306170241 

70-371 


50-313 

n 

MARTIN, T T 

6306200062 

00-423 

A 

50-360 

8 

MARTIN,! T 

0306200125 

50-27/ 

A 

50-360 

P 

MARTIN, T T 

0306200135 

50-307 

G 

50-313 

V 

MARTIN,! T 

0306200159 

50-27/ 

A 

50-313 

F 

MARTIN,! T 

6306200307 

50-245 

G 

50-360 

P 

MARTIN, T T 

6306200387 

50-213 

G 

50-313 

G 

MARTIN,! T 

0306210090 

50-213 

Q 

30-445 

A 

MARTIN,! T 

6306210104 

50-322 

A 

50-445 

A 

MARTIN,! T 

0306230215 

50-336 

0 

50—443 

A 

MARTIN.! T 

0306230363 

50-317 

A 

50-445 

0 

MARTIN, T T 

0306230309 

50-273 

G 

NUREO 


MARTIN,! T 

0306230456 

50-333 

0 

50-329 

0 

MARTIN,! T 

8306230459* 

50-333 

A 

50-327 

Q 

MARTIN, T T 

8306230471 

50-272 

A 

50-340 

0 

MARTIN, T T 

0306230473 

71-2 


FGIA 


MARTIN,! T 

□306270230 

40-0610 


WASTE MOT 


MARTIN,! T 

0306260204 

50-213 

A 

WASTE MOT 


MARTIN, T. T 

0306260337 

50-293 

0 

WASTE MOT 


MARTIN,! T, 

6306200429 

70-1402 


WASTE MOT 


MARTIN,! T 

6306260461 

50-317 

A 

WASTE MOT 


MARTIN,! T 

B306280472 

50-271 

A 

WASTE MOT 


MARTON, E. J 

0306230077* 

FOIA 


WASTE MOT 


MARTDN, J 

6306230070* 

roiA 


WASTE MOT 


MARTZ.H F 

0306260013 

NUREO 


WASTE MOT 


MASON, C C. 

0306020197 

50-32/ 

R 

WASTE MOT 


MASON, J M 

0306130453 

30-330 

0 

WASTE MOT 


MASBAROiS A 

B306290131 

NUREO 


81,nta ProD 

MASSEY, F. K, 

0306220127 

50-361 

0 

50-263 Q 

MASTERSON, V V 

6306130352 

50-373 

0 

50''36l 0 

MATAKASiR A 

6306000269* 

50-443 

0 

RES 


MATCHETT, D L 

0306060330* 

50-410 

A 

90'353 / 


MATERS, B R. 

6306140614 

50-341 

A 

30-352 / 


MATHEWS, J 

□306150307 

50-445 

A 

50-352 / 


MATHIS, J. 

63062905J 1* 

50-370 

0 

50-352 A 

MATHIS, J L 

B306 140362* 

50-390 

A 

50-352 f 


MATLOCK, R. 0 

0306170215 

50-39/ 

R 


PERSONAL AUTHOR INDEX 


483 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEODRY 

MAiTTHEHSi D [J 
MATTHEWS 1 M 4 
MATTHEWS. M U 
MATTHEWSr M L 
MATTHEWS, T P 

B0060B0216* 
00061 S0227 
0306200012 
0306240179 
0306200350 

50-361 a 

WASTE MGT 
WASTE MOf 
WASTE MOT 
50-205 R 

MATTlArH J 

MATT J A- li J 

KATTIA* M J 

MATT r A, M J 

MATT! A. M J 

03D419O51O» 

03O617OO29# 

0306220091* 

0306270446* 

0306200122* 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

MAURA, r A 

MAURArT A 

MAUR IN, L V 

MAUniN. L V 

MAUR IN, L V 

03O6O6O13Q* 

0306300067* 

0306010223 

0306010297 

0306090411* 

50-35 B 0 
50-341 0 
50-302 Q 
SO-392 R 
50-303 F 

MAUR IN. L V 

MAUR IN. L V 
MAXWELL, D 

MAXWELL, D C 

MAY, E L 

0306170349* 

0306200342 

0306130437 

0306170409 

0306170033 

50-302 0 
50-303 R 
50-237 3 
SO-249 S 
50-29 B 

MAY, E L 

MAYBERRY, G D 

MAYS, 0 T 

MAYS, 0 T 
MAYMEATHER, L 

0306280107 

0306240441* 

0306160631* 

0306210324 

0306160409 

50-29 fl 

71-9006 
50-155 P 

NURC0 

50-361 n 

MCALLISTER, a A 
MCALPINE. C J 
MCALP INE.E J 
MCALPINE, E J 
MOALP INE, E U 

0306170430 

0306140529* 

0306140575* 

0306140502* 

0306140617* 

DO-309 B 
70-1201 
70-1113 
70-1113 
70-024 

MCALPINE. E J 
MCALPINE, E J 
MCDUEARTYiR A 
MCDREARTYi R A 
MCttREARTY. R A 

0306140713* 

0306270240 

0306060227* 

S3O6070226* 

0306160006* 

70-143 
/0-I43 
50-220 0 

50-277 8 

50-271 Q 

MCDRIDE, h 
MCORIDE.M H 
MCBRIDE, M H 
MCBRIDE, rl H 
MCCABE, E C 

0306060267* 

□306020447* 

0306230467# 

0306200474# 

8306010134# 

50-206 0 
50-219 0 

50-333 0 

50-271 0 

50-387 Q 

MCCABE, E C 
NCCADEiE C 
MCCADE, E C 
MCCABE, E C 
MCCANNr J 

8306010324# 

0306020071 

0306030312* 

0306070076# 

D3060I0134# 

50-317 0 
90-332 0 
50-277 Q 
50-322 Q 
50-387 8 

MCCLEBKCYrK C 
HCCLE6KEY, K I* 
MCCLINTOCK, R 0 
MCCLlNTOCKiR 0 
KCCLUNO,C E 

0306090295 

Q306090295 

0306060019# 

8306160179* 

0306080195 

50-322 e 
50-322 0 

roiA 

KOI A 

50-361 0 

MCCLUNO, C E 
MlCCOLLOrt, K A 
MCCOflKLE, 0 W 
MCCRORY,B L 
MCDERMOTT, D 

0306080195 

0306200556 

0306100039* 

0306130261* 

03O6OSO459 

50-361 0 
90-445 0 
50-312 0 
50-445 0 
CONTRAC r 

MCDERMOTT, D 
MCDERMOTT, D 
MCDERMOTT, D 
MCDERMOTT, D 
MCDERMOTT, D 

0306030277 

0306060391 

0306140220 

0306150246 

0306150405 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

MCDERMOTT. D 
MCDERMOTT, D 
MCDERMOTTi D K 
MCDONALD, D D 
MCDONALD, D D 

0306210421 

8306220166 

0306150506 

0306160090 

0306160174 

CONTRACT 

CONTRACT 

CONTRACT 

FOIA 

roJA 

MCDONALD, J Y 
MCDOWELL-BOYtR 
MCDUFFIE.K A 
MCDUFFIE.M A 
MCDUFFIE, M A 

0306030402* 
030608004 1 * 
0306060152 
8306060202 
0306070122 

CONTRACT 

FOIA 

50-4 00 C 
50-400 E 
50-400 E 

MCDUFFIE, M A 
MCDUFFIE, M. A 
MCDUFFIE, M. A 
MCDUFFIE, M. A 
MCDUFFlE.rt A 

0306080032 
8306100100 
83061601 16 
8306170224 
0306200083 

60-400 E 
50-400 E 
90-400 E 
50-400 E 
50-400 E 

MCDUFFIE, M. A, 
MCDUFFIE, M A 
MCDUFFIE, M A 
MCDUFFIE, M A. 
MCDUFFIE. M A 

8306200309 

8306210002 

0306210204 

8306270100 

8306270113 

50-400 E 
50-400 A 
90-400 E 
50-400 E 
90-400 A 

MCDUFFIE, M A 
MCDUFFIE, M A 
MCDUFFIE, M A 
MCDUFFIE, M A 
MCDUFFIE, P N 

0306270217 

0306270241 

8306270292 

03O627O44Q 

8306240073 

90-400 E 
90-400 E 
90-400 C 
90-400 E 
NUREO 


AUTHOR 

ACCESSION 

NLIMDCR 

SUBJECT 

CATEGORY 

MCFAODEN, J H 
MCFARLAND, C R 

0306240363* 

B3D614D912* 

TOPflEP 

50-400 

0 

HCOARRY, J M 

0306060301 

50-413 

0 

MCGARRY. J M 

0306060301 

50-413 

0 

MCOARRY, J M 

8306080170 

50-413 

0 

HCOARRY, J M 

8306000170 

50-413 

0 

MCOARRV, J M 

8306100199* 

50-413 

0 

MCOAHRY, J « 

8306100199* 

50-413 

0 

MCOARRVr J « 
MCOAUOHY, J P 

6306170334 

8306010344 

NUREO 

50-416 

S 

MCOAUOHV, J P 

8306010361 

50-416 

a 

MCOAUOHY, J P 

0306020286 

50-416 

p 

MCOAUOHY, J P 

0306070004 

50-416 

3 

MCOAUOHY, J P 

8306070 0S9 

50-416 

3 

MCOAUOHY, J P 

0306070 1 42 

50-416 

3 

HCGAUOHY, J P 

0306070228 

50-416 

8 

MCOAUOHY, J P 

0306070230 

50-416 

a 

MCOAUOHY, J P 

8306070337 

50-416 

B 

MCOAUOHY, J P 

0306070410 

50-416 

B 

MCOAUOHY, J P 

0306100219 

90-416 

0 

MCOAUOHV, J P 

8306100235 

50-416 

9 

MCOAUOHY, J P 

8306100391 

50-416 

8 

MCOAUDKY,J P 

0306140046 

50-416 

3 

MCOAUOHY, J P 

03061 4 0084 

50-416 

8 

MCOAUOHY, J P 

0306140259 

50-416 

B 

MCOAUOHY, J P 

0306140384 

50-416 

8 

MCOAUOHY, J P 

0306140494* 

50-416 

0 

MCOAUOHY, J P 

8306140567* 

50-416 

Q 

MCOAUOHV, J P 

0306140611 

50-416 

8 

MCOAUOHY, J P 

0306140669 

50-416 

8 

MCOAUOHV, J P 

0306200121 

50-416 

B 

MCOAUOHY, J P 

8306200133 

50-416 

B 

MCOAUOHY, J P 

8306200142 

50-416 

B 

MCOAUOHY, J P 

8306200106 

50-416 

K 

MCOAUOHY, J P 

0306200189* 

50-416 

K 

MCOAUOHV, J P 

8306200290 

50-416 

8 

MCOAUOHY, J P 

8306270126 

50-416 

8 

MCOAUOHY, J P 

8306270132 

50-416 

a 

MCOAUOHY, J P 

8306270165 

50-416 

B 

MCOAUOHY. J P 

8306270346 

50-416 

a 

MCOAUOHY. J P 

8306270439 

50-416 

3 

MCOAUOHY, J P 

8306280180 

50-416 

a 

MCOAUOHYiJ P 

8306280287 

50-416 

8 

MCOAUOHY, J P 

0306280329 

50-416 

B 

MCOAUOHV, J P 

0306280471 

50-416 

8 

MCOAUOHV, J P 

B3062S0995 

50-416 

8 

MCOAUOHV, J P 

0306300163 

90-416 

B 

MCOAUOHV, J P 

0306300175 

50-416 

B 

MCOAUOHY,R W 

8306130375 

50-331 

S 

MCOAUOHYiR M 

8306140990 

50-331 

Q 

MCOAUOHY, R W 

83061603B9 

50-331 

P 

MCOAUOHY,R H. 
MCOAUOHY,R W 

8306160460 

0306230348 

REOOD 

30-331 

P 

MCOAUOHY, R W 

8306270420 

50-331 

P 

Mcoimv,D M 

0306190165 

50-186 

F 

MCGRATH, R A 

0306060252 

50-219 

R 

MCGUIRE, D R 

0306010333* 

50-348 

0 

MCGUIRE. D R 

8306070061* 

50-250 

Q 

MCOUIRE.D. R 

8306090324* 

50-348 

Q 

MCOUIRErD R 

0306170162* 

90-369 

Q 

HCOUIRE.D R 

8306170307* 

50-269 

0 

MCOUIRE.D R 

0306210224* 

SO-259 

0 

MCGUIRE, D R 
MCOURRENiH J 

0306290436* 

0306240290 

70-1151 

50-247 

0 

MC1NNE8, I D 

8306100136* 

50-366 

P 

MCKEE, P F, 

0306170221 

50-302 

R 

MCKEOWN, M 

8306210248 

50-334 

S 

MCKIBBEN, J C 

0306190165 

50-106 

F 

MCKINNEY, C J 

0306100142 

50-399 

8 

MCKINNEY, C.J 

8306100213 

50-393 

B 

MCKINNEY, C.J 

,8306140088 

50-399 

3 

MCKINNEY, C. J 

8306270136 

50-399 

B 

MCKINNEY, C J 

0306280067 

50-395 

B 

MCKINNEY, C J 

8306300196 

90-395 

8 

MCLEAREN, T 

MCLEAREN, T 
MCLCARENr T. 
MCLEAREN, T. 
MCLEOD, N B 
HCL0UOHLIN, D 

0306020327 

8306020333 

8306080413 

8306090282 

8306200261* 

8306090114 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

XPORTLIC 

90-329 

F 

HCLOUOHLIN. D 

0306090110 

50-195 

F 

MCMABTER, I 0 
MCMURRAY.C M 

0306070452 

8306190395 

NUREO 

50-322 

0 

MCMURRAYrC M 

8306190395 

50-322 

0 

MCMURRAY.C. M 

8306190401* 

50-322 

0 


AUTHOR 

ACCESSION 

NUMBER 

eUBJECT 

CATEGORY 

MCMURRAY.C M 

8306150401* 

90-322 

0 

MCMURRAY.C M 

6306290333 

50-322 

0 

MCNAMARA, A E 

6306020274 

90-244 

R 

MCNAMARA, A E 

8306160485 

50-244 

R 

MCNAUOHTON. M P 

6306080046* 

50-440 

A 

MCNEILL. C A 

6306010112 

50-333 

6 

MCNEILL, C A 

8306010312 

50-333 

6 

MCNEILL, C A 

8306100017 

50-333 

R 

MCNEILL, C A 

8306140193* 

50-333 

Q 

MCNEILL, C A 

8306140169* 

50-333 

Q 

MCNEILL, C A 

8306200139 

50-333 

8 

MCNEILL. C A 

8306200344* 

50-333 

Q 

MCNEILL, C A 

0306200375 

90-333 

a 

MCNEILL. C A 

8306210196 

50-333 

0 

MCNEILL, C A 

8306280486 

50-333 

8 

MCMERNEYiH J 

8306100192* 

50-463 

A 

MEDFORD. N 0 

8306140178 

50-361 

P 

MEDFORD, M 0 

B30616027S 

30-361 

K 

MEHOLICK, J J 

B3D6070026* 

FOIA 


MEHOLICK, J J 

0306070027* 

FDIA 


MEILTDN, S L 

8306280387 

60-320 

0 

MEITZLER.U D 

8306140319 

NUREO 


MENDELSON, 1 N 

0306170466* 

CONTRACT 


MENDEZ, R 

8306230255* 

50-346 

0 

MENDEZ. R 

6306300252* 

50-346 

0 

MENDQNCA. M M 

B30627O3S0* 

50-279 

Q 

MENDONCA, M M 

0306280194* 

50-279 

0 

MENINlCKf J 

0306020229 

27-48 


MERCJER. A. 

8306080215 

90-398 

D 

MERC I ER, A 

6306000250 

50-390 

0 

MERKLE.J 0 

B3062iO362 

NUREO 


HERR I TT, B 

0306130346 

90-249 

8 

MERR I TT, B 

03062701 1 1 

30-249 

6 

MERR I WEATHER, N 

0306030151* 

50-440 

0 

MERR I WEATHER, N 

0306160254* 

30-440 

0 

HERR I WEATHER, N 

8306300132* 

50-440 

0 

MEYER , 0 

0306070146* 

30-317 

Q 

MEYER , J F 

8306240299# 

90-247 

0 

MEYER, T A 

0306170201 

30-244 

8 

MICHAELS, A 

8306060309# 

70-25 


MIGHT, A 

0306020111# 

30-313 

R 

MIGHT, A 

8306020110# 

30-319 

R 

MIGHT, A 

0306020166 

30-316 

R 

MIGHT, A 

8306160358# 

30-319 

R 

MILEBrE 0 

8305040657 

CONTRACT 


MILLER, D 

6306060309# 

70-85 


MILLER. D B 

8306130368 

50-329 

E 

MILLER, D E 

0306100253# 

30-373 

E 

MILLER, D 8 

8306010391 

30-309 

E 

MILLER, D 8 

830 60203 53 

50-309 

0 

MILLER, D. W 

8306270253* 

50-367 

R 

MILLER, F 0 

8306270950 

50-247 

0 

MILLER, 0. e 

6306210186 

50-326 

8 

MILLER, H J 

0306140199 

MA67E MOT 

MILLER, H J 

0306200419 

WABTE MOT 

MILLER, H J 

030 62400 28# 

FOIA 


MILLER, H. J 

G30'6280230 

WASTE MOT 

MILLER, J 

8306130265 

UE 


MILLER, J 

8306160169 

50-373 

8 

MILLER. J 

8306230438 

90-293 

a 

MILLER, J H 

8306070130# 

30-321 

1 

MILLER, J R 

8306060270 

50-136 

0 

MILLER, J R 

8306100080 

90-133 

<1 

MILLER, J R 

8306100271 

90-319 

8 

MILCER.J R 

8306210072 

90-263 

a 

MILLER, L 

8306070244# 

90-206 

Cl 

MILLER, L 

8306200480# 

90-206 

a 

MILLER, L F 

8306280911# 

90-361 

a 

MILLER, L K 

8306200132 

90-311 

R 

MILLER, L K 

8306200226 

90-272 

fl 

MILLER, L K 

8306280942 

90-272 

R 

MILLER, M 

830624D366 

90-390 


MILLER, M. A 

830616<^060 

50-390 


MILLER, M 1 

8306060196# 

50-494 


MILLER, M I 

B306060196* 

90-434 


MILLER, H I. 

B306270041 

80-494 


MILLER, M. I. 

8306270041 

90-434 


MILLER, M I 

0306270393 

50-494 


MILLER, H I. 

8306270393 

90-434 


MILLER, M B 

8306070381 

90-322 


MILLER, H. 8. 

8306070361 

90-382 


MILLER, R. I, 

8306030029 

71-9971 


MILLER, W J* 

8306170337 

50-33 1 


MILLER, W 0 

8306020030 

50-364 


MILLER. U 0 

8306020692 

TOPREP 



PERSONAL AUTHOR INDEX 


Author 

ACCESSION 

NliMBER 

SUBJECT 

CATEOORY 

niLLEAi W □ 

Sa060S06.96» 

TOP REP 


miller, n □ 

Q306090498 

50^361 

P 

MILLER, U 0 

C3060TO502 

50-361 

P 

miller, U 0 

6306140279 

50-267 

P 

MILLER, U 0 

6306150516 

50-330 

P 

MILLER, M 0 

6304200279 

50-333 

F 

MILL! (JAN, M H 

G30606035S* 

50-322 

A 

MILLS, U 

6306220011 

50-390 

E 

MILLS, L H. 

0306010113 

50-390 

5 

HILLS, L H 

B3060 10136 

50-390 

8 

HILLS, U h 

0306010143 

50-390 

8 

HILLS, L M 

6306010251 

50-438 

S 

MJLLS^L M 

8306010249 

50-259 

B 

HILLS, U M 

6306010274 

50-390 

8 

MILLS, L M 

6306010263 

60-390 

0 

HILLS, L.M 

0306010405 

50-430 

6 

MILLS, L H 

830601043 1 

50-390 

0 

MILLS, L M 

8306030504 

70-2910 

MILLS, L M 

030 6060 t03 

30-259 

X 

HILLS, L. M 

630 607004 B 

50-390 

& 

HILLS, L H 

0306070064 

50-390 

s 

HILLS, L M 

0306070072 

50-390 

8 

MILLSa M. 

$306070074 

50-390 

0 

HILLS, L M 

0306070121 

50-438 

8 

HILLS, L M 

0306070132 

50-327 

F 

HILLS, L M 

6306070 13S 

50-390 

S 

HILLS, L>M, 

83060701 60 

50-450 

0 

HILLS, L.M. 

0306070106 

50-438 

s 

HILLS, L M. 

B306DB0006 

50-390 

A 

MILLS, L M 

0306000071 

50-390 

A 

HILLS, L H 

B3O60B0S0B 

50-327 

P 

MILLS, L.M 

6306030312 

50-327 

P 

MILLS, L M 

8306090 135 

50-390 

S 

MILLS, L M 

0306090142 

50-390 

0 

HILLS, L H 

030609-0310 

50-438 

8 

MILLS, L H. 

0306090322 

50-390 

S 

HILLS, L H 

8306090331 

50-259 

0 

HILLS, L M 

6306100123 

50-430 

A 

MILLS, L M 

0306100239 

50-390 

0 

HILLS, L N 

0306130340 

50-438 

A 

MILLS, L M 

0306130362 

50-390 

A 

MILLS, L M 

03O6]4O125> 

50-438 

0 

HILLS, L M 

a306140l42» 

50-327 

0 

MILLS, L H 

6306i40lS0» 

50-438 

0 

HILLS, L H 

B306140437 

50-390 

8 

HILLS, L H 

8306J40435 

50-390 

0 

HILLS. L H 

B306 140466 

50-390 

6 

HILLS, L H 

0306140656 

50-259 

P 

HILLS, L H 

0306150243 

50-259 

P 

MILLS, L H 

0306160453 

50-260 

P 

MILLS, L. H 

0306160507 

50-259 

P 

HILLS, L.H 

HILLS, L.H 

8306160533 

0306170334 

50-390 

lyOREO 

A 

HILLS, L. H 

0306170335 

50-390 

A 

HILLS, L H 

0306200141 

50-430 

6 

KILLS ^L H 

0306200143 

50-43B 

6 

HILLSrL M. 

MILL8,L M 

0306200145 

8306200155 

50-390 

40-1341 

B 

MILLS, L M 

8306S00169 

50-390 

s 

MILLBiL M, 

B3062J0004 

50-436 

8 

HILLS, L M 

S3062 10005 

50-436 

S 

MILLS, L M. 

8306210014 

50-259 

P 

MILLS, L. M 

830621 001 B 

50-430 

8 

MILLS, L M 

8306210027 

50-327 

P 

HILLS, L M 

83062 1 0039 

50-390 

£ 

HILLS, L n. 

8306210042 

50-436 

B 

HILLS, L. M 

83062 1 005 1 

50-390 

E 

HILLS, L H 

83062100S7 

50-390 

G 

HILLS, L M 

8306210008 

50-390 

G 

HILLS, L.M 

83062101 1 S 

50-327 

P 

HILLS, L. M. 

B306210116 

50-390 

6 

HILLS, L M 

8306210150 

50-390 

S 

HILLS, L. M. 

8306210100 

50-327 

P 

HiLLSfL M 

83062102034 

50-259 

a 

MILLS, L. M 

B3062102S2 

50-438 

9 

HILLS. L.M 

B3O623O170 

SO-390 

F 

HILLS, L. M 

030623027 2 

50-328 

P 

HILLS. L. M. 

8306230444 

50-328 

p 

HILLS, L, H 

6306270007 

50-259 

F 

MILLS, L, H 

8306270354 

80-390 

8 

MILLS, L. M, . 

S3O627O306 

50-390 

B 

KILLS, L. K 

8306200092 

50-438 

B 

MILLS, L. H. 

0306280170 

50-327 

P 

Mrt4.S,L M. 

8306260222 

50-439 

s 

KILLS , L, K. 

8306280369 

50-438 

& 


ACCESSION SUaJECl 


AUTHOR 

NUMBER 

CATEGORY 

MILLS, L H 
MILLS. L M 
HILLS, L K 
HILLS, L M 
MILLS, L H 

B306S804 i S 
0306280425 
83062B0426 
8306200479 
9306200567 

50-259 P 
50-430 S 
50-390 S 
50-430 a 
50-259 P 

KILLS, L M 
MILLS, L M 
MILLS, L M 
MILLS, L M 
MILLS, L M 

0306200573 50-390 8 

0306200570 50-390 S 

0306290612 SO-390 R 

030620061 9 50-430 8 

6306290 a46»» 50-430 0 

HILLS. L M 
MILLS, L M 
MILLS, L H 
MILLS, L M 
MILLS, L M 

0306290250 50-259 0 
0306290275* 50-259 Q 
03O629O2G3* 50-259 0 
0306290316* 50-390 0 
0306290319* 50-430 0 

MILLS, L M 
MILLS, L M 
MILLS. L M 
HILLS. L M 
HILLS, L M 

B3062903BB 

0306290400 

0306290510* 

0306300008 

0306300013 

50-327 0 
50-259 P 
50-259 0 
50-430 S 
50-390 e 

HILU8, L M 
HILLS, L M 
KILLS, L M 
HILLS, L M 
HILLS, L H 

9306300033 

6306300030 

0306300031 

0306300054 

0306300082 

50-390 S 
50-390 e 
50-390 S 
50-390 S 
50-370 S 

HILLS. L H 

KILLS, L. M 

HILLS, L M 

KILLS, L M 

HILLS, L. M 

0306300177 
G306300205 
8306300214 
8306300220 
03 0630 024 5 

50-259 P 
50-390 S 
60-390 B 
50-390 S 
50-430 8 

KILLS, L. M 
HINECK.D L 
MINSCKrO L 
HINSCK.O L 
HINCCK.D L 

8306300254 
0306060209 
0306 100 103 
8306170337 
0306200223 

50-430 8 

50-331 9 

50-331 r, 

50-331 8 

50-33J n 

MINECK, 0 L 
HINECKpD L 
HINERrS, 

KINOCK, U R 
KINOCK.U R 

0306270089 

8306270290 

8306220206 

0306270216 

6306270210 

50-331 0 

50-331 8 

50-312 P 
50-341 Q 

50-341 Q 

HlRAOUlAiF J 
HIRAOLIA. F J 
K2f?A0LlA,F J 
HI8AK, A 
H1TCHELL,0 H 

6306210157 

0306210354 

8306200296 

6306170314 

6306200423 

50-244 P 
NURCG 

50-410 A 
50-254 R 
40-8504 

HITTLrR L 
HIZCLL.S A. 
HiZUHO. <J. B 
MIZUHO, O, 8 
HIZUNO.O 8 

0306290409 
0306020011 
03O6OBO222* 
83061 00110 
03061 304 03» 

50-354 K 
NURCO 

50-449 0 
50-449 0 
30-449 Q 

HOCHIC, 0 
HODAHPE&, M 
HOEOOEHBERG, D 
HOEQOEHBERO, D 
naeoQEftB&tQ, d 

8306060309* 

0305310226 

8306130270 

8306160355 

8306160469 

70-25 

30-249 P 
SO-36B 8 
SO-368 9 

30-313 8 

HOEOOENBERO, 0 
HOEO0EH8ERO, D. 
H0E00EHDER(},D 
WegOEtiBERQ, 0 
HOCLLER. H P 

8306160479 

8306160499 

8306160377 

8306160614 

0306010037 

50-368 Q 
90-368 0 
30-368 S 
30^313 B 
NUREG 

HOELLER, M P 
MOELLER, H P 
ftOHR.C L 
KOWAOHAM,J A 
MOWAOWAK, U A 

8306010067 

8306010071 

8306240073 

8306130446 

8306130446 

MUREO 

NUREG 

NUREG 

30-322 0 

50-322 0 

MWirAWE.C H 
HOONEV, J 

HOONEV, J A, 
MOONEY, J A 
HOONEYi J A 

8306230006 

8306170413 

8306060192* 

8306090321 

8306160235 

FOIA 

30-247 8 
50-329 A 
30-329 A 
50-329 A 

HOOKEY, J A 
MOONEY, x/ A, 
hookey, J A, 
hookey. J A 

MOONEY, P 

0306230250 

8306270242 

0306270349* 

0306300065 

8306170323 

50-329 A 
90-329 A 
50-329 A 
50-329 A 
50-247 8 
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O'BRlENi-J P a 30607038 5 » 50-312 0 

D 'CONNOR, B 6306170142 50-346 8 

O'CONNOR, D M 0 3062 1 022 0 50-322 A 

O'DONNELL, EP 0306220266* CONTRACT 

0 'NEILL. B a 30606 0266 » 50-320 Q 

O'NEILL^J 030607037 2 50-155 0 

O'NEILL^J 8306070375* 50-155 G 

O'NEILL, J B306070484 50-155 0 

O'NEILL, J H B3060 10390 50-400 O 

O'NEILL, JH 03060 1 0390 50-400 Q 

O'NEILL, JH 0306010395# 50-400 0 

O'NEILL, J H B3060 10395# 50-400 Q 

□ 'NEILL, J H 0306030336 50-400 O 

G'NEILLrU H 0306030336 50-400 0 

O'NEILL, U H 8306070291 50-400 0 

□'NEILL, J H 8306070291 50-400 0 

□ 'REILLY, J P 0306060020* FOIA 

0 'REILLY, J P 8306060024# FOIA 

□ 'REILLY, J P, 8306060026# FOIA 

0 'REILLY, U P 8306060038# FOIA 

O'REILLY, J P 8306080003 50-250 Q 

□ 'REILLY, J P 830614 0028 50-416 Q 

0'fi£lLLV,J P 8306140040 50-302 0 

O'REILLY, U P 8306140072 70-1113 

0 'REILLY, J P 8306140078 50-261 Q 

0 'REILLY, J P 8306140116 50-321 Q 

O'REILLY, J P 8306140194 50-324 Q 

O'REILLY, U P 8306140328 50-280 Q 

O'REILLY, J P B306I4036 6 50-3Q9 A 

O'REILLY. J P 830614039 3 50-25 0 0 

O'REILLY, J P B306J404Q7 50-395 0 

O'REILLY, J P 8306140519 50-416 O 

O'REILLY. J P 8306 1 40533 50-324 V 

O'REILLY, J P 8306 1 40550 50-200 F 

O'REILLY, J P 8306 1 4056 5 50-4 13 0 

O'REILLY, J P 0306 1 40570 50-43B 0 

0 'REILLY, J P 0306140377 50-250 0 

0 'REILLY, J P 8306140602 50-416 Q 

D'REILLY,J P 8306 140622 50-333 0 

O'REILLY. JP &306140629 50-324 S 

O'REILLYtU P 8306140640 50-335 0 

O'REILLY, J P 8306140646 50-335 F 

O'REILLY, J P 0306140659 50-400 A 

O'REILLY, J P 8306140710 50-200 0 

O'REILLY. UP 8306140735 50-324 0 

O'REILLY. J P 03062 1 0236 50-416, 0 

O'REILLY, JP 0306210243# 50~41A 0 

O'REILLY, J P 830622017 1 50-269 0 

O'REILLY, J P 8306220175# 50-269 0 

0 'REILLY, J.P 0306240006 50-321 0 

0 'REILLY, J P 0306240014# 50-321 Q 

O'REILLY. J P 0306290403 50-259 Q 

0'REILLV,J P 83062 90524 50-26 1 0 

□ '8HAU0HNE8BY 8306010451 50-247 0 

O'SULLIVAN. E T 8306060004# FOIA 

O'SULLIVAN, E T 8306060012# FOIA 

O'SULLIVAN, E T 8306060033# FOIA 

0 'TOOLE. J D 83060 10126# 50-P47 0 

0 'TOOLE, J 0 8306020276 50-247 R 

0 'TOOLE. J D 8306070343 50-247 P 

□ 'TOOLE, J D 8306 1 60462 50-247 R 

O'TOOLE. 0 D 8306170044 50-247 0 

O'TOOLE. J D 8306 1 70189 50-247 8 

O'TOOLE, J D 8306170197 50-247 S 

O'TOOLE, J D 8306170200 50-247 S 

O'TOOLE, J D 8306170230# 50-247 0 

O'TOOLE, J D 8306170271 50-247 S 

O'TOOLE, JO 8306170323 50-247 0 

O'TOOLE, J D 8306170397 50-247 S 

D'TOOLE,JD 8306170403 50-247 8 

0 'TOOLE, J D 8306170410 50-247 S 

0' TOOLE, J 0 8306170415 50-247 9 

0 'TOOLE, J.D 8306200257 50-247 P 

O'TOOLE, J D. 8306240225 50-247 0 

O'TOOLE, J D 8306270171 50-3 R 

OBERO.C R. 9306210070# 50-302 0 

ODEOAARDENi R. H 0306280101 71-9096 

ODCOARDiB J 0306020011 NUREO 

OEBTRANNiH J 8306100167# 50-403 0 

OESTTlAm, M. J 8306270174# 50-155 0 

OKADA I 8 8306150459 XPORTL 1 C 



ACCESSION 

5UDJCL1 


AUTHOR 

NUMBER 

CATEGORY 

OKADA. S 

BOD 6 160624 

XPORTLIC 


OKADA. S 

0306160724# 

XPCIRTUIC 


OKYERE.E W 

0306070452 

NUREO 


OLLER. H E 

830621 023Q# 

OA999 


DL8EN. R H 

Q30609D50J 

ADVCM 


OLSHAN. L N 

B306010G19 

50-454 

A 

OLSHAN. L N 

830 60 10031 

50-454 

A 

OLSHAN, L N 

0306240379 

50-454 

A 

OLSON. R C 

0306070047 

00-31/ 

P 

ONCAVAOE, K P 

830 6300 157 

PR 


QNCAVAOE, M P 

D306300161 

PR 


QNCAVAOEiM P 

0306300227 

PR 


OPREA. 0 W 

0306070112 

50-498 

G 

OPREA. 0 U 

8306130350 

50-490 

& 

□PREA, 0 W 

B3061703BB 

50-490 

S 

OPREA, 0 W 

0306200122 

50-490 

A 

DRTM. D A 

0306200096 

ACRS 


OB TER, J 

0306020103 

50-373 

J 

08 TER, J 

0306130231 

50-454 

J 

OB TER, J 

0306140003 

50-10 

J 

OSTER, J 

83061702B3 

50-373 

J 

OS TER, J 

0306270345 

50-454 

J 

OTTrNCER,R L 

8306020240# 

50-322 

U 

OTTENOER.R L 

0306030158# 

50-247 

U 

OTTINOER.R L 

03O6O6O3BO# 

COMMl&BION 

□UBRE.R P. 

0306210056 

50-312 

R 

OVERTON, J A 

0306300155 

PR 


PACE.P L 

8306020216 

50-250 

R 

PACErP L 

8306160638 

50-250 

R 

PAOE.R 0 

0306010479 

40-6500 


PAOE, R 0 

8306020220 

WASTE MOT 

PAOE.R 0 

0306030152 

70' 1201 


PAOErR 0 

8306030179# 

70-1201 


PAGE. R 0, 

8306060362 

40-2061 


PAOE.R 0 

8306070430 

40-6500 


PAOErR 0 

8306070435 

40-2061 


PAGE, R 0 

8306070442# 

40-2061 


PAGE.R 0 

0306080052 

70-2910 


PAGE, R 0 

8306000393 

70-2038 


PAGE, R 0 

8306090255 

70-2910 


PAGEpR 0 

0306090259# 

70' 2910 


PAGE, R 0 

0306090265 

70-2926 


PAGE, R 0 

8306090269# 

70-29P6 


PAO£,R 0 

8306140179 

70-1151 


PAGE, R 0 

□306140442 

40-0774 


PAGE,R 0 

8306150332 

70-1257 


PAGE, R 0 

8306170479 

40-6264 


PAGE. R 0 

8306210434 

40-6264 


PAOE.R 0 

8306210436 

70-143 


PAGE, R 0 

0306210444 

70-1113 


PAGErR 0 

8306200030 

40-6500 


PAGErR 0 

0306290002 

70-734 


PAGE. R G 

8306290003# 

70-734 


PAGErR Q 

8306290101 

40-6500 


PAGE. R G 

0306290602 

70-2375 


PALLADINO.N J 

0305240605 

CaMNIBSION 

PALLADINO. N J 

0306020227 

50-32P 

U 

PALLADINOiN J 

8306020242# 

50-322 

U 

PALLADINO.N J 

0306030156 

50-247 

U 

PALLADINO.N J 

8306030159 

COMMISaiON 

PALLADINO.N J 

8306030164 

50-320 

P 

PALLADINO.N J 

8306030170 

50-322 

U 

PALLADINO.N J 

0306030369 

COHN I 88 I ON 

PALLADINO.N J 

8306030375# 

COHN I SB ION 

PALLADINO.N J 

8306060369 

COHN I SB ION 

PALLADINO.N J 

8306060374# 

CDMHIB810N 

PALLADINO.N J 

8306060380 

50-272 

U 

PALLADINO.N J 

8306080429 

ADVCN 


PALLADINO.N J 

8306140513# 

ADVCN 


PALLADINO.N J 

8306150533 

50-272 

U 

PALLADINO.N J 

0306160153# 

FOIA 


PALLADINO.N J 

8306270270# 

50-209 

Q 

PALMER, R A 

8306060186# 

50-315 

S 

PALMER, R, A 

8306060271# 

50-316 

S 

PALMER,R A 

8306210134# 

50-315 

a 

PALMER, R A 

0306210142# 

50-315 

s 

PALMER, R A 

0306210267# 

BO-315 

8 

PALMER, R, A 

0306210273# 

50-315 

9 

PALMER, R A 

0306270158 

50-316 

9 

PALMER, R A 

8306270436# 

S0-31S 

8 

PALMER, R A 

83062 7044 

SO-315 

B 

PALMER, R A 

8306270447# 

50-315 

B 

PANOBURN.G C 

8306090228# 

40-0452 


PANGS URN. G C 

8306210437 

27-47 


PANNO, S, V. 

8306140407 

NUREO 




ACCESSION 

BUflJECI 


AUTHOFi 

NUMBER 

CATCGnnv 

PAOLIND- R 

0306020376# 

50-354 

Q 

PAOLINO. R 

8306 150000# 

50-209 

Q 

PAOUIND. n J 

0306090151# 

50-352 

a 

PAPER IELLOpC j 

830609017/ 

50-266 

Q 

PAPER lELLO.C J 

0306090229 

50-155 

F 

PAPER lELLD.C J 

8306100165 

50-403 

0 

PAPERIELLO, C 0 

0306100212# 

50-341 

Q 

PAPER lELLO.C J 

0306100217 

50-151 

0 

PAPERIELLO. C J 

8306100226 

50-155 

0 

PAPERIELLO. C J 

0306100252 

50-373 

a 

PAPERIELLO, C J 

0306100255# 

50-373 

0 

PAPERIELLO. C J 

0306130285 

50-341 

0 

PAPERIELLO, C J 

8306130306 

50-305 

F 

PAPERIELLO, C 0 

030613031 1 

50-409 

0 

PAPERIELLO. C J 

8306130330 

50-305 

Q 

PAPERIELLO, C J 

8306130396 

50-255 

G 

PAPERIELLO. C J 

8306130405 

50-254 

Q 

PAPERIELLO, C J 

0306170277 

50-295 

Q 

PAPERIELLO, C J 

8306210161 

50-346 

0 

PAPERIELLO, C J 

0306220026 

50 *295 

a 

PAPER lELLO.C J 

0306270162 

50' 156 

0 

PAPERIELLO. C xF 

0306270169 

50-135 

G 

PAPERIELLO, C xJ 

8306270105 

50 2 

a 

PAPERIELLO, C xJ 

0306300060 

50-373 

a 

PAPERIELLO, C J 

8306300226 

50-409 

a 

PARCHEN. L xJ 

0306240052 

NUREO 


PARIS. 0 H 

8306200552 

50-155 

Q 

PARK, J Y 

0306200096 

NUfiro 


PARKER, J E 

8306200251# 

50-397 

k 

PARKER, M C 

8306210290# 

50-341 

G 

PARKER, P E 

8306240443 

PRDxJ 


PARKS. B 

0306280476 

50-309 

5 

PAHKYN. J 0 

0305030423 

PR 


PARSONS, n M 

□30601012G 

00-400 

8 

PARSONS, R M 

0306010422 

50 '400 

9 

PARSONS. R M 

8306070217 

50-400 

a 

PARSONS, R H 

8306070231 

50 400 

s 

PARSONS. R M 

8306070366 

50-400 

s 

PARSONS. R M 

8306070309 

50-400 

s 

PARSONS. R M 

8306070400 

50-400 

s 

PARSONS. R M 

8306090046 

50-400 

s 

PARSONS, R H 

0306090100 

50-400 

9 

PARSONS, R N 

0306090191 

DO >400 

9 

PARSONS, R H 

0306090242 

r.0-400 

9 

PARSONS. R M 

8306100238 

50-400 

a 

PARSONS. R M 

6306100254 

50-400 

9 

PARSONS. R M 

8306140490# 

50-400 

0 

PARSONS, R M 

8306200116 

50-400 

9 

PARSONS. R M 

0306200200 

50-400 

0 

PARSONS. R N 

8306270223 

50-400 

B 

PARSONS. R N 

8306280463 

50' 400 

9 

PARSONS. R M 

8306300192 

50 400 

B 

PARTLOW. J 0 

0306210354 

NUREO 


PA9CIAH, W 

8306230397# 

50-293 

0 

PASCIAK, W 

8306280484# 

50-293 

0 

pasciak.w j 

6306020407# 

50-31/ 

Q 

PASCOE. S 

8306090280# 

CONTRACT 


PASaUA. M P 

8306220276# 

CONTRACT 


PA8TVA, M J 

8306010105 

50-384 

B 

PA8TVA. M J 

0306010109 

50-324 

fi 

PASTVA. M J 

0306010118 

50 *325 

9 

PA9TVA.M J 

6306070081 

50-335 

8 

PASTVA, M vl 

6306070097 

50-324 

8 

PASTVA. M J 

0306070102 

50-334 

9 

PASrVA. M J 

0306070835 

50* 334 

8 

PASTVA. M J 

□306100127 

50-325 

9 

PASTVA, M xl 

0306200003 

50*334 

0 

PASTVA, M J 

0306210096 

50-324 

9 

PASTVA. M J 

0306210174 

50-325 

8 

PASTVA, M J 

0306270061 

50-324 

8 

PASTVA. M xl 

0306270199 

SO-324 

8 

PASTVA, M J 

□306270277 

50-324 

0 

PASTVA. N J 

□306300012 

50-324 

R 

PASTVA, M J 

8306300203 

50-325 

0 

PATE, R J 

8306070360# 

50-361 

0 

PATE, R J 

0306200511# 

50-061 

Q 

PATTERSON, J P 

8306100212# 

50-341 

0 

PATTERSON. W P 

8306080088 

50-443 

0 

PATTERSON, W F 

B3061 50226 

50-461 

Q 

PATTERSON. W r 

8306150230 

50-443 

0 

PATTERSON, W F 

8306150256 

50-443 

0 

PATTERSONiW F 

0306200173 

50-443 

0 

PATTERSON. W F 

0306270306 

50-443 

0 

PATTON, S D 

0306020454 

PR 


PAUL.R A 

8306130333# 

50-305 

□ 
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ACCEBSIGN 

SUtlJECT 

AUTMOH 

NUMBER 

CATEGORY 

PAULi R A 

83042701 

50-156 G 

PAUL, R A 

0304300231* 

50-409 0 

PAULK, 0 L 

03061 402?7* 

50-259 0 

PAULSONi W A 

0306070049 

50-906 P 

PAUL80N,W A 

0304000209 

50-204 P 

PAULQON. W A 

B306S101ii8« 

50-244 P ' 

PAULSON, W A 

0304240173 

50-906 P 

PAVIS,0 S 

8304170072 

50-310 S 

PAVia,0 S 

0304210099 

50-310 S 

PAWL IK. E T 

8304170392* 

SO-454 e 

PAYNE. A C 

0304010059 

NUREO 

PEARSON, D 

8304210410 

ACRQ 

PEARSON, D 

8304210410 

ACRB 

PEDEHQOM. L T 

8304090134 

NUN EG 

PEEDLESi T A 

8306290050* 

50-344 0 

PELiZZArM B 

0304090020 

40-8784 

PELIZZA.M B 

0304210425 

40-0786 

PELIZZA,M S 

8304210451 

40-G7Q4 

PELKE.P R 

0304030151* 

50-440 Q 

PELKE. P R. 

03043001 Q3* 

50-440 Q 

PELLETIER* J P 

8304170039 

50-271 S 

PELLETIER, J P 

0304170964 

50-271 3 

PELLIZZA, M S 

0304920130 

40-8706 

PELTO.P J 

0304020134 

NUREO 

PEMDERTON, H R 

0304140375 

50-361 K 

PENNIFiLL.n A 

0304030477 

WASTE MOT 

PERCH. R 

0304170445 

50-307 P 

PERCH. R L 

83041 S027S 

50-38/ P 

PERCrvALiR N 

8304020329* 

CONTRACT 

PERKINfl, R W 

B304090357 

WASTE MOT 

PERL 19. R 0 

0304010144 

50-483 0 

PERLISrR 0 

8304090169 

50-443 0 

PERLiSrH 0 

8304080053 

00-443 0 

PERL! 8. R 0 

8306200173 

00-443 0 

PERLISrR 0 

8304210966 

50-483 0 

PERUrg.R 0 

0304910271* 

50-463 0 

PERLI8,R G 

0304240355 

50-410 0 

PERLIBrR 0 

8304280983 

00-498 0 

PERLMANi u 

8304030963 

CONTRACT 

PERLMAN, U 

8304030960 

CONTRACT 

PERLMANi J 

0304170463 

CONTRACT 

PERLMAN, J 

83042001 SO 

CONTRACT 

PERLMAN, J 

8304220133 

CONTRACT 

PERLMAN, U 

8304220904 

CONTRACT 

PERROTn,!) J 

0304H0436* 

50-382 0 

PETERS, R 

83O420D4SA 

00-333 8 

PETERBON.C E 

0304240263* 

TOPREP 

PETERBON. D A 

□304130310 

00-255 R 

PETERSON. M R 

8304190451 

XPORTLIC 

PETERSON. M R 

8304190470 

XPORTLIC 

PETER EON. 11 n 

0304150475* 

XPORTLIC 

PETERSON. H R 

8304 140436 

XPORTLIC 

PETER CON. N R 

□304140440 

XPORTLIC 

PETEHSON.rt n 

0304140793 

XPORTLIC 

PETEHSON.M R 

0304210374 

XPORTLIC 

PETERSON, M R 

8304910300 

XPORTLIC 

PETERSON. H 1? 

0306910414 

XPORTLIC 

PCTEREON.N R 

0304390270 

XPORTLIC 

PETERSON. M R 

0304230033 

XPORTLIC 

PETERSON. M R 

8304240325 

XPORTLIC 

PETIT. h n 

8304130390 

50-329 0 

PETIT. N H. 

0304130401 

50-399 H 

PETRICK, N. A 

D3041001S3 

50-409 R 

PETRICK, N, A. 

8304290010 

50-489 A 

PETRONC, C. D 

0304210103* 

50-213 0 

petrow&ki.b E 

0304040140 

50-304 6 

PETTENOILL. H 

8304200437 

40-3453 

PETTENOILLi II vl 

8304030959 

40-299 

PETTENOILLi II J, 

0304090300* 

40-B681 

PE7TEN0lLL.il J 

8304090334* 

40-S586 

PETTENOELL. H vl 

0304090340 

40-999 

PETTENOILL. fl vl 

8306090220* 

40-0452 

PETTENOELL. H, vl 

8304090489 

40-8481 

PETTENOILL, H 

8306090495 

40-BS85 

PETTENOILL, H J 

8304130406 

40-2959 

PETTI OR EW. M, 

8304020599* 

71-9000 

PET rr CREW. M 

8304130919* 

71-9089 

PETTY. J, C 

8304210190 

50-287 S 

PEVEV. L. C 

8304140290 

XPORTLIC 

PEUEY. L E. 

8304140290 

XPORTLIC 

PFEFFERLEN.H C. 

0304170310 

tOPREP 

PFLUM.C 0- 

8304030273 

WASTE MOT 

PFLUMiC 0. 

8304S40084* 

PDIA 

PFLUM.O 0. 

0304S40094* 

FOIA 

PFLUM.C Q 

83049401 19* 

FOIA 


AUTHOR 

ACCESSION 

NUMDER 

subject 

CATtOORY 

PFLUN. C 0 

8304240151* 

FOIA 


PHILBRFCK, S S 

8304240112* 

FOIA 


PHILLIP3.H 0 

8304130429* 

0A999 


PHILLIPS. H 3 

8304210090* 

QA99-9 


PHILLIPS. H 8 

03062 ! 0906* 

0A99^ 


PHILLIPS. H 3 

B3069B0404 

aA999 


PHILLIPS. H 3 

0304200579 

QA999 


PHILLIPS. M 

0306130419* 

50-254 

0 

PHUNO.D L 

8304260009 

NUREO 


PIEMONTEEE.A P 

0304010323 

50-387 

B 

PIEMQNTESE.A P 

8304020349 

50-387 

8 

PIEMONTESE.A P 

8304020401 

50-367 

8 

PIEMONTESE.A P 

8306170015 

50-387 

8 

PIEMQNTESE.A P 

8304170037 

50-387 

S 

PIEMQNTESE. A P 

8304280140 

50-387 

8 

PIEMQNTESE.A P 

8304280513 

50-387 

S 

PIERCE, J W 

8304220117 

50-4 5 B 

0 

PIERCE, R C 

8304140930* 

CONTRACT 


PIERIN0£R,P 

8304170031 

50-31 7 

8 

PIERINOER,P A 

0304010270 

50-318 

S 

PIERINOER.P A 

8304900172 

50-310 

S 

PIERINOER. P A 

0304200352 

50-316 

6 

PIGDTT, D n 

B3069S0084 

50-361 

0 

PIOOTTi D R 

0304220004 

50-361 

G 

P XL ANT. J M 

0304060241 

50-298 

vl 

PILANT. J M 

8304060041 

50-298 

F 

PILANT. J M 

8304080219* 

50-298 

G 

PILANT. J M 

8306100133 

50-29B 

P 

PILANT. J M 

8304140714 

50-298 

G 

PILANT. J M 

8304160444 

50-298 

P 

PILANT. J M 

8304160446 

50-296 

P 

PILANT. J M 

8304200104 

50-298 

F 

PILANT. J M 

8304280386 

50-296 

P 

PILANT. J M 

8306280444 

50-298 

P 

PIRTLE, 0 L 

8306130319* 

50-346 

G 

PLAINE. H H 

0306090343 

50-289 

G 

PLAINE. H H 

8306220043* 

50-170 

0 

PLAINE. H H 

8306230340 

50-2B9 

G 

PLANK. R A 

8304210033* 

QA999 


PLATT, W 

8304150398 

50-829 

0 

PLATT, M 

8304150398 

50-529 

C 

PLATT, W E 

8306100078* 

50-529 

G 

PLATT, W E 

83061 0007Q* 

50-529 

Q 

PLONIS. T R 

8304070445* 

CONTRACT 


PLOSKI, T 

0304130419* 

50-284 

Q 

PLOTKIM.B 

0304170379* 

50-142 

T 

PL0TKIN.8 

0304170417* 

50-142 

T 

PLOTKIN. 0 

8306170426* 

50-142 

T 

PLUHLEE, 0 L 

8304060124* 

50-267 

0 

PLUMMER.D E 

8304010085* 

71-4400 


POCHAL, W F 

8304160672 

XPORTLIC 


POETON, ft W 

8304010039 

NUREO 


PDETON, ft W 

8304010047 

NUREO 


POETON, ft, W 

8304010071 

NUNEO 


POETON. ft W 

8304020053 

NUREO 


POLK. H 

8305230345* 

50-275 

P 

POLK, H E 

8305230135* 

50-275 

P 

POLLOCK. M S 

8306140490* 

50-322 

0 

POLLOCK. M S 

8306140615* 

50-322 

0 

pOMHflOY.F W 

8306200440 

ACRS 


POMEROY, P W 

8304200440 

ACftS 


POPE.M A, 

63040S0003* 

50-324 

p 

POPPE. L K 

8304090209 

71-9096 


POPPE.L K 

8306210950 

71-9108 


PORT,E A 

8304010049 

40-2061 


PORTER, B W, 

8306240384 

NUREO 


pqrthemore. w 

8306280538 

50-209 

0 

POSNER, P 

8306040180 

50-247 

0 

POSNER. P, 

8304090350 

50-247 

T 

pqstma. a K 

0306070471 

NUREO 


POTAPOVS. U 

'8304070064 

50-413 

9 

POTAPOVS, U. 

83060701 OB 

06999 


POTAPOVS, U 

8304070158 

0A979 


POTAPOVS. U. 

B306070J4B 

0A999 


POTAPOVS. U. 

8304070104 

MISC 


POTAPOVS, 0 

83040702 BB 

QA999 


POTAPOVS, U 

8304070305 

0A999 


POTAPOVS, U 

8306070331 

0A999 


POTAPOVS, U 

0304130113 

QA999 


POTAPOVS, U 

8306130194 

0A999 


POTAPOVS, U 

8304130397 

0A999 


POTAPOVS, U 

8304130413 

0A999 


POTAPOVS, U 

8304160540 

aA999 


POTAPOVS, U 

8306210001 

0A999 


POTAPOVS, U 

8304210013 

0A999 
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POTAPOVS, U 

0304210023 

0A999 


POTAPOVS, U 

0304210025 

QA999 


POTAPOVS, U 

0304210030 

0A999 


POTAPOVS, U 

0304210069 

0A999 


POTAPOVS, U 

8304210172 

0A999 


POTAPOVS. U 

8304210185 

QA999 


POTAPOVS. U 

8304210215 

aA999 


POTAPOVS. U 

8306210230 

aA999 


POTAPOVS. U 

830421O23B* 

QA999 


POTAPOVS, U 

8306210244 

GA999 


PDTAP0V3.U 

8306210272 

aA999 


POTAPOVS, U 

8306210278 

QA999 


POTAPOVS. U 

8306230401 

0A999 


POTAPOVS. U 

8304240196 

0A999 


POTAPOVS. U 

0306240209* 

0A999 


POTAPOVS, U 

B304240237 

0A999 


POTAPOVS, U 

8304240289 

GA999 


POTAPOVS, U 

0306270452 

aA999 


POTAPOVS, U 

0304280 1 29 

QA999 


POULK,R M 

0304070053 

50-325 

8 

POWELL, D C 

8304020053 

NUREO 


POWELL, T 

0304080203 

50-358 

0 

POWELL, T 

8304080205* 

50-358 

0 

POYSEft,R W 

8304160456 

40-2259 


PRELL. vl 

8304070146* 

50-317 

0 

PRESLER.H A 

8304130437 

50-413 

Q 

PRE8LER.H A 

8304290461* 

50-413 

0 

PRICE. W 

8304130398 

50-322 

0 

PRICHARD, ft P 

8306000341 

71-4909 


PRICHARD. R P 

8304160444 

71-9134 


PR ICHARDfR P 

8304 1704 62 

71-9132 


PR ICHARD.R P 

B3D4200022 

71-4960 


PROCTOR, 9 

0306220006 

50-329 

0 

PROCTOR. 8 D 

0304060313 

50-329 

0 

PROCTOR, S D 

8304200306 

50-329 

Q 

PROCTOR. 8 D 

8304220D49 

50-329 

0 

PROWITT, B M 

B306230080* 

FOIA 


PULIDO, M 

0304060266 

50-454 

0 

PULIDO, M 

8304170379* 

50-142 

T 

PULIDO, M 

8304170390* 

50-142 

T 

PULIDO. M 

8304170417* 

50-142 

T 

PULIDO. N 

0306170424* 

60-142 

T 

PULLANI. S V 

8304200130* 

50-277 

0 

PURDY,© J 

8306230409 

NUREO 


PURPLE, R A 

8306150257* 

50-29 

J 

PURPLE, R A 

8306 150628* 

50-820 

F 

PURPLErR A 

8304210426* 

50-1 1 1 

P 

PUTTAR1NI,D M 

8306130150 

50-528 

0 

QUICK. D P 

8304210354 

NUREO 


QUICK. D R 

8304140162* 

SO-327 

Q 

QUICK, D R 

8304140390* 

50-327 

0 

QUICK, 0 R 

0304140434* 

50-390 

0 

QUICK, D R 

0304140500* 

50-390 

0 

QUICK, D R 

93041 4 0SB3* 

50-416 

0 

QUICK. D ft 

9304290334* 

50-438 

Q 

QUINTON, M D 

8304010357* 

50-39S 

0 

QUIRK, J F 

8306290500* 

50-447 

K 

QUIRK, J F 

8306290512* 

50-447 

K 

RADY,vl 

8304040197 

50-220 

8 

RAODEftiJ A 

Q30 53 10226 

50-245 

P 

RAE, R n 

8306030449 

FOIA 


RAOLIN.K A 

8304140423* 

50-324 

0 

RAHE, E P 

8304150167 

PRDJ 


RAHE, E P 

8304140224 

NUREO 


RAHE.E P 

8304140433 

PT2i 


RAHE. E P 

B3041702S4 

REOOD 


RAHEi E P 

8304230306 

TOPREP 


RAHE. E P 

8306240205 

50-349 

P 

RAHE, E P 

8304240313 

TOPREP 


RAHE.E P 

B30427Q35S 

PRDJ 


RAHE, E P 

8304280392 

50-445 

A 

RAHE, E P 

8304200449 

TOPREP 


RAHE, E P 

8304300120 

50-443 

A 

RAHADAS.E B 

8304130328* 

50-322 

E 

RAMSDELL, J V 

8304020053 

NUREO 


RAH8EY,C B 

B304300067* 

50-341 

Q 

RANDAZZA,J B 

8304100276 

50-309 

3 

RANDAZZA,J B. 

8304210175 

50-309 

Q 

RANDAZZA.J D 

8304290484 

50-309 

3 

RAND1CH,E 

8304020016 

NUREO 


RANOANATH. B 

8304020379* 

50-277 

P 

RANKIN. U, L 

8304030009 

NUREO 


RA91LE. J A 

8304020513* 

CONTRACT 


RATCLIFF, W H 

8305040713* 

CONTRACT 


PATHBUNiL A 

8304270324 

50-254 

P 
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RATTA,A D 
RAUKONDO^ C 
RAUSCHrW P 
RAUSONrR ^ 
RAWSONiR J 

Sa06t7O34Si» 

B306na39B 

S30&090446 

6306030173 

70-371 

50-322 

TOPREP 

50-322 

50-289 

0 

0 

0 

REPKA, D A 

REOUA, Q 

REQUA, 0 

RE8H. D 1. 
RESNIKOFF. M 

Q306300071 
B306L70460 
D3D6200018 
0306320160* 
330621 032B 

50-322 G 

50-261 P 

50-261 P 

CONTRACT 

roJA 

RIDGWAY. D A 
RIDOWAY. D A 
RIDGWAY. D A 
RIDGWAY. D A 

RIEL. G L 

0306220082 

0306330350 

S3D633035D 

0306280514 

03062S0513 

'iO-4Q2 c 
50-402 c 
50-482 c 
50-40P C 
50-443 fi 

RAI480N. R. 

RAV. H B 

RAYrH a 

RAY^H B 

RAYiH a 

63061 &031B 
6306100034 
630610006? 
6306100072 
6306100098 

50-454 

50-361 

S 0-361 
50-361 
50-361 

0 

5 

8 

B 

6 

RESNIKOFF. H 
RESStER.W C 
RE35LER.N C 
REUSCHAEFER. E 
REVELEY. W T 

8306210330 
0306070215 
B3D6300162 
B306 170221 
0306130404 

roiA 

50-209 H 
50-209 R 

50-302 R 

50-32P C 

RIOERT, J A 

RILEY. J L 

RUEY.R N 

RING. M A 

R ING. M A 

0306150373* 

D3062702B4 

S306300142 

0306100249* 

0306230290* 

!»0-32P c 
50-41.9 fl 
PR 

DO 454 Q 
50-454 0 

RAYiH B 

RAY.H B 

RAY,H B 

RAYiH 0 

RAYiH B 

6306100113 
B306 140007 
6306140239 
6306140230 
6306140684 

50-361 

50-361 

50-362 

S 0-361 
50-36 1 

8 

S 

B 

B 

B 

REVEL EY. U T 
REVELEY. W T 
REVELEY. W T 
REVELEYrM 1 
REVELEY, M T 

8306130404 

0306130411 

0306130411 

8306300147 

8306300147 

50-322 0 

50-322 G 

50-322 0 

50-322 0 

50-332 0 

RIVENDARK, G 
niVENRARK.G W 
RIVENDARK. 0 W 
RDDDINS, M C 
RODERDS. M J 

8306210335 

8306030DB2 

8306150470 

8306030451 

0306210070* 

50-321 F 
50-366 p 
SO-366 p 

foia 

50-302 0 

RAYrH B 

RAY.H B 

RAYiH B 

RAYrH. B 

RAYfH B 

0306160455 
B3D61604S9 
B3062101 13 
8306210352 
6306230266 

50-206 

50-361 

50-361 

90-361 

50-361 

R 

R 

a 

S 

8 

REYES. L A 

REYES, L A 

REVE8. L A 
REYNOLDS. J R 
REYNOLDS. J R 

8306100175* 

8306100249* 

8306230290* 

0306010336 

0306010336 

50-373 0 

50-454 0 

50-454 0 

50-275 H 

50-275 H 

ROSERTS, E B 
ROQERTS, H R 
ROBERTS. J P 
ROBERTS, J P 
ROBERTS. J P 

B30622015S* 

0306230027 

0306020471 

S306230213 

8306240404 

CONTRACT 
40* 060J 
PROJ 
nntu 
70-1300 

RAYrH B 

RAYrH B 

PAYiH B. 

RAYiH B 

RAYrH D 

6306230369 

8306230467 

B3062B0252 

6306260267 

6306280273 

50-362 

50-362 

50-361 

50-361 

SO-361 

B 

a 

8 

8 

a 

REYNOLDS. J R 
REYNOLDS, J R 
REYNOLDS, J R 
REYNOLDS, J R 
REYNOLDS, J « 

0306060162 
83060601 B2 
8306070406 
8306150435 
03061 S0435 

50-275 0 

50-275 G 

90-275 0 

50-275 0 

50-275 0 

ROBERTS. T N 
ROBERTS, T M 
ROBERTS, T M 
ROBERTSON. J n 
ROBINSON. D 

0306240333 

8306240335 

8306240336* 

8306200190 

0306210279* 

CONMIBSlUN 

commission 

COMMISSION 
NUREO 
50-315 S 

RAYrH a. 

RAY. N. B 

RAVrO H 

RAYrU. J 

RAYMONrM R 

6306280390 

6306280410 

B306l00l52tt 

B306290122i» 

03O6O6O3O‘?» 

SO-361 
50-36 t 
50-483 
50-447 
70-25 

a 

B 

A 

Q 

REYNOLDS. J, R 
REYNOLDS, J R 
REYNOLDS, J R 
REYNOLDS, J R 
REYNOLDS. J R 

B30622003D 

0306220030 

8306200565 

8306200565 

8306290535 

50-275 0 

50-275 G 
50-275 P 

50-275 P 
50-275 Q 

ROCCO. J 

RODADAUGH. E C 
RODRIGUEZ.R J 
RODRIGUEZ. R J 
RODRIGUEZ.R J 

D30627Q172 
8306230031 * 
0306010399 
0306070067 
0306070069 

50-206 J 
50-373 A 
50-312 p 
50-313 R 
50-312 0 

RAYMOND. W. J 
RAVMONDr M. J 
RAYMOND. H J 
RAYNOR rJ U 
RAYNOR. J U 

0306070353* 
8306160006* 
6006200101* 
0306010300 
B3D60 10307 

50-271 

50-271 

50-271 

50-317 

50-317 

Q 

0 

0 

8 

8 

REYNOLDS. J R 
REYNOLDS. N J 
REYNOLDS. N J 
REYNOLDS, N 0 
REYNOLDS. N 8 

0306290535 

0306080239 

8306090239 

0306020365 

0306020365 

50-275 0 

50-445 G 
50-445 G 

50-460 0 

50-460 0 

RODRIGUEZ.R x) 
RODRIGUEZ.R J 
RODRIGUEZ. R J 
RODRIGUEZ.R xl 
RODRIGUEZ.R sf 

0306090233 

8306090306 

0306140126 

0306140591 

0306170223 

50-313 p 
50-v712 fl 
50-312 p 
50-312 F 
50-312 0 

RAYNOR, J U 
REAV18. J A 
B£AVI0. U.A 
REBEiLO, J. 
REBEiLOiJ E 

0306170420 

0306170297 

83061703U 

8306160048* 

630603-0054* 

50-310 S 
50-269 R 

50-369 R 

CONTRACT 
CONTRACT 

REYNOLDS. N 0 
REYNOLDS. N S 
REYNOLDS. N S 
REYNOLDS. N B 
REYNOLDS, N S 

8306020431 

6306030330 

8306030330 

0306030347 

6306030347 

50-S0a G 
50-445 0 
50-445 Q 
50-460 0 
50-460 0 

RODRIGUEZ.R J 
RODRIGUEZ.R J 
RODRIGUEZ.R J 
RODRIGUEZ.n vJ 
RODRIGUEZ.R J 

B3D6 170290 
8306170350 
8306170402 
8306210048 
0306220040 

50-312 s 
50-312 B 
50 312 p 
50-312 p 
50-312 p 

REBEtLOr J. E 
AEBELLO.J E 
REBELLOt J. E 
REBELLO.J.E 
REBELONSKI. T 

0306210303* 
0306220246 » 
83062300404 
6306290231* 
6306060211* 

FOIA 

CONTRACT 

CONTRACT 

CONTRACT 

50-423 0 

REYNOLDS, N S 
REYNOLDS, N B 
REYNOLDS.N 0 
REYNOLDS. N S 
REYNOLDS.N B 

8306030353 

6306030353 

0306060313 

0306090243* 

8306090243* 

50-460 0 

50-460 G 

PflM 

50-445 G 
50-443 0 

RODRIGUEZ, fl J 
RODRIGUEZ.R J 
RODRIGUEZ.R xl 
RODRIGUEZ.R >1 
RODRIGUEZ.R J 

8306220075 

0306220190 

0306230372 

B306230393 

030623039/, 

50-312 P 
50-312 P 
00-312 S 
50-312 F 
50-312 U 

REDANDrR.'T 
REDANOrR T 
REDANO.R T. 
REDWANZ.F U 

REED, C 

6306010141* 
B306D60133* 
0306210012* 
8306170332 
0306 16 0334 

50-267 

50-112 

50-290 

50-321 

PR 

0 

0 

0 

R 

REYNOLDS.N 8 
REYNOLDS.N 8 
REYNOLDS. N 8 
REYNOLDS.N 3 
REYNOLDS.N □ 

0306090337 
0306090337 
0306100190 
0306150354 
03061 S03S4 

50-460 0 

SO ^460 0 
30-460 0 
50-508 G 
50-500 0 

RODRIGUEZ.R x) 
RODRIGUEZ, fl J 
RODRIGUEZ.R xJ 
RODRIGUEZ, R J 
RODRIGUEZ. R .1 

0306230410 
830623044 / 
0306270133 
D306870260 
0306270325 

50-312 a 
50-312 p 
50-312 P 
50 312 p 
00-31 a J 

REED. C 

REED. C. 

REED. J. 0 

REED, J 0 

REEDrL D 

0306220034* 
0306230037* 
8306030331 
8306 23034 4 
330624024 1 

50-254 

50-373 

S0-4B3 

50-483 

RES 

Q 

A 

C 

« 

REYNOLDS.N 8 
REYNOLDS.N 3 
REYNOLDS.N 8 
REYNOLDS.N B 
REYNOLDS.N 9 

0306150366 

8306150366 

0306150376 

9306150376 

8306150425 

50-445 0 
50-445 C 
90-445 G 
90-443 G 
30-445 G 

RODRIGUEZ.R J 

ROE. H A 

ROOAN.R E 

ROGERS, H « 

ROGERS, H R 

030630001 U 

0306230443* 

0306240319 

8306010169 

8306010396 

50-312 a 
7(JT>RCP 
50-209 r 
50-320 U 
50-327 a 

REEVES. P. E. 
REDAN. N A 

REDAN. U N. 

REDAN, W H 

REDAN, W H 

8306 140547* 

5306220131 

0306030242 

8306030246* 

3306140345 

50-324 

70-324 

50-32? 

50-32? 

50-32? 

Q 

H 

H 

M 

REYNOLDS.N 9. 
REYNOLDS.N 8. 
REYNOLDS.N 9 
REYNOLDS.N 3 
REYNOLDS.N 3, 

0306150425 

0306170334 

9306170406 

9306170406 

9306230364 

DO-445 G 

NUREO 

SO-445 0 

90-445 0 

50-460 G 

ROGERS, H R 

ROGERS. H R 

ROGERS. H R 

ROGERS, H R 

ROGERS. H R 

8306100173 
0306130242 
D306210090 
QMS 10 106 
0306210290 

50-320 a 
50-320 0 
50-320 a 

50-320 fl 
50-320 S 

REDAN. VI H 

REDAN. U H 

REDAN. U H 

REDAN, \t H 
REHPELDTr N R 

6306140350* 

8306140360 

830624036? 

8306240300* 

8306240043* 

50-32? 

50-32? 

PROJ 

PRDJ 

FQIA 

H 

N 

REYNOLDS.N 3. 
REYNOLDS.N □. 
REYNOLDS.N □ 
RHOADS. 0 

RHOADS. Q 

03D623O364 

0306300047 

9306300047 

0306010134* 

0306170343 

50-460 0 
30-460 0 
00-460 0 
90-30/ 0 
00-3D7 9 

ROGERS/ N R 

ROGERS. [{ R 

ROGERS. P 

ROGERS, P 

ROGERS. P 

8306270250 

8306200192 

8306130421 

QMSlOaOQ 

03062J0I81 

50-32/ S 
50 32/ 0 
50-360 B 
50-313 Q 
50-360 0 

REMPELDTr H R 
REHh. T. A 

REHH. T A 

REHH. T. A 

REHH. T A 

3306240106* 

B306020710 

8306070426 

8306030102 

8306150146 

POIA 

COMM IBS ION 
COMMISSION 

OEN TEC IS 
COMMISSION 

RHODES, 0 H 

RHODES. M, 

RHODES. M J 

RHODES, H. J 

RHODES, M,J 

0306170336* 
9306020213 
0306 930186 
8306030469 
8306210449 

50-390 A 
40-0027 

40-8027 

40-7980 

70-371 

ROGERS. W 0 

ROGERS. W H 

ROGERS. W H 

RDOOE, J 

RDHRER.M V 

0306220050* 

0306170405* 

0306220310* 

8306200203 

0x306070237 

50-346 0 
CONTRACT 

50 321 r 
50-321 0 
50-416 G 

REHH. r. A 

REHHi T. A. 

REICH. H 
RElhANNiP. U. 
RPriHANM, F. W. 

5306160112* 

3306230221 

8306020048 

B306230032* 

6306230061* 

FOIA 

CQMMISBJON 

RES 

50-373 a 
50-373 0 

RHODES, M J 

RHYNE, M R, 

RlCErD A 

RICErD W 

RICHARD. J B 

8306290095 

9306220320* 

8306170410 

83061S0064 

9306090134 

70 -371 

CONTRACT 

90 -29 8 

50-272 P 

50-416 S 

ROHRER. M V 
RQLKIEOFF, M 1 
RQMAINE.S J 

ROMAN/ r W 

ROMAN. T W 

0306140669 

0306060307* 

0306000194 

8306020094 

0306200214 

00-416 S 
70 25 

50-322 H 
50 930 R 

50-220 rr 

REIHERa. 0. A 
REITER. R. 

REITER, H 

REITTER. T, A. 
REKXTO, H A. 

5306170354* 

3306030215 

8306080290 

3306150619 

6306010231* 

50-263 

50-398 

50-398 

NUREO 

50-333 

P 

0 

0 

0 

RICHARD. J.D 
RICHARDS. 6 
RICHARDS. B 
RICHARDSON, C. 
RICHARDSON, J D 

□30629021 1 

9306060170* 

8306150008* 

□306210029 

8306200412 

90-416 0 
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ACCkSSlON 

MiftJl ^ 

1 

AUTHOR 

MUMPER 

CATCGn^lV 

SHE0LQ5KV, J 1 

DJ06060171 1 


0 

SHEDLOSKV.J I 

Q'J06090241* 

50-245 

0 

SHELLEY- W J 

0306130344 

40 BOP 7 

SHELLEY^W J 

8306220140 

40 8768 

SHELLEV/W J 

8306240343 

1000,-7 


SHELLEY, W J 

8306300103 

I'R 


SHELLEY, W J 

OT06300155 

PR 


SHELTON. K W 

0306010081 

NUUEG 


SHEN, C N 

8306070473 

NUNf G 


SHEPHERD. R L 

8306060016* 

'jO 304 

ft 

SHEPHERD/ U 1. 

8306060023* 

50-304 

ft 

SHEPHERD-. R L 

0307^060027* 

rniA 


SHEPHERD. R I' 

0306000567* 

1 UIA 


SHEPPARD/W ^ 

83061605G4 

( OPREP 


SHEPPARD/ v7 J 

8306160204 

TOPRFF’ 


SHEPPARD/ J J 

8306220007 

1 Ot'RrP 


SHEPPARD. vJ >1 

8306220007 

TORRFP 


SHERDIW. W C 

8306130331* 

50-322 

1 

SHERD 1 Wl. S 

9306240384 

NUftFG 


SHERMAN, C 

0306200149* 

00*528 

ft 

SHERR.T 6 

8306140210 

00-2 67. 

r 

SHERR, T 3 

0306160166* 

FOIA 


SHERR/T 6 

0306210340 

00-1 9'1 

r 

SHERWOOD. 0 0 

0306070105 

Ii0’447 

K 

SHERWOOD/ G 0 

□3060701 11 « 

•50-447 

K 

SHERWOOD/ G G 

8306070201 

00-447 

K 

SHERWOOD/ G G 

0306090236 

DO 447 

A 

SHERWOOD. G G 

03061 00092 

D0’35J* 

5 

SHERWOODrG G 

030617021-1 

DO 44/ 

A 

SHERWOOD, G G 

0306200255 

lOHRCP 


SHERWOOD. G G 

8306290401 

90-447 

K 

SHERWOOD. 0 G 

0306390495 

50-44/ 

K 

SHERWOOD. G G 

0306290507 

DO-44/ 

K 

SHERWOOD. G C 

0306300131 

NURFO 


SHIELDS. 3 W 

8306060039 

50-546 

A 

SHIELDS. 3 W 

83060701 44 

50-546 

Q 

SHIELDS. S U 

0306070147* 

00-046 

0 

SHIELDS. S W 

0306070377 

D0-D46 

» 

SHIELDS. 8 W 

0306140396 

DO' 546 

A 

SHIELDS. 8 W 

0306170102 

50 54 6 

[/• 

SHIELDS. 6 U 

8306270130 

DO D46 

U 

SHIELDS. S W 

0306270219 

00-046 

A 

SHIELDS. 0 W 

0306270375 

00-046 

5 

SHIFFER.JI D 

0306100067 

DO -27!) 

9 

SHIFTER, D 

8306100002 

00 P75 

ti 

0HIFPER . J D 

8306210044 

50-275 

U 

6HIFFER, vJ D 

0306210070 

50 -P‘7 0 

0 

SH I FFER.J D 

8306230365 

50-875 

5 

BHiFFEn.a D 

8306230422 

50-275 

8 

SHiFFER/vJ D 

8306200421 

50-275 

f» 

SHlFFERi a D 

0306200523 

50’P'75 

li 

SHIFPER/J D 

Q3062SQ526 

50-275 

3 

SHI F TER , J D 

G306210164 

50 -275 

0 

SHINGLE TON, U 

8306140046 

50-416 

id 

BHINOLETON. D 

8306200121 

50-416 

n 

SHINOLETQN. T \i 

8306140669 

50-416 

LI 

SHIRAKAMA, T 

83061 S046O 

XIHJRTLK 


SHOEMAKER, 0 

03O6OQO326 

71-9017 


SHOEMAKER. C iJ 

□306020361 

50 443 

G 

shoemaker. C J 

□306060276 

00-341 

0 

SVIOEMAUER, C xl 

0306060330 

50-392 

0 

SHOEMAKER. C J 

0306070356 

?,0- 409 

C 

SHOEMAKER, C J 

030609030? 

50 275 

0 

8HDEMAHER.C 

03062702071 

50-229 

O 

SHOEMAKER, C J 

□306300052 

00-275 

Q 

SHOEMAKER. G J 

□306300134 

bO 409 

0 

SHOLLY. 8 C 

0306080020 

lOIA 


8H0N. R J 

0306200553 

00 155 

G 

SHODP/ P 

8306080093 

AOVCM 


SHOPENM/N fl 

8306000169* 

40-0037 


SHORT, R U 

0306200210* 

50-344 

J 

OHOTWELL. J A 

830607041 1 

00-443 

i) 

SHSEVe. D B 

8306280327* 

COAITftACT 


3HUEY/ C 

0306160469 

PRM 


QHUEY, C 

□306300219 

PR 


8HUTTLEWDRTII, W 

0306210127 

00-546 

A 

SHyMLOCK.W D 

Gn06i40647# 


a 

SIEDCR.J 0 

□306100104 

00-334 

0 

SILOERG/ 0 C 

0306160593 

50 402 

G 

SILDEROi J E 

0306160593 

50- 4G2 

0 

SILBERO. vl E 

Q30617j0996 

00 -440 

0 

SIL0EWD.J B 

8306160396 

30-440 

G 

SIL0ERO/»| E 

0306160611 

50-440 

0 

SILDEnO.J 0 

8,W 16061 1 

30-440 

0 

SILBERO/J E 

8306200310 

50-402 

0 


AUTHOR 

ACCESSION 

NUMDER 

suBjrn 

CATrftO'iy 

SILDERG/ J tr 
SILDEftG. J E 
SXLDEffG, J r 
6ILBERT, E xi 
SILOERT. C J 

0306200J10 
En06290;’14 
f3J06290Cl 1 
0'K)61 40/89 
G306200045 

50 •'4 on c 
50 4-10 G 
50-440 0 

ADVCM 

ADVtH 

billing, b A 
SILVIS, R H 

STLWS. ft N 

SILVIS. R ri 

SILVIS, R n 

8306240060 

8'f061404JJ 

0306140139 

0306210364 

0 106220151 

NUro 0 
CGNTRAr t 

contract 

CONTRACT 
f nNTRAf 1 

SiLViS. R M 

SILVIS. ft N 

SILVIS, R M 

SILVIS, R M 

SILVIS, ft N 

G 10622021 7 
0706230 185 

D 106230494 
0306230503 
8706230 10 7 

CONTRACT 
CON TRACT 
tONTRAn 
CDNfRACT 
< ONTRACl 

SJMAN-TDV, I 
8IMCHUK, J U 

SIMON/ J A 
SIMONEAUX. r /' 
BIMONCN.C P 

DJ062DO&9 3 
G306030135 
0306090245* 
83061 50480* 
8306020174 

NWCG 

71 9119 

50’ 7P9 0 

1 OMR act 
nurlo 

SIMONS, D 0 
SIMPSON, F li 
SIMPSON. J M 
SIMPSON, J M 
SINCLAIR. J 1) 

8306210306* 

D3060Q0161 

a3(>6?90ri2? 

8 10629052,7 
8306020174 

<8NTRACT 

50 335 P 

5O-40l' G 
50 *402 G 
50 V7i p 

SINCLAIR. J U 

binclair.j n 

SlNClAIft. J « 
SINCLAIR. J I< 
SINCLAIR. V U 

03060301 12 
8306140205 
0.3063000 /::i 
QJ06220044 
8706240170 

50 271 p 
50 P71 p 
50 P7I I 
50-P7J p 
50 ?7 1 P 

BINCLAIR.J U 
SINJS// J M 

6INISI, J M 

SINKIN. L 

SINKIN.I A 

0306000304* 
Q‘30602QlSl3 
0306230207 
D7060P0150 
03060801 55* 

50-490 0 

90 -.M4 J 

50 '27 J 

50-490 0 

50 ’490 £? 

SINKIN. L A 

SINKIN. L A 
GITLER/P 

SITLEft. P 

5IU.N 0 

0306000159* 
D’3Q6S3Q0U 7 
8706220094 
8706290526 
0306140774 

50-4911 C 
50-49R 

5ft ftSJ ij- 
5(3-32.'' ir 
NUKLO 

OIU. N 0 

8JGREEN. A L 
SKARITKA. J 
SKAftZTKA, J 
SKARUPA/J I) 

830621 0336 r 
□306210330 
8306140590 
0306200407* 
0706150462 

raiA 

NURTO 

5O-r'06 P 
50-P06 p 
XP0R7L1C 

SKINNER/ ft H 
SLAWINSKI, W 
SLOCUM. L 

SMEDIRA. C 
5ME0LEY.R 

0306140471* 
830623024 6 
8306060309)* 
0306240341 
8306270380 

50 395 0 

161 

70 *.‘5 
7l~&3<>4 
50-209 G 

SMITH/ A 1. 
smith, D 

SMITH/ D 

SMITH. D 0 

SMITH/ G V 

□306130422* 

0306060309* 

8706020326 

D3O62n019O 

□306010327* 

0A979 

/0-P5 

40-(f6ftl 

NUREO 

50 334 0 

SMITH. G C 

SNITH, 0 C 

SMITH, H D 

SMITH/ I W 

SMITH, I W 

8' 10603031 7* 

0306,330475* 

0306020463* 

□306200294 

0306230352 

70*371 

50 37J ft 
CflNTRAT I 

50 494 ft 
50 454 Q 

SMITH, I W 

SMITH. I W 

SMITH, J L 

SMITH. J L 

SMITH, J L 

0306230355 
□306230362 
030601001 J 
0306010432 
□306020455 

50-454 G 
50-494 0 

50 3p:' b 

50 302 5 
50-30/1 fi 

SMITH/ J L 

SMITH, J L 

SMITH. J L 
smith, J L 

SMITH, J L 

8306070013 

0306070030 

□306070321 

□306170236 

□306130326 

50 DOT 1 

50 -ft&O 0 
50-302 ft 
50-320 A 
50-32/’ E 

SMITH, J L 

SMITH, J 1. 

SMITH. J L 

SMITH, J L 

SMITH, J L 

□30614060/ 
0306140739 
0306 160007* 
OJ06I60100* 
0306240P30 

50 322 Q 

50 320 ft 
50-322 h 
50-322 F 
50-322 E 

SMITH. J L 

SMITH/ J L 

BMIIH/J L 

SMITH/ J L 

SMITH/ J L 

0306240250 

0306280042* 

0306200265 

8306200445 

0306200347 

50 -322 E 
50'32» F 
!iO -320 Q 

50 *322 E 
00-33P e 

SMITH, M 

SMITH/ M 

SMITH/ M L 

SMITH, P A 

SMITH. P A 

0306020294 

□306130412* 

0306160670* 

0306030266* 

0306030271* 

40 Q064 
50-251 ft 
7l-7ni 
CONTRACT 
CONTRACT 



PERSONAL AUTHOR INDEX 
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AUTHOJi 

ACCESS KIN 
NUMBER 

sunvi C 1 
CAT! GORY 

SMITH, P A 

□lOAOooOA/ 

tONTRACl 

SMITH,P A 

Da06OB007ZJ* 

CONTRACT 

SMITH, P A 

fn0/jGB04l7K 

CON TRACI 

SMITH, P A 

0306090,27 7 

contract 

SMITH, P A 

fn06Q902QO» 

contract 

SMITH, P A 

0306090204 » 

CONTRACT 

SMITH. P A 

03061 70466 » 

CONTRAC r 

SMITH, P A 

03062001 34 » 

lONTRACr 

SMITH. P A 

03062002a7*» 

CONTRACT 

SMITH. P A 

0306ai0J/6 

(ONTRACT 

SMITH,? A 

0306210304 M 

lONTRACl 

SMITH, P A 

IJ306a2013IJ» 

CONI RAC T 

SMITH. P A 

0306220200 » 

CONTRACT 

SMITH. P A 

0306230497 

DO- 320 P 

SMITH, P A 

0306230501 « 

DO -320 P 

SMITH. P A 

□306200127 

CONTRAC I 

SMITH. P A 

03062Q0133* 

CONTRAC 1 

SMITH, R D 

0306020305 

40-D6«I 

SMITH, R D 

0306020331 

40-0506 

SMITH. n D 

03060203311 

40 0502 

SMITH, n D 

0306020502 

40-13411 

SMITH, H D 

0306020510 

40 05H5 

SMITH, n i) 

0JO61 70460 

40-3453 

SMITH, n H 

D3060l0306i» 

DD-2i3 0 

SMITH, n H 

03062002 10» 

50-213 0 

SMITH, R 0 

0306070224 

40 -0452 

SMITH, W G 

0306020 107 

50-31 D ft 

SMlTHiW 0 

03060201 06 

DO 316 R 

SMITH, W 0 

0306Q601B2 

DO 31 5 h 

SMITH. W 0 

0306060267 

50-316 n 

SMITH, H G 

030616034:1 

50-315 R 

SMITH. W Q 

0306160304 

50-316 R 

SMITH. W 0 

0306210030 

DO 315 0 

SMITH, W G 

□306210120 

DO-31 !> 0 

SMITH, W G 

0306210257 

D0-31D r» 

SMITH, W G 

03062701 DO 

D()-3i6 S 

SMITH. W « 

0306270161 

DO 316 3 

SMITH, W « 

□306270433 

DO 315 3 

SMITH, W 0 

□306270444k 

DO -315 « 

SMITH. W G 

□30630003S 

D0-3J5 7 

SMITH, W V 

□306000316k 

50-l4n P 

SNCLL, N 

03061 304 i:iK 

50 254 0 

GNOU, n A 

0306020274 

50-JM4 R 

SNOW, D A 

03061 604PD 

50-244 ft 

SNYDER, n J 

0306030490 

D0~320 P 

SNYDER, D si 

0306150460 

50-320 11 

SNYDER, Q J 

0306220161 

DO-320 P 

SNYDCn.n J 

0306200074 

D0-3S0 P 

SNYDER, H L 

03060604 l» 

40“ 0504 

SNYDER, H L 

D3061406B7 

40-GDH4 

SOKOLSKI.H I) 

0306l6014Qff 

roiA 

SOMERVILLE. K U 

0306210353 

40 0703 

aOONG. A 

□:i06l40446tt 

40-H794 

SOQNO.A L 

03060301 7D 

70-143 

GOONO.A L 

030617043!; 

70 1)20 

BOUBA.M 

□306300217 

PR 

SOUTHERNiR L 

0306160647 

71-H6 

SPAIQMAN, 11 li 

03062001 33 K 

CONTRAt, r 

SPANG, vJ ft 

0306200532 

SO-POV G 

BPECroft, n 

030620003 S 

f OIA 

SPEER, M 

03061 604 5D 

DO -206 R 

8PCI8, T P 

0112030545» 

!>0~47H A 

SPCI8, T P 

OJ06010166 

NURE G 

SPELL, W H 

0306130336 

btnla Pmfp 

SPELMAN. H si 

0306000293 

40 206J 

SPCLMAN.n J 

0306200042 

40-2061 

SPCNGCft, D 

0306220017 

50-373 5 

SPENCCR.O A 

0306210045 

50-373 0 

SPENCER. M 

0306000215 

DO-358 G 

SPENCER, M 

0306000250 

DO-358 0 

SPENCER. W C 

0306200036 

50-404 A 

SPE3BARD, R L 

0306060200 

S0-2S4 0 

SPESBARD, R \ 

0306070137 

DO-4 03 0 

SPESBARD, R 1 

0306070137 

DO- 546 fi 

spesbard, R 1 

Q30607038G 

DO-454 0 

SPESBARD, R 1 

0306160391 

50-373 ft 

SPESBARD, R 1 

0306210107 

50-403 G 

SPESBARD, H 1 

0306220016 

50- 341 ft 

SPESBARD, R 1 

0306230205 

D0-4S4 0 

SPCBBARD.R J 

03062302?0» 

DO-454 0 

SPESBARD, R 1 

Q30627011J? 

DO 440 (1 

8PIELES, r R 

0306160327 

40-8697 

SPIELES, P R 

Q306160S67 

40-0300 

SPINOSA, E 

0306230004 K 

f OIA 

SPINOSA, I 

030623000 5k 

I OIA 



ACCESSION 

‘5UD JCC 1 

AUTHOR 

number 

CATCOaRY 

SPiTinEftG. n II 

0306080 1 6S» 

40-0027 

SPITTOERG, » U 

□306090175# 

40-8004 

SPIT2DER0. D U 

03060901 /7» 

40-GAA3 

SPULAK. R G 

0211220337a 

50-245 

P 

SQUrCR. s 

G3060B0194 

DO "322 

H 

SRENIAVJSKI, I) 

0306130265 

16F 


SRENIAWBKI. I) 

0306230246 

I6F 


STACK, 0 

021 1220337# 

50-245 

p 

STAPLETON, B U 

0306100093# 

50-155 

0 

STAPLETON. D U 

0306210075# 

'>0-P63 

0 

STARK. R H 

0306070436 

50-537 

A 

STARK, R M 

0306070462 

yO-!537 

A 

STARK. H M 

0306290570 

50-337 

A 

STARKEY, ft I) 

0306070161 

50-261 

s 

STARKEY. R 0 

0306070102 

DO -261 

B 

STARKEY, n I) 

0306140405 

DO -261 

R 

STARKEY, H D 

0306160420 

DO -261 

R 

STARKEY, n D 

□306200002 

DO -261 

y 

STARKEY, n I) 

0306200 1 09 

DO -261 


STARKEY, R B 

0306200 1 00 

D0-26J 

5 

STARMEB.R J 

B3062404 D6 

UABTE HOr 

BTAROSTECK I , H 

D3060IO121 

50 -307 

Q 

STAROSTECKI, R 

0306010310 

50-317 

0 

BTAROSTECK I.H 

D30601O365 

50-247 

Q 

BTAROSTECK 1 , R 

0306010442 

*10-443 

0 

STAROBTECKI.R 

0306030202 

DO -309 

0 

STAROSTECKI, H 

0306030291 

00-277 

0 

STAROSTECK I , R 

03O6O3O29D 

50-334 

0 

STAROSTECKI , ft 

0306060160 

50-245 

0 

STAROSTECKI. ft 

0306060163 

70-364 


STAROSTECKI, n 

0306060200 

DO -334 

Q 

STAROSTECKI. R 

0306060205 

DO- 4 53 

(] 

STAROSTECK I, H 

0306060210 

50-32P 

0 

STAROSTECKI. R 

0306060217 

50-219 

0 

STAROBTECKI.R 

0306060223 

50-2S0 

0 

STAROSTECKI. ft 

0306060230 

50-333 

0 

STAROSTECK I.R 

03060602 57 

90-309 

0 

STAROBTECKI.R 

0306060260 

50-320 

0 

STAROBTECKI.R 

0306060265 

50-322 

0 

STAROSTECK I.R 

□306070046 

50-206 

0 

STAROSTECK I . ft 

D306070223 

D0-27V 

0 

STAROSTECKI. R 

0306070344 

50-271 

0 

STAROSTECKI . ft 

0306090067 

S0-3SP 

0 

STAROBTECKI.R 

□306090140 

50-3S2 

0 

STAROSTECKI. ft 

0306090230 

50-245 

0 

STAROSTECKI, R 

03060903513 

50-271 

0 

STAROBTECKI.R 

0306140017 

DO- 3Q7 

V 

STAROSTECKI, R 

0306140032 

DO "271 

V 

STAROSTECKI, R 

0306140044 

D0-4in 

V 

STAROBTECKI.R 

D30614O0S5 

DO- 293 

V 

STAROBTECKI.R 

0306140062 

50-334 

V 

STAROBTECKI.R 

0306140074 

50-322 

V 

STAROSTECKI. R 

0306140090 

50-193 

V 

STAROBTECKI.R 

0306140104 

50-213 

V 

STAROSTECKI, R 

0306140147 

90-333 

0 

STAROOTECKI.R 

0306140140 

DO 

V 

STAROSTECKI, R 

0306140152 

D0-J04 

V 

STAROBTECKI.R 

0306140150 

50-333 

0 

BTARQSTCCKI.R 

0306140170 

50-209 

V 

STAROBTECKI.R 

0306140224 

00-320 

V 

BTAROSTCCKl.R 

0306140231 

50-336 

V 

STAROBTECKI.R 

8306140243 

50-244 

V 

STAROBTECKI.R 

03061 4024Q 

DO ■97 

0 

STAROSTECKI r ft 

0306140255 

50-225 

V 

STAROSTECKI, R 

0306140256 

50-272 

0 

STAROBTECKI.R 

0306140270 

00-1Q4 

V 

STAftOBTCCKl.R 

0306140291 

50-206 

u 

STAROSTECKI. ft 

03061 40322 

50-410 

V 

STAROSTECKI, H 

0306140332 

50-322 

0 

STAROBTECKI.R 

0306140371 

50-219 

V 

STAROOTECKI.R 

030614037P 

DO-247 

V 

STAROBTECKI.R 

dJ06 140403 

50-272 

V 

STAROOTECKI.R 

0306140441 

50-410 

0 

STAROSTECKI, R 

0306140443 

50-77 

V 

STAKOOTECKI, R 

0306140449 

50-35.2 

V 

STAROBTECKI.R 

0306140453 

50-243 

V 

STAROSTECKI, R 

0306140467 

50-5 

V 

STAROSTECKI, H 

0JO6 140494 

50-332 

0 

STAROSTECKI, R 

D30614051S 

50-443 

V 

STAROSTECKI. R 

03061 40S23 

50-29 

V 

STAROBTECKI.R 

8306140531 

50 20 

V 

STAROSTECKI, R 

0306140536 

DO -277 

V 

STAROBTECKI.R 

0306140351 

D0-S7 

V 

STAROBTECKI.R 

0306140553 

50-97 

V 

BTAROSTCCKl.R 

0306140554 

50-4 1 0 

0 


ACCESSION SUOJECT 
authoo number category 


STAROSTECKI, » 

8306140619 

50-309 

STAROSTECKI, R 

8306140623 

50-199 

STAROSTECKI, » 

8306140628 

50-170 

STAROSTECKI, H 

8306140630 

50-134 

STAROSTECKI, f| 

8306 140635 

50-223 

STAROSTECKI, R 

D306140651 

50-S4 

STAROSTECKI, R 

8306140657 

30-293 

STAROSTECKI, R 

8306140663# 

50-412 

STAROSTECKI, R 

8306140665 

30-333 

STAROSTECKI , R 

0306140673 

30-423 

STAROSTECKI, R 

8306140697 

50-220 

STAROSTECKI, FI 

0306140714 

50-317 

STAROSTECKI, FI 

8306140741 

SO-57 

STAROSTECKI, H 

8306150005 

50-289 

STAROSTECKI, FI 

8306150237 

50-332 

BTAROSTECK I, ft 
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0306100059 

50-150 

F 

TONER. K A 

0306100222 

50-158 

P 

TONER. K A 

0306130051 

50-155 

P 

TONER. K A 

0306130334 

DO-280 

r 

TONER. K A 

8306200230 

50-155 

p 

toner. K A 

8306200367 

50-185 

f» 

TONER. K A 

8306220020 

50-255 

p 

TONER iK A 

8306230270 

50-158 

p 

TONER. K A 

0306240139 

50-155 

p 

TONER. K A 

0306270076 

50-165 

p 

TONER, K A 

0306270107 

DO- 155 

p 

TONER, K A 

0306270391 

50-158 

p 

TONER, K A 

8306290412 

00-155 

p 

TONGUE. T 

8306270279 

50-237 

8 

TOOLE. R 

6306150030# 

50-289 

F 

TOOLE, R J 

0306210040 

30-289 

8 

TOBCANI. K 

8306090350 

50-247 

T 

TOTH. A D 

030628034 1 # 

00-377 

Q 

TOURIGNY, E 0 

0306160671 

80-209 

P 

TOURIONY, E 0 

0306280073 

50-205 

P 

TOURTELLOTTE. J 

0306160600 

REVIEW GRP 

TOUBLEYiD R 
TOWNLEYiE L 

8306240003 

8306210074 

raiA 

50-316 

B 

TOWNLEY. E L. 

8306210325 

50-316 

8 

TOWNSEND. D L 
TOWNSEND. B L 

TOY.H L 

TRAINOR.A F 

8306230041 

0306290260 

8306230137# 

830627000S 

CONTRACT 

CONTRACT 

70-8 

60-373 

0 

TRAMM. T R. 

830603027S 

50-454 

K 

TRAMM. T R 

0306090221 

80-454 

F 

TRAMM, T R 

0306100170 

50-434 

S 

TRAMM, T R, 

B306 100207 

50-454 

B 

TRAMM, T R 

8306100236 

50-454 

8 

TRAMM, T R 

830621021 1 

50-454 

K 

TRAMM. T ff 

B306QSOaOi 

50-454 

E 

TRAMM, T R 

0306230237 

50-454 

A 


AUTHOR 
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NUMBER 

BUDJECT 
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TRAMM, T R 

8306230257 

50-454 

F 

TRAMM, T R 

0306230385 

50-454 

0 

TRAMM, T R 

0306230412 

50-454 

F 

TRAMM, T R 

0306270332 

50-454 

A 

TRAMM. T R 

0306270373 

50-454 

A 

TRAMM. T R 

0306270431 

50-434 

E 

TRAPP. 0 

TRAPP. D 

TRAVIS, W H 

TRAVIS, W H 

TREAT. R L 

TREBY.S A 

0306140210 

0306240370 

0306240033 

0306240044* 

0306140402 

0306080218 

PROvI 

PROJ 

71-3595 

71-559S 

NUREO 

50-445 

G 

TREBY.S A 

0306080230 

50-445 

0 

TREBY, S A 

0306100118 

50-445 

G 

TREOY. B A 

0306150390 

50-445 

G 

TREDY.B A 

0306300056 

80-445 

G 

TRENERViS E 
TRIMBLE. D C 

0306290131 

0306010324# 

NUREO 

5D'317 

0 

TRIPP, L E 

0306060021* 

50-354 

0 

TRIPP. L e 

0306060214# 

50-334 

0 

TRIPP, L E 

0306070226* 

50-277 

Q 

TRIPP, L E 

0306160054 

50-277 

0 

TRIPP, L E 

0306160144* 

50-272 

Q 

TRIPP. L C 

0306230434* 

50-412 

a 

TR08K0SKI.W M 

0306060214* 

SO- 334 

0 

TROSTEN.L M 

TROTT, E 

0306340150* 

0306320202* 

FOIA 

CONTRACT 

TRUITT# M P 

TSAI, Y. J 

0306200273 

0306000294* 

FOIA 

30-410 

A 

TSAI, Y J 

0306080330* 

50-410 

A 

TUCKER# H.D 

0306010015 

50-370 

B 

TUCKER. H B 

0306010090 

50-369 

fl 

TUCKER. H B 

0306010104 

50-370 

B 

TUCKER. H D 

0306010153 

50-369 

S 

TUCKER# H D 

0306010256 

50-369 

S 

tucker. H D 

0306010401 

50-369 

B 

TUCKER. H D 

TUCKER. H n 

0306020630 

9306030123 

70-2905 

50-269 

P 

TUCKER. H 8 

0306030300 

30-413 

A 

TUCKER. H n 

9306030315 

50-369 

P 

TUCKER. H D 

0306060076* 

50-269 

P 

TUCKER. H n 

9306070051 

50-269 

P 

TUCKER, H B 

8306070131 

50-369 

P 

TUCKER, H B 

8306070143 

30-369 

8 

TUCKER. H D 

8306070206 

50-413 

E 

TUCKER# H D 

8306070260 

50-369 

P 

tucker, H B 

8306070269 

50-369 

F 

TUCKER, H a 

8306070272 

50-269 

P 

TUCKER, H B 

8306070293 

50-369 

P 

TUCKER. H 0 

0306070314 

50-413 

E 

TUCKER, H D 

0306070349 

SO-413 

F 

TUCKER. H 0 

0306090013 

50-370 

B 

TUCHSR, H « 

0306090040 

50-370 

8 

TUCKER. H n 

8306090147 

50-369 

8 

TUCKER# N B 

8306090361 

50-269 

F 

TUCKER. K B 

83061 00 13B 

50-370 

8 

TUCHER.M B 

8306100164 

50-370 

e 

TUCKER.H D 

0306100195 

50-370 

B 

TUCKER, H.B 

B3O61O0216 

50-370 

0 

TUCKER.H 0 

8306100243 

50-370 

6 

TUCKER, RD 

8306130312 

50-370 

0 

TUCKER.H D 

8306130316 

50-370 

8 

tucker, K 0 

0306130342 

50-369 

S 

TUCKER.H B 

8306130440 

50-369 

B 

TUCKER.H B 

8306140018 

30-4 13 

E 

TUCKER.H B 

8306140119 

50-413 

0 

TUCKER. H D. 

8306140123 

50-413 

0 

TUCKER, R D 

8306140129 

50-413 

0 

TUCKER. H B 

8306140502# 

50-413 

0 

TUCKER, R B, 

8306 140600 

50-370 

p 

TUCKER.H B 

8306140730 

50-269 

p 

TUCKER. R B. 

0306170297 

50-269 

R 

TUCKER. RB 

B30617031 1 

50-369 

R 

TUCKER.H 6, 

8306170316 

50-413 

E 

TUCKER.H B 

8306200212 

50-369 

S 

TUCKER.H, B 

8306300237 

50-369 

8 

TUCKER. H B. 

8306200238 

50-370 

a 

tucker. R B 

8306200245 

60-369 

s 

TUCKER. R B 

8306200264 

50-369 

B 

TUCKER.H S 

8306200321 

50-370 

B 

TUCKER. R B 

8306200352 

50-369 

I 

TUCKER.H B 

8306210092 

50-369 

P 

TUCKER.H B. 

0306210190 

50-287 

B 

TUCKER.H, B. 

8306220295# 

50-413 

F 

TUCKER. H.B, 

8306240123 

50-413 

E 



ACCEB8I0N 

BUBJE 

AUTHOR 

NUMBER 

CATEG 

TUCKER.H D 

8306240183 

50-413 

TUCKER.H B 

8306270094 

50-369 

TUCKER.H B 

0306270118 

50-413 

TUCKER.H n 

8306270124 

50-369 

TUCKER.H n 

8306270189 

50-369 

TUCKER.H B 

8306270227 

50-369 

TUCKER.H B 

8306270301 

50-369 

TUCKER.H D 

8306270384 

50-413 

TUCKER.H B 

8306280427 

50-369 

TUCKER.H B 

8306290245 

50-269 

TUCKER.H B 

0306290282 

50-369 

TUCKER.H B 

8306300002 

50-369 

TUCKER.H B 

8306300015 

50-287 

TUCKER.H B 

8306300114 

50-370 

TUCKER.H B 

8306300171 

50-370 

TUCKER.H 0, 

0306300174 

50-297 

TUCKER.H B 

8306300189 

50-370 

TUCKER.H B 

0306300191 

50-369 

TUCKER.H B 

8306300232 

50-370 

TUCKER.H K 

8306160642 

WASTE 1 

TUCKER.H K 

0306210307 

40-134 

TUCKER.H K 

8306210420 

40-134 

TUITE.P T 

8306030476 

WASTE 1 

TULODIESKI# O 

8306270069# 

50-329 

TURK. E. J 

8306290240# 

50-440 

TURK. 8. C 

8306070037 

50-337 

TURK. B. E 

9306100048 

50-537 

TURK. 0. E 

0306150811 

50-537 

TURK. 9. E 

8306150315 

50-537 

TURK# 8. E 

8306150317 

50-537 

TURKETT, J 

8306010357# 

50-395 

TURKETT, J 

0306010374# 

50-395 

TURNER. D 

8306200097 

50-546 

TURNOUEST. L 

8306130348 

50-237 

UDALL.M K 

8306220268# 

60-289 

UDERIT7.R A 

8306030141 

50-272 

UDERITT.R A 

8306030349 

50-272 

UDERITT. R A 

8306070177 

60-272 

UDERIT2#R, A 

8306140261# 

50-272 

UDERIT2. R A 

8306160440# 

50-272 

UEBBINOi R 

8306210262 

50-346 

UHRIO. R 8 

8306030074 

50-389 

UHRIO. R E 

8306060082 

50-389 

UHRIO# R E 

8306080004# 

50-250 

UHRIO. R E 

8 306090352 

50-250 

UHRIO. R E 

8306100087 

50-335 

UHRIO# R E 

8306100140 

50-309 

UHRIO# R E 

8306120156 

60-309 

UHRIO# R £ 

8306120268 

50-399 

UHRIO# R, E 

8306120291 

50-309 

UHRIO# R E 

8306120435 

50-250 

UHRIO# R E 

8306140009 

50-309 

UHRIO. R E 

8306140011 

50-309 

UHRIO. R E 

8306140097 

50-309 

UHRIO. R E 

8306140111 

50-309 

UHRIO. R, E 

8306140310# 

50-309 

UHRIO. R E 

8306140572 

60-335 

UHRIO. R. E 

83061 4038 1 

50-309 

UHRIO.R E 

8306140638 

50-309 

UHRIO.R E. 

8306140745 

80-335 

UHRIO.R E 

8306160335 

50-250 

UHRIO.R. E 

8306170319 

50-335 

UHRIO.R E 

8306200146 

50-309 

UHRIO.R. E 

8306200194 

50-389 

UHRIO.R E 

8306200310 

50-389 

UHRIO.R. E 

8306210071 

50-250 

UHRIO.R E 

830621 0160 

50-309 

UHRIO.R. E 

8306210261 

50-389 

UHRIO.R. E 

8306200250 

50-335 

UHRIO.R E 

B3D620O356 

50-335 

UhffilO.R E 

8306290338# 

50-338 

UHRIO.R E 

8306290345# 

50-280 

UHRIO.R, E. 

8306290351# 

50-335 

UHRIO.R E 

8306290398 

50-250 

UHRIO.R. E 

8306200154 

PR 

ULIE# J. n 

8306200067# 

50-341 

UNKLE, T. J. 

8306210108 

50-317 

UPPULURI, V. a. 

8306010086 

NUREO 

UPRIGHT. C M 

8306J40J72# 

00-438 

UPRIGHT, C M 

8306140471# 

50-395 

UPRIGHT. C. M 

8306140512# 

50-400 

UPRIOHT, C M 

8306290232# 

50-637 

UTl-Ey. E. E 

8306010311 

50-324 

UTL.EYf E, E 

8306060112 

50-400 

UTLEY, E. E. 

9306140709* 

50-861 
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ACCESS I QN SUBJECT 
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UTLEY, E E 

VAETH, M 

0306290553* 

8306240078 

50-26 J 
NUREG 

a 

VALCEB, S A 

8306010009 

50-389 

a 

VALDES, 8 A 

8306010252 

50-389 

s 

VALDES. S A 

8306200094 

50-389 

s 

VAN BRUNT, E E 

0306010055 

50-52G 

3 

VAN BRUNT, e E 

0306010072 

50-528 

B 

VAN BRUNT. E F 

0306010076 

50-520 

3 

VAN BRUNT.E E 

8306010119 

50-520 

0 

VAN BRUNT.E E 

8306010137 

50-S2B 

9 

VAN SHUNT. £ E 

0306010873 

50-520 

S 

VAN BRUNT.E E 

6306010289 

50-520 

S 

VAN BRUNT.E E 

0306010341 

50-529 

s 

VAN BRUNT.E E 

8306010375 

50-520 

s 

VAN BRUNT.E E 

0306030357 

50-520 

r 

VAN BRUNT.E E 

0306070070 

50-520 

s 

VAN BRUNT.E E 

0306070091 

50-530 

A 

VAN BRUNT.E E 

8306070104 

50-529 

a 

VAN BRUNT.E E 

0306070 1 78 

50-520 

a 

VAN BRUNT.E £ 

0306070221 

50-528 

a 

VAN BRUNT.E E 

0306070225 

50-528 

8 

VAN BRUNT.E E 

0306090275* 

50-528 

F 

VAN BRUNT.E E 

0306130432 

50-528 

£ 

VAN BRUNT.E E 

03061605-00 

50-528 

E 

VAN BRUNT.E E 

03D6{70180 

50-528 

S 

VAN BRUNT.E E 

0306170240 

50-528 

8 

VAN BRUNT.E E 

8306170246 

50-528 

a 

VAN BRUNT.E E 

8306170265 

50-528 

A 

VAN BRUNT.E E 

0306170302 

50-528 

A 

VAN BRUNT.E E 

0306170326 

50-528 

E 

VAN BRUNT, £ E 

8306 1 7034 1 

50-529 

8 

VAN BRUNT, E E 

8306 1 70342 

5O-S80 

8 

VAN BRUNT, E E 

8306 1 7035 1 

D0-82B 

A 

VAN BRUNT, E £ 

0306170366 

50-528 

8 

VAN BRUNT, E £ 

0306170367 

50-528 

8 

VAN BRUNT. E E 

8306170393 

50-520 

8 

VAN DRl/MT, E E 

030620037 1 

50-520 

r 

VAN BRUNT.E E 

830621 0267 

50-520 

E 

VAN BRUNT, E E 

8306230245 

50-520 

s 

VAN 0RUWT, E E 

8306230270 

50-520 

0 

VAN BRUNT.E E 

0306230310 

50-520 

s 

VAN BRUNT.E E 

0306230379 

50-529 

s 

VAN BRUNT.E E- 

0306230400 

50-520 

s 

VAN BRUNT, E E 

0306270143 

50-520 

A 

VAN BRUNT.E E 

0306270368 

50-520 

E 

VAN BRUNT, E E 

0306270447 

50-520 

F 

VAN BRUNT.E E 

0306200317 

50-520 

E 

VAN BRUNT, E E 

0306200436 

50-528 

A 

VAN VLIET, J 

8306210361 

50-209 

P 

VANDEL. T. e 

0306230423* 

50-374 

Q 

VANDERBER,J J 

5306240191 

SO- 397 

8 

VANDEWALLE, D J 

G306030223 

50-153 

P 

VANDEWALLE. D J 

8306150409* 

50-155 

G 

VANDEWALLE, D J 

0306170210 

50-155 

F 

VANDEWALLE, D J 

6306210102* 

50-155 

Q 

VANDEWALLE, D J 

03O623OG1O* 

50-133 

0 

VANDEWALLE, D J 

0306240205 

50-155 

F 

VANDODRN.P K 

0306290305* 

50-413 

a 

VARELA, A A 

B306090I31* 

50-322 

0 

VARGA, 8 A, 

0306010-065 

50-305 

p 

VARGA rB. A 

0306020036 

50-348 

p 

VARGA rS A 

0306020562 

50-272 

p 

VARGA, e A 

0306020570 

SO-340 

F 

VARGA. S A 

8306020676 

50-334 

P 

VARGA . 0 A 

0306030243 

50-334 

P 

VARGA, 8 A 

03O6O3D247 

50-334 

P 

VARGA, S A 

G306030S70 

50-315 

P 

VARGA. 0 A 

8306030441 

50-200 

P 

VARGA, S A 

8306030508 

50-295 

P 

VARGA, S A 

8306080073 

50-334 

P 

VARGA. S A 

8306090052 

50-3 1 1 

F 

VARGA ,8 A 

0306150627 

50-206 

P 

VARGA, 0 A 

0306150630* 

50-206 

P 

VARGA, 0 A 

8306150638* 

50-206 

P 

VARGA, a A 

03O617O4B1 

50-27^ 

F 

VARGA, B A 

B306220243 

50-206 

F 

VARGA. B A. 

030623037 1 

50-250 

F 

VARGA, a A. 

0306240470 

50-26 1 

0 

VARNA DO, G.fi, 

030624030 1 * 

50-247 

0 

VARNER, D M 

8306210206 

50-293 

9 

VAS9ALLD, D D 

0306010179 

50-254 

0 

VA88ALL0, D D 

0306020020 

SO-324 

P 

VA88ALLQ, D. D 

0306020107 

50-324 

0 

VA88ALLQ.D B 

6306020180 

50-259 

P 

VASSALLO.D B. 

0306020205 

50-331 

P 


ACCESS I ON SUBJECT 

AUT*(QR NUMDER CATEGORY 


VASSALLO, D □ 

0306020290* 

50-324 

0 

VASSALLO, D H 

B3D602056G 

50-298 

a 

VASSAULQ, D D 

03060205 B7* 

50-290 

G 

VABSALLO, D D 

8306020699 

50-325 

P 

VASSALLO, D U 

8306030032 

50-333 

P 

VASSALLO, D B 

8306030119 

*30-293 

Q 

VASSALLO, 0 B 

0306030134* 

00-293 

0 

VASSALLO, D B 

0306070306 

50-290 

P 

VASSALLO, D JJ 

0306090430 

00-220 

P 

VASSALLO, 0 li 

0306130461 

50-333 

a 

VASSALLO, D B 

0306130495 

50-271 

P 

VASSALLO, D D 

0306150224 

50-133 

r 

VASSALLO, D C 

03061 30260 

50-239 

p 

VASSALLO. 0 D 

0306150464 

50-3S4 

p 

VASSALLO, D D 

0306150466 

50-263 

p 

VASSALLO. D D 

0306150576 

50-263 

p 

VASSALLO, D B 

0306150625 

50-259 

0 

VASSALLO. D D 

0306150626 

50-220 

r 

VASSALLO. 0 D 

03061 S 0631 

50-220 

p 

VASSALLO. D B 

0306220196 

50-293 

p 

VASSILAROB.M 0 
VAUGHAN. C M 
VAUGHAN. C M 
VAUGHAN, C M 

VEOA. A 

0306060410 

0306140122 

B30614O33Q* 

0306300165 

0306000241* 

WUREQ 

70-1113 

70-1113 

PR 

50-445 

a 

VENDER, J 

0306010275 

50-293 

3 

VENDER, J 

0306010306 

50-293 

B 

VENDER, J 

0306020456 

50-293 

s 

VERRELLI.D 

0306010332 

50-340 

Q 

VERRELLI.D H 

0306140102 

50-416 

V 

VERRELLI.D M 

8306140114 

50-430 

G 

VERRELLI.D M 

8306140131* 

50-430 

G 

VERRELLI.D M 

8306140132 

50-400 

V 

VERRELLI.D H 

0306140141 

50-324 

V 

VERRELLI.D M 

0306140143 

50-438 

G 

VEHRELLI, D M 

8306140157* 

50-430 

G 

VERRELLI, D M 

8306140235 

50-416 

G 

VERRELLI, D M 

8306140355 

50-390 

0 

VERRELLI.D M 

8306140360 

50-400 

G 

VERRELLI.D M 

0306140306 

50-327 

G 

VERRELLI.D M 

0306140396 

50-3S4 

G 

VERRELLI. D M 

0306140413* 

50-324 

G 

VERRELLI.D M 

0306140450 

50-416 

G 

VERRELLI.D H 

□306140463* 

50-416 

G 

VERRELLI, 0 n 

8306140473 

50-340 

Q 

VERRELLI.D M 

B3061404D3 

50-400 

0 

VERRELLI. 0 H 

0306140492* 

50-395 

0 

VERRELLI, D M 

0306140535 

50-327 

G 

VERRELLI.D H 

0306 I 4 056 3 

50-390 

Q 

VERRELLI.D M 

8306140626 

50-259 

V 

VERRELLI, D M 

0306140645 

50-340 

Q 

VERRELLI, D M 

0306140653 

50-324 

G 

VERRELLI.D M 

0306140677 

50-324 

G 

VERRELLI.D M 

8306140605 

50-259 

0 

VERRELLI.D M 

0306140607 

50-259 

V 

VERRELLI.D H 

0306140693* 

50-324 

0 

VERRELLI.D M 

0306140757 

50-438 

a 

VERRELLI. D M 

0306170294 

50-260 

s 

VERRELLI.D M 

8306210104 

50-293 

0 

VERRELLI.D M 

0306230240 

SO-339 

s 

VERRELLI.D M 

8306270231 

50-430 

0 

VERRELLI.D M 

8306290236 

50-416 

0 

VERRELLI,!) M 

0306270239 

50-438 

G 

VERRELLI.D M 

0306290300 

50-390 

Q 

VERRELLI, D ti 

8306290309 

50-430 

0 

VERRELLI.D M 

0306290310* 

50-390 

Q 

VERRELLI.D M 

8306290325* 

50-438 

0 

VERRELLI, D M 

8306290365 

50-416 

0 

VERRELLI.D, M 

0306290420 

50-^61 

0 

VERRELLI.D M 

8306290420 

50-390 

G 

VHAAD.E R 

0306090299 

50-247 

r 

VHAAD.E R 

830609031 7 

50-247 

F 

VIKCK.H 

VITO, D> 

0306300146 

0306090300* 

WUNEG 

50-290 

p 

VITO, D J 

0306020037* 

50-309 

p 

VITOrD J. 

0306030912* 

50-295 

p 

VITO, D J 

0306090397* 

50-312 

p 

VlVIftlTO.M A 
VOOLEH, B. H 

830602042D 

S306D80214 

REGGD 

50-361 

0 

VOOLER, B H 

0306130366 

50-352 

0 

VOGLER, 0 H 

0306230127 

50-445 

M 

VQOT, D K. 

VOOT- LOWELL, R 

830 60904 BO* 
B30429022S* 

CONTRACT 

50-389 

Q 

VOOTLE.A H 

B306070127* 

50-321 

I 

VOIOT.H H 

0306200527 

50-209 

D 


ACCESSION SUUdE(]7 
AUTHOR NUMBER CATCGU^y 


VOIGT, H H 830628052? ^0-209 q 

valor, H H 030A2a0530» 50-309 d 

VOLGENAU, F 0306060035* roiA 

VORDERDRUEGGhN 8306070253* D0-52B a 

VORDERBRUEGOrN Q306070256* 50-52fl J 

VOSBUHY- r 8306090338* 50-298 p 

VOSBURYrF W 030 520071 4* 50-305 P 

VOSDURY, r W 0305230021* 50-203 p 

V08DURY, F W 0306020196* 50-303 P 

VOSflURV, F U 8306030070* 50-338 j> 

VOSDURY, F W B306030299* 50-315 P 

VOSDURY, r W 8306030446* 50-200 p 

VOSDURY. F W 0306090397* 50-312 P 

VOTHi M H 8306030064 70-6B7 

WADE, L 8306 1 70 1 32 * 1 01 A 

WAGNER, 0 H D306230D9D* f OIA 

WAGNER, G P 0306130494 50-10 ft 

WAGNER, G P 030613045/* 50-10 R 

WAGNER, n E 0306020419 50-460 Q 

WAGNER, M F 8306150245 50-289 C 

WAGNER, M E 830616000R 50-2Q9 c 

WAGNER, M E 0306170411 50-460 Q 

WAGNER, M E 0306240286 50-460 C 

WAGNER, M C 030629055D 50-209 e 

WAGNER, R M 8306230105* FOIA 

WAGNER, W J DD06070060* 50-313 Q 

WAGNER, W J 0306380339 » 50-J44 fl 

WALKER, R D 8306060251* 50-263 Q 

WALKER, R D 0306270222* 50-373 Q 

WALKER. R D 0306300141* 50-373 Q 

WALL, 0 F 0306270164 50-317 p 

WALLACE, E G 0306010314 50-313 P 

WALLACE, E G 0306010314 90-313 p 

WALLACE, W T 0306970372 Biato Prog 

WALLER, NK 8306030105 71-66/9 

WALLING, 0 E 0306300153 D0-3P9 & 

WALSKE, C 0306230320 PR 

WALSKE, C 8306270303 50-289 R 

WALTON, G A 8306230424* 50-412 Q 

WAMDACH. T 0306990323 50-255 p 

WAMflACH, T V 0306070062 50-255 P 

WAMBAGH, T V 0306070247 50-255 p 

WAMDACH, TV 0306160396 50-255 P 

WAMDACH, T V 0306280439 50-255 P 

WANG, C H 0306070044 50-243 S 

WARD, E C 0306090257* 50-202 F 

WARD, E C G30693Q079* 50-002 F 

WARD, K 0 0306030105* 50-403 Q 

WARD, K D 0306230271* 50-440 Q 

WARD, K D 0306230440* 50-155 Q 

WARD, KD 0306300210* 50-350 0 

WARE, JT B306220091* CONTRACT 

WAREMDOUROi D 0306060130 50-26/ P 

WAREMDOURO, D 8306060134 50-267 8 

WAREMDOURO, D 0306160434 50-267 R 

WAREMDOURO, U 0306800217 50-267 B 

WAREMDOURO, D 8306300090 50-267 8 

WAREMDOURO, D 0306300107 50-267 8 

WAREMDOURO, D W 8306070199 50-267 Q 

WAREMDOURO, D W 0306140733 50-867 P 

WAREMDOURO, D W 8306210253 50-267 Q 

WAREMDOURO, 0 W 0306210373* 00-267 F 

WAREMDOURO, D W 0306300059 DO-267 F 

WARWICK, R F 0306060040 50-329 0 

WARWICK, R r 0306060071 50-350 A 

WARWICK, R F 8306070042* 50-358 Q 

WARWICK, R F 8306090243 50-329 G 

WARWICK, R F 0306090244* 50-329 Q 

WARWICK, R F 0306210123 50-350 9 

WARWICK, R F 8306230353 50-350 0 

WARWICK, R F 0306230357* 50-358 G 

WARWICK, R F 0306270150 50-329 A 

WARWICK, R F 0306270374 50-550 A 

WARWICK, R F 0306200208 50-058 A 

WARWICK, R F 0306200539 50-329 A 

WARWICK, R F 0306300101 50-329 A 

WA8TLER, 8 L 0306210431 40-0004 

WATERS, JR 0306060221* 50-295 0 

WATKINS, L B 0306220117 DO-450 0 

WAYNE, L 8306170379* 50-142 T 

WAYNE, L 0306170426* 50-148 T 

WEBB, D 0306220272* CONTRACT 

WEBB, DF 0306270410 60-358 0 

WEBER, M F. 0306140205 WASTE MGT 

WEEKE, e D 8306020309 50-133 R 



PERSONAL AUTHOR INDEX 


AUTHDfl 

ACCESS I DIM 
NUMBER 

SUBJECT 

CATEOaRY 

WEEKa.E D 

aS061604A| 

50-133 

R 

WCOST, M F 

G3063SU395 

50-142 

R 

WCINFURTER. C 

0306170314 

50-294 

R 

WEINKAM. E 

8306090205 

50-410 

A 

WEINKAhrC J 

B306 130463 

50-458 

A 

WEINKAK, E J 

8306140417 

50-4SB 

A 

HEINKAM, E J 

8306320254 

50-450 

A 

WEINMAN. 0 

WEIR, 0 A 

WEIRi P J 

8306160467 

8306010094 

8306020374 

PR 

NUREO 

50-318 

S 

WEIR, n J 

8306020430 

50-310 

8 

WEIR. P J 

8306020433 

50-317 

8 

WEIR. P 

8306020430 

50-318 

3 

WEIR. P J 

8306280173 

50-318 

S 

WEIR. 0 M 

8306020423 

50-317 

B 

WEISS, D 

WEISS. E 

8306130493 

0306160297 

70-1257 

50-289 

Q 

WEISS, E R 

8306030007 

50-320 

0 

WEISS, E R 

8306070418 

50-289 

0 

WEISS, E R 

03061 30309 

50-247 

0 

WEISS. E R 

83061*50309 

50-247 

0 

WEISS. E R 

8306130389 

50-247 

0 

WCIG8.E R 

G3061 60604 

50-209 

0 

WEISS, £ n 

8306160604 

50-289 

0 

WEISS. E R 

8306220146 

50-037 

0 

WEISS. E R 

8306320146 

50-537 

0 

WEISS, £ R 

8306220133» 

50-537 

0 

WEISS. £ R 

8306220 1S3» 

50-537 

0 

WEISS. E R 

83062201034 

50-937 

0 

WEISS, E R 

8306230350 

50-247 

0 

WEISS. C R 

8306230300 

50-247 

0 

WEISS. E R 

8306270109 

90-247 

G 

WEISS. £ R 

8306300039 

50-289 

0 

WELLS. D A 

0306060187 

00-341 

8 

WELLS. D A 

8306060240 

50-341 

h 

WELLS. 0 A 

83060700QSH 

50-341 

Q 

WELLS. 0 A 

0306 1302924 

50-341 

Q 

WELLS. D A 

0306170233 

50-341 

8 

WELLS. 0 A 

0306170419 

50-341 

S 

WELLS. D A 

03062200244 

50-341 

0 

WELLS. D A 

83062200304 

50-341 

Q 

WELLS. R 

0306010329 

50-320 

a 

WELLS. R 

8306170029 

50-320 

s 

WENDERLICN. R 1 

8306020374 

50-310 

a 

WENDERLiCfl. n t 

83060204313 

50-318 

e 

WENDERLlCIt. R L 

0306020467 

50-317 

9 

WENDERLICM.R L 

0306170072 

50-318 

B 

WENDERLICH, R 1 

0306200447 

50-317 

s 

WEN8LAWSKI. r 

03060700114 

00-344 

0 

WENSLAWSKI.I 

83060702Q74 

50-243 

0 

WENBLAW8KI. 1 

03060703394 

50-206 

Q 

WENSLAWSKI. T 

8306090174 

50-275 

B 

WENSLAWSKI. r 

03062803104 

50-920 

0 

WENBLAWSKI. T 

83062005074 

50-397 

Q 

WENSLAWSKI.r A 

83060701574 

50-312 

Q 

WENSLAWSKI.I' A 

03060701 764 

50-312 

0 

WENBLAWSKI. r A 

83062801494 

5O-S20 

0 

WENBLAWSKI. r A 

83062001774 

50-09 

0 

WENBLAWSKI. 1 A 

83O620O1DS4 

50' 09 

0 

WENSLAWSKI.I A 

83062006324 

50-044 

0 

WERNER. T A 
WE6C0TT. H M 

8306160210 

03062102984 

NUREO 

50-341 

ft 

WEST. D 

83062001SO 

50-387 

s 

WEST. D 

8306300029 

50- 387 

s 

WEST. D H 

WEST. D, K 
WCSTAFER.O II 

8306060378 

83060B020P 

8306030320 

roiA 

FDIA 

50-002 

I 

WEBTArGR.O R 

8306070278 

50-302 

B 

WEBTAren.o ii 

8306090169 

50-302 

8 

WEBTArER.O R 

83061404514 

50-302 

a 

WESTAFERrO R 

0306170221 

50-302 

R 

WESTAFER.O R 

8306200038 

50-302 

p 

WESTArER.O R 

0306220049 

50-302 

p 

WESTAFERrO R 

8306230429 

50-302 

p 

WESTAFERrO R 

0306230449 

50-302 

R 

WESTAFER.O R 

0306230465 

60-302 

P 

WeSTAFER.O R 

0306240259 

SO-302 

P 

WESTAFER.t) R 

0306300229 

50-302 

P 

WESTS RM AN. T 

83061403744 

50-446 

0 

WeSTERMAN. T 1 

83060101414 

50-267 

Q 

WeSTERMAN. 1 I* 

8306010262 

60-298 

S 

WESTERMAN. T 1 . 

83060601264 

50-267 

0 

WESTERMAN. T F 

83060601384 

50-JI2 

0 

WESTERMAN. T.f 

83060802214 

50-445 

0 

WESTERMAN. T F 

83061302614 

50-445 

a 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

BUS 

CAT 

WESTERMAN. 1 F 
WESTERMAN, T F 
WESTERMAN. T F 
WESTERMAN, T f 
WESTERMAN, T F 

83061 60362« 
8306210012# 
8306210127# 
8306240148# 
S306270237# 

50-S9& 

50-29^ 

50-290 

50-274 

50-290 

0 

0 

0 

0 

0 

WILCOX, J 0 
WILOU&. W S 
WILOUS. W B 
WILLETT, D J 
WILLETT. D J 

0306290334* 

83060710300 

0306140437 

8306070063# 

8306260360# 

50-4 

50-3 

50-3 

50-3 

50-3 

WETHY.C N 

WETHY.C M 

WETHY.C M 

WETHY.C H 

WETHY.C M 

8306140033# 

8306160662# 

8306170207 

0306210388# 

0306220230# 

50-335 

50-339 

50-389 

50-339 

50-335 

F 

F 

P 

F 

F 

MILLHOITE.B 
WILLIAMS, C C 
WILLIAMS, C C 
WILLIAMS, C C 
WILLIAMS, C C 

8306300128 

8306030143# 

0306030147# 

6306030146# 

0306030202# 

NURC 

50-2 

50-4 

50-S 

50-5 

WETTERHAHN-M J 
WETTERHAHN.M J 
WETTERHAHN.M J 
WCTTERHAHN.M J 
WETTERHAHN. M J 

8306070295 

8306070295 

8306070299# 

8306070299# 

0306070301# 

50-352 

50-35S 

50-352 

50-352 

50-3Sa 

C 

0 

Q 

Q 

Q 

WILLIAMS. C C 
WILLIAMS. C C 
WILLIAMS. C C 
WILLIAMS. C C 
WILLIAMS, C C 

0306070190* 

6306100105# 

6306100266# 

0306130345# 

0306230255# 

SO-2 

50-2 

50-3 

50-4 

50-3 

WETTERHAHN.M 0 
WETTERHAHW. M J 
WETTERHAHN. M J 
WETTERHAHN, M J 
WETTERHAHN, M ,J 

0306070301# 
0306080 107# 
8306090212 
8306090212 
8306090240 

50-352 

ADVCM 

50-352 

50-352 

60-352 

Q 

0 

G 

0 

WILLIAMS, C C 
WILLIAMS. C C 
WILLIAMS. C C 
WILLIAMS. C C 
WILLIAMS. J 

8306230420# 

B306300067# 

0306300252# 

8306160667# 

8306010151 

50-41 

50-3' 

50-3' 

71-9 

50-31 

WETTERHAHN. M 
WETTERHAHN. M J 
WETTERHAHN, M J 
WETTERHAHN, M J 
WETTERHAHN. M J 

8306090240 
8306140740# 
0306150393 
B306 190393 
0306160603 

50-352 

ADVCM 

50-352 

50-352 

50-352 

0 

Q 

Q 

C 

WILLIAMS. J 
WILLIAMS. J 
WILLIAMS. J 
WILLIAMS. J 
WILLIAMS, J 

0306060074# 

030606009? 

0306060197 

0306060254 

0306070135 

50-3! 

50-3! 

50-3! 

50-31 

50-3! 

WETTERHAHN. M J 
WETTERHAHN, M J 
WETTERHAHN, M ».r 
WETTERHAHN, N J 
WETTERHAHN. M J 

8306160603 

8306220031 

8306220031 

0306220036# 

8306220036# 

50-352 

50-353 

50-353 

50-358 

50-3SB 

Q 

Q 

G 

G 

0 

WILLIAMS. J 
WILLIAMS. J 
WILLIAMS. J 
WILLIAMS. J 
WILLIAMS. J 

0306070232 
8306070267 
8306070267 
0306090137 
03060902 1 3 

50-3! 

50-3! 

50-3! 

50-3! 

50-3! 

WETTERHAHN, M J 
WETTERHAHN. M J 
WETTERHAHN. M J 
WETTERHAHN. M J 
WHALEN R J 

8306370122 

0306270122 

0306370413 

8306270413 

8306270093 

50-410 

50-410 

50-352 

50-352 

50-249 

Q 

0 

0 

G 

S 

WILLIAMS. J 
WILLIAMS. J 
WILLIAMS, J 
WILLIAMS, J 
WILLIAMS, J 

8306090084 

8306090127 

8306130381 

8306170321 

8306210054 

50-3! 

50-3! 

50-3! 

50-3! 

30-3! 

WHEELER. L 
WHICHER.J M 
WHICHER.J M 
WHICHER.J M 
WHICHER.J M 

6306340462 

8306100201 

6306100201 

6306100201 

6306100201 

50-443 

50-454 

50-434 

50-454 

60-454 

A 

0 

Q 

G 

0 

WILLIAMS. J 
WILLIAMS, J 
WILLIAMS. J 
WILLIAMS. J 
WILLIAMS. J 

8306210058 

8306210294 

8306230081 

8306230089 

0306230196 

50-3! 

50-3! 

50-3! 

SO-3! 

58-3! 

WHICHER.J M 
WHICHER.J M 
WHICHER.J M 
WHICKER, J M 
WHICKER. J M 

9306170371 

6306170371 

0306170371 

8306170371 

8306170384# 

50-454 

80-454 

50-454 

50-454 

50-494 

0 

0 

0 

0 

G 

WILLIAMS, J 
WILLIAMS, J 
WILLIAMS, J 
WILLIAMS. J 
WILLIAMS. J 

S306230260 

B306230395 

8306230442 

8306230472 

8306270180 

50-3! 

50-3! 

50-3! 

50-3! 

50-3! 

WHICHER.J h 
WHICHER.J N 
WHITAKER, T h 
WHITE, A F 

WHITE, A F 

03061703B9# 

0306230370# 

0306160446 

8306160975 

6306160562# 

50-434 

80-367 

REOGD 

50-410 

50-410 

G 

G 

0 

Q 

WILLIAMS, J 
WILLIAMS. J 
WILLIAMS. J 
WILLIAMS, J 
WILLIAMS, J 

8306270331 

8306270332 

8306270370# 

83062S0213# 

83062603S9 

S0-3B 

50-35 

50-35 

SO-35 

50-35 

WHITE. A F 

WHITE. J R 

WHITE. J R 

WHITE. W 

WHITEMAN, D. C 

6306160582# 

8306020416# 

B306020447# 

6306230339 

8306230013 

50-410 

50-293 

50-219 

PR 

NUREG 

0 

0 

0 

WILLIAMS. J 

WILL I AMS. J 0 

WILL I AMS. J H 
WILLIAMS. J H 
WILLIAMS. J. W 

6306300160 

0306060142 

0306030312# 

0306070226# 

8306010009 

50-33 

so-aa 

50-27 

50-27 

50-38 

WHITENER.H L 
WHITENERrH L 
WHITNEY. ,0,0 
WHITNEY. 0 0 
WHITNEY, 0 0 

8306140196# 

8306140537# 

63062B0358 

8306010060 

8306010157 

50-339 

80-369 

50-293 

50-293 

50-293 

Q 

0 

8 

8 

8 

WILLIAMS. J W 
WILLIAMS. J W 
WILLIAMS. J W 

WILL I AMS. J W 
WILLIAMS, J W 

0306010116 
8306010252 
030602021 6 
0306070050 
0306070181 

50-36 

50-30 

50-25 

50-36 

50-36 

WHITNEY. 0 0 
WHITNEY.O G. 
WHITNEY, 0 0 
WHITNEY.O 0 
WHITNEY.J W 

6306010393 

6306020154 

8306020419 

6306200072 

0306010077# 

50-293 

50-293 

50-293 

50-293 

CONTRACT 

B 

R 

S 

9 

WILLIAMS, J W 
WILLIAMS, J M 
WILLIAMS, J W 

WILL I AMS. J W 

WILL I AMS. J W 

8306160630 

8306200074 

8306200180 

0306210081 

0306210197 

50-25 

50-36 

30-DB 

30-36 

50-25 

WHITNEY, J M 
WIDMAYER.O A 
WIESE. J 8. 

WIEBER.A V 

WIEOER. A V 

6306290633# 

8306210437 

8306060266# 

0306200410# 

G3D62O0383# 

CONTRACT 

27-47 

50-320 

70-1257 

70-734 

0 

WILLI AMS. J W 
WILLIAMS. J W 
WILLIAMS. J W 
WILLIAMS. J W 
WILLI AK9.J W 

8306220014 
8306270200 
8306260168 
8306260476 
830 630002 5 

50-30 

50-29 

50-25 

50-38 

50-38 

WIEBEHANN. R, A 
WIEBEMANN.R A 
WIEBEHANN, R A 
WIESEMANN.R A 
WIOOINB.E. 

B306070210# 
6306150172# 
6306240314# 
B3062 70434 
6306230218 

50-413 

PROJ 

TOPREP 

PROJ 

CONTRACT 

E 

WILLIAMS, J W 
WILLIAMS, R 
WILLIAM3,R E 
WiLLIAMSiR E. 
HILLIAM3,R E 

8306300153 
8306220259# 
8306020263 
8306020269# 
030 61 4043 B« 

90-38^ 

CONTRi 

40-221 

40-29- 

CONTRi 

VIIOOINS.J T 
WIOOINB.J T 
WIGOINSi J T. 
WIOOINTON.D 
WIOOINTON. D. 

6306070353# 

6306090366# 

6306160006# 

6306020009 

6306210343 

50-271 
50-271 
50-27 1 
50-315 
50-315 

0 

0 

Q 

P 

F 

WILLIAMS. R.E 
WILLIAMS. R E 
WILLIAMS. R, K 
WILLIAMS. V S 
WILLIAMS. V 0 

8306 150570# 

0306200111 

8306060309# 

8306100064 

8306130307 

CONTRrf 

40-8SI 

70-28 

50-29! 

50-29! 

WILSORN.L. 

WILSaUN.L 

WILDORN. L 
WiLCOVErM N 
WILCOVE.M N. 

63060B0211# 

6306080238# 

6306270237* 

6306150220 

6306150274 

50-205 

50-313 

80-29B 

50-329 

50-339 

0 

0 

0 

G 

0 

WILLIAMSON, n 
WILSON, P D 

WILSON, B D. 
WILSON. D D 

WILSON, C L 

8306210270 

6306030063 

0306150340 

0306160660 

0306240052 

50-25' 

XPORTI 

XPORTI 

XPDRTI 

NUREG 
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ACCESBIQN 

SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

WILSON^ J F 

83060^03060 

CONTRACT 


WILSON* J H 

B306 020641 

50-382 

A 

WILGON. J L 

8306070S20 

50-280 

5 

WILSON* J L 

8306070238 

50-201 

a 

WILSON. J L 

B306070243«* 

50-201 

s 

WILSON* L 

8306070245* 

50-281 

9 

WILSON, J L 

8306100186 

50-201 

s 

WILSON, L 

8306210285 

50-280 

s 

WiLGONi J L 

830-6270005 

5O-2B0 

6 

WILSON, J L 

B306270351 

5O'-201 

S 

WILSON 1 J L 

8306270337» 

50-281 

B 

WILSON. J L 

B306270364* 

50-201 

B 

WILSON. J L 

8306300199 

50-281 

S 

WlUSDNi L 0 

8306130396 

50-322 

Q 

WILSON, W E 

6306200151 

50-27 

F 

WILSON. M H 

B306140225 

50-528 

A 

WINEOARDNER.W 

8306070471 

NUREO 


WINCO. M D, 

83062B0375 

50-260 

S 

WINSECK, S 

83062301 O'?* 

POIA 


WINTON. M L 

6306210324 

NUREG 


WIRE. K R 

9306270163 

50-298 

& 

WISE, J A 

G306140315 

NUREG 


WISE. H- 

6306080046* 

SO-267 

0 

WISENBURQ. M R 

8306300077 

50-493 

K 

WI8ENBURO. M R 

8306300173 

NUREO 


WlSNERiC E 

8306140636* 

50-383 

Q 

WlsaiNK.F? 0 

8306230340 

PR 


WITHERS. fl D 

8306010316 

50-344 

P 

withers. R D 

6306070809 

50-344 

P 

WITHERS, e. D 

0306130415 

50-344 

F 

WITHERS, Q D 

8306170303 

50-344 

P 

WITHERS. B D 

B3061 70400 

50-344 

Q 

WITHERS. B D 

□306200191 

50-344 

F 

WITHERS. B D 

8306200207 

50-344 

I 

WITHERS.!}. D , 

B306S30323 

PR 


WITHERS, B D 

8306230445 

PR 


WITHERS. 6 D 

8306240256 

50-344 

F 

WITHERS. D. D 

6306240316 

50-344 

a 

WITHERS, B D 

G3062 90242 

PR 


WBBEK. 0 vT 

0306170459 

40-B7U 


WOOHAN.N A 

8306090357 

WASTE MGT 

WOLF. J. F 

6306060205 

50-522 

0 

WDLFBEIN. 8 L 

03O62OO2B9* 

CONTRACT 


WOLFE, R 

6306100124 

50-546 

B 

WOLFE. S J 

8306150422 

50-336 

0 

WOLFE. S J 

8306280536 

50-382 

c 

WOLLETT. 8 

6305040708 

CONTRACT 


WOLLETT. S 

0306010117 

CONTRACT 


WCa.LETTi B 

63060204BO 

CONTRACT 


WOLLETT. 8 

0306030252 

CONTRACT 


WOLLETT. a 

6306030254 

CONTRACT 


WOLLETT. S 

8306070464 

CONTRACT 


WOLLETT. 8 

8306080419 

CONTRACT 


WOLLETT. a 

0306220229 

CONTRACT 


WOLLETT. S 

6306280152 

CONTRACT 


WOLLETT. 3 

8306290597 

CONTRACT 


WOLLETT. S A 

8306220324 

CONTRACT 


WOLLIN.U. 

03 06060309* 

70-25 


woltner. e 

B306170245* 

70-371 


WONO. T 

6306020314 

40-299 


WONOr T 

6306020320* 

40-299 


WOOD* E C 

830601040B 

50-309 

s 

WOODFIN.R L 

6306020080 

NUREO 


WOODHEAD. C P 

6306020161 

50-142 

0 

WDODHEADfC P 

6306130371 

50-142 

T 

WOODHEADrC P 

6306160009 

50-142 

T 

WOODHEAD* C P 

6306210275 

50-142 

0 

WaaD|{£AD*C P 

8306210280 

50-142 

0 

HOOZNIEAD.C P 

6306230301 

50-142 

0 

- - r n 



0 


0 


PERSONAL AUTHOR INDEX 


ACCESSION SURJEC1 
AUTHOR NUMBER CATEGORY 


WORTHAM. T FI 

8306200436* 

50-397 

C 

WOZNMK. D R 

8306150343 

XPORTLIC 

WRAY. J R 

0306170345 

70-143 


WRAY. R 

B3060B0D6Q 

50-273 

P 

WRIOHT, D J 

0306060226 

PR 


WRIGHT. E 0 

811 1040442* 

XPORTLIC 

WRIOHT, N A 

0306140660 

50-329 

G 

WRIOHT. N A 

0306140727 

50-329 

G 

WRIOHT, N A 

0306270154 

50-329 

G 

WRIOHT. R W 

0306140172* 

DO-430 

a 

WRIOHT. 5 V 

0306020222 

27-40 


WRIOHT. S U 

03O624O4B7 

27-40 


MULLER, 0 E 

B306020203 

70-2947 


WULLER.G E 

030610009? 

50-461 

r 

wuller.g e 

0306200409 

50-461 

r 

WULLER,0 E 

0306210231 

50 461 

A 

WUSTERDARTH. A 

8306240078 

NUREO 


MYATr.J M 

8306060120* 

50-302 

I 

YARIQ. W R 

8306300142 

PR 


YEAGER, D B 

8306300142 

PR 


YIN. I T 

0306060130* 

50-35B 

Q 

YIN* I T 

0306300029* 

50*346 

Q 

YIN. I T 

0306300246* 

50-237 

Q 

YORK. J W 

0306140139* 

50-430 

Q 

YORK, J W 

0306140439* 

•JO- 424 

0 

YORK, J W 

0306140511* 

50-413 

0 

YORK, J M 

0306290235* 

50-438 

0 

YOSHIDA, D K 

8306160366* 

50-341 

A 

YOUNO, F 

0306150000* 

50-209 

0 

VOUNO.H A 

0306210276 

50-460 

0 

VOUNO.M A 

0306210301 

50-460 

9 

YOUNG. M A 

830621034? 

50-460 

0 

YOUNG , M C 

03060B02B4 

50-520 

A 

YOUNG, T 

0306070007* 

50-520 

0 

YDUNO. T 

0306070256* 

50-520 

0 

VDUNO.T 

0306070370* 

50-312 

0 

YOUNO, T 

0306070305* 

50-312 

Q 

YOUNG. T 

Q3O620O452* 

50-520 

G 

YOUNG . T 

0306200517* 

50-520 

0 

YOUNO, T E 

Q3O6O0O161 

50-335 

P 

YOUNO, Y 

0306090495 

40-0505 


YDUNO. Y A 

0306240373 

NUREO 


YOUNODLOOO. D J 

8306010042 

50-35B 

A 

YOUNOBLOOO, D J 

8306030066 

90-456 

A 

YOUNGBLOOD. D J 

0306030232 

50-456 

C 

YDUNOQLOOD. D J 

B306030237 

50-456 

A 

YOUNGBLOOD. D J 

0306030412 

50-350 

F 

YOUNGBLOOD. U 

0306030417 

50-454 

A 

YOUNGBLOOD. D J 

0306060373 

DO-440 

A 

YOUNGBLOOD. B J 

0306060303 

50-402 

A 

YOUNGBLOOD. D J 

0306070459 

50-423 

A 

YOUNGBLOOD. U J 

0306000051 

50-402 

A 

YOUNGBLOOD, 0 J 

0306170470 

50-546 

D 

YOUNGSLOODi D J 

0306210403 

50-445 

A 

YOUNGBLOOD. B J 

0306220090 

50-402 

r 

YOUNGBLOOD, D J 

0306220101 

50-946 

A 

YOUNGBLOOD. D J 

0306220106 

50-341 

A 

YOUNGBLOOD, D J 

0306240064 

50-440 

E 

YOUNGBLOOD. B J 

0306240070 

50-434 

E 

YOUNGBLOOD. B J 

03062402B8 

50-440 

C 

YOUNGBLOOD. B J 

0306240390 

50-440 

A 

YOUNGBLOOD. B J 

0306270137 

50-440 

E 

YOUNGBLOOD. B J 

0306290142 

50-341 

A 

YOUNGLING* E J 

03O60B0JB2* 

50-322 

0 

YOUHKER.T B 

0306170334 

NURCG 


YUHAB.O P 

03O62BO105* 

50-09 

0 

YUNDT.C P 

0306010073 

50-344 

8 

YUNDT.C P 

0306020119 

50-344 

R 

YUNOT.C P 

0306070071 

50-344 

8 

YUNDT.C P 

0306070212 

50-344 

0 

YUNDT.C P 

0306 160392 

30-344 

R 

YUNDT.C P 

0306170193 

50-344 

8 

VUNDT.C P, 

0306170317 

50-344 

S 

YUNOT. C P 

0306200152 

50-344 

R 

ZEfDLER. Z. 

0306060309* 

70-25 


ZIBUUSKY.H 

0306010153* 

70-371 


Z IBULSKY. H 

0306010339* 

70-607 


ZiaULSRY, H 

B3D6D30324* 

70-371 


ZIMMERMAN. J, V 

0306020593 

XPORTLIC 


ZIMMERMAN* J V 

0306020597 

XPORTLIC 


21NHERMAN* J, V 

0306020623 

XPORTLIC 


ZIMMERMAN* J. V 

0306020620 

XPORTLIC 


ZIMMERMAN* J V 

0306020653 

XPORTLIC 


ZIMMERMAN* J V 

0306020663 

XPORTLIC 


ZlMMERMANiJ V 

0306030174 

XPORTLIC 



AUTHOR 

ACCESSION 

NUMBER 

sudoeci 

CATEeaiiv 

ZIMMERMAN, J V 
ZIMMERMAN. J V 
ZIMMERMAN. J V 
ZIMMERMAN. J V 
ZIMMERMAN, J V 

0306030219 

0306030226 

0306030249 

0306030474 

8306030470* 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

ZIMMERMAN. J V 
ZlMMERMANiJ U 
ZIMMERMAN. J V 
ZIMMERMAN, J V 
ZlMMERMANiJ V 

8306090000 
8306090009 
03060901 B1 
0306140267 
0306140271 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

ZIMMERMAN. J V 
ZIMMERMAN. J V 
ZIMMERMAN, J V 
ZIMMERMAN, J V 
ZIMMERMAN. J V 

0306140274 

0306140309 

0306150271 

0306150457 

0306160205 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

ZIMMERMAN, J V 
ZIMMERMAN. J U 
ZIMMERMAN. J V 
ZIMMERMAN. J V 
ZIMMERMAN. R 

0306160290 

0306200063 

0306240362 

0306200027 

0306240214* 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

OA997 

ZIMMERMAN. R 
ZIMMERMAN. R 
ZIMMERMAN. R D 
ZIMMERMAN. R P 
ZIMMERMAN. R P 

0306240219* 

0306240224* 

8306240201* 

8306160372* 

0306230322* 

ftA999 

OA999 

GA999 

50- S44 0 

50-244 Q 

ZIMMERMAN. B R 
ZIMMERMAN. S R 
ZIMMERMAN. S H 
ZIMMERMAN, B R 
ZIMMERMAN. S R 

0306070035 

0306070151 

0306070153 

0306070172 

0306000000 

50-324 P 
50-400 h 
50-261 P 
50-261 n 
50 324 p 

ZIMMERMAN. B R 
ZIMMERMAN. S R 
ZIMMERMAN. 6 R 
ZIMMERMAN. B R 
ZUCKER.C C 

0306090394* 

0306100360 

0306220005 

0306270225 

0306010005* 

50-261 F 
50-261 P 
50-261 P 
50-324 P 
71-6400 

ZUDANB. Z 

ZUDANB. 2 

ZUPHO.J M 

ZUPKO.J M 

ZUPKO.J M 

D306210446 

0306210446 

□306010320 

0306020406 

0306030100 

ACRS 

ACR9 

50-3M S 
50 311 5 

50-311 8 

2UPK0, J H 

ZUPKO.J M 

ZUPKO.J M 

ZUPKO.J M 

ZUPKO. J M 

0306030301 
0306030344 
0306170021 
0306170144 
03061 701 5 J 

50-311 8 

50-Jn fl 
50-3U 8 

50-27P 8 

50-311 S 

ZUPKO.J M 

ZUPKO. J M 

ZUPKO.J H 

ZUPKO.J M 

ZUPKO.J M 

030617020/ 

0306170330 

0306170362 

0306170301 

0306200132 

50 311 0 
50-272 B 
50*311 B 
50-27P B 
50-3(1 R 

ZUPKO. J M 

ZUPKO. J M 

ZUPKO, J M 

ZUPKO. J M 

ZUPKO.J M 

0306200226 

0306210107 

0306270100 

0306270269 

0306270343 

50-272 R 
50-272 8 

50 311 8 

50-27,7 9 

50-272 fl 

ZUPKO.J M 

ZUPKO.J M. 
ZURAKOWBKI.P R 
ZWETZIO, 0 a 
ZWCTZIO. G B 

0306200256 

0306200400 

0306200136* 

0306070065* 

03060/0369* 

50-272 a 
50-372 fl 
50-344 0 
50-312 9 
50-275 P 

ZWETZIO. 0 D 
ZWETZIO. 0. D 
ZWETZIO, 0 fl 
ZWETZIO, G D 
ZWETZIO. 0 D 

0306200226* 

03062D0339* 

0306070369* 

0306200226* 

0306200337* 

50-312 0 
50-344 0 
50-275 8 
50-3J2 p 
50-344 Q 



CORPORATE SOURCE INDEX 


The subject category column in this Index gives the docket 
number and the symbol for the category of information 
within that docket; for example, 50-320 P. The docket subject 
categories are defined in Appendix A. 

Subject categories for nondocketed items are also entered 
in this column by symbol; for example, ACRS. These cate- 
gories are defined In Appendix B and listed In the Contents. 


AUTHOR 

AFFILIATION^ 

ACCESSION 

NUMBER 

SUBJECT 

CAtEOORY 

OH Co 1 Klnnfisofca Mining b Mfg Co 

B30Ni230340 

PR 


ATC Modlcjil T«chnologgr Inc 

6^06030466 

71-5796 


Aanodtfj The 

6306060190 

50-209 

0 


0306070420 

50-209 

0 


0306090297 

50-209 

0 


6306150427 

50-209 

0 


6306220066 

50-209 

0 


6306220142 

50-209 

0 


6306220147 

50-209 

0 

Ablngton Momorlal Ho»p AbJngton.PA 

6306200433# 

70-1402 


Advisorg Council on Kittoric Prv«vrv«tlon 

6306020308# 

40-0601 


A*ro<p«c« Corp 

6306150504 

NUREO 


Agricultural Drpt of 

0306070456# 

71-9102 



8306210127 

50-546 

A 


6306260269 

50-400 

0 

Air ond W*ter Pollution Patrol 

6306010464 

50-352 

0 


6306060261 

50-320 

0 


0306290364 

50-352 

0 


0306290364 

50-352 

0 


0306290509 

50-352 

0 


6306290509 

50-352 

0 

Al«b«m« Pouer Co 

6306010331 

50-340 

p 


6306010426 

50-364 

p 


6306010429# 

50-364 

p 


6306030307 

50-340 

p 


8306030311# 

50-340 

p 


6306060115 

50-364 

p 


0306060201 

50-340 

p 


0306060201 

90-340 

p 


0306070326 

50-364 

p 


6306090206# 

50-340 

F 


8306090332# 

50-340 

6 


0306100270 

50-340 

8 


0306 130429 

50-340 

P 


0306130429 

50-340 

P 


0306130442# 

50-346 

P 


0306130442# 

50-348 

P 


8306140071 

50-349 

0 


8306140071 

50-340 

Q 


6306140593 

50-348 

P 


6306140593 

50-348 

P 


6306 140610 

50-348 

P 


6306140610 

50-348 

P 


8306160032# 

50-348 

F 


8306160119 

50-364 

R 


8306160270 

50-340 

P 


0306160278 

50-340 

P 


0306160327 

50-340 

R 


0306170357 

50-348 

Q 


0306170357 

50-348 

0 


0306200216 

50-348 

8 


8306200216 

50-340 

8 


6306200220# 

50-340 

8 


8306200227# 

50-340 

8 


8306200233# 

50-340 

S 


An asterisk following the accession number In this in 
indicates that the document 1$ an enclosure to anol 
document. To obtain the accession number of the princ 
document under which the enclosure is listed, refer to 
index entitled ''Cross Reference of Enclosures to Princ 
Documents." 


AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEODR 


8306200336 

50-348 


8306210193 

50-348 


0306210201# 

50-348 


0306210365#- 

50-348 


0306230378 

S0-34B 


0306230378 

50-348 


0306230382# 

50-348 


0306230382# 

50-340 


8306240040 

50-340 


8306240040 

50-346 


8306270229 

50-340 


8306270232# 

50-340 


8306270369# 

50-348 


0306290207# 

50-348 

8titi 

8306280159# 

CONTRACT 

Ald«n R«t#.Arch LAborAtorg 

8306080303# 

50-410 

Ald«rfon Riportlng 

8306070023 

FQIA 


8306210318 

FOIA 

AlLitd Chtmlcal Corp 

8306080406 

40-3392 

Alph#-a<n»94 ScrvicBtf Inc 

ed06i6064y 

71-86 


8306160652# 

71-06 

A<m#ric«n Group Co 

8306060142 

30-289 

Afflorlcan Mining Congrvti 

83063DC155 

PR 

A/n>rlc#n NuclfAr In-aurtrf 

8306230161# 

FOIA 

Am#rlc«n Nuclt«r Soclstv 

8306160451 

REOOO 


0306220245 

NUREO 

Anv#ric*n Rtaourcti Oroup. Ltd 

8306100152# 

50-483 

A)ntrlc«n Soclotg for Titting 6 liatiriAlt 

03061604 46 

REOOD 

Afflftrlc«n Socittg af 11#ch#nlc«l Englnssrt 

8306 160467 

PR 

Amtrlcin SocUtg of Utllitg Invamtort 

8306260532 

50-289 

Anacond# Co (»ubt of Atl#Tft i c-R 1-c hPl# Id 
Co ) 

An«lg»li Tochnologg* Inc 

8306230404# 

QA997 

8306240356# 

FOIA 

Anchor/OAr 1 Ing VaIva (tub« Anchor/OArll 

8306160556# 

QA999 

np Induttrlffi) 

8306160570# 

QA999 

Anthongi R L 

8306270038 

50-352 

Antioch School of Lau« HAthlngtani DC 

8306240423# 

50-155 

Applied Rl-ik Tvchnalogv Corp 

8306020448# 

50-247 


8306020440# 

50-247 


83060204 52# 

50-247 


83060204 52# 

50-247 

Aptoch Englniorl-ng Strvlco# 

8306080048# 

50-440 


8306290496# 

50-329 

Argonnt NAtlonAl LAborAtorv 

8305240612# 

CQMMI88II 


8305240624# 

COMMISOI' 


8306270146 

NUREO 


0306270303# 

50-322 


0306260005 

NUREO 


8306280096 

NUREO 

Arlron# Public Sorvlc# Co. 

0306010055 

50-520 


0306010072 

50-528 


8306010076 

50-528 


0306010076 

50-528 


8306010076 

50-520 


497 


498 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


Ar|(«t>«Bi Poufar & Light Co 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

8306010119 

50-528 

S 

8306010119 

90-520 

s 

0306010119 

50-923 

5 

0306010137 

50-928 

S 

8306010272 

50-320 

s 

83 060 10072 

50-328 

s 

8306010272 

90-328 

s 

8306010209 

90-528 

s 

0306010209 

30-520 

s 

8306010341 

50-329 

s 

8306010341 

50-329 

s 

8306010363 

90-528 

Q 

8306010375 

50-528 

S 

8306030357 

50-520 

F 

8306030357 

50-520 

F 

8306070070 

50-928 

S 

B30607007B 

50-528 

S 

8306070070 

90-328 

S 

B3060 70091 

50-920 

A 

03060-70104 

90-929 

s 

0306070170 

90-52B 

8 

8306070221 

90-520 

S 

0306070225 

50-32Q 

8 

0306070432 

70-2984 


0306090375* 

90-528 

F 

B306090276* 

30-520 

F 

8306130432 

90-528 

E 

0306160064* 

50-528 

F 

0306160500 

30-528 

E 

8306160500 

50-528 

E 

8306160500 

50-528 

E 

8306170100 

50-328 

6 

8306170240 

50-320 

6 

B3061 70246 

30-520 

8 

8306 170265 

90-920 

A 

0306170302 

90-920 

A 

0306170302 

90-928 

A 

8306170302 

50-520 

A 

8306170326 

90-528 

E 

8306170326 

90-328 

E 

8306170326 

90-320 

E 

8306170341 

30-929 

9 

B306 170342 

90-920 

S 

0306170331 

30-920 

A 

03 06 170351 

50-520 

A 

8306170351 

50-520 

A 

0306170356 

50-520 

F 

8306170356 

90-520 

F 

8306170356 

90-520 

F 

8306170360* 

90-920 

F 

8306170360* 

50-320 

F 

8306170360* 

90-520 

F 

8306170366 

90-920 

S 

B3O6170366 

90-528 

8 

8306170367 

50-920 

S 

8306170393 

50-520 

S 

8306200371 

30-528 

F 

8306200371 

90-520 

F 

8306200371 

90-528 

F 

0306210297 

50-920 

E 

0306230245 

90-920 

8 

0306230252 

90-920 

Q 

0306230270 

50-928 

6 

8306230318 

90-920 

S 

8306230318 

90-920 

3 

0306230379 

50-929 

8 

8306230408 

90-920 

8 

8306270143 

90-920 

A 

8306270369 

90-920 

E 

8306270368 

90-920 

E 

830627036B 

90-920 

E 

8306270447 

90-920 

F 

8306200317 

90-920 

E 

8306280436 

90-928 

A 

8306010024 

90-313 

P 

0306010028* 

30-313 

P 

8306010267 

50-313 

P 

83060SOOB1 

50-313 

R 

8306020139 

90-313 

P 

0306020150 

90-360 

R 

0306020466 

90-360 

P 

0306030294 

90-313 

J 

8306060067* 

90-313 

Q 

8306060067* 

90-313 

Q 

8306060253 

90-313 

R 


AUTHOR 

affiliation 


State of 
Armgi Dopt of 

Armgt Ospt oft Army Cnginoor Uateruaga 

Expartmont Station 

Armyi Dapt ofi Corps of Engineers 

Associated Piping ix Engineering Corp 
(subs of Johnson Controlst Inc ) 

Atlas Minerals 

Atomic Industrial Forum 


Australia 

Automated Correspondence Systemsi Ihc 
Automation Industriest Inc 

DUft Owners OroUp 


Dabcock St Nllcox Co 


Dabcock it Wilcox Operating Plants Owners 
Group 


ACCCSSION 

NUMHER 


0306070034 
0306070193 
0306070298 
0306070384 » 
□3060703S4* 

B306080012 

8306000012 

8306090240 

0306090240 

0306090313 

D3060903J3 

8306130037 

8306130037 

8306130222 

0306130222 

0306130270 

0306130409 

8306130421 

8306140030 

8306140030 

8306140183 
8306140133 
83061 30034« 
8306160324 
8306160335 

8306160469 

0306160474 

8306160479 

0306160493 

830616049? 

0306160337 

0306160361 

0306160377 

8306160614 

8306170278 

0306170273 

0306170400 

8306200060* 

8306210003 

0306210093 

0306210125 

8306210125 

0306210101 

0306210229 

0306220062 

0306230474 

0306230474 

0306230487 

0306270192 

8306300079* 

0306030204* 

0306220272* 

8306010266 

8306240034* 

0306020505 


0306200107 

0306160224 

8306160334 

8306230320 

0306270303 

8305040713* 

0306200133* 

0306240441* 

0306240443* 

0306210146 

0306230324 

0306070200* 

8306070206* 

8306100090 

8306140377 

8306140674 

0306140746* 

0306140732* 

0306160497* 

0306200020 

8306210293 
0306220007 
0306220131 
030627012 J 
0306200337 

0306300139 

0306300220 

8306010314 


SUBJECT 

categbry 


50-363 P 
50-313 p 
50-313 0 
50-313 0 
50-313 0 

50-313 F 
50-313 F 
50-313 F 
50-313 F 
50-313 p 

50-313 P 
50-313 R 
30-313 R 
50-313 Q 
30-313 Q 

30-360 S 
30-313 8 
30-360 S 
50-313 Q 
30-313 0 

50-313 F 
30-313 F 
30-313 F 
30-313 P 
50-060 S 

30-313 3 
30-369 R 
30-36B S 
30-313 P 
50-360 S 

30-313 Q 
30-313 R 
30-060 8 
30-313 S 
50-313 P 

30-313 P 
30-313 P 
30-313 F 
30-013 B 
TOPREP 

50-313 R 
30-313 R 
30-360 S 
30-060 P 
30-0(3 V 

50-013 f 
30-013 F 
50-060 P 
50-060 S 
30-313 C 

CONTRACT 

CONTRACT 

NURCO 

CONTRACT 

71-302 


40-3453 

NUREO 

PR 

PR 

30-209 II 

CONTRACT 

CONTRACT 

71-9006 

71-9006 

TOPREP 

TOPREP 
30-369 P 
30-269 P 
80-3(2 S 
50-369 P 

70-1201 
30-269 P 
30-269 P 
30-313 P 
70- (35 

TOPREP 
30-207 9 

70-924 
70-1201 
TOPREP 

30-430 6 

30-269 8 

30-313 P 



CORPORATE SOURCE INDEX 


4S 


author 

affiliation 


0ac1ius< Shea S- Meyer 


flaltiniaro Oa» it Electric Co 


tlaftlc Enorijy ToehnologV Ae*otlatea 

[)attcn« Hum^n AfFair« Rutearch Centers 

nattelle Hemorial Instltutei Golurnbui 
Laborator ioa 

Oattalla Memarlal fnstiti/ttfi FaclFlc 
Northuest Laboratory 


ACCESSION 

NUMDER 


8306070200* 

8306210093 

8306200291 

8306200293* 

0306290321 

8306290332 

8306010264 

8306010270 

8306010273 

8306010277 

G3060 10299 
0306010300 
0306010307 
8306020374 
0306020423 

0306020430 

0306020433 

0306020436 

0306020430 

0306020467 

0306060103 

8306060103 

8306060109* 

8306060109* 

8306070047 

0306070047 
0306070077 
0306070 1 36 
0306070136 
0306070229 

0306130001 

0306130001 

0306130006* 

8306160330* 

8306170011 

0306170018 
0306170031 
0306 170072 
0306170420 
0306200089 

0306200110 

0306200200 

0306200260 

8306210046 

0306210086 

8306210099 

0306210101 

0306210108 

0306210121 

6306210139 

8306210246 

S306270164 

8306270193 

0306280172 

8306260332 

□306280447 

8306280462 

8306260463* 

8306030331* 

8306130183* 

0306030009 

0306140313 

8306010129* 

0306170482* 

8306230503* 

8306240241 

0303220042* 

0306 01 0039 
0306010067 
0306010071 

0306010478 

0306020033 

0306020131 

0306020134 

0306020217 

0306030009 

0306030405 

0306070471 

0306090357 

0306100093 

0306 140313 
0306140402 
0306160010* 


SUBJECT 

CATEOORY 


50-269 P 
TQPREP 
FOIA 
roiA 

SO-443 G 

50-443 G 
30-317 S 
30-310 S 
30-318 S 
30-317 S 

30-310 S 
30-317 S 
30-317 S 
30-318 B 
30-317 S 

50-318 B 
30-317 S 
30-317 S 
30-318 B 
30-317 S 

30-317 P 
50-317 P 
30-317 P 
50-317 P 
30-317 P 

30-317 P 
30-317 S 
30-317 P 
30-317 P 
30-317 F 

30-317 Q 
30-317 Q 
30-317 F 
30-317 Q 
30-317 G 

30-317 R 
30-317 B 
30-310 8 

30-318 8 

30-317 8 

30-318 8 

30-317 8 

30-317 8 

30-318 8 

30-317 8 

30-318 B 
50-317 a 
50-317 8 

30-317 Q 
50-318 8 

30-310 8 

30-317 F 
30-317 F 
30-310 8 

30-310 8 

30-317 0 

30-310 8 

30-317 Q 
30-272 8 

30-289 H 

NUAEO 

NURCO 

COMTRACT 

CQMTRACT 

CONTRACT 

REa 

30-30? 0 

NUREO 

NUREO 

NUREO 

RE8 
NUREO 
NUREO 
NUREO 
WA&TE MOT 

NUREO 
NUREO 
NUREO 
WASTE MOT 
30-263 Q 

NUREO 
NUREO 
30-142 T 


AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 

SUBJECT 

CATEOOR' 



8306200423 

40-0984 



8306200444 

ACRB 



8306230137* 

70-0 



8306240032 

NUREO 



8306240058 

NUREO 



B306240O73 

NUREO 



8306240070 

NUREO 



0306240373 

NUREO 



0306270324 

90-294 

Sattella Nbu England Marina Research 


0306060232 

90-219 

Laboratory 






0306090235 

90-2 1 9 

fiachtal Corp 


8306070107* 

90-929 



0306130372* 

90-329 



0306140225 

90-528 



8306210220 

90-322 

Dehrand. Aramson It Morraut 


0306070010 

FOIA 



8306280230 

FOIA 

Denton City Tachnology 


8306070471 

NUREO 

Oer la< Dutitl • Ka« s 6 Case 


8306210304* 

CONTRACT 

Barit H i K 


8306190390 

90-929 

Blndar, Elstar^ Handtlton b Whaalapp 

Jnc 

8306170466* 

CONTRACT 

Slack 6 Ueatch 


8306000009* 

90-390 

Soatng Computer Sarvicaa* Inc Csubt 

of 

8306030266* 

CONTRACT 

Boeing Ca ) 




Oooic Mart In tarna tlona 1< Inc 


8306200200* 

FOIA 



8306200202* 

FQIA 

Doston Edifon. Co 


8303240436 

90-293 



8306010060 

90-293 



8306010197 

90-293 



8306010275 

90-293 



8306010322 

90-293 



8306010334 

90-293 



8306010386 

90-293 



8306010393 

90-293 



8306020134 

90-293 



8306020419 

90-293 



8306020496 

50-293 



B306070049 

50-293 



8306070167 

90-293 



8306070170* 

50-293 



8306070348 

50-293 



8306140613 

90-293 



8306140662* 

90-293 



0306190011 

90-293 



8306210184 

90-293 



0306210206 

90-293 



8306220003 

90-293 



8306220009* 

90-293 



^^6240172 

90-293 



8306280072 

90-293 



0306200331 

90-293 



8306280390 

90-293 

BraunkoMd Transport & Btorageii Inc 


8306060394 

XPORTLIC 

Drookhavan National Laboratory 


8303220403* 

TOPREP 



8306010080 

NUREO 



8306010470 

RES 



8306020048 

REB 



8306020066 

NUREO 



8306020072 

NUREO 



8306030439 

RE a 



0306130379* 

90-142 



8306 14 0407 

NUREO 



8306170192 

RES 



B306 170209* 

RES 



8306240413 

90-286 



8306200044 

NUREO 

Druih Wallmenr Inc 


S306130243 

40-0722 

Burnt h Rot Co 


8306100122 

90-397 



8306230339 

PR 



0306230437 

TOPREP 



0306230443* 

TOFREP 



0-306240191 

90-397 

Bgretaln* C H 


0306200941* 

90-382 

Butinaitnvtn for the Public Intaratt 


0306170371 

90-434 



0306170384* 

90-494 



0306170389* 

90-494 



8306230370* 

90-367 

Cmllforniar State of 


8306220049 

90-279 



8306220092* 

90-279 



6306220246* 

CONTRACT 

Callfprniai Unlv ofi Scrtelav 


8306220290 

ACRB 

CallfornitJ Univ of. Irvlna 


8306210186 

90-326 

Californl«i Univ ofi Lot Angela* 


8306070399 

90-142 



8306070416 

90-142 



m 


AUTHQfl 

(AFFILIATION 


Califoriil«« Univ o^i San Dlago 
Capitol Sta«l Corp 

Carolina Environmental Study Group 
Carolina Pou*r h Light Co 


CORPORATE SOURCE INDEX 


ACCESS ION 
NUMBER 


9306140774 
9306280525 
0306380595 
8306 160045* 
8306030038 

8306100196 

8306150385 

0306270264 

B3D601010S 

8306010109 

8306010116 

9306010128 

8306010311 

6306010311 

8306010300 

8306010390 

8306010390 

6306010395* 

8306010395* 

8306010422 

8306030336 

8306030336 

8306060112 

8306060152 

8306060152 

8306060202 

8306060202 

8306070035 

8306070053 

0306070081 

8306070097 

6306070101 

8306070102 

8306070122 

8306070122 

8306070141 

8306070151 

8306070151 

8306070153 

8306070161 

8306070172 
8306070182 
8306070217 
8306070231 
830607023 1 

0306070235 

8306070291 

8306070291 

8306070342 

&30607d342 

0306070366 

0306070389 

8306070400 

8306080032 

8306080032 

8306080060 

83060800QO 

8306080083* 

6306080122 

8306080149 

8306080149 

8306080160 

8306080160 

8306090046 

8306090046 

6306090136 
03 060901 GO 
8306090180 
9306090191 
8306090191 

8306090242 

8306090251 

0306090394# 

8306100091 

8306100091 

6306100127 

0306100177 

8306100188 

8306100188 

8306100238 

83061D02S4 

6306100254 

8306100260 

8306U0214 

8306140264 


SUBJECT 

CATEGORY 


NUREO 
50-142 <3 

30- 1 42 n 

CONTRACT 
71-9133 

50-413 0 

50-413 0 

50-413 G 
50-324 8 

50-324 S 

50-325 8 

50-400 S 
30-324 0 

50-324 G 
50-324 S 

30-400 0 

50-400 G 
50-400 D 
50-400 0 

50-400 S 

50-400 0 

50-400 0 

50-400 F 
30-400 E 
30-400 E 

30-400 E 
30-400 E 
50-324 P 
30-325 8 

30-325 S 

30-324 8 

30-261 P 
50-324 S 
30-400 E 
30-400 E 

30-324 S 
30-400 B 
50-400 E 
50-261 P 
50-261 S 

30-261 0 

90-261 8 

90-400 8 

90-400 6 

90-400 6 

50-324 8 

50-400 0 

50-400 0 

50-324 a 
50-324 S 

50-400 S 
50-400 8 

50-400 8 

50-400 E 
50-400 E 

50-324 P 
50-324 P 
50-324 P 
90-261 F 
30-400 0 

30-400 0 

30-400 O 
90-400 Q 
90-400 8 

90-400 8 

90-325 8 

90-400 8 

50-400 S 
30-400 8 

30-400 8 

90-^00 8 

90-400 8 

50-261 F 
30-400 0 

30-400 0 

90-325 8 

30-324 8 

30-400 E 
30-400 E 
30-400 8 

30-400 8 

30-4 00 8 

30-261 P 
30-324 R 
30-261 0 


AOTHOB 

AFriLiAriaN 


ACCESSION subject 

NUMBER CATEGQftV 


8306140404* 
8306140404* 
8306140405 
B306 140490* 
8306140547 

8306140682* 
B3D61 40682* 
0306140688* 
0306140688* 
8306140708* 

8306160116 
8306 1 602Q4 
8306160420 
03061 702S4 
8306170224 

0306200002 

03O62OOOO3 

8306200083 

8306200083 

0306200109 

8306200116 

8306200116 

8306200188 

8306200200 

8306200309 

8306200309 
83062 10002 
8306210002 
8306210082 
0306210002 

8306210096 

□306210109 

0306210109 

8306210174 

8306210204 

8306210204 

0306220005 

0306220087 

8306220108 

8306220108 

03062201 11* 

8306220111* 

8306220125 

8306220123 

0306220273 

0306220273 

0306220273 

0306230345 

0306230345 

0306240009 

0306240143 

0306240149* 

8306240246 

8306240246 

8306270061 

8306270098 
03062/0100 
8306270100 
03062701 IG 
0306270113 

8306270119 
8306270 1 96 
8306270199 
8306270217 
03062702 1 7 

0306270223 
8306270223 
8306270225 
8306270229 
830627024 1 

8306270241 

8306270249 

8306270277 

0306270291 

0306270292 

0306270292 

0306270440 

8306270440 

8306280008 

8306280463 

8306280463 

8306280489 

8306280924 

03O62BO924 

0306280944* 


90-324 0 

SO-324 0 

50-261 fl 
50-400 Q 
50-324 Q 

90-324 Q 
30-324 Q 
50-324 0 

30-324 Q 
90-261 Q 

90-400 E 
TOPREP 
90-261 fl 
90-400 E 
90-400 E 

30-261 B 
90-324 S 
90-400 E 
90-400 E 
30-261 8 

30-400 8 

30-400 S 
30-261 3 

90-400 S 
30-400 E 

30-400 E 
30-400 A 
90-400 A 
30-324 J 
30-324 J 

30-324 S 
90-324 J 
50-324 J 
30-325 8 

30-400 E 

30-400 E 
30-261 P 
TOPRCP 
50-400 C 
30-400 0 

30-400 0 

30-400 0 

30-400 0 

30-400 0 

30-261 F 

30-261 F 
30-261 F 
30-400 0 

30-400 0 

50-324 P 

30-325 P 
30-323 P 
30-324 P 
30-324 P 
90-324 8 

30-325 8 

30-400 E 
30-400 E 
30-400 A 
30-400 A 

30-324 8 

30-324 8 

90-324 8 

30-400 E 
30-400 E 

50-400 B 
90-400 8 

50-324 r 
90-324 p 
90-400 E 

90-400 E 
30-324 8 

50-324 3 

50-329 S 
50-400 E 

90-400 E 
30-400 E 
30-400 E 
50-400 8 

90-400 S 

30-400 8 

90-325 0 

90-324 P 
90-324 P 
90-324 P 



CORPORATE SOURCE INDEX 


601 


AUTHOR 

AFFILIATION 


Carpsntar Technologu Corp 
Carrier Corp 

Catholic Unlv of America^ Uash ingt;on< 
Cantar for Latu In ttie Public Intoreet 


Char lot ta-Hec klenbcrg Envlronoiontal 
Coalition 


Charnoffi 0 


Cham-Nuclaar Systems. Inc 


Charna Contracting Corp 
Chicago Prldgo C( Iron Co 
Chr 1 f ta-Maria 


Cincinnati Cas & Electric Go 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

8GD62a0S44a 

50-324 

P 

0306280959 

90-1 5S 

P 

8306290247 

90-261 

0 

8306290393 

90-400 

0 

8306290402 

90-324 

0 

8306290333a 

90-261 

Q 

8306290333* 

50-261 

Q 

8306290333* 

90-261 

Q 

8306290333* 

90-261 

Q 

8306290353* 

90-261 

Q 

8306290333* 

90-261 

Q 

8306290335* 

90-261 

Q 

8306300012 

30-324 

8 

8306300031 

90-324 

S 

8306300192 

90-400 

S 

8306300193 

90-324 

5 

8306300193 

90-324 

B 

8306300203 

90-389 

S 

8306300242 

90-324 

8 

8306130343 

XPDRTLIC 


8306160454 

90-918 

8 

8306280351* 

90-77 

Q 

8306010336 

90-279 

H 

0306060182 

90-279 

0 

8306190314 

90-279 

0 

8306190433 

90-279 

0 

8306220038 

90-279 

0 

8306280963 

90-279 

P 

8306290933 

30-279 

0 

8306130437 

90-413 

0 

0306290461* 

90-413 

O 

8306290461* 

90-413 

■0 

8306290464* 

90-413 

0 

8306270464* 

90-413 

Q 

8306 1 70476 

ADVCM 


8306200048* 

ADVCM 


8306080345 

71-7176 


8306070202 

71-9076 


8306210290 

71-7100 


8306210296* 

71-7100 


0306240394 

27-47 


8306240381 

71-7139 


8306160637 

71-9141 


8306010490 

90-199 

0 

8306080232 

90-199 

0 

0306080233* 

90-199 

0 

6306240423* 

90-199 

0 

8306010131 

90-348 

K 

e3c^6Oi0i56* 

90-3^^ 

K 

6306020312 

70-2072 


8306060074* 

90-390 

A 

8306060099 

90-398 

E 

8306060101* 

90-398 

C 

8306060197 

30-398 

8 

8306060254 

90-398 

A 

8306070135 

30-338 

B 

8306070232 

90-330 

B 

8306070267 

90-390 

8 

8306070267 

90-390 

8 

8306070373 

90-390 

0 

8306080137 

30-330 

C 

83060Q0140* 

90-330 

E 

8306080213 

90-390 

F 

8306070084 

90-390 

8 

8306070127 

90-398 

8 

8306130381 

90-398 

K 

8306170321 

90-390 

R 

8306210034 

90-390 

6 

8306210098 

90-390 

8 

8306210267 

90-390 

H 

8306210274 

90-390 

8 

8306220031 

90-390 

0 

8306220036* 

90-390 

Q 

8306230081 

90-390 

8 

8306230087 

90-390 

8 

8306230176 

90-390 

8 

8306230268 

90-390 

8 

8306230379 

90-390 

8 

8306230439 

90-390 

H 

8306230442 

90-390 

8 

0306230472 

90-390 

B 

8306270180 

90-390 

B 

0306270331 

90-390 

B 

8306270332 

90-390 

A 


AUTHOR 

AFFILIATION 


Cltlzans Afsoclatlon for Sound Enargg 


Cl(;iian< Concarnaif About Nuclaar Fouerj 
Inc 


Cltiiana for Enargij << Eaiploi^mcnt 
Cltliana for Nuclaar Raactor 3afat<f<<Inc 

Clavaland Elactric llluatlnating Co 


Cl avaland-C 1 if f » Iron Co 
Coalition for Nuclaar Pouar Plant 
Paatponamant 

Coalition for 8ifa Poujar 


Colorado^ Btata of 
CoH Indoatrlati Inc 

Columbia Unlv. 

CombUfttlon Englnaar Ingi Inc 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

0306270378* 

90-390 

A 

0306280213* 

90-398 

A 

0306280399 

90-398 

A 

B306300160 

90-398 

8 

0306070304 

90-445 

0 

8306070304 

90-445 

0 

8306070306* 

50-445 

0 

8306070306* 

90-445 

0 

8306070382 

50-449 

0 

8306070382 

50-449 

0 

8306070374* 

90-449 

0 

8306070394* 

30-449 

0 

8306100223 

90-449 

0 

8306100223 

90-449 

Q 

830A100227* 

90-449 

Q 

B30A1 00227* 

90-449 

0 

0306100230* 

90-449 

0 

0306 1 903 1 0 

90-449 

0 

0306190310 

90-449 

0 

8306190380 

90-449 

0 

8306190380 

30-449 

0 

6306 1 90406 

90-449 

Q 

0306 1 90406 

90-449 

0 

8306190414 

90-445 

Q 

9306 150414 

50-44S 

Q 

8306150419* 

90-449 

Q 

8306190413* 

90-449 

0 

8306080190 

30-478 

0 

8306080190 

90-470 

0 

6306080199* 

30-478 

0 

8306080197* 

30-470 

0 

8306000197* 

30-470 

0 

8306220097 

30-470 

0 

8306270218 

90-341 

0 

8306060316 

90-170 

0 

8306010098 

90-440 

E 

8306080044 

90-440 

A 

8306080044 

90-440 

A 

0306100117 

90-440 

B 

0306100117 

30-440 

8 

8306100180 

90-440 

A 

8306130309* 

90-440 

Q 

8306130309* 

90-440 

Q 

8306140661 

90-440 

A 

8306160611 

90-440 

0 

8306160611 

90-440 

0 

8306200089 

90-440 

E 

8306200120 

30r,440 

B 

6d(56lZ00l2O' 

90-44^) 

B 

8306220015 

90-440 

B 

8306220019 

90-440 

S 

8306220037 

90-440 

8 

8306220037 

90-440 

fl 

8306220098 

90-440 

8 

8306220098 

bo-440 

8 

8306240106 

90-440 

A 

8306240186 

90-440 

A 

8306240267 

90-440 

E 

8306240344 

70-2760 


8306270119* 

90-440 

Q 

8306270287* 

90-440 

a 

8306260161 

90-440 

A 

8306280161 

90-440 

A 

8306270214 

90-440 

0 

8306290214 

90-440 

0 

8306270240* 

90-440 

0 

83063001 67 

90-440 

fi 

8306300169 

90-440 

8 

8306170459 

40-8714 


8306300199 

PR 


83060 1 0364 

90-460 

0 

8306060308 

90-460 

0 

8306190302 

90-460 

0 

8306190306 

90-460 

0 

8306160078 

FOIA 


8306220129 

90-908 

0 

8306290370 

90-460 

0 

8306270379* 

90-460 

0 

8306300219 

PR 


83063001 10 

PR 


830624035S* 

CQiNTRACr 


8306010070* 

90-928 

B 

8306010093* 

90-928 

B 



502 


CORPORATE SOURCE INDEX 


AUTHOR 
Aff- JL I AT I ON 




0306010067* 

50-528 

S 



0306070199* 

50-317 

P 



0306070336* 

0A999 




B306090170 

30-470 

A 



8306130420 

30-470 

A 



8306140693 

50-335 

S 



B306200234 

90-470 

A 



0306200392 

50-470 

E 



8306230342 

NUREO 




0306230419 

REDOD 




83063001 25* 

50-361 

P 



0306300136* 

50-361 

P 

Commirce# Dept ofi 


Q3060204S4 

PR 




6306220202* 

CONTRACT 


Commerc*! Oept of, 

Natlonil Buf'eau of 

8306140290 

XPOftTLiC 


Btandarifi 


B306140290 

XPDRTLIC 




8306250327* 

CONTRACT 


Commlttae to Drldge 

the Gap 

0306030499 

FOIA 




0306190302 

50-142 

0 



0306130392 

90-142 

Q 



8306170373 

90-142 

T 



0306170379* 

30-142 

T 



0306170390* 

30-142 

T 



0306170417* 

90-142 

T 



8306170426* 

90-142 

T 



0306290546 

50-142 

G 



0306290992* 

50-142 

0 

Commonuealth Edison 

Co 

8309190370 

50-373 

P 



0309260238 

30-237 

0 



8306010497 

30-494 

<3 



0306010497 

90-494 

0 



0306020183 

90-373 

J 



0306020449 

PR 



0306030218 

50-237 

8 

8306030225 

50-454 

S 

0306030229 

30-494 

9 

8306030229 

90-454 

8 

0306030229 

90-494 

a 

0306030-272 

90-494 

K 

8306030272 

90-494 

K 

6306030272 

50-494 

K 

6306030272 

90-494 

K 

0306030272 

90-494 

K 

0306030201* 

90-494 

K 

8306030201* 

50-494 

K 

8306030201* 

50-454 

K 

8306030201* 

90-494 

K 

8306030201* 

90-494 

K 

8306060040 

90-337 

S 

8306060146 

50-373 

P 

8306060146 

90-373 

P 

8306060 148 

90-304 

S 

0306060193 

90-494 

0 

0306060193 

90-454 

0 

0306060196* 

90-494 

0 

0306060196* 

90-494 

0 

0306060206 

90-373 

8 

8306060212* 

30-294 

Q 

8306060232 

90-237 

6 

0306060238 

30-373 

P 

0306060230 

30-373 

P 

8306060290 

30-304 

8 

0306070234 

30-249 

8 

0306070 246 

90-237 

8 

8306070279 

30-249 

8 

0306070334 

90-374 

A 

8306070355 

50-373 

F 

8306070359 

90-373 

F 

8306070392* 

90-434 

a 

8306090194 

90-237 

P 

8306090194 

90-237 

P 

8306090194 

90-237 

P 

8306090194 

50-237 

P 

S306090I94 

90-237 

P 

8306090194 

90-237 

P 

8306090194 

90-23? 

P 

8306090194 

90-237 

P 

8306090194 

90-237 

P 

8306090194 

90-237 

P 

8306090221 

90-434 

F 

8306090221 

90-494 

F 

8306090223* 

50-434 

F 

0306090227 

90-237 

P 

9306090227 

90-237 

P 


AUTHOR 

AFFILIATION 


ACCESS ICM 
NUMBER 


SUBJECT 

CATEODRV 


ACCESSION SUBJECT 

NUMBER OATECDRy 


8306090227 

0306090227 

B306090227 

B3060903A2 

0306090342 

0306100069 

0306100069 

0306100064 

8306100094 

0306100094 

0306100094 
B306 1 00094 
8306100094 
8306100094 
8306100094 

83O6100094 

8306100149 

0306100149 

0306100149 

0306100149 

0306100149 

8306100136# 

0306100136* 

8306100170 

0306100170 

0306100207 

8306100207 

0306100207 

030610020/ 

0306100318 

8306100318 

0306100210 

0306100234 

0306100236 

8306100236 

0306100236 

0306100246 

8306100246 

8306100246 

8306100246 

8306100246 

03O61OO2SO* 

0306100230* 

0306130236 

0306130230* 

0306130231 
0306130279 
0306130307 
03O6l3O3Sa 
33061 b0329 

0306 1 30337 
0306130346 
0306130340 
8306130349 
03061 3033 J 

8306130392 
8306130374 
8306130302 
0306 i 30423 
8306130439 

8306130445 

8306130443 

0306130492* 

0306130492* 

8306130454 

0306130494 

8306130434 

8306130437* 

0306130497* 

0306130457* 

8306130460* 

8306130460* 

8306130460* 

0306140003 

0306140086 

0306140006 
0306140412 
0306130402 
8306 t 50402 
0306190420 

0306 1 90420 
8306 1 90636* 
0306160077* 
0306160224 
8306160223 


90-537 p 
90-537 p 
90-237 p 
90-494 Q 
90-434 c 

50-373 p 
90-373 p 
90-599 S 
90-237 Q 
30-537 Q 

90-537 Q 
30-537 Q 
30-537 Q 
90-537 Q 
90-237 <3 

90-537 a 
90-237 Q 
30-537 Q 
30-537 Q 
SO- 537 Q 

50-537 Q 
90-537 0 

50-537 a 
90- 494 S 
30-494 e 

90-454 S 
30-494 S 
30-434 e 
90-434 S 
SO- 10 0 

50-10 0 

30-10 Q 
30-374 8 

90-454 S 
50-434 6 

30-494 S 
30-494 9 

30-454 5 

30-494 S 
30-434 S 

30-494 5 

00-373 0 

50-370 Q 
50-249 P 
50-349 P 

50-434 J 
30-10 fl 
50-293 S 
30-249 9 

30-234 S 

50-234 E 
50-249 S 
30-237 S 
30-373 B 
30-299 S 

50-373 S 
30-207 9 

90-207 S 
30-237 p 
30-237 a 

30-434 C 
30-434 Q 
30-454 <t 
30-434 0 

30-tO R 

50-10 R 
30-10 R 
30-10 R 
30-J0 a 
30-10 ft 

30-10 R 
30-10 R 
30-J0 R 
30-10 J 
30-237 ft 

30-237 ft- 
30-293 ft 
30-494 0 

30-494 0 

30-494 0 

30-494 0 

30-073 F 
30-234 r 
NUREO 
30-373 Q 



CORPORATE SOURCE INDEX 


5 ( 


AUTHOR ACCESSION SUBJECT 

AFFILIATION NUMBER CATEOQRV 


8306160233 

50-237 

P 

830616.0233 

90-237 

P 

B306160233 

90-237 

P 

8306160233 

50-237 

P 

8306160233 

50-237 

P 

8306160433* 

90-373 

0 

8306160396 

50-440 

0 

8306170049 

90-494 

s 

8306170049 

90-494 

s 

8306170203 

30-373 

J 

8306170314 

30-294 

R 

8306170314 

90-294 

R 

8306170344 

90-269 

8 

83061703BO 

30-237 

0 

8306170300 

50-237 

0 

0306170300 

90-237 

Q 

0306170380 

90-237 

0 

8306170300 

90-237 

0 

0306170300 

90-237 

Q 

0306170380 

30-237 

Q 

830617Q3B0 

90-837 

0 

0306170409 

90-249 

S 

0306200263 

90-237 

P 

8306200300 

90-454 

0 

8306200300 

50-494 

0 

0306200304 

90-494 

0 

0306200304 

90-494 

0 

8306200350 

90-494 

0 

0306200350 

30-494 

0 

8306210049 

30-373 

8 

0306210073 

50-299 

P 

0306210089 

30-373 

S 

8306210192 

90-373 

8 

0306210203 

90-373 

F 

0306210211 

30-454 

K 

830621021! 

90-494 

K 

0306210211 

90-494 

K 

0306210234 

90-304 

8 

8306210263 

90-373 

8 

0306210277 

90-373 

6 

B3062 10308 

90-373 

S 

8306210397a 

90-10 

F 

0306220001 

90-494 

E 

0306220019 

90-373 

8 

0306220034a 

90-294 

0 

8306220034# 

90-894 

Q 

8306220064 

90-373 

8 

0306220067 

90-294 

Q 

8306220096 

90-237 

R 

03062^300 37# 

90-373 

A 

8306230039# 

90-373 

A 

8306230219 

90-899 

P 

8306230219 

90-299 

P 

8306230237 

90-494 

A 

8306230237 

90-494 

A 

8306230237 

90-494 

A 

8306230237 

90-494 

A 

8306230297 

90-494 

F 

8306230297 

90-494 

F 

8306230297 

90-494 

F 

8306230297 

90-494 

F 

8306230297 

90-494 

F 

8306230294 

90-496 

A 

8306230294 

90-496 

A 

8306230389 

90-434 

0 

83062303B9 

90-494 

Q 

8306230412 

90-494 

F 

8306230412 

90-494 

F 

0306230412 

90-494 

F 

8306230412 

90-494 

F 

8306230412 

90-494 

F 

8306230429 

REOOD 


8306240030 

90-237 

P 

8306240030 

90-237 

P 

8306240039# 

90-237 

P 

8306240039# 

90-237 

P 

8306240292 

90-374 

A 

8306240292 

90-374 

A 

8306240292 

90-374 

A 

8306240292 

90-374 

A 

8306270002 

90-373 

0 

8306270016 

90-494 

0 

8306270016 

90-494 

Q 

8306270020# 

30-434 

0 

8306270020# 

90-494 

0 


AUTHOR 

AFFILIATION 


Computer Data Bgatemir Inc 
ConaK Corp 

ConffTsnco of Radiation Control 
Otractorti Inc 

Connecticut Yantes AtomJo Pousr 


Connecticut. Unlv of 
Conner U. Uetterltahn 


ACCESSION SUBJECT 

NUMBER CATEOOR 



8306270041 

30-494 


0306270041 

30-494 


0306270071# 

30-496 


0306270108 

30-294 


03062701 1 1 

90-249 


8306270160 

90-293 


830627022 1 

90-304 


8306270347 

50-237 


8306270232 

90-294 


8306270303 

90-373 


8306270322 

30-494 


0306270322 

90-484 


8306270323 

90-434 


0306270322 

90-484 


0306270322 

30-434 


8306270343 

30-494 


8306270343 

90-494 


8306270373 

90-494 


8306270373 

90-494 


8306270373 

30-494 


8306270373 

90-454 


8306270383 

90-494 


0306270303 

90-434 


0306270307 

90-237 


0306270398# 

90-237 


0306270393 

50-494 


0306270431 

30-484 


0306270431 

90-484 


8306270431 

30-484 


0306270431 

30-484 


0306270431 

50-484 


0306200323 

90-373 


0306280377 

90-304 


0306200502 

50-373 


0306280520 

30-484 


0306200535 

80-484 


8306300032 

80-374 


0306300032 

80-374 


8306300032 

90-374 


0306300032 

80-374 


8306300043 

80-294 


8306300073# 

80-373 


8306300216# 

90-295 


0306300216# 

90-299 


0306300237 

SO-2S4 


0306090379# 

FOIA 


0306170336# 

80-390 

Program 

0306150251# 

CONTRACT 

Co 

831^6010340 

90-213 


0306020260 

90-213 


0306060090 

90-213 


0306060090 

80-213 


0306060090 

80-213 


8306060090 

50-213 


0306060207 

80-213 


8306060243 

90-213 


8306100114 

90-213 


8306190330# 

90-213 


8306190341# 

90-213 


8306160093 

90-213 


8306160459 

30-213 


8306170091 

50-213 


8306170231 

50-213 


8306170301 

50-213 


8306170347 

50-213 


8306170391 

30-213 


8306170391 

90-213 


8306170391 

90-213 


0306200391# 

90-213 


0306230 1 00# 

30-213 


8306230 1 02# 

90-213 


0306230426 

90-213 


0306840200 

90-213 


0306240200 

90-213 


0306270001 

90-213 


8306270004* 

30-213 


8306270361 

90-213 


8306020032# 

70-2993 


8306060322 

30-392 


8306070295 

90-392 


8306070299 

90-392 


8306070299# 

50-332 


8306070299# 

90-392 


S306070301# 

90-352 
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CORPORATE SOURCE INDEX 


AUTHOR 

AFFIHATION 


Coniol IdJi ^td Edlfan Co of 


Coniumtrt Powrr Co 


ACCESS 10 14 5UDJECT 

NLTHBGft CATEGORY 


AUTHOR 

AFFILtATION 


accession SUDJetT 

number CATECOflv 


03O&O7O3OM 50-332 O 

03OAO7O373 30-338 0 

a30A0S0107» ADVCM 

e30^>090Sl2 30-333 0 

a304>0902l2 3D-3S2 0 


63060702^0 

B3060702Q2 

B3O6OQ0Od5 

B306090203* 

B306090^B7^< 


50-333 S 
50-253 S 
30-133 p 

50-233 F 
30-253 F 


8304090240 

8304090240 

8304100206 

a304l40740» 

8304150393 


50-353 Q 
30-352 a 
30-43B O 
ADVCM 
50-353 G 


B306090321 
8306100055 
B3061001 /9 
B306100101* 
8306100233 


50-339 A 

30-135 p 

50-233 H 
30-233 ft 
30-135 P 


8304160603 
8304220031 
e304220D36« 
8304270123 
B30 62702 94 


50-352 Q 
50-338 G 
30-358 G 
30-410 O 
50-410 G 


0306100260 
8306 100260 
93061002691* 
8306100269* 
0306100272* 


30-329 A 
50-327 A 
50-329 A 
30-329 A 
30-329 A 


B3042704I3 

30-352 

G 

B3Q 6010 126* 

50-247 

0 

0304020276 

30-247 

R 

0306070343 

30-247 

P 

8304070414 

50-247 

0 

8304090299 

50-247 

F 

8306090299 

50-247 

F 

8306090317 

50-247 

F 

8306090317 

50-247 

F 

8306090323 

30-247 

F 

8306090323 

30-247 

F 

8306090340 

30-247 

F 

8306090340 

30-247 

F 

8306090339 

30-247 

G 

83041 S04 29 

30-247 

<S 

0304160462 

50-247 

R 

8304170044 

30-247 

S 

8304170189 

50-247 

s 

0304170197 

50-247 

s 

8304170200 

50-247 

s 

0304170230* 

50-247 

0 

0304170271 

50-247 

8 

0304170323 

30-247 

8 

0304170397 

30-247 

8 

0306170403 

50-247 

8 

0304170410 

50-247 

6 

0304170413 

30-247 

8 

0304200257 

50-247 

P 

8304200342 

30-247 

T 

8306200342 

50-247 

T 

8304200344* 

50-247 

T 

8304200344* 

50-247 

T 

0304230374 

50-247 

0 

0304240223 

50-247 

Q 

0304240372 

71-6601 


0306270083 

50-247 

5 

03O427OJ6G 

30-247 

0 

0304270171 

30-3 

rt 

0304270171 

30-3 

R 

8304270179* 

30-3 

n 

8304270179* 

30-3 

n 

8304270184* 

30-3 

R 

0306270184# 

30-3 

R 

8304290329 

30-295 

0 

8304290329 

30-295 

Q 

0304290335* 

30-295 

Q 

8304290335* 

30-295 

Q 

81 12090361 

30-255 

8 

0305260224 

30-155 

n 

8305260245 

30-155 

R 

8304010201 

30-155 

P 

0304010342 

30-155 

P 

0304020283 

30-155 

P 

030*020337 

50-155 

0 

8306030172 

30-329 

R 

8306030172 

30-329 

R 

8304030223 

30-135 

P 

8304030230* 

30-153 

P 

830*030362 

30-255 

P 

8306060053* 

30-329 

0 

0306060095 

30-155 

R 

0306060119 

30-155 

P 

8306060144 

30-155 

P 

0306040145 

30-255 

P 

0306060149* 

30-255 

P 

8306060192* 

30-329 

A 

8306060192* 

30-329 

A 

8306070068 

30-255 

Q 

0306070336 

30-253 

a 

8306070242 

30-329 

a 


0306130051 

30-193 

P 

0306130281 

30-329 

5 

0306130281 

30-329 

s 

8306130310 

30-255 

ft 

0306130334 

30-233 

F 

0306130335* 

30-235 

F 

0306130368 

30-329 

A 

0306130394 

30-235 

5 

8306140223* 

30-133 

F 

8306140227* 

30-155 

F 

8306140524 

30-327 

A 

0306140524 

30-327 

A 

8306M0Q31* 

30-235 

F 

0306150003 

30-135 

P 

0306150346* 

30-327 

f 

0306150346* 

30-327 

f 

0306150351* 

30-327 

F 

8306150351* 

30-329 

F 

8306150405 

SO- 1 55 

0 

8306150407* 

30- 1 53 

9 

0306150413* 

50-153 

4 

0306160235 

50-329 

A 

0306160380 

30-133 

p 

0306160443 

REOOD 


0306160468 

REOGD 


Q306J 60566 

30-153 

K 

8306170218 

30-195 

F 

8306170355 

30-153 

0 

8306200015* 

30-155 

F 

8306200230 

30-155 

P 

8306200367 

30-155 

P 

8306210102* 

30-155 

0 

B30621015J 

30-255 

J 

8306210173 

30-155 

f 

8306210302 

30-329 

B 

0306210302 

30-329 

S 

8306220013 

30-235 

5 

8306220020 

30-235 

? 

8306220023 

30-153 

0 

0306220027 

30-233 

£ 

8306220065 

30-133 

0 

0306220102 

30-153 

9 

8306220105 

30-153 

0 

0306220256 

30-233 

£ 

0306230010* 

30-135 

S 

B306230241 

30-155 

£ 

0306230250 

30-327 

A 

0306230250 

30-329 

A 

0306230270 

50-J55 

P 

8306230287 

30-255 

R 

8306230374 

30-253 

P 

8306230413 

30-233 

P 

8306240004 

30-133 

P 

830*240139 

30-155 

P 

0306240285 

30-133 

F 

B3D6240285 

30-155 

F 

8306240285 

30-153 

F 

8306240401 

71-7033 


Q3063700i>3 

30-255 

9 

8306270076 

30-155 

P 

8306270079* 

30-135 

P 

G306370t07 

30-155 

P 

8306270109# 

30-135 

P 

8306270125 

SO-135 

P 

0306270173 

30-135 

0 

8306270242 

50-327 

A 

0306270242 

30-327 

A 

0306270349* 

30-327 

A 

0306270347* 

50-327 

A 

0306270376 

50-135 

0 



AUTHOR 
AFFIL lATION 


Continuum Dynamicsi inc 

Converse. Ward. Davis. Oiion. Inc 

Cooper Industries. Int 
Cornell Unlv 


Council on Economic Priorities 


Covington V Durllng 
Custom Alloy Corp 
Dalrylend Power Cooperative 


Danens t Associates 
Data Consultants. Inc 
Data Stop, tnc 

Dataflow Systems. Inc 
Dauphin County < PA 

David W Taylor Naval Research 
Development Center 
DeOraff. Poy. Conway & Holt^Harris 

DeKalb Area Alliance for Responsible 

energy 


Debevolst ^ Liberman 


CORPORATE SOURCE INDEX 
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ACCESSION 

NUMBER 

SUBJECT 

CATECORV 

0306270^32 

30-255 

S 

8306270^39 

90-295 

s 

030 62 '70391 

30-135 

p 

8306290^12 

30-199 

p 

8306290493 

90-329 

A 

8306300069 

90-329 

A 

8306300109* 

90-329 

A 

0306300 I03« 

90-329 

A 

8306300109* 

90-329 

A 

0306300109e 

30-329 

A 

83063001 13* 

30-329 

A 

0306300112* 

30-329 

A 

8306270226* 

30-324 

P 

8306270230* 

30-324 

P 

8306230039* 

CONTRACT 


0306100203 

30- 328 

a 

8306140233* 

90-97 

Q 

0306160138* 

FOIA 


B306230230 

90-97 

F 

8306210322 

FOIA 


8306210330 

FDIA 


8306230006 

FOIA 


8306070163* 

QA999 


8306020291 

90-409 

R 

0306070040 

30-409 

5 

8306070079 

90-409 

P 

8306070311 

90-409 

r 

8306070333 

90-409 

0 

8306100184 

90-409 

p 

8306130314* 

90-409 

Q 

8306140707 

90-409 

P 

8306190277 

90-409 

P 

8306190283* 

90-409 

P 

8306160279* 

90-409 

F 

8306160378 

50-409 

R 

8306 1 70376 

90-409 

9 

8306210066 

90-409 

P 

8306210123* 

90-409 

P 

0306210133 

90-409 

P 

0306270337 

90-409 

S 

8306270302 

30-409 

0 

0306300C06 

90-409 

8 

0306000072* 

CONTRACT 

0306220208* 

CONTRACT 

3306210297 

FOIA 


0306230040* 

CONTRACT 

0306160600 

90-289 

0 

0306280930 

90-889 

G 

0306060410 

NUREO 


0306160979 

90-410 

0 

03061609Q2* 

90-410 

0 

0306080143 

90-494 

0 

0306000)43 

90-494 

0 

8306000149* 

90-494 

0 

8306000149* 

50-494 

0 

3306100201 

50-494 

0 

0306190436* 

90-494 

Q 

0306190436* 

90-434 

G 

0306190442* 

90-494 

Q 

0306190442* 

90-494 

Q 

0306170371 

30-494 

0 

8306200327* 

90-494 

0 

8306800327* 

90-494 

O 

0306200331 » 

90-494 

0 

0306200331* 

90-494 

0 

0306270022 

30-494 

Q 

0306020369 

90-460 

0 

0306020431 

90-908 

0 

0306030330 

90-449 

0 

0306030347 

90-460 

0 

0306030393 

90-460 

0 

0306060301 

90-418 

0 

0306060313 

PRN 


0306060170 

90-413 

0 

8306080239 

90-449 

0 

83060B0239 

90-449 

Q 

83060B0243* 

90-449 

0 

0306080243* 

90-449 

0 

0306090337 

90-460 

Q 

0306100006 

ADVCM 


0306100190 

90-460 

0 

0306100197 

90-413 

0 

0306100197 

90-413 

0 


AUTHOR 

AFFIHATIDN 


Del-Auiare Unllekite4. Inc 
Detroit E^lison Co 


Dolan <4 Dolan 
Dorsey. J A 

Dover ©eneral Hosp Dover. NJ 
Duke Power Co 


ACCESSION 

SUBJECT 


NUMBER 

CATEOOflV 

830610019?* 

90-413 

O 

8306100199* 

90-413 

0 

0306130301 

ADVCM 


8306190334 

90-908 

0 

8306190366 

90-449 

0 

8306190376 

90-449 

0 

8306190429 

90-449 

0 

8306160069 

FOIA 


8306170334 

NUREO 


8306170406 

90-449 

o 

8306230364 

90-460 

0 

8306300047 

90-460 

0 

030601036? 

50-392 

o 

8306220091 

90-392 

Q 

8306010168 

90-341 

K 

8306010174* 

90-341 

K 

8306010178* 

90-341 

K 

8306030171 

90-341 

A 

8306060187 

90-341 

6 

8306060243 

90-341 

8 

8306070089* 

90-341 

G 

8306130292* 

90-341 

0 

8306140614 

90-341 

A 

8306160397 

90-341 

A 

8306170233 

90-341 

B 

030617041? 

90-341 

8 

0306220024* 

90-341 

0 

8306220030* 

90-341 

Q 

8306280438 

90-341 

A 

8306280589 

90-341 

F 

8306060002 

FOIA 


8306030280 

90-352 

0 

8306190362 

90-392 

0 

8306270897 

90-352 

0 

8306020409* 

70-2948 


8306010019 

90-370 

8 

830601 0098 

80-369 

8 

8306010104 

80-370 

B 

8306010123 

50-369 

8 

8306010296 

50-369 

8 

8306010401 

90-369 

8 

8306020638 

70-2789 


8306020646* 

70-2989 


8306030122 

50-26? 

P 

8306030122 

90-26? 

P 

8306030122 

90-26? 

P 

8306030300 

90-413 

A 

8306030300 

50-413 

A 

8306030313 

90-36? 

P 

83060^8319 

90-36? 

P 

8306060076* 

90-26? 

P 

8306060301 

90-413 

Q 

8306070091 

50-26? 

P 

3306070131 

90-36? 

P 

03D6O7O131 

50-36? 

P 

8306070134* 

90-36? 

P 

8306070134* 

90-36? 

P 

8306070143 

90-36? 

8 

8306070206 

90-413 

E 

8306070210* 

90-413 

E 

8306070268 

90-369 

P 

830607026? 

90-36? 

F 

830607026? 

30-36? 

F 

0306070272 

90-26? 

P 

0306070272 

90-26? 

P 

8306070272 

90-26? 

P 

030607 02B3 

90-369 

P 

8306070203 

90-369 

P 

8306070314 

90-413 

e 

8306070314 

90-413 

E 

830607034? 

80-413 

F 

0306080170 

90-413 

0 

8306080170 

90-413 

0 

B306O?O0iS 

90-370 

8 

0306090040 

90-370 

S 

0306090147 

90-369 

s 

0306090361 

90-269 

f 

0306100138 

90-370 

8 

0306100164 

90-370 

8 

0306100189 

90-370 

8 

8306100197 

90-413 

0 

0306100197 

50-413 

0 

830610019?* 

50-413 

0 

8306100199* 

90-413 

0 

0306100216 

90-370 

s 



506 


CORPORATE SOURCE INDEX 


AUTHOR Accession SUBJECT 

AFFILlATlOn MUMSER CATEGORY 


0306100243 

30-3/0 

S 

0306130312 

30-370 

s 

8306130316 

30-370 

s 

0306130342 

50-369 

s 

8306130440 

50-369 

s 

0306140018 

50-413 

E 

0306140010 

50-413 

E 

0306140119 

30-413 

0 

8306140123 

50-413 

a 

8306140127 

50-413 

Q 

8306140502# 

50-413 

0 

0306 1 40600 

50-370 

p 

8306140606# 

30-370 

p 

8306140738 

30-269 

p 

8306130177 

30-369 

p 

0306150177 

50-369 

p 

□306160460 

REGOD 


0306170297 

30-269 

R 

0306170311 

50-367 

R 

830617031 1 

30-367 

R 

8306170316 

30-413 

E 

8306170316 

50-413 

£ 

8306200212 

30-369 

S 

0306200237 

30-369 

s 

0306200230 

50-370 

0 

0306200245 

30-369 

B 

0306200264 

30-367 

S 

0306200321 

30-370 

s 

0306200332 

30-369 

1 

B3062003S2 

30-369 

1 

0306200332 

SO-369 

I 

□306200352 

30-369 

r 

0306210092 

50-369 

p 

8306210097# 

30-369 

p 

03062 JOl 90 

30-207 

s 

0306220092 

50-413 

Q 

0306220092 

30-413 

O 

0306220293# 

30-413 

F 

0306220293# 

50-413 

F 

8306240123 

50-413 

E 

0306240183 

30-413 

E 

0306270074 

50-369 

S 

0306270094 

30-369 

s 

03062701 10 

30-413 

9 

0306270124 

50-369 

8 

0306270109 

30-369 

F 

B306270227 

50-369 

B 

8306270301 

30-369 

9 

8306270304 

50-413 

E 

03O628Q427 

90-369 

8 

8306270245 

50-269 

0 

8306270202 

50-369 

Q 

8306270459 

50-413 

0 

Q306270459 

30-413 

0 

Q3062 90461# 

90-413 

0 

8306290461# 

30-413 

0 

0306290464# 

50-413 

0 

8306270464# 

50-413 

G 

0306290540 

50-413 

O 

0306290540 

50-413 

0 

0306300002 

30-369 

p 

8306300013 

50-207 

8 

8306300114 

50-370 

S 

8306300171 

90-370 

s 

0306300174 

90-207 

p 

0306300189 

90-370 

a 

8306300 J 91 

30“36‘» 

B 

8306300191 

50-369 

B 


0306.300198# !}0-367 B 
8306300204# 30-367 B 

8306300232 30-370 8 
Du(iu«#n« Llflht Co 8304110018 30-334 S 

8304110827# 30-334 8 
8306010092 30-412 3 
8306010293 30-334 S 

8306010302 30-334 S 
83060202 IB 50-334 R 
8306020324 30-334 8 
8306020383 30-334 B 
8306020428 30-412 8 

8306020440 30-334 S 
0306030303# 30-334 Q 
8306060273# 30-412 0 
8306070076 30-334 T 
8306070120 30-334 R 


AUTHOR 

AFriLlATlDN 

ACCESSION 

NUMQCR 

SUBJECT 

CATEGORY 


8306070264 

□306090189 

8306090368 

D306100104 

8306140620 

50-334 F 
90-334 F 
50-334 t* 
50-334 Q 
90-334 a 


8306140639 

8306140643# 

830614067?* 

□306150393* 

8306160476 

50-334 p 
90-334 P 
50-412 a 
90-412 Q 
50-334 R 


8306170030 

8306200334 

0306200382 

0306210141 

G306380139 

50-334 S 
90-334 P 
50 -334 S 
50-412 S 
50-334 S 

Dijbel l/Ucir« V Associatos. tnc 

0306300435 
□3062004 7 9* 
0306 100209 
0306300210 
8306220091* 

50-334 0 

30-334 Q 
PR 

50 -334 n 
CONTRACT 

E C Rodabaugh Assaclates* tnc 

E K Fox 6 Associates- Ltd 

E L Manufacturing Peebles- Inc 

EDS Nuclear, Inc 

EG60. Inc 

□306230031* 
□306170029# 
8306210033* 
8306170320* 
830602001 1 

90-173 A 

CONTRACT 

06999 

TBPREP 

NUREO 


03O6O3OOOB* 

0306000161 

0306080229 

8306160641* 

8306160670# 

90-397 A 
50-135 P 
RES 

90-309 P 
7t“9l34 

EMSA, Inc 

Ebascn Services, Inc (subs of En^orch 
Corp ) 

0306060366 

83061500Q1 

0306170263 

8306240062 

8306020513* 

NUREO 

NUREO 

NUREO 

NURCO 

CONTRACT 

Eddleman, U 

03061401 19# 
8306010393 
0306010357 
030603033/ 
0306090222 

50-309 P 
30-400 6 

90-400 G 
30-400 0 

30-400 0 


0306270307 

8306270307 

0306370313# 

0306370313# 

8306270403 

90-400 Q 
30-400 0 

50-400 G 
90-400 G 
30-400 0 

Edorer, Inc 

Edison Electric Institute 

8306390361 

0306290301 

8306300124 

8506030364 

0306060229 

30-400 0 

SO-400 <t 
PR 

TOPRCP 

PR 

Edlou In t errtat Iona 1 Co 

CIcen Metal Products Co 

8306160149 

0306300223 

0306030169 

0306150467 

□306370202 

FtHA 

PW 

KPORTHC 
XPORTLIC 
30-10 S 

Electric Power Research Institute 

Energy Fuels Nuclear, Inc 

Energy Incoiporated 

Energy Research Oroupi Inc 

0306 170333 
8306230027 
8306340261# 
8306390413# 
0306060188# 

NUREO 

40-0681 

7 OP REP 
50-245 P 
50-122 0 

Energy Resources Co • Inc 

Energy, Dept of 

0306070386# 

□306320241# 

0306010001 

8306010083# 

8306010103 

SO-322 0 

CONTRACT 

71-6400 

71-6400 

40-86 


0306020192 

8306020194 

830602022B 

8306020231 

8306020235 

WASTE MOT 
WA0TE HOT 
WASTE MOT 
WASTE MOT 
WASTE MOT 


0306060203 

0306060417 

03O6OBO140 

0306080153# 

0306090333 

50-337 A 
WASTE MOT 
WASTE MO I 
WASTE MOT 
WASTE MOT 


8306130403 

8306130407# 

8306140693 

0306190229 

0306160210 

50-537 A 
50-537 A 
WASTE MOr 
WASTE MOT 
NUREO 


0306160642 

0306160664 

8306160667# 

8306170462 

WA8TE MOT 
71-9134 
71-9134 
7t-9l32 



CORPORATE SOURCE INDEX 


60 


author 

ACCES5iar>i 

SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 

AFriLIATlON 

NUMBER 

CATEGORY 


affiljatidn 

NUMBER 

CATEGORY 


G30&200012 

WASTE NGT 



8306130291 

50-389 1 


G306200023 

71-4960 



8306130435 

50-250 1 


0306200302 

90-537 G 



0306130441* 

50-250 1 


0306200325 

50-537 E 



0306140009 

30-369 1 


0306210307 

40-1341 



030614001 1 

30-369 1 


0306210^20 

40-1341 



0306140033* 

30-335 1 


G3062200dQ 

30-537 A 



830614003Q* 

50-335 I 


0306220169 

WASTE MOT 



0306140097 

30-389 i 


03062201 /3« 

WASTE MOT 



0306140111 

30-309 J 


B30632030B 

WASTE MOT 



8306140910* 

50-389 1 


0306220311 

WASTE MOT 



8306140572 

50-333 


0306240033 

71-5595 



8306140581 

30-399 1 


0306240044* 

71-9595 



8306140630 

50-389 1 


0306240179 

WASTE MOT 



0306140745 

30-335 


0306240297 

WASTE MOT 



8306160335 

50-250 1 


0306240403 

WASTE MOT 



8306 160630 

50-250 


0306270317 

90-537 0 



8306160662* 

50-389 


8306290966 

90-201 P 



0306160666* 

58-399 


8306290620 

90-201 P 



0306170287 

38-389 


0306290626* 

30-201 P 



8306170292* 

30-399 


0306300119 

50-373 r 



8306170299* 

30-399 


0306300223 

PR 



0306170304* 

30-399 

ErnfrgV' Oept ofp CJinch River Dreeder 

0306240233 

50-537 A 



8306170319 

50-333 

Reactor Plant 





8306200094 

50-399 

Engineering Science 

0306220227* 

CONTRACT 



8306200146 

30-399 

Environmental Policy Institute 

0306060246 

PRM 










8306200180 

30-399 


030606024Q* 

PRM 



8306800194 

50-399 


0306300137 

PR 



0306200199* 

50-369 


0306300142 

PR 



9306200310 

50-309 1 

Environmental Surveillance lahnrdloiy 

8306210432b 

CONTRACT 



9306210071 

50-250 

Envlrosphoro Co 

0306220266* 

CONTRACT 










9306210001 

30-389 

Cugeno Water V Electricity Doard 

0306200215* 

90-344 1 



0306210160 

30-389 

European Cortimuni t i re i Commission of 

0306150340 

XPORTLIC 



9306210169* 

30-399 


0306160620 

XPORTLIC 



9306210197 

50-831 


0306160716 

XPORTLIC 



03062 10261 

30-309 


0306160720 

XPORTLIC 










9306210300* 

30-309 


0306300146 

NUREO 



9306210392* 

30-309 

E*iion Corp 

03060603 IQ 

40-0064 



9306220014 

30-309 


0306070496 

40-0064 



9306220230* 

50-335 1 


0306200421 

40-0064 



9306220236* 

50-335 1 

Exxon Nuclear Cn . Irn (subs of Exxon 

0306020434 

PR 





Carp ) 





9306870200 

50-851 






93062 BO 160 

50-250 


0306020639* 

XPORTLIC 



93068 Q025O 

50-335 1 


0306030031 

XPORTLIC 



9306880356 

50-335 1 


0306030060* 

XPORTLIC 



9306280476 

50-369 


0306090043 

TOPRCP 






0306090194 

TOPRCP 



830629033B* 

50-335 






0306290343* 

50-250 


□□06130300* 

70-1237 



9306290351* 

50-335 


03O614O2OQ 

XPORTLIC 



9306290396 

50-250 


0306170294 

neooD 



9306300025 

50-309 


□306240396 

70-125/ 






0306200240 

TOPREP 



9306300152 

50-399 






9306300134 

PR 

FOl Services 

8306070441 

roiA 

Florida Power Corp 

9306030320 

30-302 

Pairnosa CommittPo Against Tax rwniiod 

8306160015 

roiA 



8306030322* 

30-302 

Politics 





8306070273 

30-302 

ral kenhaineri 1) 

8306220117 

50-450 0 





Fearer t Nyc 

8306060302 

30-494 0 



0306070300 

30-302 

Federal American Pai tners 

8306200067 

40-4492 



8306090165 

50-302 






0306140437 

50-002 

Federal Emergency hanagemnnt Agcnry 

8306010241 

50-397 F 



0306140431* 

30-302 


03060901 14 

50 329 r 



8306 1 7028 1 

30-302 


03060901 10 

50-153 r 






0306100006 

50-24/ 0 



8306200033 

30-302 


0306240308 

30-344 r 



8306220049 

30-302 






9306230429 

30-302 


0306240310* 

50-344 r 



8306230449 

30-302 


03062/0305 

30-322 r 



8306230463 

50-302 

Fleischakeri 1) S 

0309040415 

30-279 0 





Flemmingi Anderaonf McCluiig it Finch 

0306000193 

30-361 0 



8306240239 

30-302 

Florida Pouer It Light Co 

0306010009 

30-309 0 



8306300062* 

50-302 






0306300225 

50-302 


830601 011 6 

30-309 a 



8306300229* 

50-302 


8306010292 

30 -309 8 

FI or id Lans 

United far Safe Energy 

0306300157 

PR 


8306020216 

90-250 R 






8306030074 

90-389 P 



0306300161 

PR 


8306060082 

30-309 P 



0306300287 

PR 




Foster* ft 


0306200 J 68 

ACR0 


8306070090 

50-389 8 

Founda t tom 

for National Progress 

0306160024 

FOIA 


030607018* 

50-389 8 

Franklin Inslltuta/Fr atik 1 1 n Research 

0302250381* 

50-356 


0306000004* 

90-290 Q 

Center 





0306090392 

50-250 P 






8306090352 

50-290 P 



0305200714* 

50-305 






0383230021* 

30-2B2 


0306090355* 

50-250 P 



0306020037* 

50-309 


0306090355* 

50-290 P 



0386020 1 96* 

50-302 


8306100087 

30-335 P 



0306030078* 

50-330 


8306100140 

90-389 P 






0306100144* 

90-389 P 



0306830299* 

50-315 






0306030318* 

50-317 


8306130156 

50-389 r 



8306030446* 

50-290 


830613026Q 

30-387 P 



93 060303 12* 

50-293 


CORPORATE SOURCE INDEX 


AUTHOR 

Arp I U1 AT ION 


« of th* Eflrth 


hnqlogli'ii Irtc /Otnaral Atomic 


tt Corp 

• «Tt-Qui<i Inilu«trl«4i Inc 
ngtr Mtilic«l Cfriit«r D«nvnie»PA 
il Eltctric Co 


ACCESSIDM SUDJECT 

NUMBER CATCODRY 


Q30606Q3S7* 

90-277 

P 

0306080252* 

90-333 

P 

8306070330* 

90-290 

P 

B306070377* 

90-312 

P 

0306140424* 

50-219 

P 

0306190266* 

90-297 

P 

0306210446 

ACRS 


0306220192* 

CONTRACT 


0309160024 

90-247 

Q 

0306200324 

90-247 

0 

0306270030 

90-392 

0 

0306020670 

KPORTLIC 


B3 06070274* 

QA997 


0306090490 

AOVCM 


8306100009 

70-734 


0306160949* 

90-267 

P 

8306160560* 

90-267 

P 

0306160564* 

90-267 

P 

9306170334 

NUREO 


8306210409 

71-6346 


8306210^19# 

71-6346 


0306300202 

90-309 

s 

0306170077 

70-470 


0306060226 

PR 


0306020234 

70-794 


0306020303# 

90-277 

p 

8306020377* 

90-277 

p 

8306030083, 

XPORTLIC 

8306070109 

90-447 

K 

0306070111* 

90-447 

K 

8306070114* 

90-447 

K 

0306070171* 

0A979 


8306070174* 

90-293 

P 

0306070201 

90-447 

K 

0306000109 

TOPREP 


0306070236 

90-447 

A 

8306100072 

90-392 

0 

8306100121 

PT21 

S 

B3061 00129 

90-402 

0306130320* 

90-322 

E 

0306 1 3033 1 « 

90-322 

E 

0306130332* 

90-322 

E 

8306140122 

70-1 113 


8306140230* 

CONTRACT 

8306140338* 

70-1113 


03061903^0 

XPORTLIC 

8306190493 

XPORTLIC 

0306190602 

NUREQ 


8306160470 

90-70 

0 

B30616()916 

PT21 



0a06160<»&Q 

030^170214 
03OA17O31Q 
0306 I 70320* 
0306200247* 

0306200293* 

0306200209 

8306210020* 

8306210193* 

0306240232* 

8306200496* 

03062^0220* 

0306290401 

0306290499 

0306290900* 

B306290904* 

0306290907 

8306290912* 

8306290919* 

0306290629# 


XPORTLIC 
90-447 A 
TOPBEP 
TOPHEP 
90-397 E 

90-397 E 
TaPREP 
06979 
TOPREP 

»o-022 e 

90-397 E 
90-440 <3 

90-447 X 
90-447 K 
90-447 K. 

90-447 K 
SO-447 K 
90-447 X 
90-447 K 
CONTRACT 


r*l Ur«nlu» ri«n«B*#*#n4 Corp 

r«l PhVftUf Corp. 


8306300131 

0306300169 

8306030426 

0306010077# 

B3060fl0269 


NUREO 

PR 

70-1308 

CONTRACT 

FOIA 


)Vtkl Pubiu fl*rvlc# 

rp. 


8306240012* 
0006290633* 
B 300020461 

0309060407 

0306010314 

0306010329 

0306010391 

8306010393 

0306010404 


90-324 P 
CONTRACT 
90-219 I 

30-209 P 
90-310 P 

90-320 fi 
90-209 O 
90-209 S 
90-219 P 


AUTHOR 

AFFILIATION 


OcTiftral Ratearch Corp 
Otorgla Power Co 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 

8306010407 

90-289 

R 

0306020090 

50-219 

R 

B306020096 

50-320 

P 

030602034 1 

50-219 

Q 

8306020353 

50-219 

S 

8306020390 

90-219 

s 

03060601 81 

50-209 

p 

0306070219 

50-209 

R 

8306070215 

90-289 

R 

0306090027* 

50-219 

F 

0306090031* 

50-219 

F 

8306090235 

50-219 

R 

□306090271* 

50-209 

F 

0306100120 

90-209 

r 

0306130137 

90-320 

0 

0306130304 

50-219 

p 

0306130395* 

50-209 

G 

8306140014 

90-209 

P 

8306140400 

50-289 

P 

8306140506 

50-289 

P 

0306140600 

90-320 

Q 

8306140623 

90-209 

P 

8306140732 

50-209 

F 

0306150030* 

50-209 

F 

0306160250* 

50-219 

Q 

0306170025 

50-320 

9 

8306170256 

50-289 

P 

8306170202 

50-320 

P 

0306200127 

50-209 

8 

8306200246 

50-209 

P 

8306200340 

90-219 

F 

0306200357 

50-320 

P 

0306210040 

50-209 

5 

0306210005 

50-219 

Q 

8306210247 

50-209 

S 

8306210254* 

50-209 

5 

0306210290* 

90-209 

S 

0306220035 

50-320 

P 

0306220054 

50-320 

P 

8306220298* 

90-289 

F 

8306240319 

90-209 

F 

0306270231 

50-209 

P 

8306270233* 

50-289 

P 

8306270234* 

50-289 

P 

83O620O36S 

90-209 

6 

0306280366 

50-209 

0 

8306200406 

50-219 

P 

8306300078 

50-209 

0 

0306300140 

90-490 

a 

8306300162 

90-289 

R 

8306140426* 

CONTRACT 

0305310144 

90-321 

s 

0306010367 

90-366 

p 

8306010371* 

50-366 

p 

8306030042 

71-9176 


0306030233 

90-321 

F 

0306070000 

50-321 

8 

8306070123 

90-321 

I 

8306070123 

50-321 

I 

0306070123 

50-321 

I 

0306070125 

90-366 

Q 

0306070129 

50-321 

P 

8306070127 

50-321 

P 

0306070130* 

90-321 

1 

0306070224 

50-321 

P 

0306070259 

50-366 

B 

8306070347 

90-321 

8 

0306070351 

50-321 

P 

8306070351 

50-321 

P 

8306070337* 

90-321 

P 

8306070357* 

90-321 

P 

8306100132 

90-366 

P 

0306100221 

90-424 

8 

0306100221 

50-424 

S 

0306100231 

50-424 

a 

8306100231 

90-424 

a 

8306100299 

50-424 

s 

8306100259 

50-424 

8 

8306100264 

90-424 

A 

6306100264 

90-424 

A 

8306100265* 

90-424 

A 

8306100265* 

90-424 

A 

8306100267* 

50-424 

A 

8306100267* 

50-424 

A 

8306100274 

90-424 

B 


AUTHOR 

AFFILIATION 


Oet>t»chni c» 1 E;ngin«er«j Inc 


Oibbi U Hlllj Inc <iub« ttf Dr«vf) Corp 
01 Ibcr t/Carnmnnusal th Co» 


01 Ibv Attoc 1 AtB« 

Ooilfrty ^ &und0hl 
Ooodr R P 

Opv*rnmtnfc Accountab 1 1 1 Ig Project 


Or««tir York Council on Cnergg 

Oreenbletti D 

Or«ttnevlll-B Hatal Hanuf-acturlngi Inc 
OulHr R 

Oulf Nyclaeir. Inc 
Ogir 8t*bs« Utllitle* Co 


CORPORATE SOURCE INDEX 


ACCESSION 

NUMBER 


g30bl00274 

8306130564 

6306140075 

0306140075 

8306140546* 

8306 140246* 
8306140254* 
8306140254* 
0306140493* 
8306140563 

0306140743* 

8306150041* 

0306150044* 

8306150137* 

8306150141* 

03061 5022B 
0306 150232* 
0306160267 
0306160267 
8306160397 

8306170202 

83061703BS 

0306200004 

8306200202 

8306200205 

0306200261 

8306200374 

8306220002 

8306220002 

8306220010* 

8306280010* 

8306220310* 

8306220313* 

0306240274 

8306270120 

8306270166 

8306270170 

8306270175* 

8306270328 

8306200361 

8306230468 

0306290264 

6306290264 

8306290265* 

8306290265* 

8306290303* 

03O629O4S5 

0306290455 

8306300005 

0306170259* 

8306220305* 
> 8306020420 
0306060059* 
0306140737* 
8306200316* 

0306220055* 

0306240312* 

8306300172 

8306200036 

8306200335 

8306080204 

8306160035 

8306160192 

0306200345* 

8306200359* 

8306290498 

8306290498 

8306290S30 

0306290530 

0306290551* 

0306200290 

8306090225 

0306070308* 

0306070312* 

8306150305 

0306060394 

8306210305 

0306010394 

8306010423 

8306070198 

0306070196 

8306070265 

0306090030 

0306090365 

8306100206 


SUBvIECT 

CATEOQRV 


50-424 0 

50-366 S 
50-321 P 
50-321 P 
50-321 F 

50-321 F 
50-321 F 
50-321 F 
50-321 V 
50-366 Q 

50-321 0 

50-321 F 
50-321 F 
50-321 F 
50-321 F 

50-366 P 
50-366 P 
50-321 P 
50-321 P 
50-366 P 

50-321 F 
50-321 R 
50-366 S 
50-321 3 

50-366 S 

50-321 8 

50-321 S 
50-321 P 
50-321 P 
50-321 P 

50-321 P 
50-321 P 
50-321 P 
50-424 A 
50-366 P 

50-424 S 
50-366 P 
50-366 P 
50-366 8 

50-321 a 

50-366 8 

50-321 Q 
50-321 Q 
50-321 0 

50-321 Q 

50-321 Q 
50-321 Q 
50-321 0 

50-321 Q 
CONTRACT 

CONTRACT 
RCQOO 
50-244 P 
50-289 F 
50-244 P 

50-302 P 
50-244 P 
NUREO 
40-0714 
30-350 0 

50-528 A 
50-329 A 
FOIA 

50-358 0 

50-358 0 

30-329 0 

50-329 0 

30-329 0 

50-329 0 

50-329 0 

50-247 0 

50-400 0 

OA999 
OA999 
50-413 0 

71-210 
71-9163 
50-450 0 

50-458 8 

50-450 6 

50-450 a 
50-458 S 
50-450 9 

50-450 8 

50-458 0 


AUTHOR 

ACCESSION 

SUBJECT 

affiliation 

NUMBER 

CATEOOflV 


6306100206 

50-430 i 


0306130317 

30-450 1 


8306130376 

50-430 


0306160353 

50-430 


8306160439 

50-450 


8306160520 

30-458 


8306160321 

50-430 


6306160331 

30-458 


8306170395 

50-430 


6306270095 

30-458 


8306270130 

50-430 


8306270156 

50-450 


6306270391 

50-450 


8306280320 

30-450 


6306200355 

50-458 


8306300121 

30-430 

H&R Technical A*saclat*c« Inc 

0306220320* 

CONTRACT 

HHS. Dipt 0 ^. UB Public Health Service 

8306060402* 

FOIA 


8306220138* 

contract 

Kan. N 

8306200134* 

CONTRACT 

Hamel. Park. HcCaba it Saunders 

0306200106 

FOIA 

Harmon Neies 

8306010382 

50-443 


0306010446 

30-443 


9306150389 

50-247 


0306 t 60337 

PR 


8306160604 

30-289 


8306220153* 

50-337 


8306230350 

50-247 


0306240003 

FOIA 


8306290556 

30-443 


8306300142 

PR 

Harold J Spelman 6 Aitociatte 

0306080293 

40-2061 

8306200042 

40-2061 

Harvard Unlv 

8009030104* 

FOIA 


0306170291* 

FOIA 


0306170295* 

FOIA 


8306170298* 

FOIA 


9306280190 

NUREO 

Hepford. Suarti. Henaker (< Morgen 

0306200387 

30-320 

Heritage Foundation 

0306160140* 

FOIA 

Hittman Nuclear Sc Development Corp 

8306020533* 

71-9000 

{«ub« Hittman Corp 1 

0306020540* 

71-9000 


6306020592* 

71-9080 


8306000340* 

71-9017 


0306000342* 

71-9017 


8306130103* 

71-9089 


8306130198* 

71-9009 


8306130212* 

71-9009 

Hoke. Inc 

0306030160 

XPOfttH 

8306130345 

XPORTLl 

Houi* of Rep 

0306020240* 

50-322 

0306140323* 

30-322 


8306 300076 

S0-SB9 

Houta of Rep . Energy & Commerce 

0306030150* 

50-247 

8306060300* 

COMMISS 

Houte of Rep . Interior 6 Insular Affairs 

8306060392* 

30-272 

8306220268* 

50-209 

Houston Lighting Sc Pauer Co 

83060701 12 
0306070204 

50-498 

50-490 


8306100200 

30-498 


8306130350 

30-498 


B3OAl^0OSS 

30-490 


S30617038B 

30-498 


8306200122 

50-498 


8306200122 

50-498 


0306200126* 

30-498 


83062001 26* 

30-490 


0306230460 

30-498 


8306300077 

50-498 


0306300173 

NUREO 

Hovl*' Cockrill. Weaver S< 9jur 

Human Deelgn Group 

Hunton It WllUami 

8306240129* 

8306230501* 

8306010437 

8306010443* 

FOIA 

50-320 

30-443 

50-443 


8306030358 

50-443 


0306030335 

30-44: 


8306030359* 

30-44: 


0306030339* 

50-44: 


8306070403 

30-32. 


0306080171 

50-325 


8306080177* 

30-325 


0306090295 

30-32. 


8306130404 

30-32 


0306130411 

50-32 



510 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 

ACCESSION 

NUMOER 

SUBJECT 

CATEGORY 


8306130446 

50-332 

0 


83061SD370 

50-322 

0 


8306160287 

50-322 

G 


8306220017 

50-322 

0 


8306300147 

50-322 

G 

ItT Rciearch ln»t 

B306O70465* 

CONTRACT 


Ichthyological Associates! Inc 

8306070219* 

50-289 

R 


B3D6300164* 

50-209 

R 

Idaho National Engineering Laboratory 

0306270137 

NUREO 


Illlnats Institute of Technology 

6306020437 

50-454 

G 


8306130408 

50-454 

G 

111 inols Pouar Co 

B306020203 

70-2947 



8306070289 

50-461 

S 


0306070338 

50-461 

s 


8306070396 

50-461 

K 


8306070401* 

50-461 

K 


8306100060 

50-461 

5 


8306100097 

50-461 

F 


0306100141 

50-461 

B 


0306170370 

50-461 

S 


8306170383 

50-461 

B 


8306200407 

50-461 

F 


8306200414* 

50-461 

F 


0306210231 

50-461 

A 


8306270117 

50-461 

0 


8306270331* 

50-461 

Q 


8306270334 

50-461 

S 

Illinois! state of 

8306090247 

50-10 

F 


8306160214 

50-10 

F 

Illinois! State ofi Dept Nuc Safety 

8306240391 

27-39 


(formerly Dept. Public Health) 

IlllnoiSi Unlv. af, Urbana-^Champalgn 

8306090023 

50-151 

Q 

Indiana it Michigan Electric Co 

0306020109 

50-315 

R 


8306020111* 

50-315 

R 


8306020118* 

50-315 

R 


8306020186 

50-316 

R 


8306020281 

50-315 

P 


8306020281 

50-315 

P 


8306060183 

00-315 

S 


8306060183 

50-315 

8 


8306060185* 

50-315 

S 


8306060186* 

50-315 

0 


0306060269 

50-316 

S 


9306060271* 

50-316 

s 


8306060273* 

50-316 

s 


0306070208 

50-315 

p 


8306160343 

50-315 

R 


8306160358* 

50-315 

R 


8306160367* 

50-315 

R 


8306160384 

50-316 

R 


8306170129 

50-315 

Q 


8306210038 

50-315 

S 


8306210065* 

50-315 

a 


B3062 10065* 

50-315 

a 


8306210074 

50-316 

8 


8306210128 

50-315 

s 


8306210134* 

50-315 

s 


8306210142* 

50-315 

s 


8306210167 

50-315 

p 


8306210259 

50-315 

s 


83062 1 0267* 

50-315 

a 


8306210273* 

50-315 

B 


8306210279* 

50-315 

a 


8306210284* 

50-315 

8 


8306210325 

50-316 

8 


8306230333 

50-315 

r 


83062701 58 

50-316 

s 


8306270161 

50-316 

s 


8306270312 

50-315 

p 


8306270433 

50-315 

s 


8306270436* 

50-315 

3 


8306270444* 

50-315 

8 


8306270449* 

50-315 

3 


0306300035 

50-315 

e 

Indiana^ State of 

8306200097 

50-546 

A 


0306280382 

50-546 

D 

tnduatrlal Nuclear Co 

8306170461 

71-9156 


InformatlOTi Handling Sarvices 

8306280122* 

CONTRACT 


Institute of Nuclear Power apirations 

8306070233 

50-295 

R 

Interior,! Dept of 

8306020329* 

8306020336* 

CONTRACT 

CONTRACT 


Interior! Dept, ofi Fish k Wildlife 

8306140161 

50-456 

A 

Service 


0306140365 

50-412 

C 

Intarnatlonal Atomic Energy Agency 

8306160156* 

FOIA 


(Austria} 


AUTHOR 

AFFILIATION 


International Oratherhood of Electrical 
Noricer? 

International Energy Aasoclatesp Ltd 
International Generation & Trans/ni cs i on 
Co « Inc 

Interstate Court Reporters* Inc 


loua Electric Li^ht 8« Pouer Co 


lobia State Univ 
Ishajtf Lincoln Deale 


Jacobs Engineering Oroupt Inc 
Japani Govt of 

Jersey Central Pouer it Light Co 
John A Blupie k Assoctatest Engineers 
<»ubf URS Corp ) 

Joint Appl Icants-Palo Verde 


Joint Appllcants-aouth Texas Project 
Joint Intarvenors-Diab lo Canyon 


Joint Intervenors-Waterford 

JustlcOt Dept opj Attorney Oentralf 
Office of 


ACCESSION 

NUMDER 


Q30&0Q0O95 

B30616D134e 

0306210375* 

0306210323* 

8306210326* 

8306060209 

8306070326* 

8306100103 

9306130375 

B30613037B* 

8306140590 

8306160309 

8306160460 

8306170337 

8306200223 

8306230348 

0306270089 

0306270270 

0306270420 

0306270426* 

8306100275 
0306010457 
0306020337 
8306060 1 93 
8306060193 

8306060196* 
83060603 1 3 
8306000385 
8306130445 
8306130443 

0306130452* 

0306130432* 

0306150402 

0306150402 

03O61SO4O3 

8306150420 

8306130420 

8306200300 

8306200300 

8306200304 

0306200304 

03O62OQ3O6 

0306200330 

0306220006 

0306220006 

8306220023 

0306220065 

0306220067 

0306220069 

0306220102 

8306220103 

0306270016 

0306270016 

8306270020* 

8306270020* 

8306270041 

8306270173 

8306270383 

8306270393 

8306280328 

0306280333 

0306200013* 

8306130468 

8306030269 

0306130238* 


8306100078* 

0306150304 

0306130398 

0306200308 

0306010336 

8306060182 

8306060182 

8306070406 

8306070406 

8306130314 

8306150435 

8306220038 

0306200565 

B306290535 

0306130368 

830628054 1 * 
0306090501 


SUDJECT 

CATEGORY 


ADVCM 

FOIA 

CONTRACT 

FOIA 

FOIA 

30-331 S 
50-331 Q 
30-331 S 
50-331 9 

30-331 S 

30-331 Q 
30-331 P 
REOOD 
30-331 S 
30-331 R 

30-331 P 
30-331 G 
50-331 8 

50-331 P 
50-331 P 

50-116 Q 
30-434 G 
50-153 G 
30-454 G 
50-454 0 

30-434 0 

50-329 0 

ADVCM 
50-434 0 

50-454 0 

30-434 0 

50-454 0 

50-434 G 
30-454 0 

50-155 G 

50-434 0 

50-434 G 
30-434 G 
50-454 0 

50-434 G 

50-454 0 

50-329 0 

50-454 0 

50-327 0 

30-329 G 

50-155 0 

50-155 0 

50-329 0 

50-329 0 

50-135 0 

50-155 0 

30-454 0 

30-454 0 

50-454 0 

50-454 0 

50-434 O 
50-155 Q 
50-454 0 

30-454 0 

30-434 G 

50-454 0 

WASTE MOT 
XPORTLIC 
50-219 8 

REVIEW GRP 


50-529 0 
50-529 0 
30-529 0 
50-490 0 
50-275 H 

30-275 0 
50-275 G 
50-275 0 
50-275 0 
50-275 0 

50-275 0 
50-275 G 
50-275 P 
50-275 0 
30-382 G 

50-382 0 
ADVCM 



AUTHOR 

AFFILIATION 


KLM Eng Ineer 1 rigj Inc 
Kaman Tempo 

Kansas Oas Zt Electric Co 


Kanias State Univ 
Kantasj Univ of 
Karr & Lyons 


Kentucky! Univ of 
Kerr-McOeo Chemical Corj) (subs of 
Kerr~McOee Corp ) 


Kerr-McOoo Corp 


Keyboard Communications! Inc 
Kllcoyn*! J J 

Kirkpatrick! Lockhart. Hill! Christopher 
Phillips 


Kissimmee. FL 

Korea! Republic of iSouth Korea! 
Laboratory of Clinical Medlclne« Sioux 
Falls. 6D 

Lauler. Matusky tc Skelly Engineers 
Lawrence Livermore Laboratory 


LeBoeuf! Lamb. Leiby & HacRae 


League of Noman Voters 

League of Women Voters of Rockford. IL 


CORPORATE SOURCE INDEX 


ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

8UDUE 

NUHBER 

CATEODRY 

AFFILIATION 

NUMBER 


0306140601 

ADVCM 



□306130442* 

90-43- 

0306060008 

FOIA 



0306 1 7037 1 

90-43-* 

0306920253* 

CONTRACT 



0306200320 

90-49-* 

0306060191 

30*402 

K 


□306200320 

90-49-* 

0306060194* 

30-402 

K 


0306200327* 

90-49^ 

8306060193* 

50-482 

F 


0306200327* 

90-40-* 

8306070194 

30-482 

S 


0306200331* 

90-4 9^ 

0306070262 

90-482 

5 


0306200331* 

90-49-* 

8306000179 

30-482 

A 


0306270022 

90-49^ 

8306000170* 

50-482 

A 


0306300213 

90-4 9-* 

8306000100* 

30-402 

Q 

Ledoux Co > Inc 

0306140394 

XPORTl 

8306090201 

50-402 

S 

Leeds. Hil 1 & Uewett. Inc 

8306230190* 

caNTni* 

8306130043 

30-482 

s 

Leesburg. FL 

0306030320* 

90-305 

8306130138 

30-402 

s 

Lewis. N 

03060203 00 

90-395 

0306130393 

30-402 

0 


0306220043 

90-395 

0306140230 

30-402 

A 


0306300130 

PR 

8306140234* 

30-402 

A 

Liberty Lines Transit. Inc 

0306090323 

90-24' 

0306130407* 

30-402 

F 

Limerick Ecotoigy Action 

0306030200 

90-395 

0306160413 

30-402 

S 


0306130362 

90-395 

0306160339 

30-402 

A 


0306270300* 

90-395 

0306160363 

50-402 

S 

Literature Research Corp 

0306030271* 

CONTRA 

8306160593 

30-402 

o 

Lodge. T J 

0306030288 

90-44 < 

8306170386 

30-402 

6 

Long Island Lighting Co 

030601001 1 

90-325 

8306300312 

30-402 

0 


0306010432 

90-325 

9306200318 

50-402 

Q 


0306020439 

90-325 

0306220002 

30-402 

G 


0306060231 

PR 

0306230358 

90-482 

0 


0306060332* 

90-325 

8306270008 

90-482 

Q 


0306070013 

90-325 

0306270352 

30-482 

S 


0306070038 

90-325 

0306200333 

30-402 

5 


030607032 1 

90-32* 

0306300100 

REOOO 



0306000171 

90-325 

8306160229 

30-100 

H 


□306080177* 

90-325 

8306080316* 

30-148 

P 


0306080102* 

90-325 

8306290490 

30-329 

0 


8306090293 

90-325 

0306290498 

30-329 

O 


8306130206 

90-325 

8306290330 

90-329 

Q 


B306 130326 

50-32S 

0306290330 

90-329 

0 


8306130404 

90-325 

8306030402* 

CONTRACT 



0306 1 304 1 1 

90-325 

8306080399 

40-2061 



8306130446 

90-325 





8306140330* 

90-325 

0306130344 

40-0027 









8306140498* 

90-325 

0306300155 

PR 



8306140607 

90-325 

G306220140 

40-0760 



8306140613* 

90*325 

0306240343 

40-0027 



0306140709 

90-325 

8306300103 

PR 



0306130214* 

90-325: 

0306080417* 

CONTRACT 









0306130370 

30-325 

B3O62OO430 

30-289 

Q 


0306130373* 

90-325 

8306060184 

30-322 

Q 


0306190301* 

90-325 





0306160007* 

90-325 

8306060292 

30-322 

0 


0306160009* 

90-325 

0306070301 

30-322 

o 




0306080169 

50-322 

0 


0306160091* 

90-325 





0306160100* 

90-325 

0306090216 

30-322 

0 


0306160104* 

90-325 

0306130423 

30-322 

o 


0306160100* 

90-325 

03061 3039S 

30-322 

0 


0306160207 

90-325 

0306130397 

50-322 

o 




0306130401* 

30-322 

0 


0306220017 

90-325 





0306220094 

90-325 

0306200337 

30-322 

o 


0306240230 

90-325 

0306220134 

90-322 

0 


B306240230 

90*325 

0306230337 

30-312 

Q 


0306200042* 

90-325 

0306280601 

30-322 

0 




0306290400 

30-322 

Q 


8306200046* 

80-325 





830628 026S 

90-325 

0306290403* 

30-322 

0 


8306280449 

90-325 

0306290333 

30-322 

Q 


8306280947 

90*325 

0306300001 

50-322 

0 


8306290393 

90*325 

0306300094 

30-322 

Q 




0306030327* 

90-302 

I 


8306290926 

90-325 





8306300147 

90*325 

8306210433 

XPORTLIC 


Los Alamos Scientific Laboratory 

8306020193 

NURBO 

8306030449 

FOIA 



0306070422 

REB 





0306100377* 

90-145 

8306080274* 

30-410 

A 




8304070100* 

30-277 

P 


0306280013 

NURGO 

0306100139* 

30-237 

P 

Loulalana Consuinsr''s League. Inc 

0306220 117 

90-491 




Louisiana Power It Light Go 

8306010004 

90-305 

0306130064 

30-272 

P 


8306010223 

90-305 

0306130619 

NUREO 



0306010297 

9O-30S 

0306290413* 

30-243 

P 




0306010160 

30-341 

K 


03060601 17 

90-30; 

0306160183 

FOIA 



0306060120* 

90-305 





0306070133 

90*385 

0306240130* 

FOIA 



8306070169 

90-3BS 

0306280927 

30-289 

0> 


0306070274 

90-3BS 

8306300128 

NUREO 





8306100201 

30-434 

Q 


0306070307 

90-305 

0306130436* 

30-434 

Q 


0306070317 

90-305 





0306070419 

90-305 

0306130436* 

30-434 

0 


8306090411* 

90-38: 

0306130442* 

50-434 

0 


&306O90416* 

90-30! 
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CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEOORV 


830& 1 30206 

50'-332 

A 


8306 1 30260 

50-382 

E 


8306160002 

90-382 

S 


8306170268* 

50-382 

Q 


0306170347* 

30-302 

Q 


8306210124 

90-382 

A 


8306270032 

90-382 

a 


0306270127 

90-382 

s 


8306270206 

90-302 

A 


8306270213 

90-382 

8 


8306270310 

90-302 

B 


0306270330 

90-302 

8 


8306280342 

90-302 

R 


8306300079 

90-382 

8 


8306300166 

90-302 

A 


8306300 IBS 

90-302 

S 

Louisiana* State of 

8306070090 

90-302 

A 


03O61GO336 

State Prog 


8306190468* 

CONTRACT 

Louisianians for Safe Energy* Jnc 

8306220117 

90-490 

0 

Louansteln* Neumani Reis* Axelrad Toll 

8306030167 

90-331 

J 


8306100200 

90-498 

0 


8306160201 

PR 



6306200308 

90-490 

0 

MPR Associates* Inc 

8306020482* 

CONTRACT 

Maine Yantee Atonic Power Co 

8306010408 

90-309 

s 


8306020146 

90-309 

p 


8306020192 

90-309 

R 


8306020392 

90-309 

R 


8306020429 

30-309 

S 


8306020924 

90-309 

P 


8306030341 

30-309 

s 


8306060309 

30-309 

0 


8306060310 

90-309 

p 


8306060332 

30-309 

0 


8306070290 

50-309 

0 


6306070296 

30-309 

0 


6306100276 

50-309 

Q 


6306140273* 

50-309 

F 


8306190263 

90-309 

r 


0306160444 

90-309 

R 


8306170166 

90-309 

F 


8306170177* 

90-309 

F 


0306170186 

90-309 

8 


0306170430 

90-309 

8 


0306210179 

90-309 

Q 


0306230361 

90-309 

F 


0306230366* 

90-309 

F 


8306270299 

90-309 

6 


8306200009 

90-309 

P 


8306290486 

90-309 

0 

Maine* State of 

8306090218 

90-309 

0 


0306100191 

90-309 

Q 


0306100193* 

90-309 

0 


8306 1 00204 

90-309 

Q 


B306 100209* 

90-309 

0 

Manhattan Col 1 ege 

0306280389 

90-199 

H 

Mapleton Inter venors 

8306000206 

90-329 

O 

Mark 0 Jones Engineering Consultants* 

Inc. 

8306140932* 

90-329 

A 


0306140934* 

90-329 

A 


8306140939P 

90-329 

A 


8306140940* 

90-329 

A 


0306140340* 

90-329 

A 


03O614OS44» 

30-329 

A 


8306140944* 

90-329 

A 


0306140346* 

30-329 

A 


8306140946* 

30-329 

A 


6306140948* 

50-329 

A 


0306140948* 

30-329 

A 


8306140992* 

30-329 

A 


8306140952* 

30-329 

A 


8306140999* 

30-329 

A 


8306140999* 

90-329 

A 


8306140997* 

90-329 

A 


8306140997* 

90-329 

A 


8306140960* 

30-329 

A 


8306140960* 

90-329 

A 


8306140966* 

90-329 

A 


8306140966* 

30-329 

A 


8306140973* 

90-329 

A 


8306140973* 

90-329 

A 


83061 4 0979 1 

90-329 

A 


8306140979* 

90-329 

A 


8306 140987* 

30-329 

A 


AUTMOR 

AFFILIATION 


ACCESSION 

NUMBER 


SUBJECT 

CATEOORV 


Marsh it McLennan* Inc 


Corp > 


Marglandf State of 


Massachusetts Institute of Technologg 
Massachusetts! CommoniitBa 1 th of* 
Materials Engineering Associates* Inc 


Maxlfna Corp 
Mayer* Brown Platt 
McOrau-Hlll Publications Co 
Memphis State Unlv 

Mentor, KV 

Metal Bellows Corp 

Metropolitan Edison Co 


Miami Valley Power Project 
Michigan* Unlv of 


Middle South Services* Inc 
Middle South Utilities, Inc *- Middle 
South Energy* Inc 

Minnesota Project 
Minocti J 

Mississippi Power 8i Light Co 


8306140907* 

90-329 

A 

8306140592* 

90-329 

A 

8306140992* 

90-329 

A 

8306140397* 

30-329 

A 

8306140997* 

90-329 

A 

8306140609* 

90-32? 

A 

0306140603* 

90-329 

A 

8306010398 

30-290 

J 

8306020128 

30-244 

J 

8306020318 

90-247 

J 

8306030330 

TOP REP 


8306030339* 

TOPREP 


830623012S 

90-290 

J 

8306230283 

90-29 

J 

[ 0306190463 

XPORTLIC 


8306190469* 

XPDRTLIC 


8306160604 

XPORTLIC 


8306160689* 

XPORTLIC 


8306090280* 

CONTRACT 


0306220168* 

CONTRACT 


8306030363* 

90-443 

G 

8306070411 

90-443 

0 

8306060366 

NUREO 


8306190001 

NUREO 


0306170263 

NUREO 


0306240062 

NUREO 


0306090284* 

CONTRACT 


0306270239* 

40-8610 


8306200193 

FOIA 


8306160273* 

CONTRACT 


0306270410 

90-398 

0 

0306230277 

90-482 

S 

0306010494 

90-289 

Q 

830609021 1 

90-209 

Q 

8306190410 

90-209 

Q 

0306220071 

30-209 

Q 

8306290399 

30-289 

0 

8306300030 

50-207 

Q 

8306300007 

50-209 

Q 

8306060073 

90-398 

0 

0306030256* 

CONTRACT 


8306090470* 

CONTRACT 


8306210433 

ACRS 


8306240262 

TOPREP 


8306060229* 

30-382 

I 

8306030379 

FOIA 


0306270218 

90-34 1 

0 

Bd060 10074 

90-416 

p 

8306010244 

90-416 

8 

8306010261 

90-416 

9 

8306020286 

90-416 

P 

8306060098* 

90-416 

A 

0306060079 

90-416 

F 

0306060079 

50-416 

F 

0306060236 

50-416 

P 

8306070004 

90-416 

8 

8306070089 

90-416 

8 

0306070142 

90-416 

9 

8306070228 

90-416 

9 

8306070230 

90-416 

a 

0306070237 

90-416 

s 

0306070410 

90-416 

s 

0306090134 

90-416 

8 

8306100219 

90-416 

9 

8306100239 

90-416 

S 

8306100239 

90-416 

8 

0306100291 

90-416 

S 

0306140046 

90-416 

8 

0306 140094 

90-416 

6 

0306140299 

90-416 

B 

0306140299 

90-416 

9 

8306140384 

50-416 

a 

0306140494* 

90-416 

Q 

0306140967* 

90-416 

0 

0306140611 

90-416 

8 

0306140669 

90-416 

9 

0306140724 

90-416 

P 

8306140729* 

90-416 

P 

8306160271 

50-416 

P 

8306160274* 

50-416 

P 

0306200121 

50-416 

8 

0306200133 

50-416 

8 

0306200133 

50-416 

B 



CORPORATE SOURCE INDEX 


61 


AUTHOR 

AFFILIATION 


Hifsourir State of 
Miiioorif Univ ofr Columbia 
Mitfubishi International Corp (subs of 
Mltsublehl Corp ) 

Mitsui t Cp <U8A). Inc (subs of Mitsui 
& Co « Ltd ) 


Mitsui ii Co r Ltd 


Hol(|corpi Inc 
Monick Reporting Co 

Monsanto Co 

Monsanto Research Corp 


Mbritgomen^ County^ MD 

Morgan Associates 


Motor Oils Refining Co 
NUS Corp 


NUSAC* Inc 

NUTECH Engineers! Inc 


National Lautyers Guild! Houston Chapter 
Natural Resources Defense Council 


Navgi Dept of 

Nebraska Public Pouer District 


ACCESSION 

SUBJECT 


AUTHOR 


ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 

affiliation 


NUMBER 

CATEODR 

8306200142 

90-416 

0 



8306160494 

90-290 

0306200106 

90-416 

K 



8306200106 

90-290 

8306200186 

90-416 

K 



8306370163 

90-290 

8306200 109» 

50-416 

K 



8306280306 

90-290 

8306200204 

50-416 

P 



8306280444 

50-298 

8306200290 

90-416 

s 

Nebraska^ State of 


8306020463* 

CONTRACT 

8306200412 

90-416 

R 



8306230496* 

CONTRACT 

0306210140 

90-416 

F 

Neutrnn Productsi inc 


0306240341 

71-9364 

0306210140 

90-416 

F 

Neu England Coalition on Nuclear 

0306010302 

90-448 

0306230167 

90-416 

P 

Pa l lutlon 









0306030399 

30-443 

0306230167 

50-416 

P 





0306270077 

90-416 

P 



0306030399 

90-443 

03O627OOBOe 

50-416 

P 



0306030359* 

90-443 

0306270116 

30-416 

Q 



0306030359* 

90-443 

8306270126 

90-416 

S 



0306030363* 

90-443 






8306290956 

50-443 

8306270132 

90-416 

0 





0306270169 

90-416 

B 

Ney Hampshire. State of 


0306010342 

90-443 

0306270209 

90-416 

P 



0306010342 

90-443 

8306270346 

90-416 

S 



03060 I 038 4 

90-443 

0306270439 

50-416 

8 



0306010384 

90-443 






8306270372 

State Pr 

0306270439 

90-416 

6 





8306200108 

90-416 

S 

Ncui Jersey! State of 


0306020047* 

90-320 

8306280207 

90-416 

9 

Neui York City Auduban Society 


0306200324 

90-247 

0306200329 

90-416 

s 

New York, state Univ, of! Buffalo 

8306170092* 

90-97 

0306200471 

90-416 

0 

New Yorkr State of 


0306010094 

90-201 






0306030 176* 

50-322 

0306200903 

90-416 

P 





0306200999 

90-4 16 

S 



0306060231 

PR 

0306290211 

90-416 

0 



0306060233 

PR 

8306290211 

90-416 

Q 



0306300190 

PR 

0306300163 

90-416 

8 



0306300176 

PR 




New York! State Of, Energy Office 

0306220123 

90-410 

0306300179 

90-416 

S 





8306i60322« 

50-483 

0 



0306290393 

50-322 

0306190169 

90-106 

F 

Newburyr MA 


8306200912 

50-443 

0306240019 

XPOHTLIC 


Niagara Mohawk Power Corp 


8306010063 

50-220 






030601 02 9B 

50-220 

0306030163 

XPORTUIC 




8306010360 

50-220 






0306010412* 

50-220 

0306160624 

XPORTLIC 




0306010493 

90-410 

8306160724* 

XPORTUIC 




03O6QSOO94 

50-820 

0306140260 

XPORTLIC 




03O6Q2O150 

50-820 

0306190450 

XPORTLIC 




6306020189 

50-820 

0306150459 

XPORTLIC 











0306030392 

90-220 

8306080230 

40-S794 




0306060199 

90-220 

8306070026* 

FOIA 




6306070034 

50-220 

0306070027* 

POIA 




0306080273 

90-410 

0306010099 

40-6900 




0306100143 

90-820 

0306020677 

XPORTLIC 











8306130303 

50-410 

0306030194 

40-6900 




0306140440 

90-410 

8306030906 

40-6900 




0306140449* 

50-410 

8306220056 

50-170 

0 



0306140598* 

50-410 

8306070414 

90-247 

0 



0306140564* 

90-410 

8306150429 

90-247 

0 










0306200214 

90-220 

0306200342 

90-247 

T 



0306200290 

50-410 

0306230376 

90-247 

0 



0306200262 

50-410 

0306270160 

90-247 

0 



0306210182 

90-410 

0306060302 

90-494 

0 



0306210199 

90-410 

8306160030 

90-146 

p 










0306210200 

90-410 

0306240349 

FOIA 




B3062S0096 

90-410 

8306200290 

XPORTLIC 




0306220104* 

90-410 

0306280261 « 

XPORTLIC 




0306220107* 

90-410 

0306210344* 

CONTRACT 




0306270122 

50-410 

0306100136* 

50-366 

p 










0306270294 

90-410 

0306140949* 

90-324 

Qi 



0306200295 

50-410 

8306160366* 

90-341 

A 



8306200422 

90-220 

0306170394* 

90-263 

P 



0306200424* 

50-220 

0306230391* 

90-331 

P 



8306280909 

90-220 

0306160994 

90-289 

0 










03062009 13* 

90-220 

0306090234 

90-922 

o 



03O628D99O 

50-410 

0306220146 

90-937 

0 



03O62BO997 

90-410 

0306220193* 

90-537 

Q 



0306200609 

50-410 

8306220197* 

90-537 

Q 



0306300241 

90-280 

8306270370 

90-289 

H 

North Carolina Municipal Power 

Agent les 

0306200396* 

90-36? 

8306000326 

71-9017 


North Ceroltna State Univ 


8306210410 

ACpa 

0306220198* 

CONTRACT 


North Shore Conuslttee Against 

Nuclear tr 

8306190370 

50-322 

0306020140 

90-290 

R 

Thermal Pollution 




0306060261 

90-290 

J 

Northeast Nuclear Energy Co. (tube of 

0306010340 

90-213 

0306000061 

90-290 

F 

Northeast Utl litles) 









8306010434 

50-249 

0306000219* 

90-290 

<1 





0306100133 

90-298 

P 



03O6OSOO77 

90-336 

0306130339 

90-898 

B 



8306020084 

50-245 

0306140716 

90-290 

Q 



0306020397 

90-249 

8306160464 

90-298 

P 



0306030319 

50-249 






8306030326 

90-849 

8306160466 

90-290 

P 





8306160477 

50-298 

R 



8306060090 

90-213 

0306160408 

90-298 

R 



0306060090 

90-813 
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CORPORATE SOURCE INDEX 


author accession 

AFFrulATION NUMDeS 

SUBJECT 

CATEOOHY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

8306060090 

90-213 

H 


9306280430 

90-336 

S 

9306060096 

30-336 

P 


0306280478 

50-245 

P 

0306060143 

90-423 

A 


8306280492 

90-423 

B 

9306060154 

50-336 

F 


0306200534 

50-245 

P 

8306060207 

90-213 

P 


8306300140 

50-249 

P 

B3 06060263 

90-245 

R 


8306300140 

90-249 

P 

8306070136 

90-245 

F 

Northeasf; Utilities Barvice Co 

8306160412 

90-213 

P 

9306080058 

90-245 

P 

Northern States Power Co 

8305060493 

30-263 

Q 

8306090232 

90-249 

P 


8306010349 

30-203 

P 

630614036^1 

90-336 

P 


8306010441 

30-263 

P 

6306160338 

90-245 

R 


8306020008 

30-S63 

R 

8306170042 

90-336 

S 


8306020167 

30-202 

R 

8306170046 

90-245 

s 


0306060004 

50-263 

Q 

8306170300 

90-245 

s 


0306090230 

90-202 

P 

830617039! 

50-213 

a 


0306090230 

30-282 

P 

8306170391 

30-213 

Q 


8306090237 

90-282 

F 

8306170391 

50-213 

0 


0306090237 

50-202 

F 

8306200104 

50-336 

3 


8306090239* 

50-202 

F 

B306200313« 

50-245 

0 


8306090239* 

50-282 

F 

B3D620O328« 

50-245 

Q 


0306090237* 

50-202 

F 

9306230209 

30-245 

P 


8306090261* 

30-202 

F 

83O624OS0O 

30-213 

P 


8306090263 

30-202 

F 

9306270129 

50-245 

3 


8306100059 

50-282 

F 

8306270228 

50-213 

& 


0306100059 

90-202 

F 

8306270255 

50-336 

P 


0306130438 

50-263 

5 

8306280231 

50-336 

S 


8306140002 

50-202 

R 

0306290321 

50-249 

P 


0306140002 

50-282 

R 

8306280346 

50-423 

3 


8306160430 

50-263 

F 

8306280353 

50-336 

S 


8306170134 

50-263 

0 

8306290412 

50-245 

P 


0306170232 

50-282 

a 

8306280414 

90-336 

Q 


0306170353 

90-263 

P 

9306290430 

50-336 

B 


8306200109 

50-263 

ft 

8306280478 

50-245 

P 


8306200100 

90-263 

F 

8306280482 

50-423 

S 


0306200390 

50-202 

P 

0306290534 

50-249 

P 


8306200390 

50-282 

P 

8306300140 

50-245 

P 


8306210094 

50-263 

F 

6306300140 

50-245 

P 


0306230079* 

50-202 

F 

il£tU» 8304110936 

50-249 

I 


8306230087* 

50-282 

F 

8306010340 

90-213 

P 


0306280340 

50-202 

Q 

9306010434 

90-249 

s 


8306280340 

50-202 

0 

9306020077 

90-336 

R 


8306200349* 

50-282 

0 

9306020004 

30-249 

R 


0306280345* 

50-282 

a 

9306020397 

50-249 

S 


0306280499 

50-263 

F 

8306020449 

PR 


Nortonr Burkes Berry & French 

8306060275 

50-275 

0 

8306030319 

90-249 

B 


8306160979 

90-279 

0 

8306030326 

50-249 

8 


0306160579 

90-275 

0 

8306060090 

90-213 

H 


8306160984* 

90-279 

0 

8306060090 

90-213 

N 


0306160504# 

50-279 

0 

8306060090 

50-213 

H 


0306160999* 

90-279 

0 

8306060098 

50-336 

P 


8306160999* 

30-279 

0 

83060601 43 

90-423 

A 


0306260920 

90-279 

G 

83060601 54 

50-336 

F 

Nuclear Assurance Corp 

8306020199 

90-266 

F 

0306060207 

90-213 

P 


8306100018 

50-266 

P 

9306060263 

50-249 

R 


8306230166* 

FOIA 


8306070136 

50-249 

F 


8306230220* 

CONTRACT 


8306080058 

50-245 

P 


8306240497 

71-9010 


8306090232 

30-249 

P 

Nuclear Club, inc, . The 

0306060034 

FOIA 


8306130233 

REVIEN 

ORP 


8306160143* 

FOIA 


83061 4036 1« 

90-336 

P 

Nuclear Consulting Servlcssr Inc 

8306080077 

N18C 


8306160398 

50-245 

R 

Nuclear Energy Liability loturance 

8306030338 

TOPREP 





Aetoclatlon 




8306160412 

50-213 

P 





8306160412 

50-213 

P 


0306030339* 

TOPREP 


8306160412 

90-213 

P 


8306300113 

90-200 

J 

e306l60424« 

50-213 

P 


B3063Q01 16 

TOPREP 


8306160424* 

90-213 

P 

Nuclear Energy Service, Inc 

8304290092* 

90-409 

P 





8306020178* 

30-271 

P 

8306160424* 

90-213 

P 





8306170042 

90-336 

8 


8306020184* 

50-271 

P 

8306170046 

50-249 

6 

Nuclear Fuel Services, Inc (tubs of 

8306030203 

70-143 


8306170300 

50-245 

S 

Getty Oil Co } 




8306170391 

50-213 

Q 


8306000381 

70-143 






0306150269* 

70-143 


8306170391 

50-213 

Q 


0306160656 

70-143 


8306170391 

50-213 

a 





8306200104 

90-336 

8 


0306290972 

70-143 


8306200313* 

90-245 

0 


0306290988 

7i-6337 


9306200322* 

30-249 

Q 

Nuclear Lau Center 

0306290946 

90-142 

G 




Nuclear Packaging, Inc 

0306030135 

71-9199 


0306240200 

90-213 

P 


0306070453 

71-9182 


0306270129 

50-245 

3 





9306270295 

50-336 

P 


8306070459* 

71-9102 


9306270298* 

50-336 

P 

Nuclear Phar/nacy, Inc 

0306 1 60098 

FOIA 


830620023 1 

50-336 

8 


0306160174 

FOIA 





Nuclear Plant Safety 

3306030373 

FOIA 


8306280321 

50-245 

P 

O^Brien-Kreit jberg & A««oelatei> Inc 

8306060043* 

90-946 

A 

8306280346 

30-423 

5 





8306280333 

90-336 

8 

O^NeiUi J. 

8306070372 

50-199 

0 

8306280412 

90-245 

P 


8306070379* 

90-199 

0 

8306280414 

90-336 

0 


0306070424 

90-199 

0 



CORPORATE SOURCE INDEX B 


AUTHOR 

affiliation 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUliSER 

SUBJECT 

CATEOOF 

Oak Ridf? National Laboratory 

8306010066 

NUREO 



0306210171# 

50-275 


6306020122 

NUREC 



0306230365 

50-275 


0306000041* 

fdia 



8306230422 

50-275 


0306160631* 

50^135 

P 


83062403 1 B# 

50-275 


83062 lOSS^l 

NUREO 



8306240398 

70-2375 


8306210330 

NUREO 



B3062E303 32 

50-275 


6306280080 

30-259 

P 


0306280308 

50-275 


6306280089 

MUREO 



B3062B0394* 

50-275 


B306280093 

NUREO 



03O62BO396# 

50-275 

Ocalai FL 

0306030325* 

30-302 

1 


0306280421 

50-275 

Office of hanagement U Budget 

0306070475 

ORO 



6306260451 

50-275 

Offihoro Pauer Syste^ns Isuhs of 

B3O6230169* 

50-416 

P 


B3062B0320 

50-275 

We»fcinghou»e Electric Corp } 





0306200320 

50-275 

Ogle PetroleutTi. Inc 

8306130367 

40-8745 



0306260322 

50-275 

Ohio Citizens for Responsible Energy 

0306060381 

50-440 

A 


6306200323 

50-275 


0306270014 

50-440 

0 









0306260326 

50-275 


0306270014 

50-440 

0 


6306300041 

50-275 


6306270017# 

50-440 

0 


B3063D0OB9# 

50-273 


0306270017# 

30-440 

0 


0306300093# 

50-275 


8306290536 

50-440 

0 


83063Q0211 

50-275 


8306290536 

50-440 

0 









8306300217* 

50-275 


0306290549# 

30-440 

0 

Pacific Legal Foundation 

8306170394 

50-322 


0306270549# 

30-440 

0 


8306220008 

50-322 

Oklahoma* Unzv of 

8306010081 

NUREO 



8306270280 

50-322 


03O62BO569 

50-112 

p 


8306290505 

50-322 


0306280501# 

30-112 

p 








Pacific Potuer Light Co 

0306200213* 

50-344 


0306200594# 

30-112 

p 

Palmetto Alliance 

0306060297 

50-413 

Omaha Public Pouer District 

0306060153 

30-283 

p 


0306100196 

50-413 


8306060299 

50-283 

s 


03061 50305 

50-413 


0306000236# 

30-803 

Q 

Parameter* Inc 

0306240050 

NUREO 


0306090032* 

30-283 

F 








Parent* Concerned About Indian Point 

8306060180 

50-247 


0306100102 

30-203 

P 


B30 6090300 

50-247 


0306100106# 

30-283 

P 


8306090300 

50-247 


8306130130# 

50-285 

Q 


8306090347 

50-247 


8306130260 

30-205 

P 


8306090347 

30-247 


0306130364 

30-205 

0 









8306090350 

50-247 


0306160354# 

50-203 

F 


6306090350 

50-247 


0306200358 

30-283 

R 

Pathfinder Mine* Corp 

8306140166 

40-6622 


0306210360* 

30-283 

F 


8306160334 

40-2259 


8306270105 

50-283 

P 


0306160656 

40-2259 


8306200233 

50-285 

P 








Pauif Ueli*> Rlfkind* Uharton St Oarrlson 

8306210393 

FOIA 


6306280464 

30-205 

P 

Peabody International Corp 

0305240443# 

50-293 


8306200487 

30-285 

P 

Pennsylvania Pouier -St. Light Co 

8306010061 

50-307 


8306300069 

50-285 

P 


0306010066 

50-307 

Orange County Alliance far Survival 

8306160046 

50-206 

Q 


B3060 10070 

50-387 

Oregon State Unlv 

0306070044 

30-243 

8 









83060 10099 

50-387 

Qregonr State of 

8306230509# 

CONTRACT 


8306010150 

50-387 

□rrickt Herrington it Sutcliffe 

8306220084 

30-861 

0 


8306010177# 

50-387 

Overseas Packing* Inc 

8306210342 

FOIA 



8306010218 

50-387 

PBl TnHgstries 

03O'6O3O348 

MI8C 



831^60 i 0^70 

50-307 

Pacific Air Products Co 

0306240293* 

QA999 










6306010309 

50-307 

Pacific Oaf it Electric Co 

0306010347 

50-275 

R 


8306010313 

50-307 


0306020214 

50-275 

R 


8306010323 

50-307 


8306020309 

30-133 

R 


8306010330 

50-387 


0306030162 

30-275 

P 


8306010330 

50-307 


0306030162 

50-275 

P 









8306020233 

50-387 


0306060155 

50-275 

F 


8306020369 

50-387 


0306060275 

30-275 

0 


83 06020 3 B2 

50-397 


0306060275 

30-275 

0 


8306020394 

50-307 


0306070036 

50-133 

H 


0306030401 

50-307 


8306070270 

30-275 

P 









B30602D429 

50-307 


0306070275* 

30-275 

P 


B3060S0429 

50-387 


0306070278# 

50-275 

P 


8306020444* 

50-307 


8306070292 

30-275 

R 


8306070214 

50-307 


0306070297* 

30-275 

R 


8306090021* 

50-387 


0306100067 

30-273 

8 









8306090021* 

50-307 


0306 100002 

30-275 

8 


8306090026* 

50-387 


0306140031 

30-275 

P 


8306090246 

50-387 


0306140031 

50-275 

P 


8306140482 

50-307 


8306160461 

50-133 

n 


8306140492 

50-387 


0306160526 

50-275 

R 









B30614064Q 

50-387 


8306160529* 

50-275 

R 


8306140648 

50-387 


8306X60535 

50-275 

R 


0306160472 

50-387 


8306160579 

50-275 

0 


0306170015 

50-387 


8306160579 

50-275 

O 


0306170037 

50-387 


8306160504# 

30-275 

0 









0306170180 

50-307 


8306160584# 

50-275 

Q 


8306170191* 

50-307 


8306160595# 

50-273 

Q 


8306170217 

50-307 


83061 60595# 

50-273 

0 


6306170250 

50-308 


8306210044 

30-273 

8 


8306170413 

50-387 


8306210078 

30-275 

a 









0306210050 

50-307 


8306210080 

30-133 

Q 


8306210079 

50-308 


0306210111 

50-275 

P 


0306210143 

50-387 


8306210162 

50-273 

R 


8306210212 

50-387 


8306210164 

50-273 

S 


0306230297 

50-387 



516 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


Pinncf^lvAnli 9t«te Univ 
P>nntvlv«nlar Commonutalth o^i 


Pharma top ftj Inc 
Phllaif clphla Electric Co 


ACCESSION 

UUMDER 


8306230430 
B3 06230430 
83 06230*1 66 
0306230*166 
8306270248 

8306270233« 

83062800-06 

8306280140 

8306280348 

8306280360 

830628039*7 

8306280434 

8306280510 

8306280310 

8306280548 

8306300092 

8306300183 

8306070452 

8306240157 

8306010372 

8306010372 

8306010300* 

G3O6O1O30O* 

8306070271 

8306070277* 

8306070407* 

8306220046 

8306160139* 

8306010233 

8306010233 

0306010239* 
8306010240* 
8306010240* 
9306010243* 
830601 0243* 

8306010292 

6306D1043B 

8306010449# 

8306020277 

8306020299 

8306020378 

8306020396 

8306060197 

8306060197 

8306060196# 

8306060198# 

0306060332 

8306070239 

8306070239 

S306D7029S 

8306070299 

0306070299# 

0306070299# 

8306070301# 

0306070301# 

8306070330 

8306070330 

8306070363 

8306070363 

8306070374# 

0306070376# 

8306070379# 

8306070383# 

8306070383# 

8306070387# 

0306070391# 

8306070399# 

8306070399# 

8306070398# 

8306070403# 

8306090212 

830609021^ 

0306090219 

8306090219 

9306090226# 

8306090226# 

8306090240 

8306090240 

8306100069 

0306100065 

8306100109 

8306100109 

0306100110 

0306100110 

0306100241 


SUBJECT 

CATEQORV 


90-387 E 
SO “387 E 
50-387 E 
90-387 E 
30-387 R 

90-387 R 
90-307 8 

50-387 B 
50-387 S 
SO- 387 P 

30-387 S 
50-387 S 
50-387 S 
50-387 8 

90-397 B 

90-307 F 
50-387 P 
NUREO 
90-5 P 
90-392 O 

50-352 O 
90-352 0 

50-352 0 

50-289 O 
90-289 0 

90-289 O 
90-289 O 
FOIA 

90-352 A 
50-352 A 

90-352 A 
50-352 K 
50-352 K 
90-352 C 
50-352 C 

90-352 A 
50-278 e 
90-278 8 

90-277 S 
90-277 P 

90-277 P 
90-277 8 

50-277 F 
50-277 F 
50-277 F 

50-277 F 
90-352 O 
90-352 A 
90-392 A 
90-^92 G 

90-392 Q 
90-392 0 

90-352 0 

90-392 0 

90-392 O 

90-392 E 
90-392 E 
90-277 P 
SO- 277 P 
90-277 P 

90-277 P 
90-277 P 
90-277 P 
90-277 P 
50-277 P 

90-277 P 
90-277 P 
90-277 P 
90-277 P 
90-277 P 

50-352 O 
50-392 O 
50-277 P 
90-277 P 
50-277 P 

90-277 P 
90-392 0 

90-392 0 

90-392 A 
50-392 A 

50-392 A 
90-392 A 
90-392 E 
50-392 e 
50-392 A 


AUTHOR 

AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEOOfiV 


8306100241 

0306140263# 

0306140263# 

0306140391# 

0306140395 

8306140395 

8306140398# 

8306140949 

8306140549 

8306140606 

8306140606 

8306140624 

8306140624 

8306190393 

8306190393 

0306150397 
8306 1 6000 1 
8306160001 
8306160310 
8306160310 

8306160340 

0306160340 

0306160371 

0306160371 

8306160377 

8306160377 

8306160379 

8306160379 

G3061604B6# 

8306160327 

8306160527 

8306160573 

8306160573 

8306160603 

8306160603 

8306160609# 

6306160609# 

8306170017 

8306170163 

8306170210 

8306170310 

8306170278 

8306170309 

8306170309 

0306170369 

0306170369 

8306200117 

0306200117 

0306200144 

0306200169# 

8306200183 

8306200103 

8306200317 

8306200317 

0306210076 

8306210076 

8306210283 

8306230276 

63062/0086 

8306270086 

8306270212 

8306270212 

0306270261 

0306270261 

0306270264# 

8306270264# 

8306270268# 

8306270268# 

0306270319 

8306270315 

0306270340 

8306270340 

8306270369 

0306270369 

8306270413 

8306270413 

8306270423 

8306270423 

8306270459 

0306270499 

8306280239 

8306200239 

8306200301 

8306200417 

8306200989 


90-332 A 
50-277 Q 
90-277 0 
90-277 F 
90-392 F 

50-352 F 
30-277 F 
30-352 E 
90-352 E 
90-392 E 

30-352 E 
50-392 E 
50-392 E 
50-392 0 
50-392 0 

90-322 0 
50-352 E 
50-332 E 
90-352 A 
90-332 A 

50-352 A 
50-392 A 
50-352 E 
30-352 e 
50-332 4 

90-352 A 
50-277 R 
50-277 R 
50-277 Q 
50-352 £ 

50-352 E 
90-352 E 
50-352 E 
90-352 0 
50-392 0 

50-392 0 
50-352 Q 
90-277 B 
90-277 « 
50-392 A 

50-392 A 
50-277 G 
50-352 A 
50-352 A 
50-352 E 

50-352 E 
50-352 A 
90-352 A 
50-277 a 
90-277 a 

50-392 F 
90-352 F 
90-352 E 
50-392 E 
50-277 n 

50-277 R 
30-392 C 
30-352 A 
90-352 e 
30-352 E 

30-392 A 
50-392 A 
50-277 P 
90-277 P 
90-277 P 

50-277 P 
90-277 P 
90-277 P 
90-392 E 
50-352 E 

90-392 E 
50-392 E 
30-392 A 
90-392 A 
90-392 0 

50-392 Q 
90-392 A 
50-392 A 
90-352 A 
50-392 A 

90-277 Q 
50-277 0 
50-352 E 
50-352 9 
90-352 A 



CORPORATE SOURCE INDEX 


51 


AUTHOR 

AFFILIATIOM 


Phi IbMcki 6 S 

Pickftrdr Lowe & Oarrlck* Inc 
Plano Archafio log leal Coniul. tantss 
Plateau Rsioureasi Ltd 


Porter Contuitanttj Inc, 
Portland Oenoral Electric Co 


Potter ii Carbine 

Power Authority of the State of hlaui 


ACCESSION 

NUMBER 


B306300016 

B30600001A 

B306GOOOS4 

6306300024 

0306300133 

6306300133 

0306300200 

0306300200 

0306300221 

0306300221 

8306340112* 

8306210336* 

8306230030* 

8306130347 

8306140396 

8306140367* 

6306220311 

8306240364 

6306010073 

6306010316 

630602011? 

8306030293 

0306070071 

6306070207 

8306070209 

6306070SU* 
63060702 1 2 
8306070213* 
6306130419 
8306160392 

6306170193 
6306170303 
6306170317 
Q 306 170400 
6306200192 

6306200191 
8306200207 
6306200210* 
6306230323 
63062304 t 4 

6306830449 

63062402S6 

6306240316 

8306270394 

8306280613 

6306260617* 
6306290242 
6306060010 
York 8306010112 
813(^6010312 

0306010346 

0306020490 

0306030224 

6306030349* 

8306060121 

8306070109 

6306070197* 

8306070303 

6306070414 

8306000034 

6306090299 

6306090299 

8306090302 

8306090304* 

8306090307* 

8306090317 

8306090317 

8306090329 

8306090329 

8306090340 

8306090340 

8306090397 

6306100017 

8306100100 

0306100113 

8306100293 

8306100296* 

8306130111 

8306130111 

0306130111 

8306140193* 

03061401^9* 

8306140277 

8306140310 

8306140970 


90-344 

90-344 

90-344 

30-344 

30-344 

90-344 

90-344 

90-344 

PR 

REOOO 

PR 

90-344 

90-344 

90-344 

90-344 

50-344 

PR 

90-394 

90-333 

90-3*33 

90-206 

50-236 

90-236 

90-236 

90-333 

90-206 

90-206 

90-333 

90-247 

90-206 

90-247 

90-247 

90-266 

90-286 

90-206 

90-247 

90-247 

90-247 

90-247 

90-247 

90-247 

90-247 

90-333 

90-333 

90-266 

90-206 

90-266 

30-206 

30-206 

90-206 

90-333 

90-333 

90-266 

90-333 

90-206 


SUBJECT 

CATeoORV 

90-392 

90-352 

90-392 

50-392 

90-392 

90-392 

30“392 

90-392 

90-392 

30-392 

FOIA 

FOIA 

40-6681 

40-7069 

40-8690 

40-0696 

40-0674 

NURE<? 

30-344 

90-344 

90-344 

90-344 

90-344 

90-344 

30-344 

90-344 
90-344 
90-344 
90-344 
90-344 


AUTHOR 

AFriLIATlON 


ACCEB5IDN 

WUfieER 


SUBJECT 

CATEGORY 


0306190429 
0306160389 
63061604 90 
0306170249 
0306200137 

B306200342 

8306200342 

8306200344* 

8306200346* 

8306200346* 

0306200379 
0306200401 
0306200403 
03062004 1 1 » 
0306210060 

0306510136 

9306210144 

0306210196 

6306210170 

8306210100* 

0306230170 

0306230174* 

0306230376 

B306270160 

0306280-466 

0306280500 

0306300142 

Power Engineering Society 0306160460 

Professional Reactor Operator Society 0306060070 

Project lianageaient Corp 0306270317 

Public tntereet Research Oroupr New York 83Q6070421 

0306090300 

0306090300 

0306090300 

0306090300 

0306090350 
8306090350 
03061 903 S? 
0306230346 
6306010339 


Public Service Co of Colorado 


Public Service Co> of Indianai InCt 


6306010343 

6306010344* 

6306010345* 

6306010411 

6306010416* 

8306010417* 

6306060130 

0306060134 

6306070103 

03O'6O7C)1O6« 

8306070197 
6306 1 40733 
0306160266 
8306160434 
0306160941 

6306210011 
6306210293 
8306210373* 
6306280217 
63062 &0226* 

0306280236* 

6306280246* 

0306280260* 

6306200262* 

8306200266* 

0 3062 Q 0272* 
83O62SO270* 
03O62BO263* 
8306280200* 
03O62BO293* 

0306280296* 

6306200302* 

0306280307# 

0306280313* 

0306280343 

0306200394 

8306300097 

0306300090 

0306300104 

0306300107* 

8306300111* 

8306300187 

0306060039 

8306060039 

6306070144* 


90-247 

50-206 

90-286 

90-286 

50-333 

50-247 

50-247 

50-333 

50-247 

50-247 

50-333 

50-206 

90-266 

90-286 

50-266 

30-206 

90-266 

90-333 

90-286 

50-266 

90-333 

90-333 

90-247 

90-247 

90-333 

90-333 

PR 

REOOD 

FOIA 

90-937 

90-347 

90-347 

90-347 

90-347 

90-347 


50-267 

90-267 

90-267 

30-267 

30-267 


90-267 

90-267 

30-267 

90-S67 

90-267 


90-247 T 
50-247 T 
30-247 0 
30-247 0 
90-267 P 


50-267 P 
50-267 P 
50-267 8 

50-267 P 
50-267 P 


90-267 Q 
90-267 0 
50-267 F 
50-267 6 
50-267 B 
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CORPORATE SOURCE INDEX 


Public Strvic-B 


Public Strvice 
xiirtsy 


AUTHOR ACCESSION 

/^FFlLlATiaw NUfIBER 

SUDJECT 

CATEGORY 

author 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

9306070 1 47 • 

50-546 Q 


0306270304* 

50-272 

F 

0306070377 

50-546 3 


8306270343 

50-272 


9306140596 

50-346 A 


8306280256 

50-272 


9306 140596 

S0-S46 A 


8306280488 

50-272 


9306170192 

30-346 S 


8306200542 

50-272 

F 

9306270138 

30-346 K 


0306280542 

50-272 

F 

0306270138 

30-346 K 


8306280390* 

50-354 

C 

0306270149* 

30-546 C 


0306290313 

50-272 

f 

0306270 149* 

30-346 C 


0306290409 

50-354 

V 

9306270132# 

30-346 K 


8306290431* 

30-354 

F 

9306270132# 

30-346 K 


8306290438* 

50-354 

fi 

8306270219 

30-346 A 


9306290433# 

50-334 

C 

0306270219 

30-346 A 


8306290444# 

30-354 

F 

83 06270373 

30-546 S 


8306290448* 

50-354 

k 

Co of Nbw Hamps-hlre 8306010448 

50-443 A 


8306290449# 

30-354 

k 

8306010449* 

30-443 0 


8306290451# 

50-354 

k 

0306030177 

30-443 E 


8306290454* 

50-354 

F 

8306030177 

30-443 E 


0306290456# 

30-354 

k 

9306000123 

30-443 E 


8306290437# 

30-354 

k 

9306080123 

30-443 E 


83062904 38# 

50-354 

k 

9306130387 

30-443 0 


8306290460* 

30-354 

k 

9306130387 

30-443 0 


0306290465* 

50-354 

k 

0306130388 

30-443 0 


0306290468# 

30-334 

k 

0306130388 

30-443 G 


8306290469# 

50-354 

k 

9306170169 

30-443 S 


0306290471# 

50-354 

K 

8306200236 

30-443 E 


0306290473# 

50-354 

K 

9306200-330 

30-443 E 


0306290474# 

30-354 

k 

8306200330 

30-443 E 


0306290477# 

50-354 

k 

8306200397 

So-443 E 


0306290478* 

50-354 

K 

8306200397 

30-443 E 


0306290479* 

50-354 

K 

9306230432 

50-443 A 


0306290482* 

50-354 

k 

9306200543 

50-443 0 


0306290404# 

50-354 

K 

8306280543 

50-443 B 


8306290497* 

50-354 

k 

Elscbrlc U Oat Co -of Neu 9306010328 

50-311 B 


0306290489* 

50-354 

K 




0306270491* 

50-354 

K 

8306020232 

30-272 F 








0306290494* 

50-354 

K 

8306020240# 

50-272 F 


8306290497# 

50-354 

« 

9306020240# 

30-272 F 


8306300 1 90 

50-272 

P 

8306020406 

50-311 8 


0306300194* 

50-272 

P 

B306030141 

30-272 P 

Purdue Unlv 

03O6OBOI6S 

NURE6 


8306030141 

50-272 P 








0306230202 

50-102 

8 

0306030198 

30-311 S 

R E Williams 6 Aseoclaiesr Inc 

8306020263 

40-2259 


830603030! 

50-311 a 


0306020269# 

40-299 


8306030344 

30-311 a 


0306200111 

40-0504 


8306030349 

50-272 9 

R9A Corp 

0306060004* 

FOIA 


8306070150 

50-272 F 








0306060005* 

FOIA 


8306070164 

30-272 F 


8306060012# 

FOIA 


0306070177 

50-272 Q 


0306060025# 

FOIA 


0306070177 

30-272 0 


0306060033# 

FOIA 


8306090049 

50-272 F 

Radiac Research 

8306080256 

FOfA 


9306090049 

50-272 F 







Radlalilon Management Corp 

8306270251* 

50-307 

R 

9306140036 

30-272 V 

Radiation Safety Servicesr Inc 

0306010069 

40-2061 


8306140036 

30-272 V 

Reedi J Q 

8306030331 

30-403 

0 

8306140043 

30-272 H 


8306230344 

50-403 

0 

9306140043 

30-272 H 

Rensselaer Polytechnic Inst 

8306070473 

NUREG 


9306140039 

30-272 P 








0306210371* 

CONTRACT 


9306140059 

30-272 P 

Republic Steel Corp 

03060304 5 1 

FOIA 


0306140063# 

30-272 P 

Reuter-Stokes# Inc 

0306150462 

XPDRTLIC 


9306140063# 

30-272 P 

Rhode Islandi State of 

8306000329 

50-193 

F 

8306140261# 

30-272 Q 

Richard W Bletjacker 1. Aasdclatesi Inc 

0306070352# 

50-413 

F 

9306150267 

30-272 R 







Rldlhalghi Egger* (< Associates 

0306140210 

PROJ 


9306150270# 

SO-272 R 


0306210332# 

FOIA 


8306150270# 

30-272 R 


8306240370 

PRQJ 


8306160430 

30-272 P 


8306240443 

PROJ 


9306160438 

30-272 P 


0306240446# 

PROJ 


830616044a# 

30-272 0 








0306240450# 

PROJ 


9306170021 

50-311 8 

Rio Algomi Ltd 

8306200171 

40-0004 


8306170144 

30-272 6 


8306200175# 

40-0004 


8306170153 

50-311 S 


0306200285# 

40-8004 


8306170207 

30-311 S 

Rlverdale Transit Corp 

8306090340 

50-247 

F 

9306170338 

30-272 S 







Riverside Countyi CA 

8306000301 

FOIA 


0306170363 

50-31 1 8 

Robert L Cloud Assoclatesi Inc 

0306170300 

50-275 

R 

0306170381 

50-272 8 

Robert Packer Hosp SayreiPA 

0306150166# 

70-2669 


9306200133 

50-31 1 R 


8306150169* 

70-2669 


0306200226 

30-272 R 

Rochester Oas Electric Corp 

8306020079 

50-244 

P 

9306200240 

30-272 R 








8306020274 

50-244 

R 

9306 2002 40 

30-272 R 


8306020449 

PR 


9306210176 

30-272 Q 


0306020451 

50-244 

R 

0306210176 

30-272 Q 


8306020453 

50-244 

R 

930621018? 

30-272 8 


8306060036 

50-244 

0 

0306270108 

30-311 8 








8306060057 

50-244 

P 

830627026? 

30-272 8 


8306070250 

50-244 

F 

830627029? 

50-272 P 


0306140025 

50-244 

Q 

8306270299 

50-272 P 


8306140410 

50-244 

Q 

8306270304# 

50-272 P 


8306140595 

50-244 

P 



CORPORATE SOURCE INDEX 
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AUTHOR ACCESSION 

AFFILIATION NUMBER 

SUBJECT 

CATEOOR V 

AUTHOR 

AFFILIATION 

ACCESS ION 
NUMBER 

SUBJECT 

cateoor 


0306150309 

50-244 

Q 

Science Applications# Inc 

0209030325* 

50-346 


0306160485 

50-244 

R 


8209200365* 

50-254 


8306170032 

50-244 

P 


8209200370* 

50-293 


8306170201 

50-244 

8 


8211220337* 

50-245 


83062003 I 4 

50-244 

P 


8306020583* 

50-290 


B306210015 

50-244 

0 


0306090452* 

contract 


0306210034 

50-244 

S 


0306130328* 

50-382 


0306220022 

50-244 

0 


0306160631* 

50-155 


8306240177 

50-244 

P 


0306220233* 

CONTRACT 


830624029S 

50-244 

p 


8306220276* 

CONTBACT 


B306240302« 

50-244 

p 


0306280057* 

CONTRACT 


030624031 1 

30-244 

p 


0306280118* 

CONTRACT 


0306270257 

50-244 

p 


8306280147* 

CONTRACT 


8306270360 

30-244 

p 

Science Management Corp 

8306090373 

FOM 


RocheitBt', Univ ofi 0306030456 

70-2982 


Scrlpps-Houard Neu^spapers 

0306210314 

50-10 


Rotkl^nd County 1 NY 8306200098 

50-247 

H 

Seacaait Anti-Pol lut 1 on League 

8306010444 

50-443 


Rocky Mountain Energy Co 83060704SO 

40-8697 



8306290521 

50-443 


8306160329 

40-8697 



0306290532 

50-443 


8306160567 

40-0300 


Senate 

G21 1160565* 

50-806 


8306160576* 

40-8380 



83061 50343* 

50-272 


8306200425 

40-8380 



8306160131* 

FOIA 


Rontfdut Associates 8306200440 

ACR8 


SenatPi Labor & Human Resources 

8306140505* 

CQHMISSIG 

R0f»e« U 0r4y 8306060305 

50-309 

0 

Sensible Maine ppuer 

8306020358 

50-309 


8306060332 

30-309 

0 

Shau# Plttmani Potts 8< Troubr 1 ilge 

8306010390 

60-400 


8306070290 

50-309 

0 


8306010390 

50-400 


8306070296 

50-309 

0 


83060 I039S* 

50-400 


8306150387 

50-443 

0 


8306010395* 

50-400 


8306150387 

50-443 

0 


8306010454 

50-209 


8306150388 

50-443 

0 


0306030329 

50-289 


8306150388 

50-443 

0 


8306030336 

50-400 


8306280543 

30-443 

0 


8306070291 

50-400 


RothS«hlldr 0 E 8306220117 

30-456 

0 


8306070419 

50-302 


Roy F NestoHi Inc 8306240057* 

CONTRACT 



8306090211 

50-209 


SEP Ouner* Group 6306130233 

REVIEW ORP 


8306100091 

50-400 


SP8 Tvchnologles 03O623OO2B* 

50-373 

A 


8306130390 

50-209 


Sacramanto Municipal Utility District 8306010399 

50-31 S 

P 


8306150410 

50-3B9 


8306030029 

71-5971 



0306160314 

50-403 


8306070067 

30-312 

s 


03 06 160593 

50-402 


8306070069 

50-312 

6 


8306160596 

50-440 

1 

8306090233 

30-312 

P 


8306160611 

50-440 

' 

8306090306 

30-312 

9 


8306200312 

50-462 


8306140126 

50-312 

P 


B306200318 

50-462 


8306140591 

30-312 

F 


8306220071 

50-269 


8306170223 

50-312 

a 


0306220082 

90-402 


8306170290 

50-312 

8 


0306280108 

90-400 


8306170358 

50-312 

8 


0306220108 

50-400 


0306170402 

50-312 

p 


0306220111* 

50-400 


8306170407* 

50-312 

p 


0306220111* 

50-400 


8306210040 

50-312 

p 


0306820132 

50-4B3 


8306210056 

50-312 

R 


0306230345 

3&-400 


8306220040 

30-312 

P 


8306230358 

50-402 


B306220075 

50-312 

P 


0306280514 

50-402 


8306220150 

50-312 

P 


0306290214 

50-440 


8306230372 

50-3 i 2 

S 


0306290395 

50-400 


8306230393 

50-312 

F 


0306890399 

50-809 


0306230396 

50-312 

S 


8306300007 

50-809 


0306230410 

50-312 

8 

srit?Fleld« Univ of 

8306890281* 

CONTRACT 


8306230447 

50-312 

P 

Shoreham Opponents Coalition 

8306150379 

50-322 


0306270133 

50-312 

P 

Sierra Clu6 

8306150384 

50-350 


8306270260 

50-312 

P 


0306800335 

50-398 


0306270325 

50-312 

J 


8306800341* 

50-350 

C 

0306300011* 

50-312 

Q 


8306200372* 

50-350 

G 

San Oiego Oas 6 Electric Co 0306150002 

30-361 

K 


8306820146 

50-537 

G 

Sandia Laboratories 8305310226 

50-245 

P 


0306220153* 

50-537 

C 

8306010041 

NUREO 



0306300142 

PR 


8306010052 

NUREO 



0306300155 

PR 


8306010081 

NUREO 


Slmonsi Ll 4c Assoclateij Inc 

0306210386* 

CONTRACT 


8306010144 

NUREO 


Simpson# J M 

0306890588 

50-408 

G 

83060200Q7 

NUREO 


Slnnlssippl Alliance For tii* Environment 

8806000143 

50-454 

G 

8306020016 

NUREO 


tSAFE) 








8306080143 

50-454 

G 

8306020080 

NUREO 






0306210020* 

OA999 



0306080145* 

50-4S4 

<3 

030624030 1-* 

30-247 

0 


0306080145* 

50-454 

G 

0306270141 

NUREO 



0306 100201 

50-454 

Q 

0306270151 

NUREO 



0306150436* 

50-494 

Q 





0306150436* 

50-454 

G 

83062B0033 

NUREO 






8306200049 

NUREO 



0306150442* 

90-494 

Q 

8306200190 

NUREO 



0306150442* 

90-494 

G 

Sandvik Spacial Metal t Corp 8306160646 

XPORTHC 



0306170^71 

50-494 

G 

8306160653 

XPOBTLIC 



0306800327* 

50-494 

G 





B306800327* 

50-494 

Q 

8306160659 

XPOBTLIC 






8306160661 

XPQRTLIC 



8306800331* 

50-494 

Q 

Sargent it Lundy« Inc 8305190373* 

30-373 

P 


83O620D331* 

50-494 

Q 

Bchwalb* DonnanfOldi Bray h Silbert 8306140709 

ADVCH 



8306270028 

50-454 

a 

8306200045 

ADVCM 


Small Rusinsst Administration 

8306090804* 

CONTRACT 
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CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 

Snakt Alvftr AUla-nce 
Snvll U MllniBr 

Saurct Protfuctlon & E<iulpment 
South Carolina Electric &< Oaa 


South Caroilina< State of 

ffoutliainp tonj NY 

Southern California Edlion Co 


Co < Inc 
Co 


ACCESSION 

NUMBER 


B30&3001S2 
B30&t0007e« 
6306130304 
6306130398 
63 06030037a 

B3060103S5 
63060 10337« 
0306010366* 
6306010374* 
6306020142 

B30602D3B5 
63060701 SB 
6306070202 
6306070402 
6306100142 

8306100163 
6306100200 
6306100213 
6306100261 
63 06130417 

6306140068 

6306140360* 

6306140437* 

6306140670 

6306160370 

6306210021 

6306210209 

6306230086 

6306270136 

6306270269 

6306270336 

6306260067 

6306260304 

8306290080 

8306300018 

6306300049 
6306300122 
630 6300 J 56 
6306300196 
6306220899* 

6306300142 

8306280608* 

0306010142 

8306010164* 

6306070029 

6306070029 

6306070313 

6306070313 

8306060020 

6306060020 

8306080210* 

8306090156 

63D6090164* 

8306100054 

B306100069 

0306100072 

8306100090 

0306100111 

8306100115 

6306130366 

6306130366 

6306130392* 

8306140007 

8306140019 

8306140039 

830614017B 

8306140239 

0306140250 

0306140444 

8306140644 

6306140644 
6306140604 
8306150002 
8306150002 
8306 1 50303 

0306160275 

8306160275 

8306160455 

8306160409 

8306200156 

03O62OD3B1* 

6306210113 

8306210352 

6306220004 

6306220084 


SUBJECT 

CATEGORY 


PR 

30 - 52 ? 0 
50-529 0 
50-529 G 
71-9056 

50-395 0 
50-395 0 
50-395 0 
50-395 0 
50-395 R 

50-395 P 
50-395 S 
50-395 S 
50-395 P 
30-395 S 

30-395 S 
50-375 3 
50-393 S 
50-395 8 
50-393 P 

50-393 S 
50-393 Q 
50-395 Q 
50-393 S 
50-395 fl 

50-395 S 
50-395 S 
50-395 P 
50-395 S 
30-393 S 

30-395 P 
30-393 S 
30-393 S 
50-395 Q 
50-395 S 

50-395 S 
50-395 S 
30-395 S 
50-395 8 
50-413 F 

PR 

30-322 0 
50-206 F 
30-361 O 
30-361 0 

50-351 Q 
50-351 P 
50-351 P 
50-351 P 
50-361 P 

30-206 P 
50-361 P 
50-361 P 
30-361 S 
50-361 S 

30-361 8 
50-361 9 
50-206 Q 
50-361 S 
50-206 P 

50-206 P 
50-206 P 
50-361 S 
30-206 P 
50-361 S 

50-361 P 
50-362 S 
50-361 S 
30-361 P 
50-361 P 

50-361 P 
50-361 8 
50-361 K 
50-361 K 
50-306 P 

30-361 K 
50-361 K 
50-206 R 
50-361 H 
30-206 P 

30-361 Q 
30-361 3 
30-361 S 
50-206 P 
50-361 G 


AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


83062200B4 

50-361 

C 


8306220093 

50-206 

P 


6306220127 

50-361 

0 


6306220127 

30-361 

0 


630623021 1 

30-361 

D 


B306230266 

50-361 

S 


0306230369 

30-362 

B 


B3D6230467 

50-362 

8 


B306240002 

50-362 

0 


6306240203 

30-206 

P 


6306240206* 

50-206 

P 


6306270 1 72 

50-206 

J 


6306270172 

50-206 

J 


6306270362 

30-361 

P 


0306260252 

50-361 

S 


6306260267 

50-361 

B 


6306260273 

50-361 

S 


0306200330 

50-361 

B 


6306260410 

50-361 

S 


8306260466 

50-206 

P 


6306290415 

30-206 

P 


8306300057 

30-36 1 

P 


6306300144* 

50-361 

P 

Southern Co Services^ Inc 

8306240274 

50-424 

A 


0306270166 

50-424 

S 

Southueat Research Institute 

B30524044B* 

50-293 

P 


0305240455* 

50-293 

P 


0303240461* 

50-293 

P 


6306020603 

RES 



0306270003* 

30-237 

P 

Southueat Research and Information Center 

8306160465 

PRM 



8306300219 

PR 


Spec la l-T-Meta Is Co , Inc 

8306070189* 

MISC 


Splepel 6 McDlarmld 

6306160155 

FOIA 


St Louis Univ f Bt Louls< MO 

6305170121 

NUREO 


Standardiied Nuclear Unit Pouer Plant 

0306030220 

50-462 

S 

System 





0306070345 

50-482 

8 


8306100183 

50-482 

6 


8306140240* 

50-482 

A 


8306220018 

50-482 

A 


6306220016 

30-462 

A 

State* Dept of 

6306020615 

)(PORTLIC 



6306020643 

XPORTLIC 


Statei Dept ofi Bureau of Oceans 6 Inti 

630603001 1 

XPORTLIC 


Environ 6 Scientific Affairs 




Stepan Chemical Co 

8306020238 

40-8610 



0306020243* 

40-8610 



6306270239* 

40-8610 


Stone 6 Webster Engineering Corp 

8306060359* 

50-322 

A 


6306000294* 

50-410 

A 


6306000290* 

30-410 

A 


B3060B0303* 

30-410 

A 


0306000306* 

50-410 

A 


0306000312* 

30-410 

A 


8306060320* 

50-410 

A 


8306000330* 

50-410 

A 


6306000343* 

30-410 

A 


6306000351* 

30-410 

A 


6306000360* 

30-410 

A 


6306130308 

50-329 

A 


6306160347 

NUREO 



8306170330 

30-275 

R 


8306290397 

30-273 

R 


0306290401* 

30-273 

R 


6306290545* 

50-275 

R 

Stone Ic Webster* Inc 

6306100160 

30-273 

R 


6306100171* 

30-273 

R 


0306130444 

TOPREP 



8306230121 

30-329 

A 


6306270262 

50-329 

A 


6306270262 

50-329 

A 


8306270271 

30-329 

U 


8306270271 

go-329 

V 


9306270309 

30-329 

A 

Suffolk County* NY 

8306060 1 64 

30-322 

Q 


6306060166* 

30-322 

0 


6306060292 

50-322 

<9 


63060703G1 

50-322 

0 


6306070366* 

30-322 

0 


8306080169 

50-322 

0 


8306090216 

50-322 

0 


B30609023B 

50-322 

0 


6306130423 

30-322 

0 


6306 1 302 1 4* 

30-322 

0 



CORPORATE SOURCE INDEX 


521 


AUTHOR 

affiliation 


Sujarmarii R J 


Sunflower Al 1 1 unce 

SysterT) Safety Society 
Siaiulewlc 8 A 
TERA Corp 


Tal lahaeser FL 
Target Rock Corp 
Technical Dperationsi Inc 


Technical Specialtlear Inc 
Teknekron Research! Inc 
Teledyne Engineering Services 


Teledyne Isotopes 


Telefleii Inc 

Tennessee Valley Authority 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

8306130395 

50-322 

0 

83061 50401 1» 

90-322 

0 

B3O62S0I34 

50-322 

G 

0306220141 » 

50-322 

0 

0306200601 

50-322 

0 

8306290460 

90-322 

0 

8306290485* 

30-322 

0 

8306290492* 

30-322 

0 

0306300081 

30-322 

0 

8306300094 

30-322 

G 

8306220051 

50-352 

G 

8306220051 

90-352 

G 

0306220103 

50-392 

Q 

8306220103 

90-332 

G 

8306220080 

90-440 

G 

B306 160401 

NUREO 


0306060393* 

CONTRACT 


B306270067 

30-329 

R 

B306270067 

90-329 

R 

B306270069* 

30-329 

R 

8306270069* 

50-329 

a 

8306030323* 

90-302 

1 

8306130150 

50-928 

s 

8306030469 

71-9169 


8306240440 

71-6613 


8306270446* 

CONTRACT 


8306090400* 

CONTRACT 


8306010317 

30-275 

R 

0306010319* 

90-275 

R 

03O6OBOO6B 

90-273 

P 

0306100130 

30-279 

R 

0306100134* 

30-273 

R 

0306140616* 

50-293 

P 

0306150619* 

30-322 

F 

0306170270 

30-273 

R 

8306170293 

90-275 

R 

0306170312 

90-275 

R 

8306170313 

90-275 

P 

0306170319* 

50-275 

R 

8306170328 

50-275 

P 

8306200249 

90-275 

R 

8306200292* 

90-275 

R 

8306220093* 

90-271 

P 

8306230326* 

TOPREP 


8306270416 

90-275 

R 

8306270477* 

90-273 

R 

8306280469 

90-273 

R 

8306280470* 

90-275 

n 

8306280493 

90-273 

R 

0306020019 

70-124 


8306160609 

XPDRTHC 


8306020419* 

70-1224 


8306010014 

90-328 

a 

6306010020 

30-327 

8 

8306010113 

30-390 

8 

8306010113 

30-390 

3 

8306010136 

30-390 

8 

0306010136 

30-390 

8 

8306010143 

30-390 

a 

8306010143 

30-390 

a 

8306010169 

30-328 

8 

8306010237 

30-260 

s 

0306010291 

30-438 

B 

0306010291 

30-438 

8 

0306010269 

30-239 

a 

8306010269 

30-259 

8 

8306010269 

30-299 

s 

8306010274 

30-390 

s 

0306010374 

30-390 

8 

8306010274 

30-390 

8 

0306010274 

30-390 

8 

8306010274 

30-390 

8 

8306010203 

30-390 

S 

0306010203 

30-390 

8 

8306010396 

30-327 

0 

B306010409 

30-438 

8 

8306010431 

30-390 

8 

8306010431 

30-390 

e 

8306010431 

30-090 

8 

8306010431 

50-390 

B 

0306010431 

30-390 

8 

0306020197 

30-327 

R 

8306030904 

70-2710 


8306060102 

50-259 

X 

8306060102 

50-259 

X 


AUTHOR 

AFFILIATION 


ACCEBSION SUBJECT 

NUMBER CATEGORY 


630^060 102 
030&OA0102 
03OAO7CO39 
03OAO7Ooaa 
0306070059 

0306070064 

8306070064 

03O6O7OO7S 

8306070072 

8306070072 

8306070072 

8306070074 

8306070074 

0306070074 

0306070074 

830607DOB4 
8306 0700 B7 
8306070092 
8306070099 
8306070121 

8306070132 
8306070132 
0306070130 
83060701 3B 
830607013B 

S3Q607Ql3a 
0306070160 
8306070160 
03060701 Bd 
8306070510 

0306070241 

0306070266 

8306070204 

8306000006 

8306000071 

0306000071 

83O6O0O2OB 

0306000200 

8306080212 

8306000212 

8306090139 
8306090139 
8306090139 
B 3060901 39 
0306090142 

B 3060901 42 
0306090199 
0306090310 
B 3 0609 0322 

e:i 060^^331 

0306090331 

0306090331 

0306100123 

0306100173 

0306100192 

0306100239 

0306130163 

0306130242 

8306130340 

8306130340 

0306130362 

0306130362 

0306140041 

8306140129* 

8306140142* 

8306140100* 

0306140266* 

8306140420* 

0306140427 

0306140439 

0306140466 

8306140466 

0306140926 

0306140696 

0306190094* 

8306190098* 

8306130243 

8306190243 

8306190243 

B30619024B* 

8306190248* 

8306130248* 

8306160493 

8306160493 

8306160496* 


50-239 X 
90-299 X 
90-327 0 

90-390 a 

90-296 8 

90-390 a 
90-390 a 
90-390 a 
90-390 a 
90-390 3 

90-390 3 
90-390 3 
90-390 S 
90-390 3 
90-390 8 

90-260 a 

90-899 3 
90-299 a 
90-260 3 
90-438 8 

90-327 F 
90-327 F 
90-390 B 
90-390 B 
90-390 fl 

90-390 a 
90-430 8 
90-430 a 
90-430 a 
90-320 8 

90-899 a 
90-296 a 
90-327 8 
90-390 A 
90-390 A 

90-390 A 
90-327 P 
90-327 P 
90-327 P 
aO-327 P 

90-390 a 
30-390 8 

90-390 a 

50-390 a 
90-390 8 

90-390 a 

90-299 a 
50-43B 8 
90-390 0 
90-299 Q 

90-299 a 
30-899 <3 
90-438 A 
90-32B 8 
90-296 5 

90-390 a 
90-296 a 
90-320 S 
90-438 A 
90-438 A 

90-390 A 
90-390 A 

90-260 a 
90-438 <i 
90-327 <fc 

90-438 Q 
90-299 a 
90-390 Q 
30-390 a 
50-390 S 

90-390 8 
90-390 e 
90-387 R 
90-299 P 
50-327 F 

90-327 F 
90-899 P 
90-299 P 
90-299 P 
90-299 P 

90-299 P 
90-899 P 
30-260 P 
90-260 P 
90-260 P 
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CORPORATE SOURCE INDEX 


/SUTHQR 

i\FFILIjATlON 


AUTHOR 

affiliation 


0306 160456# 

50-260 

P 

8306160402 

50-259 

R 

0306160507 

50-259 

P 

0306160507 

50-257 

P 

8306 160507 

50-259 

P 

0306160523* 

50-259 

P 

8306 I 60523* 

50-259 

P 

0306160523* 

50-259 

P 

0306160533 

50-390 

A 

0306160533 

50-390 

A 

0306170334 

NUREO 


0306170335 

50-390 

A 

0306170335 

50-390 

A 

0306170433 

50-296 

S 

0306200141 

50-438 

S 

0306200141 

50-43B 

s 

0306200143 

50-438 

s 

8306200143 

50-43B 

s 

0306200145 

50-390 

s 

8306200145 

50-390 

s 

0306200155 

40-1341 


8306200167 

50-327 

s 

8306200169 

50-390 

s 

8306200169 

50-390 

s 

8306200332 

50-327 

8 

03 062 1000 4 

50-430 

8 

0306210005 

50-430 

S 

8306210005 

50-438 

S 

8306210010 

50-259 

F 

0306210010 

50-259 

F 

0306210010 

50-259 

F 

0306210010 

50-259 

F 

0306210010 

50-259 

F 

B 30621 00 10 

50-259 

F 

0306210010 

50-259 

F 

0306210010 

50-259 

F 

0306210010 

30-259 

F 

0306210010 

50-259 

F 

0306210014 

50-259 

P 

0306210014 

30-259 

P 

0306210016# 

30-259 

F 

8306210016# 

50-259 

F 

0306210016# 

30-239 

F 

8306210016# 

50-239 

F 

8306210016# 

50-239 

F 

8306210016# 

30-259 

F 

0306210016# 

30-259 

F 

8306210016# 

30-259 

F 

03 062 100 16# 

30-259 

F 

8306210016# 

30-259 

F 

0306210018 

50-438 

S 

0306210018 

50-438 

S 

8306210027 

50-327 

P 

B306210027 

50-327 

P 

8306210032* 

50-327 

P 

0306210039 

SO-390 

S 

8306210039 

30-390 

s 

8306210042 

30-438 

s 

8306210051 

30-390 

s 

8306210051 

30-390 

s 

0306210051 

50-390 

s 

0306210051 

30-390 

8 

0306210051 

50-390 

S 

0306210007 

50-390 

8 

0306210007 

50-390 

8 

0306210000 

50-390 

s 

8306210008 

50-390 

8 

83062100^70 

50-328 

8 

8306210106 

50-328 

8 

03O621OJ 15 

30-327 

P 

8306210115 

30-327 

P 

8306210116 

50-390 

8 

83062101 16 

30-390 

8 

8306210117# 

50-327 

P 

8306 2 to 11 7# 

50-327 

P 

8306210136 

50-260 

B 

0306210150 

30-390 

B 

8306210165 

TOPREP 


0306210180 

50-327 

P 

0306210180 

50-327 

P 

0306210203# 

50-259 

0 

9306210203# 

50-259 

0 

8306210203# 

30-259 

0 

8306210217 

50-390 

E 

8306210217 

50-390 

E 


ACCESSION SUBJECT 

NUMBER CATEGORY 


ACCESSION 

NUMBER 


8306210318 

0306310226 

0306310252 

0306210270 

0306210290 

83062200 1 1 
83063200 1 1 
8306230 1 78 
8306230 1 78 
8306230272 

8a062304A^ 
83062304 53» 
8306270007 
8306270007 
8306270007 

0306370090 

0306270250 

0306270274 

0306270327 

0306270354 

0306270334 
830627037 1 
0306270306 
0306200092 
0306200170 

8306280 1 99 
8306280322 
8306280369 
8306280369 
8306280375 

0306200415 

8306200415 

0306200413 

B3062B0425 

0306200425 

8306200426 

0306200426 

0306200479 

0306200479 

030620056/ 

8306260567 

8306200573 

8306200578 

0306200570 

0306200570 

0306280378 

0306200578 

0306200612 

0306200612 

0306280619 

83062806 1 9 

8306290203# 

8306290246# 

8306290246# 

0306290250 

0306290273# 
0306290283# 
0306290203# 
0306290283# 
83062903 1 6# 

0306290316# 

0306290319# 

0306290319# 

0306290389 

0306270400 

8306290400 

0306290400 

0306290400# 

0306290408* 

8306290400# 

0306290310# 

8306300000 

8306300000 

8306300013 

0306300013 

0306300033 

8306300033 

8306300030 

8306300030 

8306300051 

8306300051 

8306300054 

8306300054 

8306300066 

0306300082 


SUBJECT 

CATEOPRY 


50-327 S 
50-260 S 
50-438 5 
50-259 5 
50-320 B 

50-390 F- 
50-390 e 
50-390 F 
50-390 F 
50-328 P 

50-323 P 
50-320 P 
50-259 F 
50-259 F 
50-259 F 

50-260 S 
50-327 S 
50-296 S 
50-260 S 
50-390 S 

50-390 6 
50-296 S 
50-390 B 
50-438 S 
50-327 P 

50-327 0 
50-439 S 
50-430 S 
50-430 8 
50-260 S 

50-259 P 
50-259 P 
50-259 P 
50-438 S 
50-438 S 

50-390 S 
50-390 S 
50-438 S 
50-438 S 
50-259 P 

50-259 P 
50-390 S 
50-390 S 
50-390 S 
50-390 S 

50-390 8 
50-390 S 
50-390 R 
50-390 R 
50-433 S 

50-430 S 
50-259 0 
50-430 0 
50-430 0 
50-259 0 

50-259 Q 
50-259 Q 
50-259 Q 
50-259 Q 
50-390 0 

50-390 0 
50-438 0 
50-433 Q 
50-327 a 
50-259 P 

50-259 P 
50-259 P 
50-259 P 
50-259 P 
50-259 P 

50-259 Q 
50-430 S 
50-438 S 
50-390 S 
50-390 S 

50-390 S 
50-390 S 
50-390 S 
50-390 S 
50-390 8 

50-390 S 
50-390 S 
50-390 5 
50-259 S 
50-390 S 



CORPORATE SOURCE INDEX 


author 

affiliation 


TenneB9ee> bkate of 

Taxas AVM Utuv j College Stailorti 


Texas Utilities Qeneratlng Co 


Texas Utilities Bervlcesj Inc 


TexaSK State of* 

The Southern Co 

Theeman* D A 
Thomas» 0 C 

Thre^ Mile Island Alert 


Toledo Edison Co 


sz 


ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEOORV 

affiliation 

NUMBER 

CATEGORY 

030&3000B2 

50-390 

B 


0306090283* 

50-346 

1 

8306300139 

50-259 

S 


0306090373* 

50-346 

1 

8306300177 

50-259 

P 


8306100124 

50-34A 

' 

8306300101 

30-260 

S 


830614044a 

90-346 

] 

8306300205 

30-390 

S 


8306140900 

50-346 

1 

8306300205 

30-390 

s 


0306160940 

50-346 

1 

8306300200 

30-239 

s 


0306160679* 

50-346 

1 

8306300214 

50-390 

s 


0306160690* 

50-346 

J 

8306300214 

30-390 

s 


0306170027 

50-346 

1 

8306300214 

30-390 

s 


0306170073 

50-346 

t 

8306300214 

50-390 

s 


0306170142 

50-346 

S 

8306300224 

30-260 

8 


0306170276 

90-346 

f 

8306300220 

30-390 

s 


8306170414 

50-346 

j 

S30630022B 

50-390 

s 


0306170429 

30-346 

i 

8306300245 

50-430 

£ 


0306200373 

50-346 

1 

8306300243 

50-438 

S 


0306200394* 

30-346 

F 

8306300254 

30-438 

3 


03D621OQ26 

50-346 

F 

8306220222ff 

CONTRACT 



0306210004 

30-346 

{ 

8306010298* 

30-128 

H 


0306210170* 

50-346 

< 

8306010350 

SO- 128 

P 


0306210262 

50-346 

i 

0306010361* 

50-128 

P 


8306220237 » 

50-346 

f 

8306010389 

30-128 

R 


8306220260* 

30-346 

f 

8306030045 

71-5957 



8306220263* 

50-346 

1 

0306060213 

30-120 

P 


8306230239 

SO-346 

f 

0306060216* 

50-120 

P 


8306230262* 

50-346 

f 

8306010279 

30-445 

F 


0306270204 

90-346 

C 

8306010392 

50-445 

A 


0306270379 

50-346 

C 

0306030330 

50-445 

0 

Torrey Pines Technology 

0306070394 

50-330 

F 

0306080239 

30-443 

G 


0306070339 

50-330 

f 

0306080239 

50-443 

G 


0306220078 

50-330 

f 

8306080241* 

30-445 

0 


0306230131 

50-338 

F 

8306080241* 

30-443 

G 


0306230133* 

90-338 

F 

8306080243* 

30-443 

G 

TransnucleaPi Inc 

0306020980 

XPORTLIC 


0306080243* 

50-445 

0 


0306150337 

XPORTLIC 


8306080248* 

30-443 

G 


0306150426 

XPORTLIC 


0306090043 

30-443 

S 


0306240379 

71-9019 


0306090312 

50-445 

V 

TransportailaiK Dept of 

S3 0608034 1 

71-4909 


0306090312 

30-445 

V 

Trend’s Pub 1 ishlng i tne 

0306160041 

FOJA 


0306090315* 

30-443 

V 

Trl-Stata Motor Transit Co 

8306200118 

70-1739 


0306130440 

50-445 

s 

Turomey* Latham 6 Shea 

8306280608* 

90-322 

0 

0306150366 

50-445 

0 

URS Corp 

6306130230* 

REVIEW ORP 

0306150376 

50-443 

0 

us Ecologijr Inc (foraterly Nuclear 

8306020222 

27-48 


8306150423 

30-445 

G 

Eng Ineer ing ) 




8306170406 

30-445 

0 


0306030105 

71-6679 


8306300053 

50-443 

8 


0306210435 

27-40 






8306240407 

27-40 


B30630005S 

50-443 

S 





8306300074 

30-443 

S 

Underhill Range Committee 

0306210313 

fCJlA 


0306300074 

50-445 

0 

Unlbraie Carp 

8306070109* 

0A997 


8306300088 

30-445 

S 


83060701 lO* 

0A997 


8306300088 

50-443 

s 

Union 76 Minerals Exploration Co 

0306020500 

40-0904 





03061 40609 

40-0904 


8306300167 

30-445 

a 





0306300167 

30-445 

s 


0306270177 

40-0504 


8306090162 

50-445 

A 

Union Carbide Corp 

0306020170 

40-277 


63061 00153 

50-443 

A 

0306020201* 

40-277 


8306100153 

50-443 

A 


0306020314 

40-277 






0306020320* 

40-277 


8306130176 

30-443 

A 





0306130193 

50-445 

A 


8306030064 

70-607 


03061 30193 

50-445 

A 


0306070467 

40-277 


0306130279 

50-445 

A 


0306070470* 

40-297 


0306130279 

50-445 

A 


0306000340* 

7 1 -4707 






0306080390*^ 

71-4707 


8306130293 

30-445 

A 





8306130293 

30-443 

A 


8306090364 

50-34 

P 

8306150102* 

90-445 

F 

Union Electric Co 

8306010110 

70-2945 


8306160503 

50-445 

0 


8306070143* 

50-403 

Q 

8306160506* 

30-445 

Q 


8306100147 

50-483 

A 





0306100140* 

90-403 

A 

8306280400* 

90-443 

A 





0306150307 

30-445 

0 


03 06 1 3049S* 

50-403 

F 

0306330491* 

CONTRACT 



0306160314 

90-403 

0 

0306380553 

90-443 

G 


0306160322* 

30-403 

0 

8306070127* 

30-321 

I 


0306170279 

50-403 

0 





03062 1019B* 

50-403 

Q 

0306030054* 

CONTRACT 






0306200320 

90-454 

0 


8306220132 

30-403 

Q 

0306300213 

90-454 

G 


0306220137* 

30-483 

Q 

8306020355 

90-289 

Q 


6306230401* 

50-483 

Q 

0306020454 

PR 



8306270233 

50-483 

8 




0306290503 

70-2943 


0306060279 

90-289 

G 





0306270388 

90-209 

0 


0306300090* 

50-403 

Q 

0306280202 

30-320 

P 

Union Minerals 

0306060413 

40-0304 


0306300095 

90-209 

0 

Union of Concerned Bclentists 

0306030007 

30-320 

0 

8306300097* 

90-209 

0 


0306070410 

30-289 

0 





0306080020 

For A 


8306020129 

90-346 

R 





8306060137 

90-346 

S 


0306080258 

FOJA 


8306070166* 

90-346 

Q 


8306150309 

30-247 


8306070397 

90-346 

Q 


0306160297 

30-289 

Q 

0306090060* 

90-346 

F 


8306160604 

30-289 

Q 
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CORPORATE SOURCE INDEX 


AUTWDR 

AFFILIATION 


Unitfd Englnpera «< Constructors* Inc 
dubs of Raytheon Ca ) 


United Nuclear Corp 


Urantrr USA* Inc 
Uranium Resourcesi Inc 


Utahr Unlv of 


Uarmont YanWe Decommissioning Alliance 
Vermont YanVee Nuclear Pouer Corp 


Vtrtar* Inc 

Victoreenr Inc <subs of Sfiel ler-Clobe 
Corp > 


Virginia Electric k Pouer Co 


ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 

NUWBER 

CATEGORY 

affiliation 

WHDCR 

CATEGORY 

8306530350 

50-247 G 


8306140222* 

50-338 

P 

83065701 37 

50-247 

G 


8306160249 

90-339 

P 

8306300039 

50-289 

G 


8306160249 

50-338 

P 

83062005^2* 

50-443 

E 


8306 1 60266* 

50-339 

P 





8306 1 60266* 

50-339 

P 

83062101 12 

50-443 

S 









0306160373 

50-280 

R 

8306230^58* 

50-443 

A 


0306160399 

50-338 

F 

0306240243* 

QA999 



0306160405 

50-338 

P 

8306240245* 

QA999 



0306 160532 

50-338 

R 

8306030502 

70-371 



8306170138 

50-281 

Q 

8306080022 

7l~564l 










8306170281 

50-200 

P 

B30613D450 

70-820 



03061 70281 

50-200 

P 

B3O6290577 

70-820 



0306170327 

50-280 

P 

8306210333 

40-8783 



8306170327 

50-280 

P 

8306090028 

40-8786 



8306170331* 

90-200 

P 

8306090035# 

40-8706 










8306170331* 

90-280 

P 

8306210429 

40-8786 



0306200 U 4 

50-339 

S 

830621 0451 

40-8786 



8306200209 

50-337 

s 

8306220130 

40-8786 



8306200219 

50-280 

G 

8306060226 

PR 



8306200232 

90-338 

S 

8306160194* 

50-72 

F 









B3062102BS 

50-280 

s 

8306210027 

50-271 

N 


8306220033 

50-200 

p 

8306010246 

50-271 

P 


8306220033 

30-280 

p 

830601 024 B* 

50-271 

P 


0306220047* 

50-200 

p 

8306010377 

50-271 

P 


S306220047* 

90-280 

p 

8306010383* 

50-271 

P 









0306270009 

90-280 

s 

8306010435 

50-27 1 

P 


0306270104 

90-330 

s 

8306010436* 

50-271 

P 


0306270142 

90-339 

8 

8306020174 

50-271 

P 


0306270183 

50-339 

s 

83060301 12 

50-271 

P 


8306270214 

50-330 

p 

8306080076 

90-271 

0 









0306270316 

50-339 

8 

B 306070303 

50-271 

P 


0306270351 

50-281 

S 

8306140285 

50-271 

P 


0306270397* 

50-201 

s 

8306140487 

50-271 

Q 


8306270364* 

50-281 

s 

8306150161 

50-271 

P 


8306270366 

50-330 

s 

8306170037 

50-271 

8 









0306270430 

50-330 

s 

8306170068 

50-271 

n 


8306200568 

50-330 

s 

8306170264 

50-271 

s 


0306290331 

50-200 

Q 

8306200073 

50-271 

I 


8306290387* 

50-338 

Q 

6306200388 

50-271 

Q 


8306290307* 

90-338 

0 

8306210118 

50-271 

0 









8306290561 

71-9450 


8306210223 

90-271 

Q 


8306300020 

90-330 

S 

8306220044 

50-271 

P 


8306300036 

90-404 

A 

8306240170 

50-271 

P 


8306300096 

50-338 

P 

8306280112 

90-271 

F 


8306300149 

50-280 

K 

6306260173* 

90-271 

Q 









8306300149 

50-280 

« 

8306170405* 

CONTRACT 



8306300191* 

50-280 

K 

6306240201* 

OA999 



8306300151* 

50-200 

« 





8306300199 

50-281 

S 

630624 0207* 

0A999 



8306300240 

30-330 

P 

6306240214* 

0A799 






6306240219* 

QA999 


Vlrginiar Unlv of» Chari uttesvi lie. VA 

8306140005 

50-62 

S 




Volleni R J 4 Hhicher. J M 

8306100201 

50-494 

G 

B3 06240 224* 

0A999 


Washington Public Power Supply System 

8306010106 

50-513 

6 

0306240229* 

0A999 



8306010220 

50-397 

S 

0306020092 

50-338 

R 


8306010236 

50-397 

A 

6306020 1 59 

90-200 

R 





B3O6020159 

50-280 

R 


8306010249 

50-397 

A 





0306010368 

50-397 

Q 

Q306Q20162* 

90-280 

R 


0306010376 

50-900 

0 

6306020168* 

90-280 

R 


8306010400 

50-397 

F 

8306020160* 

90-280 

R 


8306010413 

50-397 

A 

6306020173* 

90-280 

R 





8306020173* 

90-280 

R 


8306020104* 

50-397 

Q 





8306020369 

50-460 

G 

8306020424 

PR 



030603034 7 

50-460 

G 

8306070148 

50-339 

S 


0306030393 

50-460 

Q 

8306070173 

50-33B 

s 


8306070095 

50-397 

5 

8306070220 

90-280 

3 





0306070238 

90-231 

S 


0306070113 

50-460 

S 





8306080026 

70-2950 


8306070243* 

50-201 

0 


0306080039 

50-397 

A 

8306070245* 

50-281 

& 


0306090207 

50-900 

C 

8306070249 

50-339 

8 


0306090262 

50-460 

A 

8306070276 

50-339 

8 





8306070281 

50-338 

S 


8306090337 

90-460 

G 





8306100117 

50-900 

A 

0306080225 

90-338 

P 


8306100190 

50-460 

Q 

B30 6080225 

90-338 

P 


8306130004 

50-397 

A 

8306000220* 

50-338 

P 


8306140612 

50-460 

A 

6306080228* 

50-338 

P 





8306090137 

50-330 

6 


0306150394 

50-508 

0 





0306160048* 

50-305 

F 

0306090150 

50-338 

8 


8306160147 

50-397 

K 

83060903 1 4 

90-339 

8 


8306170184 

50-508 

A 

830607031 0 

50-338 

S 


8306170219 

50-397 

R 

8306100170 

50-280 

P 





8306100186 

50-281 

6 


8306170222* 

90-508 

Q 





0306170296 

90-500 

S 

8306140208 

50-330 

P 


0306170420* 

30-508 

Q 

8306140208 

50-330 

P 


0306200243 

50-397 

E 

0306140222* 

50-330 

P 


0306200251* 

90-397 

E 
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B30&210120 

30-397 

A 


8306200267 

50-266 


830&210154 

30-308 

A 


8306210091 

50-266 


B3062303A4 

30-460 

G 


8306210091 

50-266 


B306330373 

50-308 

A 


8306210100 

50-266 


B30&240339 

70-3950 



8306210100 

50-266 


B30&2404i0 

70-2950 



0306210207 

50-301 


B306270347 

50-397 

S 


8306230261* 

50-266 


63062703 53» 

SO-397 

S 


8306200261* 

50-266 


B3063804 S3 

50-397 

E 


8306230336 

50-266 


B306260S9A 

30-397 

A 


8306230356 

50-266 


B306300047 

50-460 

0 


B306Z70273 

50-266 

Uashin^tan Stato Univ 

8306200151 

30-27 

F 


8306270275 

50-266 

Uashingtorij Univ ofj Seattlsr WA 

8306140691 

NUREO 



8306280397 

50-266 

Uaste Management Groupi Inc 

8306030476 

WASTE M(JT 


8306280443 

50-266 

lJatar< Matte & Landi Jnc 

63060803 50 

40-299 



8306300058 

50-266 

Me«t Branch Conservation Association 

B3D60B02CO 

30-247 

Q 

Mlsconsin Public Service Corp- 

8306020395 

50-305 

Mast Newburg< MA 

6306270256 

30-443 

0 


8306070070 

50-305 

Mest Valley Agricultural Protection 

6306030333 

30-329 

0 


0306100189 

50-305 

Councili Inc 





0306140001 

50-305 


6306030333 

30-329 

G 


0306140048 

50-305 


8306030334# 

50-329 

G 









0306160619 

50-305 


8306030334* 

50-529 

0 


0306170056 

50-305 


6306030335* 

30-529 

0 


0306200102 

50-305 


6306030335* 

50-529 

0 


0306210041* 

50-305 


6306100075 

50-529 

0 


8306270110 

50-305 


6306X00075 

30-529 

0 









8306280373 

50-305 


6306100076* 

50-329 

0 


8306280378* 

50-305 


8306100078* 

30-329 

G 

Mlscunsinj Univ of, Marflson 

8306Q60272* 

50-156 


8306150398 

50-529 

0 


6306150521* 

CONTRACT 


8306150390 

50-529 

0 


8306210398 

ACRS 

Mestcheeter County, NY 

8306290550 

50-247 

0 








MoIPbelntS L 

8306200269* 

CONTRACT 

Mestern Nuclear, Inc (subs of Phelps 

B306200074 

40-1 162 


Myomlng Mineral Corp 

0306180245 

40-8502 

Dodge Corp } 





0306160215 

40-B502 


6306230032 

40-8684 



8306200182 

40-0502 

Mestinghouso £lertric Corp 

63060601 18* 

70-1 131 



0306240436 

40-0502 


6306080021 

70-1 151 






6306060023* 

70-1 151 


Myuming, State af 

8306020294 

40-8064 






8306200160 

40-8697 


8306080327 

71-4909 



030620017? 

40-8504 


6306070012 

XPORTLIC 



0306200276 

40-0380 


6306150167 

PROJ 



0306210454 

40-8064 


6306150172* 

PROJ 






6306160224 

NUREO 



8306220113 

40-0504 






9306220116 

40-299 


0306160433 

PT21 



0306220110 

40-299 


6306160672 

XPORTLIC 



3306220121 

40-2259 


B306 170254 

REOOO 



8306220126 

40-8720 


B306200402* 

50-286 

p 





6306230366 

TOPREP 



0306220136 

40-1162 






0306230331 

PR 


8306230391* 

TOPREP 



8306240444 

40-8760 


8306240205 

30-369 

P 


0306280106 

40-8340 


6306240313 

TOPREP 


Yakima Indian Nation 

0306020225 

27-40 


8306240314* 

TOPREP 






8306240315* 

TOPREP 



0306240096* 

FOIA 






0306240101* 

FOIA 


8306270355 

PROJ 



0306240131* 

FOIA 


8306270434 

PROJ 


Yankee Atomic Electric Co 

0306010165* 

50-29 ( 


83062B0392 

30-445 

A 


030601 0448 

50-443 t 


8306280392 

30-445 

A 





8306280449 

TOPREP 



B3060 10449* 

50-443 ( 






0306020139 

50-29 f 


8306300120 

30-445 

A 


9306020337 

50-29 ( 


8306300120 

50-443 

A 


0306030177 

50-443 1 

Meetinghouse Operating Plants Ouners 

83061 60264 

TOPREP 



0306030177 

50-443 1 

Group 








6306160291* 

TOPREP 



0306070302 

50-29 ( 


6306160300* 

TOPREP 



0306060125 

50-443 i 






0306080125 

50-443 E 


83061 603D3* 

TOPREP 



0306090291* 

50-29 1 


6306220087 

TOPREP 



0306140067 

50-29 < 

Mi 1 1 iami-'Rob i nette & Associates, Inc 

8306140438* 

CONTRACT 






8306150370* 

CONTRACT 



9306150293* 

50-271 F 


8306220259* 

CONTRACT 



8306150299* 

50-271 1 






8306160382 

50-29 1 

Milner, Cutler 8, Pickering 

8306200273 

FOIA 



8306170033 

50-29 1 

Mliconsln Electric Power Co 

8305020208 

30-266 

S 


0306170169 

50-443 1 


8305020231* 

30-266 

8 





8306010428 

30-266 

P 


8306170339 

50-29 1 


8306010428 

30-266 

P 


B30617(}396 

50-29 1 






8306170418 

50-29 1 


8306060078 

30-266 

S 


0306200236 

50-443 1 


8306060156 

30-266 

F 


0306200330 

50-443 1 


0306070086 

30-266 

P 





8306070404 

30-266 

J 


0306200330 

50-443 1 


0306090165* 

30-266 

Q 


0306200365* 

50-29 






0306200369* 

50-29 


8306130146 

30-266 

Q 


0306200397 

50-443 1 


8306130146 

30-266 

Q 


0306200397 

50-443 1 


8306160460 

REOOO 






8306200137 

30-266 

R 


0306210017 

50-29 1 


0306200137 

30-266 

R 


0306210024* 

50-29 






0306230452 

50-443 


8306200260 

30-266 

P 


0306280009 

50-309 


0306200260 

30-266 

P 


0306280011* 

50-309 
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B30£)2a0107 


AUTHOR 

affiliation 


ACCESSION 

NUM0ER 


9306290144 

8306280545 


SUBJECT 

CATEOORy 


50-29 S 
50-443 3 



REPORT NUMBER INDEX 


The subject category column In this Index gives the docket 
number and the symbol for the category of Information 
within that docket; for example, 50-320 P. The docket subject 
categories are defined in Appendix A, 

Subject categories for nondocketed Items are also entered 
in this column by symbol; for example, ACRS, These cate- 
gories are defined in Appendix B and listed in the Contents. 


An asterisk following the accession number in this index 
indicates that the document is an enclosure to another 
document. To obtain the accession number of the principal 
document under which the enclosure is listed, refer to the 
index entitled "Cross Reference of Enclosures to Principal 
Documents." 


REPORT 

NUMBER 

ACCESSION 

NUMDEft 

SUBJECT 

category 

OTHER REPORT 

NUMBER 

REPORT 

NUMBER 

ACCESSION 

NUMBER 

SUBJECT OTHER flEPDRT 

CATEGORY NUMBER 

029-QA~80-PA R02 

B30613032a« 

30-333 

E 


WUREO-0500 VI 2 N05 

S30A24004B 

NUREO 


oaas-OG FA 

83060 70 107« 

50-329 

S 


NUREO-0606 V03 N02 

8306210303 

NUREO 


19183 

0306090235 

50-219 

ft 


NUREG-0748 V03 N04 

9306070016 

NUREO 


ie6“O20“O4 

0306020 30 3« 

30-298 

Q 


NUREO -0000 FC 

9306070437 

NUREO 


22A7007 

0306070114* 

50-447 

K 


NUREO -0000 R04 ERR 

0306010158 

NUREO 


24^0 ROO 

0306140737* 

30-289 

F 


NUREO- 0031 004 

0306210331 

50-416 

£ 

3572 

0306240312* 

50-244 

P 

04-4024-035 

NUREO- 0043 502 

0306010057 

50-309 

C 

77-1I4O09S-OO 

0306140752* 

90-269 

P 


NUREO-0043 S04 

0306240036 

50-389 

E 

77-1141256-00 

8306140746* 

50-269 

P 


NURE0-0a93 S02 

8306060412 

50-461 

E 

77-1143707-00 

8306160497* 

90-313 

P 


NUREO- 0656 

8306240060 

NUREO 


02-31 ROO 

0306270230* 

50-324 

P 


NUREO-0069 FC ERR 

8306010166 

NUREO 


03-0002 

0306010078* 

50-520 

S 

DER 82-61 

NUR £0-0080 ROl FC 

0306080158 

NUREO 


8306010470 

0306010478 

r^ES 


DNU-NURCG-32076 

NUR £0-0002 SOI 

0306210378 

90-170 

E 

8306020040 

8306020040 

RE8 


SNU-NUREO-33748 

NUREO-0092 S03 

8306010043 

50-397 

E 

0306020603 

8306020603 

RES 



NUftEO-0904 

8306080146 

40-2061 


0306030433 

0306030433 

RES 


DNU-NLIREG-3aB24 

NUREO-0910 ROl 

8306150380 

NUREO 


0306070422 

0306070422 

RES 



NURE0-09Z7 FC 

8306060413 

NUREO 


0306080229 

6306000229 

RES 



NUftEO-0936 V02 NOl 

0306010046 

NUREO 


8306170192 

8306170203* 

RES 



NUR£<S-0939 

0306210362 

NUREO 


0306240241 

0306240241 

RES 


BN I -NUREO -1991 

NURE0-096e S02 

8306150616 

30-537 

£ 

906505 

0306160343* 

50-267 

P 

PED-8 1-2200 

NURE0-098a 

8306210317 

30-&7 

£ 

906577 

0306160960* 

50-267 

P 

PEI)-8J-2200 

NUflEO-09B6 

8306240063 

NUREO 


906624 

83D6070106* 

50-267 

P 


NUREO-0907 

83060201 1 2 

70-1201 


9763 006-S-N-S 

0306230 4 58« 

50-443 

A 


NUftEO-0993 

0306210354 

NUREO 


AEaD/N30l 

0306160057* 

FOIA 



NUREO -0993 FC 

9306060418 

NUREO 


ARTECH-03-001 

0306020492* 

50-247 

O 


NUREO- 0999 

8306010018 

NUREO 


Be(R0E-C0M4-t-NP R03 

0306230443* 

TPPRE^ 



NUREO/BR-OOt3 

8306010130 

NUREO 


D31-F031 n2J 

0306130332* 

50-322 

E 


NI/RE0/BR-0BS5 V09 NS 

8306150574 

NUREO 


BAN- 1 704 

8306070206* 

90-269 

P 


NURE0/BR-0<J5I V04 N7 

6306290131 

NUREO 


CeN-239 

8306300129* 

50-361 

P 


NUREO/CP-0043 ERR 

8306220245 

NUREO 


CEN-239 801 

0306300136* 

50-361 

P 


NUREO/C P-0044 VOl 

8306170263 

NUREO 

MEA-2014 

CPL-09-102 ROO 

0306140 349* 

50-324 

0 


NUfiEO/C P-0044 V02 

83061 SOQBl 

NUREO 

MEA-2014 

DET- 19-076-6 ROO 

8306160366* 

50-341 

A 


NURE0/CR-I579 

0306270157 

NUREO 

ENlCO-1049 

EA-03-8RO-OO5 

8306060149* 

30-255 

P 


NUREO/CR-2006 

0306020072 

NUREO 

UNL-NUREO-BISfll 

E<30-HS-6263 DRFT 

0306160641* 

50-309 

P 

TAC 47013 

NUREO/CR-2044 

8306210324 

NUREO 

DI?Nt./NSlC-174 

EGO-PHYS-624 1 

0306030161 

50-335 

P 


NUREO/CR-2607 

B306ZB0033 

NUREO 

SAN-DB2-043J 

EPRI NP-ie50-CCM V04 

8306240263* 

TOPREF 



NUPEO/CR-2660 

8306240052 

NUREO 

PNL-4232 

GA-AI6029 

8306160564* 

50-267 

P 

UC-77 

NUREO/CR-2766 

8306140315 

NUREO 


0P-R-74002 

8306240012* 

50-324 

P 


NUREO/CR— 2767 ERR 

0306010144 

NUREO 

SAND82- 1 292 

OPC-07-102 ROO 

8306100136* 

50-366 

P 


MURE0/CR-27a5 

0306010008 

NUREO 

JlNL-NUREO-31991 

IP8-701 

8306170336* 

50-390 

A 


NURE0/CR-27a6 

B306 1 50602 

NUREO 

EPRI NP-2542 

K/0-9400 ROl 

8306080398* 

71-4909 


22335 

NURE0/CR-a789 

0306200089 

NUREO 

ORNL/NSlC-210 

K/TL/S8-Ba 

0306080348* 

71-4909 


22335 

NUREG7CR-2S00 301 

0306020131 

NUREO 

PNL-4297 

Mt~LR“S3-01 

0306170320* 

TOPRCP 



NUREO /CR-2e09 V04 

9306270146 

NUREO 

ORNL/rM-0397 

MK 1-03-000 

0306230351* 

50-331 

P 

N0-83-a093 

NUREO/CR-aaiR VOO 

0306020193 

NUREO 

UA-9649-PR 

NEDO-22190 

0306070174* 

90-293 

P 

a2Ni:Doa4 

NUREO /CR-2837 801 

8306020134 

NUREO 

PNL-4327 

NF-1303 04 INP) 

8306080083* 

30-324 

P 

NF-83-139 

NUREO /■CR-2a39 

0306010086 

NUREO 

0RNL/CaD-7H-l9O 

N9P-40-11O3 ROl 

8306170354* 

30-263 

P 

EB2N40D 

NUREO/CR-2841 

0306020007 

NUREO 

0AND02-1972 

NUREO 0730 U16 NOl 

8306230517 

NUREO 



NUREO/ CR-2e4a V02 

8306010041 

NUREO 

0ANDa2-i7ea 

NUREO-0020 V07 N02 

8306210401 

NUREO 



NUREO/CR-2874 VOS 

8306280093 

NUREO 

0RNL/TM-9443/V3 

NUREO-0090 V03 N04 

8306140324 

NUREO 



NUREO/ CR-2906 

8306200044 

NUREO 

0NL -NUREO- 3 1980 

NUREO-0304 VOS NOl 

8306030480 

NUREO 



NUReO/CR-29S4 

8306240373 

NUREO 

PNL-4264 

NUREO-0422 S07 

8306160669 

50-369 

F 


NUREO/CR-2962 

0306270141 

NUflEO 

8AND82-2f64 

NURE0-04aS VOS N04 

8306020144 

NUREO 



NUREO/CR-2963 

8306190064 

30-272 

P UCRL-3332S 

NUREO-0540 V09 N02 

0306060419 

NUREC 



NUREO/CR-2969 

0306020066 

NUREG 

BNL-NUREO-51390 


627 
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REPORT NUMBER INDEX 


REPOni 

ACCESSION 

SUBJECT 

other report 

NV/fiaER 

MfHBER 

CATEGOR 

, NUMBER 

f.'J«EC/CP'2973 

B30i>2aOOBO 

50-259 

P ORNL/Tfl-8332 

WR£0/Cfl'30l 1 

B30i020053 

nureg 

PNL-4491 

WREO/CR-3012 VOl 

030^010039 

NUREG 

PNL-4510 

rjUfTE(3/Cfi'30l2 V02 

B3060 10067 

NUREG 

PNL-4510 

WRE0'CR-3Qi2 V03 

Q30601007I 

NUREG 

PPPL-4510 

NURE0/CR'j027 err 

6306030485 

MUR EG 

PNL-4S23 

r^JREO/CR-3047 

B306240050 

PiUREO 

parameter IE-12 

rani EO/CR -3005 VOS 

B3053 10226 

50-245 

P 3ANPB2-7212 

r«URE<J/Cfi'3097 

6306140402 

NUREG 

PNl,-4S63 

rJLWE0/CR-30e9 

0306060410 

NUREG 


PA7qE0/CR-3lJ9 VQ2 

6306150534 

KUREG 

ATR-83l3Bia)-lN 

N’jWEO/Cfl-3131 VOl 

6306020080 

kureg 

SAN083-0417 

Wfl£0/CR-3156 

6306270151 

NUREG 

SANDa2-2539 

NUREO/CR-3163 

8306280047 

NUREG 

BANDa3-0245 

NURE0/CR-3U4 

8306010266 

NUREG 


NUfiEO/CR-3173 

6305170121 

NUREG 


NVRE0/CR-3t74 VOl 

8306080168 

NUREG 


NUflEO/Cft-3103 

8306240073 

fWREC 

PNL-7650 

NUReO/CR-3ia5 

8306280190 

NUREG 

SANDB2-70at 

NUREO/CR-3109 

8306020016 

PiUREO 

SANDS3-0356 

NURE0/CR-319J 

8306010081 

NUREG 

SANDB3-7012 

NUREO/CR-3194 

0306240078 

PPUREC 

PNL-4653 

NUREO/CR-3207 

8306010094 

50-201 

P 

WREO/CR-3210 

0306020011 

PPUREG 

EGG-2247 

PaW£0/CR-3ai7 

8306030009 

NUREG 

PNU-4662 

NUfiE0/CR-3ai9 V 02 

8306140407 

NUREG 

BNL-NUREG-5165B 

NVREO/CR-3225 

8306150619 

NUREG 

UCRL- 53049 

MWEG/CR-SSaA 

B306010052 

NUREG 

5ANOB2-24SO 

WREO/CR-3220 VOl 

B306060366 

NUREG 

MEA-2012 

WHEO/CR-323? 

8306140774 

PPVREO 

UCCA-ENO-8257 

NUREO/CR-3245 

B306020122 

NUREG 

ORNL/TN-8630 

^WREO/CR-3248 

8306070471 

NUREG 

PNL-4691 

WRE(J/CR-3a54 

B3062400SS 

PJUREO 

PNL-46a3 

NUReO/CR-3263 

8306280013 

NUREG 

LA-9729-M3 

WRe(J/CR'-3247 

8306200085 

NUREG 

ANL-83-32 

NUREO/Cft-3291 

8306240413 

50-2B6 

P aNl./HUHEG-31670 

NUReO/CR->32a7 

8306210350 

NUREG 

ORNL/TM-8763 

NgReO/Cfi-3290 

8306070452 

PPUREG 


NUREO/CR-aa?! 

B306070473 

NUREG 


NgREO/CR-3292 

6306280096 

NUREG 

ANL-B3-27 

NUREO/CR-3294 

8306240062 

NUREG 

MEA-2016 

fA;REC}/CR-329A 

6306240384 

NUREG 

PCI-TR-.2a4 

Hgae(}/CR-33oa voi 

6306140691 

NUREG 


OP3-39Aaa RA 

6306230 169» 

50-416 

P 

ORNL/NaiC-202 

8306160631* 

50-155 

P 

DflML/T«-e275 

6306080041 4 

FOIA 


DRQ-<4207-lS 

6306010389 

50-128 

R 

PLO-0207 ORFT 

8306210336* 

FOIA 


PR-T-79-013 ROl 

8306160670* 

71-9134 


Pfi0483'00l4A-QL07 Rl 

6306100272* 

50-329 

A 


REPORT 

ACCESSION 

SUBJECT 

OTHER REPORT 

NUMBER 

NUMBER 

category number 

RMC-TR-93-02 

0306270251* 

50-387 

R 

RMC-TR-83-03 

0306 130270* 

50-3-’? 

R 

SAI- 186-028-30 

02O92OO36S* 

50-254 

Q 

SAI- 186-028-33 

0209200370* 

50-293 

<3 

SAl- 186-029-20 

8209030325* 

50-346 

r 

SAND02-2429 

021 1220337* 

50-245 

P 

SCE-l-A A06 

8306130392* 

50-206 

P 

SEC V- 82-025 

8306160193* 

FOIA 


SECY-03-046 

8306160198* 

FOIA 


SECV-B2-127 

8204070010* 

FOIA 


SECV-02-162A 

8306060100* 

FOIA 


SECV-a2-310 

8306160208* 

FOIA 


SECY-a2-313 

0306160216* 

FOIA 


SECY-a2-475 

0306030370* 

FOIA 


SECY-a3'219 

0306240403 

SLCY 


8TD-R-O2-0U ROO 

8306020592* 

71-9000 

22226 

STD-R-02-012 ROO 

0306130212* 

71-9089 

22286 

SWR 1-690 1-002 

0306270003* 

50-237 

P 

TER-C 5257-308 DRrT 

8306090397* 

50-312 

P TAC 08079 

TER-C3237-467 

8302250381# 

50-336 

P TAC 42493 

TER-C 5506-337/330/3 J 

8306150266* 

50-259 

P TAC 07974 

TeR-C5S06-342 

8306030310* 

50-317 

P TAC 07978 

TER-C 5506-344/ 34 5 OR 

0306030299# 

50-315 

P TAC 07780 

TER-C 5506-346 DRFT 

8306090380* 

50 270 

P TAC 07902 

TER-C 5506-34 7 ORPT 

0306020196# 

50-302 

P 

TER-C5506-363 DRFT 

0305200714# 

50-305 

P TAC 46747 

TER-C 5506-365 ORPT 

0306020037* 

50-309 

P TAC-08059 

TER-C5506~372/a73 DR 

8306030070* 

50-338 

P TAC 47112 

TER-C5506-377 

8306140424* 

50-219 

P TAC 47120 

TER-C5506-379/3a0 

8306060329* 

50-277 

P TAC 00070 

TER-C 5506-384/385 

8305230021* 

30-202 

P TAC 08075 

TER-C5506-394 DRFT 

8306000252# 

30-335 

P TAC 00003 

TER-C 5506-395/ 396 DR 

8306030446* 

30-280 

P TAC 00084 

TeR-C5306~403/404 DR 

8306030512* 

50-293 

P TAC 00092 

TF-3e2/0B23A 

0306290413* 

50-245 

P TAC 44384 

Tfl-5310-1 ftOl 

B306140616# 

30-293 

P 

TR-3709-1 

8306230326* 

TOPREP 


TR-MCM-112 

8306010003* 

50-520 

S 

TR-V-MCM-003 

8306010007* 

30-520 

s 

UCI0-l9lt5 ROl 

8304070100* 

30-277 

P 

UC ID- 17705 

0306100135* 

50-237 

p 

UrtTRA-OQE/AL-MO DR 

0306080153* 

WASTE MOT 

URS/JAB 6050 

0306130238* 

REVIEW GRP 

UTEC ME 82-100 

8306160194* 

30-72 

F 

WAPD-LP(FEJ-220 no3 

8306010005* 

71-6400 

22304 

WASH- 1250 

8306200040* 

FOIA 


WCAP-10170 APP e 

0306230391* 

TOPREP 

42320 

WVDP-100 

0306290626* 

50-201 

P 22330 

VAEC-1336 

030620001 1# 

50-309 

P 

YAEC-1361 

0306210024# 

50-29 

P 



CROSS REFERENCE OF 
ENCLOSURES TO PRINCIPAL 
DOCUMENTS 


Items listed as enclosures are those indicated by an asterisk 
following the accession number in the indexes. The second 
column gives the accession number of the principal docu- 
ment under which the enclosure is listed. Knowing the 
accession number of the principal document, the date 
issued, and the category enables locating the title listing of 
the enclosure. 


ACCESSION NUMBER 



PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATEODRV 

6006300466 

0306060003 

03/03/21 

FOIA 


8007160064 

8306060003 

03/03/21 

FOIA 


0009030104 

8306170089 

83/04/14 

FOIA 


B010070140 

0306170089 

83/04/14 

FOIA 


6109810318 

8306060051 

83/04/07 

50-207 

P 

6111040442 

8306140394 

83/05/24 

XPORTUIC 


611S030S45 

6306020024 

83/05/10 

50-498 

A 

6203090638 

8306160081 

83/04/19 

FOIA 


8204070010 

8306030383 

03/04/01 

FOIA 


8204090019 

8306080380 

83/09/24 

90-900 

A 

8204120468 

8306060051 

83/04/07 

50-416 

A 

8205170474 

8306070019 

83/04/05 

50-206 

P 

6207280024 

8306060051 

03/04/07 

90-313 

P 

62080 S0024 

8306070019 

63/04/09 

50-206 

P 

8209030329 

6306030503 

03/09/13 

50-346 

P 

8209200369 

8306010179 

83/00/19 

90-294 

0 

8209200370 

8306030119 

03/05/19 

50-293 

0 

8209210553 

8306160186 

83/04/20 

FOIA 


8210290150 

8306260125 

83/06/17 

HI8C 


8211160565 

8306160052 

83/04/14 

50-206 

u 

0211220332 

6306060091 

03/04/07 

50-249 

p 

8211220337 

8306060091 

83/04/07 

50-249 

p 

8212020236 

8306200045 

83/03/07 

ADVCM 


8302250381 

6306140352 

83/06/03 

90-336 

p 

8303220042 

8306170469 

83/06/00 

90-309 

0 

0303220403 

6306190121 

83/05/31 

TOPREP 


0304070100 

6306280196 

83/06/14 

90-277 

p 

03041 10027 

6304110818 

83/03/10 

90-334 

a 

0304190510 

8309040697 

83/04/28 

CONTRACT 


0304290092 

8306210066 

83/06/13 

90-409 

p 

0305020231 

8309020208 

83/04/19 

50-266 

8 

0305020559 

8306010091 

83/09/20 

PR 


0305040713 

8305040708 

83/04/20 

CONTRACT 


03051 90373 

6305190370 

83/09/13 

90-373 

P 

0305200714 

8306010069 

83/05/16 

90-305 

P 

0309230021 

8306170093 

83/06/06 

90-282 

P 

0309230139 

0309110471 

83/06/10 

50-279 

P 

0309230345 

8309110471 

03/06/10 

50-279 

P 

0305240443 

8305240436 

83/05/20 

50-293 

P 

0305240446 

8305240436 

03/09/20 

50-293 

P 

0305240459 

8309240436 

83/05/20 

90-293 

P 

0305240461 

0305240436 

83/05/20 

50-293 

P 

0305240612 

8309240609 

83/05/09 

COMM 1 86 ION 

8309240624 

8305240609 

83/05/09 

COMM 188 ION 

8306010028 

830601 0024 

83/05/12 

50-313 

P 

0306010077 

8306010022 

83/05/09 

CONTRACT 


6306010078 

8306010072 

83/09/ie 

50-928 

8 

8306010083 

8306010072 

83/09/18 

90-928 

B 

8306010005 

8306010001 

83/04/22 

71-6400 


8306010087 

8306010072 

e3/05/ie 

90-920 

8 


The subject category column in this index gives the doci 
number and the symbol for the category of informati 
within that docket; for example, 50-320 P. The docket subjc 
categories are defined in Appendix A. 

Subject categories for nondocketed items are also enter 
in this column by symbol; for example^ ACRS, These ca 
gories are defined in Appendix B and listed in the Conten 


ACCEEBION 

ENCLOSURE 

NUMBER 

PRINCIPAL 

document 

DATE 

ISSUED 

8UB%/ECT 

CATEOORY 

8306010100 

8306010096 

03/05/17 

50-29 

Q 

8306010107 

8306010101 

03/05/ 12 

50-3 1 3 

a 

8306010174 

83060101S1 

83/05/16 

50-387 

0 

8306010176 

8306010119 

03/09/23 

50-247 

Q 

8306010129 

0306010117 

03/09/ 1 1 

CONTRACT 


8306010134 

8306010121 

03/09/16 

90-307 

o 

8306010135 

8306010132 

03/09/14 

90-267 

o 

8306010141 

8306010132 

03/05/14 

90-267 

0 

8306010193 

8306010148 

83/05/17 

70-371 


8306010196 

G306010191 

83/05/31 

50-350 

K 

8306010164 

8306010139 

63/05/S5 

90-361 

0 

8306010169 

8306010160 

03/09/25 

90-29 

0 

8306010174 

G30601016B 

03/05/27 

50-341 

K 

0306010177 

8306010171 

03/09/26 

50-307 

Q 

8306010178 

8306010160 

03/09/27 

50-34 1 

K 

B3060101Q2 

0306010179 

83/05/19 

50-294 

Q 

8306010208 

0306190490 

83/06/00 

50-213 

0 

8306010229 

0306010227 

83/09/16 

50-333 

0 

8306010231 

0306010227 

83/03/16 

50-333 

0 

8306010239 

0306010233 

83/09/31 

50-352 

A 

8306010240 

8306010233 

83/09/31 

50-352 

K 

6306010243 

8306010233 

03/05/31 

50-352 

C 

8306010248 

8306010246 

03/09/26 

50-271 

P 

8306010298 

8306010296 

03/09/27 

90-120 

H 

8306010304 

8306010301 

03/05/17 

50-271 

a 

8306010306 

0306010303 

03/05/17 

50-213 

Q 

0306010319 

0306010317 

03/09/27 

50-279 

R 

6306010320 

0306010310 

03/09/16 

50-317 

Q 

8306010324 

0306010310 

03/09/16 

50-317 

Q 

8306010327 

0306010326 

83/05/17 

50-334 

Q 

8306010333 

8306010332 

83/09/26 

90-340 

Q 

8306010339 

0306010338 

83/05/17 

70-607 


8306010344 

0306010343 

03/09/20 

90-267 

P 

8306010345 

0306010343 

03/05/20 

50-267 

P 

8306010396 

0306010350 

03/09/25 

SOMYB 

0 

8306010357 

B30 601 0329 

83/05/23 

50-395 

0 

9306010361 

B30601035B 

93/04/39 

50-12B 

P 

8306010366 

B306010329 

83/05/23 

50-395 

Q 

8306010370 

0306010369 

83/09/16 

90-247 

Q 

8306010371 

0306010367 

83/05/26 

50-366 

P 

8306010374 

0306010329 

03/05/23 

50-395 

0 

8306010378 

B3060 10369 

83/09/16 

50-247 

0 

8306010300 

0306010372 

03/09/26 

90-352 

0 

93060 103B3 

8306010379 

83/05/36 

50-271 

p 

8306010399 

8306010390 

03/05/27 

50-400 

0 

8306010412 

0306010402 

93/09/29 

50-220 

0 

8306010416 

0306010411 

03/09/20 

50-267 

p 

8306010419 

0306010411 

03/09/20 

50-267 

p 

8306010429 

0306010426 

83/09/27 

50-364 

p 

8306010436 

0306010439 

83/09/26 

50-271 

p 


629 
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CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCEBBION NU^IBER 



PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATEODRV 

0306010443 

030601:0437 

03/05/27 

SO-443 

0 

0306010449 

8306010438 

83/05/09 

50-270 

S 

0306010449 

8306010442 

83/05/25 

50-443 

0 

8306020012 

0306020009 

83/05/13 

50-319 

P 

B306020032 

0306020025 

83/05/10 

70-2953 


03060 S0037 

8306020015 

03/05/24 

50-309 

P 

0306080047 

8306020043 

03/05/24 

50-320 

H 

83060S0104 

8306020099 

03/05/27 

50-397 

0 

0306020111 

8306020109 

83/04/12 

50-31 5 

R 

0306020116 

0306000107 

83/05/19 

50-324 

0 

0306020118 

8306030109 

83/04/12 

50-315 

R 

03060201 62 

8306020159 

03/04/14 

90-200 

R 

0306020160 

0306030159 

83/04/14 

50-200 

R 

0 306020 J 73 

0306000199 

83/04/14 

50-200 

R 

0306020170 

0306020174 

03/09/26 

50-271 

P 

8306020184 

0306020174 

83/05/26 

50-271 

P 

0306020107 

0306020160 

03/05/19 

90-259 

P 

8306020196 

0306020180 

83/05/19 

50-302 

P 

0306020201 

03060201 98 

83/05/09 

40-299 


0306020209 

8306020205 

03/09/20 

50-331 

P 

0306020240 

8306020232 

83/09/30 

50-278 

F 

0306020242 

8306020229 

03/09/09 

50-328 

U 

8306020243 

8306020230 

03/03/16 

40-0610 


0306020240 

8306020229 

03/05/09 

50-322 

U 

0306020264 

0306020290 

03/05/20 

71-250 


8306020269 

8306020259 

83/05/10 

40-299 


8306020290 

8306020107 

03/05/19 

50-324 

0 

8306020303 

0306020299 

03/05/23 

SO-277 

P 

8306020308 

8306020309 

83/09/03 

40-8601 


8306020320 

8306020314 

83/04/27 

40-299 


8306020320 

8306020326 

83/05/11 

40-8681 


8306020329 

0306020327 

83/09/26 

CONTRACT 


8306020334 

0306020331 

83/04/27 

40-0506 


0306020336 

0306020333 

83/05/26 

CONTRACT 


8306020376 

0306020379 

83/05/20 

50-354 

Q 

830602 0379 

8306020378 

03/05/26 

50-277 

P 

8306020309 

0306020381 

03/05/20 

50-244 

Q 

8306020391 

0306020307 

83/05/20 

70-698 


8306020392 

8306020307 

03/09/20 

70-690 


8306020403 

8306020400 

03/09/20 

SO-244 

Q 

8306020404 

8306020402 

03/09/20 

90-317 

Q 

6306020409 

8306020399 

03/09/31 

70-2948 


0306020407 

8306020402 

83/05/20 

90-317 

Q 

0306020413 

8306020409 

03/09/18 

90-293 

Q 

8306020419 

8306080400 

03/09/31 

70-1224 


0306020416 

83060SD409 

03/09/18 

50-293 

a 

83060204^4 

0306020427 

83/09/20 

50-244 

a 

0306020444 

0306020442 

03/09/20 

50-337 

a 

0306020447 

B306030445 

83/09/20 

50-217 

0 

0306020440 

0306020443 

83/09/31 

50-247 

o 

8306020452 

8306020440 

83/09/31 

50-247 

Q 

0306020460 

0306020458 

83/09/20 

50-244 

0 

8306020463 

0306020459 

83/05/16 

CONTRACT 


8306020482 

8306020480 

03/09/20 

CONTRACT 


8306020490 

6306210463 

03/06/07 

NUREO 


8306020909 

5306020503 

03/04/06 

40-1341 


0306020911 

8306020505 

03/05/29 

50-309 

P 

9306020913 

0306020506 

03/09/20 

CONTRACT 


03O6Q2O933 

0306020928 

03/09/13 

71-9000 


S 306020340 

8306020520 

83/05/13 

71-9000 


0306020972 

0306020360 

83/05/19 

50-278 

P 

0306020974 

0306020968 

83/09/19 

50-290 

0 

0306020983 

0306020568 

83/09/19 

50-290 

0 

0306020507 

0306020960 

03/03/19 

50-298 

& 

8306020992 

0306020928 

03/09/15 

71-9000 


BS06020646 

0306020638 

03/09/17 

70-2909 


0306020699 

0306020693 

03/09/19 

XPORTLIC 


8306020696 

030602^692 

03/09/20 

TOPREP 


8306030016 

830603001 2 

83/09/18 

50-336 

p 

0306030027 

8306030022 

03/09/25 

71-6142 


8306030054 

8306030048 

03/09/17 

CONTRACT 


8306030057 

8306030093 

83/05/05 

71-9056 


8306030060 

8306030091 

93/09/06 

XPORTLIC 


0306030070 

0306030067 

03/05/17 

50-338 

p 

0306030078 

8306030073 

03/05/13 

50-313 

F 

8306030008 

8306030020 

83/05/24 

50-397 

A 

8306030090 

0306030007 

03/05/25 

71-6003 


8306030130 

83060301 1^ 

03/05/19 

50-293 

Q 

8306030134 

8306030117 

03/05/17 

50-293 

0 

0306030143 

8306030137 

83/05/17 

50-254 

0 


ACCESS I QN NUMBER 



PRINCIPAL 

DATE 

aUBJtCT 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORV 

0306030144 

8306030142 

03/05/16 

50-461 

Q 

8306030147 

8306030142 

03/03/16 

50-461 

Q 

0306030146 

8306030146 

63/05/ 17 

50-546 

0 

0306030161 

0306030149 

63/05/16 

50-440 

0 

0306030150 

8306030156 

63/03/12 

50-247 

U 

8306030176 

8306030170 

63/05/10 

50-32? 

U 

0306030179 

6306030152 

83/05/27 

70-1201 


0306030105 

6306030100 

63/05/20 

50-403 

0 

0306030202 

0306030196 

63/05/18 

30-346 

(1 

0306030213 

9306030209 

03/05/19 

90-374 

Q 

6306030230 

6306030223 

03/05/27 

50-155 

P 

8306030235 

8306030231 

63/05/20 

50-309 

P 

6306030246 

6306030242 

63/03/24 

50-329 

N 

6306030256 

6306030252 

03/04/06 

CONTRACT 


0306030266 

6306030263 

03/05/25 

CONTRACT 


8306030271 

6306030260 

63/05/19 

CONTRACT 


8306030281 

6306030272 

63/05/31 

50-454 

K 

0306030264 

8306030277 

63/03/20 

CONTRACT 


0306030299 

6306030290 

63/05/16 

50-315 

P 

0306030303 

B3O6O3O290 

03/05/26 

50-334 

0 

0306030310 

6306090426 

83/05/27 

50-317 

P 

030603031 1 

6306030307 

03/09/27 

90-340 

P 

0306030312 

8306030291 

83/05/20 

50-277 

0 

6306030316 

6306030202 

83/05/27 

50-309 

a 

6306030317 

6306030314 

63/09/20 

70-371 


0306030322 

B306030320 

03/05/26 

50-302 

t 

0306030323 

6306030320 

03/03/26 

50-302 

I 

8306030324 

6306030236 

63/05/20 

70-371 


0306030325 

8306030320 

03/09/26 

50-302 

1 

8306030327 

6306030320 

83/09/26 

50-302 

I 

6306030320 

6306030320 

63/05/26 

50-302 

I 

0306030334 

0306030333 

03/06/01 

50-529 

0 

6306030335 

6306030333 

B3/06/01 

50-529 

B 

6306030339 

6306030336 

B3/04/21 

TOPREP 


0306030345 

8306030343 

63/09/23 

50-206 

0 

6306030351 

6306030349 

03/05/31 

50-272 

s 

0306030359 

0306030355 

03/06/01 

90-443 

0 

6306030363 

6306030355 

03/06/01 

90-443 

Q 

6306030370 

6306030366 

83/04/01 

FOIA 


6306030371 

0306030369 

83/09/11 

COMMISSION 

0306030375 

6306030369 

83/05/11 

COMM 1 SB I ON 

6306030366 

6306030363 

83/04/01 

FOIA 


6306030390 

6306030383 

03/04/01 

FOIA 


6306030395 

8306030363 

83/04/01 

FOIA 


6306030402 

6306030400 

83/09/27 

CONTRACT 


6306030446 

630603044 1 

83/05/16 

50-200 

P 

8306030455 

6306030434 

83/04/19 

FOIA 


0306030476 

6306030474 

63/09/23 

XPORTLIC 


0306030492 

B3060304B9 

03/05/12 

71-7165 


6306030500 

8306030496 

03/05/19 

50-320 

P 

0306030512 

6306030506 

63/05/19 

50-295 

P 

6306060004 

6306060003 

63/03/21 

FOIA 


0306060009 

0306060003 

03/03/21 

FOIA 


0306060006 

6306060003 

83/03/21 

FOIA 


0306060007 

0306060003 

83/03/21 

FOIA 


B306060009 

8306060003 

63/03/21 

FOIA 


0306060012 

6306060003 

63/03/21 

FOIA 


8306060014 

6306060011 

83/ 04/ 19 

FOIA 


0306060015 

S306060003 

63/03/21 

FOIA 


0306060016 

6306060013 

03/04/15 

50-354 

0 

6306060017 

6306060003 

63/03/21 

FOIA 


0306060016 

0306060013 

03/04/15 

90-394 

0 

0306060019 

B306060003 

93/03/21 

FOIA 


8306060020 

6306060003 

03/03/21 

FOIA 


8306060021 

6306060013 

03/04/15 

50-394 

Q 

8306060022 

B306060003 

83/03/21 

FOIA 


6306060023 

6306060013 

83/04/15 

50-354 

Q 

8306060024 

8306060003 

03/03/21 

FOIA 


8306060025 

6306060003 

03/03/21 

FOIA 


0306060026 

6306060003 

03/03/21 

FOIA 


B306060027 

6306060013 

03/04/15 

FOIA 


0306060020 

6306060003 

63/03/21 

FOIA 


8306060030 

6306060003 

03/03/21 

FOIA 


0306060031 

8306060003 

83/03/21 

FOIA 


0306060033 

6306060003 

63/03/21 

FOIA 


6306060035 

6306060003 

03/03/21 

FOIA 


8306060030 

0306060003 

03/03/21 

FOIA 


0306060041 

6306060003 

03/03/21 

FOIA 


8306060043 

B3D6060039 

83/05/31 

50-546 

A 

0306060047 

6306060044 

83/05/31 

30-255 

P 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


63 


/SCCESSION 

NUMBER 




ACCESSION 

NUMBER 





PRINCIPAL 

DATE 

auojbCT 



PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

0306060053 

030 6060003 

83/03/21 

FQ3A 


8306060375 

8306060391 

03/04/20 

CONTRACT 


0306060055 

0306060048 

83/05/31 

50-329 

Q 

8306060396 

8306060393 

03/04/05 

FOIA 


0306060050 

8306060051 

83/04/07 

50-4 1 6 

A 

8306060399 

8306060391 

03/04/20 

CONTRACT 


03D6O6OO5>7 

0306060057 

83/05/27 

□0-^244 

P 

0306060402 

8306060400 

03/04/06 

FOIA 


0306060060 

0306060056 

83/05/18 

50-498 

Q 

0306070007 

0306070005 

03/05/24 

50-520 

Q 

0306060061 

8306060051 

83/04/07 

50-245 

P 

830607001 1 

0306070009 

03/05/20 

50-344 

Q 

0306060066 

8306060051 

03/04/07 

FOIA 


0306070017 

0306070015 

93/05/23 

50-344 

Q 

0306060067 

8306060063 

03/05/31 

50-310 

Q 

8306070021 

0306070019 

03/04/05 

50-206 

P 

0306060073 

8306060069 

03/05/17 

50-450 

0 

8306070026 

0306070025 

03/05/03 

FOIA 


0306060074 

8306060071 

03/05/31 

50-350 

A 

8306070027 

030 60700 2 5 

03/05/03 

FQIA 


8306060076 

0306060051 

83/04/07 

50-269 

P 

B306070028 

83060700 1 9 

93/04/05 

50-206 

P 

8306060000 

0306060051 

83/04/07 

50-207 

P 

8306070042 

0306070033 

□3/06/01 

50-330 

Q 

0306060005 

0306060051 

83/04/07 

50-269 

P 

8306070092 

8306070046 

93/03/24 

50-296 

Gi 

8306060101 

0306060099 

83/06/01 

50-358 

E 

8306070061 

8306070050 

93/06/01 

50-250 

0 

8306060100 

0306060104 

03/03/39 

roiA 


0306070063 

8306070062 

03/05/31 

50-2S5 

P 

0306060109 

8306060105 

03/05/27 

50-31/ 

P 

0306070065 

0306070057 

93/05/12 

50-312 

a 

8306060116 

03060601 1 1 

03/05/18 

50-490 

0 

0306070003 

0306070075 

B3/05/U 

50-344 

0 

0306060118 

8306060114 

03/O4/OA 

70-1151 


0306070005 

0306070082 

93/06/03 

50-341 

a 

0306060130 

830606D117 

03/05/30 

50-302 

1 

0306070090 

0306070093 

93/05/11 

50-275 

a 

03060601 2S 

0306060111 

03/05/18 

50-490 

Q 

8306070106 

8306070103 

93/05/19 

50-267 

p 

8306060124 

0306060114 

83/04/Oi 

70-1 151 


8306070107 

8306070104 

63/05/24 

50-529 

9 

0306060126 

0306060135 

03/05/20 

50-267 

Q 

8306070109 

0306070100 

63/06/02 

GA999 


0306060131 

0306060128 

83/05/17 

50-1 19 

0 

8306070110 

03O6O7O1OB 

03/06/02 

QA999 


8306060132 

03060601 29 

83/05/33 

50-350 

0 

0306070111 

0306070105 

03/05/24 

50-447 

K 

8306060133 

0306060120 

03/05/17 

50-112 

Q 

03060701 1 4 

0306070105 

03/05/24 

50-447 

K 

0306060138 

8306060129 

03/05/23 

50-358 

Q 

0306070127 

8306070123 

63/06/02 

90-321 

1 

8306060149 

8306060145 

83/05/27 

50-255 

P 

0306070130 

0306070123 

83/06/02 

50-321 

I 

8306060158 

8306060157 

03/05/27 

50-277 

F 

0306070134 

0306070131 

83/06/02 

50-369 

p 

0306060165 

6306060160 

03/05/23 

50-245 

a 

0306070144 

8306070139 

63/06/01 

50-646 

0 

0306060166 

8306060162 

03/05/23 

50-277 

a 

0306070145 

8306070137 

83/06/01 

50-403 

a 

0306060169 

0306060167 

03/05/23 

40-672 


8306070146 

8306070140 

03/05/24 

50-317 

a 

B306D60170 

0306060162 

03/05/23 

50-27/ 

a 

8306070147 

8306070139 

03/06/01 

50-546 

0 

8306060171 

8306060160 

03/05/23 

50-245 

Q 

0306070157 

8306070152 

03/05/17 

50-312 

0 

8306060172 

0306060167 

83/05/23 

40-672 


0306070159 

8306070156 

03/05/25 

50-317 

p 

8306060173 

0306060163 

83/05/23 

70-364 


0306070163 

8306070150 

03/06/02 

8A999 


0306060176 

□306060163 

03/05/23 

70-364 


0306070166 

0306070155 

03/06/01 

50-346 

Q 

8306060177 

0306060167 

83/05/23 

40-67S 


8306070170 

0306070167 

03/05/31 

50-293 

P 

0306060179 

□306060167 

83/05/23 

40-672 


8306070171 

0306070160 

03/06/02 

0A999 


0306060185 

0306060183 

83/05/27 

50-31 5 

s 

8306070174 

0306070167 

03/05/01 

50-293 

P 

8306060106 

0306060183 

03/05/27 

50-31 S 

s 

0306070176 

0306070152 

63/05/17 

50-312 

a 

0306060188 

0306060104 

83/05/31 

50-322 

0 

0306070109 

03O6D7O1B6 

03/06/02 

HIBC 


0306060192 

6306060189 

83/05/27 

50-329 

A 

0306070190 

8306070175 

63/06/03 

50-254 

0 

0306060194 

0306060191 

83/05/31 

50-402 

K 

0306070197 

03060701 05 

03/06/01 

S 0-286 

p 

0306060195 

0306060191 

83/05/31 

50-402 

F 

0306070210 

0306070206 

03/05/27 

50-413 

E 

0306060196 

8306060193 

83/05/31 

50-454 

0 

8306070211 

8306070207 

03/06/03 

50-344 

P 

0306060204 

B306060200 

83/05/23 

50-334 

0 

8306070213 

B306070207 

83/06/03 

50-344 

P 

030606021 1 

8306060205 

83/05/23 

60-423 

0 

0306070219 

0306070215 

80/06/01 

50-289 

R 

0306060212 

8306060200 

03/05/31 

60-254 

0 

8306070226 

0306070223 

83/05/24 

50-277 

Q 

8306060214 

6306060200 

83/05/23 

50 -334 

Q 

0306070243 

8306070S3B 

03/05/27 

50-281 

8 

8306060215 

8306060210 

83/05/23 

50-322 

0 

0306070244 

0306070240 

83/05/13 

60-206 

0 

0306060216 

8306060213 

83/05/33 

50-128 

P 

8306070245 

8306070230 

83/05/27 

50-201 

B 

0306060219 

0306060218 

83/05/19 

50-29b 

Q 

8306070250 

8306070247 

03/06/03 

50-255 

P 

8306060220 

6306060217 

83/05/23 

50-219 

0 

0306070253 

8306070252 

03/05/25 

50-520 

Q 

0306060221 

8306060210 

83/05/19 

60-295 

Q 

0306070255 

8306070251 

03/05/16 

50-206 

Q 

0306060224 

8306060223 

83/05/23 

50-220 

Q 

0306070256 

8306070252 

83/05/25 

50-S2S 

0 

8306060225 

8306060117 

83/05/30 

50-302 

r 

8306070261 

G 30607 0251 

03/05/16 

50-206 

Q 

8306060227 

0306060223 

83/05/23 

50-220 

<1 

8306070275 

G 306070270 

03/05/27 

50-275 

P 

0306060234 

P306060230 

83/05/23 

50-3D3 

a 

0306070277 

0306070271 

03/06/02 

60-209 

Q 

8306060237 

0306060230 

83/05/23 

50-333 

a 

0306070278 

0306070270 

03/05/27 

50-275 

P 

8306060242 

8306060241 

83/05/20 

50-403 

0 

8306070280 

0306070272 

03/05/31 

50-269 

P 

8306060244 

8306060241 

03/05/20 

50-483 

0 

0306070286 

6306070272 

03/05/31 

50-269 

P 

8306060248 

8306060246 

03/04/27 

PftM 


8306070207 

8306070205 

03/05/20 

50-243 

Q 

8306060251 

8306060247 

83/05/19 

50-263 

0 

8306070294 

8306070208 

03/06/02 

0A999 


8306060250 

8306060257 

83/05/20 

50-309 

0 

8306070297 

6306070292 

03/05/27 

50-275 

R 

8306060262 

8306060260 

83/05/20 

50-320 

0 

8306070299 

6306070295 

03/06/03 

50-352 

0 

83060 6 0266 

B30606D260 

03/05/23 

50-320 

0 

0306070301 

6306070295 

83/06/03 

50-353 

0 

8306060267 

8306060264 

83/05/23 

50-206 

0 

0306070306 

6306070304 

03/06/04 

50-445 

0 

03O6O6O26B 

8306060265 

83/05/25 

50-32? 

a 

0306070308 

6306070305 

03/06/02 

0A999 


0306060271 

0306060269 

B3/05/27 

50-3J6 

8 

8306070312 

6306070305 

03/06/02 

0A999 


0306060272 

8306060270 

03/06/01 

50-156 

a 

0306070336 

0306070331 

83/06/02 

QA999 


8306060273 

8306060269 

83/05/27 

50-316 

0 

0306070339 

6306070333 

03/05/13 

50-206 

<1 

8306060293 

8306060289 

03/05/26 

50-412 

Q 

0306070346 

0306070344 

83/05/24 

50“27J 

Q 

8306060309 

8306060307 

83/06/03 

70-2S 


8306070352 

8306070349 

63/05/31 

50-413 

F 

8306060329 

8306200138 

03/06/14 

50-277 

P 

8306070333 

6306070344 

63/03/24 

50-271 

Q 

8306060352 

8306060349 

83/05/19 

30-322 

A 

8306070337 

6306070351 

63/05/31 

50-321 

P 

8306060359 

8306060349 

83/06/19 

50-322 

A 

0306070368 

0306070361 

83/05/13 

50-361 

Q 

8306060367 

8306060362 

83/06/2/ 

40-2061 


0306070369 

0306070360 

03/05/03 

50-275 

Q 

0306060374 

8306060369 

83/05/16 

CDflMlBBION 

0306070374 

0306070363 

03/06/02 

50-277 

P 

8306060300 

8306060369 

83/05/16 

COMMISSION 

0306070375 

0306070372 

03/05/30 

50-165 

0 

0306060392 

8306060380 

83/05/16 

50-272 

U 

0306070376 

0306070363 

03/06/02 

30-277 

P 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


532 


ACCESS ION 

ENCLOSURE 

NUMIDER 

PRINCIPAL 

nOCUHENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

ACCEBSiDN NUMBER 

PR INC IP AL 
ENCLOSURE DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

aao&o 7037a 

0306070364 

83/05/09 

30-312 

Q 

8306000267 

0306000259 

83/04/06 

roiA 


BOO AO 70379 

0306070363 

63/06/02 

50-377 

P 

0306080269 

0306080259 

83/04/06 

50-443 

0 

BOO AO 70303 

8306070363 

03/06/02 

50-277 

P 

8306080270 

0306000260 

83/04/11 

FOIA 


B30A0703a4 

8306070380 

63/06/02 

50-313 

Q 

8306000274 

0306000273 

83/06/06 

50-410 

A 

0306070303 

8306070364 

63/05/09 

50-312 

0 

0306080294 

0306000273 

83/06/06 

50-4 1 0 

A 

B30A07030A 

6306070381 

63/06/03 

go-332 

G 

0306000290 

0306090273 

03/06/06 

50-410 

A 

8306070337 

8306070363 

63/06/02 

50-377 

P 

8306000302 

0306000297 

83/04/06 

40-2061 


0306D7D39I 

0306070363 

63/06/02 

SO-277 

P 

8306080303 

0306000273 

83/06/06 

50-4 1 0 

A 

0306070392 

0306070388 

83/06/01 

50-454 

0 

8306000304 

03O6OBO277 

83/04/12 

50-490 

0 

8306070394 

8306070302 

03/06/04 

50-445 

0 

0306060306 

8306000273 

03/06/06 

50-410 

A 

0306070395 

8306070363 

03/06/02 

50-277 

p 

8306060300 

0306000277 

83/04/12 

50-490 

0 

0306070393 

9306070363 

83/06/02 

30-377 

p 

6306060310 

8306000277 

03/04/12 

50-498 

0 

8306070401 

8306070396 

83/05/31 

50-461 

K 

0306060312 

8306000273 

03/06/06 

50-410 

A 

8306070403 

8306070363 

83/06/02 

SO-277 

P 

0306000316 

8306090313 

03/04/06 

50-148 

P 

8306070407 

8306070271 

63/06/02 

SO-289 

0 

6306000320 

0306090273 

03/06/06 

50-410 

A 

0306070431 

&3O6O7O430 

03/05/27 

50-370 

P 

8306080334 

0306090326 

03/05/03 

71-9017 


6306070434 

8306070429 

03/05/27 

50-370 

P 

0306080336 

0306000326 

03/03/03 

71-9017 


6306070442 

8306070435 

03/06/02 

40-2061 


0306000330 

0306000273 

83/06/06 

50-410 

A 

0306070446 

B306070444 

03/05/31 

50-461 

E 

0306060339 

□306000326 

03/05/03 

71-9017 


0306070447 

8306070444 

03/05/31 

SO-461 

E 

0306080340 

03O6OBO326 

03/05/03 

71-9017 


B306070451 

8 306070444 

03/05/31 

50-461 

E 

0306080342 

0306090326 

03/05/03 

71-9017 


0306070455 

0306070453 

03/05/16 

71-9182 


0306080343 

0306000273 

03/06/06 

50-410 

A 

B30607045B 

0306070453 

03/05/16 

71-9102 


6306060340 

0306000341 

03/05/12 

71-4909 


B3O60 70465 

8306070464 

03/05/10 

CONTRACT 


0306000351 

0306000273 

03/06/06 

50-410 

A 

8306070460 

0306070466 

03/05/25 

MISC 


0306000350 

0306000341 

83/03/12 

71-4709 


0306070470 

0306070467 

03/03/20 

40-399 


0306000360 

0306000273 

03/06/06 

50-410 

A 

0306080004 

8306080003 

63/06/03 

50-2S0 

Q 

0306080396 

0306000393 

83/05/31 

70-2030 


030608000^ 

6306080006 

03/05/11 

50-390 

A 

0306080411 

03O6OBO4O0 

03/06/03 

71-9016 


03O6O6OOS3 

8306060021 

03/04/29 

70-1 J 51 


8306060417 

03O6OBO413 

03/06/01 

CONTRACT 


0306000041 

8306060031 

83/03/25 

FOIA 


0306080427 

03O6OBO419 

83/05/24 

CONTRACT 


0306080046 

0306000042 

83/03/21 

50-267 

0 

6306000442 

03O6OBO439 

B3/05/1B 

50-322 

T 

6306000048 

6306060044 

83/05/31 

50-440 

A 

0306090002 

0306090001 

03/05/31 

71-9111 


6306000056 

8306060052 

03/06/01 

70-2910 


8306090006 

0306070004 

83/05/31 

71-6601 


8306080057 

6306060053 

03/06/06 

50-443 

G 

0306090017 

0306090014 

03/05/31 

71-9026 


83060800712 

0306080067 

03/06/02 

CONTRACT 


0306090021 

8306090010 

03/06/06 

50-387 

F 

0306000074 

0306000069 

83/04/04 

50-392 

0 

8306090026 

0306090010 

83/06/06 

50-307 

F 

6306000079 

6306060078 

63/04/20 

50-362 

0 

8306090027 

8306090024 

03/06/06 

50-219 

F 

6306000003 

6306080060 

03/05/31 

50-334 

p 

0306090031 

0306090024 

83/06/06 

50-219 

F 

8306000107 

6306080101 

03/03/01 

ADVCM 


8306090032 

6306090029 

83/06/01 

50-205 

F 

8306080124 

0306060119 

83/03/01 

40-0732 


8306090035 

0306090028 

83/04/28 

40-8786 


6306060127 

0306000123 

03/05/27 

50-312 

F 

0306090036 

0306090030 

03/05/25 

71-2 


6306080129 

0306000109 

03/04/13 

50-263 

Q 

0306090037 

8306090034 

83/05/27 

71-9010 


8306080133 

0306060128 

63/04/04 

30-498 

0 

0306090044 

0306070041 

03/05/26 

50-219 

0 

8306080134 

0306000109 

83/04/13 

50-265 

Q 

0306090060 

0306090007 

03/06/01 

50-346 

F 

8306080140 

0306000137 

03/06/02 

50-350 

E 

0306090069 

0306090067 

03/05/27 

50-322 

0 

0306000145 

6306060143 

B3/D5/3L 

50-454 

0 

0306090074 

8306090070 

03/05/31 

71-6244 


0306000153 

0306000140 

03/05/26 

WASTE MOT 

0306090076 

B30A090067 

03/05/27 

50-322 

Q 

8306000155 

0306000150 

63/06/02 

50-490 

0 

0306090131 

8306090120 

03/05/27 

50-32P 

0 

0306000156 

0306000152 

63/04/06 

40-0037 


0306090132 

B306090129 

03/03/07 

40-8690 


8306080159 

0306060150 

63/06/02 

50-498 

0 

03060901 30 

0306090129 

83/03/07 

40-8698 


6306000165 

0306000152 

83/04/06 

40-8027 


0306090143 

8306090140 

03/05/26 

50-352 

Q 

8306000177 

0306000171 

03/06/03 

50-322 

0 

0306090151 

B30A090140 

83/03/26 

50-352 

Q 

6306000178 

0306000175 

63/06/06 

50-402 

A 

0306090164 

0306090156 

83/06/07 

50-361 

P 

8306000102 

0306000171 

03/06/03 

50-322 

0 

0306070167 

0306090163 

83/02/02 

40-8004 


8306080168 

0306060104 

63/06/06 

90-402 

a 

0306090175 

0306090163 

83/02/02 

40-8084 


0306000190 

63060601 01 

83/03/07 

40-0681 


0306090179 

0306090172 

83/04/15 

40-8663 


0306000193 

0306000161 

63/03/07 

40-0661 


0306090165 

0306090177 

83/06/06 

50-266 

0 

8306080197 

6306060192 

63/03/04 

50-313 

Q 

0306090193 

0306090 I 90 

83/05/25 

50-334 

P 

0306000201 

6306060199 

83/06/03 

50-275 

P 

0306090203 

0306090201 

83/06/01 

50-255 

F 

8306080205 

63D6060203 

63/06/06 

50-356 

0 

0306090200 

0306090204 

83/06/01 

50-348 

F 

8306080210 

6306060209 

03/06/03 

50-206 

P 

8306090223 

0306090221 

03/06/02 

50-434 

F 

8306080211 

0306080109 

03/04/13 

50-205 

0 

8306090226 

B306090219 

83/06/02 

50-27/ 

P 

8306080216 

0306000214 

03/06/06 

50-361 

G 

0306090220 

0306090224 

83/05/18 

40-8452 


8306000219 

0306060217 

03/05/19 

50-298 

0 

0306090239 

8306090237 

03/05/31 

50-202 

F 

0306000221 

6306060220 

03/04/14 

50-445 

0 

0306090241 

8306090230 

83/05/27 

50-245 

Q 

8306060222 

6306000218 

63/06/06 

50-445 

0 

0306090244 

8306090243 

03/05/27 

50-329 

G 

8306080224 

0306000218 

63/06/06 

50-445 

0 

0306090245 

0306090243 

03/05/27 

50-329 

0 

0306080227 

6306060218 

63/06/06 

50-445 

0 

0306090257 

0306090254 

83/06/01 

50-202 

F 

8306060226 

8306060225 

82/11/22 

50-330 

p 

0306090257 

0306090255 

03/06/01 

70-2910 


8306080235 

6306060232 

63/06/02 

50-155 

0 

0306090261 

0306090254 

03/06/01 

50-282 

F 

8306080236 

6306060231 

63/03/29 

50-205 

0 

8306090269 

0306090265 

03/05/31 

70-2926 


6306080237 

0306000234 

63/05/31 

50-346 

p 

8306090271 

0306090268 

83/06/01 

50-289 

F 

6306080236 

8306000192 

03/03/04 

50-313 

0 

8306090272 

0306090267 

03/06/08 

50-245 

P 

6306080241 

8306000239 

03/06/06 

50-445 

0 

8306090274 

0306090265 

03/05/31 

70-2926 


6306000243 

6306000239 

63/06/06 

SO-445 

G 

8306070270 

0306090273 

03/06/03 

50-528 

F 

6306080240 

0306060239 

63/06/0^ 

50-445 

0 

0306090276 

0306090273 

03/06/03 

50-528 

F 

0306080258 

0306000251 

83/05/24 

50-335 

p 

8306090279 

B30609027B 

03/06/03 

71-9015 


6306080263 

0306000259 

63/04/06 

50-443 

0 

8306090200 

0306090277 

03/05/09 

CONTRACT 


8306000264 

0306000259 

83/04/04 

50-443 

0 

8306090203 

B3O6O9O201 

03/06/01 

50-346 

F 

8306060266 

0306000259 

63/04/06 

50-443 

a 

8306090284 

0306090202 

03/06/02 

CONTRACT 
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ACCESSION 

NUMnER 




ACCESSION 

NUMDER 





PRINCIPAL 

DATE 

SUBJECT 



PRINCIPAL 

DATE 

SUajECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

ENCLOSURE 

DOCUMENT 

IBBUED 

CATEODRY 

03060 902G7 

0306090285 

03/06/01 

50-255 

F 

83061 30S30 

0306 IPO 226 

03/06/07 

50-249 

P 

0306090291 

0306090289 

03/06/01 

50-29 

F 

8306130230 

03O61PO233 

03/04/29 

REVIEW ORP 

0306090304 

0306090302 

03/06/03 

50-286 

P 

8306130261 

03D61PO255 

03/05/25 

50-445 

a 

0306090307 

0306090302 

03/06/03 

50-286 

P 

8306130263 

B3O61PO250 

83/06/01 

50-315 

a 

0306090315 

0306090312 

03/06/06 

50-445 

V 

8306130273 

0306130250 

83/06/01 

50-315 

Q 

B306090324 

8306090319 

03/03/23 

50-348 

0 

8306130292 

8306130205 

03/06/10 

50-341 

a 

B306090326 

G306090316 

03/06/03 

50-331 

a 

8306130305 

83D61P0299 

03/06 /OB 

50-440 

0 

0306090332 

0306090329 

03/06/06 

50-348 

0 

8306130314 

0306130311 

03/06/10 

50-4 09 

a 

8306090354 

8306090349 

03/04/13 

50-205 

a 

8306130319 

0306130290 

03/06/10 

50-346 

a 

B306090355 

0306090352 

03/06/03 

50-250 

p 

8306130320 

0306130326 

03/06/06 

50-922 

E 

0306090360 

8306090350 

83/05/26 

50-271 

Q 

0306130331 

BSD 6 130326 

83/06/06 

50-322 

E 

0306090366 

8306090358 

83/05/26 

50-271 

Q 

8306130332 

0306130326 

03/06/06 

50-322 

E 

0306090373 

8306090370 

03/06/06 

50-346 

F 

8306130333 

8306130330 

03/03/27 

50-305 

a 

0306090379 

8306090376 

03/04/13 

Far A 


8306130335 

8306130334 

83/06/07 

50-255 

F 

0306090380 

0306090377 

03/05/31 

50-309 

P 

8306130343 

0306130341 

83/03/31 

50-454 

O 

8306090300 

8306090386 

03/05/26 

50-298 

P 

0306130345 

8306130341 

03/05/31 

30-454 

0 

8306090394 

8306090391 

83/06/01 

50-261 

F 

0306130350 

B306 130356 

93/06/09 

50-345 

p 

0306090397 

8306090393 

83/05/31 

50-312 

P 

0306130372 

6306130360 

03/06/02 

50-329 

A 

0306090411 

8306090406 

03/06/06 

50-302 

F 

8306130377 

0306130371 

63/06/09 

50-142 

T 

0306090416 

8306090406 

03/06/06 

50-382 

F 

B30613037B 

8306130375 

63/06/08 

50-331 

8 

0306090433 

B306090430 

03/05/27 

50-220 

P 

8306130379 

0306130371 

83/06/09 

50-142 

T 

0306090432 

0306090447 

83/05/27 

CONTRACT 


8306130391 

0306190387 

63/06/09 

50-322 

0 

0306090470 

0306090467 

03/05/25 

CONTRACT 


8306130392 

0306190386 

83/06/09 

5a-20A 

P 

0306090400 

0306090484 

03/03/25 

contract 


8306130395 

0306130390 

83/06/10 

50-28^ 

0 

0306090493 

0306090426 

03/03/27 

50-317 

P 

8306130402 

0306130397 

83/05/23 

0A999 


0306100014 

0306100009 

03/04/11 

50-275 

Q 

0306130407 

0306130403 

83/05/27 

50-537 

A 

83061 00032 

8306100009 

03/04/11 

50-312 

0 

0306130410 

6306130397 

03/05/23 

OA999 


0306100036 

0306100009 

03/04/11 

50" 206 

Q 

0306130412 

8306130405 

83/05/27 

50-254 

0 

8306100030 

8306100009 

03/04/11 

50-312 

0 

0306130416 

8306130413 

03/05/23 

06999 


0306100039 

0306 100009 

03/04/11 

50-312 

0 

0306130410 

0306130414 

03/06/10 

50-322 

0 

0306100040 

8306100009 

83/04/11 

50-312 

0 

0306130422 

0306130413 

83/05/23 

QA999 


0306100044 

0306100009 

83/04/11 

50-312 

0 

0306130441 

8306190435 

03/06/06 

50-250 

F 

0306100047 

0306100009 

83/04/11 

50-312 

0 

0306130442 

0306190429 

83/06/06 

50-34B 

P 

8306100078 

0306100075 

03/06/09 

50-529 

Q 

0306130452 

0306130445 

83/06/07 

50-454 

0 

0306100093 

0306100000 

03/06/06 

50- 1 55 

Q 

0306130457 

0306130454 

03/06/07 

50-10 

R 

0306100105 

8306100101 

03/05/27 

50-237 

Q 

B306 130460 

0306130454 

83/06/07 

50-10 

R 

0306100106 

8306100102 

03/06/06 

50-2Q3 

P 

0306130500 

0306130493 

83/02/28 

70-1257 


0306100131 

8306100128 

03/06/09 

50-237 

P 

0306 1 40033 

0306140023 

83/06/06 

50-335 

F 

0306100134 

8306100130 

03/05/31 

50-27S 

R 

0306140038 

0306140023 

83/06/06 

50-335 

F 

0306100135 

8306100120 

03/06/09 

50-237 

P 

0306140063 

030614005? 

83/06/07 

50-272 

P 

0306100136 

8306100132 

03/06/08 

50-366 

P 

8306140U5 

6306140111 

83/05/26 

50-389 

P 

0306100144 

8306100140 

83/06/06 

50-209 

P 

8306140125 

6306140114 

83/05/27 

50-438 

0 

0306100146 

8306100147 

03/06/03 

50-403 

A 

8306140131 

6306140114 

83/05/27 

50-438 

Q 

0306100152 

0306100147 

03/06/03 

50-403 

A 

8306140134 

0306140114 

83/05/27 

50-430 

0 

0306100156 

0306100149 

03/06/06 

50-237 

0 

8306140139 

0306140114 

83/05/27 

50-430 

0 

8306100167 

83D6100165 

83/05/25 

50-483 

0 

0306140142 

0306140137 

03/05/26 

50-327 

Q 

8306100169 

0306100162 

03/05/23 

30-403 

Q 

0306140145 

0306 140137 

03/05/26 

50-327 

Q 

0306100171 

8306100168 

83/06/02 

50-2 7B 

R 

0306140149 

0306140137 

83/05/26 

50-327 

Q 

8306100174 

8306100172 

83/05/24 

50-373 

0 

0306140150 

0306140143 

83/05/26 

50-438 

8 

8306100175 

0306100172 

83/05/24 

50-373 

Q 

0306140153 

0306140147 

03/05/01 

50-333 

Q 

B3061001B1 

0306100179 

03/05/18 

50-295 

R 

8306140157 

B306 140143 

03/05/26 

50-438 

Q 

0306100193 

0306100191 

03/06/07 

50-309 

0 

8306140162 

6306140137 

03/05/26 

50-327 

Q 

830610019? 

0306100197 

03/06/00 

50-413 

0 

8306140164 

6306140143 

03/05/26 

50-438 

0 

6306100205 

8306100204 

03/06/07 

50-309 

0 

8306140169 

0306 1401 56 

83/06/09 

50-333 

0 

6306100212 

8306100210 

83/05/20 

50-341 

0 

8306140172 

6306140143 

83/05/26 

60-438 

8 

6306100220 

0306 100217 

03/05/25 

50-151 

0 

0306140100 

8306140174 

03/05/16 

50-3B9 

Q 

6306100227 

0306100223 

03/06/06 

50-445 

9 

B3061 40191 

6306140166 

83/05/16 

60-309 

Q 

8306100229 

8306100226 

03/05/26 

50-1 95 

0 

8306140196 

6306140190 

83/05/19 

50-335 

Q 

0306100230 

0306100223 

03/06/06 

50-445 

0 

8306140197 

6306140166 

03/05/11 

50-407 

Q 

0306100242 

0306100240 

03/06/08 

50-322 

0 

8306140201 

6306140194 

03/05/25 

50-324 

Q 

6306100247 

0306100244 

83/05/24 

50-454 

Q 

8306140212 

0306140207 

83/05/20 

50-482 

Q 

0306100249 

8306100244 

83/05/24 

50-454 

Q 

8306140220 

6306140207 

83/05/20 

50-4B2 

8 

0306100250 

8306100245 

03/06/06 

50-373 

0 

8306140222 

6306140206 

83/06/03 

50-338 

P 

6306100255 

8306100252 

83/05/20 

50-373 

Q 

8306140223 

6306140217 

83/06/06 

50-159 

F 

0306100256 

8306100253 

83/06/06 

50-206 

P 

6306140227 

6306140217 

83/06/06 

50-155 

F 

0306100258 

B306 100252 

03/05/20 

50-373 

Q 

B306 140232 

6306140226 

83/05/11 

50-72 

Q 

0306100265 

0306100264 

03/06/10 

50-424 

A 

0306140234 

6306140230 

03/06/10 

50-482 

A 

83061 00266 

8306100263 

03/05/27 

50-374 

0 

0306140236 

6306140826 

03/05/11 

50-72 

0 

0306100267 

8306100264 

03/06/10 

50-424 

A 

8306140238 

6306140226 

03/05/18 

CONTRACT 


0306100269 

8306100260 

03/06/03 

50-329 

A 

0306140240 

6306140230 

93/06/10 

50-482 

A 

8306100272 

0306100260 

03/06/03 

50-329 

A 

0306140244 

6306140235 

83/05/17 

50-4 16 

Q 

0306100273 

0306100271 

83/06/07 

60-319 

Q 

0306140246 

8306140237 

83/0-6/06 

50-321 

F 

8306100311 

0306100237 

03/06/08 

50-289 

H 

0306140249 

6306140245 

83/05/13 

50-482 

Q 

8306130129 

0306130118 

83/05/25 

50-382 

Q 

0306140253 

6306140246 

83/06/06 

50-97 

Q 

8306130130 

8306130117 

03/06/06 

50-285 

Q 

0306140254 

6306140237 

83/06/06 

50-321 

F 

B3D61 30185 

0306130177 

03/06/03 

71-9089 


0306140261 

6306140256 

83/05/31 

50-272 

a 

8306130190 

0306130177 

83/06/03 

71-9089 


0306140262 

0306140250 

83/06/09 

50-277 

Q 

8306130212 

8306130177 

03/06/03 

71-9089 


0306140266 

6306140251 

83/06/02 

50-239 

Q 

8306130216 

8306130194 

03/05/23 

0A999 


0306140273 

8306140265 

83/06/06 

50-309 

F 

83061 30224 

8306130194 

03/05/23 

0A999 


0306140276 

6306140251 

03/06/02 

50-259 

a 
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G20& 140264 

9306140251 

83/06/02 

50-299 

Q 

B 30 6 140297 

03O6HO251 

03/06/02 

50-259 

0 

8306140310 

8306140302 

83/05/23 

50-335 

Q 

8306140323 

0306140316 

83/05/23 

50-322 

H 

8306140337 

8306140329 

03/06/07 

ADVCM 


0306140338 

0306140317 

03/05/26 

70-1110 


8306140342 

8306140317 

03/03/26 

70-1113 


0306140348 

8306140317 

03/05/26 

70-1 1 1 3 


8306140349 

8306140343 

03/05/17 

50-335 

Q 

8306140350 

8306140345 

03/03/24 

50-329 

M 

8306140357 

8306140317 

03/05/26 

70-1113 


8306140358 

8306140332 

83/05/31 

50-322 

Q 

8306140361 

8306140352 

03/06/03 

50-336 

P 

83061 4036S 

0306140355 

83/05/13 

50-390 

Q 

8306140363 

8306140359 

83/05/19 

90-313 

0 

8306140367 

8306140356 

B3/04/1 1 

40-8690 


8306140374 

8306140370 

83/05/27 

50-445 

0 

8306140375 

8306140368 

93/05/24 

50-400 

Q 

83061 403BB 

8306140392 

83/06/01 

50-375 

0 

8306140390 

83061 40386 

03/ 05/ J 7 

50-327 

G 

8306140391 

8306140381 

03/06/06 

50-277 

F 

8306140398 

8306140381 

93/06/06 

60-277 

F 

B 3061 40400 

0306140397 

03/05/17 

50-200 

0 

B306 140404 

8306140396 

83/05/24 

50-324 

Q 

8306140413 

0306140396 

83/05/24 

SO-324 

0 

83061 4 04SO 

9306140415 

83/05/27 

50-390 

Q 

8306140423 

8306140396 

03/05/24 

50-324 

a 

9306140424 

9306920074 

83/06/21 

50-219 

p 

8306140425 

8306140415 

83/05/27 

50-390 

0 

8306140426 

6306! 4042 J 

03/06/03 

CONTRACT 


8306 14 0420 

8306140415 

83/05/27 

50-390 

0 

8306140434 

8306140415 

03/05/27 

50-390 

Q 

8306140438 

8306140433 

83/06/03 

CONTRACT 


8306140439 

9306140432 

83/05/l<7 

50-424 

Q 

8306140445 

0306140441 

03/05/31 

50-410 

G 

8306140446 

8306140442 

83/06/06 

40-8794 


03061 4 0451 

8306140447 

83/05/27 

50-302 

0 

8306140454 

8306140450 

03/06/07 

50-416 

0 

9306140455 

8306140447 

83/05/27 

50-302 

0 

83061 40457 

0306140452 

03/05/25 

50-395 

G 

B 3061 40461 

0306140452 

83/03/25 

50-395 

G 

8306140462 

0306140447 

83/05/27 

50-302 

G 

8306140463 

0306140450 

83/06/07 

50-416 

0 

8306140465 

0306140452 

83/05/25 

50-395 

G 

0306140468 

9306140450 

83/06/07 

50-416 

G 

8306140469 

0306140447 

83/05/27 

50-302 

G 

8306140471 

83061 404S2 

83/05/25 

50-395 

0 

8306140474 

8306140450 

83/06/07 

50-416 

a 

8306140477 

9306140473 

03/05/16 

50-348 

a 

8306140490 

8306140403 

83/06/02 

50-400 

0 

9306140493 

8306140487 

03/06/09 

50-395 

Q 

0306140493 

8306140406 

03/05/24 

50-321 

V 

9306140495 

8306140483 

03/06/02 

50-400 

0 

9306140490 

8306140494 

03/06/03 

50-322 

G 

8306140499 

8306140403 

03/O6/OS 

50-400 

G 

9306140502 

0306140497 

03/03/27 

50-413 

Q 

9306140503 

8306140403 

03/06/01? 

50-400 

0 

9306140505 

8306140501 

03/05/18 

COMM I 88 TON 

9306140506 

8306140497 

83/05/27 

50-413 

G 

9306140507 

8306140403 

03/06/02 

50-400 

G 

93061 40508 

8306140497 

03/05/27 

50-413 

Q 

9306140510 

83061 4 0504 

83/05/25 

50-387 

Q 

9306140511 

0306140497 

03/05/27 

50-413 

0 

9306140512 

0306140403 

83/06/02 

50-400 

0 

9306140513 

8306140509 

83/02/28 

ADVCM 


9306140914 

0306140504 

03/05/25 

50-3D9 

Q 

9306140516 

0306140504 

03/05/25 

50-389 

0 

8306140517 

8306140509 

83/02/28 

ADVCM 


8306140520 

8306140504 

03/03/25 

50-389 

Q 

8306140521 

8306140509 

83/02/28 

ADVCM 


9306140522 

0306140515 

83/05/25 

50-321 

G 

8306140529 

8306140527 

83/05/25 

70-1201 


8306140532 

83061 40524 

03/06/07 

50-329 

A 

8306140534 

8306140524 

83/06/07 

50-329 

A 

8306140537 

63061 40530 

83/05/17 

50-369 

0 

8306140539 

83061 40524 

03/ 06/07 

50-329 

A 

83061 40S40 

0306140524 

83/06/07 

50-329 

A 

8306140541 

6306140536 

63/05/18 

50-335 

G 

8306140542 

8306140535 

03/05/23 

50-327 

0 

8306140544 

8306140524 

83/06/07 

50-329 

A 


ACCESS I ON 

ENCLOSURE 

NUMDEF< 

PRINCIPAL 

DOCUMENT 

DATE 

ISOUEO 

SUBJECT 

CATEOORV 

0306140546 

0306140524 

63/06/07 

50-329 

A 

03061 40S4B 

0306140524 

03/06/07 

50-329 

A 

0306140549 

0306140547 

83/05/16 

50-324 

0 

0306140552 

8306140524 

93/06/07 

50-329 

A 

0306140555 

0306140524 

03/06/07 

50-329 

A 

0306140557 

0306 140524 

63/06/07 

50-329 

A 

03061 40550 

0306140554 

83/06/02 

50-410 

0 

0306140560 

0306140524 

03/06/07 

50-329 

A 

0306140564 

0306140554 

83/06/02 

50-410 

Q 

0306140566 

6306140524 

83/06/07 

50-329 

A 

0306140567 

8306140559 

83/06/07 

50-416 

G 

0306140569 

8306140559 

83/06/07 

50-416 

0 

8306140571 

8306140559 

63/06/07 

50-416 

0 

0306140573 

6306140524 

83/06/07 

50-329 

A 

0306140574 

8306140559 

03/06/07 

50-416 

G 

0306140575 

0306140579 

8306140560 

6306140524 

83/06/02 

03/06/07 

70-1113 

50-329 

A 

0306140500 

6306140562 

83/03/20 

50-390 

a 

0306140582 

0306140583 

6306140576 
8306 I 405 59 

03/06/01 

03/06/07 

70-1113 

50-416 

0 

8306140507 

8306140524 

83/06/07 

50-329 

A 

0306140592 

8306140524 

83/06/07 

50-329 

A 

0306140597 

8306140524 

83/06/07 

50-329 

A 

0306140605 

8306140524 

63/06/07 

50-329 

A 

0306140615 

8306140607 

03/06/00 

50-322 

G 

B3061 40616 

6306140613 

83/06/07 

50-293 

P 

0306140617 

0306140627 

6306140609 

6306140621 

03/05/10 

03/03/25 

70-824 

50-200 

Q 

8306140636 

6306140631 

83/05/27 

50-302 

G 

0306140643 

8306140639 

03/05/31 

50-334 

P 

0306140647 

6306140608 

83/05/17 

50-330 

G 

0306140652 

6306140641 

03/05/17 

50-330 

Q 

0306140653 

6306140645 

03/03/26 

50-340 

G 

0306140662 

8306140637 

03/06/09 

50-293 

0 

0306140663 

6306140650 

03/06/00 

50-412 

0 

0306140667 

6306140658 

83/06/08 

50-412 

Q 

8306140671 

6306140664 

83/05/24 

50-413 

0 

0306140672 

8306140658 

83/06/08 

50-412 

Q 

0306140675 

0306140682 

6306140666 

8306140677 

83/04/08 

03/06/07 

MISC 

50-324 

Q 

0306 140606 

6306 140680 

83/06/09 

50-370 

P 

0306140688 

0306140677 

03/06/07 

50-324 

0 

0306140692 

6306140605 

63/03/25 

50-259 

G 

6306140693 

0306140677 

83/06/07 

50-324 

G 

6306140699 

0306140677 

83/06/07 

50-324 

G 

63061 40705 

0306140677 

83/06/0/ 

50-324 

Q 

6306 140700 

8306140698 

63/03/31 

50-261 

G 

6306140713 

8306140716 

8306140719 

6306140700 

6306140712 

6306140711 

83/06/02 

03/06/01 

63/06/01 

70-143 

PR 

50-321 

Q 

0306140729 

8306140724 

83/06/09 

50-416 

P 

0306140730 

8306140711 

83/06/01 

50-321 

G 

0306140734 

0306140737 

0306140726 

0306140732 

83/03/03 

03/06/09 

ADVCM 

50-209 

F 

6306140740 

0306140743 

0306140726 

0306140711 

83/03/03 

03/06/01 

ADVCM 

50-321 

0 

6306 140746 

0306140730 

83/06/06 

50-269 

P 

8306140750 

8306140752 

0306140744 

03O614O73B 

83/06/03 

63/06/06 

71-6553 

50-269 

P 

6306140631 

0306140026 

63/06/01 

50-235 

F 

6306150000 

0306150005 

83/06/02 

50-209 

Q 

0306130014 

8306150013 

83/06/13 

50-244 

0 

63061 50030 

0306150025 

83/06/07 

50-289 

F 

0306150034 

0306150032 

03/06/07 

50-313 

F 

0306150041 

8306150037 

63/06/07 

50-321 

F 

8306150044 

6306 150037 

03/06/07 

50-321 

F 

0306150086 

6306150082 

83/06/01 

50-317 

F 

6306150094 

03061 50071 

83/06/06 

50-327 

F 

6306150096 

6306150091 

83/06/06 

50-327 

F 

6306150102 

6306150101 

83/06/06 

50-445 

F 

6306150124 

8306150137 

8306150121 
B3D6 150133 

B3/05/31 

03/06/01 

TDPREP 

50-321 

F 

0306150141 

B306 150133 

63/06/01 

50-321 

F 

0306150150 

8306150149 

83/05/19 

50-412 

A 

8306150163 

8306150166 

0306150169 

0306150172 

0306150179 

6306150156 

8306150156 

0306150156 

8306150167 

6306150174 

83/06/08 

83/06/00 

83/06/08 

83/06/13 

83/06/13 

70-2669 

70-2669 

70-2669 

PROJ 

50-2P9 

H 

8306150105 

6306150174 

83/06/13 

50-209 

H 



ACCESSIOM 


ENCLOSURE 

Q30&1 S0214 
0306 1 50222 
0306 1 50232 
0306 1 50240 
03061 50247 

0306 1 50240 
83061 50251 
03061 50257 
03061 5025? 
83061 302^2 

8306 1 502&6 
03061 3026? 
8306 1 50270 
8306 1 50272 
8306 1 50276 

83061 50281 
83061 50283 
8306 1 50286 
8306 1 30293 
3306 1 30299 

83061 50335 
B3061 30338 
8306 1 5034 1 
0306 1 30346 
0306130351 

03061 50355 
0306 J 30373 
0306150381 
8306150386 
0306 J 50400 

8306150401 
83061 50403 
8306150409 
8306150413 
8306150415 

9306150431 
8306 1 50436 
83061 30437 
8306 1 50442 
83061 50455 

8306150461 
83061 50465 
83061 30475 
0306150404 
83061 50487 

6306150488 
83061 SOSOl 
83061 50515 
8306150521 
0306150543 

8306150570 
83061 50615 
8306150628 
63061 50630 
8306 1 50634 

83061 50636 
8306150637 
8306150638 
83061 60005 
8306 1 60006 

8306160010 
0306160017 
8306160032 
03061 6004 S 
8306 1 60048 

8306160057 

8306160064 

8306160077 

8306160083 

83061600Q7 

0306160089 
8306160091 
8306160100 
8306160104 
8306 160107 

83061 60108 
8306160112 
8306160115 
8306160118 
8304160124 


CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


NUhDER 


ACCESSION NUHBER 


PRINCIPAL 

DOCUMENT 

B3D61S02U 

8306150218 

0306150228 

8306150239 

8306150237 

8306150243 
8306150246 
8306150253 
8306150256 
83061 50256 

8306150260 
0306150264 
0306150267 
8306 1 50260 
03051 10471 

8305110471 
8306150277 
8306150202 
8306150290 
03061 50290 

8306150332 
83061 50334 
8306150334 
8306150344 
8306150344 

8306150349 

8306150370 

8306150370 

0306150304 

8306150376 

8306150395 
8306100396 
83061 5040S 
8306150405 
8306150414 

8306150238 
8306150420 
8306150238 
0306150420 
83061 50454 

8306150460 

8306150463 

0306150470 

0306150478 

8306150482 

0306150485 
8306150499 
0306150500 
83061 50506 
83061 50533 

B3061 50560 
8306150609 
8306150626 
8306150627 
0306150627 

B3D61 50632 
0306150627 
B3061 50627 
0306160003 
0306160003 

8306160009 
0306160009 
0306 1 60027 
8306160040 
8306160043 

8306160050 

8306160058 

0306160071 

0306160001 

0306160072 

0306 160072 
8306160072 
0306160096 
6306160096 
8306160093 

8306160096 

8306160093 

8306160093 

8306160093 

8306160110 


DATE 

ISSUED 

83/05/20 

03/06/10 

03/06/09 

83/06/03 

83/06/02 

83/06/03 

03/06/07 

83/06/10 

83/05/11 

83/05/11 

83/05/26 

83/06/02 

83/06/02 

83/03/26 

83/06/10 

93/06/10 

83/06/00 

83/03/27 

83/06/06 

83/06/06 

83/06/07 

83/06/06 

83/06/06 

03/06/06 

03/06/06 

83/06/03 

83/06/10 

03/06/10 

03/06/10 

83/06/10 

83/06/09 

03/06/10 

03/06/09 

03/06/09 

83/06/09 

83/05/24 

03/06/07 

03/05/84 

03/06/07 

03/06/06 

03/06/07 

83/06/03 

03/06/08 

03/05/10 

83/06/06 

83/06/01 

03/05/24 

03/05/24 

03/06/01 

03/06/03 

83/06/03 

03/06/07 

83/05/27 

83/00/27 

03/05/27 

03/06/07 

83/05/27 

83/05/2/ 

83/06/01 

83/06/01 

83/06/14 

83/06/14 

83/06/06 

03/06/06 

03/06/06 

83/04/21 

83/06/06 

03/06/07 

03/04/19 

03/06/09 

83/06/09 

03/06/09 

03/06/09 

03/06/09 

03/04/01 

83/06/09 

03/04/01 

83/04/01 

83/04/01 

03/04/14 


GUDUECT 

CATCGOnY 

50-382 O 
50-IS5 0 

50-366 P 
71-9017 
50-352 Q 

50-259 P 
CONTRACT 
50-29 J 
50-443 0 

50-443 0 

50-259 P 
70-143 
50-272 R 
50-259 P 
50-275 P 

50-275 P 
50-409 P 
50-302 P 
50-271 F 
50-271 F 

70-1257 
50-213 F 
50-213 F 
50-329 F 
50-329 F 

50-4 IP 0 
50-322 0 

50-32P 0 

50-350 0 

50-445 0 

50-32P 0 

50-445 0 

50-155 0 

50-155 0 

30-445 0 

50-443 0 

50-454 0 

50-443 0 

50-454 0 

50-403 F 

50-320 H 
XPORTLIC 
XPORTUIC 
50-366 P 
50-402 F 

CONTRACT 
50-313 P 
50-346 P 
CONTRACT 
50-278 U 

CONTRACT 
50-322 F 
30-280 F 
50-206 P 
50-206 P 

50-373 F 
50-206 P 
50-206 P 
50-271 Q 
50-27J 0 

50-142 T 
50-149 T 
50-340 F 
CONTRACT 
50-305 F 

roiA 

50-52R F 
50-254 F 
50-317 S 
50-322 F 

50-32? F 
50-322 F 
50-322 F 
50-322 F 
FOIA 

50-322 F 

FOIA 

FOIA 

FOIA 

FOIA 


ENCLOSURE 

8306160125 

0306160131 

8306160132 

0306160134 

8306160137 

8306160130 

8306160139 

0306160143 

0306160144 

8306160148 

8306160153 

8306160156 

8306160162 

8306160164 

8306160166 

8306160173 
0306 160 175 
8306160178 
0306160179 
8306160182 

8306160185 

8306160190 

8306160193 

8306160194 

8306160198 

8306 160200 
8306160200 
8306160203 
8306160204 
8306160208 

6306160209 

8306160211 

8306160216 

8306160218 

8306160222 

8306160223 

8306160230 

0306160239 

8306160243 

8306160246 

8306160247 

8306160253 

0306160254 

8306160250 

8306160263 

8306160266 
8306160273 
8306 160274 
8306160276 
8306160279 

8306160281 

8306160291 

0306160292 

0306160300 

8306160301 

8306160303 

8306160321 

0306160322 

8306160330 

8306160344 

8306160348 

8306160354 

8306160358 

8306160362 

03O616O36S 

8306160366 

8306160367 

8306160372 

0306160424 

8306160435 

8306160448 
8306160456 
8306 160406 
0306160497 
8306160506 

8306 160 523 
8306160529 
8306 160545 
8306160556 
8306160560 


PRINCIP4I 

DOCUMENT 

B306 160093 
8306160093 
8306160110 
8306160093 
0306160130 

0306160093 

8306160110 

6306160093 

8306160130 

8306160093 

8306160093 

8306160093 

8306160093 

0306160157 

8306160093 

8306160171 
8306160093 
83061 60093 
8306160177 
8306160093 

8306160093 

0306160093 

8306160093 

8306160107 

8306160093 

0306160197 

8306160197 

8306160093 

8306160197 

6306160093 

8306160197 

8306160093 

8306160073 

8306160197 

8306160093 

8306160197 

8306160197 

8306160238 

8306160197 

0306160338 

8306 160242 
8306160197 
8306160342 
0306160350 
8306160197 

8306 160249 
0306160259 
0306160371 
8306160197 
8306160369 

0306160197 
8306160384 
8306160197 
8306160284 
83061 60197 

0306160284 
8306 160313 
8306160314 
83061 60323 
8306160341 

8306 160341 
8306 1 60346 
0306160343 
8306160351 
8306160361 

8306160357 

8306160343 

8306160361 

8306160412 

8306160391 

8306160440 
0306160453 
8306160483 
0306160493 
8306 160503 

8306160507 
8306160526 
8306160541 
8306 160548 
8306 160541 


DATE 

ISSUED 

03/04/81 

03/04/81 

03/04/14 

03/04/01 

03/05/31 

03/04/01 

03/04/14 

03/04/01 

03/05/31 

03/04/01 

03/04/01 

03/04/01 

03/04/01 

03/06/01 

03/04/01 

03/04/27 

03/04/01 

03/04/01 

03/04/25 

03/04/01 

03/04/01 

03/04/01 

03/04/01 

03/06/06 

03/04/01 

03/04/25 

03/04/25 

83/04/01 

83/04/25 

03/04/01 

03/04/85 

83/04/01 

03/04/01 

03/04/25 

03/04/01 

03/04/25 

03/04/25 

03/05/87 

03/04/25 

03/05/27 

03/06/03 

03/04/25 

03/06/03 

03/06/00 

03/04/25 

03/06/09 

03/05/27 

03/O6/J4 

03/04/25 

03/06/06 

03/04/25 

03/03/16 

B3/04/8'5 

B3/03/J6 

03/04/25 

83/03/16 

03/06/01 

03/06/13 

03/06/14 

B3/06/01 

03/06/01 

83/06/06 

03/05/11 

03/06/10 

03/05/31 

B3/06/10 

03/05/11 

B3/05/3J 

03/06/09 

03/06/10 

□3/06/07 
03/ 06/02 
03/06/10 
03/06/00 
03/06/13 

83/06/13 

B3/06/10 

03/06/02 

03/06/13 

03/06/02 


SUBJECT 

CATEGORY 

FOIA 

FOIA 

FOIA 

FOIA 

50-272 0 

FDtA 

FOIA 

FOIA 

50-272 0 

FOIA 

FDIA 

FOIA 

FOIA 

50-205 P 
FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

50-72 F 
FOIA 

50-206 0 

50-206 0 

FOIA 
FOIA 
FOIA 

50-206 0 

FOIA 

FOIA 

50-206 a 
FOIA 

50-206 a 
50-206 0 

50-193 a 
50-206 0 

50-193 0 

SO-440 0 

50-206 a 
50-440 Q 
SO-219 0 

50-206 a 

50-330 P 
CONTRACT 
50-416 P 
50-206 a 
50-409 F 

50-206 d 
TOPHEP 
FOIA 
TOPREP 
50-206 0 

TOPREP 
70-1207 
50-403 0 

50-317 a 
50-220 0 

50-220 Q 
50-285 F 
50-315 ft 
50-290 0 

50-244 a 

50-341 A 
50-315 ft 
50-244 0 

50-213 P 
50-373 0 

50-272 0 

50-260 P 
50-277 0 

50-313 P 
50-445 a 

50-259 P 
50-275 ft 
50-267 p 
QA999 
50-267 P 


536 


CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

ODCUNENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

6302.16036^ 

03O6I6D541 

03/06/02 

50-267 

P 

6306160376 

8306160567 

83/04/30 

40-6300 


6006160379 

9306160540 

83/06/13 

QA999 


6306160562 

0306160573 

83/06/10 

50-410 

0 

6306160364 

0306160579 

03/06/10 

50-275 

Q 

93061 60399 

B306160579 

63/06/ IQ 

50-275 

0 

8306160609 

6306160603 

03/06/13 

50-352 

0 

6306160631 

630616062S 

03/06/02 

50-155 

p 

6306160641 

6306160630 

03/03/31 

50-369 

p 

6306160632 

830616064? 

03/03/25 

71-66 


6306160662 

6306160660 

83/06/06 

50-369 

F 

6306160666 

6306160660 

83/06/06 

50-309 

F 

8306160667 

6306160664 

63/06/02 

71-9134 


63061 60670 

6306160664 

83/06/02 

71-9134 


B3061 60679 

6306160676 

83/06/01 

50-346 

F 

6306160685 

6306160664 

83/06/03 

XPORTLIC 


6306160690 

G30616Q666 

83/06/06 

50-346 

F 

8306160724 

6306160723 

83/06/13 

XPORTLIC 


0306170016 

6306170013 

63/06/01 

50-301 

0 

0306170019 

6306170013 

83/06/01 

50-301 

Q 

6306170023 

6306170020 

03/05/27 

50-454 

0 

6306170029 

6306170026 

83/04/00 

CONTRACT 


8306170032 

6306170050 

03/06/Ql 

50-57 

0 

6306170035 

6306170049 

83/05/27 

50-341 

0 

63061 7003S 

6306170053 

83/06/06 

50-282 

P 

6306170097 

6306170089 

83/04/14 

FDIA 


03Q617QQ99 

0306170009 

83/04/14 

FOIA 


6306170132 

6306170069 

83/04/14 

FOIA 


63061 701 SS 

0306170069 

83/ 04/14 

FOIA 


6306170137 

8306170009 

83/04/14 

FOIA 


6306170160 

8306170069 

83/04/14 

FOIA 


8306170162 

0306170131 

83/06/14 

50-369 

Q 

6306170167 

0306170069 

03/04/14 

FOIA 


8306170170 

0306170009 

83/04/14 

FOIA 


6306170174 

6306170089 

83/04/14 

FOIA 


6306170177 

6306170166 

63/06/02 

50-309 

F 

6306 1701 73 

03O617OOB9 

83/04/14 

FOIA 


6306170163 

8306170009 

83/04/14 

FOIA 


8306170190 

0306170009 

03/04/14 

FOIA 


6306170191 

6306170100 

03/06/10 

50-307 

P 

0306170194 

6306170089 

83/04/14 

FDIA 


6306170190 

6306170069 

83/04/14 

FOIA 


83061 70203 

0306170009 

83/04/14 

FOIA 


6306170203 

0306170192 

83/05/31 

REG 


63061 70206 

0306170069 

03/04/14 

FOIA 


6306170212 

6306170069 

83/04/14 

FOIA 


8306170220 

6306170089 

83/04/14 

FOIA 


6306170222 

0306170216 

83/06/13 

50-508 

0 

63061 70223 

6306170069 

83/04/14 

FOIA 


0306170229 

0306170069 

83/04/14 

FOIA 


8306170230 

0306170226 

83/06/10 

50-247 

0 

6306170233 

0306170009 

83/04/14 

FOIA 


83061 70238 

0306170009 

83/04/14 

FOIA 


8306170242 

0306170089 

83/04/14 

FOIA 


8306170244 

6306170009 

83/04/14 

FOIA 


8306170245 

6306170241 

03/06/01 

70-371 


83061 70<246 

6306170069 

83/04/14 

FOIA 


83061 70232 

6306170069 

03/04/14 

FOIA 


8306170236 

6306170069 

03/04/14 

FOIA 


8306170239 

6306170253 

03/05/27 

CONTRACT 


8306170262 

8306170069 

03/04/14 

FDIA 


8306170267 

0306170069 

83/04/14 

FOIA 


83061 7026B 

0306170266 

83/ 06/ IS 

50-302 

0 

8306170269 

0306170009 

03/04/14 

FOIA 


8306170272 

0306170009 

83/04/14 

FOIA 


8306170274 

630617D0B9 

83/04/14 

FOIA 


8306170260 

8306170009 

03/04/14 

FOIA 


8306170204 

6306170009 

B3/04/J4 

FOIA 


8306170266 

6306170009 

83/04/14 

FOIA 


0306170291 

0306170089 

83/04/14 

FOIA 


8306170292 

6306170207 

03/06/06 

50-369 

p 

8306170295 

6306170009 

83/04/14 

FOIA 


0306170296 

6306170069 

B3/04/H 

FOIA 


0306170299 

6306170267 

83/06/06 

50-369 

p 

0306 1 70304 

6306170207 

83/06/00 

50-309 

p 

8306170307 

0306170283 

83/06/15 

50-269 

0 

0306 1 7031 3 

6306170312 

83/06/10 

50-275 

R 

8306170320 

0306170318 

03/06/06 

TOPREP 


0306170331 

0306170327 

63/06/14 

50-260 

P 

8306170336 

0306170335 

83/06/10 

50-390 

A 


ACCESSION NUMDEH 



PRINCIPAL 

DATE 

SUDJIICT 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

0306170349 

0306170346 

83/06/15 

50-30P 

Q 

8306170354 

0306170353 

03/06/13 

50-263 

P 

0306 1 70360 

0306170356 

03/03/02 

50-520 

F 

6306170361 

8306170359 

03/05/26 

50-454 

Q 

6306170364 

0306170359 

03/05/26 

50-454 

Q 

8306170379 

0306170373 

03/06/14 

50-142 

T 

0306170364 

0306170370 

03/06/14 

50-454 

G 

83061 70309 

0306170370 

03/06/14 

50-454 

0 

6306170390 

8306170373 

03/06/14 

50-142 

T 

6306170392 

8306170370 

03/06/14 

50-454 

0 

8306170407 

0306170402 

83/06/06 

50-312 

P 

6306170417 

0306170373 

83/06/14 

50-142 

T 

0306170426 

0306170373 

83/06/14 

50-142 

T 

0306170428 

03O617O42S 

03/06/13 

50-508 

G 

8306170451 

0306170449 

83/06/02 

COMMISSION 

6306170456 

8306170455 

03/06/09 

71-9110 


8306170466 

8306170463 

03/06/15 

CONTRACT 


0306170472 

0306 170469 

83/06/08 

50-309 

Q 

8306170474 

0306170469 

83/06/08 

50-309 

G 

8306 1 70402 

0306170400 

03/05/37 

CONTRACT 


8306170483 

8306170401 

03/05/31 

50-272 

F 

8306170405 

0306170404 

03/06/03 

CONTRACT 


0306200013 

0306200012 

83/06/08 

WASTE MOr 

8306200015 

0306200014 

03/06/06 

50-155 

F 

0306200040 

0306200037 

03/05/10 

FOIA 


8306200041 

8306200037 

83/05/18 

FDIA 


8306200040 

0306200045 

03/03/07 

ADVCM 


8306200060 

0306200056 

83/06/07 

SO-313 

F 

0306200006 

0306200002 

83/06/06 

50-423 

G 

0306200126 

0306200122 

83/05/10 

50-498 

A 

8306200130 

0306200125 

03/06/06 

50-277 

Q 

8306200134 

0306200120 

03/06/07 

CONTRACT 


8306200136 

B306200I35 

03/06/06 

50-307 

Q 

8306200154 

8306200151 

83/06/14 

50-27 

F 

8306200161 

0306200150 

03/06/06 

50-293 

0 

8306200162 

0306200150 

03/06/06 

50-293 

0 

8306200165 

0306200159 

03/06/14 

50-277 

0 

8306200166 

6306200 158 

83/06/06 

50-293 

0 

8306200175 

0306200171 

03/05/04 

40-8084 


8306200177 

8306200174 

03/06/06 

50-971 

0 

6306200181 

0306200174 

83/06/06 

50-271 

Q 

8306200189 

0306200186 

83/06/17 

50-416 

K 

8306200195 

0306200194 

83/06/16 

50-309 

P 

8306200197 

8306200192 

03/06/14 

50-155 

P 

8306200210 

8306200207 

83/06/07 

50-344 

I 

8306200213 

0306200207 

83/06/07 

50-3 4 4 

I 

8306200215 

0306200207 

83/06/0/ 

50-344 

I 

8306200220 

0306200216 

03/06/10 

50-348 

s 

6306200222 

0306200221 

03/06/06 

70-1143 


8306200225 

6306200221 

83/06/06 

70-1143 


8306200227 

6306200216 

83/06/10 

50-340 

8 

6306200233 

6306200216 

83/06/10 

50-340 

S 

6306200242 

0306200236 

03/06/07 

50-443 

E 

8306200247 

8306200243 

03/06/10 

50-397 

E 

8306200251 

8306200243 

03/06/10 

50-39/ 

E 

8306200252 

0306200249 

03/06/15 

50-2/5 

R 

8306200253 

0306200243 

83/06/10 

50-37/ 

E 

8306200280 

0306200277 

03/04/20 

FOIA 


0306200282 

0306200277 

03/04/20 

FOIA 


8306200203 

0306200201 

83/06/03 

50-282 

P 

8306200284 

0306200277 

83/04/20 

FOIA 


6306200205 

0306200171 

83/05/04 

40-0084 


8306200286 

0306200277 

03/04/28 

FOIA 


8306200207 

8306200277 

03/04/20 

FOIA 


8306200209 

8306200224 

03/06/06 

CONTRACT 


0306200293 

0306200291 

03/05/06 

FDIA 


8306200313 

6306200307 

03/06/15 

50-245 

Q 

0306200316 

8306200314 

03/06/13 

50-244 

P 

8306200322 

0306200307 

03/06/15 

50-245 

0 

6306200327 

0306200320 

03/06/14 

50-454 

Q 

0306200331 

8306200320 

83/06/14 

50-454 

Q 

0306200341 

8306200335 

83/06/16 

50-358 

0 

0306200344 

8306200330 

83/06/14 

50-333 

Q 

0306200345 

0306200335 

83/06/16 

50-358 

0 

8306200346 

0306200342 

03/06/15 

50-247 

T 

0306200347 

8306200343 

03/06/06 

50-77 

0 

0306200340 

0306200335 

03/06/16 

50-350 

C 

0306200351 

0306200335 

03/06/16 

50-350 

0 

0306200353 

8306200343 

03/06/06 

50-77 

Q 

0306200356 

03O62OO3S2 

03/06/15 

50-369 

I 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


B37 


ACCESSION NUMOEk 

PRINCIPAl 
ENCLOSURE DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

8306200359 

8306200335 

03/06/16 

50-35D 

G 

8306200365 

8306200361 

83/06/14 

50-29 

0 

8306200369 

0306200361 

83/06/M 

50-29 

Q 

8306200372 

0306200335 

83/06/16 

50-3DB 

0 

8306200381 

0306200378 

83/06/17 

50-361 

Q 

8306200383 

8306200379 

03/06/15 

70-734 


0306200391 

8306200387 

03/06/15 

50-213 

0 

8306200394 

0306200393 

03/06/15 

50-346 

P 

8306200402 

8306200401 

03/06/15 

50-2B6 

P 

8306200410 

8306200406 

03/06/15 

70-125/ 


8306200411 

8306200403 

03/03/(7 

50-206 

F 

8306200414 

8306200409 

83/06/16 

50-461 

F 

8306200419 

03062004 1 5 

03/05/24 

WA9TC MOT 

8306200430 

8306200429 

83/06/13 

50-416 

E 

8306200431 

0306200429 

03/06/13 

50-416 

E 

8306 2 00432 

8306200429 

03/06/13 

50-416 

E 

8306210012 

8306210009 

83/0S/3J 

50-270 

Q 

8306210016 

0306210010 

03/06/09 

50-259 

r 

8306210020 

8306210013 

03/05/27 

0A999 


0306210024 

□306210017 

83/06/10 

50-29 

p 

83062 loose 

□306210023 

83/06/03 

QA999 


8306210031 

8306210025 

83/05/27 

QA999 


8306210032 

8306210027 

83/06/15 

50-3P7 

p 

0306210033 

0306210030 

83/06/17 

QA999 


8306210041 

0306210037 

83/06/14 

50-305 

0 

8306210064 

8306210061 

83/06/06 

50-382 

0 

8306210065 

0306210057 

□3/06/14 

00-315 

0 

8306210070 

8306210061 

83/06/06 

50-302 

0 

8306210075 

8306210072 

03/06/15 

50-263 

0 

8306210097 

0306210092 

03/06/15 

00-369 

p 

8306210102 

8306210095 

83/06/14 

50-155 

0 

G3062 10103 

8306210098 

03/06/07 

50-213 

0 

8306210107 

8306210104 

03/06/0/ 

50-3Pr' 

a 

8306210110 

8306210105 

83/05/31 

50-445 

Q 

8306210117 

□306210115 

03/06/15 

50-327 

p 

8306210122 

8306210066 

83/06/(3 

50-409 

p 

8306210129 

0306210114 

83/05/31 

50-278 

Q 

B3062 10134 

0306210128 

03/06/06 

50-315 

S 

8306210142 

0306210120 

03/06/06 

50-315 

S 

8306210149 

0306210145 

03/06/01 

50-219 

0 

8306210(53 

0306210146 

03/06/17 

TOPREP 


8306210163 

8306210157 

03/06/17 

00-244 

P 

8306210166 

0306210158 

83/06/1/ 

50-219 

P 

8306210168 

8306210157 

83/06/17 

50-244 

P 

8306210169 

8306210160 

03/06/1/ 

50-309 

P 

8306210(70 

83062(0161 

83/06/15 

50-346 

0 

830621 01 71 

8306210162 

83/06/13 

50-275 

n 

8306210188 

83i/62J0178 

83/06/17 

50-306 

p 

8306210190 

8306210187 

03/06/14 

50-403 

0 

8306210201 

0306210193 

83/06/1/ 

50- 340 

p 

0306210203 

0306210194 

83/06/17 

50-259 

Q 

8306210213 

0306210194 

03/06/17 

50-207 

Q 

0306210224 

0306210194 

03/06/17 

50-259 

a 

0306210233 

0306210230 

83/05/27 

0A999 


0306210238 

G306210230 

03/05/27 

QA999 


83062 1 0243 

8306210236 

83/06/13 

50-416 

Q 

0306210245 

0306210240 

83/06/17 

50-37/ 

G 

03062 1 0254 

8306210247 

83/06/06 

50-209 

3 

03062 1 0256 

8306210250 

83/05/31 

71-9(08 


03062 1 0258 

8306210247 

83/06/06 

50-209 

9 

83062 1 0267 

03D621O257 

03/06/08 

50-315 

Q 

8306210271 

8306210266 

03/06/17 

50-403 

G 

83062 1 0273 

0306210259 

03/06/00 

50-315 

0 

83062 1 0274 

0306210272 

03/06/01 

0A999 


83062 1 0279 

8306210259 

03/06/08 

50-315 

8 

03062 1 0282 

8306210272 

□3/06/01 

0A999 


83062 1 0204 

0306210259 

83/06/00 

50-315 

8 

8306210206 

0306210272 

03/06/01 

0A799 


83062 1 0298 

0306310291 

03/05/23 

60-341 

0 

83062 1 0299 

0306210292 

83/06/20 

60-409 

r 

03062 10303 

8306210300 

83/04/11 

roiA 


8306210323 

8306210320 

83/04/07 

FQIA 


03062 10326 

8306210320 

83/04/07 

roiA 


0306210332 

6306210327 

03/04/22 

FOIA 


0306210336 

Q306210327 

83/04/22 

FOIA 


0306210344 

0306210339 

83/06/03 

CONTRACT 


03O6S 10357 

8306210355 

83/06/06 

50-10 

F 

0306210360 

030621035? 

83/06/06 

50-285 

F 

0306210365 

0306210363 

83/06/06 

50-340 

F 

0306210371 

8306210364 

83/05/31 

CONTRACT 



ACCESSION NUHDER 


PRINCIPAL DATE SUBJECT 

ENCLOSURE DOCUMENT ISSUED CATEGORY 


030621037:1 0306210366 B3/06/06 50-267 F 

0306210373 0306210370 83/06/03 CONTRACT 

0306210384 0306210376 83/06/16 CONTRACT 

0306210386 8306210301 83/05/27 CONTRACT 

0306210380 8306210382 03/06/06 50-309 F 

8306210392 8306210382 03/06/06 50-389 F 

8306210397 0306210391 83/06/10 CONTRACT 

0306210415 0306210408 83/05/18 71-6346 

8306210426 B3062I0424 03/06/13 50-1 IJ P 

8306210427 8306210406 03/06/09 50-369 P 

8306210430 B3062104S4 83/06/13 50-1 IJ P 

8306210432 8306210421 83/06/16 CONTRACT 

8306210440 8306210436 83/06/10 70-143 

8306220009 8306220003 83/06/16 50-293 P 

8306220010 8306220002 83/06/15 50-321 P 

8306220024 8306220016 83/06/15 50-341 Q 

8306220030 8306220016 03/06/15 50-341 Q 

8306220034 8306220028 83/06/17 50-254 0 

0306220036 8306220031 83/06/20 50-358 0 

8306220041 0306220037 03/06/07 50-346 0 

B306220047 B306220033 83/06/16 50-280 P 

8306220050 8309220037 83/06/07 50-346 Q 

8306220052 8306220045 83/06/17 50-275 O 

8306220053 8306220044 83/06/17 50-271 P 

8306220055 8306220049 83/06/15 50-302 P 

8306220063 8306220056 03/06/14 50-170 0 

8306220076 0306220066 03/06/06 50-461 0 

8306220003 8306220074 03/06/21 50-219 P 

8306220091 0306220073 03/06/02 CONTRACT 

8306220093 0306220008 03/06/ 16 50-322 0 

8306220104 0306220096 03/06/06 50-410 H 

8306220107 0306220096 03/06/06 50-410 C 

8306220(11 8306220108 03/06/17 50-400 0 

8306220137 0306220132 03/06/20 50-403 0 

8306220138 0306220133 03/06/06 CONTRACT 

8306220141 0306220134 03/06/20 50-322 0 

8306220148 0306220143 03/06/30 REOOD 

8306220(53 0306220146 03/06/21 50-537 O 

8306220154 8306220149 03/04/26 50-410 Q 

8306220157 0306220146 03/06/21 50-537 O 

B3062201SQ 83062201S1 03/06/10 CONTRACT 

8306220159 8306220155 03/04/22 50-387 <t 

8306220160 8306220166 03/06/16 CONTRACT 

8306220173 8306220164 03/06/13 NASTE MOT 

8306230175 8306220171 03/06/02 50-269 0 

8306220176 0306220164 03/06/13 WASTE HOT 

8306220178 8306220172 83/06/13 71-498 

8306220190 8306220184 03/06/09 71-5820 

8306220191 8306220181 03/03/29 50-277 Q 

8306220192 8306220186 03/06/15 CONTRACT 

8306220222 0306220217 03/05/31 CONTRACT 

8306220226 0306220223 03/06/06 50-30? P 

8306220227 8306220220 03/06/10 CONTRACT 

8306220230 8306220225 03/06/06 50-333 F 

8306220233 0306220229 03/06/10 CONTRACT 

8306220236 6306220225 83/06/06 50-335 P 

8306220241 6306220238 83/06/15 CONTRACT 

0306220246 6306220244 03/06/10 CONTRACT 

0306220251 0306220243 83/03/27 50-286 F 

8306220235 0306220249 03/06/10 CONTRACT 

8306220257 0306220252 03/06/07 50-346 F 

030622025? 6306220253 03/06/03 CONTRACT 

8306220260 8306220252 B3/06/07 50-346 F 

8306220261 0306220243 03/05/27 50-206 F 

0306220263 8306220252 03/06/07 30-346 F 

Q30622D264 6306220196 83/06/02 50-320 P 

0306220266 0306220262 03/06/10 CONTRACT 

0306220260 03062201 98 03/06/02 50-20? P 

0306220272 0306220267 83/06/03 CONTRACT 

0306220276 0306220269 83/06/10 CONTRACT 

0306220202 8306220277 03/06/06 CONTRACT 

9306220200 0306220284 03/05/31 CONTRACT 

0306220295 8306220269 03/06/17 50-413 F 

8306220298 0306220293 03/06/06 50-20? F 

0306220279 0306220289 03/06/17 60-413 F 

0306220303 B30622D300 03/06/09 TOPREP 

0306220305 8306220302 03/06/03 CONTRACT 

0306220310 8306220307 03/06/07 50-321 F 

8306220313 8306220307 03/06/07 50-321 F 

0306220320 8306220316 03/06/03 CONTRACT 
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B30A220327 6306220334 63/05/27 CONTRACT 

6306230010 6306230007 63/06/20 50-155 O 

B306230012 6306230005 83/03/25 50-373 Q 

6306230015 6 306230 005 03/03/25 50-373 0 

0306230016 6306230009 93/05/06 FOIA 

B3O623OO10 6306230009 63/05/06 FQIA 

6306230017 6306230005 03/03/25 50-373 0 

6306230020 6306230007 83/05/06 FOIA 

6306230022 6306230005 83/03/25 50-373 Q 

6306230024 6306230005 83/03/25 FQIA 

6306230025 6306230009 83/05/06 FQIA 

8306230023 6306230005 03/03/25 50-373 A 

6306230030 6306230027 83/06/01 40-8661 

6306230031 8306230005 63/03/25 50-373 A 

6306230035 6306230009 83/05/06 ED I A 

6306230037 6306230005 93/03/25 SO-373 A 

8306230038 6306230009 03/05/06 FOIA 

8306230039 6306230005 93/03/25 50-373 A 

8306230042 6306230009 63/05/06 FOIA 

8306 2 30043 6306230005 63/03/25 SO-373 0 

B3062 30046 6306230041 93/06/07 CONTRACT 

6306230051 6306230005 83/03/25 50-373 A 

6306230052 830623D047 83/06/01 TQPREP 

6306230053 6306230009 93/05/06 FOIA 

8306230056 6306230005 G3/C3/25 50-373 0 

6306230058 8306230009 83/05/06 FQIA 

8306230059 63 06230054 03/05/27 CONTRACT 

6306230060 8306230009 93/05/06 FOIA 

6306230061 B30623000S 93/03/25 50-373 0 

8306230063 8306230009 93/05/06 FOIA 

8306230064 6306230009 83/05/06 FOIA 

0306230065 0306230005 83/03/25 50-373 Q 

8306230066 0306230009 03/05/06 FOIA 

9306230067 6306230007 03/05/06 FOIA 

9306230069 8306230009 03/05/06 FOIA 

0306230071 0306230009 83/05/06 FOIA 

0306230072 830623005? 03/05/06 FOIA 

0306230076 6306230007 83/05/06 FOIA 

0306230077 6306230007 03/09/06 FOIA 

0306230078 6306230007 03/05/06 FOIA 

0306230079 6306230073 83/06/06 50-209 F 

8306230060 8306230007 83/05/06 FOIA 

8306230064 8306230007 03/09/06 FOIA 

0306230065 6306230007 83/05/06 FOIA 

0306230007 0306230073 03/06/06 5O-20L» F 

8306230091 0306230009 83/05/06 FOIA 

0306230094 0306230007 03/09/06 FOIA 

8306230090 6306930007 83/09/06 FOIA 

8306230100 0306230092 03/06/06 50-213 F 

8306230102 0306230092 03/06/06 SO-313 F 

0306230105 B306230009 93/05/06 FOIA 

830623<H09 6306930009 83/05/06 FOIA 

0306230116 0306930114 83/06/07 70-820 

0306230133 0306930131 03/06/10 50-350 R 

0306250137 6306230129 83/04/13 70-8 

8306230139 8306230127 03/04/13 70-0 

8306230144 0306930129 03^04/13 70-0 

8306230149 0306230127 03/04/13 50-6 0 

8306230193 8306930127 03/04/13 70-0 

8306230197 8306230127 03/04/13 FOIA 

8306230161 0306230127 83/04/13 FDIA 

0306230166 0306230127 03/04/13 FOIA 

8306230169 6306930167 83/06/16 50-416 P 

0306230174 0306230170 83/06/21 50-333 P 

8306230196 0306230192 83/06/14 CONTRACT 

8306230179 B306230175 83/06/00 50-244 O 

0306230912 8306230203 83/06/10 50-247 0 

0306230216 S3062302IS 83/06/10 50-336 O 

8306230920 8306230218 83/03/31 CONTRACT 

8306230995 0306230253 03/06/10 50-346 0 

0306230261 0306230260 83/06/20 50-266 0 

8306230262 0306230257 83/06/15 50-346 P 

8306230271 0306230267 83/06/00 50-440 O 

8306230279 0306230274 83/06/10 50-266 0 

0306230270 8306230265 03/06/10 50-454 0 

0306830309 8306230303 03/06/20 50-142 fi 

8306230392 8306230317 93/06/21 50-244 8 

8306230326 8306230324 03/06/02 TOPREP 

8306230351 8306230348 03/06/20 50-331 P 

B30623D357 8306230353 03/06/10 50-358 0 


ACCESSION NUMBER 

PRINCIPAL 
ENCLOSURE DOCUMENT 

DATC 

ISSUED 

SUDJF< T 
CATEGORY 

8306230357 

8306230353 

83/06/10 

50-358 

G 

0306230366 

8306230361 

03/06/21 

SO-309 

F 

0306230370 

B306230368 

83/06/22 

50-367 

G 

0306230302 

8306230376 

83/06/20 

50-348 

P 

B3062303QB 

8306230383 

03/06/09 

50-317 

G 

8306230391 

0306230366 

03/06/08 

TOPREP 


0306230392 

B3O623O309 

83/06/08 

50-293 

G 

B306230397 

8306230369 

83/06/00 

50-273 

0 

6306230404 

6306230401 

83/06/08 

0A999 


0306230405 

6306230399 

83/06/08 

50-443 

G 

8306230417 

8306230415 

83/06/10 

50-41? 

0 

0306230420 

8306230411 

83/06/08 

50-409 

G 

0306230423 

6306230410 

83/06/10 

50-374 

0 

0306230424 

8306230415 

03/06/10 

50-412 

0 

0306230440 

6306230431 

83/06/06 

50-155 

G 

0306230443 

6306230437 

83/06/09 

TOPREP 


0306230453 

8306230444 

03/06/21 

50-328 

P 

8306230450 

8306230452 

03/06/20 

50-443 

A 

0306230459 

8306230456 

83/06/20 

50-333 

G 

0306230463 

8306230456 

83/06/20 

50-333 

a 

0306230469 

0306230456 

93/06/20 

50-333 

Q 

0306230475 

0306230471 

83/06/OR 

50-272 

G 

0306230477 

8306230476 

83/06/20 

50-483 

G 

0306230479 

8306230476 

83/06/20 

50-403 

0 

0306230401 

0306230476 

83/06/20 

50-403 

G 

6306230491 

B3062304B5 

83/06/14 

CONTRACT 


0306230496 

0306230494 

83/06/15 

CONTRACT 


0306230501 

0306230497 

63/05/13 

50-320 

P 

0306230505 

0306230503 

83/06/15 

CONTRACT 


0306230509 

0306230507 

83/06/15 

CONTRACT 


6306240011 

B30624D0D7 

83/04/20 

FOIA 


0306240012 

8306240000 

83/06/21 

50-324 

P 

0306240014 

8306240006 

B3/06/02 

50-321 

Q 

0306240016 

8306240007 

83/04/25 

FDIA 


0306240020 

8306240007 

83/04/25 

FOIA 


8306240024 

8306240007 

03/04/25 

FDIA 


0306240025 

8306240017 

83/06/16 

50-460 

A 

0306240027 

6306240017 

03/06/16 

50-460 

A 

0306240028 

6306240007 

03/04/25 

FDIA 


0306240034 

0306240031 

03/06/15 

CONTRACT 


6306240035 

8306240030 

83/06/13 

50-237 

P 

8306240036 

8306240007 

03/04/23 

FOIA 


0306240039 

8306240007 

83/04/25 

FOIA 


0306240043 

8306240007 

83/04/25 

FOIA 


0306240044 

8306240033 

83/06/10 

71-5595 


0306240047 

8306240007 

83/04/25 

FOIA 


0306240049 

8306240046 

83/05/05 

50-27P 

0 

0306240051 

8306240007 

83/04/25 

FOIA 


0306240053 

8306240007 

83/04/25 

FDIA 


0306240057 

8306240055 

83/06/15 

CONTRACT 


8306240084 

8306240007 

83/04/25 

FOIA 


B3062 40094 

8306240007 

B3/04/25 

FQIA 


8306240096 

8306240007 

83/04/25 

FDIA 


8306240101 

8306240007 

03/04/25 

FOIA 


6306240106 

8306240007 

83/04/25 

FOIA 


0306240109 

8306840007 

03/04/25 

FOIA 


0306240112 

8306240007 

83/04/25 

FOIA 


0306240116 

8306240007 

03/04/25 

FOIA 


0306240116 

8306240115 

83/06/30 

REOOD 


0306240119 

8306240007 

03/04/25 

FQIA 


8306240120 

8306240007 

83/04/25 

FDIA 


8306240131 

8306240007 

83/04/25 

FOIA 


0306240140 

8306240140 

83/06/20 

50-274 

G 

8306240147 

8306240145 

83/06/20 

50-325 

P 

8306240151 

8306240007 

63/04/25 

FOIA 


0306240155 

8306240007 

03/04/25 

FOIA 


6306240156 

8306240007 

83/04/25 

FOIA 


6306240160 

8306840007 

03/04/25 

FOIA 


8306240163 

8306240007 

83/04/25 

FOIA 


8306240169 

8306240007 

83/04/25 

FOIA 


0306240201 

0306240176 

03/06/17 

OA997 


0306240204 

0306240196 

03/06/17 

0A997 


0306240207 

8306240196 

03/06/17 

0A997 


0306240206 

8306240203 

83/06/17 

50-206 

P 

8306240209 

8306240196 

03/06/17 

0A799 


8306240214 

8306240196 

03/06/17 

OA999 


8306240219 

8306240196 

03/06/17 

0A999 


8306240224 

8306240196 

83/06/17 

0A999 


8306240229 

0306240196 

03/06/17 

0A999 


8306240232 

0306240230 

83/06/20 

' 50-322 

£ 
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B306240243 

930624 02 J7 

03/05/^6 

0A997 


8306240245 

9306240237 

03/05/26 

0A999 


G306240263 

9306240262 

83/06/09 

TOPREP 


8306240291 

8306240279 

83/06/22 

50-209 

G 

S3062 40293 

8306240299 

83/06/03 

0A997 


9306240395 

0306240290 

83/06/20 

50-247 

G 

9306240301 

0306240290 

03/06/90 

50-24/ 

G 

0306240302 

9306240290 

03/06/20 

50-244 

P 

0306240305 

8306240290 

83/06/20 

50-24; 

0 

0306240310 

030624030B 

83/05/10 

50-344 

F 

3306240312 

030624031 1 

03/06/16 

50-244 

P 

9306240314 

0306240313 

03/06/02 

TOPREP 


9306240315 

0306240313 

03/06/02 

TOPREP 


9306240310 

03051 10406 

83/06/20 

50-2/5 

S 

6306240330 

8306240328 

83/06/13 

COMMISSION 

6306240331 

0306240320 

03/06/13 

COMMISSION 

6306240336 

9306240335 

03/06/13 

COMMISSION 

6306240337 

0306240335 

83/06/13 

COMMISSION 

6306240356 

0306240352 

83/05/06 

FOIA 


6306240350 

0306240353 

83/06/15 

CONTRACT 


8306240390 

9306240369 

03/06/15 

PRDJ 


8306240410 

8306340405 

03/06/16 

50-155 

0 

8306240415 

0306240405 

03/06/16 

50-155 

0 

8306240419 

0306240405 

83/06/16 

50-155 

0 

8306240421 

Q306240405 

83/06/16 

50-155 

0 

6306240422 

8306340405 

03/06/16 

50-155 

0 

6306240423 

8306240405 

03/06/16 

50-155 

0 

8306240441 

8306240430 

83/06/07 

71-9006 


0306240445 

8306240438 

03/06/07 

71-9006 


6306240446 

8306240443 

03/06/03 

PROU 


B306S 40450 

0306240443 

03/06/03 

PROJ 


6306240479 

0306240477 

03/06/10 

50-361 

p 

B3062404D9 

8306240480 

□3/06/16 

71-06 


8306270003 

9306200265 

83/06/10 

50-23/ 

P 

8306270004 

9306270001 

03/06/17 

50-213 

0 

03062 70017 

0306270014 

83/06/21 

50-440 

0 

□306270020 

0306270016 

83/06/21 

50-454 

0 

0306270069 

0306270067 

03/05/2/ 

50-329 

n 

03062 70071 

0306270066 

83/06/20 

50-456 

Q 

03062 70079 

0306270076 

83/06/22 

50-155 

p 

0306270080 

0306270077 

83/06/23 

50-416 

p 

030627010? 

9306270107 

83/06/22 

50-155 

p 

0306270115 

9306270112 

03/04/2? 

50-440 

0 

0306270149 

6306270130 

03/06/24 

50-546 

c 

0306270152 

9306270130 

03/06/34 

50-546 

K 

0306270167 

0306270162 

03/06/08 

50-156 

0 

0306270174 

0306370169 

03/06/10 

50-155 

a 

8306270175 

9306270170 

03/06/20 

50-366 

p 

8306270179 

9306270171 

03/06/16 

50-3 

f? 

0306270184 

0306270171 

03/06/16 

50 *3 

r? 

0306270107 

0306270185 

03/06/10 

50-2 

0 

030627 020S 

0306270201 

93/06/08 

50-546 

a 

0306270220 

0306270215 

03/06/23 

50-373 

0 

0306270222 

9306270215 

03/06/23 

50-373 

0 

0306270226 

8306270225 

03/06/23 

50-324 

p 

Q 306270230 

0306270225 

03/06/23 

50-324 

p 

9306270232 

0306270229 

93/06/16 

50-340 

0 

9306270233 

0306270231 

03/06/20 

50-209 

P 

0306270234 

0306270231 

03/06/20 

50-209 

P 

8306270237 

0306270236 

03/05/03 

50-298 

0 

9306270239 

6306270230 

03/06/16 

40-0610 


0306270251 

8306270240 

03/O4/2B 

00-38/ 

n 

0306270253 

9306270240 

03/04/20 

50-307 

R 

0306270250 

0306270255 

03/06/03 

50-336 

r 

0306270264 

9306270261 

83/06/22 

50-27/ 

p 

8306270260 

0306270261 

03/06/22 

50-277 

p 

0306270270 

0306270265 

03/06/23 

50-289 

0 

8306270278 

0306270273 

03/06/23 

50-209 

0 

S 306270201 

0306270273 

03/06/23 

50-209 

0 

9306270297 

8306270203 

03/06/23 

50-440 

0 

8306270290 

0306270293 

03/06/21 

50-254 

Q 

B306270300 

0306270297 

03/06/17 

50-352 

0 

9306270304 

0306270299 

83/06/17 

50-2/2 

P 

9306270300 

0306270305 

93/06/23 

50-322 

r 

8306270313 

8306270307 

03/06/20 

50-400 

0 

Q30627O314 

0306270311 

83/06/22 

50-461 

Q 

8306270321 

030627031 1 

03/06/22 

50-461 

0 

8306270323 

6306270320 

83/06/23 

50-209 

0 

8306270335 

0306270329 

83/06/17 

50-305 

0 

8306270341 

0306270329 

83/06/17 

50-305 

0 


ACCESSION NUHDEn 
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□306270342 

0305110492 

03/06/24 

50-275 

Q 

9306270344 

8305110492 

03/06/24 

50-275 

0 

0306270349 

03 0 6270339 

03/06/23 

50-389 

A 

0306270350 

0305110492 

83/06/24 

50-275 

Q 

0306270353 

8306270347 

03/06/22 

50-397 

3 

0306270357 

8306270351 

03/06/13 

50-281 

8 

0306270364 

0306270351 

03/06/13 

50-281 

9 

6306270369 

0306270229 

83/06/16 

50-348 

a 

0306270370 

030 6270374 

83/06/22 

50-35B 

A 

0306270385 

0306270301 

83/06/17 

50-409 

a 

03O627O3B9 

0306270301 

83/06/17 

50-409 

0 

0306270392 

Q3062703B7 

83/06/08 

50-237 

a 

0306270426 

8306270420 

□3/06/24 

50-331 

p 

0306270436 

0306270433 

83/06/16 

50-315 

B 

0306270444 

0306270433 

03/06/16 

50-315 

9 

0306270446 

0306270441 

03/06/03 

CONTRACT 


0306270449 

0306270433 

03/06/16 

50-315 

S 

0306270453 

030627045? 

03/06/01 

04999 


0306270456 

0306270452 

83/06/01 

0A999 


0306270477 

B3D6270416 

83/06/22 

50-275 

R 

0306200011 

0306260009 

83/06/24 

50-309 

P 

0306260042 

0306280034 

03/06/23 

50-322 

F 

8306200046 

0306260034 

03/06/23 

50-322 

r 

0306200056 

0306260047 

83/06/17 

PR 


0306290057 

0306260050 

83/05/27 

CONTRACT 


0306280075 

B3062Q0073 

83/06/20 

50-205 

p 

0306260070 

□306200073 

03/06/20 

50-205 

p 

0306200001 

6306200076 

03/06/07 

90-206 

0 

0306260110 

0306260113 

□3/06/03 

CONTRACT 


0306280122 

0306260115 

83/06/13 

CONTRACT 


0306260133 

0606200127 

B3/05/06 

CONTRACT 


0306260136 

0306260131 

03/06/03 

90-344 

0 

0306260145 

□306260137 

03/06/03 

90-520 

a 

0306260147 

0306260141 

03/06/03 

CONTRACT 


0306260159 

0306280152 

83/05/16 

CONTRACT 


0306260162 

0306260156 

□3/06/14 

50-277 

p 

0306260166 

0306260164 

03/06/21 

90-271 

0 

8306200167 

0306260156 

03/06/14 

50-277 

p 

0306200173 

0306200170 

□3/06/21 

50-271 

Q 

0306280177 

0306200171 

03/00/27 

50-09 

0 

8306260101 

0306260176 

83/06/24 

50-219 

p 

0306260103 

0306280175 

83/05/27 

50-312 

Q 

8306260105 

0306200171 

93/05/27 

50-89 

□ 

0306200194 

0306260109 

93/05/26 

50-275 

Q 

0306200210 

6306260204 

03/06/13 

50-213 

0 

0306260211 

□3062B0206 

03/05/06 

50-320 

P 

03062Q0213 

0306260200 

□3/06/24 

50-350 

A 

0306260215 

0306200209 

03/06/02 

50-397 

0 

0306260216 

6306200206 

03/05/06 

50-320 

P 

0306200220 

6306200206 

03/05/06 

50-380 

P 

0306200226 

0306260210 

63/06/ 10 

50-318 

0 

0306260220 

8306260217 

63/06/06 

50-267 

0 

0306200236 

0306260217 

63/06/06 

50-267 

s 

8306200246 

0306260217 

63/06/06 

50-267 

B 

0306200260 

0306280217 

03/06/06 

50-267 

S 

0306260261 

0306200250 

83/06/10 

XPORTLJC 


0306280262 

0306800217 

03/06/06 

50-267 

8 

0306200266 

0306200217 

03/06/06 

50-267 

S 

0306260272 

0306200217 

83/06/06 

50-267 

3 

0306200270 

0306200217 

83/06/06 

50-267 

8 

0306280283 

D3 062602 17 

83/06/06 

50-267 

8 

0306280200 

0306260217 

83/06/06 

50-267 

□ 

□306280291 

0306200200 

83/05/26 

WASTE MOT 

0306260293 

0306200217 

63/06/06 

50-267 

S 

0306260290 

8306200217 

03/06/06 

50-267 

0 

8306200302 

0306260217 

03/06/06 

50-267 

B 

□306260309 

0306200217 

03/06/06 

50-267 

S 

□306280310 

830 6260303 

03/06/16 

DO- 520 

Q 

□306280313 

0306200217 

83/06/06 

50-267 

S 

□306280339 

0306200333 

03/06/02 

50-344 

0 

03D62QO34I 

0306260334 

83/06/03 

50-397 

0 

□306260345 

0306260340 

03/06/24 

50-2 02 

0 

0306200351 

0306260347 

83/06/23 

50-77 

0 

0306260363 

0306260357 

03/06/13 

50-273 

0 

0306260370 

0306260373 

83/06/24 

50-305 

p 

0306200380 

8306200371 

03/06/15 

50-397 

Q 

0306200394 

0306200300 

03/06/83 

50-275 

P 

0306200396 

83O620O3BB 

83/06/23 

50-275 

P 

0306260400 

0306200392 

03/06/21 

50-415 

A 

0306260409 

0306200405 

03/06/13 

50-5OB 

Q 
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ENCLOSURE 
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sunup CT 
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8306260424 

0306280422 

83/06/24 

50-220 

0 

8306290345 

0306290341 

03/06/16 

00-250 

0 

8306260433 

0306280429 

83/06/22 

70-1402 


8306290349 

0306290341 

03/06/16 

50-250 

0 

03O62BO452 

0306280450 

83/06/09 

50-528 

0 

0306290351 

0306290327 

63/06/17 

50-335 

G 

03O62BO4S6 

8306200453 

83/06/21 

50-397 

E 

0306290354 

0306290341 

63/06/16 

50-250 

0 

8306260456 

8306280455 

83/06/07 

70-115 


0306290357 

030629034 1 

83/06/16 

50-250 

0 

8306260465 

B3062B0461 

03/06/22 

50-317 

0 

0306290359 

0306290327 

83/06/17 

50-335 

0 

8306260470 

8306280469 

03/06/24 

50-275 

R 

0306290368 

8306290327 

03/06/17 

50-335 

0 

8306280474 

0306280472 

83/06/13 

50-271 

0 

0306290371 

6306290365 

03/06/03 

50-416 

0 

8306260460 

0306280477 

03/06/14 

50-206 

0 

0306270375 

8306290370 

03/06/22 

30-460 

G 

8306260464 

0306280357 

83/06/13 

50-293 

0 

0306290379 

8306290327 

03/06/17 

50-335 

G 

8306360492 

B306280490 

83/06/23 

50-334 

0* 

0306290380 

0306290377 

03/05/27 

50-302 

0 

B3062B0495 

0306280490 

83/06/23 

50-334 

0 

0306290307 

8306290383 

03/06/17 

50-338 

G 

8306260497 

8306280490 

03/06/20 

50-334 

Q 

0306290401 

6306290397 

03/06/24 

50-275 

R 

8306280507 

8306280303 

03/05/27 

50-397 

Q 

0306290404 

6306290396 

03/06/03 

50-413 

0 

830626051 1 

8306280498 

03/06/15 

50-361 

Q 

0306290408 

0306290400 

83/06/20 

50-259 

P 

8306260513 

8306280309 

83/06/24 

50-220 

P 

B306Q90413 

0306290406 

93/06/P7 

60-245 

P 

830636051? 

B3062B05I5 

03/06/14 

50-5211 

a 

0306290424 

0306290421 

83/06/01 

50-389 

0 

8306260521 

8306280316 

03/06/06 

50-397 

0 

0306290426 

0306290420 

93/06/00 

50-261 

G 

8306290530 

8306280527 

83/06/27 

50-289 

G 

0306290431 

6306290409 

83/06/28 

50-354 

K 

830629054 1 

8306280336 

83/06/27 

50-382 

G 

8306290432 

8306290409 

03/06/25 

50 -354 

A 

8306260544 

8306280324 

03/06/23 

50-324 

P 

0306290435 

0306290409 

63/06/20 

50-334 

C 

8306260551 

8306200546 

83/06/17 

50-361 

Q 

8306290436 

0306290433 

63/06/22 

70-1151 


030628056 1 

6306280546 

83/06/ J 7 

50-361 

Q 

0306290444 

0306290409 

93/06/20 

50-334 

K 

0306260570 

8306280364 

83/06/24 

50-237 

P 

0306290448 

0306290409 

03/06/28 

50-354 

K 

0306290575 

8306280564 

83/06/24 

50-237 

P 

0306290449 

0306290409 

83/06/28 

50-354 

K 

830626058 1 

8306280569 

03/06/20 

50-J 1? 

P 

8306290451 

8306290409 

83/06/20 

50-354 

K 

0306280590 

8306200586 

83/06/20 

50-354 

0 

6306290454 

8306290409 

03/06/20 

50-354 

K 

0306200594 

8306280369 

03/06/20 

50-112 

P 

8306290456 

8306290409 

03/06/20 

60-354 

K 

0306280608 

8306280601 

03/06/23 

50-322 

G 

8306290457 

8306290409 

03/06/20 

50-354 

K 

0306280617 

8306280613 

03/06/21 

50-344 

P 

8306290450 

6306290409 

03/06/20 

50-354 

K 

8306380632 

8306280620 

83/06/10 

50-344 

Q 

8306290460 

0306290409 

03/06/28 

50-354 

K 

8306290018 

8306200154 

83/06/10 

50-27 

F 

0306290461 

0306290459 

83/06/83 

50-413 

& 

8306290073 

0306290066 

03/06/21 

50-141 

N 

0306290464 

0306290459 

83/06/23 

50-413 

G 

8306290077 

0306290068 

83/06/21 

50-141 

H 

0306290465 

0306290409 

03/06/28 

50-354 

K 

03O629OOBO 

8306290068 

83/06/21 

50-141 

N 

0306290460 

8306290409 

03/06/28 

50-354 

K 

0306290083 

8306290082 

03/06/21 

70-734 


8306290469 

8306290409 

03/06/20 

50-354 

K 

0306290122 

630629008? 

83/06/23 

50-447 

D 

8306290470 

0305110499 

83/06/27 

50-275 

T 

03O629O13S 

8306290120 

03/06/22 

50-556 

A 

8306290471 

6306290409 

83/06/20 

50-354 

K 

0306290192 

8306290186 

03/06/03 

50-413 

0 

8306290473 

8306290409 

03/06/28 

50-354 

K 

0306290202 

8306290194 

03/06/07 

50-317 

P 

8306290474 

0306290409 

03/06/28 

50-354 

K 

8306290203 

0306290195 

83/06/09 

50-259 

0 

0306290476 

8305110499 

63/06/27 

50-275 

T 

8306290207 

0306290198 

03/06/16 

50-348 

Q 

8306290477 

6306290409 

03/06/28 

50-354 

K 

9306290212 

0306290204 

83/05/31 

50-250 

0 

8306290470 

0306290409 

83/06/20 

50-354 

K 

9306290213 

0306290198 

83/06/16 

60-340 

Q 

8306290479 

8306290409 

03/06/20 

50-354 

K 

0306290216 

8306290J 98 

83/06/16 

50-348 

0 

6306290402 

6306290409 

83/06/20 

50-354 

K 

6306290220 

B306290214 

83/06/27 

50-440 

0 

0306270404 

8306290409 

63/06/20 

50-354 

K 

9306290221 

8306290209 

83/06/01 

50-335 

0 

03O629O4B5 

6306290400 

03/06/27 

50-321' 

G 

8306290222 

8306290198 

83/06/16 

50-348 

0 

83062 904B7 

6306290409 

03/06/28 

50-354 

K 

8306290224 

8306290218 

83/03/21 

50-259 

0 

B30629D489 

6306290409 

B3/06/BB 

50-354 

K 

9306290225 

8306290217 

83/06/06 

50-389 

0 

8306290490 

8306290483 

83/06/17 

50-259 

0 

8306290228 

8306290218 

83/03/21 

50-259 

0 

0306290491 

0306290409 

03/06/20 

50-354 

K 

8306290233 

8306290227 

83/06/07 

50-537 

G 

0306290492 

0306290400 

03/06/27 

50-322 

0 

8306290235 

8306290231 

83/06/09 

50-438 

Q 

0306290494 

0306290409 

03/06/28 

50-354 

K 

0306290240 

6306290214 

63/06/2/ 

50-440 

Q 

0306290496 

8306290493 

03/06/23 

50-329 

A 

0306290244 

8306290236 

03/06/03 

50-416 

G 

0306290497 

8306290409 

03/06/28 

50-354 

K 

8306290246 

0306290239 

03/06/20 

50-438 

Q 

8306290500 

8306290495 

83/06/15 

50-447 

K 

0306290265 

8306290254 

03/06/16 

50-321 

0 

8306290503 

6306290483 

83/06/17 

50-259 

Q 

G306290275 

8306290272 

03/06/16 

50-259 

0 

0306290504 

0306290495 

83/06/15 

50-447 

K 

0306290278 

8306290254 

03/06/16 

50-321 

Q 

0306290510 

8306290403 

03/06/17 

50-259 

0 

0306290281 

830629026G 

03/06/ 20 

CONTRACT 


6306290511 

6306290426 

03/06/06 

50-390 

Q 

0306290283 

B3062 90277 

03/06/14 

50-259 

0 

0306290512 

0306290507 

83/06/15 

50-447 

K 

0306290204 

0306290254 

83/06/16 

50-321 

0 

0306290515 

0306290507 

83/06/15 

50 -447 

K 

6306290288 

8306290277 

03/06/14 

50-259 

0 

030629051? 

8306290517 

83/06/00 

50-369 

Q 

8306290292 

8306290277 

03/06/ 1 4 

50-259 

0 

6306270531 

6306290524 

03/06/14 

50-261 

Q 

0306290293 

8306290254 

03/06/16 

50-321 

0 

8306290537 

8306290524 

03/06/14 

50-261 

Q 

8306290297 

0306290277 

03/06/14 

50-259 

0 

8306290545 

8306290397 

83/06/24 

50-275 

R 

6306290303 

8306290298 

03/06/16 

50-321 

0 

83062905-19 

8306290536 

83/06/23 

50-440 

0 

8306290305 

8306290300 

03/06/07 

50-413 

0 

8306290551 

8306290530 

03/06/27 

50-329 

0 

6306290312 

8306290298 

03/06/16 

50-321 

0 

0306290552 

6306290546 

03/06/23 

50-142 

0 

8306290316 

8306290308 

03/06/15 

50-390 

G 

6306290553 

8306290524 

03/06/14 

50-261 

Q 

83062903 1 7 

8306290298 

03/06/16 

50-321 

Q 

8306290555 

0306290324 

83/06/14 

50-261 

Q 

8306290310 

8306290308 

83/06/15 

50-390 

Q 

6306290567 

0306290564 

03/06/07 

REVIEW ORP 

0306290319 

8306290309 

83/06/15 

50-438 

0 

6306290625 

8306290597 

63/06/15 

CONTRACT 


8306290324 

0306290308 

83/06/15 

50-390 

0 

6306290626 

0306290620 

83/06/ H 

50-201 

P 

0306290325 

0306290309 

03/06/15 

50-438 

G 

6306290633 

8306290365 

83/06/15 

CONTRACT 


8306290333 

0306290308 

63/06/15 

50-390 

Q 

0306290607 

83062906B2 

03/06/16 

70-2375 


0306290332 

0306290296 

03/06/16 

50-321 

G 

830630001 1 

6306300007 

03/06/24 

50-312 

Q 

0306290334 

0306290309 

03/06/15 

50-438 

0 

0306300021 

8306300014 

03/06/16 

50-255 

0 

8306290335 

0306290329 

03/06/27 

50-295 

a 

8306300029 

0306300022 

03/06/17 

50-346 

Q 

0306290338 

B3062903S7 

83/06/ IT 

50-335 

a 

8306300034 

6306300027 

03/06/28 

50-155 

P 
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0306300062 
9^06300063 
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S306300073 

©306300079 

0306300009 

©306300090 

©306300073 

©306300097 

0306300105 
0306300107 
Q306300100 
0306300109 
03063001 11 
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0306300125 

0306300132 

0306300135 
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0306300050 

03/06/16 

50-34 1 

0 

0306300)41 





— 

6306200033 

03/06/14 

50-30? 

P 

0306300129 

83/06/11 

50-3/3 

0 

6306300060 

03/06/14 

50-346 

0 

0306300144 

0306300057 

83/06/2.’ 

50-36J 

P 

8306300053 

83/06/16 

50-341 

Q 

0306300151 

8306300 M 9 

03/06/2? 

5O-20(J 

K 

Q 306300066 

83/06/27 

50-3/3 

Q 

6306300164 

8306300162 

03/06/2/ 

50-289 

R 


8306300182 

8306300170 

83/06/20 

90-483 

a 

6306300075 

03/06/27 

50-313 

0 






6306300063 

03/06/24 

50-275 

0 

0306300183 

0306300179 

03/06/15 

50-440 

G 

6306300004 

03/06/27 

50-403 

0 

6306300)04 

0306300170 

03/06/16 

DO- 4 94 

G 

Q3O63OOO03 

83/06/24 

50-275 

Q 

8306300186 

0306300170 

03/O6/2P 

50-403 

0 

8306300095 

83/06/23 

50-209 

0 

830630019-4 

8306300190 

83/06/24 

50-27? 

P 




8306300190 

6306300191 

83/06/23 

50-369 

S 

6306300101 

03/06/27 

DO -3?9 

A 






6306300 1 04 

82/11/1/ 

50-26 / 

0 

8306300204 

8306300191 

83/06/23 

50-369 

& 

8306300102 

83/06/28 

50-324 

Q 

8306300207 

030630020] 

83/06/14 

50-440 

Q 

8306300101 

83/06/27 

50-329 

A 

8306300216 

Q 306300 197 

03/06/23 

50-299 

Q 

0306300104 

02/11/17 

50-267 

0 

8306300217 

0306300211 

83/06/24 

50-276 

P 





8306300218 

0306300212 

83/06/15 

50-31)8 

0 

8306300101 

83/06/27 

50-3P9 

A 

8306300229 





8306300057 

83/06/2? 

50-361 

P 

0306300220 

83/06/24 

50-30? 

P 

0306300126 

83/06/17 

50-440 

0 

8306300231 

0306300226 

B3/06/J4 

50-409 

0 

□306300129 

83/06/11 

50-37v< 

0 

8306300236 

0306 30023 D 

03/06/16 

50-23/ 

a 

8306200057 

03/06/2? 

50-361 

P 

8306300246 

0306300235 

93/06/16 

50-23/ 

(1 





8306300252 

0306300251 

83/06/1/ 

50-346 

Q 




APPENDIX A 


DEFINITIONS OF DOCKET SO CATEGORIES 

A APPLICATION/CONSTRUCTION STAGE DOCUMENTS AND CORRESPONDENCE 

This Littegory lollows llie application from submission lo tlie clay preceding the issuance of an oper- 
ating license. It includes all correspondence and documents with substantive technical content that 
do not fall into other specific categories. Included arc 

I Application for construction permit 

2, General Information submitted with construction permit application 
3 Amendments and changes to items I and 2, 

4. NRC questions, requests for additional information, and applicant responses. 

5. Correspondence and documents relating to unresolved design and construction issues. 

6. Meeting announcements and summaries of meeting discussions on issues of item 5, 

7. Correspondence regarding the Preliminary Safety Analysis Report fPSAR). 

8. Information on laws and changes in regulations or policy that affect the status of the appli- 
cation (NEPA, Water Quality Improvement Act, Water Pollution Control Act, etc,). 

9. Construction Permit, amendments, and correspondence relating to the construction permit 

10. Scheduling of license application submission or review. 

11. Environmental review information, 

12. Application for operating license, 

13. General Information submitted with operating license application, 

14. Amendments and changes to items 12 and 13, 

15. Correspondence regarding the Final Safety Analysis Report (FSAR). 

16. Correspondence and documentation on generic technical matters highlighted by an event at 
another facility which may affect the subject facility; not covered by an IE Bulletin. 

17 Reports of site visits. 

18. Backup technical documents (e.g„ topical reports) submitted in support of the application. 

B. UTILITY PRELIMINARY SAFETY ANALYSIS REPORT (PSAR) AND AMENDMENTS 

This category is strictly limited to the items listed below. All related correspondence is filed in 
Category A, 

\. Preliminary Safety Analysis Report (PSAR) submitted by utility (formerly called Hazards 
Summary Report or Safety Analysis Report). 

2. Amendments aTTd changes to the PSAR. 


A-1 



3 Trnnsinindl and iiLknowledgetnoiu Iciieis 

4. Ceriiiicates ofNeiviLC u> ilic PSAR 

C UTILITY ENVIRONMENTAL REPORT (ERL AMENDMENTS AND CORRESPONDENCE 

Tins category is strictly liiniled to the items listed below Other environmental documents and 
correspondence are filed in Categories A. D, M, P or R 

1 Environmental Report (ER) submitted by the utility 

2 Amendments and supplements to the E:R 

3 Transmittal and acknowledgement letteis 

4, Information on scheduling of subinitta! or review o) ER. 

5, NRC questions, requests for additional information, and applicant responses 

6, Federal register notices citing the availability of items 1 and 2 

7, Correspondence relating to the review of ER 

8, Meeting announcements or reports of meetings where the primary subject of discussion is the 

ER. 

D. NRC DRAFT AND FINAL ENVIRONMENTAL (IMPACT) STATEMENTS (DES AND FES), 
SUPPLEMENTS AND CORRESPONDENCE 

Tlus category is strictly limited to the items listed below. Other environmental documents and 
correspondence are in categories A, C. M, P or R. 

1 Draft and Final Environmental (Impact) Statements (DES and FES) prepared by the NRC, 

2 Supplements to the DES and FES. 

3, Correspondence relating to the DES and FES. 

4, Comments from other federal, state and local government agencies. 

5 Transmittal and acknowledgement letters 

6, Documents related to NRC review of environmental issues or of ER obtained for purposes of 
writing the environmental statements. 

7, Backup technical documents submitted in connection with above. 

8, Federal register notice citing availability of iicnis I and 2, 

9, Site visits to obtain information for DLS oi FI:S. 

!0. Meeting announcements or reports ol meetings where the primary subject of discussion is the 
DES or FES. 

E. NRC SAFETY EVALUATION REPORT (SER), SUPPLEMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other documents dealing with safety 
related issues are filed in categories A. P or W, depending on the phase of the licensing process. 


A-2 



1 . 


Safely Lvaluatiun Repurl (ShR) prepared by die NRC ffoniierly called NRC-AEC Hazard 
Analysis Report) 

Supplements to SER 

3. Correspondence relating to SHR 

4 Federal register notices citing availability of items 1 and 2. 

5. Information on scheduling of SER submittals and review* 

6, Requests for additional information for use m preparing SER; responses to such requests* 

7 Meeting announcements or reports of nieetings where the primary subject of discussion is the 

SER 

8. Transmittal and acknowledgement letters. 

F* SECURITY, MEDICAL, EMERGENCY AND FIRE PROTECTION PLANS 

All plans in this category are individual submissions. Information submitted as part of the PSAR 
or FSAR is excluded. 

1. Fire Hazard Protection Plan and surveys. 

2 Plant evacuation correspondence. 

3* Safeguards Contingency Plans. 

4. Review of Health Physics Program 

5. Correspondence relating to aforementioned plans. 

6. Supplements, changes and revisions to plans. 

C. LEGAL AND ADJUDICATORY CORRESPONDENCE 

This category contains all noivantitrust legal and adjudicatory documeiUation, except for transcripts, 
briefings and testimony, which arc filed in category T* 

1. Atomic Safely and Licensing Board (ASLB) and Atomic Safety and Licensing Appeal Board 
(ASLAB) hearing related documents. 

2. Federal register notices regarding hearings. 

3 Requests to make appearances al hearings. 

4. Motions, briefs, arguments, statements and related correspondence filed by participants for 
hearings. 

5. Transmittal of supporting documciUs (e.g., SER, FES) to the boards. 

6. Correspondence to and from intervenors. 

7. Board orders and decisions, 

8. Petitions for Commission action, 

9. Legal filings and Commission orders and decisions resulting from item 8 
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H. GENERAL CORRESPONDENCE 


Tins category includes documents with little or no bearing on the status of the application or license 
Items that have no substantive technical content or meaning for the status of the license or applica- 
tion are included 

1. Change of address notifications 

2. Changes in structure of organization 

3. Changes in service lists. 

4 NRC requests to applicant for additional copies of documents. 

5. Correspondence from the public requesting information about the facility and NRC responses. 

6. Correspondence on strictly administrative matters. 

7. Letters of support, concern or opposition to the facility. 

8. Correspondence regarding the Local Public Document Rooms fLPDRs) 

9. Professional qualification statements not pertaining to the hearing process. 

I. FINANCIAL INFORMATION 

Tins category contains all financial information except that submitted as part of the application or 
its amendments or relating to the imposition of civil penalties. 

1, Company annual reports. 

2. Separately submitted financial information and related correspondence, 

J. INSURANCE AND INDEMNITY INFORMATION 

1. Indemnity agreements and amendments. 

2. Endorsements insurance policies. 

3. Other correspondence regarding indemnity and insurance matters. 

K, UTILITY FINAL SAFETY ANALYSIS REPORT (FSAR) AND AMENDMENTS 

This category is strictly limited to the items listed below. All related correspondence falls in category 
A or P, 

1. Final Safety Analysis Report (FSAR) (formerly called Final Hazards Summary Report). 

2. Amendments and changes to the FSAR. 

3. Federal register notices citing availability of items I and 2. 

4. Transmittal and acknowledgement letters. 

5. Cerlificates of service to the FSAR. 
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L. LIMITED WORK AUTHORIZATION (LWA) AND RELATED CORRESPONDENCE 

This category is limited to documents pertmnmg to Litiiiicd Work Aitlliorizations (LWA) whereby 
applicants can curry out I muled site preparation and construction prior to the granting of a coii' 

St met ion permit 

1 Limited Work Autlioii/ations (LWA) and amendments. 

2 Correspondence pertaining to work pcrlormed under LWA s 

M. ANTITRUST REVIEW AND ANTITRUST CORRESPONDENCE 

1 Document submitted as part of the applications for a construction permit and operating license 
entitled “information Requested by the Attorney General for Antitiust Review” 

2 Correspondence where the primary topic of discussion is antitrust matters, 

3 All antitrust proceeding related documents except for hearing transcripts, testimony and brief- 
ings, which are filed m caiegory N, 

N. ANTITRUST HEARING TRANSCRIPTS, TESTIMONY AND BRIEEINGS 

This category contains word-for-word transcripts of hearings, testimony and briefings in antitrust 
matters. Related correspondence falls in caiegory M. 


0. ADVISORY COMMITTEE ON REACTOR SAFEGUARDS (ACRS) REPORTS AND 
CORRESPONDENCE 

1. Correspondence and tetter reports relating to Advisory Committee on Reactor Safeguards 
(ACRS) reviews, 

2. Correspondence from ACRS 

3. Announcement of ACRS meetings. 

4. Tiansmittal and acknowledgement letters. 

5. ACRS reports. 

6. Slatemcnls and written testimony by ACRS members or presented by individuals at ACRS 
proceedings, 

7. Minutes at ACRS Subcommittee Meetings. 

P OPERATING LICENSE STAGE DOCUMENTS AND CORRESPONDENCE 

This file assumes the position of the Applicalion/Conslriictian Stage (category A) file for general 
technical items dated from the issuance of the operating license to the application for termination 
of the license. 

1. Operating license, amendments, proposed amendments, changes and related correspondence. 

2, Technical specifications and changes. 
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3 Backup technical documents (eg., topical reports) submitted in support of items I and 2. 

4 Federal register notices citing availability of items 1 and 2 

5. Correspondence regarding the Final Safety Analysis Report fFSAR) 

6. All general technical correspondence, meeting announcements or meeting summaries relating 
to technical specifications, the operating license or technical issues arising after the issuance 
of the operating license. 

7. Correspondence regarding codes fe g , ASME), regulations, laws or changes in policy that may 
affect plant operation or bear on the operating license 

8 Information on the Standard Review Plan (STP) 

9 Results of surveys or tests conducted in accordance with the technical specifications (not 
periodic reports, which fall in category R). 

10 Correspondence relating to NRC’s Systematic Evaluation Program (SEP). 

1 I . Owner’s group meeting announcements and reports. 

12 Quality assurance information. 

13. Environmental matters (technical). 

14. Emergency core cooling system documents, 

15. Radioactive waste information. 

16. Correspondence regarding expansion of spent fuel storage pool. 

17. StartHip test reports 

18 Correspondence and documentation on generic technical matters highlighted by an event at 
another facility which may affect the subject facility; not covered by an IE Bulletin. 

19 Reports of site visits. 

Q. INSPECTION REPORTS; IE BULLETINS, CIRCULARS AND INFORMATION NOTICES; 
CIVIL PENALTIES AND RELATED CORRESPONDENCE 

1. Inspection reports. 

2. IE Bulletins (formerly called Regulatory Operations (RO) Bulletins), Circulars and Information 
Notices. 

3. Responses by applicant to IE correspondence. 

4. Applicant’s determination of proprietary nature of inspection reports, 

5. Letters concerning areas of noncompliance. 

6. Pre-service and in-service inspections and procedures, 

7. Correspondence and orders relating to imposition and payment of civil penalties, including 
Notification of Significant Enforcement Actions (ENs). 

8. Any correspondence relating to inspection and enforcements that does not specifically relate 
to incidents or events as defined in category S. 
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R. PERIODIC OPERATING REPORTS AND RELATED CORRESPONDENCE 

This category includes periodic reports of a routine nature 

1 Monthly, semiannual, or annual operating reports (other than tniancial). 

2 Periodic environmental monitoring, effluent testing, or similar reports 
3, Periodic personnel exposure reports. 

4 Operational Logbooks. 

Logbooks on Environmental Data 
Logbooks on Radiological Data 
Operations Log on Plant Systems Core 
Plant Status Summary Sheets 

5 Correspondence or other documents relating to the above listed items 

S. REPORTABLE OCCURRENCES. PNOs, PNSs AND RELATED CORRESPONDENCE 

This category contains all materials relating to abnormal, unusual, reportable or nonrouiine occur- 
rences or events. This includes: 

1. All 24-haur, 10-day. 30-day. interim and final Licensee Event Reports (LERs) and follow-up 

correspondence (also called incident reports, abnormal occurrence reports and reportable 

occurrences). 

2. Potential or possible reportable deficiency reports and related correspondence. 

3. Personnel exposure reports, 

4 Construction deficiency reports submitted under 10 CFR 50 55e. 

5, Preliminary Notification of Occurrence (PNOs) and Preliminary Notification of Safeguards 
Events (PN s). 

6. Environmental Technical Specifications violation reports and Environmental Event reports, 

7 Part 21 Reports of defects and noncompliance. 

8. Correspondence or other documents relating to Items 1-7. 

T. TRANSCRIPTS, TESTIMONY AND BRIEFINGS ON NON-ANTITRUST MATTERS 

Tliis category contains all word-for-word transcripts, except for antitrust matters (category N). 
testimony and briefings, and congressional matters (category U). 

1 Atomic Safety and Licensing Board (ASLB) and Atomic Safety and Licensing Appeal Board 
(ASLAB) transcripts. 

2 Testimony and statements submitted to ASLB and ASLAB. 

3. Commission meeting transcripts, 

4. NRC staff briefings to the Commission. 

5. Statements and written testimony submitted at Commission meeting or hearings. 

6. Transcripts of utility briefs to NRC staff, 

7. Advisory Committee on Reactor Safeguards (ACRS) meeting transcnpls. 

8. Corrections to above items. 
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U. CONGRESSIONAL/EXECUUVE CORRESPONDENCE 


Tins category contains correspondence on substantive matters. Routine responses to constituent 
inquiries are filed in category H 

1 Statements and testimony before Congress or before bodics/committees appointed by the 
Executive or Legislative Branches. 

2 Preparatory and backup documents for item 1. 

3. Correspondence to and from NRC Office of Congressional Affairs, Congress and the Executive 
Branch on other than constituent response matters 

V. LICENSING OPERATORS AND RELATED CORRESPONDENCE 

I Operator licenses or administrative information bearing on licensing of operators. 

2. NRC examination results 

3 Power plant examination summary sheet. 

W. DECOMMISSIONING STAGE DOCUMENTS AND CORRESPONDENCE 

This file assumes the position of the Operating License Stage (category P) file for general technical 
items from the application for termination of the operating license onward 

1. Application for authority to voluntarily surrender license. 

2. Application to dismantle the facility and dispose of component parts. 

3 Technical documents submitted m support of items I and 2, such as* Decommissioning Plan, 
Dismantling Plan, Environmental Report on Dismantling, Safety Analysis Report on Decom- 
missioning. 

4 Documents relating to disposal of radioactive material and decontamination of the site. 

5. Other correspondence relating to above items. 

6, All documentation relating to the ongoing operation of the plan, formerly filed in category P. 
K ONSITE LOW-LEVEL WASTES STORAGE 

Tins category contains items related to the onsite storage of low-level radioactive wastes generated onsite. 


Y. INDEPENDENT SPENT FUEL STORAGE INSTALLATIONS (ISFSI) 

This category contains documents with an NMSS license and/or a Docket-72 number. For installations on a 

reactor site, tlie associated Docket-50 number will also be identified. 

1 , License applications, licenses, amendments and proposed amendments to possess power reactor spent 
fuel and other radioactive materials associated with spent storage in an independent spent fuel 
storage installation. (Such spent fuel storage installations may be on a reactor site or at a separate 
site.) 

2. AH related correspondence and reports to the above. 
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APPENDIX B 


DEFINITIONS OF NONDOCKETED CATEGORIES 


lOCFR - Commission Meeting Records 

Tins caiejiory contains dticunienialion pcrtHining to open ciiid closed Commission meetings. Ii 

includob 

1. Sunslune Acl Fedcial Kegistei notices. 

2. Full, written explanation of closed meetings, 

Certillcation of General Counsel on closed meetings, 

4. Commission DetermiiuUion Statements regaiding the public disclosure of transcripts of 
Commission meetings. 

5. Verbatim imoffiCKil and ofncial transcripts or portions of transcripts of open and closed 
Commission meetings made publicly available in accordance with provisions of lOCFR Part 
the Sunshine Act, and Commission policies, 

6. Hnclosuics to released tiansciipis, including applicable vjewgraphs, staff papers, and staff 
coircspondence. 

7. Staff requirements memoranda for open meetings; memoranda to record; record of voles of 
Commissioners on items under consicleiatton ai meeungs. 


ACRS - Advisory Committee on Reactor Safeguards 

This category contains documentation pertaining to the responsibilities of the Advisory Caniniillee 
on Reaclor Safeguards, ACRS serves as an Indcpendcni advisory committee to the Commission in 
safely-related areas. The coininittee provides advice with respect to the hazards of new or exist- 
ing nuclear facilities and the adequacy of related safety standards. The documents in this category 
are 

1. Verbatim transcripts of ACRS subcommittee and full committee meetings relating to facility 
license applications and safety-related matters. 

2. ACRS meeting announcements; description of meeting agendas. 

3. ACRS-generalcd repoils, memoranda and coiiespondence that are publicly available, 

4. ACRS consultant reports, comments and related correspondence. 

5. ACRS and NRC technical correspondence pertaining to safety matters under review by the 
Advisory Committee on Reaclor Safeguards, 

ADVCM - NRC Advisory Committees 

This category contains documentation pertaining to the responsibiJities of all NRC advisory committees, 
other than the Advisory Committee on Reactor Safeguards. The documents in tliis category are: 

1 . Charters of each advisory committee. 

2. Verbatim transcripts of committee meetings. 



3 . Meeting announcements; description of meeting agendas. 

4. Committee generated reports, memoranda, and correspondence that are publicly available. 

5 . Committee related correspondence. 


COMMISSION - NRC Commissioners 

This category contains documentation pertaining to the daily conduct of Commission business in 
the on ice of the Commissioners* including 

1. Incoming and outgoing correspondence to and fioin the Commissioners relating to official 
NRC business, including reports and other enclosures. 

2. Travel vouchers* telephone logs and official appointment calendars of individual Commissioners. 

3. Weekly Inrorniation Reports (SECY series number) prepared by the Executive Director for 
Operations (EDO) lor the Commissioners, providing a summary of key events and items of 
interest undertaken by individual staff and program offices, 

NOTE: For tianscripls of Commission meetings, sec lOCFR category. For all other staff papers 
with a SECY scries designation prepared for Commission review, see SECY category. 


CONTRACT — NRC Contracts and Modifications 

Tins category contains documentation pertaining to AEC and NRC contracts and Interagency 
Agreements, including 

1. Notifications of issuance of rec|uest for proposal (RFF) and invitations for bid (IFB), 

2. Solicitations (RFP or IFB) issued by the NRC. 

3. Notifications of contract execution, specifying contract number, project title, contractor 
name, contiact type, funding, and period of perfoimancc. 

4. Contractual documents and contract modifications, if any, 

DISCLOSURE — Financial Disclosure Information 

This category contains financial disclosure information in accordance with the Ethics in Government 
Act of 1978. 


FOIA — Freedom of Information Act Requests and Releases 

This category contains requests for agency records and records released in accordance with the 

provisions of the Freedom of Information Act (FOIA), Documents in this category include: 

1. Requests made by any member of the public (assigned an identifying number YY-NNN 
for last two digits of the year numerical sequence) for NRC records made in accordance 
with the provisions of the Freedom of Infurination Act. 

2. Correspondence between the NRC and the requester relevant to the processing, appeal, 
denial or granting of an FOIA request. 

3. RccokIs or poitions of records released in response to specific requests made under FOIA, 



GEN TECH IS - Generic Technical Issues 


This category contains records pertaining to unresolved safety issues of a generic nature that are 
being analyzed by the Division of Nuclear Reactor Regulation. 

1. Draft reports of action plans to accomplish generic tasks in the regulatory program. 

2. Correspondence with industry and internal correspondence regarding the methodologies, 
analyses, and programmatic and technical aspects of issues. 

3. Meeting notirications and minutes, 

4. Interim findings and status reports on generic tasks addressing related aspects of generic 
technical issues. 

I&E - Inspection and Enforcement 

This category contains bulletins, ciiculars and informalion notices that are issued by the Office of 
inspection and Enforcement. These issuances describe parlicular events that occur at a facility 
that may require some follow-up action on the part of licensees. Also included in this category 
are preliminary notifications of events (PNOs), 

1, I&H Circulars, which describe an event at a licensed facility and are inlorniational in nature, 

2. [&E information Notices, which are similar to circulais but are preliminary in nature and 
issued shortly aftci an event has occurred. 

3^ l&E Bulletins, which describe an event at a licensed facility and request all recipients to 
peiforin certain actions as a result of this event. 

4. Preliminary Notifications of Events (PNOs), which provide updated information of an event 
of safety or public interest significance. 

NOTE; For letters forwarding the above issuances, utility responses to such issuances, and 
related correspondence, see Category Qof individual docket categories, 

MISC - Public Document Room Miscellaneous 

Tills category contains documents that do not fall into the scope of the other nondocketed 
categories. 

NUREG - NUREG Reports and Related Correspondence 

These documents are formal reports issued by the U.S, Nuclear Regulatory Commission winch 
carry the NUREG series code and correspondence pertaining to those reports. NUREG reports 
are accounts of work performed either by the NRC 'staff or by NRC contractors. 

1, These reports are normally final work products and are characterized by the following criteria: 

a. They are predecisional documents which present information to be considered in 
Commission licensing and policy decisions. 

b. They present the results of Commission licensing and policy decisions. 

c. They present the results of technical research conducted for the Commission. 

2, Correspondence from industry, government and interested members of the public commenting 
on reports or requesting clarlficalion or interpretation, 

3, Internal NRC memoranda summarizing meetings or discussions pertaining tp the content of 
the reports. 
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ORG ™ Correspondence with Other Organizations 

This category contains correspondence with professional organizations and associations; records 
other than Regulatory Guides that pertain to the activities of NRC*s Office of Standards Develop- 
ment, and emergency petitions not assigned Petition for Rulemaking (PRM) numbers that request 
the Commission to take immediate action on some issue. Included are: 

1. Meeting summaries and technical correspondence between NRC and professional associations 
and international bodies, such as the Atomic Industrial Forum and the International Atomic 
Energy Agency. 

2. Correspondence between NRC’s Office of Standards Development and other government 
agencies in which both parties have joint regulatory responsibility, e.g., EPA has authority 
to control all radioactive pollutants emitted into the air. 

3. Internal memoranda, correspondence between NRC and Congress, and other technical cor- 
respondence dealing with the role and activities of the Office of Standards Development. 

4. Statements, motions, orders and correspondence dealing with emergency petitions filed by 
parties on such topics as fire protection and re-analysis of the capacity of operating U.S. 
plants to withstand earthquakes. 

NOTE For Regulatory Guides and comments to Regulatory Guides issued by the NRC Office 
of Standards Development, see tlie REGGD category. 

For petitions for rule makings filed by the public to amend, rescind or change an NRC 
regulation, see the PRM category. 


PR - Proposed Rule 


This category contains records dealing with NRC staff proposals to adopt, amend or repeal a 
Commission regulation. Proposed Rules (PRs) are normally the result of a Commission deter- 
mination that sufficient grounds exist for it to proceed with a petition for change in an NRC 
regulation (PRM) filed by an outside party or person. The documents in this category are: 

1. Federal Register notices stating the terms or substance of the proposed rule or a specification 
of the subject and issues involved. 

2. Text of the Proposed Rule (PR). 

3. Comments, statements, information, opinions or arguments on the proposed change to a part 
of the Code of Federal Regulations, Title 10. 

4. Requests from the nuclear industry, organizations and other parties for written interpretations 
of the PR. 


PRM - Petition for Rulemaking 

This category contains records dealing with petitions filed with the Commission by an outside 
party to issue, amend or rescind an NRC regulation. Included are: 

1. Petitions filed by any interested person or party to issue, amend or rescind an NRC 
regulation. 

2. Federal Register cause notices of the filing of the petition. 
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3. Correspondence between NRC and the petitioner regarding the status and substance of the 
petition. 

4. Comments from the nuclear industry, professional associations, public interest groups and 
others in favor of or in opposition to the PRM. 


NOTE: For staff recommendations to the Commissioners on whether the PRM should be denied 
or issued as a Proposed Rule, see the SECY category. 

For Commission review of staff recommendations, see the lOCFR category. 

PROJ - Projects— Predockct Licensing 

This category contains records pertaining to two classes of projects {!) commercial nuclear power 
plants for which NRC has full licensing responsibilities, and (2) government-owned reactors for which 
NRC provides technical expertise and occasional review. Both classes are identified with a “P” 
prefix, followed by a series of numbers. 

I. *‘Pre-docketed” commercial nuclear power plants 

Tliis category contains all documentation up until the time that the NRC considers the appli- 
cation and the Preliminary Safety Analysis Report (PSAR) is submitted by the utility for staff 
review. The unit is then assigned a docket number, and transferred to the Docket 50 category. 

These dticumenls are grouped together in categories, designated by alphabetic characters. These are 
tile same categories as those used for the Docket 50 senes. 

A. Application/Construction Stage 

1. Application submitted by the utility. 

2. Meeting notices, summaries and correspondence discussing the completeness and 
adequacy of the PSAR. 

3. Applicant’s Quality Assurance Manual. 

4. Early site review information. 

5. Backup technical documents submitted in support of the application. 

6. Early site visits. 

B. Utility PSAR and Amendments 

1. PSARs submitted by the utility. 

2, Amendments and changes to the PSAR* 

3, Transmittal letters. 

4. Letters acknowledging receipt of the PSAR. 

G. Adjudicatory Correspondence 

1. Motions, briefs, orders, et al pertaining to pre-hearing conferences, if any. 

M. Antitrust Correspondence 

1. Submittals and related material pertaining to the antitrust review. 
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Q. Inspection Reports 


1. Inspection reports of tlie applicant’s quality assurance program. 

2. Notices of deviations. 

3. Follow-up correspondence resolving deviations cited. 

2. Government-owned reactors 

Meeting summaries and technical correspondence between NRC and other government technical per- 
sonnel related to test reactors, critical experiments, and DOD reactors on navy ships and other 
sites. 


PT21 — Noncompliance Reports and Related Correspondence 

Deficiency reports are performed in compliance with Part 21 of Title 10 of the Code of Federal 
Regulations and include: 

1 , Reports by firms involved in the nuclear industry concerning noncompliance with NRC regu- 
lations or the existence of defects which could create a substantial safety hazard. 

2, Correspondence pertaining to Ure NRC review of reports to assess the possibility of generic 
defects, 

3, NRC inspection reports of defects cited. 

4, Correspondence specifying appropriate follow-up actions taken by the Agency. 


QA999 - Quality Assurance Inspections 

This category contains inspection reports of vendors’ quality assurance programs and follow-up 
correspondence. Each vendor facility is assigned a docket number and is part of the QA999 senes. 

Vendors are defined here as companies, both U.S, and foreign, that are engaged in the design or the 
manufacture of nuclear components for plants licensed by NRC. QA comprises all tliose planned 
and systematic actions necessary to provide adequate confidence that a structure, system or com- 
ponent being manufactured will perform satisfactorily once it is put in service. The controlling 
criteria are 10 CFR Part 50, Appendix B, vendor QA topical reports, and the PSAR and FSAR 
submitted by utilities for specific facilities. Documents in this category include: 

1. NRC inspection reports, conducted on a quarterly or semi-annual basis, of vendor sites. Inspec- 
tions may cover the design, fabrication, construction and testing of structural systems and 
components, 

2. Notices of deviations. 

3. Vendor corrective actions and other follow-up correspondence associated with the resolution 
of inspection findings. 


REGGD - Regulatory Guides 

This category contains new and revised regulatory guides issued by the Commission and related cor- 
respondence. These guides describe for the industry and the public methods acceptable to the NRC 
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staff for implementing specific parts of the NRCs regulations. They also delineate techniques used 

by the staff in evaluating specific problems or postulated accidents, or provide guidance to appli- 
cants. Included are: 

1. Federal Register notices announcing the issuance and availability of a proposed regulatory 
guide. 

2. Revised or newly issued Regulatory Guides. 

3. NRC value/impact assessment and industry codes, when applicable, that pertain to the issuance 
of a specific Regulatory Guide. 

4. Comments submitted by the nuclear industry and interested members of the public regarding 
a proposed Regulatory Guide. 

5. Summary of meetings held in the NRC to discuss proposed Regulatory Guides. 

NOTE* For documentation pertaining to other work products and activities of the NRC Office 
of Standards Development, see the Organization category. 


RES - Research and Technical Assistance Reports 

This category contains reports, generally of an interim nature, submitted by NRC contractors pro- 
viding research and technical assistance to the Commission. It also includes documentation per- 
taining to research activities of the Commission, Included are* 

1. Project description documents. 

2. Letter reports of accomplishments and data reports; for example, 

a, model documentation reports 

b, code documentation reports 

c, code verification reports 

3. Pre-test prediction reports. 

4. ‘‘Quick look” reports. 

5. Informal experimental data reports and post-irradiation examination analyses. 

6. Conceptual design descriptions. 

7. Letter reports of foreign travel and site visits by contractors. 

8. Letter, rtionthlyi quarterly, interim or annual status or progress reports on other research 
projects contracted for by the NRC. 

9. Meeting summaries and correspondence dealing with technical matters relating to research 
and technical assistance contracts. 

10. staff Research Information Letters (RILs) transmitting the documented results from com- 
pleted research programs. 

NOTE: For final reports of research conducted by contractors, see also NUREG reports. 


REVIEW GRP - NRC Research Review Groups 

This category contains records pertaining to the activities of NRC Research Review Groups. Such 
groups provide a broad base of technical expertise to aid management in reviewing research in 
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defined teclinical areas. They review and comment on research plans and predicted results of 
major experiments, the validity and applicability of research results, the possible redirection of research 
projects, new research projects, and priorities within the technical areas covered by the research 
review group. Documents in this category are: 

1. Agendas for quarterly review group meetings. 

2. Summary minutes of review group meetings representing views expressed, including dissenting 
views. 

3. Research plans and predicted results of major experiments; presentations by research contractors. 

4. Comments on meetings from attendees, including representatives from contractors, universities, 
vendors and other agencies, 

5. Internal memoranda relating to topics under discussion. 


RM — Rulemakings 

This category contains records pertaining to public hearings held on proposed changes (PRs) to tlie 
Commission’s regulations, Hearings are instituted at the discretion of the Commission based on 
the importance and the magnitude of the subject under consideration. Documents In this category 
include; 

L Designations of the presiding officer and any special directions for the conduct of the hearing. 

2. Notifications of hearing board meetings. 

3. Petitions, motions, testimony and statemenis submitted by parties to the hearings. 

4. Hearing board orders and rulings. 

5. Technical reports submitted as evidence in the proceeding. 

6. Reports, if any, of the special board to the Commission regarding a rulemaking proceeding. 


SECY — Position Papers Before the Commission 

Tills category consists of staff papers prepared for the information or approval of the Commis- 
sioners wh.ich are assigned a SECY report series code. Included are: 

1. Commission Action papers, which normally include alternatives and recommendations by the 
staff on a given issue and require Commission action. 

2. Consent Calendar items and Policy Session items. 

NOTE; For Weekly Information Reports prepared by EDO to the Commissioners providing a 
summary of key events and items of interest undertaken by staff and program offices, 
see the NRC Commissioners category. 


STATE PROG - State Programs 

This category contains records that pertain to the Commission’s activities and Interaction with State 
governments. Areas covered Include; (I) the State Agreements Program, whereby States may assume 
certain of the NRC’s regulatory authority over nuclear materials; (2) the Agency’s role in assisting 


B-8 



State and local governments in planning responses to radiological emergencies; and (3) a wide range 
of liaison and cooperative activities regarding such functions as licensing and siting. It includes: 

1 , Correspondence between and among NRC Office of State Programs and State officials, 
mostly State liaison officers, regarding: 

a. cooperative programs in such technical areas as radiation control, emergency response 
planning to radiological incidents, water quality and transportation surveillance. 

b, technical assistance to Agreement States in reviewing applications, compliance actions, 
developing regulations, and other areas, 

2, Agendas, reports and transcripts of regional workshops and training programs on current 
matters of policy and regulations; i.e, decommissioning and facility siting. 

3, State Legislative Reports. 

4, Agreement State Licensing Statistics Reports, 

NOTE: For specific uranium milling and mining projects in which the Agency is providing technical 
assistance to States, see the Projects category. 


TOPREP - Vendor Reports and Related Correspondence 

This category contains topical reports, ‘generally of a technical generic nature, submitted by 
vendors, and correspondence pertaining to the NRC review of these reports. General vendor 
related correspondence that is not docket specific is also included in this category. 

1. Topical reports, dealing with such teclmical matters as specifications, testing and safety 
submitted by architect, engineers and other vendors, 

2. Revisions, modifications and amendments to topical reports, 

3. Correspondence between NRC and vendors pertaining to the review of submittals, 

4. Meeting agendas, summaries, minutes and correspondence pertinent to vendor activities, 
programs, methodologies and design criteria, 

NOTE: For reports submitted by utilities that are written by vendors on (heir behalf and that 
relate to docketed cases, see the categories for the Docket 50 series. 


WASTE MGT -- Nuclear Waste Management 

This category is topical in nature and contains records dealing with the activities of the NRC 
Division of Waste Management. Each topic has been assigned a number, with the series designated 
by a WM prefix. These documents deal primarily with NRC's interaction with DOE and its future 
role in licensing and regulating DOE facilities designed for the disposal of higlidevel waste in 
geologic repositories. This category will be enlarged later to include records dealing with low-level 
waste issues and tasks, The documents in this category are; 

1. Meeting agenda and minutes of DOE/NRC meetings in which DOE presents information on 
their geological exploration program to identify sites for nuclear waste repositories. 

2. Briefings by DOE on research being conducted on spent fuel storage and nuclear waste 
management. 



3. Correspondence pertaining to NRC’s advisory role in providing DOE with technical assistance 
m the Waste Isolation Pilot Plan (WIPP) for burial of defense wastes. 

4, NRC draft staff guides for developing positions on the content and format of envuonmental 
reports for geological repositories. 


XPORTLIC - Export and Import Licenses 

This category contains records relating to the issuance of licenses to export or import nuclear 

facilities and materials. Included are: 

1. License applications and amendments to export or import special nuclear material, source 
materiaL l)yprodtict material, reactors, nuclear faciTity components or reactor materials. 

2. Correspondence between NRC and applicant or licensee pertaining to the review or status 
of a pending application or license amendment. 

3. Commission letters requesting Executive Branch views. 

4. Review and findings of the Executive Branch on whether issuance of a license would be 
mimical to U.S. common defense and security. 

5. Correspondence from foreign governments, international organizations, and members of the 
public. 

6 Staff position papers (SECY senes code) prepared for Commissioners review of import or 
export licenses. 

7. Filuigs pursuant to hearing requests or intervention petitions, if any. 

8. Hearing records and decisions- 

9. Memoranda from the Office of the Secretary to the Executive Director for Operations 
regarding the Commission decision on issuance of a proposed license. 

10. Licenses, license amendments and license renewals for types specified in item 1 

NOTE. For transcripts of Commission meetings and papers submitted for Commissioner 
consideration nr information, see lOCFR category. 
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